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PREFACE 


The Title List of Documents Made Publicly Available is a 
monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear 
Regulatory Commission (NRC). This information 
includes (1) docketed material associated with civilian 
nuclear power plants and other uses of radioactive ma- 
terials and (2) nondocketed material received and gen- 
erated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court 
dockets; it refers to the system by which NRC maintains 
its regulatory records, 'lliis scries of documents is in- 
dexed by a Personal Author Index, a Corporate Source 
Index, and a Report Number Index. 

The docketed information contained in the Tide List in- 
cludes the information formerly issued through the De- 
partment of Energy publication Power Reactor Docket 
Information, last published m January 1979. NRC docu- 
ments that are publicly available may be examined with- 
out charge at the NRC Public Document Room (PDR). 


Duplicate copies may be obtained foi afee. Standing or- 
ders for certain categories of documents are also avail- 
able. Clients may search for and ordci desired titles 
through the PDR computerized Bibliographic Retrieval 
System, which is accessible both at the PDR and re- 
motely. The PDR IS staffed by jirofcsMonal technical li- 
brarians, who provide rcfeicncc assistance to iiseis. Sec 
NOTES at the end of the preface for information about 
reachmg the PDR. Microfiche of the docketed informa- 
tion listed m the Title List is available for sale on a sub- 
scription basis from the NationalTcchnical Information 
Service (N'l'IS). See NO'lTiS at the end of the Preface 
for the complete NTIS addicss. 

We encourage your comments, criticisms, and sugges- 
tions. In particular, if thcrcarc title descriptions that are 
not meaningful, please let us know so that we can coi - 
rect the data base. Insofar as possible, we would like this 
document to be a valuable part of your reference 
material. 


DOCKETED ITEMS 


The listings within Docket 50 are divided into the cate- 
gories used for filing and searching in the NRC Public 

Document Room. Those categories are 

A. Application/construction stage documents and 
correspondence 

13. Utility Preliminaiy Safely Analysis Reports 
(PSAR), amendments 

C. Utility Environmental Reports (ER), amend- 
ments, and correspondence 

D. NRC Draft and Final Environmental (Impact) 
Statements (DES and FliiS), supplements and cor- 
respondence 

E. NRC Safety Evaluation Reports (SER), supple- 
ments and con cspondcncc 

F. Security, medical, emergency, and firc-protcction 
plans 

G. Legal and adjudicatory corresiiondcnce 


H. General correspondence 

I. Financial information 

J. Insiiiancc and indemnity information 

K. Utility Final Safety Analysis Reports (FSAR) and 
amendments 

L. Limited work authorizations (LWA) and iclalcd 
correspondence 

M. Antitrust reviews and antitrust correspondence 

N. Antitrust hearing transcriiits, tcstirnony, and brief- 
ings 

O. Advisory Committee on Reactor Safeguards 
(ACRS) reports and correspondence 

P. Operating license stage documents and cm respon- 
dcncc 

Q. Inspection reports, IE Bulletins, Circulars and In- 
formation Notices, civil penalties, and related cor- 
respondence 
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DOCKETED ITEMS (cont.) 


R. Periodic operating reports and related correspon- 
dence 

S. Reportable occurrences, PNOs, PNSs, and related 
correspondence 

T. Transcripts, testimony, and briefings on non- 
anlilrust matters 

Appendix A sets forth those categories and describes 
the materials available in each. Omission of a category in 
the listing for a docket indicates that no documents in 


U. Congressional/exccutivc correspondence 

V. Licensing of operators and related correspondence 

W . Decommissioning stage documents and correspon- 
dence 

X. Onsite storage of low-level waste 

Y. Independent spent fuel storage installations 

that category were filed m the time period of the report, 
lire principal elements of the entries m the list are 


@ 


1 . 

2 . 


3. 


4. 

5, 


6. 


7. 

8 . 


9. 


10 . 


P. Opeialing license stage documents & correspondence 


(D ® 

8907070172 Commends util for cxemplaiy hospitality extended to visiting Soviet technical 
working group on 890608. 


@ ® © 

DENTON, H.R. Office of Governmental & Public Affairs (Post 870413). 89/06/27 



CLARK, P.R. General Public Utilities Corp.— GPU Service Corp. 2 pp 50442.181-50442.182 


NRC/PDR Document category (see Appendix A). 
NRC/PDR Accession Number (year, month, day, 
and sequence number of item). 

Desciiption of information contained in the docu- 
ment. 

Personal author(s). An asterisk in this position in- 
dicates that there is no personal author. 

Author affiliation (NRC, corporate, agenq/, or 
noninciividual source). 

Date of document described. 

Recipient of the document. 

Recipient affiliation (NRC oi corporate). 

Pages in this document. 

This five-digit number is the NRC 48X mictol’iche 
designation. 


11. The three-digit portion of this entry is the number 
of the frame on which this document starts. 

12. This five-digit number is the microfiche on which 
this document ends. 

13. The three-digit portion of thi.s entry is the number 
of the frame on which this document ends 


The Docketed Items list is arranged sequentially by 
Docket Number, category, and then by date of principal 
Items. Entries indented and preceded by a dash arc 
items that were submitted as enclosures to principal 
items. In general, indented items arc not in accession 
number sequence. If the docketed document has a con- 
tract (FIN) number of a formal report number, it will ap- 
pear in the last line of the item following entry 5. 
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The nondockctcd items are divided into the categories 
used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their i^mbols are: 

lOCFR— Commission Meeting Records 

ACRS— Advisoiy Committee on Reactor Safe- 
guards 

ADVCM— NRC Advisoiy Committees 

COMMISSION— -NRC Commissioners 

CONTRACT— NRC Contracts and Modifications 

FOIA— Freedom of Information Act Requests 
and Releases 

GEN TECH IS— Generic Technical Issues 

IE- Inspection and Enforcement Issuances 

MISC— Public Document Room Miscellaneous 

NUREG— NRC-Issued Formal Reports and Re- 
lated Coirespondence 

ORG— Organizational File 

PR— Proposed Rules 

PRM— Petitions for Rulemaking 

PROJ— Projects 

Fni— 10 CFR Part 21 Deficiency Reports 


QA999— Quality Assuiance Inspections 

REGGD— Regulatoiy Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— Research Review Groups 
RM— Rulemakings 

SECY-Slaff Position Papers Before the Commis- 
sion 

STATE PROG— Slate Programs 

TOPREP— Vendor Topical Reports and Corre- 
sixindcnce 

WASH— AEC-Issucd Formal Repot ts and Corre- 
spondence 

WM— Waste Management Documents 

WMRES— Waste Management Contract Docu- 
ments 

XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the 
material available in each. Omission of a categoty in the 
listing for a docket indicates that no documents in that 
category were filed in the time period of the report. 

The principal elements of the nondocketed items are 


NUREG— NRC-Issued Formal Reports and Related Correspondence 

@ ® @ 

8910100307 NUREG/CR-5340 DATA SUMMARY REPORT FOR FISSION PRODUCT RELEASE 

TEST VI-2 


© ® 

OSBORNE, M.F., COLLINS, J.L., LORENZ, R.A. Oak Ridge National Laboratory. 

© ® ® ® ® 

FIN B-0127. ORNL/TM-11105. 89/09/30. Division of Systems Research (Post 880717). 69 pp. 

® @ @ ® 

51409:065-51409:134. 

1. Nondocket category. 2. NRC/PDR Accession Number (year, month, day, 

and sequence number of item). 
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NONDOCKETED ITEMS (cont.) 


3. NRC Report Number. 

4. Title and description of information contained in 
the document. 

5. Personal author(s). An asterisk in this position in- 
dicates that there is no personal author. 

6. Corporate, agency, or other nonindividual source. 

7. Contract of financial identification nu mber (FIN), 
if any. 

8. Secondary report number, if any. 

9. Date of document described. 

10. NRC organizational recipient (or sponsor). 


11. Pages in this document. 

12. This five-digit number is the NRC 48X microfiche 
designation. 

13. Tlie three-digit portion of this entry is the number 
of the frame on which this document starts. 

14. 'Phis five-digit number is the microfiche on which 
this document ends. 

15. The three-digit portion of this entry is the number 
of the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by 

Accession. Number within category. Indented items pre- 
ceded by a dash are enclosures to unindented items. 


NOTES: 


3. The location of the PDR is 


1. The address for GPO is 

Superintendent of Documents 
U.S. Government Printing Office 
P.O. Box 37082 
Washington, DC 20013-7082 


To place orders, send check or money order payable to 
the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling 
202-512-2249. 


2120 L Street, NW. 

Washington, DC 20555 

The mailing address is 

U.S. Nuclear Regulatory Commission 
Public Document Room 
Mail Stop LL-6 
Washington, DC 20555 

Telefacsimilc 


2. The address for NTIS is 


202/634-3343 


National Technical Information Service Telephone 

5285 Port Royal Road 

Springfield, Virginia 22161 202/634-3273 


To place orders for or to obtain price information about 
NRC publications at NTTS, either write to NTIS or call 
the Sales Desk at (703) 487-4650. Specify the NRC re- 
port number and title when you place your order. Publi- 
cations can be charged to American Express, Visa, or 
Mastercard credit cards; supply the cJmrge card number 
when placing your order. 


To place orders for documents or to arrange for training 
on the computer system, write, fax, or phone. When or- 
dering documents listed in this publication, please iden- 
tify the Document Accession Number for each citation. 
Reproduction charges and method of payment, based on 
the current reproduction contract, are obtainable from 
the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites > Docket 
27 

27-048 LOUISVILLE, KY. U S ECOLOGY, INC 1 

Domestic Licensing of Source Material - 
Docket 40 

40-0299 UMETCO MINERALS CORP . RIVERTON, 1 

WY 

40-0501 ALUMINUM CO. OF AMERICA. ALCOA 1 

CENTER. PA 

40-0672 NUCLEAR METALS, INC., CONCORD, MA 1 

40-1020 MINNESOTA MINING & 1 

MANUFACTURING CO., ST. PAUL. MN 

40-1162 WESTERN NUCLEAR. INC., LAKEWOOD, 1 

CO 

40-1790 WELLMAN DYNAMICS CORP., 1 

CRESTON, I A 

40-2253 ARMY. DEPT. OF, WATERTOWN. MA 1 

40-2259 PATHFINDER MINES CORP . RIVERTON, 1 

WY 

40-3392 ALLIED-SIGNAL, INC , METROPOLIS. IL 2 

40-3453 ATLAS CORP., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPER. 2 

WY 

40-6394 ARMY. DEPT OF, ABERDEEN, MD 2 

40-6500 ENERGY, DEPT OF, CANONSBURG. PA 2 

40-6622 PATHFINDER MINES CORP , SHIRLEY 2 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN, 2 

WY 

40-6940 CABOT CORP, BOYERTOWN, PA 2 

40-7102 SHIELDALLOY METALLURGICAL CORP., 2 

NEWFIELD, NJ 

40-7455 WHITTAKER CORP,, LOS ANGELES, CA 2 

40-7580 FANSTEEL, INC., NORTH CHICAGO. IL 2 

40-7604 BP CHEMICALS AMERICA, INC , LIMA, 2 

OH 

40-7924 SCHOTT GLASS TECHNOLOGIES, INC., 3 

DURYEA, PA 

40-8027 SEQUOYAH FUELS CORP., GORE, OK 3 

40-8035 COTTER CORP., ROSWELL, NM 4 

40-8084 RIO ALGOM MINING CORP., MOAB, UT 4 

40-8406 PESSES CO., SOLON, OH 4 

40-8452 BEAR CREEK URANIUM CO., CASPER, 4 

WY 

40-8502 TOTAL MINERALS CORP., CASPER, WY 5 

40-8681 UMETCO MINERALS CORP,, BLANDING, 5 

UT 

40-8698 PLATEAU RESOURCES, LTD,, LAKE 5 

POWELL, UT 


Docket Name Page 

40-8724 CHEMETRON CORP., PROVIDENCE. Rl 5 

40-8767 ARMY, DEPT OF, ROCK ISLAND, IL 5 

40-8778 MOLYCORP, INC., LOS ANGELES, CA 5 

40-8794 MOLYCORP, INC , LOS ANGELES, CA 6 

40-8801 WEST LAKE COMPANIES, BRIDGETON. 6 

MO 

40-8820 AMAX, INC , GOLDEN. CO 6 

40-8857 POWER RESOURCES, INC., GLENROCK, 6 

WY 

40-8866 NUCLEAR METALS, INC., CONCORD, MA 6 

40-8902 ATLANTIC RICHFIELD CO , GRANTS, NM 6 

40-8903 HOMESTAKE MINING CO.. GRANTS, NM 6 

40-8904 SOHIO WESTERN MINING CO„ SALT 7 

LAKE CITY, UT 

40-8905 QUIVIRA MINING CO , GRANTS. NM 7 

40-8907 UNC MINING & MILLING (DIV OF 7 

UNITED NUCLEAR CORP ), 

40-8943 FERRET EXPLORATION CO. OF 7 

NEBRASKA, DENVER, CO 

40-8948 SHIELDALLOY CORP., NEWFIELD, NJ 7 

40-8964 RIO ALGOM MINING CORP., OKLAHOMA 7 

CITY. OK 

40-8968 HYDRO RESOURCES, INC . DALLAS, TX 7 

40-8980 HERITAGE MINERALS. INC., 7 

LAKEHURST, NJ 

40-8981 PATHFINDER MINES CORP., MILLS. WY 7 

40-8984 MAGNESIUM ELEKTRON, INC., 8 

FLEMINGTON, NJ 

40-8989 ENVIROCARE OF UTAH. INC., SALT 8 

LAKE CITY, UT 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 8 

50-3 INDIAN POINT STATION, UNIT 1 8 

50-5 PENNSYLVANIA STATE UNIV. 8 

RESEARCH REACTOR 

50-10 DRESDEN NUCLEAR POWER STATION. 8 

UNIT 1 

50-22 WESTINGHOUSE TEST REACTOR 9 

50-29 YANKEE-ROWE NUCLEAR POWER 9 

STATION 

50-69 TEXAS A&M UNIV. RESEARCH 1 0 

REACTOR 

50-62 UNIV. OF VIRGINIA RESEARCH 1 0 

REACTOR 

50-73 GENERAL ELECTRIC NUCLEAR TEST 1 0 

REACTOR 

50-83 UNIV. OF FLORIDA TRAINING REACTOR 10 


ix 
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page 


□ocKet 


Name 


Page 


50-1 13 UNIV OF ARIZONA RESEARCH 1 0 

REACTOR 

50-123 UNIV. OF MISSOURI RESEARCH 1 1 

REACTOR-ROLLA 

50-128 TEXAS A&M UNIV RESEARCH 11 

REACTOR 

60-133 HUMBOLDT BAY POWER PLANT. UNIT 3 11 

50-151 UNIV OF ILLINOIS RESEARCH 11 

REACTOR 

60-1 55 BIG ROCK POINT NUCLEAR PLANT 1 1 

60-160 GEORGIA INSTITUTE OF TECHNOLOGY 12 

RESEARCH REACTOR 

50-163 GENERAL ATOMICS 12 

50-166 UNIV OF MARYLAND RESEARCH 12 

REACTOR 

50-171 PEACH BOTTOM ATOMIC POWER 1 2 

STATION. UNIT 1 

60-186 UNIV. OF MISSOURI RESEARCH 12 

REACTOR-COLUMBIA 

50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 3 

1 

50-213 HADDAM NECK PLANT 14 

50-21 9 OYSTER CREEK N UCLEAR POWER 1 6 

PLANT 

50-220 NINE MILE POINT NUCLEAR STATION, 17 

UNIT1 

50-223 UNIV OF LOWELL RESEARCH 18 

REACTOR 

50-226 RPI CRITICAL EXPERIMENT 18 

50-237 DRESDEN NUCLEAR POWER STATION. 18 

UNIT 2 

50-244 ROBERT EMMET GINNA NUCLEAR 20 

PLANT, UNIT 1 

50-245 MILLSTONE NUCLEAR POWER 22 

STATION. UNIT 1 

50-247 INDIAN POINT STATION. UNIT 2 23 

50-249 DRESDEN NUCLEAR POWER STATION, 24 

UNIT 3 

50-250 TURKEY POINT PLANT. UNITS 26 

50-251 TURKEY POINT PLANT, UNIT 4 27 

50-254 QUAD-CITIES STATION. UNIT 1 29 

60-265 PALISADES NUCLEAR PLANT 30 

60-259 BROWNS FERRY NUCLEAR POWER 32 

STATION. UNIT 1 

50-260 BROWNS FERRY NUCLEAR POWER 33 

STATION, UNIT 2 

50-261 H.B, ROBINSON PLANT. UNIT 2 94 

50-263 MONTICELLO NUCLEAR GENERATING 35 

PLANT 

60-265 QUAD-CITIES STATION, UNIT 2 36 

50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 38 

50-267 FORT ST. VRAIN NUCLEAR 38 

GENERATING STATION 


50-269 OCONEE NUCLEAR STATION, UNIT 1 39 

50-270 OCONEE NUCLEAR STATION. UNIT 2 41 

50-271 VERMONT YANKEE NUCLEAR POWER 42 

STATION 

50-272 SALEM NUCLEAR GENERATING 43 

STATION. UNIT 1 

50-274 U.S. GEOLOGICAL SURVEY RESEARCH 45 
REACTOR 

50-275 DIABLO CANYON NUCLEAR POWER 45 

PLANT, UNIT 1 

50-277 PEACH BOTTOM ATOMIC POWER 47 

STATION, UNIT 2 

50-278 PEACH BOTTOM ATOMIC POWER 48 

STATION, UNIT 3 

50-280 SURRY POWER STATION, UNIT 1 50 

50-281 SURRY POWER STATION, UNIT 2 51 

50-282 PRAIRIE ISLAND NUCLEAR STATION. 52 

UNIT 1 

50-283 TSURUGA NUCLEAR POWER PLANT 53 

50-285 FORT CALHOUN STATION. UNIT 1 53 

50-286 INDIAN POINT STATION, UNIT 3 54 

60-287 OCONEE NUCLEAR STATION. UNIT 3 55 

60-288 REED COLLEGE RESEARCH REACTOR 57 

50-289 THREE MILE ISLAND NUCLEAR 57 

STATION, UNIT 1 

60-293 PILGRIM NUCLEAR POWER STATION, 58 

UNIT 1 

50-295 ZION NUCLEAR POWER STATION. UNIT 58 

t 

50-296 BROWNS FERRY NUCLEAR POWER 60 

STATION, UNIT 3 

60-298 COOPER NUCLEAR STATION 61 

50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 62 

50-302 CRYSTAL RIVER NUCLEAR PLANT. UNIT 62 

3 

50-304 ZION NUCLEAR POWER STATION, UNIT 64 

2 

50-305 KEWAUNEE NUCLEAR POWER PLANT 65 

50-306 PRAIRIE ISLAND NUCLEAR STATION, 66 

UNIT 2 

50-309 MAINE YANKEE ATOMIC POWER PLANT 67 

50-311 SALEM NUCLEAR GENERATING 69 

STATION, UNIT 2 

50-312 RANCHO SECO NUCLEAR GENERATING 70 

STATION 

50-313 ARKANSAS NUCLEAR ONE, UNIT 1 71 

50-315 DONALD C COOK NUCLEAR POWER 72 

PLANT, UNIT 1 

50-316 DONALD C. COOK NUCLEAR POWER 73 

PLANT, UNIT 2 

50-317 CALVERT CLIFFS NUCLEAR POWER 75 

PLANT, UNIT 1 


X 
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50-318 CALVERT CLIFFS NUCLEAR POWER 76 

PLANT, UNIT 2 

50-320 THREE MILE ISLAND NUCLEAR 77 

STATION, UNIT 2 

50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 77 

1 

50-322 SHOREHAM NUCLEAR POWER STATION 78 

50-323 DIABLO CANYON NUCLEAR POWER 79 

PLANT, UNIT 2 

50-324 BRUNSWICK STEAM ELECTRIC PLANT. 81 

UNIT 2 

50-325 BRUNSWICK STEAM ELECTRIC PLANT, 82 

UNIT 1 

50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 84 

50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 85 

50-329 MIDLAND PLANT, UNIT 1 87 

50-330 MIDLAND PLANT, UNIT 2 87 

50-331 DUANE ARNOLD ENERGY CENTER 87 

50-332 BARNWELL REPROCESSING PLANT 88 

60-333 JAMES A FITZPATRICK NUCLEAR 88 

POWER PLANT 

50-334 BEAVER VALLEY POWER STATION. 89 

UNIT1 

50-335 ST LUCIE PLANT, UNIT 1 90 

50-336 MILLSTONE NUCLEAR POWER 91 

STATION, UNIT 2 

50-338 NORTH ANNA POWER STATION, UNIT 1 93 

50-339 NORTH ANNA POWER STATION, UNIT 2 94 

60-341 ENRICO FERMI ATOMIC POWER PLANT, 96 

UNIT 2 

50-344 TROJAN NUCLEAR PLANT 97 

50-346 DAVIS-BESSE NUCLEAR POWER 98 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PLANT, 99 

UNIT1 

50-362 LIMERICK GENERATING STATION, UNIT 101 

1 

50-353 LIMERICK GENERATING STATION, UNIT 102 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 103 

1 

50-361 SAN ONOFRE NUCLEAR STATION. UNIT 104 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 105 

3 

50-364 JOSEPH M. FARLEY NUCLEAR PLANT. 106 

UNIT 2 

60-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 107 

2 

50-368 ARKANSAS NUCLEAR ONE, UNIT 2 108 

50-369 WILLIAM B. MCGUIRE NUCLEAR 109 

STATION, UNIT 1 
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50-370 WILLIAM B. MCGUIRE NUCLEAR 1 1 1 

STATION. UNIT 2 

50-373 LASALLE COUNTY STATION, UNIT 1 113 

50-374 LASALLE COUNTY STATION. UNIT 2 114 

50-382 WATERFORD GENERATING STATION. 1 1 5 

UNIT 3 

50-387 SUSQUEHANNA STEAM ELECTRIC 1 1 6 

STATION, UNIT 1 

50-388 SUSQUEHANNA STEAM ELECTRIC 117 

STATION, UNIT 2 

50-389 ST LUCIE PLANT, UNIT 2 118 

50-390 WATTS BAR NUCLEAR PLANT. UNIT 1 119 

50-391 WATTS BAR NUCLEAR PLANT. UNIT 2 1 20 

50-395 VIRGIL C. SUMMER NUCLEAR STATION. 121 

UNIT 1 

50-396 UNIV OF VIRGINIA CAVALIER REACTOR 122 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 1 22 

50-400 SHEARON HARRIS NUCLEAR POWER 1 23 

PLANT, UNIT 1 

50-409 LA CROSSE BOILING WATER REACTOR 1 24 

50-410 NINE MILE POINT NUCLEAR STATION, 1 24 

UNIT 2 

50-412 BEAVER VALLEY POWER STATION, 1 25 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION. UNIT 1 1 26 

50-414 CATAWBA NUCLEAR STATION, UNIT 2 1 28 

50-416 GRAND GULF NUCLEAR STATION. UNIT 1 29 

1 

50-417 GRAND GULF NUCLEAR STATION, UNIT 130 

2 

50-423 MILLSTONE NUCLEAR POWER 130 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT, 1 32 

UNIT1 

50-425 ALVIN W. VOGTLE NUCLEAR PLANT, 1 33 

UNIT 2 

STN-50- FLOATING NUCLEAR PLANT 134 

437 

50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 1 34 

50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 1 35 

50-440 PERRY NUCLEAR POWER PLANT. UNIT 1 35 

1 

50-441 PERRY NUCLEAR POWER PLANT, UNIT 1 36 

2 

60-443 SEABROOK NUCLEAR STATION, UNIT 1 1 36 

60-444 SEABROOK NUCLEAR STATION, UNIT 2 138 

50-445 COMANCHE PEAK STEAM ELECTRIC 1 39 

STATION, UNIT 1 

60-446 COMANCHE PEAK STEAM ELECTRIC 140 

STATION, UNIT 2 

STN-50- BYRON STATION, UNIT 1 141 

454 


xi 
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Page 

STN-50- 

465 

BYRON STATION, UNIT 2 

142 

STN^SO- 

466 

BRAIDWOOD STATION. UNIT 1 

143 

STN-50- 

457 

BRAIDWOOO STATION, UNIT 2 

144 

50-46S 

RIVER BEND STATION, UNIT 1 

145 

50-46 1 

CLINTON POWER STATION, UNIT 1 

146 

STN-50. 

462 

WOLF CREEK GENERATING STATION 

147 

STN-60- 

483 

CALLAWAY PLANT. UNIT 1 

148 

STN-60- 

498 

SOUTH TEXAS PROJECT, UNIT 1 

149 

STN-50- 

499 

SOUTH TEXAS PROJECT. UNIT 2 

150 

STN-50- 

608 
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50-166 

12 

UNIV OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-106 

12 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLLA 

50-123 

11 

UNIV OF TEXAS RESEARCH REACTOR 

50-602 

165 

UNIV OF VIRGINIA CAVALIER REACTOR 

50-396 

122 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50-62 

10 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

42 

VIRGIL C SUMMER NUCLEAR STATION. 

UNIT 1 

50-395 

121 

WATERFORD GENERATING STATION, UNIT 

3 

50-302 

115 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

119 

WATTS BAR NUCLEAR PLANT, UNIT 2 

50-391 

120 

WESTINGHOUSE TEST REACTOR 

50-22 

9 

WILLIAM 8. MCGUIRE NUCLEAR STATION, 
UNIT1 

50-369 

109 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT2 

50-370 

111 

WOLF CREEK GENERATING STATION STN-50-4ea 

147 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

122 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

152 

YANKEE-ROWE NUCLEAR POWER STATION 

50-29 

9 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

58 

ZION NUCLEAR POWER STATION. UNIT 2 

50-304 

64 

GE ADVANCED BWR DESIGN. GENERAL 
ELECTRIC CO 

52-001 

155 

SYSTEM 80+ STANDARDIZED NUCLEAR 
POWER PLANT DES,. 

52-002 

156 

Domestic Licensing of Special Nuclear 
Material - Docket 70 



ARMY. DEPT. OF. WATERTOWN. MA 

70-0263 

158 

B&W FUEL CO . LYNCHBURG, VA 

70-1201 

160 

BABCOCK & WILCOX CO.. APOLLO, PA 

70-0135 

157 

BABCOCK & WILCOX CO , APOLLO, PA 

70-0364 

156 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0027 

157 
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Name 

Docket 

Page 

BABCOCK & WILCOX CO , LYNCHBURG. VA 

700824 

159 

CIMARRON CORP.. OKLAHOMA CITY, OK 

701193 

160 

CIMARRON CORP , OKLAHOMA CITY. OK 

70*0925 

159 

CINTICHEM, INC., TUXEDO, NY 

70^0687 

159 

COMBUSTION ENGINEERING, INC., 

HEMATITE, MO 

70*0036 

157 

COMBUSTION ENGINEERING. INC., 

WINDSOR. CT 

70-1100 

160 

COMMERCE. DEPT. OF. NATIONAL 

INSTITUTE OF STANDARDS & 

70-0398 

159 

D.E. MAKEPEACE CO . ATTLEBORO. MA 

70-0139 

158 

EASTMAN KODAK CO„ ROCHESTER. NY 

70-1703 

161 

FLORIDA INSTITUTE OF TECHNOLOGY. 
MELBOURNE. FL 

70-0893 

159 

FRONTIER TECHNOLOGY CORP . XENIA. 

OH 

70-3025 

161 

GENERAL ATOMICS, SAN DIEGO, CA 

70-0734 

159 

GENERAL ELECTRIC CO.. PLEASANTON, CA 

70-0754 

159 

GENERAL ELECTRIC CO.. WILMINGTON, NC 

70-1113 

160 

GOOD SAMARITAN HOSP . CINCINNATI, OH 

70-3068 

161 

IDAHO STATE UNIV . POCATELLO, ID 

70-1374 

161 

KERR-MCGEE CORP., OKLAHOMA CITY. OK 

70-3073 

162 

LOUISIANA ENERGY SERVICES, 
WASHINGTON. DC 

70-3070 

161 

MINNESOTA MINING & MANUFACTURING 
CO., ST. PAUL MN 

70-0832 

159 

NORTH TEXAS. UNIV OF, DENTON. TX 

70-3080 

162 

NUCLEAR FUEL SERVICES. INC , ERWIN. TN 

70-0143 

158 

PENNSYLVANIA STATE UNIV.. UNIVERSITY 
PARK, PA 

70-0113 

157 

ROCKETDYNE DIV (ROCKWELL 
INTERNATIONAL CORP-), CANOGA 

70-0025 

157 

SIEMENS NUCLEAR POWER CORP . 
RICHLAND. WA 

70-1257 

161 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA. TN 

70-2928 

161 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA, TN 

70-2910 

161 

TEXAS INSTRUMENTS, INC , ATTLEBORO. 

MA 

70-0033 

157 

UNC, INC . UNCASVILLE. CT 

70-0371 

159 

UNITED NUCLEAR CORP . ELMSFORD. NY 

70-0903 

159 

WESTINGHOUSe ELECTRIC CORP . 
PITTSBURGH, PA 

70-1143 

160 

WESTINGHOUSE ELECTRIC CORP , 
PITTSBURGH, PA 

70-0698 

159 

WESTINGHOUSE ELECTRIC CORP., 

70-1151 

160 


PITTSBURGH, PA 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions - Docket 71 


Name 

Docket 

Page 

ABC TESTING 

71-0472 

163 

AGRICULTURE, DEPT. OF 

71-0238 

162 

AMEBSHAM CORP 

71-0040 

162 

ANVIL CORP 

71-0677 

163 

B&W FUEL CO 

71-0506 

163 

INDUSTRIAL NUCLEAR CO. 

71-0062 

162 

INTERIOR, DEPT OF 

71-0382 

162 

METALS EVALUATION & TESTING, INC. 

71-0734 

163 

MODEL* 14-215, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9222 

165 

MODEL’ 2 7 NEW FUEL, ENERGY. DEPT OF 

71-5894 

163 

MODEL* 235R001, ENERGY, DEPT. OF 

71-6386 

164 

MODEL. 25 SPARE MODULE. ENERGY. 
DEPT. OF 

71-6188 

164 

MODEL* 426A, 426B, ENERGY, DEPT OF 

71-6049 

163 

MODEL* 51032-1 & 51 032-1 A, ADVANCED 
NUCLEAR FUELS CORP 

71-6581 

164 

MODEL 6400, WESTINGHOUSE ELECTRIC 
CORP. 

71-6400 

164 

MODEL 650. AMERSHAM CORP. 

71-9032 

164 

MODEL. 671 7-B. AMERSHAM CORP 

71-6717 

164 

MODEL 680 A 680E, AMERSHAM CORP 

71-9035 

164 

MODEL 771, AMERSHAM CORP 

71-9107 

165 

MODEL 9189, UNC NAVAL PRODUCTS 

71-9189 

165 

MODEL BCL-2. BATTELLE COLUMBUS 
LABORATORY 

71-9068 

164 

MODEL BCL-3. BATTELLE COLUMBUS 
LABORATORY 

71-9067 

164 

MODEL BU-S. GENERAL ELECTRIC CO 

71-6458 

164 

MODEL BU-7. GENERAL ELECTRIC CO 

71-9019 

164 

MODEL. C-1, SOURCE PRODUCTION & 
EQUIPMENT CO., INC 

71-9036 

164 

MODEL* C-10. AMERSHAM CORP 

71-9133 

165 

MODEL* C-8, AMERSHAM CORP. 

71-9128 

166 

MODEL CNS 4-85, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-6244 

164 

MODEL CNS 8-120 A, CHEM-NUCLEAR 
SYSTEMS. INC. 

71-6601 

164 

MODEL CNS 8-1 20B, CHEM-NUCLEAR 
SYSTEMS, INC 

71-9168 

165 

MODEL. DOT-6M TYPE B, BABCOCK & 
WILCOX CO. 

71-5908 

163 

MODEL GAMMACELL 1000/3000, NORDION 
INTERNATIONAL, INC. 

71-9240 

165 

MODEL: GAMMACELL 220, NORDION 
INTERNATIONAL, INC 

71-9242 

165 

MODEL' GAMMACELL 40-MK2, NORDION 
INTERNATIONAL, INC. 

71-9241 

165 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 

71-9157 

165 

MODEL: IR-SO, INDUSTRIAL NUCLEAR CO 

71-9156 

165 
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Name 

UUl/KUl 

rciyw 

MODEL LN-142, SCIENTIFIC ECOLOGY 
GROUP, INC. 

71-9073 

164 

MODEL M-140, ENERGY. DEPT OF 

71-9793 

166 

MODEL M-160, ENERGY, DEPT OF 

71-9781 

166 

MODEL MCC-3. WESTINGHOUSE ELECTRIC 
CORP 

71-9239 

165 

MODEL MILLSTONE STEAM GENERATOR. 
NORTHEAST UTILITIES 

71-9244 

165 

MODEL MODEL B, B&W FUEL CO 

71-6206 

164 

MODEL' NATICK IRRADIATOR, 
AGRICULTURE, DEPT OF 

71-5362 

163 

MODEL NCI-21PF-1, NUCLEAR 

CONTAINERS, INC 

71-9234 

165 

MODEL- NNFD-10, BABCOCK & WILCOX CO 

71-6357 

164 

MODEL- OP-100, INDUSTRIAL NUCLEAR CO 

71-9185 

165 

MODEL RA-2, RA-3, GENERAL ELECTRIC 

CO. 

71-4986 

163 

MODEL- RTS-420, RTS TECHNOLOGY. INC. 

71-9245 

165 

MODEL, S-6213, ENERGY. DEPT. OF 

71-9186 

165 

MODEL. S5W POWER UNIT, ENERGY, DEPT. 
OF 

71-5580 

163 

MODEL; SENTINEL 8S. TELEDYNE ENERGY 
SYSTEMS 

71-9085 

165 

MODEL SP-1. SIEMENS NUCLEAR POWER 
CORP 

71-9248 

166 

MODEL- T-2, ENERGY, DEPT OF 

71-5607 

163 

MODEL UNC-1484. UNITED NUCLEAR 

CORP 

71-4949 

163 

MODEL. UNC.2500, UNC NAVAL PRODUCTS, 
INC (DIV. OF UNC, 

71-5641 

163 

MODEL, UNC-2600, UNITED NUCLEAR 

CORP, 

71-5086 

163 

MODEL: UNC-2901, COMBUSTION 
ENGINEERING, INC 

71-6294 

164 

PRINCETON GAMMA-TECH, INC, 

71-0633 

163 




QUALITY ENERGY SERVICES & TESTS 

CORP 

71-0632 

163 

SIEMENS NUCLEAR POWER CORP 

71-0003 

162 

SOUTH CAROLINA ELECTRIC & GAS CO, 

71-0479 

163 

TELEDYNE ENERGY SYSTEMS 

71-0397 

162 

U.S. ECOLOGY, INC, 

71-0258 

162 

UNC NAVAL PRODUCTS, INC. (DIV OF UNC, 
INC) 

71-0006 

162 

WESTINGHOUSE ELECTRIC CORP. 

71-0708 

163 

X-SCAN INSPECTION CO 

71-0478 

163 

Licensing of independent Spent Fuel 

Storage • Docket 72 



BALTIMORE GAS & ELECTRIC CO.. 50-317 & 
50-318 

72-0008 

166 

CAROLINA POWER & LIGHT CO , 50-324 & 
50-325 

72-0006 

166 

DUKE POWER CO., 50-269, 50-270 & 50-287 

72-0004 

166 

MODEL CASTOR V/21, GENERAL NUCLEAR 
SYSTEMS, INC. 

72-1000 

166 

MODEL MC-10. WESTINGHOUSE ELECTRIC 
CORP 

72-1001 

166 

MODEL. NUHOMS-24P. PACIFIC NUCLEAR 
FUEL SERVICES. INC 

72-1004 

166 

MODEL TN-24, TRANSNUCLEAR, INC 

72-1005 

166 

MODEL. VSC-24, PACIFIC SIERRA NUCLEAR 
ASSOCIATES 

72-1007 

167 

NORTHERN STATES POWER CO„ 50-282 & 
50-306 

72-0010 

166 

PUBLIC SERVICE CO, OF COLORADO, 50- 
267 

72-0009 

166 

SACRAMENTO MUNICIPAL UTILITY 

DISTRICT, 50-312 

72-0011 

166 

VIRGINIA ELECTRIC & POWER CO.. 60-280 

72-0002 

166 


& 50-281 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27*048 LOUISVILLE, KY, U.S. ECOLOGY, INC. 

9205050133 Fomards ”Rept of SNM'* for Mar 1992, per Condition 4 of License 16- 
19204-01 

MARSHALLS W US Ecology, Inc (formerly Nuclear Engineering, Inc) 92/04/06 
LOHAUS.PH Low Level Waste Management Branch (Post 901230) ip 61639 320- 
61639 343 

-9205050139 "Ropt of SNM" for Mar 1992 
* US Ecology, (nc (formerly Nuclear Engineering, Inc) 02/03/31 25pp 61639 323- 
61639 343 

9205070007 Documents review of end ticensoo submittals reporting occupational air 
samples exceeding action levels in Mar & Apr 1992 Agrees w/licenseo data interpre- 
tations & conclusions No further action required 

HOQG.R C , LOHAUS.P H Low Level Waste Management Branch (Post 901230) 92/ 
05/01 Low-Level Waste Management Branch (Post 901230) Bpp 61598 356 
61598 361 

9205070009 Ack receipt of monthly rept on receipt & burial of SNM at Hanford Low 
Level Radwasto Disposal Facility for months of Jan A Feb 1992 Repts timely submit 
ted & summary review indicated no deficiancies 

HOGG.R C, LOHAUS.PH Low-Level Waste Management Branch (Post 901230) 92/ 
05/01 Low-Level Waste Managemont Branch (Post 901230) 2pp 61600 251- 
6 1600 252 

9205070096 Documents review of licensee end submlllals/eportlng environ monitoring 
samples exceeding action levels for months of Mar & Apr 1092 At) samples below 
proposed action levels 

HOGG.RC, LOHAUS.P Low-Level Waste Management Branch (Post 901230) 92/ 
05/01 Low Level Waste Management Branch (Post 901230) 38pp 61600103- 
61600,140 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 


9205120304 Submits QC data re inactive tailings reclamation const progress A interpre- 
tation of settlement A piezometer date, per request 

LYONS, PJ UMETCO Minerals Corp 92/03/20 HALL.R Uranium Recovery Field 
Ofc, R4 99pp 61645 042 61645 143 

92051400S2 Forwards annual ALAR A audit ropt required by Condition 17 of SUA 648 
LYONS, J L UMETCO Minerals Corp 92/03/23 HALL,R E Uranium Recovery Field 
Ofc, R4 8pp 61673 340 61673 358 

920S050153 Discusses verification Of cleanup of windblown tailings contamination 
EGH Licensee will reestablish Ra-226 background value by resampling nine back- 
ground sample points W/one oversize drawing 

MOORE, JC UMETCO Minerals Corp 02/04/13 HALL.R E Uranium Rocovory Field 
Ofc, R4 3pp 61624 17fl 61624 161 

9206130089 AcK receipt of 920413 Itr re program for cleanup vorificalion at 
facility Sample point selection, collection A lab analysis should be performed w/proper 
scientific methodologies 

HALL.R E Uranium Recovery Field Ofc. R4. 02/04/24 MOORE, J C E F Uranium 
Group, Inc 2pp 61671*347-61671 348 


DOCKET 40-0501 ALUMINUM CO. OF AMERICA, ALCOA CENTER, PA 

9205140032 Requests that NRC provide wntten release from further cleanup roquiro- 
monls for certain area at Cleveland Works where operations of former permanent 
mold div located to enable vendor to proceed w/demolllion of Bldg 65 M8P end 
GRADERT.M A Aluminum Co. of America. 92/05/04 HUFFERT.i NRC - No Dolalted 
Affiliation Given 3pp 61700 321-61700 323 


DOCKET 40-0672 NUCLEAR METALS, INC., CONCORD, MA 

9206130058 Forwards press release A action plan re site decommissioning mgl plan 
sites for info NRG expects to publish action plan in FR within two wks, 

AUSTIN.J H Decommissioning A Regulatory Issues Branch (Post 901230) 92/04/10 
KeRRIQAN.J.E. AMAX, (nc 4pp. 61678 301-61678 312 


DOCKET 40-1020 MINNESOTA MINING & MANUFACTURING CO.. ST. PAUL, MN 


9205130056 Forwards press roleaso A action plan re site decommissioning mgl plan 
sites for Info NRC expects to publish action plan In FR within two wks 
AUSTIN.J H. Decommissioning A Rogulalory Issues Branch (Post 901230). 92/04/10 
KERRIQAN.J.E AMAX. Inc 4pp 61678 301-61678,312. 


DOCKET 40-1162 WESTERN NUCLEAR, INC., LAKEWOOD, CO 

6205130282 Requests authorization to proceed w/suspendlng pumping during summer 
1992,abandonlng designated wells as monitoring or pumping wells A redesignating 
well B as point of compliance in Southwest Valley 

BAKER, SJ Western Nuclear, Inc 92/03/19 HALL.R Uranium Recovery Field Ofc, 
R4 5pp 61673 314-61673-319 


9205140104 Responds to 920123 Hr re culturally sensilivo areas of facility that oJlhor 
have boon or may bo impacted by mails borrowing for purposes of surface roctama 
tion 

BAKER.SJ Western Nuclear, Inc 92/03/30 HALL.R Uraniurr^ Recovery Field Ofc, 
R4 7pp 61674 090 61674 096 

9205050280 Addends 920319 Itr proposing amend to license condition 47 to authorizu 
both abandonment of Southwest valley welfs OR, 9E A 29 A redesignation of woll fl 
as Southwest Valley Point of compliance woi! W/ono oversize drawing 
BAKER.SJ Western Nuclear, Inc 92/04/02 HALL.R Uranium Recovery Field Ofc. 
R4 Ip 61501 078 61501 079 

9205140083 Informs that licensee have not been able to complete necessary rova to 
cost estimate as planned, per NRC 920131 itr granting extension of currant surely 
amount Surety will be Increased, in accordance w/iicensee 910930 Itr 
BAKER.SJ Western Nuclear, Inc 92/04/13 HALL.R Uranium Recovery Field Olc. 
R4 Ip 61677 314-81677 314 

0205130201 Informs that licensee 920128 submittal of rept documenting annual rmli 
atlon safety audit/ALARA review conducted at Split Rock Mill.WY.acceptobto No 
areas of immediate concern noted 

WARD, DC Uranium Recovery Field Ofc, R4 92/04/15 Uranium Recovery Fiold Olo, 
R4 2pp 61664 247-61664 240 

9205130253 Ack receipt of 920319 application for amend to license A addi info propon 
mg mod to license condition 74 Review of corroclive action program A associatotl 
monitoring program indicates that listed mods warranted 

HALL,RE Uranium Recovery Field Ofc, R4 92/04/16 BAKER, S Westorn Nuclonr. 
tnc 3pp 61603 184-61603199 

-9206130250 Amend 62 to license SUA-56 for Woslern Nuclear,! nc, authorizing (mpio 
mentation of compliance monitoring program 

HALl,RE Uranium Recovery Field Ofc, R4 92/04/16 9pp 61683 187-61003 105 

-9205130263 Discusses Western Nuclear, Inc groundwater ropi review A point of com 
pliance/groundwater pumping amend 

kONWINSKI.GR Uranium Recovery Field Ofc. R4 92/04/16 Uranium Rocovory 
Field Ofc. R4 4pp 616G3 196 61683 199 

9206050294 Forwards rev 3 to Split Rock Mlltsite tailings reclamation plan Rev coninina 
executive summary, tech specs A reclamation plan drawings W/one oversfzo drawing 
BAKER.SJ Western Nuclear, Inc 92/04/21 HALL.R Uranium Recovery Flald Ofo. 
R4 lOOpp 61613 154 61613 311 

9206120190 Discusses amend 63 to environ monitoring procedures for We atom 
Nuclear.Inc Split Rock Mill 

WARD, DC Uranium Recovery Field Ofc, R4 92/04/27 Uranium Recovery Hold Ofc, 
R4 3pp 61647 332-61647-334 

9206130064 Ack receipt of 910327 amend request for facility License SUA-66 amondud 
by modifying condition 25 ns listed 

HALL, RE Uranium Recoveiy Field Ofc, R4 92/04/27 BAKER.S Wealern Nuclonr. 
Inc 2pp 61673 291-61673 301 

-9205130104 Amend 63 to license SUA-56 for Woslern Nuclear, Inc, modi lying condfllon 
25 re QA program 

HALL,R E Uranium Recovery Field Ofc, R4 92/04/23. Opp 61673 293-61673 301 

9205130212 Recommends that license SUA 0056 bo amended by revising Llcenao Cun 
dition 29 to round surety amount to $14,000,000 

MICHAUD.PW Uranium Recovery Fieid Ofc, n4 92/04/28 Uranium Recovery Flo 1(1 
Ofc, R4 2pp 61664.222 61664-235 

-9205130216 informs lhat license SUA 0056 amended by revising llconso condition 20 
to Increase surety amount to $14,000,000 Requests documentation of incroaso within 
GO days of receipt of Itr 

HALL.R E Uranium Recovery Field Ofc, R4, 92/04/26 BAKER, S Western Nucloar, 
Inc 3pp 61664 224-61664 226 

-9205130221 Amend 64 to license SUA-0056 for Western Nuclear Int? 

HALL.R E Uranium Recovery Field Ofc. n4 02/04/27 Opp. 61664 227 61664 236 


DOCKET 40-1790 WELLMAN DYNAMICS CORP., CRESTON, lA 


9205130058 Forwards press release A action plan re sito decommissioning mgl plan 
sites for Info NRG expects to publish action plan in FR witftin two wks 
AUSTIN.J K Decommissioning A Regulatory Issues Branch (Post 901230), 02/04/10 
KERRIQAN.J.E AMAX. Inc 4pp 61670 301-61678 312 


DOCKET 40-2253 ARMY, DEPT. OF, WATERTOWN, MA 


9205130058 Forwards press release A action plan re sito decom missioning mgt plan 
sites for info NRC expects to publish action plan in FR within two wks. 

AUSTiNJ H Decommissioning A Regulatory Issues Branch (Post 901230) 02/04/ tO 
KERRIGAN, J E. AMAX. Inc 4pp 61678 301-61678 312 


DOCKET 40-2269 PATHFINDER MINES CORP , RIVERTON, WY 


9206140070 Provides followup on discussions re Pathfinder plans for futuro disposllian 
of Lucky Me Mill. 

NUGENT.EL Pathfinder Mines Corp 92/03/24 HALL,R E, Uranium Recovery Fl(»f(l 
Ofc. n4 Ip 61674 109 61674 109 

0205050319 Forwards "Mill Decommissioning Plarii for Lucky Me Mine ” 

NUGENT.E L Pathfinder Minos Corp 92^3/30 HALL.R E Uranium Recovery F fold 
Ofc. R4 Ip 61664 057 81564*232 


1 



2 DOCKETED ITEMS 


•'920505032'7 "Mill Decommissiomng Plan for Lucky Me Mine ” W/'lwo oversize draw- 
ings 

‘ Pattiirder Wines Corp 92/03/30 lOOpp 6^564 05B 61564 232 

Q20S140120 Forwards copies of fast page of groundwater monitgnng rept for third & 
fourth ou afters, 1991. 

HARDGROVE.TW Pathfinder Minos Corp 92/04/06 HALLER E Uranium Recovery 
ReldOfc, R4 4pp 61674 081 61674 00-1 

9205 130292 Discusses review of annual technical evaluation of nutaber 4 dam at licens- 
ee Lucky WC Mina for 1091 Staff finds that licensee has submitted appropriate techni- 
cal evaluation as required by license condition 34 

JACOBY .OL Uranium Recovery Field Qfc, R4 92/04/10 Uranium Recovery Field 
Ofc, R4 3pp 61664 185 61664 187 

9205130242 Informs that 920324 proposal to defer decommissioning of recovery circuits 
until alter comp'eton of decommissioning of ore & pulp circuits acceptable 
HALL.RE Uranium Recovery Field OTc, n4 92/04/13 NUGEtlT.E L Pathfinder 
MmesCorp Ip 61666131-61666 131 

920S1 40058 Forwards ALAR A audit repl re Condilion 37 of license SUA 672 
VAN BRUNT.C F Pathfinder Mines Corp 92/04/20 HALL,R E Uranium Recovery 
Field Ofc, R4 13pp 61674 112 61674 124 


DOCKET 40-3392 ALUED-SfGKAL, INC, METROPOLIS, IL 

9 20 51 20115 Forwards msp repl 40-3392/92-01 on 920384-27 No violations noted 
NORELIUS.CE Region 3 tPosl 820201) 92/05/05 KOSMIDER.M Allied Signal 
Corp 2pp 61837 321 61637 331 

-9205120122 Insp rept 40 3392/92-01 on 920324-27 No violations noted Major areas 
inspected licensee performance in classifying seventy of emergency during unplanned 
release of rad* oac live mad 

GOX.C, GAVULA.JA. FRANCE, GM Region 3 fPosl S20201) 92/05/04. 9pp 
61637 323 61637 331 


DOCKET 40-3453 ATLAS CORP., DENVER. CO 

9205140047 Provides differences in land use from that described in previous annual 
survey listed in License SUA-917 

EDWAROS.DL Atlas Corp 92/03/26 HALL RE Uranium Recoveiy Field Ofc, R4 
2pp 61673 357 61 673 358 


DOCKET 40-4492 AMERICAN NUCLEAR CORP , CASPER, WY 

9205140137 Responds to 910328 itr re tailings pond 1 grounefwater quality 
SALISBURY.WC American Nuclear Corp 92/03/11 HALL.R Uranium Recovery 
FieSdOfc, R4 15pp 61673 334-61673 348 

9205130293 Dscusses proposal to submit revised reclamation plan lo NRC Licensee 
will submit plan as soon as piactical but no laler than 920430 
SALISBURY AVC American Nuclear Corp 92/03/26 HALL,R Uranium Recovery 
Field Ofc, R4 ip 61673320-61673 320 

9205130279 Discusses review of groundwater data Review of M senes well da!a sup 

S orts conclusions drarvn in 920207.NRC corrective action program review 
ONWlNSKi.G R Uranium RecOiiery Field Ofc, R4 92/04/01 Uranium Recovery 
ReldOfc, R4 2pp 61666 136-61666 1 37 

9205149130 Discusses 920331 market value of Firs! Interstate Trust, permit 352 Figures 
lor end o1 March fisted 

SHAFFERjR Wyoming, Stale of 92/04/06 CARPENTER, S A American Nuclear 
Corp ip 61674 000 61674 080 

9205050307 Forwards ‘'Comprehensive Annual Rept for Wyoming DEO Mining Permiils 
352,352 A-1 & 352 A-2 " Usi of ast-mated redamation costs listed 
SALISBURY, WC Amencan Nuefear Corp 92/04/16 HALL.RE Uranium Recovery 
Field Ofc. R4 2pp 61564 601 61564 056 

-9205050314 “Comprehensive Annual Repl for Wyoming OEQ Mining Permifs 352,352 
A 1 & 352 A 2 " W/lhree oversize d/awings 
* Am orfea n Nuclear Corp 92/04/30 54pp 61564 003 61564 056 


9206140024 Atk receipt of 920323 Ur Informing NRC of steps taken to correct violations 
noted in insp repl 40 6622/92-01 Reply responsive to concerns raised 
HALL.RE Uranium Recovery Field Ole, R4 92/04/01 HOPKINS, R J Pathfinder 
Mines Corp 2pp 61674 263-61674 266 

9205120308 Ack receipt of 020420 Ur re creation of addi evaporative surfaco area 
within confines o1 number 5 tailings disposal area at facility Informs that stafl nas no 
objections to croation of addI evaporative surface area 

HALL.R E Uranium Recovery Field Ofc, R4 92/04/29 HOPKINS, R J Pathfinder 
Mines Corp tp 61646 357-61646 357 


DOCKET 40-6659 PETROTOMICS CO., SHIRLEY BASIN. WY 

9205130111 Discusses review of annual surety update contained In 920220 & 0309 
submittals Proposal lo increase surety amount to account for effects of inflation ac- 
ceptable , , 

HALL.R E Region 4 (Post 820201) 98/04/24 JUDAY.R Pelrotomics Co (formerly 
Gelty/Pelrolomics Cq ) 3pp 61673 302-61673 313 

“9205130114 Amend 34 to license SUA-551 for Pelrotomics Co.revismg condition 23 ro 
NRC- approved fit^ancial surety arrangement 

HALL, RE Region 4 (Post 820201) 92/04/24 7pp 61673 305-61673 311 

--9205 130118 Discusses annual surety update for effects of inflation from Oct 1990 - 
Dec 1991 Proposed surety amount acceptable 

MtCHAUD.P W Region 4 (Post 620201) 92/04/24 NRC - No Detailed Affilialion 
Gwen 2pp 61673 312-61673 313 


DOCKET 40-6940 CABOT CORP., BOYERTOWN. PA 

9205130058 Forwards press release & action plan re site decommissioning mgl plan 
sites for info NRC expects lo publish action plan in FR within two wks 
AUSTIN,J H Decommissioning & Regufaloty Issues Branch (Post 901230) 92/04/10 
KERRIGAN.JE AM AX. Inc 4pp 61678 301-61678 312 

92 05050041 Advises that Div of fnduslnaf & Medical Nuclear Safely planning lo spr^sor 
fuel cycle licensee workshop in mid Sept in Washington, DC to bring togolhor NRC of- 
ficials 6 fuel cycle licensee to discuss NRC programs & policies 
HICKEY.JW Fuel Cycle Safety Branch 92/05/01 HAERTJENS,B Babcock & Wilcox 
Co STAUTER.JC Cimarron Corp CliNNlNGHAM.G £ General Electric Co 4pp 
61590 342-61590 346 

9205130052 Notification of 92050G significant licensee meeting 92 71 in King of 
Prussia.PA to discuss inclusion of licensee sites in decommissioning mgf plan action 
plan ^ ^ 

MN NEMAN, J O Region 1 (Post 82020!) 92/05/06 Region 1 (Post 020201) 2pp 
61651 096 61651 097 


DOCKET 40-7102 SHJELDALLOY METALLURGICAL CORP , NEWFIELD, NJ 

9205050041 Advises that Oiv of Industrial & Medical Nuclear Safety planning to sponsor 
fuel cycle liconsee workshop m mid-Sept m Washington, DC to bring together NRC of- 
ficials & fuel cycle licensee to discuss NRC programs & policies 
HICKEY.J W Fuel Cycle Safety Branch 92/05/01 HAERTJENS.B Babcock & Wilcox 
Co 0ARNUM.EC Molycorp, Inc SMITH, DR Shieldalloy Metallurgical Corp 4pp 
61590 342 61590 345 

9205280076 Confirms 920901 as submittat date for revised rept, updating previously sub 
mitted environ info outline in License SBM-743 renewal application, in response to 
92041 9 Hr & 920505 lelcon 

HPEMAN.CR Shieldalloy Metallurgical Corp 92/05/21 FARAZ.Y H Fuel Cycle Safely 
Branch ip 61864 162 61884 162 


docket 40-7455 WHITTAKER CORP, LOS ANGELES, CA 


920S200191 Responds to request to identify immediate stops taken for submission of 
decommissioning schedule & for opportunity for meeting to discuss plans for decon- 
taminalion & decommissioning of GreenviIle.PA site 

MULLER, ER. Whitaker Foundation 92/05/15 BVKOSKI.LM Decommissioning & 
Regulatory fssues Branch (Post 001 230) 2pp 61755 071-61755 072 


DOCKET 40-6394 ARMY, DEPT OF, ABERDEEN, MD 

9205130050 Forwards press release & action plan re site decommissioning mgl plan 
sites for Efifo NRC expects lo publish action plan in FR within two wks 
AU5TIN,J H Decommissioning & Regulatory Issuos Branch (Post 901230) 02/04/10 
KERRIGAN, JE AWAX, Inc 4pp 61670 301 61676 312 


DOCKET 40-6500 ENERGY, DEFT. OF, CANONSBUHG, PA 

9205260119 Forwards ficensing impIsmenlalJon plan for Canonsbury & Burrell, PA.U MilJ 
Tailings Disposal Sales 

CHERNOFF.AR Energy, Depi of 92/05/18 SURMEIER,JJ Uranium Recovery 
Branch (Posl 901230) 6pp 61706 353 61706 358. 


DOCKET 40-6622 PATHFINDER MINES CORP., SHIRLEY BASfM, WY 

9205130280 Application for amend to ficenso SUA 442,au1horizing 24 h security for mill 
& yellowcake storage areas until completion of packaging & product shipping aclivi 
ties 

HOPKINS.RJ Pa! hfmrfar Minos Corp 92/03/23 GARCIA, P Uranium Recovery Field 
Ofc. R4 2pp 61666 134 61666 135 

9205140311 Forwards revised page 514 re project security lo be Included in license 
SUA 0442 

HOPKINS, HJ Pathfinder Minos Corp 92/03/27 GAHCfA.P Uranium Recovery Field 
Ofc,R4 2pp 61682 238 61602 239 


DOCKET 40-7560 FANSTEEL, INC, NORTH CHICAGO, IL 


9205200064 Advises of transferring of licensing activities in Muskogee, OK from division 
of industrial & medical nuclear safety to division of low level waste mgt & 
decommissioning, effective 920316 

AUSTIN,J H Decommissfonlng & Regulatory Issues Branch (Post 901230) 92/05/01 
HUNTER, JJ Fansteel Metals 2pp 61722 333 61722 334 

9205290007 Confirms plans lo conduct 920527 mealing In Rockville.MD to discuss out- 
standing issues In site characterization work plan Agenda & participanis fisted 
SPJRO.H Decommissioning & Regulalory Issues Branch (Post 901230) 92/05/14 
HUNTER, JJ Fansteel Metals 2pp 61875 354 61875 355 


DOCKET 40-7604 BP CHEMICALS AMERICA, INC. LIMA, OH 

9205070101 Application for amend to License SUB-900, extending expiration date of li 
cense unlil 970531 in order to continue decontamination S decommissioning efforts at 
Lima, OH mfg facility 

WALPOLE,J W BP Chemicals International 92/04/29 AUSTIN, J H Decommissioning 
& Regulatory Issues Branch (Post 901230) 3pp 61599 341-61599 343 

9205180222 Forwards Midwest Interstate Low Level Radwaste Commission 920409 Itr 
re procedures for disposal of low level waste at nonregional facility Requests clarifica- 
tion to reconcile conflicting positions re waste disposal 

CONRAD.JC 8P America, Inc 92/05/01 AUSTIN, J H Decommfsslonina & Requia- 
to/y Issues Branch (Post 901230) 7pp 61719 330 61719 336 
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9206070105 Forwards corrected application for amend to License SUB 908, adding lop 
three lines of Pane 3 inadvertontiy deleted from ortgmat submittal 
FIUPERT.W M DP Chemicals Internationa! 92/05/06 AUSTIN.J H Decommissionmg 
& Regulatory Issues Branch (Post 901230) ip 61599 337 61599 340 

*-9205070110 Corrected application for amend to License SUO 900, adding top three 
lines on Page 3 ro waste consolidation & pond docontammalion portion of project 
WALPOLE, J W BP Chemicals International 92/04/29 AUSTIN.J H Decommissioning 
& Regulatory Issues Branch (Post 901230) 3pp 61599 338 61599 340 

920518023B Forwards Interim rept, “Confirmatory Survey of Central Warehouse & Out 
door Soil Areas, BP Chemicals America, Inc Lima.OH ’’ 

VITKUS.T J Oak Ridge Associated Universities 92/05/07 NALLUSWAMI.M Decom 
missioning & Regulatory Issues Branch (Post 901230) 28pp 61719 264-61710 291 

9206130144 Responds to 020408 press release listing facility as site w/ contaminated 
radioactive mails that warrant special attention by NRC Five listed criteria inapplicable 
to Lima, OH mfg facility based on listed rationale 

MESEL,R R BP Chemicals International 92/05/1 1 BERNERO.R M Office of Nuclear 
Material Safely & Safeguards 4pp 61699 354-61699 357 


DOCKET 40-7924 SCHOTT GLASS TECHNOLOGIES, INC., DURYEA, PA 

9205130058 Forwards press release & action plan ro silo decommissioning mgl plan 
sites tor Info NRC expects to publish action plan in FH within two wks 
AUSTIN.J H Decommissioning & Regulatory Issues Branch (Post 901230) 92/04/10 
KERR(QAN,JE AMAX, Inc 4pp 61 678 301 61670 312 


DOCKET 40*8027 SEQUOYAH FUELS CORP., GORE, OK 

9205270291 Forwards "Addendum Facility Environ fnvosligation Findings Ropt," did 
020521 

RICHARDSON, J D Sequoyah Fuels Corp 92/05/21 HICKEYJW Transportation 
Branch Ip 61898 009 61098 217 

*•9205270300 "Addendum Facility Environ Investigation Findings Rept," did 020521 W/ 
SIX oversize drawings 

* Sequoyah Fuels Corp 92/05/21 150pp 61098 009 61899 217 

9203050134 Nolico of mallofs to bo considered at meetings in Rockville, MD on listed 
dates Notes Commission 020225 vote that meeting be hold on less than 1 wk notice 
to public W/Cortiflcate of Sve Served on 920228 

HILL.WM Office of the Secretary of the Commission #192 12621 92/02/28 2pp 
61734 357*61734 360 

9205130308 Forwards tnsp ropt 40 8027/92 02 on 920303 06 & 020316 19 No viola 
lions noted 

GREEVES.JT Uranium Recovery Field Ofc. R4 92/04/13 SHEPPARD, JJ Se 
quoyah Fuels Corp 5pp 61663 306*61663 326 

-920S130310 Insp ropt 40*8027/92*02 on 920303 06 & 920316 19 No violations 
noted Major areas Inspected licensee compliance w/license requirements re treated 
raffinate spreading program, including environ monitoring & raffinate production 
KONWINSKI.G R,. CATn,C L Uranium Recovery Field Ofc, R4 92/04/06 16pp 
61663 311 61663 326 

9206130077 Ack receipt of 020331 groundwater monitoring plan 
CALLAN,LJ Region 4 (Post 820201) 92/04/22 CUNNINGHAM.R E Division of In* 
duslfial & Medical Nuclear Safely (Post 870729) 5pp 61671 349 61671 353 

9205040284 Advises that on 920404, automatic dialing equipment for nollflcallon of local 
rosidents & automatic activation of offsito sirens failed to function properly Telephone 
company conlactod & sys relumed to sve on 920405 

RICHARDSON.J D Sequoyah Fuols Corp 92/04/23 Document Control Branch (Doc* 
umont Control Desk) Spp 61595 320 61595 322 

92060S0227 Forwards incident rept for period ending 9204 23, per 920313 order modify- 
ing License SUB-1010 On 920410, slow leak of green powder identified at motor shaft 
of bucket oievator House-to-shafl opening rosealed & area posted 
RICHARDSON.J D Sequoyah Fuels Corp 92/04/23 MARTIN, R D. Region 4 (Post 
020201) 4pp 61505 357 61505 360 

9206050239 Forwards independent oversight program root for wk ending 920410 Start- 
up of DUF4 facility Initiated during reporting period AddI support may be needed to 
manage number of temporary operating procedures generated during startup 
QEKLER.WC PLG, Inc (formerly Pickard. Lowe & Garrick, fne) 92/04/23 
SHEPPARD, JJ Sequoyah Fuols Corp ISpp 61685 295 61505 307 

9205050246 Advises that vendor performed required evaluation of operation of DUF4 
plant at first hold point, per restart authorization contained in NRC 920416 
Itr Performance evaluation for Phase I operolion and 

SHEPPARD, JJ Sequoyah Fuels Corp 92/04/24 MARTIN.RD Region 4 (Post 
620201) 5pp 61589 206*61589 302. 

9205050332 Grants approval to continue site operations to second hold point defined In 
Itr authorizing 920416 restart 

MARTIN.JM Region 1 (Post 020201) 92/04/24 SHEPPARD, JJ Sequoyah Fuels 
Corp 3pp 61550 001 61556 003 

9205220023 Responds to 920406 Itr re B Sager expressing his appreciation for keeping 
SFC facility in ore .Oklahoma cfosod 

TAYLOn.J M Ofc of the Executive Director for Operations 02/04/24 BOREN.DL 
Senate 1p 61802 000 61002.013. 

**9205220027 Requests consideration of end B Sagor 920327 Itr 
BOREN.DL Senate 92/04/06 RATKBUN.D K Commissioners (Post 7601 ID) 4pp 
61002 000*61602 012 

-9205220032 Acks receipt Of 920406 Itr transmitting corrospondonco from consWuent,B 
Sagor ro Sequoyah Fuels Corp 

RATHBUN.D.K Office of Congressional Affairs (Post 911117) 92/04/15 BOREN.DL 
Senate, ip, 61602 013 61B02 013 

9205050100 Forwards insp rept 40 6027/92*05 on 920330-0402 No violations noted 
CALLAN.LJ Region 4 (Post 620201) 02/04/27 SHEPPARD.JJ Sequoyah Fuols 
Corp 4pp 61540 349-61540 361 


-0205050113 Insp ropt 40 0027/92 05 on 920330-0402 No violations noted Major 
areas inspected radiation & industrial safety program, operator training /rot raining 8 
deficiency reporting & correclivo action procedures 
CAIN.CL Region 4 (Post 820201) 92/04/27 9pp 61540 353 61540 361 

9205060057 Forwards msp rapt 40 8027/02 03 on 920309 12 Poor health physics prm 
tices noted 

CALLAN.LJ Region 4 (Post 820201) 92/04/30 SHEPPARD,J J General Alomiui 
(formerly GA Tecnnologios, Inc /General Atomic Co ) 6pp 61556 209 61556 222 

-9205060061 Insp rept 40 8027/92 03 on 920309-12 Violations noted Major aroft’i 
inspected radiation & industrial safety, operator training & retraining & review of Inri 
dent ropts 

CAIN.CL Region 4 (Post 820201) 92/04/29 Opp 61556 215 61556 222 

9205060116 Advises that on 920331, contamination discovered in SX yard SX yard run 
trolled to prevent spread of contamination & periodic surveys conducted to Idonlify 
any migration o1 contamination No individuals wero exposed to radiation 
RICHARDSON.J D Sequoyah Fuols Corp 92/04/30 Docum ant Control Branch (Doi, 
ument Control Desk) 3pp 61600 277-61600 279 

9205010298 Notification of 920504 moeling w/Sequoyah Fuels Corp to discuss submit 
lal of revised license renewal application 

HICKEY,JWN Fuel Cycle Safety Branch 92/05/01 Fuel Cycle Safely Branch l|) 
61561 358 61561 358 

9205050130 Forwards “Ammonium Nitrate Fertilizer Program 1991 Completion Ropt ' 
Rept describes application of facility produced ammonium nitrate ferliliror or> licenoen 
lands near Gore & Warner.OK 

RICHARDSON.J D Sequoyah Fuels Corp 92/05/01 HICKEY.JW Fuel Cyclo Snluly 
Branch Ip 61606 158 61605 180 

-9205000009 "Ammonium NUrale Fertilizer Program, 1991 Completion Hopl ' 

* Sequoyah Fuels Corp 92/05/01 24pp 61605 159 61605 160 

9205000130 Withdraws 900726 application for amend to License SUB 1010, Incofporal 
mg financlat assurance mslrument into license Rosponso lo NRC 920304 roquost dn 
fayed until 920529 due to actions by Institution which undowrdos Itr of credit 
RICHARDSON.J 0 Soqtioyah Fuols Corp 92/05/01 HICKEY.JW Fuel Cycle SaUily 
Branch Ip 61596 248 61596 240 

9205130053 Forwards independent oversight program rept for week ending 020420 Flo 
quests timely completion of procedure upgrades 

GEKLER.WC PLG, Inc (formerly Pickard. Lowe & Garrick, Inc) 02/05/01 
SHEPPARD.JJ Sequoyah Fuels Corp 16pp 61651 098 61651 113 

9205130059 Provides status update for Group 1 procedures reviow 
RICHARDSON.J D Sequoyah Fuols Corp 02/05/01 MARTIN.RD Region 4 (Potil 
820201) 2pp 61651 115 61651 116 

0205130Q64 Forwards rept of events Identified since licensee 920423 rept.per 020111 f 
order modifying license 

RICHARDSON.J D Sequoyah Fuels Corp 92/05/01 MARTIN.HO Region 4 (Pofll 
820201) 4pp 61651 117 61651 120 

9206140020 Advisos that update to facility environ invostigalion rept dolayocf from Ajit 
to 920521, per 920312 Mr to NRC 

RICHARDSON, J D Sequoyah Fuols Corp 92/05/01 HORN.M Fuol Cycio Safety 
Branch Ip 61700 324 61700 324 

9205070210 PNO-IV-92 021 on 920501,alort doclarod after small quantity of cfoplotiuf 
UF6 released within dopletod DUF4 production bldg Caused by failed Mango gniHet on 
nitrogen purge lino valve No mail released from bltia 
CAIN.CL Region 4 (Post 020201) 92/05/04 2pp 61620356 61620 359 

9205080008 Discusses stops liconsoo must take to make legally binding financial coin 
mitmonts re cleanup of facility Contract or documented arrangement would 1>o 
Incorporaled.by ref, in OL by amend 

BERNERO.R M Office of Nuclear Material Safety & Safeguards 02/05/00 
SHEPPARD.JJ Sequoyah Fuols Corp 3pp 61651 345 01651 347 

9205110022 Forwards listed doumenta for Incorporalion into staff hearing file for ronow 
al proceeding Copies of documents also provided to PDR & LPDR W/o ends 
HORN.M Fuo) Cycla Safety Branch 92/05/07 UTTAL.S Office of the General Conn 
sel (Post B60701) 6pp. 61650 208 61650 303 

9205150110 Forwards Independent Oversight Program Rept for wk ending 920503, sum 
marizing obson/atlons, concerns & resolutions of prior concerns for last seven finyri 
GEKLER.WC PLG, Inc (formerly Pickard, Lowe & Garrick, Inc) 92/05/0/ 
SHEPPARD.JJ, Sequoyah Fuels Corp 14pp 61676 337*61676350 

9205130074 Forwards Insp rept 40 8027/92-06 on 920406 10 No violations noted 
CALLAN.LJ Region 4 (Post 820201) 92/05/06. SHEPPARD.JJ Sequoyah Fuels 
Corp, 4pp 01651,126 61651 143 

"•9205130070 Insp rept 40 0027/92 06 on 920406-10 No violations noted Major nronn 
inspected review of licensee radiation safely program related lo fnciMy 
oporatlon8,malnt activities & reviow of planned enhancement of QA 
CAIN.CL Region 4 (Post 820201) 92/05/07 15pp 61651 130 61651 143 

0205140263 Ack receipt of 920312 request that NRC & licensee commit to blomonitor 
Ing plan prior to restart authorizallon & that facility operations be conditioned on out 
come of blomonitoring tests 

HICKEY.J W, Fuel Cycle Safety Branch 92/05/08 CANTRELL, B H Oklahoma. Slirln 
of tp 61704 303 61704 303, 

9205160296 Forwards reportablo events ropt, per 020313 order modifying liconao.lur 
rept period ending 020508 Contamination was found, duo to rocenlly implomontod plnn 
for comprehonslvQ radiological survey of unreslricfod area, during 920501-06. 
RICHAFfcsON.J D Sequoyah Fuels Corp 92/05/08 MARTIN, R D Region 4 (Pnil 
820201) 4pp 61718 231*61716 234 

9205180322 Supports Items noted in 920421 Itr re suggestion of agenda topics for nild 
Sept fuel cycle licensee workshop Discussion of NUREG 1324 also of Intorost 
RICHARDSON.J D Sequoyah Fuols Corp 02/05/06 HORN.M Fuel Cycle Safety 
Branch Ip 61717 303-61717 303 
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9205190311 Confirms commllmienls ro reslart of DUF4 plant & corMinualion of phased 
restart following D‘UF4 p!ar\t minor UF6 leak cni 920501 

SHEPPARD.jX Sequoyah Fuels Corp 92/05/06 MARTIN, RD Rooton 4 (Post 
020201) 2pp 61740 109 61740140 

9205200022 Rosponds to 920513 & 14 Itrs re phased startup of facility Approval grant- 
ed to continue site operations to tl\ird hold point defined in It/ authonzing restart dtd 
920416 

MARTIN, RD Region 4 (Post B20201) 92/05/15 SHEPPARD.J J Sequoyah Fuels 
Corp 3pp 61717 046-61717 050 

9205220036 Order (appointment of substitute ludge) * Appoints JR Kline as special as- 
sistant to presiding officer as replacement for GO BnghtW/Cerlilicate of Sve Served 
on 920515 

GLEASON.jp Atomic Safety & Ucensing Board Panel #292 12922 92/05/15 
Atomic Safety A Licensing Board Panel 3pp 61736 229-61736 231 

9205270171 Forwards independent oversight program rept for wh ending 920S10,sum' 
marizing observations, concerns & resolutions of pnor concerns lor last seven 
days EvafuatLOns of health & safety activities indicated deficiencies 
GEKLElR.W C PLG, Inc (formerly PickariJ. Iowa & GarncK Inc) 92/05/15 
SHEPPARD.JJ Sequoyah Fuels Corp 15pp 61763 109 61763123 

9205270275 Forwards Reportable Events Rept 92 06 for period ending 92051 5,per MRC 
920313 ordef modifying License SUB 1010 Contaminated items identified in ware- 
house yard including, screw conveyor components 

RtCHARDSON.J D Sequoyah Fuels Corp, 92/05/15 MARTIN.R D Region 4 (Post 
020201) 3pp. 61813 008 61013 010 

9205216061 Ack receipt of withdrawal of 900726 application for amend to License SUB- 
1010, requesting incorporation of financial assurance instrument into license 
KICKEYvJW Fuel. Cycle Safety Branch 92/05/16. RICHARDSON,J Sequoyah Fuels 
Corp Ip 61760 313-61760 313 

9205220947 Forwards insp rept 40-S027/92-07 on 920416-22 No violations noted 
CALLAN.LJ. Region 4 (Post 020201) 92/65/lS SHEPPARD.JJ Sequoyah Fuels 
Corp 4pp 61735.143 61735 154. 

-9295220055 Insp rept 49 8027/92-07 on 920416 22 No violations or deviations 
noted Major areas inspected review of operations dept aclivities.mgt 
oversight, rad lalioiT & industrial safety A Tire protection. 

CAtN.CL Region 4 (Post 820201) 92/04/30 8pp 61735.147-61735.154 

9205220052 Ack receipt of 920306 ttr informirvg NRC of steps taken to coned viofations 
noted m insp lepl 40-8027/91-14 

CALLAN.LJ Reoion 4 (Post B20201J 92/05/10 SHEPPARD.JJ General Atomics 
(formerly GA Technologies. Inc /General Atomic Co) 4pp 61735't78-61735 186 

-920522IK156 Responds to NRC 920205 Itr ra violations noted in insp rept 40 8027/91- 
14 Correctrve actons procedure revised: to include addi means of venl)^ng that tanker 
is teak tr^t 

SHEPPARD.JJ General Atomics (formerly GA Technologies, Inc /General Atomic 
Co ) 92/03/06 MARTI M,R 0 Region 4 (Post 820201). 5pp 61735 182-61735:186 

9205220130 Requesis assJsilance from Policy Devolopmenl & Financral Evaluation Sec- 
tion to determine that SFC remains financially qualified to decommission facilrty 
HICKEY.JW- Fuel Cycle Safety Branch 92/05/19 NASH.DA Policy Development & 
Technical Support Branch (Post 870411) Ip 61780 238 617S0238 

9205200227 Intoims that P Loysen ■& P Walsh appear qualified to review licensee health 
& safety & environ procedures Also mforms that ME McLain acceptable to serve as 
member of Sequoyah Oversight Team per Section V A of EA-90 150 
CALLAN.LJ Region 4 (Post 620201) 92/06/19 SHEPPARO.JJ Sequoyah Fuels 
Corp 4pp 61789 327-61709330 

9205260085 Forwards results of Region IV review of licensee 920110 revised environ 
rept Environ monilonng program appears did 

CALLAN.L J Region 4 (Post 620201) 92/05/20 CUNN INGHAM, R B Division of In 
dustnal & Medical Nuclear Safety (Post 070729) 7pp 61752 096 61752 102 

9205280163 Responds to 920511 request for emerg^ency enforcement action submifted 
by Native Americans for Clean Environ.per IOC FR2 206 Disputes alPegation that rndi- 
vidual sprayed w/ lertilizer on face & aims on 920504 

RICHARDSONJ. Sequoyah Fuels Corp 92/05/20. BERNERO.RM Office of Nuclear 
Malenal Safety & Safeguards 5pp 61884 1S2-616B4 156 

9205260013 Forwards initial comments on 900029 application for renewal of License 
SUB-1 010, per 920504 lelcon agreement to revise renewal application to include 
changes made since 900829 

HrCKEY.JW Fuel Cycle Safely Branch 92/05/21 RICHARDSONJ Sequoyah Fuels 
Corp,22pp 61700332-61780 353 

9205200035 Forwards lisled documertls re facility restart matter Documents include 
transenpt of 920317 Commission- briefing & arguments of parties for & against 
rosiHft iV/’o ^rvcl 

UTTAL,SL Office of Ifie General Counsel (Post B60701) #292 12935 92/05/21 
GLEASONJ P Alomic Safety & licensing Board Panel 2pp 81 789 347 61 789 348 

9205294043 Forwards listed documents vtfhich will be added as updates to hearing file 
per 10CFR2. 123 1(c) 

UTTAUSL. Office of the Genera! Counsel (Post 860741), #292 12937. 92/05/21. 
GLEASON.J P Atomic Safety & licensing Board Panel. 622pp 61768 001-61789.326 


DOCKET 40*e035 COTTER CORP., ROSWELL, m 


-9205120315 Amend 35 to license SUA-1119 for Rio Algom Mining Corp. aPP^ving re 
quest re reduction of pumping rates from wells & correcting error In amend 34,8ubpari 
D of condition 53 to make subpart D parallel with subpart C 

HAWKINS.EF Uranium Recovery Field Ofe, R4 92/04/03 12pp 61662195 
61662 206 


-9205120316 Documents amend 35 to license SUA-1119,decreasing pumping of cap 

WAHD.OC Uranium Recovery Field Ofc, R4 92/04/03 Uranium Recovery Field Ole, 
R4 2pp 61662 207-61662 208 


9205130208 Informs that licensee 011231 submittal of results of land use su^ey per- 
formed within live mils radius of Lisbon Mill meets requirements of License Condition 
21 of SUA-1119 No further action necessary ^ 

WARD, DC Uranium Recovery Field Ofc, R4 92/04/13 Uranium Recovery Field Ofc. 
R4 ip 61664:236-61664 236 

9205120301 Forwards responses to NRC comments of 920310 re Rio Algom 920203 
application to construct evaporation cell atop final radon attenuation cover on lower 
laiimgs impoundment . 

FERDiNAND,B Rio Algom Mining Corp 92/04/16 HALL.R Uranium Recovery Field 
Ofc. R4 64pp 61645 144-61645 225 

9205130218 Recommends that license be revised to correct error made in Issuing li- 
cense amend 35 to llcensa SUA-1119 

HALL,R.E Uranium Recovery Field Ofc. R4 92/04/17 FERDINAND, B. Rio Algom 
Mining Corp 3pp 61664 1 88-61664 206 

-9205130225 Amend 36 to license SUA-1119 for Rio Algom Mining Corp revising 11 
cense conditiori S3 

HALL.RE Uranium Recovery Field Ofc, R 4 92/04/17 12pp 61664*191-61664 202 


-9205130231 Corrects error made In issuing license amend 35 concerning three 
groundwater compliance walls impacted by two new borrow areas at Lisbon Mill, UT. 
WARD, DC Uranium Recovery Field Ofc, H4 92/04/17 Uranium Recovery Field Ofc, 
R4 4pp 61664 203-61664 206 

9205130132 Forwards items of concern resulting from review of Rio Algom 920410 re- 
quest for emend to license 

HALL.R E Uranium Recovery Field Ofc, R4 92/04/20 FERDINAND, B Rio Algom 
Wining Corp 3pp 61673 321 61673 323 

9205140064 Requests that mailing list be updated to forward correspondence fo listed 
individuals at both facilities due to personnel & responsibility changes within organza 
tions ^ 

FEHDINAND.B Rio Algom Mining Corp 92/04/27 HALL.R Uranium Recovery Field 
Ofc.R4 2pp 61674 110 61674 111 

9205130230 Provides current status of license for Lisbon U Mill re applicable seclions of 
10CFfl170 

HALUR E Uranium Recovery Reid Ofc, R4 92/04/29 JACKSON.G C License Fee & 
Debt Colleclion Branch (Post 890027) Ip 61663 327 61663 327 


9205110023 Forwards insp rept 40 0084/92-01 on 920421 No viofalion 
noted Deficiencies identified in program will be considered when reviewing supporting 
data for radon barner design m final reclamation plan 

HALL, RE Uranium Recovery Field Ofc, R4 92/05/05 FREEMAN, M Rio Algom 
Mining Corp 2pp 61609 012-61609 020 


>9205110020 Insp rept 40 8064/92-01 on 920421 No violations or deviations 
noted Major areas inspected review of reclamation const activities at facility & review 
of const QC documentation 

GONZALES.ro , JACOSY.D L . HALL.R E Uranium Recovery Field Ofc. R4 92/05/ 
05 7pp 61609 014 61609 020 


DOCKET 40-0400 PESSES CO , SOLON, OH 

9205130D5B Forwards press release & action plan re site decommissioning mgt plan 
sites for Info NRC expects to publish action plan In FR within two wks 
AUST!N,JH Decommissioning & Regulatory Issues Branch (Post 901230) 92/04/10 
KERRIGAN, JE AMAX, fne 4pp 61678 301-61678 312 


DOCKET 40-8452 BEAR CREEK URANIUM CO., CASPER, WY 

9205130121 Forwards amend 26 (o license SUA-1310 Amend reduces required radon 
barrier depth for area south of ridge that separates upper surface from lower surface 
of pile lop 

HAWKfNS.E F. Uranium Recovery Field Ofc, R4 92/04/03 CHASE, G R Soar Creek 
Uranium Co 2pp 61666052 61666 063 

-9205130130 Amend 26 to license SUA-1310 for Bear Creek Uranium Co. reducing re- 
quired radon barner depth for area south of ridge that separates upper surface from 
lower surface of pile top 

HAWKfNS.E F Uranium Recovery Field Ofc, R4 92/04/03 7pp. 61666 054- 
81666060 

--9205130146 Documents amend 26 to license SUA-1310 for mod to approved roclama 
tlon & closure plan of Bear Creek Mill 

JACOBY, DL Uranlumi Recovery Field Ofc, R4 92/04/03 Uranium Recovery Field 
Ofc, R4 3pp 61666 061-61666 063, 


9205130056 Forwards press release A acilcn plan re site decommissioning mgt plan 
Silas for Info NRC expects to publish acUon plan in FR within two wks 
AUSTIN, J.H Deoommps stoning & Regulatory Issues Branch (Post 901230) 92/04/10 
K ER RIGAN, JE AMAX, lnc.4pp 61670 301-61678 312 


0205130238 Discusses Jan 1990 - Apr 1991 annual technical evaluation of Bear Creek 
U Co tailings disposal area 

JACOB Y,DL Uranium Recovery Field Ofc, R4. 92/04/16 Uranium Recovorv Field 
Ofc. R4 3pp 61673 3 24 61673 326 ^ 


DOCKET 40-0004 RIO ALGOM MINING CORP., MOAB, UT 

9205120313 Forwards amend 35 to license SUA-1 119 Amend Implements corrective 
action program re pumping wells & corrects error In amend 34, subpart D of condition 
53 to make subpart 0 pareitei with subpart C 

HAWKINS, EF. LTranium Recovery Field Ofc, R4 92/04703. FERDINAND, B, Rio 
Algom Mining Corp 2pp 61662 193 61662 208 


9205130300 Forwards notice of infent to amend license SUA-t310 for Bear Creek Mill 
to incorporate reclamation schedules 

HALL.R.e, Uranium Recovery Field Ofc, R4 92/04/29 MEVER.D Regulatorv Publica- 
tions Branch Ip 61666 114-61666-117 ' 

*-9205140045 Notice of Intent to amend to license SUA-1 310 for Bear Crook Mill to In 
corporate recJamation schedules, by adding license condition 49 
• Uranium Recovery Field Ofc. R4 92/04/28. 3pp 61666 116 61666 1 17. 
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920&1 30302 Recommends lhat ^cense SUA-1310 bo amended to incorporate proposerJ 
reclamalion schedule by adding License condition 49 to read as listed 
WARD. DC Uranium Recovery Field Ofc, R4 92/04/29 Uranium Recovery Field Ofc 
R4 3pp eteeem 6t666 113 


DOCKET 40 0502 TOTAL MINERALS CORP., CASPER, WY 

920B 130022 Discusses mod of organizational structure by Solectmo new President of 
Total Minerals Corp 

HAWKINS.EF Uranium Recovery Field Ole, R4 92/04/01 Total Minerals Coro 
13pp 61602 225-61602 237 ^ 

“920B150193 Amend 27 to license SUA-1341 lor Total Minerals Corp, revising condition 
1 0 re organizational structure 

HAWKINS.EF Uranium Recovery Field Ofc, R4 92/04/01 tlpp 61602 227- 
61602 237 

9205140090 Confirms 920327 falcon w/G Konwinskl re exceedance of two upper con 
trol fimils in samples taken from MW-4BS at Christensen Ranch Project Steps taken to 
correct violations listed 

CHAPMAN.WJ Total Minerals Corp 92/04/06 HALL.R Uranium Recovery Field Ofc. 
R4. lOpp 61608 351-61608 360 

9205140008 Submits summary of mechanical integnty tests conducted at Total Mineral 
Corp Wyoming Operations during first quarter of 1992 

CHAPMAN.WJ Total Minerals Corp 92/04/00 LUCHT.B Wyoming, State of Spp 
61677 319 61677 323 

9206130244 Ack receipt of 920215 excursion fomedlatlon program Submltlal should be 
updated w/completo water level maps & provided by 920630. 

HALL.R E Uranium Recovery Field Ofc. R4 92/04/16 Total Mir^orals Corp 2pp 

61673 327-61673 320 ^ 

9205140031 Forwards ropt detailing detection.analylical data, miligalive action & results 
of actions taken to correct teak in liner of Pond D at frigaray Ranch Mine Site, per li 
cense condition 35 of licenso SUA-1341 

CHAPMAN.WJ Total Minerals Corp 92/04/16, MOONEY, G Wyoming, Stale of 3pp 

61674 257-61674 259 ^ 

9205130203 Ack receipt of 920420 excursion remediation program 
HALL,R E Uranium Recovery Field Ofc, n4 92/04/29 Total Minerals Corp 2pp 
61663 331-61663 332 ' 


DOCKET 40-8601 UMETCO MINERALS CORP , BLANDINQ, UT 


DOCKET 40-8724 CHEMETRON CORP , PROVIDENCE, Rl 


9206010140 Certificato of Sve re licensee request for expedited production of docu 
ments & request for production of NRC records & documents 
nADER,RM chemetron Corp 92/04/29 Ip 61549 330 61549 336 

9205010150 Licensees request for production of NRC records & documonts 
WETTERHAHN.M J , RADER.R M Chemetron Corp WETTERHAHN.M J Wmston & 
strawn 92/04/29 2pp 61540 303 61540 304 

9206010183 Licensooa request for expedited production of documents 
WETTERHAHN,M J . RADER.R M Chemetron Corp WETTERHAHN.M J Winston & 
Strawn 92/04/29 4pp 61548 311 61548 316 

-9205010186 Requests results ot all NRC investigations in ref to sites no later than 
92051 5, in order to present clear picture of sites in submittal of final site characteriza 
tion r^t by 020615 Anticipates info on listed topics 

KOH.B B Koh & Associates, Inc 92/04/20 SRENlAWSKI.D J Region 3 (Post 
020201) 2pp 61540 315 61548 316 

9205060114 Licensee request for expedited production of documents * Law judge 
should order expedited production of records & documonts requosted by IlcensGo for 
listed reasons 

RADER.R M Chemetron Corp RADER.R M Winston & Strawn #292 12051 92/04/ 
29 Atomic Safety & Licensing Board Panel Cpp 61 556 203-61556 291 

-9205080129 Licensoe request for production of NRC documents * Requests all 
records & documents responsive to document request 1 be provided within 5 calendar 
days after sve W/ Certificate of Sve 

RADER.MJ Chematfon Corp RADER, MJ Winston & Strawn 92/04/29 Commla 
sloners (Post 750119). 3pp 61556 209 61556 291 

9205000006 Establishment of ASLB ‘ Board being established In facility proceeding re 
020408 order modifying license (effective ImmedSatoly) Board comprised of listed 
itAdtaes W/CmifiicatQ ai Sve Served on Q20504 

LAZO.RM Atomic Safety & Licensing Board Panel #292 12072 02/05/01 3pp 
01591 122 61591 124 


9205110073 Joint motion of Chemetron Corp & NRC Staff for approval of consent order 
A termination of proceeding * Parties move that Board approve consent order super- 
aodlng order modifying license W/Cerlificato of Sve & notice of appearance 
MOORE, J E Office of the General Counsel (Post 860701) W^ERHAHN.M J Cho 
metron Corp #202 12884 92/06/05 Atomic Safety A Licensing Board Panel tOpp 
61610001-61610010 


9205120279 “Semi annual Meteorology Monitoring Rept lor Standing Project, Jul - Doc 
* Enocoloch, Inc 91/12/31 65pp 61648141-61648 108 


9205130049 "Annual ALAR A Rept.Whito Mesa Mill 1991“ 

SCHIERMAN.SJ UMETCO Minerals Corp 92/03/10 HALL.R E Uranium Recovery 
Field Ofc. R4 70pp 61664 107 61664 184 


9205140226 Confirms 920330 tcicon A 920310 mooting re 890110 request for amend of 
license SUA-1350 to authorize plant lest processing of source malls received from Te 
ledyno Wah-Chang Albany 

HAWKINS, E F Uranium Recovery Field Ofc, R4 02/03/30 HAMRICK.J UMETCO 
Minerals Corp ip 61673'320 61673 320 


9205140100 Provides required affirmations per 920330 Ur Licensee affirms that primary 
purpose for processing Teledyne metis, for recovery of U A for no other primary pur- 
pose 

VAN HORN.R A UMETCO Minerals Corp 02/04/01 HAWKINS.E F Uranium Recov- 
ery Field Ofc, R4 4pp 61674 001-61674*040 


9205140153 Forwards results of annua! Rn-222 emission rate tests for 1991, per 
40CFn61 254 

VAN HORN,RA, UMETCO Minerals Corp 92/04/02 DICKSTEIN.I L, Environmental 
Protection Agency 15pp 61874 041-61674.055, 


9205120275 Forwards revised sols of MILDOS analysis for proposed operational modes 
for White Mesa Mill to r^loce existing MILDOS analysis 

SCHIERMAN.SX UMETCO Minerals Corp 92/04/07. WARD.D Uranium Recovery 
Field Ofc. fl4 18pp 61645.226 61646-331. 


9205140039 Forwards amend 29 lo license SUA-l 356, revising condition 20 to Increase 
surely amount Requests evidence of revised surety wUhin 00 days of receipt of Hr 
HALL.R 6 Uranium Recovery Field Ofc, R4 92/04/13, MILL.W M, UMETCO Minerals 
Corp 2pp, 61674*239-61674 254 


-9205140043 Amend 29 to licenso SUA-135B for Umotco Minerals Corp 
HALL.R.E Uranium Recovery Field Ofc, R4 92/04/10. 12pp 61674 241-61674*262 


-9205140068 Recommends that license condillon of license SUA-1350 be revised lo 
incorporate llconsco proposed surely amount 

WARD.D C Uranium Recovery Field Ofc, R4, 92/04/13 Uranium Recovery Field Ofc, 
R4 2pp. 61674 253 61674 254 


9206120001 Confirms arrangements for 920519 rneeling in Columbua.OH re Chemetron 
Corp decommissioning options for Bert Avenue A htaivard Avenue facilities. 
NORELIUS.CE Region 3 (Post 820201). 92/05/05 DAWSON, M Ohio. Slate of. 2pp 
61635 001 61635 002 


9205180321 Forwards revised pages to silo characlerirallon repf.Phaao I did Nov 
1991.W/0 end 

HUFFERT.AM Decommissioning A Regulatory Issues Branch (Post 901230) 92/05/ 
06 OWEN.RE Ohio, State of Ip 01717 302 81717 302 

9206190236 Forwards revised pages of Ghemolron Corp revised site characterization 
ropt (Phase l),dld Nov 1991 from vendor contractor, Dam os & Moore Copy ot revised 
pages being sent lo OH Dept of Health for Info W/o end. 

HUrFERT,AM DocommIssioninn A Regulatory Issues Branch (Post 901230) 92/05/ 
00, JONES.K Ohio, Slate of Ip 61880 283 61008 283 

9206190149 Confirms arrangements for 920520 mooting on Chemotron decommission- 
ing status 

CANIANO.R.J. Region 3 (Post 020201) 02/05/0B. OWEN.R Ohio, Slate of 2pp 
61707 351-61707-352. 


0205150110 Momoralizos oral ruling made by Board ro lolling of time required for NRC 
to file response to motion sot asioo Immediate effectiveness of 920400 order 
MOORE, JE, Oep Asst Gen Counsel, Advanced Reactor A Special Proceedings 
(Post 900909) #292 12007 92/05/11 GLEASON.Jp Atomic Safely & Uconslng 
Board Panel Ip. 01677*170 61677 170 

9205150102 Memorandum A order (order approving consent order & terminating pro 
cooding)’ Grants motion of parties to terminato proceeding W/Cortlflcate of 
Sve Served on 920612 

QLEASON.J P., KLINE.J R , KELBER.C N Atomic Safety A Licensing Board Panel 
#292 12908. 02/05/12. Offleo of the General Counsel (Post 860701) 4pp 
61677.174 61677.177. 


9205260134 Documonts topics discussed at 920423 meeting fn RocKvilte,MD ro dacom 
missioning of Bert A Harvard Avo sites Dilution of radlanuclldo coriconlration In soil by 
mixing higher activity soils w/fowor activity soils may not bo acceptable. 

6ANGART,R,L Division of Low-Level Waste Management A Decommissioning (Post 
070413) 92/05/18. LEDERMAN.M Q Chemetron Corp 4pp, 61804 1 67-81 BB4 160 


DOCKET 40-0690 PLATEAU RESOURCES, LTD., LAKE POWELL, UT 

9205140057 Proposes that licensee submit revised surety arrangemenla lo refloat ef- 
fects of Inflation. 

BERQ.R.T. Plateau Rosourcos, Ltd 92/03/17 HALL, RE, Uranium Recovery Field 
Ofc, R4. Ip 61082.256-61602.256. 

9205130207 Informs lhat licenso SUA-137i amended by revising Condition 30 to In- 
crease surety amount to $2,295,935 Requests documentation of increase in surety 
amount within 60 days of receipt of itr. 

HALL,RE Uranium Rocovery Field Ofc, R4 92/04/26 BERQ.R.T Plateau Re- 
sources. Ltd. 2pp 61664 237-61664*246 

-9205130210 Amend 11 lo license SUA-1371 for Plateau Resources Ltd 
HALL.R.E. Uranium Recovery Field Ofc, R4 92/04/27 Spp, 61664 239 61664-248 


DOCKET 40-B767 ARMY, DEPT. OF, ROCK ISLAND, IL 


9205130058 Forwards press release A action plan ro silo dacom missioning mgt plan 
sites for info NRG expects to publish action plan in FR within two wks 
AUSTIN, J.H. Decommissioning A Regulatory Issuos Branch (Post 901230) 02/04/10 
KERRIQAN.JE AMAX. Inc 4pp 61678-301-61678 312 


DOCKET 40-8778 MOLYCOBP, INC., LOS ANGELES, CA 


9206000058 Forwards Press Release 92 52, "NRC Approves Action Plan to Assure 
Timely Cleanup of Sites Contaminated w/Radloactlve Mall." 

AUSTIN.JH Decommissioning A Regulatory Issues Branch (Post 901230) 02/04/10 
OAWES.Q.W Molycorp, Inc 4pp 616^17*346 81617*359 



6 


DOCKETED ITEMS 


DOCKET 40 8794 MOLVCORP, INC., LOS ANGELES, CA 

9205050041 Advises lhal D;v o1 loduslrial & Medical Nuclear Safety plarnmg lo sponsor 
fuel cycle licensee workshop in mid Sepl m Washlngton.DC to bnng logelher NRG of- 
ficials & fuel cycle licensee to discuss NRC progranis & policies 
HICKEY, JW Fuel Cycle Sataty Branch 92/05/01 HAERTJENS.B Babcock & Wilcox 
Co BARNUM.EC Wolycorp. Inc SMITH ,0 R Shieldalloy Metallurgical Corp 4pp 
81590 34 2-615SO 345 

920S2B0063 Informs NRC that environmental rept submitted in 1987 as part of source 
mails license renewal applicalKin has been updated & is currently undergoing legal 
review Rept will be sent when finalized 

BROWN,RB Motycorp. Inc 92/05/15 SWIFT.J Fuel Cycle Safety Branch Ip 
61884.188-81884 188 


DOCKET 40*8801 WEST LAKE COMPANIES, BRIDGETON, MO 

9205130058 Forwards press retease & action plan re site decommissioning mgt plan 
sites for Info NRC expects to publish action plan in FR withm two wks 
AUSTIN, J H Decommissioning & Rosulatory Issues Branch (Post 901230) 92/04/10 
KERRIGAN, JE AMAX, Inc 4pp 61678 301-61678 312 


DOCKET 40*8820 AMAX, INC , GOLDEN, CO 

'9205200303 Submits results of 520506 site visit to stabilization site In Washinoton.Wood 
County, WV Areas reviewed inc[uded,wQll monilonng,phy5ical conditions of sue & dram 
aga area RedEOlogtca! data listed on erects 

DEBOARD.B West Virginia, Stale of 92/05/08 KERRIGAN.J E AMAX, Inc 6pp 
61754 223-61754 229 

9205130182 Summary ot 920501 meeting w/OOE re measures to complete site transfer 
action from AMEX to tX>E DOE expressed concern that set aside funds insufficienl for 
DOE oversight Agenda & list of attendees end 

CLARK, AT. Fuel Cycle Safety Branch 92/05/11 SWIFT.JJ Fuel Cycle Safely 
Branch 4pp 61700 301-61700304 

9205180053 Discusses 920409 Itr re AMAX site in Petersburg, WV Understands lietd & 
area ofcs ready lo lake necessary acbon to tniUale site transfer 
CUNNINGHAM.RE. Division ot Industrial a Medical Nuclear Safely (Post &70729J 
92/05/12. WKITFLELD.RP Energy, Depl o1 Ip 61736 316-61736 318 


DOCKET 40*9857 POWER RESOURCES, INC., GLENflOCK, WY 

9205U0084 Forwards addi surety related correspondence w/ State of WY 
HILDENBRAND,?- Power Resources, Inc (formerly Sparkling City Nuclear Corp ). 92/ 
01/02. HALL,R E Uranium Recovery Reid Ofc, R4 5pp 61662251-61662 255 

920S1 40199 Forwards most recent moritonng data for Well M-21 which went on excur- 
sion status on 92010B 

KEARNEY, WF Power Resources, Inc (formerly Sparkling City Nuclear Corp) 92/03/ 
25 HALL,R E. Uranium Recovery field Ole, R4 2pp 61673 332-61673 333 

9285140143 Provides addi Ir^fo re proposed study in E-10 Wellfield area lor purpose of 
evaluatng well completion technique slightly ddlarenl from lhat desenbed in Section 
OP-6 9 of approved iLcense eppllcaton 

HILOENBRAND.P Power Resources, Inc (formerfy Sparkling City Nuclear Corp ) 92/ 
03/31 HALl,Fl E Uranium Recovery Reid Ofc. R4 6pp 61674 064 61674 069 

9205130251 AcK receipt of 920306 Itr informing NRC of slops taken to correct violations 
noted m msp rent 40-8857/92-01 

HAWKINS,EF Uranium Recovery Reid Ofc, R4 92/04/01 HfLDENBRAND.P Power 
Resources Corp 2pp 61666 145 61666 147 

-9205130268 Responds lo NRC 920220 Itr re violations noted in msp rept 40 6857/02- 
Ot Correctiva actions all injection wellhead pressures have been maintained at 1 10 psi 
or less by seltino wellfjeld header house injection pressures 

HI LOEN BRANDS Power Resources, (nc (formerly Sparkling City Nuclear Corp }. 92/ 
03/17 HALL,R E Uranium Recovery Field Ofc, R4. Ip 61666 147 61666 147 

9205140095 Forwards finding of no significant impact & decisron record for Rio Algom 
South Powder Rivor 8asm project & Power Re$ourc6S,liic Highfand project 
MORTIMER, WH Intenor, Dept of, Bureau of Land Management 92/04/01 
KAtUR E Urartium Recovery Reid Ofc, R4 7pp 61674 098-61674-104 

-9205140099 Environ assessment WY-062 09 030. “Pfan of Operations for In-Situ U 
Mine for Rio Algom Mining Corp "■ 

* Interior, Depl. of. Bureau of Land Management WY 062-09 030 02/03/31 3pp 
61674 099 61674 101 

“9285140103 Eviron assessment WY-062 02 035, "Pfan of Operations for In-Situ U 
Mine for Power Resources, fnc." 

* Interior. Dept of. Bureau of Land Management WY 062-02 035 92/03/31 3pp 
61674 102 61674 104. 

9205140149 Responds (a concerns & requests for addi info did 92{>320,on treensee re- 

a uest to amend license SUA-151 1 in order that production zone can be modified in G- 
/ellfield & excursion monitonng plans modified in C & O-Welffislds 
KEARNEY, WF Power Resources. Inc (formerly Sparkling City Nuclear Corp) 92/04/ 

01 HALL,R E Uranium Recovory Field Ofc, R4 6pp 61674 056-61674 061 

9285140061 Forwards list of recent monitoring data for well M 2i 
KeARNEY,W F Power Resources, fnc (forrneify Sparkling City Nuclear Corp) 02/04/ 
02. KALL,R E U/anium Rocovary Field Ofc, R4 2pp. 61691 330 61691 331. 

MOS 140050 In tor ms that monitoring well M S3 on excursion status. 

HILD£N8RAND,P Power Resources, Inc (formerly Sparkling City Nuclear Corp.). 92/ 
04/03 HALL,fi E Uranium Recovery Reid Ofc. R4, 3pp 61691 332*61691 334 

9205140110 Discusses roviaw of monitoring plan rev to-accommodate Section 14 hau- 
laoBway for TFN 2 3/233 

fNGLE.S Power Resources, Inc. (formerly Sparkling City Nuclear Corp) 92/04/03 
CASH.Q Power Resources Corp 2pp 61674 005 61674 089 


9205130272 Forwards requests for clarification & addi mio re 920219, 24 & 0306 re- 
quests lo amend license SUA-1511 & to revise approved license application 
HALL.R E Uranium Recovery Field Ofc. R4 92/04/07 HILDENBRAND.P Power Re- 
sources Corp 5pp 61666 140 61666 144 

92Q51 30275 Responds lo request to perform well completion technique study in E-IO 
well-field area of facility Well completion technique dilfers from technique presently 
authorized for use described in license application „ _ 

HALL.R E Uranium Recoveiy Field Ofc, R4 92/04/07 HILDENBRAND.P Power Re 
sources Corp 2pp 61666138-61666139 

9205U0020 Forwards recent monitoring data for Well M 63 on excursion status since 
920402 at Power Resources.fnc , „r,/rxAi 

KEARNEY.W F Power Resources, Inc (formerly Sparkling City Nuclear Corp ) 92/04/ 
13 HALL.R E Uranium Recovery Field Qfc, R4 2pp 61674 269 61674 270 


9205140077 Forwards most recent monitoring data lor Well M 21 which went on excur- 
sion status on 9201 OS v .i y 

KEARNEY.W F Power Resources, Inc (formerly Sparkling City Nuclear Corp ) 92/04/ 

13 HALL, RE Uranium Recovery Field Ofc, R4 3pp 81677 315*61677 317 

9205140010 Responds to 920407 Ur & 920413 telcon between C Corbett & P HHderi- 
brand re correettva actions concerning apparent nonconformance w/license commit- 
merits for monitoring mine unit weiis License amend request submitted lo address 
Issue 

KEARNEY.W F Power Resources, Inc (formerly Sparkling City Nuclear Corp) 92/04/ 

14 HALL.R E Uranium Recovery Field Ofc, R4 Ip 61674 274-61674 274 

9205130193 Informs that no basis found to grant 920220 request for waiver of Criterion 
10 of 10CFR40,app A concerning listed min charge to cover costs of long term sur* 
veiltancG following termination of license „ 

HALUR.E Uranium Recovery Field Ofc, R4 92/04/15 HILDENBRAND.P Power Re- 
sources Corp 2pp 61664 289-61664 290 

9205140016 Forwards recent monitoring data for Well M-21 on excursion status since 
920106 at Power Resourcesjnc 

KEARNEY.W F P^>wer Resources, Inc (formerly Sparkling City Nuclear Corp) 92/04/ 
16 HALL.RE Uranium Recovery Field Ofc. R4 3pp 61674 271*61674 273. 

9205140023 Forwards recent monitoring data for Well M-63 on excursion since 920402 
at Power Resourc©s,lnc 

KEARNEY.W F Power Resources, tnc (formerly Sparkling City Nuclear Corp ) 92/04/ 
16 HALL.R E Uranium Recovery Field Ofc. R4 2pp 61674 267*61674 268 


920S140007 Discusses review of Permil 603 concerning monitoring plan rev to accom 
modata section 14 haulway, TFN 2 3/233 Comments requested 
CASH, G A Wyoming, Slate of 92/04/17 KEARNEY.B Power Resources Corp Ip 
61674 275-61674 275 


9205140073 Discusses review of 920330 submittal re monitorfng frequency Submittal 
acceptable w/exceplion of Page RP 11,4 6 on slabiJily monitoring 
CASHGA Wyoming, State of 92/04/17 KEARNEY.B Power Resources Corp 1p 
61677 318-61677 318 


DOCKET 40-8866 NUCLEAR METALS, INC., CONCORD, MA 

9265130058 Forwards press retease & action plan re site decommissioning mgt plan 
sites for info NRC expects lo publish action plan in FR within two wks 
AUSTIN.J H Decommissioning & Regulatory Issues Branch (Post 901230) 92/04/10 
KERRIGAN.JE AMAX. Inc 4pp 61678 301-61678 312 


DOCKET 40*8902 ATLANTIC RICHFIELD CO , GRANTS, NM 

9205120309 Summary of 920325 meeling w/Allantfc Richfield Co re problems encoun* 
tered In cleanup of windblown contamination & alternatives for disposing of sludge 
from evaporation ponds 

QAHCIA.PJ Region 4 (Post 820201) 92/04/01 Region 4 (Post 020201) 2pp 
61654 349 61654 350 

9205130252 Recommends that license SUA-1470 be amended lo incorporate proposed 
reclamation schedule by adding license condition 38 to read as listed 
WARD, DC Uranium Recovery Field Ofc, R4 02/04/20 Uranium Recovery Flold Ofc, 
H4 3pp 61663 32B-81663 330 

9205130257 Forwards notice of intent lo amend lo license SUA-1470 for Sluawater Mill 
to Incorporate recta mation schedules 

HALL,RE Uranium Recovery Field Ofc, R4 92/04/29 MEYER.D Regulatory Pub If ca 
(Ions Branch Ip 61666125 61666127 

-9205140049 Notice of Intent to amend lo license SUA'1470 for Bluowater Mill to incor- 
porate reclamation schedules.by adding condition 38 
^ Uranium Recovery Field Ofc, H4 92/04/29 2pp. 61666’126 61666 127. 


DOCKET 40*8903 HOMESTAKE MINING CO„ GRANTS, NM 

9205070022 Summary of 920324 meeling w/Homestako Mining Co re request for Info 
Iransmltlted to Homestako Mining Co on 920228 ro Homeslako Mining proposed rec- 
lamalion plan 

GARCIA,PJ Uranium Recovery Field Ofc, R4 92/04/01 Uramum Recovery Field 
Ofc. H4 2pp 61592 341*61592 342 

9205130248 Forwards requested Info outlining review procedures usod to estimate ac- 
ceptable moisture content of fine tailings In radon attenluatlon design for reclamation 
of large tailings Impoundment at facility 

HAWKINS, EF. Uranium Recovery Field Ofc, R4 92/04/01 HILES.M Homeslako 
Mining Co 3pp 61682 222-61682 224 

0205130294 Discusses cleanup of windblown contamination at site Five areas cleaned 
follovwng Initial survey of prog ram. Re sampling Indicated that two areas required addi 
doanlng 

QARCIA.PJ. Uranium Recovery Field Ofc, R4 92/04/01 Uranium Recovery Field 
Ofo. R4 2pp, 61666 132-51666 133. 
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9205140072 Lists guidelines licensee should imptomenl m compliance monitoring pro- 
gram 

HAWKINS. E F Uranium Rocovory Field OJc. R4 92/04/01 Homesiake Mining Co 
2pp 61602 241-61602 250 

-9205140074 Amend 11 to license SliA-1471 for Homestake Mining Co 
HAWKINS, E F Uranium Recovery Field Ofc. R4 92/04/01 6pp 61662 243 


-9205140080 Concludes proposed change in submittal dato for corrective action pro- 
gram performance review from Jan 31 to Feb 28 of each yr acceptabte 
GARCIA.PJ Uranium Recovery Field Ofc. R4 92/04/01 Uranium Recovery Field 
Ofc. R4 2pp 61682 249 61682 250 

0205120296 Submils written responses to NRC 920228 reclamation plan comments Rov 
1 of licensee reclamation plan also end 

Craft, F R Homestake Mining Co 92/04/03 HALL.R Uranium Recovery Field Ofc. 
R4 45pp 61646 310 61646 354 

9205120311 Forwards summary sections of two volume “Final Generic tmpacl State- 
ment on U Milling.” did Sept 1980 (NUREG 0706). per request W/o end 
HALL.R E Uranium Recovery Field Ofc. R4 92/04/28 HEAD.J L Affiliation Not As- 
signed 2pp 61646 355 61646 356 


DOCKET 40-8904 SOHIO WESTERN MINING CO„ SALT LAKE CITV» UT 

9205140135 Forwards Feb 1992 semiannual groundwater monitoring rept for LBar U 
Mine Annual C/A program review rept for 1991 also end W/o end 
OSBORN, T G INTERA, Inc , Austin, TX (formerly INTER/V Tochnologloa, Inc) 92/03/ 
26 OHRBOM.R New Mexico, Slate of 1p 61674 070 61674 070 

9205130261 Advises that license SUA'1472 amended by revising license condition 
25 All other conditions remain unchanged Amend 20 to license SUA-1472 end. 
HALL.R E Uranium Recovery Field Ofc, R4 92/04/29 SCHURTZ.G D Kennecott 
Corp 2pp 61666 118 61666124 

-920S1 40053 Amend 20 to license SUA-1472 (or Sohio Western Mining Co, revising 
condition 25 

HALL,R E Uranium Recovery Field Ofc, R4 92/04/29 5pp 61666 120 61666 124 


DOCKET 40-8905 QUIVIRA MINING CO.. GRANTS, NM 

9205 140090 Requests amend to monitoring requirements lor facility discharge plant 
(OP- 160) to Include listed calculations .per 920326 lelcon 

OHRBOM.R Now Mexico, State of 92/03/26 FERDINAND, B Oklahoma. Slate of 
Ip 61674 097-61674 097 

9205140146 Responds to 920325 llr ro Qulvira 900923 & 910731 amend applications re 
Ambrosia Lake reclamation plan & use of nuclear gauge for quality control during rec- 
lamation construction respectively 

FERDINAND, B Qulvira Mining Co 92/04/06 HALL,R E Uranium Recovery Field Ofc, 
R4 2pp 61674 062-61674 063 

9206120305 Summary of 920401 meeting w/Qulvira Mining Co ro discussions on issues 
concerning apparent inadequacies w/ facility corrective action plan for Tros Hermanos 
& Dakota Sandstone 

MILLER-CORBETT Region 4 (Post 820201) 92/04/10 Region 4 (Post 820201) 2pp 
61654 353 81654 354 

0205140064 Requests that mailing list be updated to forward correspondence to listed 
individuals at both facillilos duo to personnel & rosponsiblllly changes within organiza- 
tions 

FERDINAND, B Rto Algom Mining Corp 92/04/27 HALL.R Uranium Recovery Field 
Ofc. R4 2pp 61674 110 61674 111 

9205130298 Dlscussos major findings documented In 920130 annual ALARA audit rept 
for Ambrosia Lake Mill 

GARCIA.PJ Uranium Rocovory Field Ofc, R4 92/04/30 Uranium Recovery Field 
Ofc. R4 2pp 61663 333 61663 334 


DOCKET 40-8907 UNC MINING & MILLING (DIV. OF UNITED NUCLEAR CORP.), 

0205140139 Forwards annual land use survey rept per NRC radioactive license SUA- 
1476 

MORALES.E M United Nuclear Corp (subs of UNC. Inc.). 92/03/31 HALL.R E Ura 
nium Recovery Field Ofc, R4. 5pp 61688 342-61600 347 


DOCKET 40-8943 FERRET EXPLORATION CO, OF NEBRASKA, DENVER, CO 

9205140134 Forwards rept re circumslances of liner leak & subsequent remedial action 
KNODE.R Ferret Exploration Co. of Nebraska, Inc 92/03/24 HALL.R, Uranium Re- 
covery Field Ofc. R4 Opp 61674 071-61674 079 

9205120297 Forwards amend 14 to license SUA-1534 Amend approves undorroaming 
method of well const 

HAWKINS.E F Uranium Recovery Field Ofc, R4 92/04/03 KNODE.R. Ferret Explora- 
tion Co of Nebraska. Inc 2pp, 61602 209 61662,220, 

-9206120303 Amend 14 to license SUA-1534 for Ferret Exploration Co of 
NE.Inc, approving request to modify approved methods of groundwater well const by 
employing underroaming method 

HAWKINS, E.F Uranium Recovery Field Ofc, R4. 92/04/03 lOpp 61662 211- 
81662 220 

9205140218 Recommends that Ferret request to employ new method for well const be 
approved 

GRIMM, J P Uranium Recovery Tiold Ofc, R4 92/04/03 Uranium Recovery Field Ofc, 
R4 2pp 61673 330 61673-331 

9205120292 Summary of 920331 meeting w/Ferrot Exploration Co re discussions on 
reclamation cost estimates 

GRIMM,JP. Region 4 (Post 8Z0201) 92/04/10 Region 4 (Post 820201) 2pp, 
61654,351-61 054-352 


92051 <40302 Discusses 920324 submittal re circumstances of 920313 leak m pond- 3 id 
facility Based upon initial notification & subsequent submittal, company has tnkun fi|) 
proprialo & required action in response to detection of leak 

HALL.RE Uranium Recovery Field Ofc. R4 92/04/17 KNODE.R Ferret ExplorfiUon 
Co of Nebraska, Inc Ip 61691 338 61691 33B 


DOCKET 40-8948 SHIELOALLOY CORP , NEWFIELD, NJ 

92051300S8 Forwards press release & action plan re site decommissioning mgl plim 
sites for info NRC expects to publish action plan in FR within two wks 
AUSTIN.JH Decommissioning & Regulatory Issues Branch (Post 901230) 02/04/10 
KERRIGAN, JE AM AX, Inc 4pp 61678 301 61678 312 

9205180310 Confirms 920511 mealing m RocKvillo.MD to discuss adn 
decommissioning Participants fisted 

HARVEY.M Decommissionlnp & Regulatory Issues Branch (Post 901230) 02/05/06 
SMITH.DR Shioldailoy Motolliirgical Corp 4pp 61717 282-61717 285 

9205100235 Forwards Stale o1 OH EPA Initial Pollution Response Rept During Fut> 
1990, throe individuals taken to hosp for chemical inhalation of vantlium 
pentoxido Incident not reported by licensee to NRC or Stale of OH 
HUNT.D Ohio. Stale of 92/05/08 HARVEY.M NRC - No Detailed Affillollcn Glvon 
2pp 61719 292 61719 293 

9205200267 Withdraws 900129 application for amend to License SNM-1507, limiting np 

S in to east & west slag piles where radioactive slogs located Decommissioning of 
will bo handled on site-wido basis 

.OR ShleJdalloy Melalturgical Corp 92/05/13 BANGART.RL Division ol 1 nw 
Level Waste Management & Decommissioning (Post 070413) ip 61764 32!) 
61764 325 

9205220126 Provides list of concerns ro Shieldalloy site in Cambridge, OH.Inctiidirtj 
problems w/sito being unrestricted & intruders having access to site 
CISNEROS, JG Environmental Proiecllcn Agency 02/05/22 SRENIAWSKI.D Roniun 
3 (Post 020201) 2pp 01700 236 61780 237 


DOCKET 40-8964 RIO ALGOM MINING CORP,, OKUHOMA CITY, OK 

0205140095 Forwards finding of no significant impact & decision record for Rio Algom 
South Powder Rivor Basin project & Power Rosourco3,tnc Highland project 
MORTIMER, WH Interior, Dept of, Bureau of Land Managemonl 02/04/01 
HALL,R E Uranium Recovery Field Ofc. R4 7pp 61674 006 61674 104 

-9205140099 Environ assossmonl WY-062 09 030, ‘'Plan of Operahons for In Him (» 
Mine for Rio Algom Mining Corp ” 

• Interior, Dept of. Bureau ol Land Managamont WY 062-00 030 92/03/3 1 npii 
61674 099 61674 101 

92Q5140064 Requests that mailing list be updated to fon.yard corrospondonco to llatml 
individuals at both facilities due to personnel & responsibility changes within organlJii 
tions 

FERDINAND, B Rio Algom Mining Corp 92/04/27 HALL.R Uranium Rocovory I mill 
Ofc. R4 2pp 61674 110 61674 111 


DOCKET 40-8968 HYDRO RESOURCES, INC , DALLAS, TX 

9205140063 Ack receipt of Crownpolnl U Mine Environ Asuosamu/il 
document Document will undergo Inlonso review to insure adequate mlligalion to pn 
tonliat Impacts to natural & human environ 

• Interior, Dept of, Bureau of Indian Affairs 02/04/23 HALL.R E Uranium Rocoviiiy 
Field Ofc. R4 Ip 61691 335 61691 335 


DOCKET 40-6980 HERITAGE MINERALS, INC., LAKEHURST, NJ 

9205130056 Forwards press release & action plan re site docom missioning mgt plan 
sites for info NRC expects to publish action plan In FR within two wks 
AUSTIN, J H Decommissioning & Regulatory Issues Branch (Post 901230) 02/04/1(1 
KERRIGAN.JE AMAX, Inc 4pp 61678 301-61678 312 


DOCKET 40-8901 PATHFINDER MINES CORP, MILLS, WY 

9205140061 Requests posting of surety 30 days prior to commencemonl of const A »p 
proval of surely arrangement from Slate of WY 

WIGHERS.OL Pathfinder Minos Corp 92/03/16 HALL.RE Uranium Recovery f I uM 
Ofc. R4 2pp 61602 261-61 6B2‘262 

92QS 120274 Forwards amend 6 to license SUA- 15 40, Amend changes surety Buhmitint 
date to 1 month prior to const, modifies license condition 2 to includo post office box A 
temporarily suspends ALARA reporting requirements 

HAWKINS, e.F Uranium Recovery Field Ofc. R4 02/04/03 WICHERS.DL Palhlmdur 
Mines Corp 4pp 61662 221-61602 233 

-9205120282 Amend 06 to ticonso SUA 1540 for Pathfinder Mines Ckaip & North Hull» 
ISL Operations, changing surety submittal date, modifying license condition 2 to In 
elude post office box & temporarily suspending ALARA roportlng requirements 
HAWKINS.E F Uranium Recovery Field (5fc, R4 02/04^3. Opp 6160? 
61662 233 

9205140086 Informs that bond amount for North Butte ISL prelect, permit 632 havii hrmn 
approved 

HEMMER.D Wyoming, State of 92/04/0B WICHERS.D Pathfinder Minos Cor(» 1|) 
61677 349 91677 349 

9205130261 Recommends that licensee proposed surety amount (or Ruth facillly be nn 
ceptod at $163,484 Also recommends that liconsee proposed surety amounl ol 
$3,503,301 for operation of North Butte facility bo accoplod 
MICHAUD, PW , Uranium Recovery Field Ofc, R4. 92/04/27 Uranium Rocovurv I Iniii 
Ofc. R4 4pp 61663 343 61663 359 
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-&20513026S Informs that hcenso SIJA-1540 tier&by amonded by lovising License Con 
ditiori 37 to indicate proposed surety amounts o1 $163,484 tor Ruth ■site & $3,503,301 
tor North Butte site 

HALL,R E Uranium Recovery Field Ofc, R4 92/04/2?. WICHERS.D L Pathfinder 
Mir^es Gorp 3pp 61663 347 61663 349 

^92DS1302B4 Amend 7 to license SUA-1 540 for Pathfinder Mines Corp 
HALL,RE Uranium Recover/ Field Olc. R4 92/04/27 tOpp 61663 350-61663 359 


DOCKET 40-6964 MAGNESIUM ELEKTRON, INC , fLEMlMGTOH, NJ 

92D&1 30056 Forwards press release & action plan re site decommissioning mgt plan 
sites for infoNRC expects to publish action plan In FR within two wVs 
AUSTIN, J H Decommissioning &. Regulatory Issues Brarich (Post 601330) 92/04/10 
KERRIGAN.JE AMAX. Inc 4pp 61678 301 61678 312 

9205130167 Requests updated & consolidated environ rept by 9 20 630, in connection w/ 
license application 

SWIFT, JJ Fuel Cycls Safely Branch 92/65/07 JAEGER, R F Magnesium ElekUon. 
Inc (formerly MeiberH, tnc). 3pp 61676 298 61676 300 


--9205280030 Requahficalion exam rept 50-002/OU-92 01 on 920406-09 Exam 
rosulls one individual administered & passed all portions of exam 
HUGHES, B. CAIDWELL.J Operator Licensing Branch 92/05/06 2pp 61/95 360- 
61795 361 


&2052Q024S Forwards initial exam rept 50 002/01-92-02 administered on slaod 
dales Three applicants passed all portions of exam & one applicant failed written 
exam . , , 

GALLO,R M Operator Licensing Branch 92/05/21 FLEMING.r F Michigan. Univ of. 
Ann Arbor. Ml 2pp 61795 1 15 61795 162 

-■92052BO262 Exam rept 50 002/OL-92 02 on stated dates Exam results three appli- 
cants passed all portions of exam & one applicant failed written exam h h 

HUGHES, 6 , CALDWELL.J L Operator Licensing Branch 92/05/19 4epp 61795 1W 
61795162 


DOCKET 50-3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency 4 fire protection plane 


DOCKET 40 8969 ENVIROCAHE OF UTAH, INC., SALT LAKE CITY, UT 

92050-80055 Prehearing conference order (terminating proceeding) * Denies Envnocare 
of Utah, Inc petition for leave to intervene •& request tor hearing & dismisses proceed 
ing due to listed reasons W/Certificate of Svc Served on 020501 
BECHH0EFER,C , FOSTER.R F, SHOfLF J Atomic Safely & Licensing Board Panel 
//292 12860 92/04/30 Envirocare of Utah, Inc 35pp 61591 067 61591*102 

9205190296 Ack eeceipl of revised ER submitted 920403, hn support of application for 
license Icj dispose o1 lie (2) byproduct mail Advrsos that based on preliminary review 
of ER addl mfo needed before NRG can prepare EbS 

SURWEIER.JJ Uranium Recovery Branch (Post 901230) 92/05/14 SEMNANLKB 
Envirocare of Utah, Inc 5pp 61740.101 61740105 


9205040176 Forwards Rev 13 to physical security plan Certifies that access authoriza- 
tion program implemented per industry guidelines In NUMARC 89-10 & guidance in 
Reg Guide 5 66 Rev withheld (10CFR2 790(d) & 73 21) ^ , , 

BRAM.S B Consolidated Edison Co of New York. Inc 02/04/27 Document Control 
Brar^ch (Document Control Desk) 2pp 61573339 61573 340 


P Operating license stage ^iocuments & correspondence 

920S0 40247 Forwards fitness for duty program contacts listed on program performance 

fSSuP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J Information & 
Records Management Branch (Post 890B27) 4pp 61663 326 61563 329 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F Security, medical, emergency 4 fire protection plans 

9205060095 Responds to KRC review of Rav 9 to Ford Nuclear Reactor Emergency 
Plan.dld 920327 & forwards App 4-9 of subj plan 

FLEMING.R F Michigan, Unrv. of. Ann Arbor. Ml 92/04/24 MICHAELS,! S Division 
of Reactor Proiects- 111. IV.V (Post SO 12 16) ip 6161934061619341 

-920 5060098 Rev 9 to App 4-9 of Ford Nuclear Reactor emergency plan 
* Michigan, U/uv of, Ann Arbor Ml 92/04/24 Ip 61619 341-61619 341 


F, Operating license stage documents 4 correspondence 

9205110176 Forwards amend 36 to license R 28 A. safety evafuation Amend revises TS 
to delete Tnlium limitation of 50 Ci 4 assocraled surveillance of heavy v^atcr /effector 
tank 

MICHAELS,! S Non Power Reactors, Decommissioning & Environmenlal Pro] Dir 
(801216 920516) 92/05/07 Fi.EMfNG.RF Michigan. Univ of, Ann Arbor, Ml 3pp 
61654 265 61654 277 

“92851 10207 Amend 36 to license R-28, revising TS to delete Tnlium fimilatjon of 56 Ci 
& associated surveillance of heavy water refieclor lank 

WEISS, SH Non-Power Reactors.Decommissioning & Environmental Pro] Dir 

(001216 920516) 92/05/07 7pj> 61654 266 61664 274 

“9205110210 Safety evaluation si^portrng amend 36 to license R 28 
* Office of Nuclear Reactor Hegufation, Drroctor (Post 870411) 92/05/07. 3pp 
61654 275 61654 277 


Q. Inspection reports, IE Bulletins & correspondence 


9205010009 NRG Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside (^nlainmenl at Boiling 
V/aler Reactor 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 


9205010045 NRC Info Noiice 92-036, "Inlorsystem LOCA Outside Containmenf 
ROSSI, C£ Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co or New York, Inc 9pp 61718 001-61718 009 

9205040265 SuppI 1 to NRC Info Notice 92 016. "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSi.CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York Ire 4pp 61718 010 61718 013 


R Periodic operating reports 4 related correspondence 

9205050002 "1991 Radiological Environ Operating Rept Indian Point Nuclear Power 
Plants " W/g20424 Itr 

RUSSELL.Jt, BRAM.S B Power Authority of tho Slate of Now York (New York 
Power Authority) RUSSELL.J E Consolidated Edison Co of Now York, Inc 91/12/31 
MARTIN, TT Region 1 (Post 820201) 81pp 6 1586 175 61585 284 

9205110138 "Annual Environ Protection Plan Ropt for 1991 CY Per App B to Facility 
OLsJridiark Point Units 1.2 & 3 " 

BRAM.S B Consolidated Edison Co of New York, Inc 92/04/30 Document Control 
Branch (Document Control Desk) 6pp 61650 318 61650 323 


DOCKET 50-5 PENNSYLVANIA STATE UNIV RESEARCH REACTOR 


P Operating llcerrse stage documents 4 correspondence 


Q Inspection reports, IE Bulletins 4 correspondence 

9205280019 Forwards requalificatlon exam rept SO 002/OL 92-01 administered during 
wk of 920406-09, per NUREG-1021 

GALLO, RM Operator Ucensing Branch 92/05/08 FLEMING .R R Michigan. Univ of. 
Medical School, Ann Arbor, Ml 3pp 61795357 61795 36i 

“9205280030 Requaliticalion exam lepl 50 002/OL 9-2 01 on 920406 09 Exam 
results One indwidual administered & passed all portions of exoni 
HUGHES.B , CALDWELL, J Operator Licensing Branch 92/05/06 2pp 61795 360 
61795 361 

9205280248 Forwards initial exam rept 59 002/01-92-02 administered on stated 
dates Three applicants passed all portions of exam & one applicant faifed written 
exam. 

GALLO.RM Operator Licensing Branch 92/05/21 FIEMING.R F Michigan, Univ of, 
Am Arbor. Ml 2pp 61795 115 61795 162 

“9285280262 Exam repl 50 002/OL-92 02 on stated dates Exam results three appli- 
cants passed all portions of exam & one applicant failed written exam 
HUGHES.B, CALDWELL, J L Operator Licensing Branch 92/05/19 46pp 61795 117- 
61755 1$Z 


V. Operator Examinations 

9205280019 Forwards requalilicaiion exam rept 50-002/OL-92-01 admmisiGred tfuring 
wk of 920406-09.per NUR EG- 1 021 

GALLO.RM Operator Llconsing Branch 92/05/08 FLEMING.R F Michigan. Univ. of. 
Medical School, Ann Arbor. Ml 3pp 61795357 61795 361 


9205130222 Forwards 10CFR21 repl re deficiency noted in Eborfine model AMS 3 A 
beta particulate air monitor W/o end 

CUNNINGHAM, tJ Radiation Protection Branch 02/03/20 WELLS, J Eborline Insiru 
menl Corp 2pp 61691 339 61691 340 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency 4 fire protection plans 

9205200290 Rev 02A to EPfP 0600 S2. "OSC Inventory Checklist," adding sizes & 
quantity respiratory description 

LAMBROS.S Commonwealth Edison Co 92/04/17 3pp 61754 246 61754 248 

9205200274 Rev OA to EPIP 0400 T3H, "Map #8 Evacuate fo Morris Hosp '' Rov up 
dates map 

LAMBROS.S Commonwealth Edison Co 92/04/27 3pp 61754 303 61754 305 

920S190243 Procedure change to Rov 2 to EPIP 0400 S5, "OSC Emergoncy Team As 
stfinment Form," to allow emergoncy teams to bo dispatched in more timely manner. 

* Commonwealth Edison Co 92/05/05 4pp 61743 270 61743 274 

920519 0247 Procedure change to Rev 2 fo EPIP 0400 S6, "OSC Emergoncy Team As 
signment Debriefing Form,*’^ al/owing emergency teams to be debriefed in more timely 
manner 

* Commonwealth Edison Co 92/05/05 2pp 61741 029 61741 031 

9205190251 Procedure change fo Rev 1 to EPIP 0400 S4, "Search & Rescue Briofmo 
Form." Inserfing "entry" to comply w/olhor OCS forms 

* CommonweaUh Edison Co 92/05/05 5pp 61740 200 61740 212 
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9205190256 Procedure change to Rev 1 to EPIP 0400 03. ‘'Emergency Teams “ 
‘Commonwealth Edison Co 92/05/05 4pp 61740 201-61740 204 

9205190261 Procedure change to Rev 1 to EPIP 0400-S3, “Emergency Team Check- 
list.'' indicating commitments re Insp Repts 50-237/91-23 & 50-249/91-23 covering 
emergency team briofing (orm 

* Commonwealth Edison Co 92/05/05 5pp 61740 282 61740 286 

9205190263 Procedure change to Rev 4 to EPIP 0400 01, “Plant Assembly." indicating 
moving admimslrativo lunch room 

* Commonwealth Edison Co 92/05/05 6pp 61740 287-61740 292 

9205190264 Temporary change notice to Rav 3 to EPIP 0400 T1. consisting of sche 
malic Indicating relocation of administrative lunch room 

* Commonwealth Edison Co 92/05/05 3pp 61740 310 61740 312 

9205190265 Rev 3 to EPIP 0300 02, "Initial Notifications (Primary Responsibility - Sta- 
tion Director) " 

* Commonwealth Edison Co 92/05/05 I3pp 61740 313 61740 325 

9205200295 Rev OA to EPIP 400-T3A, "Map //1 Evacuate to Braidwood Station via 
Main Roads Issue Map to Lead & Trail Evacuation Controllers " 

LAM0ROS.S Commonwealth Edison Co 92/05/05 15pp 61754 231 61754 245 

9205200336 Rev 2 to EPIP 0720-SI 2, "GSEP Activation Call List," adding bold typo for 
events & two more lines to each activation callers list 

SHARPER.D . KUCZYNSKI.J Commonwealth Edison Co 92/05/05 7pp 61754 176- 
61754 182 

9205210021 Rev 2 to EPIP 0720 03, "Generating Station Emergency Plan Activation for 
Nuclear Event & Operational Test ’’ 

SHARPER, D, HOLMAN.R Commonwealth Edison Co 92/05/05 12pp 61777 105- 
01777 196 

9205210026 Rev 3 to EPIP 0200 T1, “Dresden Nuclear Power Station BWR Emergency 
Aclfon Levels " 

HOLMAN.R, SHARPER.D Commonwealth Edison Co 92/05/05 23pp 61777 197- 
61777219 

9205210081 Rev 2 to EPIP 0160-S4. “OSC Director Tormlnallon & Recovory Checklist,’ ’ 
rewording Slop 4 under "Recovery" to clarify supervisors to bo Included in OSC shift 
turnover brfofirig 

BICKHAM.J. gHARPER.D Commonwealth Edison Co 92/05/05 app 61777 341- 
61777 343 

9205210087 Rev 3 to EPIP 0165 S1, "OSC Supervisor Alert Checklist," changing 
Title, MaInt/QC Group Leader to Ready Room Supervisor to conform w/othor OSC ro 
lated EPIPs 

BICKHAMiJ, SHARPER.D Commonwealth Edison Co 92/05/05 7pp 61/77 200- 
61777 296 

9206210096 Rev 1 to EPIP 0200 03, "A-Modol Interactions," adding note to Limitation & 
Action section ro computer spoolers 

HOLMAN.R, KUCZYSNKI.J, SHARPER.D Commonwealth Edison Co 92/05/05 
11pp 61777 297-61777 307 

9205210101 Rev 3 to EPIP 0300-01, “Nollficalions for Generating Station Emergency 
Procodure Emergoncios " 

BICKHAM,J , SHARPER.D Commonwealth Edison Co 92/05/05 Gpp 61777 244- 
61777251 

9205210103 Rev 2 to EPIP 0300 S8, "NRC ENS Phone Reporting Roquiromenls," 
changing to 10GFR20 reporting requirements, per revised statues 
B1CKHAM,J, SHARPER.D Commonwealth Edison Co 92/05/05 15pp, 61777 252- 
61777 266 

9205190209 Informs that rav NSEP-DA-9201 to emergoncy plan consistent w/ 
10CFR50 54(q) requlromonts & acceptable 

PEDERSON.C D Region 3 (Post 020201) 02/05/07 REED.C Commonwealth Edison 
Co Ip 61708 045 01708 045 

9205180219 Advises that 920403 Rev 39 to physical security plan consistent w/provi 
slons of 10CER50 54(p) & acceptable 

PEDERSON.C D Region 3 (Post 820201) 02/05/11 KOVACH.TJ Commonwealth 
Edison Co 2pp 61719 337 61719 338 

920529Q331 Forwards Rev 41 to security plan, removing App "G" from security plan, per 
commitment in App “G" Rev t^/fhheW uaf 10CFFI73 21) 

KOVACH.T J Commonwealth Edison Co 92/05/21 Document Control Branch (Docu- 
ment Control Desk) Ip. 61822,354 61022 354 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts llslod on program porformanco 
rents 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIQHT,J Information & 
Records Management Branch (Post 890027), 4pp 61663 326-61563 329 

9205190025 AcK receipt of 10CFR50 54 (a) submittal dtd 920408 Incorporating changes 
In QA program topical rept NRC anticipates more than 60 days to compfete 
revfew Results will be communtcafed 

WRIGHT, GC Region 3 (Post 020201) 92/05/13. REEO,C Commonwealth Edison 
Co 2pp 61706 345-61705*346 


Q. tnspeotlon reports, IE Bulletins & correspondence 

9205010009 NRC Info Notice 02-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor " 

ROSSI, G E Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolldaled Edison Co of New York, Inc 6pp, 61 667*349 61667 354 

9205010045 NRG Info Notice 92-036, "Intorsystem LOCA Outside Containment." 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolldaled Edison Co of New York, Inc 9pp 61718 001-81716 009. 


9205040265 Suppl 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessmonl (Post 870411). 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718 010 61718 013 


n. Periodic operating reports fk related correspondence 

9205140267 Monthly operating repts for Apr 1992 (or Dresden Nuclear Power 
SfatiohW/gzOSOI ftr 

MAXWELL.DC, SCHROEOER.CW Commonwealth Edison Co 92/04/30 57pp 
61704 188 61704 245 


DOCKET 60-22 WESTINGHOUSE TEST REACTOR 


R Periodic operating reports & related correspondence 

9206280234 Forwards annual repl of ir^sp of retired Westmghouse Test Reactor for 
1990 & 1991 

NARDI.AJ Westmghouse Eleclnc Corp 92/05/22 MICHAELS.TS Office of Nuclear 
Reactor Regulation, Director (Post 670411) 13pp 61884 229 61884 241 


DOCKET 60-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 

9205070028 Change 24 to "Yankee Nuclear Power Station Emargaacy Plan," including 
Rav 10 to table of contents, Rev 9 lo Section 3 0, “Summary of femergency Plan," Rav 
10 to Section 90. “Emergency Response" & Rev 17 lo App E 

* Yankee Atomic Elocinc Co 92/04/30 41pp 61600 170 61600 210 

9205070275 Forwards Safety Insp Repl 50-029/92 02 on 920324 0427 Activities con 
ducted safe & conservatively 

LINVILLE.J C. Region 1 (Post 020201) 92/05/01 THAYER, JK Yankaa Atomic Elec- 
tric Co 3pp 61619 342-61619 353 

-9205070283 Insp rapt 50 029/92 02 on 920324 0427 Major areas Inspected plant 
operations.radlotoglcal controls, mainl & surveLllance> emergency 
pr6parednoss,socurity,ongineering & technical support & safoty assessmont & quality 
verification 

RORRE.jr Regiort 1 (Post 820201) 02/05/01 9pp 61619 345 61619 353 

9205140203 Change 93 to EPIPs, including Rev 10 to OP 3300, Rev 0 to AP'34QO,R&v 0 
to OP-3426.Rev 1 lo AP-3450 & Rev 04 to table of contents 

* Yankee Atomic Electric Co 92/05/04 85pp 61713 162 61713 246 

9205140182 Change 94 to EPlPs.includmg Rev 95 lo table of contents, Rev 2 lo OP- 
3342 & Rev 7 lo OP 3343 

* Yankee Atomic Electric Co 92/05/06 23pp. 61704 321-61704 343 

9205290045 Requests exemption from annual & biennial emergency preparedness exor- 
cise in 1992, per 10CFR50.App £ Exemptions requested In recognition of shutdown & 
dofueled condition of facility 

SCHULTZ, S P Yankee Atomic Electric Co 92/05/22 FAIRTtLE.M Non Power 
Roaciora.Oecommlssionlng & Environmental Proj Dir (901216-920516), 20pp. 
61911 069 61911 088 


K. General correspondence 

9205040083 Commenl opposing NUREQ 1440, "Shuldown & Low Power Operation at 
Commercial Nuclear Power Plants In US " 

EDWARDS, DW Yankee Alomic Electric Co 92/04/29 MEYER.DL Division of Free 
dom of Information & Publications Services (Post 800205) 4pp. 61518.263 61512 256 


P. Operating license stage documents & correspondence 

9205130170 Comments on Generic Ltr 62 01 re reactor vessel structural Integrity dtd 
920228 Annotated copy of GL which more correctly portrays history & recent Interac- 
tion botweon NRC & util re Yankee vessel end 

HASELTINE,J 0 Yankee Alomic Eleciric Co 92/03/03 PARTLOWJ.G Associate D1 
rector for Prolocts (Post 87041 1), 6pp 61699:340 61609 345 

9205040247 Forwards fitness for duty program contacts listed on program perforinance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J Information & 
Records Managomont Branch (Post 890827) 4pp 61563 326-61583 520 

9205130094 Notification of significant licensee meoting 92-67 w/utll on 920505 to dis- 
cuss shutdown fuel handler certification program 

rOGGE,JF Region 1 (Post 820201) 92/04/30 Rogion 1 (Post 620201) 3pp 
61651*152 61651 154 

9205180297 Requests exemption In accordance w/10CFfl50 12 from containment leak- 
age test requirements of 10CFR54(o) 

THAYER,J.K Yankee Atomic Electric Co. 92/05/11 PAIRTILE.M Non Power 
Roac1ors,Docomnil83ionlng & Environmental Pro! Dir, (901216-920516). 3pp. 
61717*270-61717*272, 

9205260122 Requests clearer understanding of decision making process which led NRC 
to recommend lomporary shut down of plant on 911001 

OLVER.J.W House of Rep 02/04/21 THE CHAIRMAN, SELIN.I Commissioners 
(Post 7501 19) ip 81797 277 61797 277. 

9205290323 Forwards environmental assessment & finding of no signilicant Impact re 
920511 ltr which requests exemption from testing requirements cl 1QCFRS0 54(Q) & 
App J 

FAlRTlLE.MB. Non Power Reactors, Decommissioning & Environmontal Pro) Dir. 
(901216 920516) 92/05/21 GRANT.J M, Yankee Atomic Eleciric Co 3pp 

61 611. 303 61811.308 



10 docketed items 


■021)52903130 Eiwlfonmorlal aasoesmont & Gliding of no signmcont Impact re exemption 
iroTH fQiiuTfomont to porform porlocflc containmonl leaK rate loslirig, 

VVGfSS.S Non Power neaotors.OQCOTn missioning & Cftvironitienta! Prol Dir 
(00121Q 020516), ^2J0Sf2\ 3pp 61811 306 61011 300 


Q, Inspection raporta, IE Dullellna & correspondence 


020^040150 Forwards! ‘Mnncrvico Irsp Eirain Ropt for Yaakeo Niicloai Power Station 
9201 tJ2-022C " 

GRANT J. Yankoo Atomic ElocUlc Co 92/04/27 Document Control Branch (Docu 
mom Control Desk) Ip 81652 321 61652 360 


-,0205040161 'Mnsorvtca Insp Exam Ropt Yealtoa Nuclear Power Station, 920102- 


* Yankoo Atomic Electric Co 92/04/27 37pp 61552 322 61552 360 


9206070276 forwareJs Satoly Insp Ropt SO 020/02-02 on 020324-0427 AcIMlJe? con- 
ducted ealo & coasarvfltivoly 

LINVILLE.J.C Rofllon 1 (Pont 820201) 92/05/01 7HAYER,J>K Yankee Atomic Elec- 
Iffo Co 3pp 5 16 1 0 342- 6 ! 6 rG’353 

.•920SO7O283 Ir^sp fopt 50 020/02 02 on 920324 0427 Major areas inapeclod: plant 
opera llonB/fldiologlcal controls, mal at & surveillance, emo/oency 

proparodnoss.aocuiritv^onQlnGenag & technical support & satety asaessmanl & quality 
variiicatiop 

RDRRE^JF. RoglO a UP03t 020201) 02/06/01 Opp 61610 345 61619353 

9205O1CO00 NRG Info Nolico 02 035, "HLghor Than Predicted Erosion/ Corrosion In 
Uni solatia Reactor Coolant Pressure Boundary Piping Inside Contalnmer^l at BolHng 
Watof Reactor " 

ROSSI, CE Divlslen of Oporallonat Events Asaossrr^enl (Post 670411). 92/05/06 
Consofidstod Edison Co of Now York, Inc. 6pp 81667,349-61667 354 

9205610045 NRC Info Nolico 92 030, "Inlorsy stern LOCA Ouislda Conlainment.*' 
ROSSkCE Division Of Operational Events Assessment (Post 870411) 92/05/07. 
ConaoHdaiod Edison Co of Now York. Ir^c Opp- 61716001-61718 009 


9205940265 SuppI 1 to NRC Into Nollco 92-016, '‘Loss of Ffow from Residual Heal Ro- 
moval Pump During Re fuel iixQ Cavity Dmindown” 

ROSSI, CE Division of Oporatlonal Events Assessment (Tost 670411) 92/05/07. 
ConsotldatodEdisonCo ol Now York, Inc 4pp 01716 010-61716 013 


R. Portodio opcrflllngi reporta & relnted correspondence 

9205069256 ‘'Annual Radiological Environ Oporating Repl Jan Dec 1991 ” W/920430 
GRANTJ Yankee Atomic Electric Co 91/12/31 76pp 61619 214-61619 298 
S 205 190003 Monthly Ope rail r>g ropt for Apr 1092 lor Yankee Atomic Power Station W/ 

S/SuMAnCO.H , DCRRY.R L Yankeo Atomic Floclric Co 92/04/30 6pp,. 61740 155 
61740160 


S- Boportflblo occurrancee, LERa A related correspondence 

920 30171 LEFt 02 003 00 on 02040 B.sliclirvp firo cloor botweon EDG Cubicles 1 & 2 
would not compiolply cioao Caused by training Inodoquacy.Tra mner provided to control 
roompersorrol A continuous firo wotch stalioned V//020509 Uf 9nn 

MAnfcT,GA, ST LAUnENl.NfS Vankoo Alomic Eloctnc Co 92/05/08 2pp 
6171601661718,017 


U, CongrOBfllonal/EJiocutivo Correspondoijco 


9205280103 Responds (o 020421 Itf roquosUng info on docls on making process mar 
3od to NRG rccomitienifalion that plant In Rowu, Massachusolts bo shut down Informs 
lhat daclslon based sirlclly on saloiy conslderntlons not 
TAYLOR JM, Ofc of the Exoculivo Director for Operations 02/05/11 
House oi Rop 5p|j 61707 272 61767 277 


OLVEP.JW 


V. Operator Examinations 


92052 2Q013 Forwards axam rept 50 059/OL'92 02 of exam adaurrisJered durirjg wH oi 
920414 

GALLO.RM Operator Licensing Branch 92/05/20 POSTON.JW Texas A&M Univ . 
College Station, TX 2pp 61735 215 61735 218 

-*9206220024 Exam rept 50'O5O/OL-92 02 on 920414 Exam results candidate passed 
applicabfe podfon of retake of operational exam 

ISAAC, P, CALDWELL, JL Operator Licensing Brar^ch 92/05/18 Spp 61735 217- 
61735210 


DOCKET 50-62 UHfV. OF VIRGINIA RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plane 

9205120041 Requests licensea to sub mu Info re annual omergency response drill within 
38 days 

CUNIwE Region 2 (Posi 820201) 92/04/23 MULDER.R U Virginia, Univ of, Char- 
lotiesville, VA 4pp 61624 1 74-61 624 177 


P. Operating license stage documentB & correspondence 

920514OOD5 Forwards 911121 memo detailing results of univ contacts w/ reactor staffs 
al Texas A&M Univ & North Carolina Stale Univ re vent stack monitoring & bio re 
quest fssuod by Untv of Vlroinla to pUTchaso/jnsJaU gaseous m0f»\oma sys 
MOlDER,R,U. Virginia. Univ of, Charlottesville, V A 91/12/02 BASSETT ,C Region 2 
(Post 820201) 4pp 61700 355-61700 358 

920S1101BB Advises that In FY90fil,univ awarded grant to purchase gaseous dfUdent 
monitor tor stack whreh exhausts a<r from reactor room to measure radioactive nobie 
gaaos Requests that pro(ecl be exleridod until 920831 

BENNECHE.PE. MDLDER,R U Virgmia. Univ of, Charfoltesviffe, VA 92/03/04 
Energy, Dept of 4pp 61665 185-61665 188 

9205060203 Responds to request for addi info re application for amend to License R- 
€6Resubmittal of nonconverston changes to current TS delayed beyond 30 day re 

SuLOER.RU. Virginia, Univ of, Chariotlesville, VA 92/04/17 ADA MS, A Non Power 
Reactors, Decommissioning & Environmental Proj Dir (901216 920516) tp 
61596 316-61596 316 


R, Periodic operating reports & related correspondence 


9205130217 Forwards annual rept of operations for Jan Dec 

FARRAR?/p^ V irginia, Univ of. Charlottesvrfje. VA 92/03^5 
Power Hoaclor8.0ocoinmissionLng & Environmental Pro| Dir 
61700 296-61700 296 


1991, per TSs Section 

MENDONCAM Non 
(901216-920516) Ip 


docket 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


P. Operating license stag© documents & correspondence 

9205210273 Application for amend to License 
amount cl byproduct mall perm it led for use at nuclear lest reactor from 200 Ci to 

CUNNINGHAM..G E Gonoral Electric Co 92/05/0S of Nuclear Reactor Regu 


docket 50-B3 UMIV. OF FLORIDA TRAINING REACTOR 


V. Opo rater Examinations 

92051D0267 Forwards *'Yflnkoo Nuclear Power Station Corliliod Fuol HandCor 
tificatloa Pfonram’* & "Yanhoo Nuclear rower Stnilon Gorliflod Fuel Handfor Recertifi- 
cation Pronrnm” (oropfocQ 18CFri65 LiconBOCf opcrelor program. 

TKAYER.JK Yankoo^Alomlc Eloctrio Co 02/05/16 Document Control Branch (Docu- 
rnonl Control Desk) 10pp. 0173M71 61731 212 

-920IB19626Q '■Yankod Nuclear Power Slntlon Corllfiod Fuol Handtor Initial Certification 

ST^URCNT.NN Yankoo Atomic Electric Co. 92/05/13 9pp 61731*161-81731 180 

-S20 5190270 ^'YanKeo Nuclear Powor Station Corlitiod Fuol Handler Recorlificalioq 

S^^BIuRENTN N. Yankee Alomic Eloclric Co 92/05/13, 23pp, 61731:190- 
61731 212 

DOCKET 50-59 TEXAS A&M UNIVr RESEARCH REACTOR 
0. irtispeclfoa roporfa, IE auffelfns & correspondence 

920 5 220013 Forwards exam ropt 60-059/OL 92 02 of exam administered during wk of 

e^AUO,RM. Opeiatar Mconsing Uronch 92/05/20, POSTON.JW Texas A&M UnW„ 
College 8101k) n,TX 2pp Ol7352fS 61735 210 
-9205220024 Exam rept 5O-050/OL'02-02 on 920414 Exam ro suits candidate passed 

S2^05/18, 2pp 61735 217- 

01735216 


F, Security, medicali emergency & fire protection plans 


9205110184 Forwards current omergericy responsB 
1090 & Inis cutfontly posted al reactor w/propor state emergency contacts W/o 


VERNETSON.WG Florida, Urtiv of, Galnesvtilo, FU 92/04/20 EAKINS.J Florida, 
State Oi 1p 61647 330 61647*330 


DOCKET 50-113 UNIV OF ARIZONA RESEARCH REACTOR 


P. Operating license stage documents & correaponder^ce 


Oiscusses reauostad reviow of research plan fmni Univ of AZ r© validation 
ludiosPlan adequalal^ddressed research needs 401-404,but only partly addressed 

Hvdroloav « Systoma Performance Branch (Post 910506) 92/05/ 
f Wanagemern Branch (Post 910890) 2pp 61785 246- 


Reportable ocourrances, L6Ba S related correapondence 
iO514027B fiO W B2M20..aqhlred^^^^^^^^^^ 

C^nlrol Branch (Document Ccnirof Desk) 5pp. 61708 aiju 



DOCKET 50-123 UNIV OF MISSOURI RESEARCH REACTOR-ROLLA 


R, Periodic operating reports & related correspondence 

920504006t "Progress Rapt t99t-92 Univ of Missouri Rolia Nuclear Reactor Facility" 
W/020429 Itr 

FREEMAN, DW Missouri, Univ of. Rolia, MO 92/03/31 63pp 61598 264^61590 346 


DOCKET 50-126 TEXAS A&M UNIV RESEARCH REACTOR 


Q Inspection reports, IE Bulletins & correspondence 

9205130039 Responds to NRC 920406 Ur re violations noted in insp rept 50-126/92- 
01 Corrective actions amend to State of TX licor^so requested 
HALL.K R Texas A&M Univ, College Station. TX 92/04/27 Document Control 
Branch (Documor^t Control Desk) 3pp 61671 047-61671 049 

920S22003S Ack receipt of 920427 Ur informing NRC of stops taken to correct violations 
noted in Insp rept 50 120/92-01 

CALLAN.LJ Region 4 (Post 820201) 92/05/16 HALt.K R Texas A&M Univ , Col- 
fege Station. TX 3pp 61735 084-61735 006 

9205260203 Forwards initial exam rept 50 126/OL92 02 adrriinistored during wk of 
920413 

GALLO.RM Operator Licensing Branch 92/05/21 HALl,KR Texas A&M Univ, Col 
lego Station, TX 2pp 61773 15B-61773 193 

-9205260220 Exam rept 50-128/OL-92-02 on 920413 Exam results both candidates 
passed applicable portions of exam 

ISAAC, P NRC - No Detailed Alfiiialion Given CALDWELl.J L Operator Licensing 
Branch 92/05/20 34pp 61773 160 61773 193 


V. Operator Examinations 

9205260203 Forwards Iniliol exam rept 50 126/OL92 02 administered during wk of 
920413 

GALLO, n M Operator Licensing Branch 92/05/21 HALL.K R Texas A&M Univ , Col 
logo Station, TX 2pp 61773 158 01773 193 

"9205260220 Exam rept 50 126/OL 92-02 on 920413 Exam results both candidates 
passed applicable portions of exam 

iSAAC,P NRC - No Dolalled Affiliation Given CALDWELL.J L Operator Licensing 
Branch 92/05/20 34pp 61773 180 61773 103 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


P Operating license atege documents & correspondence 

9205270283 Forwards Amend 25 to License DPR-7 & SE Amend revises TS Section VII, 
"Adminlstraiiv© Controls " Rev includes changing name of General Ofc Nuctoor Plant 
& Audit Committee to Nuclear Safety Oversight CommiUoo 
AUSTIN, J H Division of Low-Level Waste Management & Decommissioning fPost 
670413) 92/05/15 SHIPPER, JD Pacific Gas & Electric Co 2pp 61813 010- 
61813 037 

"9205270286 Amend 25 to Liconso DPR-7, revising TS Section Vll, "Administrative Con- 
trols " Rev includes changing name of Qonoral Ofc Nuclear Plant & Audit CommiUoo 
to Nuclear Safely Oversfghl Commlttoo 

AUSTIN, J H Decommissioning & Regulatory Issues Branch (Post 901230) 92/05/15 
13pp 61613 02Q 61013 092 

"92G5270286 Safety evaluation supporting Amend 25 to License DPR-7 
* Office of Nuclear Material Safely & Safeguards 92/05/15 &pp 61613 033- 
61813 037 


Q. Inspection reports, IE BulletinB & correspondence 

9206010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61 667;349-et 667:354 

9205010045 NRC Info Notice 02-036, "tntersystom LOCA Outside Containment " 

ROSSI, CE Division of Oneralional Events Assessment (Post 870411). 92/05/07 
Consolidated Edison Co of Now York, Inc Opp 61710 001-61716 009 

9206040265 Suppl 1 to NRC Info Notice 9? 016, "Loss of Flow from Residual Heal Ro- 
movat Pump During Refueling Cavity Draindown '* 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co. of New York, Inc. 4pp 81716 010 61716 013 

9205270136 Forwards Insp rept 50-133/92-02 on 920426-20 No violations noted 
YUHAS.G P Region 5 (Post 820201) 92/06/08 RUEGER.Q M Pacific Gas & Electric 
Co. 3pp 61762 342-61762 352. 

--9206270141 Insp rept 50-133/92-02 on 920420-29.No violalions noted Major areas 
inspected stale of facility following magnitude of 6 0 earthquake which occurred 31 
miles south of plant on 920425 

HOOKER.CA., YUHAS.G P Region 5 (Post 620201) 92/05/08, 8pp 01762 345- 
61762 352. 


R. Periodic operating reports & related correspondence 

9205180004 "Humboldt Bay Power Plant Unit 3J0CFR6O59 Annual Rept of 
Changes, Tests & Experiments.! 991 '* 

RUEQER,Q M, Pacific Gas & Electric Co 92/06/08 Document Control Branch (Docu- 
ment Control Desk) 6pp. 61761 115 61761:120. 


S Reportable occurrences, LERs & related correspondence 


9205040109 PNO-V-92-012 on 920425, magnitude 6 9 earthquake struck Northern 
CA Operating fossil (uel unit tripped offline during earthquake Licensee inspected facil- 
ity & found rio damage but plans to inspect gaseous effluent stack 
WENSLAWSKI.F . GARCIA.E Region 5 (Post 620201) 92/04/27 2pp 61512 341 
61512 342 

9205270334 LER 92-001-00 on 920425, spent fuel pool liner gap water lovel dlscovorod 
above TS limit Caused by major earthquake 30 miles southwest of plant sileWalar 
pumped down to 0 1 ft W/020522 fir 

RIGNEY.PE, RUEGER.GM Pacific Gas & Electric Co 92/05/22 6pp 61888106 
61688 111 


DOCKET 50-151 UNIV OF ILLINOIS RESEARCH REACTOR 


P. Operating license stage documents & correspondence 


9205260208 Application lor amend to License R 11 5, removing allowance for 2 6 kg ol 
contained U 235 subcrilical assembly in bulk shielding facility & updating TSs to more 
closely rollpct ANSI/ANS-15 1-1990 suggestions 

HOLM.RL, HANG.DF. JONES.8G fWrwis. Umv of. Urbana, it D2/OS/27 Docu 
ment Control Branch (Document Control Desk) 12pp 61809 2B8 61 806 326 

"9205260210 Proposed Tech Specs re removal of affowance (or 2 6 kg of contained U 
235 subcfitical assembly in bulk shielding facility & ANSI/ANS 15 1-1990 suggestions 
♦ Illinois. Univ of. Urbana, IL 92/05/27 t7pp 61809 310 61809 326 


DOCKET 60-155 BIG ROCK POINT NUCLEAR PLANT 


F. Socurily, medical, emergency & fire protection plans 

9205050043 Ack receipt of 92031 1 Itr which transmitted proposed scope of participation 
& objoctivos for plants emergency preparedness exercise scheduled for 92061 6 Con 
curs (hat ebteefivo 3 h wd) be deteted 

GREGER.LR Region 3 (Post 020201) 92/04/24 DECKMAN.W L Consumers Power 
Co Ip 61540129 61540 120 

9206040031 Advises that fitness for-duty program revised to require porformanco of 
suifabfo inquirtos for remstafomenfs onfy when inoividuafs unescorted access has 
lapsed for more than 30 days (ref In^ Repts 50-155/90 20 & 50 255/90 27) 
HOFFMAN, DP Consumers Power Co 02/04/27 Document Control Branch (Docu 
ment Control Desk) ?pp 61561 157 01563 156 

9205060022 Rev 133 to Volume 9A, "Site Emergency Plan Implemonling Procoduros" 
W/020501 Ur 

BROWN.S C Consumers Power Co 92/05/01 15pp 61600 347 61600 361 

9205200127 Rev 134 to Vol 9A EPIP-3A, "Activation of TSC" & Table of Conlonls 
HOBE.MA Consumers Power Co 92/05/07 12pp 61743 009 61743100 

9205210198 Forwards Rev 10 to suitabilily.training & qualification plan Rev withheld 
BECKMAN, W L Consumers Power Co 92/05/16 Dotumont Conirol Branch (Docu 
ment Conirol Desk) tp 61750 290 61750 290. 

9205290190 Revised EPlPs.includmg Rev 135 to cove rsheet. table of contonta.EPIP 40 
& EPIP-6A W/920521 Ur 

BROWN.S C Consumers Power Co 92/05/21 13pp 61887 342 61887 354 

9206290127 Forwards Rov 24 to security plan Rev withhold (ret 10CFR73 2t(c)) 
BECKMAN, W L Consumers Power Co 92/05/26 Document Conifol Branch (Docu 
ment Corttfcf Desk) fp 6 1822 350 6 f 622 350 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on progrann porformanco 
rents 

KOUP.E, Roaclor Safeguards Branch 92/04/20 MCKNIGHT.J Information & 
Records Management Branch (Post 69062/) 4pp 61563 326 61563 329 

0205050342 Submits update 16 to facility intogrotod semiannual plan 
STRANSKY.R Project Directorate liM 02/04/21 BECKMAN .WL Consumers Power 
Co 2pp 61666 321 61S6B322 

9206070021 Forwards "Reactor Containment Bldg Integrated Leak Rato Test 1002 " 
BECKMAN, W.L Consumers Power Co 92/05/01 Document Control Branch (Docu 
mofTt Contref Desk) fp 61600 213 61600,238 

"9205070025 "Reaclor Containment Bldg Iniogralod Leak Rate Test 1991" 

BECKMAN, WL Consumers Power Co 92/05/01, 25pp 61600 214 61600'238 

9205200042 Requests that licensee provide info tor specific panel discussion topics & 
names of members of staff who will attend & participate as panel member for 02Q6P3 
24 current liconsing basis workshop 

MARSH, L B Project Directorate Itl-l 02/05/06 BECKMAN.W L Consumers Powof 
Co 3pp 61732 347-61732 349 

9205220247 Nollliea that staff has agreed to extend period for response to staff SLK) 
SE (or addi 60 daya 

STRANSKY.R Project Diroclorato 111-1 92/05/08 0ECKMAN.W.L Consumers Power 
Co 2pp. 61767 36i -61 757 352 

9205260(}98 Notification of 920527 meeting w/util in Rockvilla.MD to resolve staff com 
ments re ticensoes response to 10CFR5(T63 (station blackout rule) 

STRANSKY.R Projocl Directorale tll-l 92/05/20 MARSH, LB Project Diroclornto III 
1 3pp 61773 230-61773 232 







Q. In&pecllon repoiiB. IE Bull&tina & correspondence 


Q Inspection reports. IE Bulletins & correspondence 


0205050056 Forwards insp rept 50-156/92 07 on 920228 0409 No viol attorns noted 
SHAFER.WD Region 3 tPosI 020201) 92/04/24 BECKMAN.WU Consumers Po>ver 
Co 6pp 61640 330-61540 340 


- 920SQ50064 Insp ropt 50-155/Q2-07 on 920228-0409 No violations noted Major areas 
Inspected retuallng activities. surveillance activities or\ various sys,ma1nlenanca activi- 
ties on various components & eparalionai safety venflcatlor^ 

DEFAVETTE,RW Region 3 (Post 8202011 92/04/24 0pp 61540 333 61540 340 

9205049031 AclviSQS ttiat litneas-for duty program revised to require performance of 
sullablo Inquiries for rein state mortis only v^en individuals unescorted access has 
lapsed tor more than 30 day a (ref In^ Repta 50-155/90-20 & 50-255/90-27) 

HOFFMAN, OP Consumers Power Co 92/04/27 Document Control Branch (Docu- 
ment Control Desk) 2pp 01563 157-6X563 158 

9205130105 Responds to open item noted in Insp Rept 50 155/91-16 Correclivo 
actions plan! personnel initiated discussions w/ ulil lab personr\el on feasibility of per- 
forming another stack flow measurement in near future 

BECKMAN.W L Consumers Power Co 92/06/05 Document Control Branch (Docu- 
mont Control Desk) 3pp 61609 359 -61 609- 360 

9205010009 NRC Info NoUco 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor 

ROSSI, CE Division ol Operational Events Assessment (Post 870411) 92/05/06, 
Consolidated Edison Co or New York, Inc 6pp 61667 349 61667 364 

9205Q1804S NRC (nfo Nolica 92 0-36, "Intersystom LOCA Outside Conlainmant” 

ROSSI, CE Division ol Operational Events Assessment (Post 670411) 92/05/07 
Co-nsoiidalfld Edison Co of New York, Inc 9pp 61716 001-61718 009 

0205040265 Suppl 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re 
move! Pump During Refueling Cavity Draindown ” 

ROSSI, C E Division of Operational Events Assessment (Post B70411) 92/05/07 
Consolidated Edison Co ol New York Jnc 4pp 6I71B 010-61718 013 

0205150043 Forwards Insp rept 50-155/92-03 cn 920129 0429 notice of 
violation Weaknesses in engineering programs also noted 

MILLER ,HJ Region 3 (Post 820201) 92/05/03 HOFFMAN.D P Consumers Power 
Co 3pp 61677 056 61677070 

--02O515OO61 Notice of violalion from insp on 920129 0429 Violation noted no specific 
post mod test prepared lor mod SC-91 022, mservice test failed to incorporate re- 
quirements 8l acceptance limits contained in emergancy core cooling sys 
MILLER. HJ Region 3 (Post 820201) 92/05/06 Ip 61677 058 61677 058 

-9205150089 Insp rept 50-155/92-03 on 920129-0429 Violations noted Ma{or areas 
inspected licensee engineering & technical support programs, including mod & design 
changes during plant refueling outage 

YIN.IT, LERCH.RW, PHILLIPS, M P Region 3 (Post B20201) 92/05/08 12pp 
61677 059-61877 070 


9205180100 Nolification of 920512 mooting w/ulil in Rockville.MD to discuss safely sig- 
nificanco of findings from Region III insp of util cemplianco with generic Itr 89 10, 
"Safety- Related MOVTeslirvg & Survciflance " 

STRANSKY.RJ Project Directorate iti-l 92/05/11 MURLEY.T, WIRAGLfA.F , 
RUSSELt,W NRC No DotaiJed Affilratien Given 4pp 61697 339-61697 342 


H Periodic operating reports & refated correspondence 

9205060053 “1991 Radiological Environ Monitoring RepI ” W/920428 (tr 
BECKMAN, WL Consumers Power Co 91/12/31 127pp 61582001 61582 166 

92050>8f>112 Monthly operating rept for April 1092 for Big Rock Point Nuclear Pfani W/ 
920601 llr 

JOHNSTON.JH, BECKMAN, WL Consumers Power Co 92/04/30 6pp 61623 044- 
61623 049 

S, Reportable occurrences, LERs A related corrcepondeftce 

0205290268 lER 9t-013-00.an 91 1 130, shutdown cooling loop 2 placed In sve to reduce 
radiation.resulllng In ro actor tomp fneroase to approx 6 F, Indicating Inadequate 

cooling Caused by bent pIna Valve roassomblecf using Ice W/920522 llr 

ALEXANDKR.RJ, BECKMAN ,WL Consumers Povrart^o 92/06/22 4pp 61889 239- 
61868 242 


DOCKET 60-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


F, Security, madlcaf, emergency 4 tire protection plana 

9205120156 Informs that listed Info required pnor (o scheduled dale of annual radiologi- 
Irill Info fo bo withheld from public disclosure (ref 

820201) 02/04/22 KAnAM,RA, Georgia Institulo of 
61636 023-61636 024 


cal omorgancy rosponso c 
10CFH2 700(a)(4)) unti) after i 
CLINE.WE Rofiion 2 (Post 
Technology, Alfanla, GA 2pp 


9205050033 Forwards insp rept 50 160/92-01 on 920212-14 & 21 No violations or devi- 
ations noted 

PEEBLESJA Region 2 (Post 82020X) 92/04/01 KARAM.R A Georgia Institute of 
Technology, Atlanta, GA 2pp 61539 065 61539 073. 

-9205050036 Insp rapt 50-160/92-01 on 920212-14 & 21 No violations or deviations 
noted Major areas inspected class t research reactors & closeout of open items iron» 
previous insps „„„ 

BURNETT.pt. CRLENJAK.RV Region 2 (Post B20201) 92/03/26 7pp 01539 067- 
61539 073 


R. Periodic operating reports & related correspondence 


9205278280 Forwards co-rrected Page 13 ■& 14 to annual rept w/ltem 7(e) included 
KARAM.R A Georgia Institute of Technology, Atlanta, GA 92/05/18 Region 2 (Post 
820201) Ip 61813 047-61013 049 


-9205270 2B2 Corrected Pages 13 & 14 to annual rept .consisting of Item 7(e) re max 
cumulative radiation dose which could have been received by individual continuously 


present in unreslncted area during reactor operation 

* riorimta InctiliitA TnrhnnI/vnu Ailanfa r^A Q1/1 




DOCKET 50-163 GENERAL ATOMICS 


S. Reporlahie occurrence a, LERe & related correspondence 

0205060225 RO on 9 204 27 .discovered that activated charcoat filter blower not tested 
within required 1 0 day interval due toll day interval between testing Reminder note 
being added to checklist to ensure timeliness of tests at all times 
RAZVI.J General Atomics (formerly GA Technologies, Inc /General Atomic Co) 92/ 
05/04 Document Control Branch (Document Control Desk) Ip 61 81 6.086- 
61616 086 


DOCKET 50-166 UNIV. OF MARYLAND RESEARCH REACTOR 


O, Inspection reports, IE Bulletins A correspondence 

9205110082 Forwards initial Exam Rept 50-166/OL-92 01 administered 920407-13 
GALLO, RM Operator Licensing Branch 92/05/07 WUTTIG.M Maryland, Univ of, 
College Park. MD 2pp 61650 097 61650 155 

-9205110086 Initial Exam Rept 50 166/OL-92 01 on 920407 13 Exam results seven 
applicants passed exams ^ ^ 

COLLINS.JF, CALDWELL.J L Operator Licensing Branch 92/05/05 51pp 
61650 099 61650 165 


V Operator Examinations 

92051 100B2 Forwards initial Exam Rept 50-166/OL-92 01 administered 920407-13 
GALLO, R M Operator Licensing Branch 92/05/07 WUTTIG.M Maryland, Univ of. 
College Park, MD 2pp 61650 097-61650 155 

-0205110006 Initial Exam Rept 50-166/OL-92 01 on 920407-13 Exam results seven 
applicants passed oxa ms , „ ^ 

COLLfNS.JF. CALDWELL.J L Operator Licensing Branch 92/05/05 51pp 
61650 099 61650 155 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P Operating ifeenao stage documenis & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 

KtSuP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Information & 
Records Management Branch (Post 890827) 4pp 61 563 326 61 563 329 


Q. Inspection reports, IE Bulletins & correspondence 


9205010009 NRC Info Notice 92 035, “Hfgher Than Predicted Erosion/ Corrosion In 
UnfsoIabSe Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 


ROSSI.CE Division of Operational Events Assessment (Post B70411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 


9205010045 NRC Info Nolfca 02-036, "Inlersystem LOCA Outside Containment " 

ROSSI, C,E Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61718 001-61718 009 


9205040265 Suppl 1 to NRG Info Notice 92-016, “Loss of Flow from Residua! Heat Re- 
moval Pump During Rafuabng Cavity Draindown " 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07. 
Consolidated Edison Co of New York, Inc 4pp 61718 010 61718 013 


H. General corroapondenc© 


9205120285 Informs that duo to sickness & personal reasons BK Rovsfn has ra signed 

g osltion at univ JC O'Hara haa been appointed as Inlenm Manager.Ofc of Radiation 
afety.effeclrvo immadlaloly JC O'Hara expercenco summary end „ . ooeri-r 

KARAMR A. Georgia Institute of Technology, Atlanta, GA 92/03/03 BASSETT.C 
Regton 2 (Post 620201). Ip 61664 275 61684 280 


-9205120286 Experionco agmmaiY for JC O'Hara 
0'HARA,JC Affd ration Nol Assigned 02/03/03 5pp 


61684 276 61684*280 


DOCKET 60-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA 


O. Inapectlon reports, IE Bulletins & correspondence 

9205050063 Forwards insp rept 60-186/92-01 did 920410 fnsp concerned shipment of 
irradiated reactor fuel frora Univ of Missouri to DOE.W/o encl 
GREGER.LR Region 3 (Post 820201). 92/04/29 RUNYON,! Illinois, State of Ip 
61539 134 61539 134. 


I u.1^ 


Q20S12005S Forwards insp rept 50 186/92 01 on 920407 No violations noted 
COLLI NS, DM Region 2 (Post 820201) 92/05/06 MORRIS,J S Missouri, Unlv of, 
Columbia, MO 2pp 6163S 180-61635 183 

<■•9205120059 Insp rept 50-180/92 01 on 920407 No violations noted Major areas 
inspected transportation of radioactive spam fuel 

MASNYK.O M . MCGUIRE, D R Region 2 (Post 820201) 92/05/05 2pp 61635 1 82- 
61635 183 


docket 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1 


p Securltyi medical, emergency & fire protection plans 

9205060212 "Nuclear Power Plant (SONGS) Emergency Response Plan City of San 
Juan Capistrano ” 

JONES,G, JULIAN, SB San Juan Capistrano, CA 92/02/20 244pp 61617 001- 
61617 244 

9205010239 Ack receipt of 920304 Itr transmitting Rev 10 to security force training & 
qualification plan Changes consistent w/ provisions of 10CFR50 54(p) & acceptable 
for Inclusion into plan 

REESE.JH Region 5 (Post B20201) 92/04/22 KRIEGER,RW Southern California 
Edison Co 2pp 01548 355 61548 356 

9205050223 Rev 5 0 to "Emergency Plan for SONGS Units 1,2 & 3" W/ 920429 Hr 
ROaENBLUM,RM Southern California Edison Co 92/04/29 350pp 61503 001- 
61583 333 

9205190214 Revised page 45 of Capistrano Unified School District Plan 

• Southern California Edison Co 92/05/05 3pp 61740 134 01740 136 

9205200320 Forwards Rev 36 to physical security plan Rev withhold (ref 10CFR73 21) 
KRIEGER.RW Southern California Edison Co 92/05/12 Document Control Branch 
(Document Control Desk) Ip 6 1 760 31 2-61 760 31 2 

9205260048 Revised EP IPs. Including TCN 2-1 to Rev 2 to S0123-Vm.0 200JCN 5-6 to 
Rev 5 to sot 23-VI 11-1 0.TCN 1-5 to Rev 1 to S0123-Vm-10 1 & TCN 0 3 to Rev 0 to 
S0123-VIII.10 2W/920610 Hr, 

PLAPPERT.RO Southern California Edison Co 02/05/18 176pp 61812,001- 
61812 231 

9206270184 Forwards 920422 FEMA final oxordso Ur & 011023 FEMA final exercise 
rept No deficoncles were observed during oxorclse Twenty-four areas requiring cor- 
rective actions identified 

REESE, J H Region 6 (Post 820201) 92/05/18 RAY.H 0 Southern California Edison 
Co ip 61763 137-61783 208 

-92QS190198 Forwards 920422 Ur from 0 Kwialkowski of FEMA, transmitting final exer- 
cise rept tor 911023 exorcise at plant No deficiencies idantifiod.however 24 areas re- 
quiring C/A Identified 

ERICKSON, R A Emergency Preparedness Branch 92/04/30 REESE, J Region 5 
(Post 820201) 2pp 61763 130-61763 208 

-9205190204 Forwards final rept for 911023 exorcise of offsito radiological emergency 
response plans site specific to plant No deficiencies observed, howover.24 areas re- 
quiring C/A identified Concludes that EP at pi ant .adequate 

KWfATKQWSKI,D Federal Emergency Management Agency 92/04/22 CONGEL.F J 
Division of Radiation Protection & Emergency Preparecness (Post 870411) Ip 
61763 139-61763 139 

-9205190208 "Exorcise Evaluation Ropl.Off-SHe Radiological Emergency Plans & 
Preparedness.San Onofro Nucfoar Generating Station, 91 1023 " 

* Federal Emergency Management Agency 01/10/23, 73pp 61763.140 61763*208 


1. Financial Information 

9205200144 Forwards cosh How statement for yr ending 911231 & annual rept to SEC 
for yr ending 011231 

ULBR1CHT,TM Southern California Edison Co 92/05/12 Document Control Branch 
(Document Control Desk) 47pp 61 784.208-61 784 334 


P. Operating llconsa stage documenta A correspond a nee 

9205040167 Requests temporary waiver of complianco from TS 3 0 3 w/o fully comply- 
ing w/TS 3 3 1 re safely Injection sys & containment spray ays for 72 h to avoid shut- 
down wtiile repairing solenoid valve SV-2900 In Si sys 

KRIEGER.RW Southern California Edison Co 02/04/20, MARTIN.J0 Region 6 
(Post 820201) 6pp. 81550 365 61660 359. 

9205040247 Forwards fitness for duty program contacts listed on program performance 
ropts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIQHT.J Information 8 
Records Management Branch (Post 890827) 4pp. 61663,326 61663.329 

9205070143 Forwards SE concluding that pr^oaed design of RVLIS & mods of GET 
meet requirements of NUREG-0737,ltem II F 2 & are acceptable for Implementation, 
BRADFUTE,J 0 Project Directorate V. 92/04/23. nAY,H B Southern CaUfornlo 
Edison Co 4pp, 61603 334-81603.355 

-9206070 151 Safety evaluation accepting plana for implementation of requiromonts of 
NUREQ-O737,il0m II.F.2, "Inadequate Coro Cooling tnatrumontation '* 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/04/23 18pp, 
61603.338-61603:355 

9208060073 Informs that 920420 request for temporary relief from TS 3 3 1 to allow 
c^pnllnued opefallon of unit 1 while effecting repairs on valve position indication for 
SV-2900 granted for 24 h. 

ZIMMERMAN.R P Region 6 (Post 820201). 92/04/24. KRIEGER.RW, Southern Call 
fornla Edison Co. 9pp 61656*268 61556 260. 

9205040220 Forwards Amend Application 205 to License DPR-I3,changin9 TS Section 
3 0 re moderator temp co0fllciont,3,3,3 ro min boron concenlratlon Jn RWST & SI 
lines & 3,5 2 re control rod insertion limits for consistency. 

RAY.H B Southern California Edison Co. 92/05/01 Document Control Branch (Docu- 
ment Control Desk). 2pp. 61664*240-61664.270 


-0205040222 Amend Application 205 to License DPR-I3,changlng TS Sections 3 9 re 
moderator temp coefflcienl.S 3 3 ro mm boron concentration in RWST & SI lines & 
3 6 2 re control rod insertion limits for consistency 

RAY.H B Southern Catiforma Edison Co 92/05/01 1 1pp 61564 242-61564 845 

-9205040224 Proposed TS Sections 3 9 re moderator temp coofficiont,3 3 3 re min 
boron concentration In RWST & SI lines & 3 5 2 re control rod Insertion limits 

* Southern California Edison Co 92/05/01 iDpp 61664 246 61564 270 

9205050019 Forwards Amendr^ient Application 204 to License DPR 13, changing TS 
Section 4 4 ro holes in crankshafts & cracks being inspected within 50 start-stop 
cvclos 

RAY.H B Southern California Edison Co 92/05/01 Document Control Branch (Docu- 
ment Control De^k) 3pp 61611 176 61611 247 

-920SOS0095 Application for amend to license DPR 13, changing TS Section 4 4 ro 
holes in craftshafts & cracks to bo inspected within 50 start-stop cycles 
RAY.H B Southern California Edison Co 92/05/01 9pp 61611 178-61611 167 

-9205050045 Proposed TS Section 4 4 re changes retaining roquiremonls to insp 
crankshaffs 

* Southern California Edison Co 92/05/01 60pp 61611 186 61611 247 

9205150240 Solicits interest in NRC sponsored workshop on subject of current licensing 
basis to be held in Rockvilte.MO on 920623 24 Requests recommendations for spodf- 
ic panel discussion topics by 020516 

FIElDS.M.B Project Directorate V 92/05/04 RAY.M B Southern Oaliforr^ia Edison 
Co. GUILES, E A San Ologo Gas & Etoctric Co 6pp 61683 001 61683 006 

9205280051 Requests tomperary waiver of compliance from TS 3 3 1, "Safety Injection 
Sys S Confainmenf Spray Sys - Operating Sfafus" to avoid unnecessary power roduc 
tion while repairing nitrogen leak in valve actuator HV-852B 
KRIEGER.RW Soulhorn California Edison Co 92/05/13 MARTIN.J B Region h 
(Post 820201) 5pp 61084 326-61664 330 

9205180249 Advises that response to Generic Ltr 02 01, "Reactor Vessel Structural In 
legrily" will not bo submitted at present time based on util plans to permanently shut 
down facility 

ROSENBLUM.RM Soulhorn California Edison Co 92/05/15 Document Control 
Branch (Document Control Desk) 1p 01717 359 61717.359 

9205290118 Forwards amend 145 to license DPR-13 & safety evaluation Amend rn 
vises RETS in accordance w/ generic Itr 89 01, allowing implementation of program 
matic controls for RETS & REMP in AC Section of TS & relocation of procedural do 
tails 

KALMAN, G Project Directorate V 92/05/15 RAY.H B Southern California Edlann 
Co 5pp 6179B 001-61708 082 

-0205290132 Amend 145 to license DPR-13,rovising RETS in accordance w/ generic Ur 
89 01. allowing Implementation of programmatic controls for RETS & REMP in AC 
Section of TS 8 relocation of procedural details to ODCM or PCP.as appropriate 
QUAY.TR Project Oiroclorato V 92/05/15 73pp 61796 006 61790 078 

-9205290138 Safety evaluation si^porling amend 145 to license DPR-13 

* Olfico of Nuclear Reactor Regulation, Director (Post 870411). 92/05/15 4pn 
61796 079 61708 062 

9205200130 Fonivards nonpropnolary WCAP-13347 & propriolary WCAP- 13346, "Snn 
Onofre Nuclear Generating Station - Unit 1 Main Stoamlino Break Analysis for Revised 
Moderator Density CoeffIcTenta " Proprietary rept wilhheld 

ROSENBLUM.RM Southern California Edlsor^ Co 92/05/10 Document Control 
Branch (Document Control Desk) 4pp. 61743 029 61743 088 

-9206200133 Requests that WCAP-13346, "San Onofro Nuclear Gonorating 
Station, Unit 1 Main Steamline Break Analysis for Revised Moderator Density Coofli* 
dents," bo withhold from public disclosure, per 10CFR2 790 
LIPARUIO.N J General Beclric Co 92/05/07 MURLEY.T Document Control Branch 
(Oocumertt Confrof Desk) 7pp 61743*033-6)743 039 

-9205200136 Nonpropriolary "San Onofro Nuclear Gen orating Station, Unit 1 Main 
Steamline Break Analysis for Revised Moderator Density Coofllcients " 

AMENT, G.Q , DOMINjCIS.D P . HONE.M J General Electric Co WCAP-1 3347 02/04/ 
30 50pp 61743 040 61743 088 

9205270124 Grants temporary waiver of compliance ro TS 3 3 1 to allow continued op 
eretion of facility while effecting repairs on nltrogon side of accumulator for actuator 
for valve HV 852B 

ZIMMERMAN.R P Reflion 5 (Post 820201) 92/05/18 KREIGER.RW Soulhorn Call 
fornla Edison Co 4pp 61763 355 61763 358 

9205290044 Notification of 920603 meeting w/ulll in Rockville, MD to discuss procure 
ment & commercial grade dedication programs at plant 

FIELDS.M0. Project Directorate V 02/05/21. QUAY.TR. Project Djreclorolo V, ?pp 
61707*336 61797 337. 

9206290311 Notification of 920602 mooting w/ulll in Rockville, MD to discuss Procure 
ment & Commercial Grode Dedication Programs. 

FIELDS.MB Project Directorate V 92/05/28 MURLEY.T. MIRAQLlA.f, 
RUSSELL.W NBC - No Detailed Affiliation Given 3pp 61799 241 61799 243. 


Q. Inspection reports, IE Bulletins & correapondence 


9205050152 Forwards insp repts 50 208/ 62-00 .50-3 61 / 92-09 5 50-362/92-00 oh 
920307*12 No vfofatfons noted 

MILLER, LF Region 5 (Post 820201). 92/04/17 RAY.H B Southern Californio Gdinon 
CJO 3pp. 61640.213 61540*229. 

-92Q50S0162 Insp reptS 50 206/92-09,50 361/92-00 & 50-362/02 Og on 920307-27 No 
violations noted Major areas Inspected, containment integrated leak rate test St follow 
up of licensee action on open Hems 

NARBUT.P Region 6 (Post 620201). 92/04/17. 11pp. 01540.216 61540 226. 



14 DOCKETED ITEMS 


6205130007 Forwards insp rapls. 50*206792-13,50-361/02-13 & 50 362/92-13 On 
920330 0403 No Violations noled 

VUHAS.GP R&glon 5 [Post 6202011 92/04/24 RAY.H B Southern California Edison 
Co 2pp 61651 001 61651 009 


-9205130058 Insp rcpts 50-206/92-13,50 361/92.13 & 50-362/92.13 on 920330- 
0403 No violations noled Major areas m spooled licensee program for periodic evatua- 
Iton ol public health & safety issues resulting from changes In population 
CHANEY,HD. YU HAS, <3 P Region 5 (Post B2O201) 92/04/24 Tpp* 61651 003- 
61651 009. 


9205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
Unlsolable Reactor Coolant Pressure Boundary Piping tnsida Conlalr^ment at Boilma 
Water Reactor*’ “ 

ROSSI, CE Oivhion of Operational Events Assessment (Post B70411) 92/06/06 
Consolidated Edison Co of New York, Inc 6pp 61667,349-61667 354 

920S(U0045 NRG tnfo Notice 92-036, “Intersyslem LOCA Outside Conlammenl " 
ROSSl.CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of New York. Inc flpp 61716001-61716009 

920-5040265 SuppI 1 to NRC Info Notice 92 016, **Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dramdown " 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of New York, tnc 4pp 61718 010-61718 013 


R. Periodic operating reports i related correspondence 


9205130147 Ack receipt of 920325 Ilf transmitting Rev 23 to modified security 
plan Changes consistent w/provislons of 10CFR50 54(p) & acceptable for Inclusion in 
plan 

JOYNER.JH Region 1 (Post 820201) 92/05/06 OPEKA,J F Northeast Nuclear 
Energy Co 4pp 61671 043 61671 046 

9205140282 Forwards Rev 34 to modified. amended security plan Rev withheld (rei 
10CFFi73 2Ub) ^2 790(a)) 

OPEKA.J F Connecticut Yankee Atomic Power Co OPEKA.J F Northeast 
92/05/07 Document Control Branch (Document Control Desk) 1p 61708*233- 
6 f 708,233 

9205260006 Commits to performing functional lest of UHF radio/ rep eater base station 
under conditions that simulate max plant noise levels.per NRC 911121 safety evalua- 
tions of new Tram B switchgear bldg & lOCFRBO.App R. 

OPEKA.J F Connecticut Yankee Atomic Power Co OPEKA.J F Northeast 
92/05/18 Documont Control Branch (Document Control Desk) 2pp 61780 357- 
61780 358. 


H, General correspondence 


9205139103 Comment supporting NRC program re elimination of requirements marginal 
to safety 

OPEKA.J F Northeast Utilities 92/05/04. MEYER.DL Regulatory Publications 
Branch 3pp 61651 159 61651 161, 


920504028 B "1991 Radiological Environ Monitoring Repi for SONGS Units 1 2 & 3“ W/ 
920430 Hr 

ROSENBLUW.R M. Southern California Edison Co 91/12/31 300pp. 61572 001- 
61572 349 

9205260158 Monthly operating rept for Apr 1992 for San Onofre Nuclear Generatino 
SlaUon,Unil 1 W/92a515 Hr “ 

VITTUM.SL. ORNELAS.R. Southern California Edison Co 92/04/30. epp. 
61812 287-61812 294 


S. Reportable occurrences, LERs & related correspondence 


I. Financial Information 


920S060062 “Connecticut Yankee Atomic Power Co 1991 Annual Rept " W/ 920423 Ur 
HAIGHT.DW Connecticut Yankee Atomic Power Co 91/12/31 17pp. 61596 260- 
61596 281 

9205180262 Discusses proposed acquisition of Public Sve Co of NH by NEUT & two 
pending amends to Seabrook OL related to matter Specific financial data roqueBled 
at 920311 meeting end 

ELLIS.W B , FOX.B M Northeast Utilities 92/05/13 TAYLOR. J M Ofc of the Execu- 
tive Director for Operations 7pp 61718 342-61718 340 


9205050318 NPDES noncompEiance notification on 9202 20, monthly sample at sewage 
ireatment plant exceeded permit limits for grease & oil On 920227,pH lovel at Mesa 
sewage irealment plan below allowed range Bicarbonate added for buffenng 
ORNELAS, R Southern California Edison Co 92/04/29 Document Control Branch 
(Document Control Desk) 4pp 61584 353-61584 356 


9205200277 Advises that on 9202 11, power level increased to 94 5% reactor thermal 
power Caused by increased heat transfer in SG due to removal of feedwater healer 
from SVC Reactor power level reduced to approx 90% Analyses end 
ROSENBLUM,RM Southern California Edison Cc 92/05/19 Document Control 
Branch (Document Control Desk) epp 61754-295 61764 302 


9205280028 PNO-V-92-016 on 920520.resulls of routine random drug les.! for licensed 
opefator,coniducteci on 9205 14, confirmed to be positive Access to plant protected 
area withdrawn on 920520. Press release not planned at present time 
NORDEHHAUG.L , GARCfA.E Region 5 (Post 820201) 92/05/20 Ip 61884 265- 


V. Operator Examinations 

9205110291 Notification of 920513 meeting w/ulil in Rockville, MO to discuss operator 
Irainlng pr^ram at facility re simulator 

BRADFUTCJ O Project Directorate V 92/05/01 QUAY,T R Project Directorate V 
2 pp 61778 001-61778 002, 

9205130106 Advises that individuals listed on end no longer have job responsibilitios & 
duties that require operator or senior operator license Licenses considered to have ex- 
pired, effective 920504 

KRIEGER*JW Southern California Edison Co. 92/06/07 Document Control Branch 
(Document Comro! Desk) 2pp 61 678 358-61678 359. 

9205180335 Forwards comments on reactor operator exam & senior operator exam ad- 
mmistered by NRC on 920427.al Montreal, Canada 

MORGAN.H E Southern Celifornla Edison Co. 92/05/08 MARTIN.J B Region 5 (Post 
820201) 300pp 61728 001 61728,316 


K Utility Final Safety Analysis Report (FSAR) & amends 

9205060187 Rev 5 lo USAR for Haddam Neck Plant W/920427 Hr 
OPEKA.J F Connecticut Yankee Atomic Power Co OPEKA.J F Northeast Utilitios 
92/04/27 200pp 61590 117-61590 331 


P. Operating Hcense stage documents & correspondence 

9204240063 Forwards safety evaluation re licensee reg guide 1 97 technical 
evaluation Requests status of remaining 12 instruments & technical justification tor de- 
viations from reg guide t 97 tachnicaf evaluation 

WANG,A Project Directorate 1-4 92/04/13 OPEKA.J F Connecticut Yankee Atomic 
PowOfCo 3pp 61515 001-61515 013 

-9204240199 Modifies previous tegal status of regulalory guide i 97, Rev 2 ro provi* 
sions of 1 0CFR50 49(b)(3) requiring environ qualification of certain post accident mon- 
itoring equipment 

JAKEL.EE Office of the General Counsel (Post 860701) 92/01/16 NEWBERRY.S 
Instrumentation & Control Systems Branch 6pp 61515 008 61515 013 

9205040247 Forwards fitness for duty program contacts listed on program performanco 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information! A 
Records Management Branch (Post 890827) 4pp 61563 326 61S63 329 

9205010109 Provides info rept re results of pressunzor safety valve lift setpoint verifica- 
tion testing conducted during 1991/ 1992 refueling outage 

MARTIN,! T Connecticut Yankee Atomic Power Co 92/04/23 Documont Control 
Branch (Document Control Desk) 3pp 61554 346 61554 348 

9205060138 Discusses systematic evaluation program VIM A 
WANG, A Project Directorate I 4 92/04/23 OPEKA.J F Connecticut Yankee Alomir 
Power Co 3pp 61692 294-61592 296 


DOCKET 60-213 HADDAM NECK PLANT 


F. Security, medlcaf, emergency & fire protection plans 


9205010200 Advi^Bs (hat access oulhonzalion program Implemented & became effec- 
tive on 920427 All elements of Reg Guido 5 66 (mplemonled per 10CFR73 66 
OPEKA,JF Connecticut Yankee Atomic Power Co OPEKA,JF Northeast Nuclear 
Energy Co, OPEKA.J F. Northeast Utilities 92/04/28 Document Control Branch (Doc- 
umenl Control Desk) 2pp 61649 346-61549:347, 

9205290247 “Connecticul Yankee Nuclear Power Plant Emergency Plan Exer- 
0156,920425-28 

* Connecticut Yankee Atomic Power Co 92/04/28 300pp 61792.001-61792329 

9205110137 Rev 6 to Emergency Plan Implementing Procedure EPIP 1 5 43, "Person- 
nel Radiation Exposure Control & Dosimetry Issue Dunng Nuclear Emereenicies “ 
OSfECKI.LM Connecticut Yankee Atomic Power Co 92/05/04 15pp 61650’273- 
61650 287. 


9205010131 Suppis 920410 Hr re status of ongoing assessment of circumstances sur- 
rounding recordkeepmo by plant equipment operators at Millstone & auxlliarv opera, 
tors at Haddam Neck Disciplinary action taken re Part 55 licensed operalore 
OPEKA.J.F Northeast Nuclear Energy Co OPEKA.J F Connociicul Yankee Alomln 
Power Co OPEKA.J F Northeast LHililles 92/04/28 MARTIN.T T Region 1 fPonr 
820201) 3pp 61547 345-61547 347 ^ 

9205010251 Forwards response to NRC 0201 16 Jtr transmitting SER A technical ovalua 
tfon rept re station blackout rule, consisting of info re foss of ventilation 
OPEKA.J F Connecticut Yankee Atomic Power Co OPEKA.J F Norlhoaat UtiliHna 
92/04/28 MURLEY.TE Office of Nuclear Reactor Regulation, DIreSof Po?l 
070411) 6pp 61554 340-61554 345 ' 

9205110017 Updates 891215 response to Generic Ltr 89-10 re safety related motor on 
Grated valve testing A surveillance, delineating commllments AH nocessarv lechn^rai 
Gloments to address generic Hr not yal in place ^ recnnrcai 

OPEKA.J F Connecticut Yankee Atomic Power Co OPEKA.J F. Northoaat Nuclaa^ 
EnergyCo OPEKA.J F Northeast Ulililies 92/05/04 Document Control Branch (Doc 
umenl Conlrof Desk) 3pp 81650 327 61650 329 


9205130091 Ack receipt of 920331 Hr transmilfing Rev 1 to safeguards conifngency 
plan Changes consHtent w/provJslons of 10CFR50 54(p) A acceptable for Inclusion m 
plan 

JOYNER, J.H Region 1 (Post 820201) 92/05/00 OPEKA.J F Northeast Nuclear 
EnergyCo 4pp 61606 322 61606325 


9205140009 SuppJs 920410 & 20 responses re status of ulil assessment of dreum 
stances concerning recordkeeping by plant equipment operators 
facilities Disciplinary actions administered based on discipline guideline matrix 
OPEKA,J F Northeast Nuclear Energy Co OPEKA.J R Conneciicul Yankee Atomir 
Power Co OPEKA.J F Northeast Ulifi ties 92/05/05 MARTINET Region i rpoS 


820201) 4pp 61700 351-81700 364 



DOCKETED ITEMS 15 


9205190284 Requests lhal licensee provide info for specific panof discussion topics & 
names of marnber of staff who will attend & participate as panel member for 920623 
24 current licansing basis workshop 

STOLZ.J F Project Directorafe t-4 92/05/05 OPEKAJ F Connecticut Yankoo Atomic 
Power Co OPEKA.J F Northeast Nuclear Energy Co 4pp 6171627561716278 

9205130080 Provides description of all App J mods performod during 1991 refueling 
outage & presents schedule for resolution of all outstanding App J issues Penetration 
mods required to permit LLRT to be performed w/air & nitrogen 
OPEKA,J F Connecticut Yankee Atomic Power Co QPEKA.J F Northeast Utilities 
92/05/07 Document Control Branch (Document Control Desk) 3pp 616G3 206- 
61 683 208 

9205130082 Application for amend to License DPR 61 .changing TS 4462 1 re oper- 
ational leakage & low temp overpressure protection to clarify bases for Spec 3/4 4 6 2 
ro qperalionat leakage 

OPEKA.J r Connecticut Yankee Atomic Power Co OPEKA.J F Northeast Utilities 
92/05/07. Document Control Branch (Document Control Desk) 4pp 61686 313 
61686 321 

--92051300Q3 Proposed TS 3/4 4 6 2 re operational leakage 

* Connecticut Yankee Atomic Power Co 92/05/07 5pp 61686 317-61666 321 

9205130216 Forwards amend 151 to license DPR 61 & safety evaluation Amend re- 
vises visual insp SR in TS 4 7 4 a, "Snubbers” & acceptance criteria in TS 4 7 4 b as- 
sociated w/snubbers 

WANG, A B Project Diroctorale I 4 92/05/08 OPEKA,J F Connecticut Yankee 
Atomic Power Co 2pp 61664 207 61664 221 

“9205130230 Amend 151 to license DPR 61. revising visual Insp SR In TS 474a, 
’'Snubbers" & acceptance criteria In TS 4 7 4 b associated w/snubbers 
STOLZ.JF Projccl Directorate 1-4 02/05/08 9pp 61664.209 61664 217 

“9205130237 Safety evaluation supporting amend 161 to license DPR-61 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 92/05/00 4pp 
61664 218 61664 221 

9205160163 Discusses proposed acquisition of Public Sve Co of NH by Northeast Utils 
& two pending amends to SeabrooK OL re acquisition Outage schedules on which ex- 
penditures & Budgets based listed 

OPEKA.J F Northeast Utilities 92/05/ 13 TAYLOR, J M. Ofc of the Executive Director 
for Operations 2pp 61716,305 61716 306 

9206260008 Commits to performing functional test of UHF radio/repeater base station 
under conditions that simulate max plant noise levels, per NRC 911121 safety evotua 
lions of new Train B switchgear bldg & lOCFRSO.App R 

OPEKA.J F. Connecticut Yankoo Atomic Power Co OPEKA,J F Northeast Utilities 
92/05/10 Document Control Branch (Documenl Control Desk) 2pp 61700 357 
61780 358 

9206270232 Forwards info required to support 920224 Amend 140 to Liconso DPR- 
61 .consisting of Rev 3 to "Soltwaro Requirements Spec" & Rev 2 to Procedure ST 
1 1 7-71, "Auxiliary Feedwater Sys Prooperational Tost " 

OPEKApJ F Connecticut Yonkeo Atomic Power Co OPEKA,J F Northeast Ulilillos 
02/05/10 Document Control Branch (Document Control Desk) 3pp 61031 186 
61031 341 

--9205270233 Rev 3 to "Software Requiromonis Spec " 

* Connecticut Yankee Atomic Power Co 02/04/06. 13pp 61031, 189-61031 202 

—9205270235 Rev 2 to Pfocoduro ST 11.7-71, "Auxiliory Foedwalor Sys Prooperational 
Teal " 

’ Connecticut Yankee Atomic Power Co 92/02/27 115pp 61031 203 61031*341 

92052B0271 Forwards SE accepting ox vessel dosimolry program to satisfy App H re 
quirements 

WANG, A Project Directorate I 4 92/05/19 OPEKA.J F Connecticut Yankoo Atomic 
Power Co OPEKA.J F Northeast Nuclear Energy Co, 3pp 61794 352*61794,350 

“92052802/2 Safely evaluation accepting ex vessel dosimetry program to satisfy App H 
requirements 

* Office of Nuclear Reactor Rogulallon, Director (Post 870411) 02/05/10 4pp 
61794 356 61794 350 

92Q5260270 Forwards final ropl, "Northeast Utils Independent Review Team Plant 
Eguipmer^t Operator Performance Concerns " 

OPEKA,J F Connecticut Yankee Atomic Power Co OPEKA.J F, Northeast Nuclear 
Energy Co. OPEKA.J F Northeast Ullluies 92/05/21. MARTIN,! T. Region 1 (Post 
820201), 2pp 61824.300 61024 358 

--920S2G0272 "Northeast Ullls Indopondertt Review Team Plant Equipment Operator 
Porformanco Concerns " 

CALLAGHAN, P, BRAY.MF, CASEY.DG NorlhooM Utilities 92/06/20. BOpp 
61024*302-61024 36B 


0. Inspection reports, IE Bulletins & correspondence 

9206060168 Forwards sys based inslrumenlalion & control Insp rapt 60-21 3//92-902 on 
920224-20 & 0309-1 3.0Gflcionc(ea noted Continued efforts In setpoint verification & 
design basis recon slilu don programs encouraged 

V/ARGA.SA Division of Reactor Projects ■ l/ll (Post 870411). 92/04/23 OPEKA,J.F. 
Connecticut Yankee Atomic Power Co 4pp 61681 205-61581*260 

“9205060172 Sys-based instrumontalion & control insp rept 60 213/92-902 on 920224* 
20 & 0309-13 Do ficlenci os notedMajor areas inspected design & configuration of so* 
lectod Instrumentation & control equipment 

JACOBSONj.B , NORKIN.DP, IMBRO.E.V Division Of Reactor Projects - I/ll (Post 
B70411}. 92/04/22 42pp, 61 SOI 209-61601-250 

9206140271 Forwards structural evaluation of Haddam Nock 8 Millstone Unit 3 pressuf* 
iier surge I me, considering effects of thermal Blrolilicolion.por NRC Bulletin OO- 
011. Proprietary porllons of analyses also end Proprietary portions withheld 
OPEKA,JF Connecticut Yankee Atomic Power Co. OPEKA.J F Northeast Nuclear 
Energy Co, OPEKA.J.F Northeast Utilities 02/05/01. Document Control Branch (Doc- 
ument Control Desk). 3pp 61714 002 61714 126 


“9205140276 Requests that proprietary info on surge line transients w/ slalifrcation for 
Haddam Nock Plant be withhold (ret 10CFR2 790J 

LIPARULA.NJ Weslinghouse Electric Corp 92/04/29 MURLEY.T Document Control 
Branch (Oocumanl Control Desk) 7pp 61714 005 61714 01 1 

--9205140281 Requests that proprietary info on surge line transients w/ stratification for 
Millstone Unit 3 be withheld (ref 10CFR2 790) 

LIPARULA,NJ Westinghouse Eloclnc Corp 92/04/29 MURLEY.T Document Control 
Branch (Document Control Desk) 8pp 61714 012 61714 019 

--920514O2B5 "Structural Evaluation of Haddam Neck Prossurizer Surge 
Lino, Considering Effects of Thermal Stratification " 

LIU.TH . GRAY.M A . NG.C Westinghouse Electric Corp 92/03/31 54pp 61714 020- 
61714 073 

-9205140290 "Slfuctural Evaluation of Millstone Unit 3 Preasurizer Surge 
Lmo.Considaring Effects of Thermal Stratification " 

LIU.T H . GRAY.M A , VALASEK.L M Westinghouse Electric Corp 92/03/31 53pp 
61714 074 61714 126 

0205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion In 
UniSQiablo Reactor Coolant Pressure Boundary Piping Inside Conialnment at Bolling 
Water Reactor " 

ROSSI, CE Division of Operational Events Aseoasmonl (Post 070411) 02/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61667 349-61667 354 

9205010046 NRC Info Notice 92 036, "Intorsystom LOCA Outside Conlainmonl *’ 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61718 009 

9205040265 Supp] 1 to NRC Info Notice 92-016. "loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718 010 61710 013 

9205280016 Notillcatlon of significant licensee mealing 92-72 w/util on 920611 to dis- 
cuss mgt meeting ra recent refuating outage activities & operator parformanco issues 
raised (n 8ALP 90 09 

DOERFLEtN.L Region 1 (Post 020201) 92/05/07 Region 1 (Post 820201) 3pp 
61761 020 61751 022 

9205130215 Forwards amend 151 1o license DPR-61 & safety evaluation AmonU re- 
vises visual Insp SR In TS 4 7 4 a. "Snubbers” & acceptance criloria in TS 4 7 4 b as- 
soclatod w/snubbers 

WANQ.AB Project Oircclorato 14 92/05/00 OPEKA.J F Connecticut Yankee 
Atomic Power Co 2pp 61664 207 61664 221 

“9205130230 Amend 161 to liconse DPR 61 .revising visual insp SR In TS 4 7.4 a, 
"Snubbers" & acceptance criteria In TS 4 7 4 b associated w/snubbera 
STOLZ.JF Projocl Dlrectorato U 02/05/08 9pp 61684*209 61664*217 

9205100003 Responds to NRC 920417 Ur ro violations noted In Insp Repl 50 213/92- 
04 Corraclive actions disconnected wire in sve air comprossor immediately evaluated 
& returned to correct configuration per plant drawings 

OPEKA,JF Connecticut Yankoe Atomic Power Co OPEKA.J F Northeast Utilities 
92/05/06 HEHL.CW Region 1 (Post 620201), 7pp 61736,310 61736 316 

9206180268 Forwards "Insorvlco Insp 1991 Outago Summary RepL" 

STETZJP Conneciicul Yankee Alomic Power Co 02/05/13. Documenl Control 
Branch (Document Control Desk) Ip 61715 109 61716 089 

--9205180313 "In service Insp 1901 Outage Summary Ropl " 

WEST.RA, DENNY, M. DEUWRENCE.J L Connecticut Yankoo Atomic Power Co 
92/05/31 250pp 61715 110 61716089, 

9206270031 Forwards insp rept 60*213/02-05 on 920316 23 & notice of violation 
BLOUGH.AR. Region 1 (Post 020201) 92/05/19 OPEKA.J F, Conneciicul Yankee 
Atomic Power Co 3pp 61762 049 61762071 

“9205270044 Notice of violation from insp on 920318 23 Violation noted corrective ac- 
tions for repolitlvo failures of Contromalics typo Cl valve unlimoly & Incomploto.MP for 
valve disassembly & reassembly not written 
• Region 1 (Post 020201) 02/05/19 Ip. 61762052 61762 052 

“9205270069 Insp rept 50 213/92 OS on 020316 23 Major areas inspected liconsoo re 
sponso to failures of Cl valves supplied by Contromatics.lnc 
OOERFLEIN.lt. Region 1 (Post 620201). 92/05/10 I9pp 61762053-61752071. 

920S2700B3 Forwards Insp ropl 50 213/92-08 on 920311-0419 No violations 
noted Facility operated In safe & conservalive manner. 

BLOUGHpAR. Region 1 (Post 820201) 92/05/10 OPEKA.J F Conneciicul Yankee 
Atomic Power Co 3pp 61763 239 81763 332 

“9205270092 Inap rept 60 213/92 06 on 920311 0419 No violations noted Major aroa 
ioapectod residont insp of plant operations, radiologlct 
controts,malnt,8urvo|ilancoJlcQnsee seU-assossment & poriodic ropts, 

DOERFLEIN.lt. Region 1 (Post 820201) 02/05/19 90pp 61763 242-61763 332 


R. Periodic operating reports & related correspondence 

9206220214 "Haddam Nock Plonl Draft Effluent & Wasto Disposal Annua) Rept ft 
1090,'" W/920518 Hr 

OPEKA.J F Connecticut Yankee Atomic Power Co. OPEKA.J F Norlhoast Ulildio 
90/12/31. TICHLER.JL Brookhaven National Laboratory. 40pp, 61700 07 
61760.116 

9206060261 "Annual Radiological Environmental Operating Rept Jan-Doc 1991 '* V\ 
920426 Hr, 

OPEKA,JF Connecticut Yankoo Atomic Power Co OPEKA,J,F Norlhoast Ulllllie 
91/12/31. 104pp. 61617*245 61517*347 

9205190342 Forwards monthly operating rept for Apr 1992 for Maddam Nock Plant 
re^4sod root (or Mar 1992 

STETZ.JP. Connecticut Yankoo Atomic Power Co 92/05/15 Document Conir 
Branch (Document Control Desk) Ip 61764*309 51764*310 
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operahng rept for April t992 for Haddam Neck Plant 
fii 7 RA?iR ^ Connecticut YanVoo Atomic Power Co 92/04/30 Opp 61764^310- 


***r9ac?or^c(^lant dafa* operating lept for Mar 1992 for Haddam Plan, revising 

" Conneclicut Yankee Atomic Power Co 92/03/31. ip 61764 31 &.6 1764 319 


S Reportable occurrence»i LERs ■& related correapondence 

9205100307 lER 91'023'01 on 911009 & lO.dotermined that analyzed eddy current 
esling data placed SG 2 into C-3 category Caused by having more than 10% ol total 
dMradalion removed by plugging W/ 9 2051 4 tlr 
STET2.jp Connecticut Yankee Atomic Power Co. 92/05/14 
Spp 61766 122 61768 127 

9205270Q49 LER 92 01 1-00 on 9 204 15. postulated loss of offsite power 
occurred Caused by transmission gnd Instability On going engineering study to ovalu- 
transmission sys changes Volant mods in progress W/920S 16 Hr. 
RiflDQ ^ Connecticut Yankee Atomic Power Co 92/05/15 Spp. 

D loBo 077-01 6^8 OB \ 

9205290216 LEFt 92>0i12 OOon 02O425,servtca water fillers declared inoperable Caused 
by excessive silt suspension in CT River due to heavy rains Engin earing evaluation to 
potential design changes initialecl W/920521 Itr. 

STETZ.jp Connecticut Yankee Atomic Power Co 92/05/21 4pp 
61 946 115 61946 118 


V. Operator Examinations 


9205010131 Suppls 920410 Ur re status of ongoing assessment of circumstances sur- 
rounding recordkeeping by plant equipment operators at Millstone & auxiliary opera- 
tors at Haddam Neck Disciplinary action taken re Part 56 licensed operators 

^ Northeast Nuclear Energy Co 92/04/28 MARTlN.T.T Region 1 (Post 
820201) 3pp 61547.345-61547 347. 

9205190319 Provides update to plant-speciftc nuclear training manuals Manuals are 
used to augment classroom, simulator & on-tha Job instruction in various operator train- 
ing programs W/o ends 

OPEKA.JF Connecticut Yankee Atomic Power Co OPEKA,JF Northeast Nuclear 
Energy^ OPEKA.J F Northeast Utilibes 92/05/12 Document Control Branch (Doc- 
ument Control Desk) 2pp 61733 320 61733 321 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


P. Security, medical, emergency & fire protection plans 


9205940069 Forwards safety insp rept 50 219/92 04 on 920223 0328 & notice of 
violation Enforcement conference scheduled tor 920430 Util expected to address 
compliance w/other portions of TMt Action Plan imposed by order 
HEHL.C W. Region 1 (Post 820201) 92/04/21 BARTON.JJ General Public Utilities 
Corp - GPU Service Corp 3pp 61512 271-61512 303 


-■9205040094 Insp rept 50-219/92-04 on 920223-0328 Violations noted Major areas 
inspected plant operalions,radial!on protection, maml & surveillance.engir^eering & 
technical support, emergency preparedness & secunty 
RULAND.W.H Region 1 (Post 820201) 92/04/17 26pp 61512 276 61512 303 

9205040274 Responds to unresolved items noted in Insp Rept 50-219/92-02 Corrective 
actions committee formed to ensure that quality of EOPs maintained & flow chart writ- 
ers guide expected to bo finalized by end of Second Quarter 1992 
BARTON, JJ General Public Utilities Corp - GPU Service Corp 92/04/24 Document 
Coalfol Branch (Document Control Desk) 3pp 61595 324-61595 326 


9205010030 Notification of 920511 meeting w/util m RockvilIe.MD to discuss rev 6 to 
plants emercency plans 

HERNAN.RW Project Directorate I 4. 92/04/28. STOLZ.JF Protect Directorate 1-4 
3pp. 61516045 61516 047 


920 S 080145 Ack receipt of 920304 Itr transmitting Rev 29 to security plan Changes con 
si stent w/ provisions of 10CFR5O 54Cp) & acceptable tor inclusion in plan subj to modi 
Mng secUons for agreement w/Reg Ggida 566. 

jrOY^NER,JH Region 1 (Post 820201) 92/05/01 SARTON.JJ General Public Utili- 
ties Corp - GPU Service Corp 3pp. 61665008-61665.010 

9205080150 Ack receipt of 920227 Itr transmitting Rev 0 to security training & qualifica- 
Uon plan Changes consistent w/ provisions ol 10CFR50 64(p) & acceptable for Inclu 
slon in plan 

JOYNER, JH RegEon 1 (Post 620201) 92/06/01 BARTON, JJ General Public Utili- 
ties Corp - GPU Service Corp 3pp. 61665 015-61665 017 

9205270008 Forwards updated results of evaluation re evacuation time estimates based 
on 1090 census data, per 911004 application tor amend to License OPR -16, extending 
duration of OL to 40 yrs from date of issuance of full power OL 
BARTON, J J General Public Utilities Corp - GPU Service Corp 92/05/19. Document 
Control Branch (Document Control Desk) Spp 61830 097-61830 0 99 

9205280045 Rev 0 (o procedure 8000 IMP 1720,01, "Emergency Public Info Implement- 
ing Procedure " W/920520 Hr 

* General Public Utilities Corp - GPU Service Corp, 92/05/20 19pp 61884 210- 
61684 226 


H. General correspondence 


9205030062 Comment supporting BWROG comments on draft NUREQ 1449, "Shut- 
down & Low Power Operation at Commercial Nuclear Power Plants in US ” 

KNUBEL^J General Public Utilities Corp. - GPU Service Corp 92/04/29. Regulatory 
Publications Branch Ip 61591 051 61591*051 


I. Financial Information 

9205010210 "Geaeral Public Utilities Corp 1991 Annual Hept” W/920427 Itr 
KUHNS.W G . LEVA,J R . BROUGHTON, T G General Public Utilllias Corp - GPU 
Service Corp 91/12/31 104pp, 61563 045-61563 148 


P. Operating license stage documents & correspondence 

9205010185 Forwards non-radlological environ Input to facility NGS OL extension 
WEISS.S H. Non Power Reactors, Decommissioning & Environmental Proj Dir 

(901216-920516) 92/04/14 STOLZ.JF Division of Reactor Projects • I/ll (Post 

870411) 2pp 61516 296 61516 298 

-920S010248 Non radiological environ input to plant environ assessment for OL 
extension Extension of OL by 4 yrs & 4 months would not adversely affect environ 
WElSS.SH Non Power Reactors, Decommissioning & Environmental Proj Dir 

(901216 920516) 92/04/14 Ip 61616 298-61516 298 

9205040247 Forwards fitness for duty program contacts listed on program performance 
replg 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp 61 563 326 61 563,329 

9205110170 Forwards request for addl info re util request to extend duration of OL to 
40 yrs from date of Issuance of full power license Info requested within 30 days ol Ur 
DROMERICK,AW Project Directorate 1-4 92/04/29 BARTON, JJ General Public 
Utilities Corp • GPU Service Corp 3pp 61654 278 61654 280 

9205070178 Requests expedited review of TS Change Request 161 re containment 
spray sys auto-start logic deletion 

TOSCH,K Energy. Dept of 92/04/30 Document Control Branch (Document Control 
Desk) 2pp 61623*317-61623 318 

9205190328 Forwards environ assessment & finding of no significant impact re license© 
900215 submittal requesting license amend to revise TS to permit no limitation on 
number of inoperable position indicators tor nine ASME code safety valves 
DROMERtCK,AW Project Directorate 1-4 92/05/05 BARTONJJ General Public 
Ulililjes Corp - GPU Service Corp 2pp 61718 194-61718 199 

-9205190331 Environ assessment & finding of no significant impact re licensee 900215 
request for license amend to revise TS to permit no limitation on number of inoperable 
position indicators for nine ASME code safety valves 
• Project Directorate 1-4 92/05/05 4pp 61718 196 61718 199 

9205260056 Solicits interest to attend workshop on current licensing basis on 920623- 
24 (n Rockville, MD 

STOLZ.JF Project Directorate 1-4 92/05/05 BARTON, JJ General Public Utilities 
Corp - GPU Service Corp 3pp 61705 248-61785 250 

9205180220 Informs that NJ Dept of Environ Protection & Energy Bureau of Nuclear 
Engineering (GNE) reviewed util 920327 TS Change Request 207 re standby liquid 
control sys surveillance & BNE has no comments 

TOSCH.K. New Jersey. Stale of 92/05/07 Document Control Branch (Documanl 
Control Desk) ip 61717 355-61717 356 

9205200299 Notification of 920518 meeting w/util in Rockville, MD to discuss util inten- 
tion to revise facility procedure for calibr of nuclear instruments allowing for corroction 
factor for fouling of mam feedwater flow venturis 

HERNAN.R W Project Directorate 1-4 92/05/08 STOLZ, J F Project Directorate 1-4 
3pp 61742 274-61742 276 

9205260201 Forwards amend 158 to license DPR-16 & safety evalualion Amend re 
vises TS to permit no limitation on number of inoperable position indicators for nine 
ASME code safety valves during power operation 

DROMERICK.AW Project Directorate 1-4 92/05/12 BARTON.JJ Gerteral Public 
Utilities Corp - GPU Service Corp 2pp 61773 194-61773 206 

-9205260202 Amend 158 to license OPR- 16. revising TS to permit no limitation on 
number of inoperable position Indicators for nine ASME code safety valves during 
power operation 

STOLZ, J F Project Directorate 1-4 92/05/12 6pp 61773 196 61773 201 

-9205260205 Safety evaluation supporting amend 150 to license OPR-16 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/12 5 dd 
61773 202 61773 206 

9205220193 Notification of 920528 meeting w/util in Rockville, MD to discuss matters ro 
Oyster Creek RV Charpy USE analysis 

DROMERICK,AW Project Directorate I 4 92/05/19 STOLZ.JF Project Directorate 1- 
4 3pp 61757 322-61757 324 

9205270008 Forwards updated results of ovaluation re evacuation lime estimates based 
on 1900 census data, per 911004 application for amend to Licenao DPR-16 extending 
duration of OL to 40 yrs from dale of Issuance of full-power OL 
BARTON.JJ General Public Utilities Corp - GPU Service Corp 92/05/19 Document 
Control Branch (Document Control Desk) 3pp 61830 097-61830 099 


Q. Inspection reports, IE Bulletins & correspondence 


9205040005 Ack receipt of 920403 Itr Informing NRG of steps taken to correct violations 
noted in insp rept 50 219/92-05 

JOYNER, JH. Region 1 (Post 820201) 92/04/17 BARTON.JJ. General Public Utili- 
ties Corp - GPU service Corp 4pp 61512*047-61512 052 

92O5^O«O90 Ack^rece^p^o^^^^^^ Itr Informing NRC of steps taken to correct violations 

WENZINGER.EC Region 1 (Post 820201) 92/04/17 BARTON.JJ General Public 
Utilities Corp -GPU Service Corp 2pp 61512308 61512312 ruuiic 

9205040089 Forwards safety insp rept 50-219/92-04 on 920223 0320 & notice of 
violation Enforcement conference scheduled for 920430 Util expected to address 
compliance w/other portions of TMI Action Plan imposed by order 
HEHL,CW. Region 1 (Post 020201). 92/04/21 BARTON.JJ General Public Utililles 
Corp - GPU Service Corp 3pp 61612 271-61512.303 



uu^rvcicLF iii=.iv]^ 


-9205040091 Nolice of vtolalion from msp on 920223*0328 Violation noted written pro- 
cedures not adoqualaly established & impismentod 
‘ Region 1 {Po8lB2020l) 92/04/21 2pp 61512 274-61512 275 

-9205040094 Insp rept 50 219/92-04 on 920223 0328 Violations noted Major areas 
inspected plant o per aliens, radiation protection, maint & surveillance, eng mooring & 
technical support, emergency preparedness & security 
RULAND.WH Region 1 (Post 820301) 92/04/17 26pp 6151227661512303 

9205040274 Responds to unresotved items noted In Insp Rept 50 219/02-02 Corrective 
actions committee formed to ensure that quality of EOPa maintained & flow chart wnl- 
ers guide expocted to be finalized by end of Second Quarter 1992 
BARTON,J J -General Public Utdilies Corp - GPU Sorvico Corn 92/04/24 Document 
Conlrcl Branch (Document Control Desk) 3pp 81595 324-61595 326 

9205080004 Forwards summary of 020323 mgt meeting In King of Prussla,PA re notice 
of violation contained in Insp Rept 50-219/91-29 covering recirculation loop isolation 
event V^lewgraphs end 

HODGES,MW Region 1 (Post 020201) 92/04/29 BARTON, JJ General Public Uni- 
ties Corp - GPU Service Corp 1Bpp 61648 343-6164B 360 

9205130306 Forwards COE 030992 01 OC, "InvQsligativo Rept " Rept provides findings 
of first phase of investigation into allegations of falsification of certain rxuclear plant 
operator log & tour ropts 

BARTON,J J General Public Utilities Corp - GPU Service Corp 02/05/05 Document 
Control Branch (Document Control Desk) 2pp 61674 183-61674 236 

—9205130307 "Invosligativa Rept " 

• General Public Ulilllles Corp - GPU Service Corp COE 030992 01 OC 92/05/05 
62pp 61674185 61674 236 

9205210217 Notification of contract execution, Task Order 64, to "Electrical Oistnbutlon 
Sys Functional Insp Oyster Creek " Contractor AECt Technologies 
MANN,R Division of Contracts & Property Management <Post 890205) FIN L-1 527-2 
92/05/05 SCHWINK,WS Program Management, Policy Development & Analysis 
Staff (Post 870411) THOMAS.be NRG - No Detailed Affiliation Given Ip 
61756 270 61756 272 

-920S210218 Ur contract NRC-03-00 031,awordjng Task Order 64, to "Eleotricpl Oiatri 
but Ion Sys Funclional Insp - Oyster Crook " 

SCOTT.M L Contract Administration Branch 1 (Post 900603) FIN 1-1527*2. 02/0^/ 
04 SHIFTLETT.DR A ECL Technologies 2pp 81758 271 61756 272 

9205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion in 
Unisofable Reactor Co-olant Pressure Boundary Piping Inside Conlainmont at Bolling 
Water Reactor *' 

ROSSkCE Division of Oporalionn! Events Assessment (Post 870411) 02/05/06 
Consolidated Edison Co. of Now York, Inc 6pp 61667 349 61667 354 

9205010045 NRC Info Notice 92 03Q, "Intorsystem LOCA Outside Containrnont '* 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 02/05/07 
Consolidated Edison Co of New York, Inc 9pp 61710 001 61718009 

9206040265 Supp1 1 lo NRC Info Notico 92 016, "Loss of Flow from Residual Heat Ro- 
moval Pump During Refueling Cavity Dramdown '* 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718 010 61710 013 

9205140008 Discusses Insp rept 50-219/92-04 on 020223 0320 & forwards notice of 
viofafion 

HEHL,CW Region 1 (Post 820201) 92/05/08 BARTON, JJ Qonoral Public UlIHUas 
Corp - GPU Son/ice Corp 9pp 61663 014-61663 030 

-92O514D019 Notice of violation from insp on 920223 0328 Violation noted adequate 
main! & testing of TSC ventilation sys not conduclod since completion of const of 
TSC 

• Region 1 (Post 820201) 02/05/08 14pp 61663 017 61663.030 

9205200273 Forwarda COE 030992 01 S OC, "Investigation Rept" Rept discussoa 
second phase of investigation into alleged falsification of certain nuclear plant opera- 
tor log & tour ropts. 

BAnTON,JJ General Public UtHlllos Corp - GPU Service Corp, 92/05/13. Document 
Conirel Branch (Document Control Desk) 2pp 81754 306 61754 324, 

--9205200276 "Investigation Rept " Rept provides info for second phase of fnvostigaHon 
Into alleged falsification of operator log & tour ropts at plant 

• Genera) Public Utilities Corp - GPU Service Corp COE 030992-01 S OC. 02/05/13 
17pp. 61754*308 61754.324 

9205220200 Forwards rept ol Investigation Into alleged falsification of cortaln puclear 
po wo^gl an operator tog & tour repls & key to alpha designatlons.EncI W'lntioW (r®f 

BARTON, JJ. General Public Utilities Corp - GPU Service Corp 02/06/13. Dooumont 
Control Branch (Document Control Desk) 1p. 61799 360 61799*360. 

9205210089 Ack receipt of 920424 Itr informing NRC of stops taken to correc) violations 
noted in Insp rept 50-219/92-02 on 920225 

BETTENHAUSEN.L Region 1 (Post B20201). 92/05/18 BARTON^JJ. General Pujiflc 
UlllUIes Corp. • GPU Service Corp. 2pp 61723*270-81723 282 

920S2 10265 Responds to violations noted In Insp Rept 50-21 0/02-0 4 Corrective 
action 8* temporary change Issued on 920306 w/ corrected number & description of 
breakers & change Included in Rov 46 to Procedure 308 

BARTON.JJ Qonaral Public Utilities Corp - GPU Service Corp 92/05/10 Docgiuont 
Control Branch (Document Control Desk) 3pp 61777 344 61777 346 


R. Periodic operating reports & related correspondence 

9285069126 "Oyster Croak Nuclear Generating Station 1991 Radiotogicat Epviron Moni- 
toring Rept " W/920427 Itr 

BARTON, JJ. General Public Utilltlos Corp. * GPU Servico Corp. 01/1fi/31. 160pp. 
81622 218 61623 027. 

92052 19251 Monthly operating rept (or Apr 1992 for Oyalor Crook Nuclear Genafplipn 
Station W/92051 6 hr. 

BRADLEY, E., fiARTON,J J General Public Utlhlies Corp. ■ GPU Service Cofp, 92/0^/ 
30. 7pp, 61777‘283-01777‘2B9 


S Reportable occurrences, LERs A related correspondence 

9205180055 Special Rept 92-02 on 9203?7.hro diesel pump 1 out of sve for more than 
7 days lo repfaco pump due to mergina) discharge pressure Caused by vatve seating 
problem Pump replacement expected to bo completed by 920504 
BARTON.JJ General Public Utilities Corp - GPU Service Corp 92/05/01. Document 
Control Branch (Documonl Control Desk) 2pp 61 739 326 61739 327 

9205070267 PN 0-1-92*022 on d20503,alert declared due to offsite (ires threatening plant 
switchgear Plant cooled down using isolation condensers Technical support clr & EOF 
activated & Region I staffed incident response clr 

BLOUGKR . VlTO.D Region 1 (Post 820201) 92/05/94 2pp 61662 073-61662076 

9205260148 Summary of operating reactors events moetina 92-00 on 920506 
CHAFFEEpAE Events Assessment Branch 92/05/15 ROSSIpC E Division of Oper- 
ational Events Assessment (Post 87041 1) 22pp 61773 207 61 773 228 

920S270251 LER 92-002 00 from 920323 0409.DG 2 out of sve for more than 7 days 
when DG failed to complete operability test Caused by broken component in 4,160 
volt output breaker Schedule for overhauling breakers under do velopmeni W/9 20510 
Itr 

MUNZING.LW. BARTON.JJ General Public UtihlioaCorp - GPU Service Corp 92/ 
05/19 6pp 61888 100-81688 105 

9205260167 LER 92 003-00 on 9204 20 .operator overlooked portion of slop in procedure 
to slop containment spray pump Caused by personnel error Procedural changes 
made,separadng multiple action statements In Involved procedure 8tep.W/'9aQ520 Itr 
CERVENKA.P, BARTON, JJ General Public Utifihes Corp - GPU Soivice Corp 92/ 
05/20 4pp 61814 160-61814 163 


V. Operator Examinations 

9205130306 Forwards COE 030992 01 OC, "Investigaiivo Rept" Ropt provides findings 
of first phase of Investigation Into allegations of falsification of certain nuclear plant 
operator log & tour rents 

BARTON.JJ General Public Ulilillos Corp. - GPU Service Corp. 92/05/05, Document 
Control Branch (Documem Control Desk) 2pp 61674 183 61674 236 

--9205130307 "InveatigQlwo Rept " 

* General Public Utilities Corp - GPU Service Corp COE 830092-01 OC 92/05/05 
62pp 61674105 61674*236 


DOCKET 60-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & lire protection plans 

9205010224 EPlPs lncluding.Rev 16 to EPIP S-EPP-2.Rov 23 lo S EPP-14 & Rev 11 lo 
S EPP-17 W/a2O420 Hr. 

WILCZEK.S.W.. DAHLBERQLA, MCCORWICK.MJ Niagara Mohawk Power Corp 
92/04/26 80pp 61540 101-61649179 


L Financial Information 

9205260191 Forwards "Niagara Mohawk Power Corp Annual Ropt 1091," "Rochester 
Gas 8 Electric Corp Annual Rept 1001," "New York Stale Electric & Gas Corp 1991 
Annual Rapi," "Cenlrol Hudson 19D1 Annual Rept" & "LILCO 1991 Annual Rept" 
WILCZ6K.SW Niagara Mohawk Power Corp. 92/05/20 Documenl Control Branch 
(Document Control Desk) Ip. 61976 001-61975 001. 

-f9SQ 5280 192 "Niagara Mohawk Power Corp Annual Rept 1091 " 

DQNLON,WJ, ENDRIES,J.M. Niagara Mohawk Power Corp 91/12/31 52pp 
81075 213 61076 264 

-9205280195 "Rochostor Gas 8 Eloctrto Corp Annual Rept 1901." 

KOBER.RW Rochester Gas & Electric Corp 91/13/31 56pp 61 076- 166 61976*21 2 

-9205290199 "New York Stale Electric a Gas Corp 1991 Annual Rept." 

CAnRIGG.J.A New York State Electric a Gas Corp 91/12/31. 46pp. 61976110 
61075155 

-9205280202 "Central Hudson 1901 Annual Rept " 

MACK.JE Central Hudson Gas & Eroclhc Corp 91/12/31 &2pp. 61976055- 

61076*109, 

-92062B0203 "LILCO 1091 Annual Ropt." 

CATACOSINOS.W Long lelandl Lighting Co 01/12/31 62pp 61075002-61976 054. 


P. Operating license stage documents & coriespondenco 

9205040247 Forwards fitness for duty program contacts listed on program pcrfoimanco 

kSup.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information A 
Flocorda Management Branch (Post 890827) 4pp, 61563*326 61563*320. 

9205010212 Forwarda application for amend to License DP R-6 3, reprising TS Section 
3.4 3/4 4.3 ro access control lo reaclgr bldg. 

BYLVIA.br Niagara Mohawk Power Corp, 92/04/24 Document Control Branch 
(Document Control Desk), 2pp 61648 320 61540 331 

-9205010218 Application lor amend to Llcor>sa DPR-eS.rovising TS 3 4 3/443 re 
access control to reactor bldg. 

SYLVIA.B R. Niagara Mohawk Power Corp. 92/04/24, Ip, 61546*322-61648*322. 

-M05010219 Revised TS 34 3/4 4 3 re access control to reactor bldg, 

* Niagara Mohawk Power Corp 92/04/24 9pp 61548323 61548:331 

92D5060171 Advises that util 920413 commitment re modifying control rod drive selec- 
lor switch dutlnn upcoming 1992 refuoling outage, considered acceptable. 
eRINKMAN.D.^ Project IJIroctorate 1-1 92/04/24 SYLVIA, B.R. Nlagera Mohawk 
Power Corp, 3pp 61668^330-01568.341. 



18 DOCKETED ITEMS 


9205200023 Requesls recconnendalioas lor pane^ dBscussion topics & nanias of staff at* 
tending & participaling iTt currant licensing basis workshop 

CAPRA, R A Projecl Directorate II 02/O&/O5 SYLVIA, BR Niagara Mohawk Power 
Corp 4pp 61732 353*61732 356 

9205180303 Requests lhat rghef request CIS RR-l be withdrawn for Nine Mile 
Poln1,uml 1 re disassembly & insp of six 3-inch check valves. 

TERRY, CO. Niagara Mohawk Power Corp 02/05^1 Document Control Branch 
(Document Control Desk) Ip 61717279 61717279 

9205210292 Forwards response to 920415 request far addi info re 920331 priority IS 
amend submittal List of GE recommendations re potentially uncoupled CRD 22-31 & 
graphic represenlalEon of core indicating location o1 control rod 22*31 end 
SYLVIA, BR Niagara Mohawk Power Corp 92/05/13 Document Control Branch 
(Document Control Desk) 7pp. 61760 343*61760.352 

“9205210294 Proposed TS LCOs. surveillance requirements & bases for Sections 311 
& 4 1 1 re control rod sys 

• Niagara Mohawk Power Corp 92/05/13 3pp 61760 350-61760 352 

9205290076 Provides comments on licensee draft TER, rev 0 to unit 1 ODCM Minor ad- 
ditions Si/or deletions to be made to TER listed in end 

HAYES, JJ Radiation Protection Branch 92/05/13 YOUNG, T E EG&G Idaho, Inc 
5pp 61791*357*61791 361 

9205 1903 5 B Notification of 920516 meeting w/util in Rockvi1le,MD to discuss proposed 
repairs to cracked valve bodies m emergency cooling sys condensate return linos & 
subsequent plant operations 

0RINKMAN,DS Project Directorate 1*1 92/05/14 MURLEY.T , MIRAGLIA,F, 

HUSSELL,W NRG - No Detailed Affiliation Given 4pp 61733 270 61733 273 

9205260045 Advises that 920325 Rev 7 to QA program consistent w/ provisions of 
10CFR50 54(a)(3) & acceptable 

BETTENHAUSEN.L. Region 1 (Post B20201) 92/05/14 SYLVIA,Bfl Niagara 
Mohawk Power Corp 2pp 61751 331*61751 332 

9205290163 Forwards amend 126 to license DPR 63 & safety evaluation Amend re- 
vises T$ to require administrative check of plant records to verify operability of redun* 
dant sys /component & makos administrative changes to delete superseded matt 
BRiNKMAN,DS Project Directorate 1*1 92/05/18 SYLVIA,BR Niagara Mohawk 
Power Corp 3pp 61797 343 61707 362 

-9205290175 Amend 126 to license 0 PR-63, revising TS to require administrative check 
ol plant records to verify operability of redundant sys/component & make changes to 
delete superseded matl 

CAPRA,flA Project Directorate 1*1 92/05/16 14pp. 61797 346 61797 359 

-9205290179 Safety evaluation supporting amend 128 to license DPR*63 
’ Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/18 2pp 
61797 360 61797 362 


O. Inspection reports, IE Bulletins & correspondence 

9205040110 Ack receipt of 920312 Hr informing NRG of steps taken to correct violations 
noted in Insp repls 50*220/92-05 & 50 410/92 05 

JOYNER, JH Region 1 (Post B20201) 92/04/21 SYLVIA.BR Niagara Mohawk 
Power Corp 4pp 61512 343-61512 353 

92D504Q0B7 Ack receipt of 920316 Itnnformmg NRG of steps taken to correct violations 
noted in Insp repts 50-410/91-24 & 50 220/91-24 on 911215*920104 
HEHL,CW Region 1 (Post 820201) 92/04/22 SYLVfA.B R Niagara Mohawk Power 
Corp 2pp 61515*212-61515 221 

-9205040075 Responds to NRC 920214 Ur re vrolations noted in insp ropl 50-410/92* 
24 on 911215 • 920104 Ck)rrect I ve actons disciplinary action has been taken against 
day crew foreman responsible for event in violation 

SYLVIA,BR Niagara Mohawk Power Corp 92/03/16 Region 1 (Post 820201) 6pp 
61515 214-61515 219. 

-9205040172 Affidavit oil BR Sylvia concerning aulhorization to sign & file documenis 
w/NRC 

SYLVIA, 8 R Ntagara Mohawk Power Corp 92/03/16 Commissioners (Post 750119) 
Ip 61515220 61515 221 

9205010009 NBC Info Noltce 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisol able Reactor Coolant Pressure Boundary Piping Inside Containment at Boihng 
Water Reactor *' 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61 667 354. 

4205010045 NRC Info Notice 92 036, "Intersystem LOCA Outside Conlainmeni ” 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61716 009 

2056 4 0265 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dram down.” 

RDSSf,CE Division of Operational Events Assossmerit (Post 870411) 92/05/07 
Consolidated Edison Co of New York. Inc 4pp 61718 010 61710013 

9205180303 Requests that relief request CTS-RR-1 be withdrawn for Nine Mile 
Point.unil 1 re disassembly & map of six 3 inch check valves 

TERRY.CD Niagara Mohawk Power Corp 02/05/11, Document Conirol Branch 
(Document Control Desk) tp 61717 279*61717.279 

9206190028 Forwards insp roots 50 220/92 13 & 50-410/92*16 on 920427*0501 No 
violations noted Radiological housekeeping problems continued to be identified at unit 
2 

JOYNER,JH Region 1 (Post 620201) 92/05/12 SYLVfA.B R Niagara Mohawk 
Power Corp 3pp 61705,347 61705 356 

-9205199039 Insp repts 50-220/92-13 & 50 410/92-16 on 920427-0501 No violations 
noted Major areas inspected mgf organization, ALARA, radiological contfolsjniernal 
doaimetiy, respiratory protection & external dosimetry. 

FUR1A.J, PASCIAK,W. Region 1 (Post 820201) 02/05/06 7pp 61705 350 
61705356 


920528Q121 EN 92-040 on 920521 ,noliC0 of proposed imposUion of civil penalty in 
amount of $200,000 issued to licensee Action based on multiple failures to follow es- 


tablshed work control processes & procedures 
TROSKOSKI.W , LIEBERMAN.J Ofc of Enforcement (Post 
61688126 61GG& 127 


870413) 92/05/18 Ip 


9205280007 Discusses insp repl 50-220/92-80 & combined Insp repls 50-220/92-02 8 
60-410/92-02 between 920126 & 920304 Forwards notice of violation & proposed im- 


position of civil penalties in amount of $200,000 for unit one 
MARTIN.TT Region 1 (Post 820201) 92/05/21 SYLVIA.BR 
Power Corp Bpp 61772 140 61772 152 


Niagara Mohawk 


“9205280018 Notice of violation & proposed imposition of civil penalty In of 

$200,000 00 Noncompliance noted work control procedures not adequately lolloweo 
during maint & lesHng of "D" screen house gate 
* Region 1 (Post 820201) 92/05/21 5pp 61772148 61772.152 


R. Periodic operating reports & related correspondence 

9205060074 "Annual Radiological Environ Operating Repl for 1991,'* W/ 920427 Ur 
DAHLBERG.K. MCGORMIGK.M J. Niagara Mohawk Power Corp 91/12/31 160pp. 
61631 001-61631 164 

9205060056 "Annual Radiological Environ Operating Rept for Jan-Dec 1991 “ W/ 
920427 Ur 

DAHLBERG.K A . MCCORMICK, M J Niagara Mohawk Power Corp 91/12/31 161pp. 
61623 058-61623 235 

9205200333 Monthly operating rept for Apr 1992 for Nine Mile Point Nuclear 
Slation.Umt 1 W/920513 Ur ^ 

COLEMAN.de. DAHLBERG.K a Niagara Mohawk Power Corp 92/04/30, 5pp 
01736 351-61736 355. 


S, Reportable occurrences, LERs & related correspondence 


920S060078 LER 92 006 00 on 9203 29 .determined that surveillance test did not meet 
TS requirements for RB leakage rate Caused by ineffective change mgt Engineering/ 
licensing disposition Issued TS change will be submitted W/920426 ttr 
TESStER.R, DAHLBERG.K A Niagara Mohawk Power Corp 92/04/28. 7pp 
61601 282*61601 288 

9205290026 LER 92-008*00 on 920418, full reactor scram experienced which exceeded 
flow biased APRM scram setpoint & HPCI sys initiated on low reactor water 
level Caused by failure of motor position indicator Reactor stabilized W/9205i8 Itr 
TESSIER.RL, DAHLBERG.K A Niagara Mohawk Power Corp 92/05/18. 7pp 
61888 162*61688 168 


9205270166 PNO 1-92 025 on 920520, maint personnel identified leakage & crack from 
valve body dram line weld on one emergency condenser sys Crack caused by thermal 
cycling leading to fatigue Plans for repair in progress 
SCHMIDT.W Region 1 (Post B20201) 92/05/20 2pp 61763 102-61763 103 


DOCKET 50-223 UNIV. OF LOWELL RESEARCH REACTOR 


F Security, medical, emergency & fire protection plana 

9205160227 Advisoa that NRC finds revised research reactor emergency plan meota 
10CFR50 requirements & acceptable 

MICHEALS.TS Non-Power R eac to rs.Decom mission! no & Environmental Pro! Dir 
(901216*920516) 92/05/04 KEGEL, G Lowell, Univ of, Lowell, MA 3pp G1603'110- 
61683 120 


DOCKET 50-225 RPl CRITICAL EXPERIMENT 


Q Inspection reports, IE Bulletins & correspondence 

0205040101 Forwards Insp rept 50-225/92 01 on 920325 26 No violations or safety 
concerns noted 

JOYNER, JH Region 1 (Post 820201) 92/04/17 BLOCK.R C Rensselaer Polytoch- 
nlc fnslilute. Troy, NY 3pp 61512 319 61512 326. 

-920S040104 Insp fepl 50*226/92*01 on 020325*26 No violations noted Major areas 
Inspected status of previously identified items, organization, person no I 

monitoring, radiation surveys, postings & calibration of instruments 
DRAGOliN.TF. BORES, RJ Region 1 (Post 820201) 92/04/14 5pp 61612 322- 
61512 326 


DOCKET 50-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205200290 Rev 02A to EPIP 06D0 S2. "DSC Inventory ChocKlisI," adding sizes & 
quantity respiratory description 

LAMBROS.S Commonwealth Edison Co 92/04/17 3pp 61754 246 61754*240 

9205010197 Advises that access authorization program which meets requirements of 
10CFR73 56 Implemented on 920427 Ulil Intends to utilize temporary unescortoc! 
access provisions of rule 

REED.C Commonwealth Edison Co 92/04/27. MURLEY.T E Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) Ip 61549-332-61549 332 

020520D274 Rev OA to EPIP 0400 T3H, "Map Evacuate to Morris Hosp." Rev up- 
dates map 

LAMBROS.S Commonwealth Edison Co. 92/04/27 3pp 61754'303 61754 305. 



DOCKETED I I tlVlb 
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9208190243 Procedure change to Rev 2 to EPIP 0400 S5, *'OSC Emergency Team As- 
aignmenl Form,” to allow emergency teams to bo dispatched in more timely manner 
’Commonwealth Edison Co 92/05/05 4pp 61743 270*61743 274 

920B190247 Procedure change to Rev 2 to EPIP 0400-S6, ”OSC Emergency Team As 
signment Debriefing Form, allowing emergency teams to bo debriefed in more timely 
manner 

* Commonwealth Edison Co 92/05/05 2pp 61741 029 61741 031 

9208190251 Procedure change to Rev 1 to EPIP 0400 S4, "Search & Rescuo Briefing 
Form,” inserting "entry” to comply w/olher OCS forms 

* Commonwealth Edison Co 92/05/05 5pp 61740 208*61740 212 

920519026B Procedure change to Rev 1 to EPIP 0400-03, "Emergency Teams " 

* Commonwealth Edison Co 92/05/05 4pp 61740 201*61740 204 

9208190261 Procedure change to Rev 1 to EPIP 0400-S3, "Emergency Team Check 
list," Indicating commitments re Insp Repts 50-237/91-23 & 50 249/91-23 covering 
emergency team briefing form 

* Commonwealth Edison Co 92/05/05 5pp 61740 282-61740 286 

9205190263 Procedure change to Rev 4 to EPIP 0400 01, "Plant Assembly,” indicating 
moving admimslratlvo lunch room 

* CommonweaWh Edison Co 92/05/05 6pp 61740 287-61740 292 

9205190264 Temporary change notice to Rev 3 to EPIP 0400*11, consisting of ache 
matic indicQiing relocation of administrative lunch room 

* Commonwealth Edison Co 92/05/05 9pp 61740 310 61740 312 

9205190265 Rev 3 to EPIP 0300-02, "Initial Notifications (Primary Roaponsibillly - Sla- 
llon Director) " 

* Commonwealth Edison Co 92/05/05 13pp, 61740 313-61740 326 

9205200225 Rev 1 to EPIP 0720-SI 5, "GSEP Activation Call List,” adding enhanced 
print for events & changing augmentation to activation to clarify procoduro 

* Commonweatlh Edison Co 92/05/05 6pp 61774 290*61774 302 

9205200229 Rev 1 to EPIP 0720-SI 4, "GSEP Activation Call List," changing activation 
to augmentation to clarify procedure 

* Commonwealth Edison Co 92/05/05 5pp 61774 352 61774 356 

9205200266 Rev 2 to EPIP 0130-01, "Main! Director Implementing Procedure" 

* Commonwealth Edison Co 92/05/05 6pp 61754 320 61754 333 

9206200270 Revised EPIPs, including Rev 2 to EPIP 110 01 .Rev 1 to EPIP 150-T4 & 
Rev 2 to EPIP 0165 01 

* Commonwealth Edison Co 92/05/05 52pp 61755123-61755174 

9206200295 Rev OA to EPIP 400-T3A, "Map #1 Evacuato to Braldwood Station via 
Main Roads Issue Map to Lead & Trail Evacuation Controllers “ 

LAMBROS,S Commonwoaith Edison Co 92/05/05 15pp 61754 231 61764 245 

9206200336 Rev 2 to EPIP 0720-SI 2. "GSEP Activation Call list," adding bold type for 
events & two more tines to each activation callers list 

SHARPER, D, KUezYNSKI.J Commonwealth Edison Co 02/05/05 7pp 61754 176* 
61754 102 

9206210021 Rov 2 to EPIP 0720 03, "Generating Station Emorgoncy Plan Activation for 
Nuclear Event 4 Oporafranat Test " 

SHARPER.D., HOLMAN.R Commonwealth Edison Co 92/05/05 12pp 61777 105- 
61777106 

9205210028 Rov 3 to EPIP 0200-T1, "Dresden Nuclear Power Station BWR Emorgoncy 
Action Lovois ” 

HOLMAN.R., SHARPER.D Commonwealth Edison Co 92/05/05 23pp. 61777:197- 
61777 210 

9205210033 Rev 2 to EPIP 0160-SI, "OSC Director Alert Chockliat " 

BICKHAM.J, SHARPER.D Commonwoaith Edison Go 02/OS/O5 7pp 61777 178 
61777.184 

9205210040 Rov 1 to EPIP 0160 - 02 , "Onsite Radiation Protoclion Controls, " Incorporat- 
ing change to limitations & actions section to define new forms, emorgoncy & routine 
entry 

BICKHAM,J, SHARPER.D Commonwealth Edison Co 02/05/05 4pp 61777,159 
61777162 

9205210044 Rev 2 to EPIP 0160 01, "OSC Director Implomonllng Procoduro," reword- 
ing limitations & actions section to Incorporate changes to OSC emergency team as- 
signment form 

BICKHAM.J, SHARPER.D Commonweallh Edison Co 02/05/05 4pp 61777,103- 
61777*166 

9205210053 Rev 3 to EPIP 0600-T2, revising OSC Status Board,OSC Sfgn-ln Board & 
TSC Personnel Board Min Manning forms 

* Commonwealth Edison Co 92/05/05 6pp 61777.172-61777,177 

9205210056 Rov 2 to EPIP 01GO-S2, "OSC Director Qenoral Emergency Chockliat," 
changing OSC Emergency Team Briefing Form to OSC Emergency Team Aasignmont 
Form 

BtCKHAM,J, SHARPER.D Commonwoaith Edison Co. 92/05/06 5pp. 61777,107- 
61777171 

9205210075 Rev 2 to EPIP 0160 S3, "OSC Director Genera! Emergency Checklist," 
changing OSC Emergency Team Briefing Form to OSC Emergency Team Aseignmenl 
Form & Emorgoncy Team Debriefing Form to OSC Emergency Team Asaignmont Do- 
briefing Form. 

B1CKKAM.J , SHARPER.D. Commonwealth Edison Co. 92/05/05 6pp, 61777 336- 
61777*340 

9205210081 Rov 2 to EPIP 0160-S4, "OSC Director Termination & Rocovery Checklisl," 
rewording Step 4 under "Rocovery" to cfarlfy supervisors to bo included In OSC ehlfl 
turnover briefing 

BICKHAM.J, Carper, D commonwealth Edison Co 02/05/05 3pp. 61777 341- 
61777-343. 


9205210067 Rov 3 to EPIP 0165-SI. "OSC Supervisor Alert Checklisl,” chaining 
TillQ,Maint/QC Group Leader to Ready Room Supervisor to conform w/ other OSC re 
fated EPIPs 

BICKHAM.J, SHARPER.D Commonwealth Edisor^ Co 92/05/05 7pp 61777 290 
G1777 296 

9205210095 Rev 1 to EPIP 0200 03, "A-Modol Interactions," adding noto to Limitation & 
Action section ro computor spoolers 

HOLMAN.R, KUCZYSNKI.J. SHARPER.D Commonwealth Edison Co 02/05/05 
11pp 61777-207 61777 307 

9205210101 Rov 3 to EPIP 0300 01. "Notifications for Generating Btatior> Emergency 
Procedure Emergencies " 

BIGKHAM,J, SHARPER.D Commonwoallh Edison Co 92/05/05 8pp 61777 244- 
61777 251 

9205210103 Rev 2 to EPIP 0300 SB. "NRC ENS Phone Reporting Requirements,” 
changing to lOCFn20 reporting requirements, per revised statues 
DICKHARJ . SHARPER.D Commonwealth Edison Co 92/05/05 I5pp 61777 252* 
61777 266 

9205190209 Informs that rev NSEP‘OA9201 to omorgancy plan consistent w/ 
tOCFR50 54 (q) roaufremenls & acceptablo 

PEDERSON, CD Region 3 (Post 820201) 92/05/07 REED.G. Commonwealth Edison 
Co Ip 61700 045-61708 045 

9205180219 Advises that 920403 Rev 39 to physical security plan consistent w/provi- 
siona of 10CFR50 54(p) & accoptabla 

PEDERSON, CD Region 3 (Post 820201) 02/05/11 KOVACH.TJ Commonwealth 
Edison Co app 61719 337-61710 338 

9206290331 Forwards Rev 41 to security plan.removtng App "Q" from security plan.per 
commitment in App "G" Rev withhold (rof 10CFR73 21) 

KOVACH.T J Commonwealth Edison Co 02/05/21 Docuitionl Control Branch (Oocu- 
monl Control Desk) Ip 61822 354-61822 354 


P. Operating license stage documents & correspondence 

9206160197 Discusses rovlow of util responses to generic Itr 69-10, suppl 3. "Consider* 
allon of Rosulls of NRC-Sponsored Tests of Motor-Operaled Valves 
BARRETT, RJ Project Oiroclorele 1112 92/04/16 KOVACH.TJ Commonwoallh 
Edison Co 7pp 616D3 093 61683 099 

9205040247 Forwards ftlnoss for duty program contacts listed on program performance 
roots 

KOUP.E Reactor Safeguards Branch 02/04/20 MCK NIGHT ,J Information 8 
Records Management Branch (Post 690827). 4pp 61663 326 61563 329 

9206040189 Application for amends to Licenses DPR 19 4 DPR- 2 5, changing TS Sec 
lion 62B to detoto radiation protection procedure & replace procedure w/new Sec 
Mon 6 11 ro radiation profoctfon program 

P)ET,PL Commonwoaith Edison Co 92/04/24. MURLEY.TE Office of Nuflioar Re- 
actor Regulation, Director (Post 670411) 8pp. 61550 088-61550 114 

*-9206040190 Proposed TS Section 6 11 re radiation protection program 

* Commonwoalm Edison Co 92/04/24 I9pp 61550096 61550 114. 

920S200201 Application for amend to License OPR-1 9, changing reporting roqulromenls 
of OL Section 2 G ro notification of NRC of violations 

PIET.PL Commonweallh Edison Co 92/04/24 MURLEY.TE Office of Nuclear Re- 
actor Regulation, Director (Po$t 870411) 2pp 61772 286 61772-291 

-9206200202 Proposed TS, changing OL Section 2 G ro reporllng roquiroments 
‘Commonwealth Edison Co 92/04/24 2pp 61772 290 61772 201 

9205160165 Responds to 920220 requests for NRC approval for liceneoo proposal to 
apply corrosion resistant cladding to certain wolds Proposal considered acceptablo 
S1 E(jEL, 8L Project Directorate 111-3 02/04/20. KOVACH.TJ Comm onwe oft h Edison 
Co 2pp. 61683 085 61683 086 

9205120235 Provides update on roplacomonl effort re rofueling bridges 8 masts 
KOVACH.TJ Commonwoallh ^ison Co 92/04/30 DAVIS, A B. Region 3 (Post 
020201) tp 61665 254 81665 254 

9205200084 Requests that liconseo provide info for specific panel discussion topics & 
names of staff members who will attend & participate as panel mambor on 020623*24 
current licensing basis workshop 

BARRETT, R.J, Project Directorate III 2. 92/05/05 KOVACH.T, J, Commonwea!tl» 
Edison Co. 4pp 61722-329 61722 332 

9206180359 Application for amends to licenses DPR-19.DPR-25,DPR-29. DPR.30.NPF- 
11,NPF-18.NfV-37,NPFO0,NPF-72.NPF*77.rovlsing administrative controls section to 
standardize onsite review function 

SIMPKIN.TVtf Commonwealth Edison Co 02/05/07 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 26pp 61710.001 61719 236 

-9206180364 Proposed changes to Tech Specs revising administrative controls 

* Commonwealth Edison Co 92/05/07 200pp 61719 026 61719'23(5 

9205210297 Forwards "Study ol Thermodynamic Characton sties of Quad Cktioa ECCS 
Pump Rooms" per NRG 920221,22 & 0402 telcon requests for addi info ro assess- 
ment of ECCS operability w/o room cooler heat removal capablliw 
SCHnAGE,JL Commonwealth Edison Co 92/06/08 MURLEY.TE. Office of Nuclear 
Reactor Regulation, Director (Post 070411). 13pp 61777 030 61777 152. 

-9206220226 Rev 0 to, "Study of Thermodynamic Characteristic of Quad Cdlos ECCS 
Pump Rooms.” 

TSAbR.W Commonweallh Edison Co RSA-QB6 01 58/11/04 62pp. 61777 052 
61777J62 

9205140231 Notification of 920512 meeting w/util in Rockville.MD to discuss liconseo 
commitments In response to generio Ur 08-01, "NRC Po^lUon on 1GSCC In BWR Aus 
lenitic Stainless Steel Piping 

QLSHAN.LN Project Ofreclorato 111-3 92/06/11 MURLEY.T, MIRAQLIA.F , 

RUSSELUW. NRC * No Detailed Affiliation Given 4pp 61683 200 61603,203 



20 DOCKETED ITEMS 


FH meeiino w/util re MOV program Liat ol attendees etwl 

sVIlTolasiyie^lT "'-2 82/OS/U. Pr^lel Directorate III 2 30pp 


MOV audits per 920408 

thin 92 TO”imrea"sll'laUB®''®"“ ^ Ba-tO Values ler stern Triclioi* coefliilints better 
i“T2?p terel™ Regions (Post 


licensee meeliriQ w/utiJ on 920514 to discuss mgt 
gsuBs al uiil corpocala & six nuclear sialions ” 

61637^217^^’°” ^ B20201). 92/05/12. Region 3 (Post 820201) 2pp 61637 216- 


Noliflcation ot slgntficanl licensee meeling w/wlil on 920514 to discuss exit 
meeting tor Dresden Oversight Team wi&i^uss exn 

61824^070®^'°''^^^'’®^®^^^°'^ 92/05/12 Region 3 (Post 620201) 2pp 61624 069^ 


Commonweatth 

Confirms plans to hold mgt meeting on 920522 in Glen Ellyn.lL to discuss 
se 3 Improve engineexing & technical staff performance & operability as- 

Corttmonwealth 

Discusses agreement lo delay imptementation of Generic Ur 91-11 until 
ucuDal.imple mentation delayed to resolve technical issues & Is currenllv iri on site 
review process 

JACKSON.MA Go mmonweallh Edison Co 92/05/12 MURLEY.TE Office ol Nuclear 
Reactor Regulation, Director (Post 870411). Ip 61809 268 61809 268 

Forwards evaluaUon concluding that 920424 proposed amend to License 
DPR-19 re reporting requirements specified within Section 2G ol license does not 
pose significant hazards condilion.per 920508 telcon 

Commonwealth Edison Co. 92/Q5/13 MURLEY,TE Office ol Nuclear Re- 
actor Regulation, Director (Post 670411) 2pp 61730 359-61730 360 

920527023B Confirms 620522 mgt meeting at Region III ole to discuss util environ mom 
toring at six listed nuclear sites 

92/05/22 HEED.C Commonwealth 

Edison Co 2pp 61826 356-61826 359 


9205180063 Responds to NRC 920410 Itr re violation noted in Insp Repts 50-237/92-07 
& 50-249/92 07 Corrective actions Dresden Operating Procedures (OOP) OOP 1200- 
05 & DOP 1900-08 revised 

KOVAGH.TJ Commonwealth Edison Co 92/05/08 Document Control Branch (Docu- 
merit Control Desk) 4pp 61739 332-61739 335 

9205160029 Ack receipt ol 920427 Ur informing NRC of steps taken to correct violations 
noted in msp repts 50 237/91-201 & 50-249/91-201 

MILLER, H j Region 3 (Post B20201) 92/05/06 REED,C Commonwealth Edison Co 
1p, 61706 313-61706 339 

-9205190034 Responds to NRC 910920 itr re violations noted In insp repts 50 237/91 
201 & 50-249/91 -201, Corrective actions evaluation ol ECCS lull flow functional tost 
concerning design basis UOCA analysis performed 

PIET.PL Commonwealth Edison Co 92/04/27 BUTLER.D Region 3 (Post 820201) 
25pp 61706 315 61706 339 

9205270 1B6 Confirms plans to condul enforcemenl conference In Glen Ellyn.lL on 
020527 to discuss msp findings involving violations at facility 

GREENMAN.EG, Region 3 (Post 820201) 92/05/18 REED.C Commonwealth 
Edison Co 3pp 61763 211-61763 213 


R. Periodic operating reports 4 related correspondence 

920S140267 Monthly operating repts for Apr 1992 for Dresden Nuclear Power 
Station W/920501 Itr 

MAXWELL.DC, SCHROEDER.CW Commonwealth Edison Co 92/04/30, 57pp- 
61704 188-61704 245 


S. Reportable occurrences, LERs 4 related correspondence 

9205260173 LER 91-004-01 on 910213, pnmary containment Group 1 isolation & reactor 
scram occurred due to mam steam line high radiation Caused by resin intrusion from 
RWCU demmeralizars Operating order issued W/920501 Ur 

NEAL.KH. SCHROEDER.Cw Commonwealth Edison Co 91/03/08 9pp- 
61814164 61814:172. 

9205110236 LER 92-011-00 on 920409,unplanried A SBGT sys auto start occurred & on 
9204 lO.reactor bldg ventilation sys failed to isolate Caused by pe^so^r^ol error Special 
tailgate session given re event & personnof counselled W/920428 Itr 
BUKEMORE.M. SCHROEDER.CW Commonwealth Edison Co 92/04/28 6pp 
61692 006 61692 013 


9205260023 Notification of srgmficanl licensee meetino w/uti! on 920522 to discuss utit 
errvrrorr monfJorIng er aff rructear stations 

^ tPost 820201) 92/05/22 Region 3 (Post 820201) 2pp 

6"177? HI1-R177'> 10-9 ' 


9205110233 LER 92-013 00 on 920411, throe supports on HPCI gland seal condenser 
subsystem determined to be oulside FSAR allowable limits Cause unknown Supports 
repaired & 7-day LCO terminated on 920416 W/920505 Itr 

CHURILLA.M , SCHROEDER.CW CJommonwealth Edison Co 92/05/01 5pp 
61691 357 61691 361. 


Q. Inspection reports, IE Bulletins & correspondence 


9266050031 Ack receipt of 920410 Itr in response to 920312 Itr transmitting notice of 
violation associated w/lnsp ft opt 60-237/92-02 & 50-249/92-02 
QREENMAN.EG Region 3 (Post 620201) 92/04/28. REED.C Commonwealth 
Edison Co Ip 61540126-61540 126 


9205130062 Advises that during recent Unit 3 outage, eJectneal pull box & cabling re 
moved frorn Masonry Waif 38 relocated to solid concrete waif immediately above 
wafijper NRC 900703 request to be informed of actions re NRC Bulletin 80-1 1 
PIET.RL. Commonwealth Edison Co. 92/05/04. MURLEY.TE Office of Nuclear Re- 
ector Regulation, Direclor (Post 870411) Ip 61683 205-61683 205 

9205190261 Procedure change to Rev 1 to EPIP OiOQ'QS. "Emierflency Team Check- 
list." Indicalmg corrmitments ro Insp Repts 50-237/91-23 & 50-249/91-23 covenng 
e^norgency team bnefmg fOitn 

• Commonwealth Edison Co 92/05/05 5pp 61740 282 61740 286 

9205010009 NRC Info Notice 92 035, ‘'Higher Than Predicted Erosion/ Corrosion in 
Untsol^le Reactor Coolant Pressure Boundary Piping inside Containment at Boiling 
Water Reactor " 

FOSSLCE Division of Operational Events Assessment (Post 870411). 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354. 

9206120178 Ack recoipl of 920416 Ur informing NRC of steps laken to correct viotatlons 
noted Jn insp repts 50-237/91-16 & 50-249/91-15 Requests that licensee provide 
annual updates defining corporate setpoint control program 

GREENMAN.E.G Region 3 (Post 820201) 92/05/06 REEO.C Commonwealth 
Edison Co. 2pp. 61624 059-61624 063. 


9205150071 Forwards msp repts 50-237/92-05 & 50-249/92-05 on 920303 0410 & 
notice of violation 

CLAYTON,. B Region 3 (Post 826201) 92/05/08 REEO.C Commonweatib Edison 
Co 2pp. 61676 259 61676.285 


—9205150073 Nolfca of violalion from msp on 920303 0410 Violation noted on 
9202 1 1 .operator performed activity affecltng quality .pfacemeni ol lock on electrical 
breaker for containment isolation valve. w/o documented Instruction 
CLAYTON, B Region 3 (Post 820201) 92/05/06 2pj> 61676 261 61676262 


9205260179 LER 89-019-01 on B90712.channeJ A half primary containment Group I Iso- 
lation & half scram signals could not be reset Caused by mam steam line radiation 
monilor lockup Monitor replaced w/spare & switch setpoints tested W/920505 Itr 
SPOONER.N . SCHROEDER.CW Commonwealth Edison Co 92/05/05 Cpp 
61814173 61814 180 

9205160276 LER 92 014-00 on 920419,RWCU sys isolalion occurred while removing 
RWCU sys from sve to perform quarterly valve testing & sys reisolaled on high 
pressure Caused by disk wear Temporary procedure change implemented W/9205S7 
Itr 

NEAL.KH, SCHROEOER,CW Commonwealth Edison Co 92/05/06 Sod 
61757 045 61757.049 

9205280034 LER 92-0 12-00 on 9204 27, received noiificalion of LPCI pump 8uclior» 
MOVs Inoperability Caused by LPCI pump suction MOV design deficiency Ope rabiliV 
calculations being finalized w/expected completion date of Jul 1992 W/920519 Itr, 
ESTRELLA.D, SCHROEDER.CW Commonwealth Edison Co. 92/05/19 Bdd 
61688112 -61808:116 


V. Operator Examinations 


9205190021 Informs ol requalification program evaluation scheduled for wks of 920914 
& 21 Supportive ref matl & guidelines end 

WRIGHT.GC Region 3 (Post 820201) 92/05/11 REED.C Co mmon weal Jh Edison 
Co lOpp 61705 335-61705 344 


DOCKET 60-244 ROBERT EMMET QINNA NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency & lira protection plana 


920S130187 Revised EP IPs .Including Rev 7 to EPIP l-O.Rev 5 to EPip 2.1 noy 1 lo 
EPIP 2 la.Rev 5 to EPIP S-I.Rev 9 to EPIP 3-6.Rev 0 to EPIP 4-3.Rev 3 to ERP 5- 
2, Rev 5 to EPIP 6-3 & Rev 6 to EPIP 5-7 W/920501 Itr 


MECREDY.nC Rochester Gas & Electric Corp 92/05/01, JOHNSON A Proleci DE. 
rectofalat-3 200pp. 61671 058-61671.329 ' 


-9205160076 Insp repla 60-237/92-05 & 50-249/92-05 on 920303 0410 Vjolalfang 
noted Major areas in spec ted. licensee action on previously identified lte>ms.opera(lonal 
safety & preparation for startup from refueling 

HSIA.AH Region 3 (Post 820201) 92/05/06 23pp 616 7 6 263-61676 285 


9205130018 Informs that revs D,E & F to security plan consistent w/ 10CFR5064 re- 
quirements & acceptabfe 

JOYNER, J.H Region 1 (Post 820201) 92/05/06 MECREDY.RC Rochestor Gas A 
Electric Corp 3pp 61651 024 61651 026 


920S01004S NRC Info Notice 92-036, 'Vntorsyslem LOCA Outside Conlarnment " 
ROSSI, CE Division of Operational Events Aasossment (Post 870411) 92/05/07, 
Consolidated Edison Co of New York, Inc 9pp 81716 001-61716.009. 


9205190089 Forwards Insp repl 50 244/92-03 on 92031 0-04 16. No violations noted 
LINVILLEJC Region 1 (Post 620201) 92/05/11 MECREDY.RC Rochester Gas 8 
Eleclnc Corp 3pp 61707 166 61707.210 


9205040265 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump Dunng Refueling Cavity Draindown '* 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010-01716 013. 


-9205190071 Insp repl 50-244/92 03 on 920310 041 8. Major areas inspected plani 
operations.radiologlcal controls, maint/surveillance, security & safely assessment /qual- 
ity vonffcation ^ 

LAZARUS.WJ Region 1 (Post 820201) 92/05/11 42pp 61707 169 61707-210 



DOCKtTtU lltMb 


Zl 


9205200210 Forwards rosponse to 920401 SALP Repl 50 244/90 99. Irartsmilting tnitlal 
results of plant SALP board meeting All remaining emergency response plan improve 
ments will be addressed during 1992 annual plan review & rev 
MECREDY.RC Rochester Gas & Electric Corp 92/05/14 MARTIN.! T Region 1 
(Post 820201) lOpp 61774 281 61774 290 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 02/04/20 MCKNIGHT.J Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61563 320 

9205060105 Forwards application for amend to License DPR-lB.changing TSs to rede 
fino snubbor visual insp schedule.por Generic Llr 90 09 guidance 
MECPEOY.R C Rochester Gas & Electric Corp 92/04/23 JOHNSON,A R Project Di* 
rectoralel-3 2pp 61605 272-61605 290 

-9205060108 Application tor amend to License DPR-1 8, changing TSs to redefine snub- 
bor visual Insp schedule, per Generic Llr 90 09 guidance 

MECRGDY.RC Rochester Gas & Electric Corp 92/04/23 2pp 61605 274- 
61605 275 

-9205960110 Proposed Tech Specs re snubbor visual insp schedule 
• Rochester Gas & Electric Corp 92/04/23 15pp 61605 276 61605 290 

9205060117 Updates status & request approval of open issues identified by SE con- 
cerning Inservlce testing program for pumps & valves Revised Relief Requests VR-13 
& VR 6 & now Rollof Requests PR-10 & PR-11 end 

MECREDY.r C Rochoater Gas & Electric Corp 92/04/23 JOHNSON.A H Project Di 
rectorotel-3 15pp 61619 302-61619 316 

920S 160230 Requests that licensee provide info for specific panel discussion topics & 
names of members who will attend & participate in 920623-24 current ticensmg basis 
workshop 

NERSES, V Project directorate 1-3 92/05/05 MECREDY.R C Rochester Gas & Elec- 
tric Corp 3pp 61712 3S7-Q1712 359 

9205210016 Suppis 920313 Itr re Installation of envlronmontally quafillod containment 
air temp RTDs during 1992 rofuoling outage.por Reg Guide 1.07 & NUREG- 
0737,Suppi 1 Testing expected to be comploted during Summer 1902 
MECREDY.R C RoeWor Gas & Electric Corp 92/05/08 JOHNSON.A R Project Di- 
rectorate 1-3 Ip 61777 232 61777 232 

9206180059 Advises that mod controlling installation & testing of key lock switch com 
pleted during 1992 refueling outage.por Amend 42 to License DPR-16 dtd 
910702 Amend Implemented prior to RCS temp exceeding 360 F.per TS Section 
31 1 1g 

MECREDY.R C Rochester Gas & Electric Corp 92/05/11 JOHNSON.A R Proiecl Di- 
rectorate 1-3 2pp 61739 330-01739 331 


Q, Inspection reports, IE Bulletins correspondence 

92050S0287 Forwards safety evaluation accepting llconsoe 910208 & 911029 submittals 
of WCAP-1292B & WCAP- 12929 plant specific nnalyaos of thermal stratification ef- 
feels on plant pressurizer surge tlnomor NRG bulletin 

JOHNSON.A R Project Directorate 1-3 92/04/21 MECREDY.R C Rochester Gas & 
Electric Corp 4pp 61566 343 61666 354 

-9205050301 Topical ropt evaluation of WCAP 12920 & WCAP-12D20 plant specific 
analyses of thermal strati I ication effects on plant pressurizor surge line 
' NRC - No Detailed Affiliation Given 92/04/21 8pp 61666 347 61566 364 

9205080105 Forwards application for amend to License DPR-10, changing TSs to rede- 
fine snubber visual insp schedule.por Generic Ur 90 09 guidance 
MECREDY.R C Rochester Gas & Electric Corp 92/04/23 JOHNSON,A.R, Project Di- 
rectorate 1-3 2pp. 61605 272 61605 290 

-9205060108 Application for amend to License DPR- 10, changing TSs to redofmo snub 
bar visual insp schedule.per Generic Ltr 90 09 guidance 

MECREDY.R C Rochester Gas & Electric Corp 92/04/23 2pp, 61605 274- 
61605 275 

-9205060110 Proposed Toch Specs re snubber visual Insp schedule 
• Rochester Gas & Electric Corp 92/04/23 16pp 61605 276 61605,290, 

9205140277 Responds to NflC 920326 llr re violations noted in Insp Ropt 60-244/92- 
201 Corrective actions analyses based on values from preliminary hydraulic model ropt 
8 that may affect plant design will bo re examined & revised as necessary 
SMITH.R E Rochester Gas & Electric Corp 92/06/04 LINVILLE.J C Region 1 (Post 
020201) 20pp 61708 239 61700 250 

9205130145 Forwards Rev 0 to "Summary Exam Ropt for 1902 SG Eddy Current Insp 
at RE GInna Nuclear Power Station " Rept summarizes obsenratlons & corrective ac- 
tions rosulling from insps performed during 1 902 refueling outage 
SMITH.R E Rochester Gas & Electric Corp. 02/05/05 JOHNSON.A R Project Direc- 
torate 1-3 Ip 61688 267 61888 341. 

-9205130160 Rev 0 to “Summary Exam Ropt for 1092 SG Eddy Current Insp at RE 
GInna Nuclear Power Station," 

WACHTER.K J . SAPORITO.M J. Rochester Gas & Eloclric Corp 92/04/30 72pp 
61680 268 616QB341 

9205010009 NRC Info Notice 02-036, “Higher Than Predicted Erosion/ Corrosion In 
Unisolebic Reactor Coolant Pressure Qoundaiv Piping Inside Containment at Bolling 
Water Reactor " 

ROSSl.CE Division of Oporalional Events Assessment (Post B70411). 02/05/06, 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667.364. 

92051301S4 Responds to NRC 920330 ltr ro violations noted in Insp Rept 60 244/02- 
01 Corrective aclions^SMA torque switches for EQ MOVs have been replaced per Pro- 
cedure M-64 2EQ RG&E maintains no violation of NRC roqulremonts has occurred 
SMITH.R E Rochester Gas & Electric Corp. 92/05/06 JOHNSON.A.R. Projact DIroc 
torate 1-3. Gpp 61671 050-61671 065 


0205010045 NRC Info Notice 92 036, “Intersyatom LOGA Outside Containment " 
ROSSl.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61718 009 

9205040265 Suppl 1 to NRC Into Notice 92-010, “Loss of Flow from Reaiduat Heat Ro 
moval Pump During Refueling Cavity Draindown " 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 92/95/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010 61718 013 

920S2 10005 Responds to NRC 910821 & 900509 Hrs re violations noted in EDSFI Rept 
50 244/91-00 k Insp Rept 50 244/89 81, respectively Correc live actions now molded 
case circuit broakor will bo tested during 1993 refueling outage 
MECREDY.R C Rochester Gas & Electric Corp 92/05/08 JOHNSON.A R Project Di- 
rectorate I 3 2pp 61759 355 61759 356 

9205190069 Forwards insp ropt SO 244/92 03 on 920310 0416 No violations noted 
LINVILLE.J C Region 1 (Post 820201) 92/05/11 MECREDY.R C Rochester Gas & 
Electric Corp 3pp 61707 166 61707 210 

-9205190071 Insp rept 50 244/92-03 or» 920310 0418 Major areas inspected plant 
operatlons.radiological controls.mainl/surveillanco. secunty & safety assessmenl/qua! 
ity verification 

UZARUS.WJ Region 1 (Post 820201) 92/05/11 42pp 61707 169 61707 210 

9205190081 Fonvarda Insp rept 50 244/92-06 on 920413-17 No violations noted 
ANDERSON.CJ Region 1 (Post 820201) 92/05/11 MECREDY.R C Roc hosier Gas 
& Electric Corp 2pp 61706 061 61700 068 

-9205190084 Insp rept 50 244/92 06 on 920413 17 No violations noted Major areas 
Inspected licensee insorvice msp program 

MCBREARTY.R A , GRAY.E H Region 1 (Post B 20201) 92/05/11 6pp 61708 063- 
61708 068 

9205200210 Forwards response to 020401 SALP Rept 50-244/90 90, transmitting initial 
reaults of plant SALP board meeting All remaining emergency response plan Improve- 
ments will be addressed during 1092 annual plan review & rov 
MECREDY.R C Rochester Gas & Electric Corp 92/05/14 MARTIN.!.! Region 1 
(Post 820201) lOpp 61774 281-61774 290 

920S260019 Forwards roqualificalion oxom rept 50-244/92 07OL RQ on 920422 All Indi 
vtduals passed exam 

BETTENHAUSEN.L Region 1 (Post 820201) 92/05/14 MECREDY.R C Rochester 
Gas & Eloclric Corp 2pp 01751 026 61751 032 

-9205260022 Requaliflcalion exam rept 50-244/92-07OL-RQ on 920422 Exam 
results both individuals passed re exam 

D'ANTONIO.J, 8ISSETT.P Region 1 (Post 820201) 92/05/07 6pp 61751.028- 

61751 032 

9205260061 Forwards Insp rept 50 244/62 80 on stated dates Insp team observed that 
implomontation of MOV program Is progressing effectively toward scheduled comple- 
tion by Juno 1994 

HODGES.MW Region 1 (Post 820201) 92/05/14 MECREDY.R C Rochester Gas & 
Electric Corp 2pp 61752 036 61752 058 

-9205260069 Insp repl 50-244/92-80 on staled dates No violations or deviations 
noted Major areas Inspocled assess programs developed by liconsoa In response to 
gonoric Itr 89 10, "Safoly Related Motor-Operated Valve Testing " 

PRIVIDY.LJ, EAPEN.PK Region 1 (Post 820201) 92/05/04 21pp 61762 03D- 

61752 060 

9206260239 Provides Status of NRC activities re plant avc water sys operational per- 
formanco Insp, per M Miller 920422 Hr to W Butler 

NERSES, V Project Diroclorato 1-3 92/05/18 MILLER, M A Diagnostic Evaluation & 
Incident Investigation Branch Gpp 61797 139 61707 151 

-0205260245 Forwards revised SE addressing conformanco of plar^t to rocommonda 
lions of QL 89 13, "Sve Water Sys Problems Affecting Safety Related Equipment " 
ROSA.F Electrical Systems Branch 92/04/23 BUTLER.W R Project Directorate 1-3 
?pp 61707 142 61797 143 

-9206280250 Safely evaluation concluding that licensee uso of tie breaker 52/BT 17-18 
during recirculation phase of DBA acceptable 

* Office of Nuclear Reactor Regulation, Director (Post 67041 1) 92/04/13 5pp 
61707 144 61707'151 


R Periodic operating reports & related correspondence 


9205060119 "Annual Radiological Environ Operating Rept " W/920430 Itr 
MECREDY.R C Rochester Gas & Electric Corp 91/12/31 69pp. 61621:192- 
61621 261 

9206160037 Monthly operating rept for Apr 1992 for GInna Station W/920515 llr. 
DODQE.RE. MECREDY,RC Rochester Qas & Electric Corp 02/04/30 6pp 
01722'O31-01722 036 


S, Reportable occurrences, LBRa St related correspondence 


9206D70221 Interim Part 21 ropt re 920313 discovery of potonllal Inaccuracies associat- 
ed w/using open celibr approach to measure closing stem thrust of MOVs Program for 
ro evaluation of previous test reautls fn progress 

WIDAY.J.A Rochester Gas & Electric Corp 92/05/04 Document Control Branch 
(Document Control Desk) 2pp 61623 259 61623 260 

9205260129 LER 92-005 00 on 9204 20, determined that 242 tubes in A SQ & 216 lubes 
in B SG required corrective action due to tube degradation Affected tubes oilher 
sleeved or plugged W/ 920520 llr 

BACKUS.WH.. MECREDY.R C Rochester Gas & Electric Corp 92/05/20 lOpp 
61880 144 61 088-163 



22 DOCKETED ITEMS 


9205290003 special repton 920413,motDr-driven Hra pump daclarad 
mo perab^G, disabling auto stail togic for more thaa 7 days Oomestic wato-r supply 
cross tied to fira water sya Pump declared oparablo on 920513 & cross-lie removed 
MECREOY.RC Rochesier Gas & Elect nc Corp 92^05/20 JOHNSON.AR Pro|ectOi- 
rectoraie 1-3 Spp 61912 204 61912 205 


V. Operator EKamlnallons 

9205260019 Forwards requalificalion exam re pi 50-244y92-07OL-RQ or> 920422 All indi- 
viduals passed exam 

BETTENHAUSEN.L Region 1 (Post 6202015 92/05/14 MECREOY.R C Rochester 
Gas & Electric Ck>rp 2pp 61751 026 617S1 032 

-9205260022 Requalificalion exam rep! 50-244/92-070L'RO on 920422 Exam 
results bolt! individuals passed re-exam 

D’ ANTON IO.J , BISSETT.P Region 1 <Po5t 820201) 92/05/07 5pp 61761 020 
61751 032 


DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9205010200 Advises that access authorization program implemented & bocama effec- 
tive on 920427 All elements of Reg QuWe 5 66 implemented per 10CFR73 56 
OPEKAJ F Connecticut Yankee Atomic Power Co OPEKA,J F Northeast Nuclear 
Energy Co OPEKA.J F Northeast Ublihes S2/04/28 Document Control Branch (Doc- 
ument Control Desk) 2pp 61549 346-61540 347. 

9205060149 Ack receipt of 92032S Ur transmitting Rev 16 to physical security 
plan Changes consistent w/provisions ot lOCFRSO 54(p) & acceptable for inclusion in 
plan 

JOYNER, JH. Region 1 (Post 820201) 92/05/01 OPEKA.J F Northeast Nuclear 
Energy Co 4pp 61665 011-61665 014. 

9205110096 Discusses emergency preparedness map repls 50-245/92-07, 50 336/92- 
07 & 50-423/92-07 on 920127-31 & forwards notice of violauon. 

COOPER.R W Region 1 (Post 020201) 92/05/06. OPEKAJ F Northeast Nuclear 
Energy Co. 6pp 61609 219 61609 225 

-92051101Q5 Notice of violation from Insp on 920127-31 Violation noted periodic drills 
sufficient to assure that key skills were developed & maintained wore not conducted 
^ Region 1 (Post B20S01) 92/05/06 Ip 61609 225-61609 225 

9205150119 Forwards Initial SALP Repls 50-245/90 99,50-336/90 99 & 50-423/90 99 
for period 901216-9202 15 Weaknesses refleclng declines in performance in function- 
al areas noted Requests wntteri connments within 20 days of 920522 meeting at plant 
MARTiN.TT. Region t (Post 820201) 92/05/07 OPEKAJF Northeast Nuclear 
Energy Co 8pp 61677 271 61677 31 1 

-9205150122 SALP repls 50-245/90-99.50-336/90-99 & 50 423/90-99 for 001216- 
P20215 

* Region 1 (Post 820201) 92/04/10 35pp 61677 277 61677 311 

9205260073 Notification of significant licensee meeting 92-64 w/ulil on 920522 to dis- 
cuss SALP mgl meeting 

WeNZfNGERlEC Region 1 (Post B20201) 92/05/07 Region 1 (Post 820201) 2pp 
61752 069 61752 070 

9205190277 Forwards DH Kwiaikowski 920401 Ur & FEMA post exercise assessment 
for plant Sept 1991 full parti ctpabon exercise No deficiencies noted NRC concludes 
that offsite emergency preparedness adequate to protect public health & safety 
JOYNER, JH Region 1 (Post 020201) 92/05/11. OPEKA.J F Northeast Nuclear 
Energy Co 3pp 61706 001-61706 121 

-92050&0102 Forwards final exercise rept for 910926 full participation joint exercise of 
offsite radiological emergency response plans site-specittc to plant No defjcionctos 
identified 

KWIATKOWSKI.D Federal Emergency Management Agency 92/04/01 CONGEl.F J 
Division of Radiation Protectjon & Emergency Preparedness (Post 870411) Ip 
61706 oof 61706004 

-9205060259 ‘'Final Exercise AssessmenUoint State & Local Radiological Emergency 
Response Exercise for Mifestene Nuclear Power Station’* 

* Federal Emergency Management Agency 92/03/14 116pp 61706005 61706121 

9206270322 Revised EP IP 8, including Rev 10 to EPiP 4001. Rev 10 to EPIP 4007, Rev 4 
to EPIP 401DA.nov 7 to EPIP 4010B,Rav 6 to EPIP 4010C,H6v 10 to EPIP 4301, Rev 
3 to EPiP 461 f .Rev 3 to EPiP 4&1d & Rev 4 to BPiP Fom 461 1-1 
MCCANCE.WT, OEMBEKJ,, DILLON.P, Northeast Nuclear Energy Co 92/05/19 
100pp. 61830 189 61830333 


H. General carrespondence 

9205220039 Responds to 920219 Ur r© Northeast Util takeover of Seabrook 
Station SALP ropt will be available at end of Apr 1992 & will be provided upon 
retease Concern aiso expressed re tinng ot Mtitstone employee 
TAYLOR.JM ore 01 the Executive Director for Operations 92/04/17. SMITH.B 
Senate 3pp 61602 001-61802 007 

-9205220041 Forwards copy of R Backus ttr re safety allegations at Millstone plant 
SMI7H.B Senate. 92/02/19 CARR.K Commissioners (Post 750119). 4pp 
61602.004-61002 007 

9205D60065 Responds to 920406 Ur fon^ardfng B Eldridgo Itr which raised questions 
about NRCs policy for onsite storage of low-levet radwasto at nuclear power 
reactors NRC responded to B Eldridge Ur on 920421 . 

TAYLOR,JM Ofc of the Executive Director for Operations. 02/04/27 DODD.CJ 
Senate 5pp 61600 280-61600 287 

-9205960070 Expresses concerns ra NRC ad) ons on on s Ha storage at nuclear power 
raciliUes,speciflcally,Millstone Requests that process be operted to support true public 
participation 

ELDRIDGE, B, Affiliation Not Assigned 92/04/20 BERNE RO,H Office of Nuclear Ma 
ferial Safety & Safeguards Ipp 61600 285 61600 287 


9205130103 Comment supporting NRC program re elimination of requirements marginal 
to safety „ . 

OPEKA.J F Northeast Utilities 92/05/04 MEYER.D L Regulatory Publicaltorvs 
Branch 3pp 61651 159 61651 161 


I Financial Information 

9205180262 Discusses proposed acquisition of Public Sve Co of NH by NEUT & 
pending amends to Seabrook OL related to matter Specific financial data requosled 
at 920311 meeting end , 

ELUS.Wa. FOX.BM. Northeast Utilities 02/05/13 TAYLOR.JM Ofc of tho Exocu 
live Director for Operations 7pp 61718 342-61718 348 


P Operating tlconse stage documents & correspondence 

9205260113 Forwards executive summary of special review group rept dtd 920330 in 
response to allegations of harassment & Intimidation at Northeast Utils n 

TAYLOR.J M Ofc of the Executive Director for Operations 92/04/06 ELLIS.W B 
Northeast Utilities lOpp 61795 338 61795 347 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repls . 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT ,J tnlormalion & 
Records Management Branch (Post B90827) 4pp 61563 320-61563 329 

9205010010 Discusses 920327 mot meeting w/ulil In Kino of Prussia, PA re results of 
self-asseasmanl activities that Ted to development of performance enhancomonl 
program List of attendees & meeting handouts end 

HEHL,CW Region 1 (Post 620201) 62/04/21 OPEKAJF Northeast Nuclear Energy 
Co 46pp 61499 002-61469 048 

920S010119 Provides revised preliminary design for mods to loss of normal povm 
logic.as followup to 911220 itr Undervollage sensing tines will be moved frorn Bus 1 4E 
to 14C Marked-up control wiring diagram end 

OPEKAJF Northeast Nuclear Energy Co OPEKAJF Northeast Utilities 92/04/27. 
Document Control Branch (Document (Control Desk) 4pp 61548 132-61548 136. 

9205010131 Suppts 920410 Ur re status of ongoing assessment of circumstances sur- 
rounding recordkeeping by plant equipment operators at Millstone & auxiliary opera 
tors at Haddam Neck Disciplinary action taken re Part 55 licensed operators 
OPEKAJ F Northeast Nuclear Energy Co OPEKA J F Connecticut Yankee Atomic 
Power Co OPEKAJ F Northeast Utilities 92/04/28 MARTIN.! T Region 1 (Post 
620201). 3pp 61547 345-61547 347 

9205080005 Forwards response to NRC questions re dryweh (DW) temp profile used for 
equipment environ qualification (EEQ) of elodricat equipment S. utd request that NRC 
rescind EEO oxemptlon for OW spray valves LP-t5A/B & LP-16A/B 
OPEKAJ F Northeast Nuclear Energy Co OPEKA.J F Northeast Utilities 92/05/01 
Document Control Branch (t5ocumanl Control Desk) lOpp 61648 333 61648 342 

9205110017 Updates 091215 response to Generic Ltr 89-10 re safety related motor-op- 
erated valve testing & surveillance, dellnealinq commilments All necessary technical 
elements to address generic Itr not yet in place 

OPEKAJ F Connectfeut Yankee Atomic Power Co OPEKA.J F Northeast Nucloor 
Energy Co OPEKAJ F Northeast Utilities 92/05/04 Document Control Branch (Doc- 
ument Control De^k) 3pp 61650 327-61650 329 

9205140009 Suppis 920410 & 28 responses re status of util assessment of circum 
stances concerning recordkeeping by plant equipment operators at 
facilities Disciplinary actions administered based on discipline guideline matrix 
OPEKAJ F Northeast Nucloar Energy Co OPEKA.J F Connecticut Yankee Atomic 
Power Co OPEKA.J F Northeast Utilities 92/05/05 MARTIN,? T Region 1 (Post 
820201) 4pp 61700 351-61700 354 

9205190284 Reque^its that licensee provide info for specific panel discussion topics ^ 
names of member of staff who will attend & participate as panel member for 920623- 
24 current licensing basis workshop 

ST0L2 J F Project Directorate I 4 92/05/05 OPEKAJ F Connecticut Yankee Atomic 
Power Co OPEKAJ F Northeast Nuclear Energy Co 4pp 61716 275 61716’27fl 

9205200118 Informs of JW Andersen 920427 assignment to Acting Project Manager lor 
plant during D Jaffe absence 

STOLZJ F Project Directorate I 4 92/05/06 OPEKAJ F Connoctlcul Yankee Atomic 
Power Co OPEKAJ F. Northeast Nuclear Energy Co 2pp. 61747 334 61747 336 

9205150229 Requests relief from ASME Code Section XI requirements to impfemont In- 
terim repairs to 24 Inch SW-3 sve water piping as altornaiiva to iWA-7000 repair/IWA- 
7000 replacement to eliminate leakage detected during surveillance insp 
OPEKAJ F Northeast Nuclear Energy Co OPEKAJ.F. Northeast Utilities 02/05/08. 
Document Control Branch (Document Control Desk) 7pp 61714 127-61714 133. 

9205210208 Requests to be informed of status of englnooring design & feasibility of In- 
stalling hardened wotwell vent prior to Feb 1994, should opportunity occur during 
outage.Rasults of analysis should be presented to NRC at formal meeting 
VARGA,S A, Division of Reactor Projects - 1/11 (Post 870411) 92/05/08 OPEKAJ F. 
Connecticut Yankee Atomic Power Co OPEKAJ F Northeast Nuclear Enoroy Co. 
3pp 61756 274-61 756 276 

9205180183 Discusses proposed acquisition of Public Sve Co of NH by Northeast UlUa 
& two pending amends to Seabrook OL re acquisition Outage schedules on which ex- 
penditures & budgets based listed 

OPEKAJF Northeast Utilities 92/05/13 TAYLOR J M Ofc of Ihe Executive Director 
for Operations 2pp 61716 305-61716 306 

9205220106 Ack receipt of NRC 920508 Hr & confirms recent lelcon re meeting to dla- 
cuss status of engineering & design of facility hardened wetwell vont 
OPEKAJ F Northeast Nuclear Energy Co OPEKAJ F Northeast Utilities. 02/05/15 
Document Control Branch (Docu men! Control Desk) Ip 61735 206 61735,208 

9206260103 Rospor^ds to request relating lo installation of pump flow Instrumonlallon.lfi 
ref to 1ST Program 

OPEKAJF Northeast Nuclear Energy Co OPEKA.J F Northeast UtllHIos 92/05/18 
Document Control Branch (Documoni Control Desk) 3pp 61787,324 61707 326 



DOCKETED ITEMi) ZJ 


0205260270 Forwards final ropt, ' Northeast Utils Indoponder^t Review Team Plant 
Equrpmenl Operator Performance Concerns " 

OPEKA.J F Connecticut Yankee Atomic Power Co OPEKA.J F Northeast Nuclear 
Energy Co OPEKA J F Northeast Utilities 92/05/21 MARTIN,! T Region 1 (Post 
820201) 2pn 61024 300^61 B24 358 

-*9205260272 "Northeast Ulils Independent Review Team Plant Equipment Operator 
Performance Concerns " 

CALLAGHAN.P, BRAY.MF, CASEY, DG Northeast Utilities 92/05/20 59pp 
61024 302-61924 350 

9206260012 Notilication of significant licensee meeting 92 64 w/util on 920507 to dis 
cuss SALP mot meotinn 

WENZINGERJEC Region 1 (Post 820201) 92/05/22 Region 1 (Post 820201) 3pp 
61751 001-61751 003 


Q Inspection reports, IE Bulletins & correspondence 


9205070213 Forwards Exam Rept 50 245/92-1101 administered during wk of 
920323 Two items closed & one item re initialing primary containment (looding re 
mains open ^ ^ ^ 

HODGES, MW Region 1 (Post 620201) 92/04/29 OPEKAJ F Northeast Nuclear 
Energy Co 3pp 61623 270-61623 293 

-9205070215 Exam Ropl 50-245/92-1101 on 920323-26 Exam results two reactor op- 
oralors & four sonlor roactor operators passed retake exams Generic strengths & 
weaknesses provided as fGodback to licensee training program 
FLOREK,D, CONTE.JR Region 1 (Post 620201) 92/04/22 8pp 61623 282 
61623 293 


9205010009 NRC Info Nc>1ico 92-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 


ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349-61667.354 


9205110006 Discusses omergency preparedness in^p repts 60-245/92-07, 50 336/92- 
07 & 50 423/92-07 on 920127-31 & forwards noUco of violation 
COOPER, RW Region 1 (Post 820201) 92/05/06 OPEKA,J,F Northeast Nuclear 
Energy Co 6pp 61609 219-61609 225. 

-0205110106 Notice of violation from insp on 920127-31 Violation noted periodic drills 
sufficient to assure that koy skills wore dovolopod & maintained wore not conducted 
* Region 1 (Post 820201) ©2/05/06 Ip 61609 225-61609.226. 

9206010045 NRC Info Nolico 02-036, "Inlersyslom LOCA Outside Containment " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co. of Now York, Inc Opp 61718 001-61718 009 


0205040266 Suppl 1 to NRC Info Nolico 92-018, "loss of Flow from Residual Heat Re- 
moval Pump During Refuallng Cavity Drolndown " 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010-61718013 


9205150119 Forwards Initial SALP Repts 50 245/90-99,60-336/90-09 & 60-423/90-99 
for period 001216-92021 5. Weaknesses roflocting doclinos In performance in function- 
al areas noted Requests written comments within 20 days of 920622 mooting at plant 
MARTIN,! T Region 1 (Post 820201) 02/05/07 OPEKA,JF Northeast Nuclear 
Energy Co 6pp. 61677.271 *61677 311 

-9206150122 SALP repla 50 245/90-99,50-336/90 90 & 50-423/90-99 (or 901210- 
920215 

• Region 1 (Post 820201). ©2/04/10 35pp 61677-277-61677 311 

9205260073 Nolillcallon of significant licensee meeting 92-64 w/ulll on 920622 to dis- 
cuss SALP mnl mooling ^ „ 

WENZINQERJHC Region 1 (Post 820201) 92/05/07. Region 1 (Post 820201) 2pp 
61762'060.8I762 070 


0205160229 Requests relief from ASME Code Section XI requirements to Implement In- 
terim repairs to 24 Inch SW-3 sve water piping as alternative to IWA-7000 ropalr/lWA- 
7000 replacement to eliminate leakage detected during surveillance insp 
OPEKA.J.F. Northeast Nuclear Energy Co OPEKA.J.F Northeast Ulltillos 02/05/00 
Document Control Branch < Doc umonT Control Desk) 7pp 61714 127-61714 133 


S. Reportable occurrences, LBRs & related correspondence 


9205010208 LER 92 016 00 on 920326, overvoltage relays in RPS electrical protection 
assemblies found above Tech Spec limits Caused by carbon composition resistor in 

stalled in vollage sensing circuit Overvoltage relays recalibrated W/920424 Ur 

COHEN, S . SCACE.S E Northeast Nuclear Energy Co SCACE.S E Northeast Utilities 
92/04/24 4pp 61569 352-61569 355 


9205060127 LER 92 013 00 on 920330,di3GOvered that RB ventilation exhaust valve 
failed to go fully closed when given isolation signal Caused by improper alignment of 
butterfly valve shaft Design change was implemented W/920429 llr 
SHOLLER.R . HAYNES.H F Northeast Nuclear Energy Co HAYNES.H F Northeast 
Utilities 92/04/29 4pp 61667 355 61667 358 


9205040316 Special rept fire barrier in EDG room south wall not restored to functional 
status within 30 days Caused by changes in plant conditions Fire protective coaling 
Installed on structural steel 

SCACE.S E Northeast Nuclear Energy Co SCACE.S E Northeast Ulililies 
Document Control Branch (Document Control Desk) 2pp 61555 35B-G1555 359 


9205060134 LER 92 017 00 on 920401, determined that several doficiencies existed in 
barriers that prolecls switchgear area Caused by failure during Implementation of EQ 
program EQ barriers were seated as acceptable W/920501 Ur ^ 

THULL.TS, SCACE.se Northeast Utilities SCACE.S E Northeast Nuclear Energy 
Co 92/05/01 6pp 61668 001 61668 006 


0205210169 LER 92-019 00 on 92O4O9.d0termined that slfuclural steel coaling inside 
turbine lube oil room inadequate to provide required 3 h fire resistance rating Caused 
by installation deficiency Continuous fire watch posted W/920508 Ur 
BLOMBERG.P F . SCACE.S E Norlheasl Nuclear Energy Co SCACE.S E Northeast 
Utilities 92/05/08 4pp 61766 178 61766 181 


9205210283 LER 92 020-00 on 920415,concluded that instability of bulk power sys 
(BPS) could result In loss of offsite power Caused by failure to consider BPS stability 
analysis as document requiring review & update W/920515 Ur 
THULL.T S , SCACE.S E Northeast Nuclear Energy Co SCACE.S E Northeast Utiti 
ties 92/05/15 4pp 61791 259 61791 262 


V. Operator Examinations 


9205010131 Suppis 920410 Ur re status of ongoing assessment of circumstances sur- 
rounding recordkeeping by plant equipment operators at Millstone & auxiliary opera- 
tors at Haddam Neck Olsciplinafv action taken re Part 55 licensed operators 
OPEKA.J F Northeast Nuclear Energy Co 92/04/28 MARTIN,! T Region 1 (Post 
820201) 3pp 61547 345 61547 347 


9205070213 Forwards Exam Rept 50 245/92-1 lOL administered during wk of 
920323 Two items closed & one item re initiating pnmory containment flooding re 

HODQEs!mW Region 1 (Post 820201) 92/04/29 OPEKA.J F Northeast Nuclear 
Energy Co 3pp 61623 279 61623 293 


-9205070216 Exam Rept 50 245/92-t10L on 920323-26 Exam results two reactor op 
orators & four senior reactor operators passed relake exams Generic slrenglhs & 
weaknesses provided as feedback to licensee training program. 

FLOREK.D, CONTE, JR Region 1 (Post 820201) 92/04/22 8pp 61623 282 
81623 293 


9205190319 Provides update to ptant-specilic nuclear training manuals Manuals are 
used to augment classroom, simulator & on the job instruction in various operator train 

oMKA^ir?^Connoc^lcut Yankee Atomic Power Co OPEKA.J F Northeast Nudear 
Energy Co OPEKA.J F Northeast Utilities 92/05/12 Document Control Branch (Doc 
umont Control Desk) 2pp 61733 320 61733 321 


9205270 180 Informs that evaluation of requaliftcation program & licensed personnel visit 
scheduled for wk of 920921 List of ref mall requirements & rules & guidelines end 
CONTE.RJ Region 1 (Post 820201) 92/05/21 OPEKA.J F Northeast Nuclear 
Energy Co lOpp 61763 127-61763 136 


DOCKET 50-247 INDIAN POINT STATION, UNIT 2 


F, Security, medical, emergency & fire protection plans 


R Periodic operating reports & related correspondence 


9205070051 "Annual Radiological Envlronmontal Oporaling Ropt Jan Doc 1991 " W/ 

oI^EKaJ F Norlhoast Nucloar Energy Co. OPEKA,J F. Norlheast Utilllios 91/12/31 
90pp 61600.001-61600 102 


9205070013 Forwards "Annual Environ Proleclion Plan Operating Ropt, 1 991 .Millstone 
Unit 0 Environ Protoclion Plan" & "Monitoring Marino Environ of Long Island Sound at 
Mi! I stone Nucloar Power Station, Annua I Ropt 1091 " 

OPEKA,J F. Norlhoost Nuclear Energy Co. OPEKA.J F Northoasl Ulililies, 92/04/30 
Documenl Control Branch (Document Control Desk) Ip 61632001-61633,011 


«-g205070014 "Annual Environ Protection Plan Operating RopL1901, Millstone Unit 3 
Environ Protection Plan.*' _ 

* Northeast Nucloar Enargy Co 91/12/31. 17pp 61632 002 61632 018 


-9205070015 "MonilOfln© Marine Environ of Long Island Sound at Millstone Nuclear 
Power Station,109l Annual Rept." 

* Northeast Utilities 91/12/31 360pp 61632.019-61633 011. 


9205190004 Monthly operating rept for Apr 1992 for Millslone Unit 1.W/ 920513 Hr. 
NEWBURGH,Q , SCACE.S.E, Northeast Nuclear Energy Co. SCACE.S.E Northeast 
Utilities 02/04/30 5pp. 01743*312-61743 316. 


9205140251 Forwards PDR version of Emergency Plan Book Llr of Agreement, DOE, did 
920207 & Section 7, pages 20 & 21 & Emergency Procedure Document Book 2,includ 
Inq App A.Rbv 2 to IP-1022 & Rev 4 to IP-1037 W/920504 release memo 
BRAmS B Consolidated Edison Co of New York. Inc 92/04/09 Document Control 
Branch (Document Conlro) Desk) Ip 61682 302-61682 338 

-9205140260 PDR version of emergency plan book llr of Agreement, DOE, did 920207 & 
•^^nsohiaterldison Co of New York, Inc 92/04/09 6pp 6 1 682 303 61682 300 

-9205140274 PDR version of Emergency Procedure Documenl Book 2, including App A. 
"Emergency Roster," did 920331 & Rev 2 to IP-1 022 & Rev 4 to IP-1037 
• Consolidated Edison Co of New York. Inc 92/04/09 2epp 61602 309 61682,339 

9205070269 Forwards Safely Insp Rept 60-247/92-07 on 920301 0404 & notice of 
violation Problems noted re configuration control in EDG sys 
COWGfLLCJ Region 1 (Post 820201) 92/04/29 BRAM.S Consolidated Edison Co 
of New York, Inc 3pp 61623 345-61623 359 

-9205070273 Insp Rept 50-247/92-07 on 920301-6404 Violation noted Major areas 
InsDactad, plant operations,radiological conlrols.maint & 

surveillance, secunty.engineering & technical support & safety assessment /quality veil 


fication 
NICHOLSON, L E Region 1 


(Post 020201) 92/04/29 lipp G 1623 349 61623 359 



24 DOCKETED JTEMS 


P, Opdrallng Kcensci Site g a dOicumeiits & correspondence 


S. Reportable occurr ericas, LERs & related correspondence 


9205040247 Forwards fitness for duty program contacts listed on pTogram perlormance 
ropls 

KOlJP>E, Reaclor Safeguards Branch 92/04/20 WCKNIGHT,J. Information t 
Records Management Breach (Post 990B27), 4pp 61B63 326.61563329 

920S070189 Requests timely feedback on. full reactor coolant sys chemical dscor^tsml' 
naUor> qualillcatlor^ program genonc topical rapt WCAP‘12932 ,Fqv ^ 

GRAM, SB Cortsolidaled Edison Co of New York, Inc. 92/04/27 Docurnent Control 
Bfanch (Document Control Desk) 2pp 81662 069 61662 070 

9295 1502 39 Requests racor^meridatbns for specific panel discussion topics & names 
o1 staff members altonding & participating In workshop on subi of current licensing 
basis 

CAPRA.RA ProiBCl Direclorale (.1 92/05/04 BRAM.SB Consolidated Edison Co o! 
New York, Inc 4pp 61702 325^61702 326 

9205180133 Summary of 920406 meeting w/utit(n Rockvilte,MD to discussions on sub 
mittel schedule, methodology & specific calculations supporbng extension of surveil- 
lance intervals for 24 month refueling cycle List of atterKlees enci 
WILLIAMS, FJ. Project Directorate U1 02/05/11 Prolecl Directorate 1-1 34pp 
61712 238-61712 272 

92Q52&9237 Informs that licensee response to GL 91*11, “Resolution of Generic Issue 
48 *LCOa For Class IE Vital Instrument Buses,* & 'Interlocks & LCOa For Class IE 
Tie GfoaKefs,' Per 10CFR5054(f),** meets reporting requirements m GL 91*11 
WtLLlAMS.F0 Project Directorate M 92/05/14 9RAM,SB Consolidated Edison Co 
of New York. Inc 3pp 61791.32B>61791 330. 

92051 B0297 Forwards Rev 10 to “QA Proraram,*’ summan2ing key changes inorganiza 
tional reporting arrarvgemenl of Nuclear QA organization. 

BRAM,SB Consolidated Edison Co of New York, Inc 92/05/15 Document Control 
Branch (Document Control Desk) 2pp, 61717 181-61717 369 

-92051 B0288 Rev 10 to “QA Program*' 

• Consolidated Edison Co o1 New York, Inc. 92/05/16 67pp 61717 163-61717 269 


Q fn« peel Ion raporfa, IE Oullefina & correapciiKlen^^ 

9295070269 Forwards Safety Insp Rept 50-247/92 07 on 920301*0404 & nolico of 
violation Problems noted re conficuration control in EOQ ays 
COWGILL,C J Region 1 (Post 620201) 92/04/29 BRAM.S Consolidated Edison Co 
of New York, Inc 3pp 61623 345-61623:359. 

-9205070271 Notice of violation from insp on 920301-0404 Violation noted EDG not 
aligned per Checkoff List 27 31 & tour valves located In slarfmg air sys for EDO 21 
closed when chockolf lisl required that valves be opened 
* Region 1 (Post 620201} 92/04/29 tp 61623 348 61623 346 

**9295970273 fnsp Rept 50*247/92 07 on 920301*0404 Violation noted.MaJor areas 
inspected plant operations,radiologlca1 controls, maint & 

surYeillanc9,secunty,engineenng & technical support & safety assessmenl/quelity veri* 
ficalion 

NlCHQL$ON,I.E Region 1 (Post 820201) 92/04/29 lipp 61623 34 9 61623 350 

9205019099 NRC Info Notice 92*035, “Higher Than Predictod Erosion/ Corrosion Ir) 
ITnisolable 'Reactor Coolant Pressure Boundary Piping Insldo Containment at Bolling 
Water Reactor " 

ROSSl,CE, Otvision o! Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61687 349 61667 354. 

9295010045 NRC Info Notice 92 036, "inlersystem LOCA Outside Containment '* 
ROSSl.CE Dwision of Ctoeratronal Events Assessmer^t (Post 870411) 92/05/07 
Consolidalecf Edison Co ofNew York, Inc 9pp 617)8 001-61716009 

9205040265 SuppI 1 10 NRC Jnfo Notice 92 016, “Loss of Flow from Residual Heat Bs 
moval Pump During Refueling Cavity DraIndown " 

ROSSLCE Division of Operauonaf Events Assessment (Post 870411), 92/05/07 
Consolidated Edison Co. of New York, fnc 4pp 61716 010-51718013 

9205270148 Forwards Insp rept 60 247/92 08 on 920330 0403 & 920430 Severn) fn- 
consitenciBs in implemenletion of 1ST prograin from industry stds Identified.although 
NOV not being fsaued 

ANDERSON.CJ Region 1 (Post 820201) 92/05/20. BRAM.S, Consolidated Edison 
Co of Nevr York, Inc. 3pp 61763.080 61763 090 

•*9205279154 Insp rept 50 247/92 08 on 920330 0403 & 920430. Inconsistencies 
Wen tilled Major areas Inspected licensee Implementation of 1ST aclivUea.to assess 
adeouacy & venfy adherence to regulatoiy tequlremanls 

LOPEZ,Ae, EAPEN,PK, Region 1 (Post 620281) 92/05/13 9pp 61763091- 
61763099 


R. Parladfo operating re parte & related correspondence 

92050S0002 "1991 Radiological Environ Operating Rept Indian Point Nuclear Powor 
Plants *’ W/920434 Itr- 

RUSSELL, J E , BRAM.S B. Power Authority of the Slate of Now York (Now York 
Power Aulhonly). RLISSELL.J E Consolidate Edison Co. of New York, Inc, 91/12/31 
MARTI M,TJ, Region 1 (Pest 820201) 81pp 6 1585-1 75-61 685 284 

9205110138 '^Annual Environ ProlBcHon Plan Rept for 1991 CY Per Add B to Facilrlv 
OLa,lndtan Pdnt Units 1,2 &3 '* 

BRAM.SB. Consolidated Edi^n Co of New York, Inc 92/04/30, Documenl Control 
Branch (Document Control Desk), 6pp 61650 310-61650323, 

9205269197 Monlhfy operating rept for Apr 1992 lor Indian Point Station Unit 1 W/ 
020515 Hr. 

KELLERJ, BRAM.SB Ctinscfdated Edison Co of New York, fnc. 92/04/30 6pp 
61613 203 61813:208 


9205220159 LER 92-007 00 on 92041 3,reactor trip initiated as rosull of turbine trip as 
result of high level in SG 23 Caused by misalignmant of condenser low holwofi 22 B 
outlet valvo Condensate level control valve closed W/920513 Hr 
PE ART, C, BRAM.SB Consolidated Ediaor\ Co, ot New York, Inc 92/05/13 6pp 
61814 054 61B14 059. 

9205270274 LER 92-00 B 00 on 920418,cen1fa( conlrof room ventilation aya aufomaficaf 
ly transfered Irom normal to incident mode as result of high alarm from air Intake radi- 
ation monitors Caused by faulty connection Board soldered W/9205t 8 Itr 
DAHL,G. BRAM.SB, Consolidated Edison Co o1 New York, Inc 92/05/10 4pp 
61814 243 61514 24 6 


V. Operator Examfnatlons 

9205200262 Advises that evaluation of requaliiicallon program & licensed personriof 
scheduled for wk of 920817. Ref malls, listed on enckshould be furnished by 
920706 Proposed operators should be identified 60 days prior to exam date, 
ESELQROTH.P.W Region 1 (Post B20201) 92/05/12. BRAM.S Consolidated Edison 
Co of New York. Inc 10pp 61754.334 61754343 


DOCKET 50-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F Security, medical, emergency & fire protection plans 


9205200290 Rev 02A to EPIP 0600*82, "OSC Inventory Checklist." adding sixes & 
quantity respiratory description 

LAMBROS.S Commonwealltl Edison Co 92/04/17 3pp 61754-246 B1754 248 

9205010197 Advises that access authorization program which meets requirements of 
tOCFfl73 56 implemented on 920427 Util Intends to utilize temporary unescorted 
access provisions of rule 

REEO.C Commonweaffh Edison Co 92/04/27 MURLEY.TE Office of Nuclear Reac- 
tor Regulation. Director (Post 870411) 1p 61 549 332-61 S49 332 

9205040176 FoAvards Rov 13 to physical security plan Certifies that access authoriza 
lion program implemented per Industry guidelines in NUMARC 89 10 & guidance In 
Reg Guide 5 66 Rev withheld f10CFR2 790{d) & 73 21) 

BRAM.SB Consolidated Edison Co of New York, Inc 92/04/27 Document Control 
Branch (OocurriBnl Control Desk) 2pp 61673 339 61573,340 

9205200274 Rev OA to EPIP 0400-T3H, "Map Evacuate lo Morris Hosp" Rov up 
dates map 

LAMBROS.S Commonwealth Edison Co 92/04/27 3pp 61754 303 61754 305 

9205100243 Procedure change to Rev 2 lo EPIP 0400 S5, "OSC Emergency Team Au 
slgnmenl Form," to allow omergancy teams to be dispatched m more linnoly manner 
♦Commonwealth Edison Co 92/05^5 4pp 61743 2/0 61743 274 

0205190247 Procedure change lo Rev 2 to EPIP 0400-S6, "OSC Emergency Team As- 
signment Debriefing Form, allowing emergency learns lo be dobrlofod in more timoly 
manner. 

♦ Commonwaallh Edison Co 92/05/05 2pp 61741 029 61741 031 

9205190261 ProGOdure change to Rev 1 to EPIP 040D-S4, "Search & Rescue Brloflng 
Form," inserting "onlry" to comply w/other OCS forms 

♦ Commonweanh Eoison Co. 92/05/05 5pp S1 740 206 61740 212 

9205190256 Procedure change lo Rev 1 to EPIP 0400 03, "Emergency roams " 

♦ CommonwGallh Edison Co. 92/65/05 4pp 61740 201 61740 204 

©205190261 Pfocedwre charwo to Rov t to EP/P0400-S3, "Emorgonev Team Chork- 
list," Indicating commltmems re Insp Ropts 60 237/91*23 & 50 240/91 23 covorinri 
©mergortcy team briefing fom 

♦ Commonwealth Edison Co 92/05/05 5pp 61740 282-61740 266 

9205190263 Procedure change lo Rev 4 to EPIP 0400 01. "Plant Assembly, " millcnliiifj 
moving odminlslratlve lunch room 

♦ Commonweallh Edison Co 92/06/05 6pp 61740 287 61740 202. 

92OS190264 Tomporary change notice to Rev 3 to EPIP 0400-Tt. consisting of schu 
malic Indicating relocation of administrative lunct\ room 

♦ Commonwemth Edison Co 92/05/05 3pp 61740 310 61740 312 


9205190265 Rov 3 to EPIP 0300 02, "Initial Nollllcallone (Primary Rosponslbilily ♦ Sin 
lion Director)." 

♦ Commonwealth Edison Co 92/05/05 13pp 61740 313 61740,325 

9205200225 Rev 1 to EPIP 0720 SI 5, "GSEP AcUvalion Call List," adding onhancod 
print (or events & changing augmoalallon to activation to clauly procoduro 

* Commonwealth Edison Co 92/05/05 5pp 61774 298 61774-302 

9206200229 Rev 1 lo EPIP 0720-S14, "GSEP Activation Call Lisl," changing achvAllon 
to augmentation to clarify procedure 

• Commonwealth Edison Co 02/05/05 5 pp. 61774.352-61774 368 

9206200265 Rov 2 to EPIP 0130 01, "Mainl Diroclor Implementing proendure " 

• CommonweaUh Edison Co 92/05/05, 5pp 61754 329 61754-333 

9295200270 Revised EPIPs, including Rqv 2 to EPIP 110*01, Rev 1 to EPIP 150-T4 & 
Rev 2 to EPIP Of 65 01 

♦ Commonwealth Edison Co 92/06/05 62pp 61755123 61755 174 


9205200295 Rev OA (0 EPIP 4O0-T3A, "Map Evacuate to Braldwood Station vin 
Main Roads Issue Map lo Load & Trail Evacuation Conlrollors " 

LAMBROS.S, Commonwealth Edison Co 92/05/05 16pp, 61 764,231 -6 1764-245 

0206200336 Rev 2 to EPIP 0720-SI 2. "GSEP Activation Call List," adding bold lyno for 
events & two more lines to each activation callora list 

SHARPER, D.. KUCZYNSKI,J. Commortweallh Edison Co 02/05/05, 7pp 61754 176- 
61764,162 



9205210021 Rev 2 to EPIP 0720-03, "Generating Station Emergoncy Plan Activation for 
Nuclear Event & Operational Test ” 

SHARPER.D, HOLMAN.R Commonwealth Edison Co 82/05/05 12pp 61 777' 105- 
B1777 196 

920-521002 B Rev 3 to EPIP 0200-Tl, "Dresdon Nuclear Power Station BWR Emergency 
Action levels " 

HOLMAN.R. SHARPER, D CommonweaUh Edison Co 92/05/05 23pp 61777 197- 
61777 219 

9205210033 Rev 2 to EPIP 0160-SI. "OSC Director Alert Checklist " 

8ICKHAM.J, SHARPER.D Commonwealth Edison Co 92/05/05 7pp 61777 178- 
61777184 

9205210040 Rev 1 to EPIP 0150-02, "Onsite Radiation Protection Controls," incorporat- 
ing change to limitations & actions section to define new terms.omorgency & routine 
entry 

BICKHAM.J, SHARPER.D Commonwealth Edison Co 92/05/05 4pp 01777 159- 
61777162 

9205210044 Rev 2 to EPIP 0160-01. "OSC Director Implementing Procedure," reword- 
ing limitations & actions section to iricorporate changes to OSC emergency team as- 
signment form 

BICKHAM.J. SHARPER.D Commonweailh Edison Co 92/05/05 4pp 61777 103- 
61777 166 

9206210063 Rev 3 to EPIP 0600-T2, revising OSC Status Board. OSC Sign-ln Board & 
TSC Personnel Board Mm Manning forms 
* Commonwealth Edison Co 92/05/05 6pp 61777 172 61777 177 

9205210058 Rev 2 to EPIP 0160-S2. "OSC Director General Emergency Checklist/’ 
changing OSC Emergency Team Briefing Form to OSC Emergency Team Assignment 
Form 

BICKHAM.J , SHARPER, D Commonwealth Edison Co 92/05/05 5pp 61777 167- 
61777 171 

9205210075 Rev 2 to EPIP 0160-S3, "OSC Director Gonorol Emergency Checklist," 
changing OSC Emergency Team Briefing Form to OSC Emergency Team Assignment 
Form & Emergency Team Debriefing Form to OSC Emergency Team Assignment Do- 
brietlng Form 

BICKHAM.J , SHARPER.D Commonwealth Edison Co 92/05/05 6pp 61777 335 
61777 340 

9206210081 Rev 2 to EPIP 0160 84 "OSC Director Termination & Recovery Checklist/’ 
rewording Step 4 under "Recovery" to clarity supervisors to be Included In OSC shift 
turnover D net I np. 

BICKHAM.J. ^ARPER.D Connmonwoalth Edison Co 92/05/05 3pp 61777 341- 
61777 343 

9205210087 Rev 3 to EPIP 0165-31, "OSC Supervisor Alort Checklist," changing 
Titlo,Malnt/QC Group Leader to Ready Room Suporvlsor to conform w/oiher OSC re 
fated EPIPs 

BICKHAM.J, SHARPER.D Commonwealth Edison Co 92/05/05 7pp 61777 290- 
61777 298 

9205210095 Rev 1 to EPIP 0200 03, "A-Modol Interactions," adding note to Limitation & 
Action section re computer spoolers. 

HOLMAN.R, KUC2YSNKI.J, SHARPER.D Commonwealth Edison Co 92/05/05 
11pp 61777.297*61777 307 

9205210101 Rev 3 to EPIP 0300 01, "Notifications (or Generating Station Emergency 
Procodufo Emergencies " 

BICKHAM.J, SHARPER.D Commonwealth Edison Co 92/05/05 Opp 61777 244 
61777 251 

9206210103 Rev 2 to EPIP 0300-S8, "NRC ENS Phone Reporting Requiremonls/’ 
changing to 10CFR20 reporting requirements, per revised slatuos 
BICKHAM.J , SHARPER.D Commonwealth Edison Co 92/05/05 15pp 61777 252- 
61777 266 

92D51 90209 Informs that rev NSEP-DA-9201 to emorgortcy plan consistent w/ 
10CFR50 54(q) requifamonts & acceptable 

PEDERSON.C D Region 3 [Post 620201) 02/05/07 REED.C. Commonwealth Edison 
Co Ip 61708 045-61708 045 

9205160219 Advises that 920403 Rev 39 to physical security plan consistent w/provi 
sions of iOCFR50.64(p) & acceptable 

PEDERSON .CD. Region 3 (Post 620201) 92/05/11 KOVACH.TJ Commonwealth 
Edison Co 2pp 61719 337-61719.336 

6206290331 Forwards Rav 41 to security plan, removing App "Q” from security plan.per 
commiimont in App "Q" Rev withhold (ref 10CFR73 21) 

KOVACH, T J Commonwealth Edison Co 92/05/21. Document Control Branch (Docu- 
ment Control Desk) Ip, 61622 354-61822 354 


P. Operating ticenee stage documents & correspondence 

9205150197 Discusses review ol util responses to generic Ur 89-10, auppi 3. "Consider- 
ation of Results ol NRC-Sponsored Tests ol Molor-Op orated Valves ■' 

BARRETT.RJ, Project Directorate 111-2 92/04/16 KOVACH.TJ Commonwealth 
Edison Co 7pp 61683 093 61683 099 

9205040247 Forwards fitness for duly program contacts listed on program performance 
ropts 

KOUP.E Reactor Safeguards Branch. 92/04/20 MCKNIGHT, J. Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61663 329 

92050401 B9 Application for amends to Licenses DPR-IO & DPR -2 5, changing TS Sec- 
tion 6 2 B to delate radiation protection procedure & replace procedure w/new Sec- 
tion 6 1 1 re radiation protection program 

PIET, PL Commonwealth Edison Co 92/04/24 MURLEY.T E Office of Nuclear Re- 
actor Regulation, Director (Post 87041 1). Bpp 61550 006 61560*1 14. 

-9205040190 Proposed TS Section 6 1 1 re radiation protection program 
* Commonwealth Edison Co 92/04/24 lOpp 61550:006-61550.114 


920515018$ Responds to 920228 requests for NRC approval for licensee proposal to 
apply corrosion resisiar^t cladding to certain welds Proposal considered acceptable 
SIEGEL, B L Project Director alQ 111-3 92/04/29 KOVACH T J Commonwealth Edison 
Co 2pp 61683 085 61683 086 

9205120235 Provides update on replacement effort re rofuelmn bridges & masts 
KOVACH.TJ Commonwealth Edison Co 92/04/30 DAVIS, A B Region 3 (Post 
820201) ip 61665 254 61665 254 

9205200D84 Requests that licensee provide mfo for specific pane! discussion topics & 
names of staff members who will attend & participate as panel member on 920623-24 
currenl ffcensrng basrs workshop 

BARRETT.RJ Project Directorate 111-2 92/05/05 KOVACH.TJ Commonwealth 
Edison Co 4pp 61722 329 61722 332 

9205180359 Application for amends to licenses 0PR-19,DPR 25,DPn'29. OPR-30.NPF 
1 1.NPF-1 6. NPF-37,KIPF 66, NPF-72,NPF-77. revising administrative controls section to 
standardize onsite review function 

SIMPKIN.T W Commonwealth Edison Co 92/05/07 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 25pp 61719 001-61719 238 

-9205180304 Proposed changes to Tech Specs revising administrative controls 
‘ Commonweailh Edison Co 92/05/07 200pp 61719 026 61719 238 

9205210297 Forwards "Study of Thomnodynamic Characteristics of Quad Cities ECCS 
Pump Rooms" oor NRC 920221,22 & 0402 telcon requests for addi info re assess- 
ment of EGGS operability w/o room cooler heat removal capability 
SCHRAGE.J L Commonwealth Edison Co 92/05/08 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411). I3pp 61777 039 G1777 152 

920S140231 Notification of 920512 moetlng w/uli! in Rockville MD to discuss licensee 
commitments in response to generic Ur 88 01, "NRC Position on IGSCC in BWR Aus- 
tenitic Stainless Stool Piping ’ 

OLSHAN.LN Project Directorate 1113 92/05/11 MURLEY.T, MIRAGLIA.F . 

RUSSELL.W NRC - No Detailed Affiliation Given 4pp 61683 200 61683 203 

9205190235 Summary of 920408 mooting w/ulil re MOV program List of attendees end 
PULSfFER.RM Projeef Oiroclorale fff-g 92/05/11 Project Directorate f((-2 30pp 
61716 090-61716120 

9205220002 Forwards response to sevoral Issues raised during MOV audits per 920408 
meeting at Rogion III & Qononc Llr 89-10 Values for stomTriclton coefficients bolter 
than 0 2 not unreasonable 

SIMPKIN.T W Commonwealth Edison Co 92/05/11 DAVIS.AB Rogion 3 (Post 
820201) 12pp 61780 182 01780193 

920S12Q108 Notification of significant llconsoo meeting w/util on 920514 to discuss mgt 
issues at util corporate & six nuclear stations 

HSIA.A Roqion 3 (Post C202Q1) 92/05/12 Region 3 (Post 820201) 2pp 61637 216- 
61637 217 

0206120193 Notification of significant licensee mooting w/ulil on 92Q514 to discuss exit 
meeting for Dresden Oversight Team 

HSIA.A Region 3 (Post 820201) 92/05/12 Region 3 (Post 820201) 2pp 61624 089 
61624 070 

9205120211 Confirms plans to hold two separate meetings on 020514 at plant.as dis- 
cussed between A Hsia of NRC & J Schrago of util 

QREENMAN.EG Rogion 3 (Post 820201) 92/05/12 REED.C CommonweaUh 
Edison Co 2pp 61624 130 61624 131 

9205 1902 12 Confirms plans to hold mgt meeting on 920522 in Glor\ Ellyn, IL to discuss 
util Initiatives to improvo engineering & technical staff performance & operability as 
sessmont 

GREENMAN.EQ. Region 3 (Post 820201) 92/05/12 REED.C Commonweailh 
Edison Co 2pp 61708 046 61706 047 

9205260236 Dlscussos agreomenl lo delay Implomentalion ol Generic Llr 0M1 until 
020531 Implementation delayed to resolve technical issues & is currently In on site 
roview process 

JACKSON.M A Commonweailh Edison Co 92/05/12 MURLEY.T E Office of Nuclear 
Reactor Ragulation, Director (Post 870411) Ip 61600 260 61809 208 

9205190025 Ack receipt ol 10CFR50 64(a) submittal did 920408 incorporating changes 
in QA program topical repiNRC anticipates more than 60 days to complete 
review Results will bo communicated 

WRIGHT, QC. Rogion 3 (Post 620201) 92/05/13 REED.C Commonwealth Edison 
Co 2pp 61705 345 61705 346 

0205270238 Confirms 920522 mgl mooting at Region III ofc to discuss util environ moni 
toring at six listed nuclear sites 

QREENMAN.EG Rogion 3 (Post 820201) 92/05/22 REED.C Commonweailh 
Edison Co. 2pp 61026358-61826.369 

9205280023 Nolifigallon of significant licensee meeting w/util on 920522 to discuss util 
environ monitoring at all nuclear stations 

HSIA.A H Rogion 3 (Post 820201) 92/05/22 Region 3 (Post 820201) 2pp 
61772 191-61772192 


Q. Inapectlon reports, IE Bulletins & correspondence 

9205050031 AcK receipt of 920410 Itr m response to 920312 Itr transmitting notice of 
violation associated w/lnsp Ropt 50-237/92*02 & 60-249/02 02 
GREENMAN.E.Q Region 3 (Post B20201). 92/04/28 REED.C Commonwealth 
Edison Co Ip 61540*126 61540 126 

9205130082 Advises that during recent Unit 3 outage.olectrlcal pull box & cabling re 
moved from Masonry Wall 38 relocated to solid concrete wall immediately abovo 
wall, per NRC 900703 request lo be Informed of actions re NRC Bulletin 80-1 1 
PIEuP L Commonwealth Edison Co. 92/05/04 MURLEY.T E Office ol Nuclear Re- 
actor Regulation, Director (Post 870411) 1p 61683 205 61683 205 
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9SD51902fi1 Procedure change lo Rev \ (o EPIP 0400 sa, ‘Emergency Team Check 
list." indscaling commitmcnls re tnsp Repts 50 237/91-23 & 50-240/91-23 covering 
emergency team briefing form 

* Commonwealth Edison Co 92/05/05 5pp 61740 262-6 1740 206 

9205010009 MHC fnfo Notice 92 035, “Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Cootant Pressure Bourtciary Piping Inside Containment at Boiling 
Water Reactor " 

ROSSI.CE Division of Operational Events Assessment (Post 87041.1)- 92/05/06 
Consolidated Edison Co of New York, fnc 6pp 61667 340 61667 354 

9205129178 Ack receipt o1 920415 Itr informing NRC o1 steps taken lo correct violations 
noted in insp repis 50-237/91-16 & 50 249/91-15 Requests that licensee provide 
annual updates defining corporate setpoint control program 

GREENMAN.EG Region 3 (Post 820201) 92/05/06 REED.C CommonwoaUh 
Edison Co 2pp 61624 059-61624 063 

9205159071 Forwards insp repts 50-237/92 05 & 50-249/02 05 on 920303 0410 & 
nolico of violation 

CLAYTON..B Region 3 (post 820201) 92/05/06 REED.C Commonwealth Edtson 
Co 2pp 61676 259 61676 285 

>■-9205160073 Notice of violation from insp on 920303 0410 Violation noted on 
92021 1. operator performod activity affecting quality .placement of lock on electrical 
breaker (or containment isolation valve, w/o tfocumenlod mstruclion 
CLAYTON.B Region 3 (Post 020201) 92/05/06 2pp 61676 261-61G76 262 

-9205150076 Insp repts 50 237/92-05 & 50 249/92 05 on 920303-0410 Violations 
noted Major areas inspected licensee action on previously identified dems.operational 
safoly & preparation for startup from refuofing 

HSIA.AH Region 3 (Post 820201) 92/05/06 23pp 61676 263 61676 205 

9265010045 NRC fnfo Notice 92-036, "Inleraystem LOCA Outside Containment ” 
ROSSUCE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61718 009 

9205040265 Sup pi 1 to NRC Info Notice 92-016, “Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 92/05/07 
ConsoHdatod Edison Co of Now York, Inc 4pp 6171801061718013 

9205180063 Responds lo NrC 020410 Hr re violation noted in Insp Repts 50-23//92-07 
& 50 249/92-07 Corrective aclions Dresder^ Operating Procedures (OOP) DOP 1200 
05 & DOP 1QOO-OQ revised 

KOVACH,! J Commonwealth Edison Co 92/05/08 Documont Control Branch (Docu 
mont Control Desk) 4pp 61739 332-01739 335 

9205190029 Ack racolpl of 920427 Hr Informing NRC of steps taken to correct violations 
noted in insp repts 50 237/91 201 & 50 240/91*201 

MILLER, HJ Region 3 (Post 620201) 92/05/08 REED.C Commonwealth Edison Co 
ip 61700 313 61706 339 

-9205190034 Responds to NRC 910920 Ur re violations noted In insp repts 50-237/91 
201 & 50-249/91-201 Corrective actions evaluation of ECCS full row functional tost 
concerning design basis LOCA analysis performed 

PIET.P L Commonwealth Edison Co 92/04/27 BUTLER, D Region 3 (Post 820201) 
25pp 61706 316-61706 330 

9205270188 Confirms plans to condul enforcement conference in Glen Ellyn, IL on 
920527 to discuss insp findings involving violations at facility 

GREENMAN.EG Region 3 (Post 820201) 02/05/18 REED.C Commonwealth 
Edison Co 3pp 61763 211 61763 213 


R. Periodic operating reports & related correspondence 

9205140267 Monthly operating repts for Apr 1992 for Dresden Nuclear Power 
Station W/d20 591 fir 

MAXWELL.DC, SCHROEDER.CW Commonwealth Edison Co 02/04/30 67pp 
61704 108 61704 245 


S. Reportable occurrences, LERe & related correspondence 

9205130115 LER 92 0t1-0l)on 9 20408 .turbine Oil loak & several steam teaks from 
land seal condenser sys occurred & 12 h TS lest windows could not be met Caused 
y leaking outboard seal Strut paddle replaced W/d204 30 Itr 
CHURILLA.M. SCHROEDER.CW Commonwealth Edison Co 92/04/30 6pp 
61702 300 61702 304 

9205180028 PNO til 92 024 on 92DS12,Unit 3 shut down to replace seal on roctrcutatlon 
pump Indications of seal failure occurred on 920510, prompting power decrease to mm 
recirculationflow Llcenseeanticlpatosthree-dayoulage 

KNOP.R . CLAYTON, S Region 3 (Post 620201) 92/06/12 Ip 61690 183-01690 183 

92D5220'905 LER 92 012-00 on 92041 9, during Operability Toaling.LPCI minfmun flow 
valve M03 1501-13A auto closed Cause unknown Investigation/tosllng was per- 
formed byOperaling Dept W/920515 Itr 

RHEE.SJ, SCHROEDER.CW Commonwealth Edison Co 02/05/15 6pp 
61701 307-81791.312 


V, Operator Examinations 

9205 198021 Informs of requalification program evaluation scheduled for wks of 920914 
& 21 Supportive ref matl guidelines end 

WRfGHT.GC Region 3 (Post 620201) 92/05/11 REED.C Commonwealth Edison 
Co- lOpp 61705 335-61705 344. 


DOCKET 60-250 TURKEY POINT PLANT, UNIT 3 


P. Security, itiedlcaL emergency & fire protection plans 

9205058125 Advises that Rev 23 lo emerg^sney plan masts planning stds of 
10CFR50>47(b) & requirements of App E to 10CFR50 

CLINE.WE Region 2 (Post 620201) 92/04/OG GOLDBERG.J H Florida Power & 
Light Co. 3pp 61640 200-61540 202 


9205060159 Forwards insp repts 50-250/92-06 & 50-251/92 06 on 920224 28 & 
0325 No violations noted 

CLINE.WE Region 2 (Post 820201) 92/04/10 GOLDBERG, J H Florida Power & 
Light Co 3pp 61540 227 61540 256 

“920B050163 Insp repts 60 250/92 06 & 50-251 /92 06 on 020224-28 & 0325 No viola 
lions noted Major areas inspocted radiation protection pfogram.heallh physics activi- 
ties including program organization & staffing & exposure monitoring 
KUZO.GB, BOLAND.AT. POTTER.J P Region 2 (Post Q20201) 92/04/08 25pp 
61540 230 61510 256 

9205070126 Advises that 920403 Bov 1 to physical security plan consistent w/provi 
sions of 10CFR50 54(p) & acceptable for inclusion into plan 

COLLINS, DM Region 2 (Post 020201) 92/04/30 GOLDBERG, JH Florida Power & 
Light Co 5pp G1 599 331 61599 33S 

9205140259 Requests relief from commitments made m 910605 Itr prior to submittal of 
Rev 0 to physical security plan Rev implemented via procedures.security force instruc- 
tions & post orders Commitments Hated on end 

GOLDBtRG,J H Florida Power & Light Co 92/05/04 Document Control Branch 
(Document Control Desk) lOpp 61704 304-61704 313 


H. General correspondenco 

9205260163 Advises that KN Harris no longer employed by ulil.os of 920430 Name 
should bo removed from all distribution lists 

GRAZIO.RE Florida Power & Light Co 02/05/12 Document Control Branch (Docu 
ment Control Desk) ip 61812 232-61812 232 


P. Operating license stage documents & correspondence 

020S050013 Confirms 920311 conversation w/util re 920403 maolmg to be held at 
Region II ofc lo discuss now load sequencers &. instrument setpoints Proposed 
agonda end 

REYES.LA Region 2 (Post 620201) 02/03/27 GOLDBERQ.J H Florida Power & 
LlghlCo 4pp 61640113 61540 110 

9205050048 Notification of significant licensoe meeting w/util on 920403 in AtlQnta,GA 
for licensee prosonlatlon on new load sequencers & on instrument setpoints 
LANDIS, KD Region 2 (Post 820201) 92/03/27 Region 2 (Post 820201) 2pp 
61540 130 61540 131 

9205040247 Forwards fitness for duty program contacts listed on program performance 
roots 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Information & 
Records Management Branch (Post 800827) 4pp 61563 326 61563 3?D 

9205040241 Informs that llcensoe 920204 submittal of BAW-2118P, “Low Upper Shelf 
Toughness Fracture Analysis of Reactor Voasets of Turkey Point Units 3 & 4 for Load 
Level A & B Conditions,” will bo withheld (ref 10CFR2 790(b(5)) 

RAGHAVAN.L Project Directorate 11-2 92/04/21 TAYLORJH Babcock & Wilcox 
Co 3pp 61M9 028^61549 030 

9206120107 Summary of 920109 meeting in Atlanta to allow llconsoo to make presenla 
lion on status of new load sequencers & on instrument setpoints program List of at- 
tendoos end. 

REYES.LA Region 2 (Post 820201) 92/04/22 GOLDBERQ.J H Florida Power & 
Light Co 28pp 61637 259 61637 286 

92051 10Q99 Responds to questions re plant spodfic m a int, surveillance & monitoring 
provisions of safoiy-rotatod DC power supplios & generic issue A-30 
RAGHAVAN.L Project Dfroctoralo 11-2 92/04/29 GOLDBERQ.J H Florida Power & 
Light Co 2pp 61623 244-61623 245 

9205200087 Notification of 020623 24 workshop In Rockville, MD re current licensing 
basis 

0ERKOW.H N Project Directorate 11-2 02/05/04 GOLDBERQ.J H Florida Power & 
Light Co 3pp 61724 356-61724 358 

9205110145 Forwards response lo NRC 920228 request for addi info ro omorgoncy 
power sys enhancement projoct, consisting of discussion of swing bus transfer scheme 
Implemented at facilities & set of logic diagrams 

PLUNKETT,! F Florida Power & Light Co 92/05/05 Documont Control Branch (Doc- 
umont Control Desk) 16pp 61650 178 61650.193 

9205100119 Withdraws 910403 proposed licor^ao amend re doparlura from DMB param- 
etors 

BOHLKE.WH Florida Power & Light Co 02/05/08 Document Control Branch (Docu- 
ment Control Desk) Ip 61724 304 01724*304 

9205200056 Forwards requests for relief asso-ciatod w/inservico testing program & Rev 
4 to “Socond 10-Yr Inservlc© Insp fnten/al Inservice Testing Program for Pumps & 
Valves " 

PLUNKETT,! F Horida Power & Light Co 92/05/14 Document Control Branch (Doc- 
umont Control Desk) 7pp 61761 121-61701 300 

-92052Q0059 Rov 4 to “Second lO-Yr tnservice Insp Interval - Inservice Testing Pro- 
gram for Pumps & Valves ” 

^ Florida Power & Light Co 92/04/14 200pp. 61761 128-61761 309 

9205220188 Provides schedule for responding to request for addI info ro site specific 
seismic review program implBmonted.por USI A 46,GL 87*02, Util will respond lo add! 
Info requested m 920318 list by 620831. 

BOHLKE,W.H. Florida Power & Light Co 92/05/15 Documont Control Branch (Docu 
mont Control Desk) 3pp 61787 364-61707,356 

9205210216 Forwards notice of withdrawal of application for amends to licenses DPR 
31 &DPR-41 

RAGHAVAKL Project Directorate 11-2, 92/05/18 GOLDBERQ.J H Florida Power & 
Light Co 2pp 61766.266 61766 269 

-9295210220 Nottce of withdrawal of application for emends to liconses DPR'31 & 
0 PR-41 

RAGHAVAN.L Project Directorate 11-2 92/05/18 2pp 61766.268 61766 269 
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9205260113 Forwards nohce of withdrawal of applicalion for amends lo licenses DPR- 
31 & DPR 41 W/o end 

RAGHAVAN.L Project Direcforale 11-2 92/05/18 GOLDBERG, J H Florida Power & 
Light Co Ip 61773 229 61773 229 

9205260226 Application for amends to Licenses DPR-31 & DPR-41, modifying TS Sec- 
tion 6 0, "Admmlstrativo Controls" to reflect present organizational titlos for util nucle- 
ar div & to delete specific title designations for nuclear safety committee 
BOHLKE.WH Ftorida Power & Light Co 92/05/10 Document Control Branch (Docu- 
ment Control Desk) 8pp 61809 338 61609 358 

-9205260227 Proposed TS Section 6 0 re administrative controls covering onsite & off- 
site organization & plant staff 

• Florida Power & Light Co 92/05/19 13pp 61809 346 61009 368 

9206260231 Forwards revised NSHC determination to support 020421 application for 
amends to Licenses DPR-31 & DPR-41, changing TS re 480-volt toad ctrs degraded 
voltage protection schemes 

BOHLKE.W H Florida Power & Light Co 92/05/19 Document Control Branch (Docu- 
ment Control Desk) 4pp 61812 203 61812 280 

9205270036 Forwards response lo NRC 920213 telcon request for addi info re Topical 
Rept NTH-TR-01 , "RETR AN Model Qualification " 

BOHLKE.W H Florida Power & Light Co 92/05/19 Document Control Branch (Docu- 
ment Control Desk) 21pp 61626 329-61828 349 


Q. Inspaotlon reports, iE Bulletins & correspondence 

9205050025 Ack receipt of 920319 Mr informing NRC of steps taken to correct violations 
noted In Insp repls 60-250/01-52 & 50 251/91-52 

LANDIS.KD Region 2 (Post 020201) 92/03/31 GOLDBERQ.JH Florida Power & 
Light Co 3pp 61540 123-61540 125 

9205060169 Forwards (nsp repta 50*260/02 06 & 50-261/92-06 on 920224-28 & 
0325 No violations noted. 

CLINE, WE Region 2 (Post 820201) 92/04/10 GOLDBERG, JH Florida Power & 
Light Co 3pp 61540 227-61 540-256 

-9206060163 Insp repts 50*250/92 06 a 50*251/92*06 on 920224 20 & 0326, No viola- 
tions noted Major areas inspected radialion protection program, health physics aclivi* 
ties Including program organization & staffing & exposure monitoring, 

KUZO.QB, BOLAND.AT, POTTERJ P Region 2 (Post 0202Q1) 92/04/00, 25pp 

61540 230-61540 256 a v kk 

9206120030 Forwards insp repts 50-250/92 08 & 60-251/92 08 or^ 920316-20 No viola- 
tions noted 

JULIAN, C A Region 2 (Post 020201) 92/04/17 GOLDBERQ.JH Florida Power & 
Light Co 4pp 61635'110-61635 136 

-9206120042 Insp repts 60-260/92*00 & 60-261/92*00 on 920316 20 No violations 
noted Major areas In spec tod .pro gram developed in response to nenerlo Itr 99*10, 
"Safety related MOV Testing & Surveillance " 

TAYLC5r,P, SPARKS, S, SGHNEBLI.Q Region 2 (Post 820201) 02/04/16 23pp 
61635 114*61635 136 w x kk 

9205 120109 Ack receipt of 920400 Ur informing NRC of stops taken to correct violations 
noted In Insp repts 50-250/91-03 & 50-261/91-03 

SINKULE.MV Region 2 (Post 820201) 92/04/21 GOLDBERG, J.H Florida Power & 
Light Co 3pp. 61636063-61636 065 

9205120163 Forwards insp repts 60-250/92-04 & 60-251/92 04 on 920127-0403 No 
violations or deviations noted 

SINKULE.M V Region 2 (Post 020201), 92/04/23 GOLDBERG, J H Florida Power & 
Light Co, 3pp 61636-029 81630.035 

“92O512O10B Insp repls 50-250/92-04 & 60-251/92-04 on 920127-0403 No violations 
Of davlalions noted Major areas Inspected review & evaluation changes in population 
distribution in Industrial, mlittary or Ironsportation hazards 

8UTCHEfl,RC, SCHNEBLI,GA, TROCINE.L, Region 2 (Post 820201) 92/04/23 
4pp 61636032 61636-036 

9206120234 Forwards Insp repts 60-250/92*09 & 50-251/92-09 on 920323*27.No viola- 
tions or deviations noted 

CLINE, WE Region 2 (Post 820201) 02/04/27 GOLDBERQ,JH. Florida power & 
Light Co. 4pp 61637 021-61637:043 

-9205120236 Insp repts 60-260/92 09 & 60-261/92-09 on 920323 27. No Violations 
noted.Mejor areas inspected organization ol chomisiry dept & radwasto group.audits 
conducted by licensee & plant & water chemistry 

CARRION,RP, DECKER,TR. Region 2 (Post 020201) 92/04/27 17pp 01637 026- 

61637.043 ax 

9205140204 AUXILIARY FEEDWATER SYSTEM RISK-BASED INSPECTION GUIDE 
FOR THE TURKEY POINT NUCLEAR POWER PLANT 

MOFFITT.N E„ GORE.B F., VO,T V. Batlelle Memorial Institute, Pacific Northwest Lab- 
oratory. FIN L-1310 NUREG/CR-5633 02/04/30. Division of Radialion ProlocHon & 
Emergency Preparedness (Post 670411) 33pp 61 660-093-01 668*1 27 

9206220026 Forwards insp repts 60-250/92-07 & 50-261/02-07 on 920229- 0403 & for- 
wards notice of violation. Violation is of concern because of importance of controlling 
plant configuration at all times 

SINKULE,M V Region 2 (Post 820201). 92/05/01. GOLDaERG.J.H Florida Power & 
UghtCo, 3pp 61735-219*61735.253. 

-9205220026 Notice of violation from insp on 920229-0403, Violation noted charging 
pump 4B vent valve 4-276E not Included on release for teat & was allowed to remain 
open while sys pressurized, 

* Region 2 (Post 820201). 92/05/01 920501 61735.222*61735 223 

-9206220029 Insp repts 60-260/92*07 & 60-261/92.07 on 920229*0403 Violations 
noted Major areas inspocted-monihly surveillance observations, monthly maint 
observations, operational safety & plant events, 

BUTCHER,R C, SCHNEBLI.Q.A , RESIOENT.LT Region 2 (Post 020201). 02/06/01 
30pp 61735*224-61735 263 


9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosior» in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/06 
ConsoJidaied Edison Co or New York, Inc 6pp 61657 349 61667 354 

9205010-045 NRC Info Notice 92-036, "Intorsyslom LOCA Oulaldo Containment** 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61716 001 61718 009 

9205040266 SuppI 1 to NRC Info Notice 02-016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61710 010 61718013 

9205200056 Forwards requests for relief associated w/lnservice testing program & Rev 
4 to "Second 10-Yr Inservico Insp Interval Inservice Testing Program for Pumps & 
Valves ” 

PLUNKETT, T F Florida Power & Light Co 92/05/14 Document Control Branch (Doc- 
umont Control Desk) 7pp 61761 121 61761 309 

“9205200059 Rev 4 to "Second 10-Yr Inservice Insp Interval - Inservice Testing Pro 
gram for Pumps & Valves " 

Florida Power & Light Co 92/04/14 200pp 61761 126 61761 309 

9205270222 Forwards Initial Exam Rept 50 250/92-301 administered during wk of 
020420 

PEEBLES.TA Region 2 (Post 620201) 92/05/20 GOLDBERQ.JH Florida Power & 
Light Co 2pp 61076 001-61876 236 

-9205270223 Initial Exam Rept 50-250/92 301 administered during wk of 920420 Exam 
results all five applicants passed written & operating exams weaknesses noted re 
knowledge of nuclear instrumentation & In making plant announcements 
ERNSTES.M.E, CASTO,CA Region 2 (Post 620201) 92/05/19 225pp 61676 003 
61676 236 

9205290306 Responds to NRC 920526 Mr re violations nolod in Insp repts 50-260/92*07 
& 50*261/92*07 Corrective actions night order issued to all personnel & valve 4 276E 
immediately closed upon discovery ofloak 

GOLDBERQ,JH. Florida Power & Light Co 92/05/26 Document Control Branch 
(Document Control Desk) 3pp 61084 360-61884 362 


R. Periodic operating reports & related correspondence 


9205940068 "1991 Annual Radiological Environ Operating Rept " W/920428 Itr 
PLUNKETT,! F. Florida Power Alight Co 91/12/31 63pp 61553 021-61553.063 

9205190327 Monthly operating repts for April 1992 for Turkey Point Units 3 A 4W/ 
920513 Ur 

HER0ENICK,G D , PLUNKETT.TF Florida Power A Light Co 92/04/30, Bpp 
61733 338 61733*343 


S. Reportable occurrences, LERe & related correspondence 

9205040186 LER 02-004-00 on 920330, QA auditor dotorminod that vendor fab used In- 
correct ASTM test during 020130 analyses of fuel oil Procedure O-NCSP-022.3. "Re- 
ceiving Fuel Oil Shipn^onTa" rovisod W/020427 Itr 

SALAMON.Q , PLUNKETTJF Florida Power A Light Co 02/04/27 4pp 61670 356 
61570 361 

0205050115 PNO 11-92 026 on 920427, unit taken off line lo repair malfunctioning seal 
on reactor coolant pump 3*C Cause unknown LIconsee issued proas release A plans 
to inform atato. 

LONG, A Region 2 (Post 620201) 02/04/26. Ip. 61530 204-61639 204 


V. Operator Examlnatlona 

9205140002 Responds lo NRC 920416 request for list of candidates scheduled to par- 
licipate in generic fundamentals section of wrlUan operator licensing exam scheduled 
for 620610 Uli) does not plan lo have any candidates participato In oxam, 

PLUNK ETT.T.F, Florida Power A Light Co 92/05/05 EBNETER.S D Region 2 (Posl 
020201) Ip 01708 229 61 708 229. 

9205270222 Forwards Inhilal Exam Rept 50 250/92 301 administered during wk of 
920420 

PEEBLES.TA Ronton 2 (Post 020201) 02/05/20 GOLDBERG, J.H. Florida Power A 
UghtCo 2pp. 61876,001-51676*236 

-9205270223 Inllial Exam Rept 60*260/92-301 adminislorod during wk of 020420 Exam 
fpsulta'al) five appileania passed written A operating exams Weakneases noted re 
Knowledge of nuclear Instrumenlalion A in making plant announcements, 
ERNSTES.ME, GASTO.C A Region 2 (Post 820201), 92/05/19 225pp 61876003- 
61676 236. 


l?OC|<PT 60.261 TURKEY POINT PLANT, UNIT 4 


p, Security! medical, emergency & fire protection plana 

9205050126 Advises that Rev 23 to emergency plan mools planning aids of 
10CFRGO 47(b) & requiromenis of App E lo 10CFR60 

CLINE, VV E. Region 2 (Posl 620201), 92/04/08 GOLDBERG, J H Ffonda Power A 
Light Co. 3pp 6l 540*200 61540 202 

920S050159 Forwards Insp repts 60-260/92-06 A 50 251/92*06 on 020224 28 A 
0326,No violations noted. 

QLINE.We, Region 2 (Post 820201). 92/04/10. GOLDBERQ.JH Florida Power A 
Ughl Co, 3pp 61540 227*61640*256 
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-9205050163 Insp repts 50 250/92 06 & 50 261/92-06 on 920224-20 & 0325 No viola- 
long noted Ma)or areas i ns pectod radiation protection program, health physics aclivi- 
organization & staffing & exposure momtoring 
KUZO,G,B Region 2 {Post 820201) 92/04/0B 25pp 61540 200 61540 256 


9206070126 Advises that 920400 Rev 1 to physical securdy plan con3ist0r\t w/provi- 
^ons of lOCPRSO 54{p) & accaplabiB for laclusion Into plan 

COLLINS.D M Region 2 (Post 820201) 92/04/30 GOLDBERG. J H Florida Power & 
Light Co 5pp 61599 331-61590 335 


-9205260227 Proposed TS Sedior^ 6 0 re administrative controls covering onsite & off 
site organization & plant staff 

• FlorirJa Power & Light Co 92/05/19 13pp 61809 340 61 809.358 

9205260231 Forwards revised NSHC determination to support 020421 application for 
amends to Licenses DPR-31 & DPH-41, changing TS re 480-voll load clrs degraded 
voltage protoction schemes 

BOHLKE.WH Florida Power & Light Co 92/05/19 Document Conlrol Branch {Docu- 
ment Control Desk) 4pp 61812 283 61812 286 


92051402S9 Requests relief from commilmenls made In 910605 Ur prior to submittal of 
Rev 0 to physical security plan Rev implemented via procedures .security force inslruc- 
llpns & post orders Commitments listed on enci 

GOLDBERG, J H Ftonda Power & Light Co 92/05/04 Document Conlrol Branch 
{Document Control Desk) lOpp 61704 304 61704 313 


9205270036 Forwards response to NHC 920213 tolcon request for addi info re Topical 
Repl NTH-TRvOl, “RETRAN Model Qualification 

BOHLKE.W H Florida Power & Light Co 92/05/19 Document Control Branch (Docu- 
ment Control Desk) 21 pp 61826 329-61826349 


H. General correspondence 

9205260163 Advises that KN Hams no longer employed hy ulil.as of 920430 Name 
should bo removed from all disirihulion lists 

GRAZIO.HE Florida Power & Light Co 92/05/12 Document Control Branch (Oocu- 
manl Conlrol Desk) Ip 61812 232 61812 232 


P, Operating license stage documents & correspondence 

Q205050Q13 Confirms 920311 convorsalion w/ulil re 920403 meoting to bo held a1 
Region II ofc to discuss new load sequencers a instrument setpoints Proposed 
agenda end 

REYES, LA Region 2 (Post 920201) 92/03/27 GOLDBERQ.JH Florida Power & 
Light Co 4pp 61540 113-61540 116 

9205060048 Notificalion of significant Ijconsee mealing w/ulil on 920403 in Atlanta, G A 
for licensee presenlalion on now load sequencers & on Instrument setpoints 
LANDIS,KD Region 2 (Post 820201) 92/03/27 Region 2 {Post 820201) 2pp 
61640-1Q0.61540 131 u ^ 

9205040247 Forwards fktnoss for duly program contacts listed on program performance 
repts 

K(jUP,E. Reader Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61563 329 

9205040241 Informs that licensee 920204 submitlal of BAW-21ieP, "Low Upper Shell 
Toughness Fracture Analysis of Reactor Vessels of Turkey Point Units 3 & 4 for Load 
Level A a B Conditions." will be wilhhold (rof 10CFR2 790Cb(6)) 

RAQHAVAN.L Project Diroctorato 11-2 92/04/21, TAYLOR.JH Babcock A Wilcox 
Co 3pp 61549 028-61 549 030 

9205120107 Summary of 920109 moeting in Atlanta to allow licenseo lo make prosen la- 
tlon on status of new load sequencers & on instrument setpoints program List of at- 
tendees end 

REYES, I A Region 2 (Post 820201) 92/04/22 GOLDBERQ.JH Florida Power A 
Light Co 2app 61637 259 61637 286 

9205110099 Responds to quostions re plant specific maint.surveilianco & monitoring 
wovisions of safety- re la ted DC powor suppkes & generic issue A-30 
RAGHAVAN.L Project Diroctorata II 2 92/04/29 GOL0BERQ,JH Florida Power & 
Light Co 2pp 61623 244-61623 245. 

B20 5 200087 Notification of 920623-24 workshop In Rockvillo,MD re current licensing 
basis 

BERKOW.HN Project Directorate II 2 92/05/04 GOLOB6RG,JH Florida Power A 
Light Co 3pp 61724 356-61724 358 

9205110145 Forwards response to NRC 920228 request for addi info re emergency 
powar sys enhancement projacLcorrststmg of discussion of swing bus iransfor scheme 
Lmplamented at facilities A sot of logic diagrams 

PLLINKETT,T F Florida Power A Lfght Co 92/05/05 Document Control Branch fOoc- 
umcnl Conlrol Desk) I6pp 61650 178 61660 193 

9205180119 Withdraws 910403 proposed license amend re departure from DMB param- 
eters 

BOHLKE,W H Florida Powor A Light Co 92/05/00 Document Conlrol Branch (Docu- 
ment Control Desk) 1p 61724.304 61724 304 

9205200056 Forwards requests for relief associated w/lnsorvico testing program A Rov 
4 lo "Second 10-Yr Insorvice Insp fnlerval fnservlco Testing Program for Pumps A 
Valves " 

PLUNKETT.T F Florida Power A Light Co. 92/05/14. Document Conlrol Branch (Doc- 
ument Control Desk) 7pp 61761 121-61761 309 

-9205200059 Rev 4 lo "Second 10 Yr (nsorvice Insp Interval - Inservfco Tosling Pro 
gram for Pumps A Valves 

^ Florida Power A LlghlCo 92/04/14, 200pp, 61761.120 61761 300 

1205229188 Provides schedule for responding to request for addI Into re sUe spacfffc 
seismic review program implomonlod.per USI A-4B,GL 67-02 Util will respond to add I 
Info requested fn 629318 list by 920031 

BOHLKE.W H Florida Power A Light Co 92/05/15 Document Conlrol Brandi (Docu 
mart Conlrol Desk). 3pp 61787.354-61787 356 

6205219216 Forwards notice of withdrawal of application for amends lo licenses OPR- 
31 A DPR-41 

RAGHAVAN.L Project Directorate 11-2 92/05/18 GOLDBERG, J.H Florida Power A 
Light Co. 2pp. 61766 266-61756 269. 

9206250113 Forwards notice of withdrawal of application for emends to ticonsos OPR- 
31 ADPR-41.W/0 oncl. 

RAGHAVAN.L Project Directorate 11-2 92/05/18 QOLDBERQ.J H, Florida Power A 
Light Co. Ip 61773 229 61773^229 

9205260225 Appllcalion for amends to Licenses DPR-31 A DPR-41. modifying TS Sec- 
tion 8.0, "Acfminlatrative Controls" to rellecl present organizallonal titles for ulil nucle- 
ar div A to doielo specitic tille dasignalfons for nuclear safety committee 
BOHLKE.W.H Florida Power A Lignl Co. 92/05/19. Document Control Branch (Docu- 
ment Control Desk). 8pp 61800 338-61800 360 


Q Inspection reports, IE Bulletlna A correspondence 

9206050025 Ack receipt of 920319 Itr informing NRC of steps taken to correct violations 
noted ir> insp repts 50-250/91-52 A 50-251/91 52 

LANDIS.KO Region 2 (Post 820201) 92/03/31 GOLDBERG.J H Flonda Power A 
Light Co 3pp 61640 1 23-61 S40 125 

92060501S9 Forwards Insp repts 50-250/92 06 A 50 251/02-06 on 920224-26 A 
0325 No violallons noted 

CLINE^WE Region 2 (Post 829201) 92/04/10 GOLDBERG.J H Florida Powor A 
Light Co 3pp 61540 227 61540 256 

-9205050163 Insp repts 50-250/92-06 A 50-251/02-06 on 920224-20 A 0325 No viola- 
tions noted Major areas Inspected radiation protection program, health physics activi- 
ties including program organization A staffing A exposure nnonitorlng 
KUZO.GB, BOLAND,AT, POTTER.J P Region 2 (Post 020201) 02/04/08 25pp 
61540 230 61540.256 

9205120030 Forwards fnsp repts 50*250/92-08 A 50-261/92-08 on 920316-20 No viola 
lions noted 

JULIAN, C A Region 2 (Post B20201) 92/04/17 GOLDBERG.J H Florida Power A 
Light Co 4pp 61635 110 61635 1 36 

-9205120042 Insp repls 50-250/92 08 A 50 261/02-00 on 92031 e-20.No violations 
noted, Major areas inspected program dovelopod fn response lo generic Itr 89-10, 
"Safety-related MOV Testing A Surveillance " 

TAYLOR.P, SPARKS.S, SCHNEBLI.Q Region 2 (Post 820201) 02/04/16 23pp. 
61635 114-61635136 

9295120199 Ack receipt of 929408 Hr informing NRG of steps taken to correct violations 
noted in insp roots 50-250/01-03 A 50 251/91-03. 

SINKULE.M V Region 2 (Post 820201) 92/04/21 GOLDBERG.J H, Florida Power A 
Light Co 3pp 61636 063 61630 065 

9205120163 Forwards Insp repts 50-250/9S 04 A 50-261/92 04 on 020127-0403 No 
vtolatlor)3 or deviations noted 

SINKULE.M.V Region 2 (Posl 820201) 02/04/23 GOLOBERQ.J H. Florida Power A 
LlghlCo 3pp 01638 020 61636 035 

--920S120158 Insp repts 50 250/02-04 A 50 251/92-04 oOi 920127 0403 No violations 
or deviations noted Major areas inspected, rovlew A evaluation changes in population 
distribution in industnal.milllary or transportation hazards 

BUTCHER.RC, SCHNEBLI.G A , TROCINE.L Region 2 (Post 820201) 02/04/23 
4pp 01636 032 61636 035 

9205120234 Forwards insp repts 50-260/92-09 A 60-261/02 09 on 02O323-27.No viola- 
tions or deviations notoo 

CLINE.WE Region 2 (Post 820201) 02/04/27 GOLDBERG, J.H. Florida Power A 
light Co 4pp 61637 021 61637*043 

-9205120238 Insp repls 50-250/02-09 A 60-261/02-00 on 920323-27 No violations 
noted Major areas inspocled organization of chemistry dept A radwaslo group.audits 
conducted by llcensoo A plant A water chemistry 

CARRIOKRP, DECKER.TR Region 2 (Posl 820201) 92/04/27. 17pp 61637.025- 
61637.043, 

9206140204 AUXILIARY FEEDWATER SYSTEM RISK BASED INSPECTION GUIDE 
FOR THE TURKEY POINT NUCLEAR POWER PLANT 

MOFFITT.N E . GORE.B F . VO J.V Battoilo Memorial Inatllute, Pacific Northwest Lab 
oratory. FIN 1-1310, NUREQ/CR-5B39 02/04/30 Division of Radiation Protection A 
Emergency Preparedness (Post 870411). 33pp. 61 660*003-61 668* 127 

9205220026 Forwards Insp repts 50-250/92-07 A 50-261/02 07 on 920229- 0403 A for- 
wards notice of violation Violation is of concern because of importance of controlling 
pfant configuration at all times 

SINKULE.M V. Region 2 (Post 82D201) 02/05/01. GOLDBERQ.J.H Florida Powor A 
Light Co, 3pp 61 736 21 0 01 735*263 

-^9205220026 Notice of violation from insp on 920229-0403 Violation noted charging 
pump 4B voni valvo 4-276E not Included on refeaso for lost A was allowed to remain 
o-pen while ays pressurized 

* Region 2 (Post 820201). 02/05/01 920501. 61735.222-61735 223. 

-9205220029 Insp repls 60-250/02-07 A 60*251/92-07 on 020229 0403 Violallons 
r>otod.M0lor areas fnspecied’monthly surveillance observations, monthly maint 
observations, operational safety A plant events 

BUTCHER.RC., SCHNEBLI.Q A, RESIDENT, LT. Region 2 (Post 820201), 02/05/01 
30pp> 61735*224-61736*263 

9205010009 NRC Info Notice 92-036, "Higher Than Predicted Erosion/ Corrosion In 
Unisotable Reactor Coolant Pressure Boundary Piping Inside Contolnment at Boiling 
Water Reactor " 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 02/05/06 
Consolidated Edison Co. of New York, Inc epp, 61667,349 01867*354. 

9205010046 NRC Info Notice 92-036, "Intarsystem LOCA Outside Containment '* 
ROSSI.CE Division of Operational Evonis Assessment (Post 870411). 02/06/07 
Consolidated Edison Co, of New York, Inc 9pp 61710*001-61718 009. 



DOCKETED ITEMS 29 


9205040265 SuppI 1 Jo NRC Info Nolico 92 016. "Loss of Flow from Residual Heat Ro 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Oporattonal Events Assessment (Post B70411) 92/05/07 
Consolidated Edison Co of New /ork, Inc 4pp 61718 010 61718 013 

92QS20Q056 Forwards requests for relief associated w/lnservice testing program & Rev 
4 to "Second 10'Yr Inservice insp fnlervat Insorvice Testing Program for Pumps & 
Valves '* 

PLUNKETT.T F Florida Power & Light Co 92/05/14 Document ConIroJ Branch (Doc- 
ument Control Desk) 7pp 61761 121 61761 309 

-9206200059 Rev 4 to "Second 10-Yr Inservice Insp Interval - Inservlce Testing Pro 
cram for Pumps & Valves " 

^ Florida Power & Light Co 92/04/14 200pp 61761 128 61761 300 

9206290306 Responds to NRC 920526 Hr re violations noted in insp repls 50-250/92-07 
& 60 251/92*07 Corrective actions nmht order issued to all personnel & valve 4 276E 
immodialely closed upon discovery of leak 

GOLDQERG.J H Florida Power & Light Co 92/05/26 Document Control Branch 
(Document Control Desk) 3pp 61884 36Q 61884 362 


R, Periodic operating reporta 9^ related correspondence 

0206040068 "1991 Annual Radiotogical Environ Operating Ropt " W/02042D Hr 
PLUNKETT.T F Florida Power & Light Co 91/12/31 63pp 61553 021-61553 083 

9205190327 Monthly operating ropts for April 1802 for Turkey Point Units 3 & 4Wy 
920513 Hr 

HERBENICK,GD. PLUNKETT.T F Florida Power & Light Co 02/04/30 0pp 
61733 336 61733 343 


8. Reportable occurrences, LERs & related correspondence 

9205040292 LER 02 004-00 on 02032 6,ro actor trip occurred, resulting In Train B SI & 
Train B containment Phase A Isolation Caused by worn lost switch & procedural 
inadequacy Switch replaced & procedure revised W/920424 Itr 
KNORR,J.E. PLUNKETT.T F Florida Power & Light Co 02/04/25 4pp 61572 364* 
81672.357 

9205220124 LER 62-003 01. on 020224,27 & OGIS.post maint testing of valve & refuel 
Ing water punflcation pump was not completed In accordance w/ASME 
requiraments Caused by cognitive personnel error Valves tested successtully.W/ 
02d516 Itr. 

KNOHR.JE, PLUNKETT.T F Fiorfda Power & Light Co 92/05/16 5pp 61701 323 
81 791 -327 


V. Operator Examfnatlona 

9205140002 Responds to NRC 920416 request for list of candidates scheduled to par- 
ticipate in generic fundamentals socticn of written operator licensing exam scheduled 
for 92061 0.Ulil docs not plan to have any candidates participate in exam 
PLUNKETT J F Florida Power & Light Co 92/05/05 EBNETER.S D Region 2 (Post 
820201) 1p 61708 229 61708 229 


DOCKET 60*254 QUAD-CITIES STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 

9206060226 Revised EPIPs.IncludIng rev 10 to QEP 140-0.rQV 6 to QEP 140 1 & rev 3 
toQEP 140-S2. 

* Commonwealth Edison Co 02/04/12 10pp. 61502'342'6i502 362 

9206060230 Revised EPIPs, including rev 28 to QEP 200 0,rev 16 to QEP 200-Tl & rev 
3 to OEP 200.TO 

' Commonwealth Edison Co 92/04/20, 71pp 61608’00t 61608 070. 

9205010136 Rovlaed Quad Cities Generating Station Emergency Plan Annex NSEP- 
QCA*9201, Incorporating upgraded EALs & philosophy statements generated by EAL 
Improvement Working Group W/ 920427 Hr 

SCHRAGE.JL Commonwealth Edison Co 92/04/27 MUBLEY.TE Offico ol Nuclear 
Reactor Regulation, Director (Post 070411), 85pp. 61555.183 61655.266 

9205010197 Advises that access authorization program which meets requirements of 
10CFR73 66 implemanled on 920427 Ulil intends to utilize temporary unescorted 
access provisions of rulo 

REED.C Commonwoallh Edison Co 02/04/27 MURLEY.T.E. Office of Nuclear Reac- 
tor Regulation, Director (Post B70411) Ip 61649‘332 81649 332 

9206190126 Revised EPIPs. including rov 16 to QEP 730-0 & rev 6 to OEP 730-T4. 

* Commonwealth Edison Co 92/05/04. Bpp 61740*298 61740 306 

9206210139 Revised procedures.jncludinn Rev 0 to QEP 7 10-0, Rev 6 to QEP 710- 
I.R0V 2 QEP 710-S11 & Rev 3 QEP 710-T1 

HOOQHEEN.D Commonwealth Edison Co 92/05/05 19pp 61777.316 61777*334 

9206100119 Revised EPIPs.IncludIng rov 13 to QEP 150 0 & rov 2 to QEP 160 T9 

* Commonwealth Edison Co. 92/05/06. 5pp 61740.293-61740 207 

9206190130 Revised EPIPs.inckidIng rov 4 to QEP 600 0 & rev 3 to QEP 600 1 

* Commonwealth Edison Co. 92/05/06 6pp 61764.180 61764*193. 

9205190134 Revised EPIPs.Including Rev 6 to QEP 176-0, "Chemistry Director Proce 
dures" (table of contents) & Rov 2 to QEP 175-T3, "Post-Accident Sampling Proce- 
dure List." 

‘ Commonwoallh Edison Co 02/05/07 7pp 61722.036 61722 042 

9205290070 Revised procodurosjncluding Rov 16 to QEP 300 0, "Notifications” & Rov 
2 to QEP 300-3, "Activation of ERDS." 

HOOQHEEN.D Commonwealth Edison Co 92/05/1 1 6pp. 61884 183 61884 1 87 

02Q6160216 Advises that 920403 Rov 30 to physlcel security plan consistent w/provi- 
sionaof IOGFR6O 64(p) & acceptable 

PEDERSON, CD Region 3 (Post 820201). 92/05/12 KOVACH,! J. Commonwealth 
Edison Co. 3pp. 61724*239-61724*241 


9205260118 Informs that because mods made to plant after fire proteclion SE 
written, temporary covers no longer needed 

OLSHAN.LN Projecl Oireciomle HI 2 92/05/14 KOVACH, TJ Commonwealth 

Edison Co 2pp 61797 284 61797285 

9205270146 Forwards insp repis 50-254/02-04 & 50-265/92 04 on 920427- 0501 No 
violations noted Exercise weaknesses Identified & will require corrective actions 
NOREliUS.CE Region 3 (Post 020201) 92/05/20 REED.C Commonwealth Edison 
Co 3pp 61763 023 61763 063. 

-9205270153 Insp repts 50-254/02-04 & 50 285/92 04 on 920427-0501 No 
viofat[ons,deficienctos & deviations noted Major areas inspected annual emergency 
preparedness exercise .oxorclso scenario & key functions & locations during oxercise 
PLOSKI.T, COX.C, BARGERJW Region 3 (Post B20201) 92/05/19 37pp 

61763 026-61763 063 


H. Generat correspondence 

9205060054 Comment supporting NRC elimination of roquiromenls important I0 safety 
from 67FR4ie6.dld 920205 

JACKSON, M A Commonwealth Edison Co 92/04/28 Regulalory Publications 
Branch 1p 61S9t 060 61691 050 


P. Operating license stage documents & correspondence 

9205160197 Discusses review of util responsos to generic Hr 89-10, suppI 3. "Consider- 
allon of Results of NRC ^onsored Tests of Molor-Oporalod Valves 
OARnETT,RJ Project Directorate III-2 92/04/16 KOVACH.T J Commonwoaiih 
Edison Co 7pp 61683 093 61683.099 

9205040247 Forwards Wnoss for duly program conlacts listed on program performance 
repts 

KuUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Informalion & 
Records Managomonl Branch (Post 090827) 4pp 61563 326 61563 329 

9205210168 Application for amends to licenses DPR 20 & DPR-30, requesting dololion 
of isolation functions & surveillance requirements for CR vonlllalion sys cniorino & 
sulfur dioxide analyzers 

SCHRAQE,J L Commonwoallh Edison Co 02/04/20 MURLEY,! E Ofltco of Nuclear 
Reactor Rogulalion, Director (Post 870411) 9pp G1760 131 61760 191 

-9206210183 Proposed lech specs re control room vonlllalion sys chforino & sulfur di 
oxido analyzers 

• Commonwoallh Edison Co 92/04/20 52pp 61760140 61760101 

9206200084 Requests that licensee provide info for specific panel discussion topica & 
names of staff members who will oHond & participate as panel member on 920623*24 
current licensing basis workshop 

BARRETT, RJ Project Directorate tll-2. 92/06/05 KOVACH.T J (^mmonwoallh 
Edison Co 4pp 61722.329-61722 332 

9205180359 Applicallon for amends to licenses DPR-i0,DPR 25,OPR-29, DPR 30.NPF 
11.NPF-18,NPF37.NPF 66,NPF-72,NPF 77.rQvl9ing administralivo controls seciion to 
standardize onsite review function 

SIMPKIN,TW Commonwealth Edison Co 92/05/07 MURLEY.T E Off fee of Nuclear 
Reactor Regulation, Director (Post 870411) 25pp 61710 001-61710 238 

-9206100364 Proposed changes to Tech Specs revising admi nisi rail vs controls 

* Commonwoaltn Edison Co 92/05/07 200pp 61719026 61719 238 

9205210297 Forwards "Study ol Thermodynamic Oharacterlstlcs of Quad Cities ECCS 
Pump Rooms" per NRC 020221,22 & 0402 lelcon requests for addi info re assess- 
ment of ECCS operability w/o room cooler heat removal capabilily 
SCHRAQEJ L CommenwooHh Edison Co 92/05/08 MURLEY.T E Offico of Nuclear 
Reactor Regulation, Director (Post 070411) 13pp 61777 039 61777 152 

9205140231 Notification ol 020512 meoting w/ull! in Rockville, MD to discusa licensee 
commllmenls In rosponso to generic Ur 00 01, "NRC Position on IGSCG In 0WR Aus- 
tenitic Slolnless Stool Piping 

OLSHAN.LN Protect Dkeclorato 111-3 02/05/11 MURLEY.T , MIRAGLIA.F, 

RUSSELt,W NRC - No Detaitod Affiliation Given 4pp 61683 200 01683 203 

9205100235 Summary of 02040Q mooling w/util ro MOV program List of attendees end 
PULSIFER.R.M. Project Direclorato llT-2. 92/05/11 Project DIroctorale 111*2. 30pp 
81716.000 61716 120. 

9205220002 Forwards response to several issues raised during MOV audits per 820408 
mooling at Region III & Generic Ltr 80 10. Values for stem friction coolflcienls better 
than 0 2 not unreason a bio 

SIMPKIN.T.W Commonweallh Edison Co 92/05/11 DAVIS, A 8 Region 3 (Post 
820201) 12pp. 61760 182 61780 193 

0205270296 Responds (0 generic Hr 91-11, "Resolution of Generic Issues 48 'LCDs for 
Clasa IE Vital Inslrumonl Busoe,* & 49, 'Interlocks & LCOs for Class IE Tie Breakers,’ 
pursuant to 10CFR60 54(0," for plants 

SIEGEL, B.L Projocl Dlrectorato IH 2 92/05/11 KOVACH.T J Commonwoallh Edison 
Co. 3pp. 61786 350 61785 352. 

9205120188 Nollflcallon of significant licensee meeting w/utll on 920514 lo discuss mgt 
issues at util corporate & six nuefoar slations 

HSfA.A Roglon 3 (Post 020201) 02/05/12 Region 3 (Post 820201) 2pp 61637 216 
61037.217 

9206120211 Confirma plans to hold two separate mootings on 920514 at planl.as dis- 
cussed botwoen A Hsia of NRC & J Schrage of util 

GREENMAN.E.G. Region 3 (Post 820201) 92/05/12 REED.C Commonwealth 
Edison Co. 2pp 01624:130 61624 131 

9205190212 Confirma plans lo hold mgt mooling on 920522 In Qlon Ellyn.lL to discuss 
util inIttalivGs to Improve engineering & technical staff performance & operability as- 
sessment 

GREENMAN.EQ, Region 3 (Post 820201) 92/05/12 REED.C. Commonweallh 
Edison Co 2pp. 61700 046-81700 047 
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9205280249 Forwards rasulls of svc test conducted on unit 2 250 volt dc battery.Tesl 
indicated tS^at terminal voltage did not fall below required 210 volts which Is consid- 
Sf0Cl 6ICC6pt&t}l0 

SCHRAQEJL Commionweallh Edison Co 92/05/18 MURLEY.TE Office of Nuctear 
Reactor Regulation, Director (Post 870411) 6pp 61013 236 61G13 243 

9205270238 Confirms 920522 mgt meoling at Region III ofc to discuss ulil environ mom 
Coring at six listed nuclear sites 

GREENMAN.EG Region 3 (Pest 820a0lj 92/05/22 REED.C Commonwealth 
Edison Cxi 2pp 61026 358 61826 359 

9205280623 Notification of significant licensee meeting w/util on 920522 to discuss ulil 
onviron monitoring at all nuclear stations 

HSIA,AK Region 3 (Post 820201) 92/05/22 Region 3 (Post 020201) 2pp 
61772 191-61772 192 


O. Inspection reports, IE Bulletlna & correspandertce 

9205128290 Forwards svc water s/s operational performance insp repts 50 254/92-201 
& 60 265/92-201 on 920302-20 Insp team notod strengths in operations & mainl & 
training progranns for both Action III 8 IV 

ROGER, 8 A Division of Reactor Projects III.IV.V (Post 901216) 92/05/01 REED.C 
Commonwoallh Edison Co 6pp 61666 064-61666 110 

-9205120295 Insp repts 50-254/92-201 & 50-265/92-201 on 920302-20 Major areas 
inspected design.malnt, operation, surveillance & testing of SWS 
KOLTAY,PS, NORK(N,D P . IMBRO.E V Special Inspection Branch 92/04/30 40pp 
61666 070 61666 110 

9205010099 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisofable Reactor Coolant Pressure Bour^dary Piping fnsido Containment at Boiling 
Water Reactor " 

ROSSt.CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidaied Edison Co, of New York, fnc 6pp 61667 349-61667 354 

9205010045 NRC Info Notice 02-036, "Intorsyslem LOCA Outside Containment" 

ROSSI, CG Division of Operalionat Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61716009. 

9205040265 StippI 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Ca/ity Dra Indown " 

flOSSt.CE Division of Operalional Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, fnc 4pp 61718010-61716013 

9205260003 Forwards insp ropis 50 254/92-11 & 50 265/92-11 on 920331-0504 & 
nolfco of viofaUon 

CLAYTON.B Region 3 (Post 820201) 92/05/14 REED.C Commonwoallh Edison Co 
2pp 61772 123 61772 139 

“9205280004 Notice of vioJafion from Insp on 920331-0504 Violation notod work instruc- 
tions for 910206 repair for HPCI turbine stop valve were not of typo appropriate to 
circ urn stances 

CLAYTON^B, Region 3 (Posl 820201) 92/05/14 2pp 61772.125 61772126 

“92QS260006 Insp ropis 50-254/62-11 & 50-265/62-11 on 920331-0504 VIofatlons 
noted Major areas inspected oporationat safety vorificalion.monlhly malnl 
Ob sorvatme value lion of power reactor exercise & monthly surveillance observations 
KNOP.R C Region. 3 (Post 820201) 92/05/14 13pp 61772 127-61772 130 

9205290009 Fonvards safety insp ropis 50 254/92-13 & 60 265/92-13 on 020504- 
07,Violations noted but not cited 

PEDEflSON.CD Ronion 3 (Post B20201) 92/05/10 REED.C Commonwealth Edison 
Co 2pp 61772 154-61772 163 

“9205200013 Insp repts 50 254/02-13 & 50*285/92-13 on 920504-07 Violations noted 
but not cited Major areas inspected reactor sys quality control 
programs.nonradlolegicaf confirmatory measurements & radiological environ monitor- 
ing program, 

JANUSKA.A G . ORTH.S K . SCHtJMACHeR,M C Region 3 (Post 820201) 92/05/14 
epp 61772,156 61772163 

9205270146 Forwards insp repts 50-254/92 04 & 50-285/92 04 on 020427- 05O1,No 
violations noted Exercise weakoessos iden lifted ■& will roquire corrective actions 
NORELIUS.CE Region 3 (Post 820201) 92/05/20. REED.C Commonweallh Edison 
Co 3pp 61763 023 61.763 063 

-■9206270153 fnsp repts 50-254/92-04 & 50-285/92-04 on 920427-0501 No 

vIofalions.deficiGncies & .davialions noted Major areas Inspected annual emergency 
preparedness exercise, exercise scenario & Koy functions & locations during exorcise 
PL(DSKLT, COX,C, BARGER.JW Region 3 (Post 620201) 92/05/19 37pp 
61763 026 61763 063 


R. Periodic operating reports & related correspondence 

9205130100 Monlhly operating repts for Apr 1902 for Quad CiUos Nuclear Stalion.Uolts 
1 & 2 W/020501 Itr 

8ENS0N,M . TIETZ.G C Commonweallh Edison Co 92/04/30 23 pp 61683-208 
61603 321, 

92061 8034G Forwards listing oi chan-ges, tests & experiments requiring safety evalua- 
tions completod from 920101 -041 S.per 10CFF50 59 a 10CFR 50 71(e) 

TIETZ.G, Commonweallh Edison Co, 92/05/01. DocuniGnt Control Branch (Oocumenl 
Control Desk). I00pp 6 172 9-, 133-6 1729 259. 


S. Reportable occurrences. LERs & related correspondence 

9205050232 LER 02-009'OOon 92040 l.dlscevo red that radwasto radiation monitor & 
sloam Jot air ejector radfalion monitor did not meei functional requirements of TS 
Table 4,2-3 Caused by inadequate procedure.Proceduro changed W/920430 Itr 
BRIDGES, ML, BAX.R L Commonwealth Edison Co, 92/04/29. 5pp 61601.330 
61601,334. 


9205140192 LER 92-010 00 on D2O407.los3 of 125 volt dc turbine bldg bus 1A a 1A-2 
occurred Caused by personnel error Plexiglass covers piacod over disconnects unli! 
work completed w/920509 fir 

BHOHM.K R , BAX.RL Common wealth Edison Co 92/05/07 9pp 61718 069 
61718 077 

9205290151 LER 92 012-00 on 920415,Main Chimney High Range Noble Gas monitor 
was declared inoperable due to mgt deficiency In prroritizing & scheduling work IM 
technician replaced I/O hoard for subj monitor W/920S 14 Itr 

BRIDGE S.M . BAX.R L Commonwealth Edison Co 92/05/18 6pp 610B8 169 
61608 174 

9205290333 LER 92 014-00 on 9204 24, deter mined that LPCI valves would not opon 
during degraded voHaga condition due lo improper setting of trip setpoints Caused by 
design error Valve contactors replaced W/O20524 Itr 

FORO.M , BAX,R L Commonweallh Edison Co 92/05/22 6pp 61880 277 61880 282 


V. Operator Examinations 

9205260170 Advises that requafiftcation program evatuation scheduled for wk of 
020614 Ref matl requirements end 

WRIGHT.GC Region 3 (Post 820201) 92/05/19 REED.C Commonwealth Edison 
Co 10pp 61813 102 61813*191 
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F. Security, medlcaf. emergency & fire protection plana 

9205040091 Advises that fitness for-duty program revised to require porformance of 
suitable inquiries for reinstatements only when Individuals unescorted access has 
lapsed for more than 30 days (ref in^ Repts 60-165/90-20 & 50 255/90-27) 
HOFFMAN.D P Consumers Power Co 92/04/27 Documenl Control Branch (Docu- 
mont Control Desk) 2pp 61663 157-61663 168 

0205070190 Rev 0 to Section 5 of site emergency plan 

• Consumers Power Co 92/04/28. 3pp 61646,305 61646 307. 

9206070116 Rev 11 lo EPIP Ef 3, "Communica lions & Notifications " 

* Consumers Power Co 92/04/29 6pp 61623 337-61623 344 

9205080136 Revised site emorgency plan procedures Index & list of effective pages 

• ConsumefS Power Co 02/04/29 lipp 61660 156 61650*166 

9206140200 Rev 5 lo Genera) Ofc Emergency Planning Procedure EOF'4, "Communi- 
cation Support Team," page 3, reflecting editorial changes 
' Consumers Power Co. 92/05/07 2pp 61704 314 61704 315 

9205200216 Rev 3 to EIP El 6 6. "'Gamma E Determination" rev & approval 
summary.roffecling periodic review W/undatod Ur 
ZIEUNSKI.K Consumers Power Co 92/05/07 3pp 61774 205 61774,297 

9205200221 Rev 3 to EIP El 6 10, "'Offsilo Dose Calculation * Slraighl Lino Gaussian 
(Manual Method)" rev & approval summary, reflecting porlodic review 
FUQERE.O L Consumers Power Co 92/05/07 2pp. 61774 276 61774-276 

9205200223 Rev 3 to EIP El-5, *'Roonlry" rev & approval summary, reflecting periodic 
review, 

BROTT.N K Consumera Power Co 02/05/07 2pp 61774 273 61774 274 

9205200227 Rev 4 to EIP El 6,9. "Automated Dose Assessment Program" rev & ap- 
proval summary, reflecting periodic rovlow 

• Consumers Power Co 02/05/07. 2pp. 61774 277-61774 278 

9205200232 Rev 4 to EIP El-7 4, "Post Accident Gas & Liquid Activity Analysis" rev & 
approval summary, reflecting periodic review 

* donsumors Power Co. 92/06/07 2pp 01 774,27O'0 1774.280. 

9206210128 Rev 6 lo EIP El-4 1, "TSC" table of conlonls & pages 1 & 2, rDfleclmg 
MRN number not Iransforred 

• Consumers Power Co 92/05/14. 4pp 61784 276 61704-279 

9205210132 Rev 5 lo EIP El 8.7 Attachment 1, "Plant Site Mo I a oro logical Sys Work- 
shoGi," roflecllog MAN number not transferred 

* Consumera Power Co 02/05/14 2pp 617O4;2OO'017O4 281. 

92052B0084 Rev 1 lo EIP El-7 10, "PosI Accident Sampling Radioaclivo Gaseous Efflu- 
ent Monllorfng," roflocilng TCN & MRN number nol transferred W/undatod Hr. 
ZIELINSKI, C Consumers Power Co 92/05/18 5pp 61884“013.61884 010. 

9205280067 Rev 10 lo EIP £1-7 1, "Post Accident Sampling - PCS Liquid/ Gas & Con 
tainmont Air," reflecting MRN number not transferred. 

* Consumers Powof Co 92/05/18 9pp 01804 004-61084.012 


H. Genera) correspondence 


9205210246 Responds lo 920402 Itr re three Issues raised by constituents pertaining to 
shipment of radioactive water from facility which leaked wator on 920205 & condition 
of reactor pressure vessol.specificofly embflttiement 

TAYLOR,J M Ofc of the Execulive Dlreclor for Operations 92/04/20. RIEGLE.D.W. 
Senate 2pp, 81758.367-61758.359. 

“9205210250 Requests assistance on behalf of several concerned parties in southwest 
Michigan ro split or radioaclivo water at Sawyor.MI truck stop & aging pressure vessel 
In reactor, weakonod by embfilllomeni 

RIEGLE.D.W, Senate 92/04/02 DAVIS.B, Region 3 (Post 820201) Ip 61768,359- 
61758 360. 
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p. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duly program contacts listed on program parformance 
fopls 

KOUP.e Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61563 329 

9205070170 Forwards program plan for environ qualification of oloctrical equipment, as 
result of deficiencies discovered w/ implomentatfon of equipment qualification rule at 
facility 

SLADE. G 0 Consumers Power Co 92/04/20 Document Control Branch (Document 
Control Desk) lOpp 61662 084-61662 093 

9205050231 Forwards Engineering Analysis (EA) EA-A-NL-92 012-03, ''Olfsito Doses & 
CR Habitability from MHA Accounting for Plant Mods to Occur by Cycle 1 2” & tA- 
PAH 91-05, ^'Benchmarking of MHACALC Coda " 

SLADE, G B Consumers Power Co 92/04/29 Document Control Branch (Document 
Control Desk) 2pp 61604 001-61605 062 

"9205050234 Rev 0 to Engineering Analysis (EA) EA A-NL-92 012-03, "Offsite Doses & 
CR Habitability from MHA Accounting for Plant Mods to Occur by Cycle 12 ’’ 
HARDEN.PA Consumers Power Co EA'A*NL-92-0 12-03 RO 92/04/22 94pp 
61604 003 61604 096 

"0205050236 Rev 0 to Engineering Analysis (EA) EA-PAH 91-05, "Benchmarking of 
WHACALC Code " 

* Consumers Power Co EA-PAH-91-05 ROO 92/03/04 ISOpp 61604 097 61604 286 

“9206050238 Rev 0 to Engineering Anatysis (EA) EA-A NL-92-012‘01, "Benchmarking 
of CONDOSE Code for CR Habil^ltity Calculations " 

HARDEN.PA Consumers Power Co EA-A-NL-92-012-01 RO 92/03/03 163pp 
61604 289 61605 082 

9205070162 Fonwards llsling of Reg Guide 1 97 outstanding iloms.por NRC Insp con- 
ducted during wk of 920113-17 Outstanding items includo.calibr of Reg Guido 1 97 In- 
strumentation & isolation of Instrumontalion from non-Class IE components 
SLADE, G B Consumers Power Co 92/04/30 Document Control Branch (Document 
Control Desk) 8pp 61599 300 61590 307 

9205200053 Requests that (Iconsoo provide info for specific panel discussion topics & 
names of staff members who will attend & participate as panel member for 920623 24 
current licensing basis workshop 

MARSH, L8 Project Directorate (11-1 92/05/06 SLADE, G B Consumers Power Co 
3pp 61741 363 81741'355 

92052B0201 Forwards plant pressurized thermal shock inlorim safoty evelualloapor 
920506 tel con request 

GAMBERONI.M Project Diroctorato 1 11-1 92/05/14 WHALE, R Michigan, State of 
2pp 61794 324 61794 333 

9205210162 Notification of 920520 meeting w/util in Rockville, MD to discuss load com 
b [nation In relationship to proposed reracklng of spent fuel pool for plant 
STANG,JF Project Directorate lll-l 02/05/10 MURLEY.T, MIRAQLIA.F, 
RUSSELL, W NRC - No Detailed Affiliation Given 4pp 61755 209-61755 292 

9205200110 Advises that uli! 920121 roaponso to QL Dl-11, "Rosolulion of Generic 
Issues 48, ’LCDs for Class IE Vital Instrumont Buses,' & 49, 'Interlocks & LCDs for 
Class IE Tie Breakers,' per 10CFR50 64(f),'’ acceptable 

GAMBERONLM Project Diroctorato IlM 92/05/10 SLADE.Q B Consumors Power 
Co 3pp 61812 276 61812 278, 


Q. Inspection reports, IE Bulletins & correspondence 

9205Q40031 Advibos that fitness-for duty program revised to require performance of 
suitable Inquiries for reinstatements only whon Individuals unoscortod access has 
lapsed for more than 30 days (ref In^ Ropts 60 155/00 20 & 50-255/90-27). 
HOFFMAN, OP Consumors Power Co 92/04/27 Document Control Branch (Docu- 
ment Control Desk) 2pp 61563 167-61663 158 

9205040070 Forwards Insp rept 50-265/02-11 on 920212-14.26*27,0324-27 & 0416 Two 
apparent violations under consideration for escalated enforcement action Enforcement 
conference scheduled for 920501 

MILLER.HJ Region 3 (Post 620201) 92/04/27 SLADE.G B Consumers Power Co 
2pp 61612 226 61512 237 

--9205040081 Insp rept 50 255/02-11 on 920212*14,25 27,0324-27 & 0416 Two appar- 
ent violations noted Major areas inspected potential for MSIV actuator solenoid valvoa 
being Inoperable in event of HELB 

HAlfeMAN.G , SCHRUM.D . JABLONSKf.F J Region 3 (Post 820201) 92/04/27 9pp 
61512 228 61612 237 

9285040008 Advises (hat enforcement conforonco scheduled for 020501 in Glen 
Ellyn.lL to discuss apparent failure to tako prompt corrective action in response to en- 
viron quail tic all on discrepancies 

GREENMAN.E.G Region 3 (Post 820201) 92/04/27 SLADE.Q 0. Consumers Power 
Co 4pp 61612 267 61512 270 

920S0S0082 Forwards safety Insp rept 50-255/02-14 on 920324 0403 No violations 
noted Areas examined wore primarily In response to gonoric hr 09-10 
RINQ.M A Region 3 (Post 820201) 92/04/29. SLADE.Q B Consumers Power Co 
2pp 616391 77-61 639H 00 

“9205060008 Safoty insp rept 60-265/92-14 on 920324-0403 No violations or dovi 
atlons noted Major areas inspected licensee response to generic Itr 89-10, "Safoty 
Related MOV Testing & Surveillance '’ 

REPLOGLE.Q.D, SMITH, J F . GAINTY.C A. Region 3 (Post 820201). 92/04/28. 12pp 
61530 179 61539-190 

9205070162 Forwards llsling of Reg Guide 1 97 outstanding Items, per NRC insp con- 
ducted during wk of 920113-17 Outstanding items includo.calibr of Reg Guide 1 97 In- 
slAimonlallon & isolation of instrumentation from non Class IE components. 

SLADE.Q B Consumers Power Co 92/04/30 Document Control Branch (Documonl 
CenIrolDesk) Bpp 61 599 300 61599 307 

9205070281 Forwards Insp Rept 50 255/92-04 on 920113-17,0212-14 & 0316 & notice 
Of violation 

RING, M A Region 3 (Post 020201). 92/05/01. SLADE.G B. Consumers Power Co 
2pp 61620 308-61620 323 


“9205070286 Notice of violation from insp on 920113-17,0212 14 & 0316 Violation 
noted licensee failed to qualify various configurations of Raychom heat shrink tubing 
used In electrical splice assemblies 

RING, M A Regions (Post 820201) 92/05/01 2pp 61620 310 61620 311 

“9205070292 Insp Hep! 50 255/02-04 on 920113-17,0212 14 & 0316 Violations 
noted Major areas inspected assessment of implementation of post accident monitor- 
ing instrumentation, per Reg Guide 1 97,Rov 3 

HAtlSMAN.G M , SCOTT.W H . JABIONSKI.F J Region 3 (Post 620201) 92/05/01 
12pp 61620 312 61620 323 

9205010009 NRC Info Notice 92-035, "Higher Than Prodiclod Erosion/ Corrosion in 
UniBolabte Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edisor) Co of New York, Inc 6pp 61667 349 61667 354 

920S12005S Forwards enforcomonl conference rept 50*255/92*17 on 920501 
MILLER.HJ Region 3 (Post 020201) 92/05/06 HOFFMAN, DP Consumors Power 
Co 2pp 61635162 61635 179 

“9205120061 Enforcement conference ropl 50 255/92-1 7 Major areas 
discussed violations of NRC regulations documented in tnsp repi 50-255/92-1 1 
HAUSMAN.G M , SCHRUM.D L . JABLONSKf.F J Region 3 (Post 820201) 92/05/06 
T&pp 61635 164 61635 170, 

920S010045 NRC Info Notice 92-036, "Intersystom LOCA Outside Containment " 
nOSSI.CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61718 001-61718 009 

9205040265 Supp1 1 to NRG Info Notice 92 016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Oporalionn) Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Mew York, Inc 4pp 61710010 61718013 

9205160057 Forwards Insp ropt 50-255/02*15 on 920310 0420 & notice of violation. 
SHAFER, WD Region 3 (Post 820201) 92/05/08 SLADE.G B Consumers Power Co 
3pp 61875*319 81675 330 

“9205150064 Notice of violation from insp on 920310 04 20. Violation noted on 
920225, while removing RV head, licensee failed to adhere to requirements of proce- 
dure nVQ-M-2, "Romova! of RV Head," by not using calibrated load coll 
SHAFEH.WD. Region 3 (Post 020201) 92/05/08 2pp 61675 922-61676 323 

“9205150066 Insp rept 50-255/92-15 on 020310 0420 Violations noted Major areas 
Inspected previously identified items, plant safely verification, loss of shutdown 
coollng.ESF actuations, radiological controls, outages & reportable events 
JORGENSEN.QL Region 3 (Post 820201) 92/06/08 15pp 61675 324 61675*338 


R. Porlodlc operating roporta & related correspondence 


9205150012 Monthly operating ropt for Apr 1992 for Palisades Nuclear Power Plant W/ 
920506 Hr 

HANOLOVITS.S M.. MLYNAREK.MG Consumers Power Co 92/04/30 4pp 
61708 280 61700 203 


S Reportoble occurrences, LERs & related correspondence 


9205070124 Pail 21 ropt re improporly terminated wires on closing relay for 2,400 voH 
switchgear mfg by Allis Chalmors & rofurbishod by Sitek of Milwaukee Corroctlvo ac 
tie ns not yet dolormlnod Palisades only facility w/subj defect 
SLADE.G B Consumers Power Co 02/04/23. Documonl Control Branch (Documonl 
Control Desk) 6pp 01651 335 61651 340 

9206010259 lER 91-014 03 on 91 0709, discovered that salaty related circuits routed w/ 
opposite channel circuits Caused by non uniform Inlerprotalion of design criteria for 
routing circuits Plan developed to aadress Issues W/920424 Hr. 

ROB^tTS.WL. SLADE.G Q Consumers Power Co. 02/04/24 9pp 61570 277- 
61670*206 

9205010265 LER 92-024 00 on 920327,lnadvoflont opening of station power breaker re 
suiting In ESF actuation & Interruption of shutdown cooling Caused by suporvlsor al 
lowing work lo procood on "C" bus Event discussed w/maint W/920427 Itr 
HILLMAN.CT. SLADE.Q B Consumers Power Co. 92/04/27 7pp 61570 286 
61570 292 


9205040144 LER 92 027-00 on 020401 .wire cage door on 625-11 elevation In contain 
mont found closed but wire cut so that person could have reached through lo unlock 
door Possibly caused by vandalism Door secured by steel plate W/920429 Hr 
ROBERTS.WL, SLADE, G.B Consumors Power Co 02/04/29 4pp 81546 358 
61548 359 

9206040148 LER 92 026 00 on 920331, discovered that during LOCA. concurrent w/loss 
of offsite power, ovorcurrent trip of EDG 1*1 could occur Caused by oversight In origi 
nal plant dosIgn.Timo delay relay tnslallod W/020429 Hr 

YOUNQ.BN, SLADE.Q 0 Consumers Power Co 92/04/29 4pp 61647.001- 
01547 004 

0205040202 LER 92-025 00 on 9 20331, dolormlnod that longitudinal welds on 36 Inch 
main steam line piping not Included In insenrico Insp program Caused by personnel 
error All welds Inspected using volumotrlc/surfaco methods W/020429 Hr 
HILLMAN.CT. SLADE.Q B Consumers Power Co 92/04/29. 4pp 61647 020 
61647 023 

9205070046 LER 92 029-00 on D20404,inadvortont actuation of left channel sequencer 
occurred. Caused by failure lo follow lost procedure Importance of incident was dis- 
cussed w/all shifts on rotatlon.W/D20430 Hr. 

ROBERTS.WL, SLADE.G 0 Consumers Power Co, 02/04/30 4pp 61666 042- 
61600 045 
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9205070142 LER 92-026'00on 92 03 31, results of aoatysis of EOG room cooling requiro* 
monts Kfen tilled potential inability to maintain DG room temp within design 
tomp CausGd by non-1 E qualified cooling fan Procedures revised W/920430 Itr 
nOBERTS.W L , SLADE.GS Consumers Power Co D2/04/30 Spp 0I66GO15 
61668 019 

9205120035 LEH 92 030-00 on 920403, inadverlent start of both diosol generators 
occurred Caused by efectrical discontinuity In contacts Fuso panels for both 2400 volt 
engineered aafenuard buses were inspect od W/920504 itr 

YOUNG.eN, SLADE.G B Consumers Power Co 02/05/04 4pp 61702 281- 
61 702 284 

9205120272 LER 92 031-00 on 920402jGft channel DBA sequoncor inadvertantly 
activated Caused by lack of adequately detailed procedures Procedures RT-13A & B 
& RT-8C & D revised W/920504 Hr, 

SMEDLEY.RW, SLADE, GB Consumers Power Co 92/05/04 Spp 61702 250- 
61702 254 


9205290332 Revised EPIPs.including Rev 11 to EPIP-10 ,Rqv 10 to EPIP-2, Rev 12 to 
EPIP 6 & Rev 2 to EPIP-16 W/920521 Hr 

8ARON.RR Tennessee Valley Authority 92/05/21 61 pp 61895 146 61895 206 


P Operating license stage documents & correspondence 

02050S0129 Confirms arrangements for 920417 meeting In Atlanta, GA to allow plant 
mgt to present self assessment to NRC 

WILSON, 0 A Region 2 (Post 820201) 92/04/10 MEDFORD, M,0 Tennessee Valley 
Authority 3pp 61539 330-61539 340 

9206040247 Forwards fitness for duty program contacts listed on program performance 
repls 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp, 61563 326 61563 329 


9205110155 LER 92-032-00 on 920408, unplanned actuation of right channel of safety 
injection ays relays occurred Caused by inadequato procedo re Instructions & steps 
added to TSs surveillanco proceduras W/920506 itr 

HILLMAN,CT, S1_ADE,GB Consumers Power Co 92/05/06 7pp. 61691341- 
61691347 

9205260141 LER 92-033-00 on 92041 4, inoperable control room penetration 
occurred Caused by misapplicatloni of procedures & inaccurate procedures Plant ad 
mmistralive procedure on control of equipment status wall bo updated W/92051 5 Itr. 
ROSERTS.WL, SLADE, Q 8 Consumers Powor Co. 92/05/15 Spp 61614 132- 
61814136 

9295260144 LER 92-004-02 on 920107.loss of conlammeni integrily duo to failure of 
emergency escape airlock equalizing valve occurred Caused by lubricant on valve 
stem Mainl procedure for airlocks being revised W/&20515 Hr 
HlLMAN.Ct, SLADE.G B. Consumers Powor Co 92/05/15 6pp 61814 137- 
61614 142 

9205260150 Part 21 ropl ro Allis Chambers switchgear breakers rofurbished by SIlok of 
Ml I waukoo Original procurement of breakors boforo IEEE aids were 

devalued Breakers sent to Sitek of Milwaukee for rofurblahmanl 
SLADt,G 0 Constimora Power Co 92/05/15 Document Control Branch (Document 
Control Oosk) Cpp 61602 321-61802 326 

0205280020 NPDES noncomplfanco nolificalion on 911210 & 920400,plant exceeded 
max oil & grease concentration to plant mixing basin On e2(>403.lnaavo/tont release 
of 160 gallons of CCW occurred Oil absorbent pillows placed in turbine bldg 
SLADEjG 0 Consumers Power Co 92/05/18 Document Control Branch (Oocumenl 
Control Desk) 5pp 61064 104 61864 198 
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F. Securlly, medical, emergency ft (Ire protection plans 


920668 0099 Revised EPIPs, including Rev 9 to EPIP-2, ‘'Nolificalion of Unusual Event,** 
Rev 11 to EPIP3, *’Afert" & Rev 19 to EPlP-4, "Site Area Emorgoncy." W/920420 Hr 
BARON, RR Tennessee Valley AiilhOfity 02/04/29 40pp B1 606 271 61606 310 

9205060132 Forwards Rovs 28 & 10 to physical s ecu rlfy /contingency plan Revs with- 
held (tOCFR73 21) 

BURZYNSKLMJ Tennessee Valloy Authority 92/04/30 Document Control Branch 
(Document Control Desk) 2pp 61606 312-61600 313 

9205070118 Responds to NRC 920402 Hr re violations noted la (nsp Repts 60 269/92- 
09,60 260/90 09 & 60 296/92 00 on 620309 13 Corroclive actlons'socurity force 
member retrained for qualification on types of weapxDns assigned 
ZERINGUE,OJ. Tonnessoo Valley Authonty 92/05/01, Document Control Brar^ch 
(Document Conlrol Desk). 4pp 61 662 080 61 662 083 

6205190118 Forwards Insp repts 50 250/92-11,50 260/02 11 ft 60 266/92-11 on 
920314-0417 ft notice of violation Violation re Ineffective corrective acllor^ Indicalos 
lack of attonilon to dotail.W/o nolfco of viotallon 

WILSON, BA Region 2 (Post BZ0201) 92/05/01 WEDFORD.MO Tennossoe Valloy 
Authority. 4pp 61 706 224 61 706 263 


■920519012$ Insp repts 50-259/02-11.60-260/92-11 & 60 206/92-11 on 920314- 
0417 Violations noted Major areas inspected survolllarce.rnaint, operational safety 
verification, unit 3 restart activities ft firo protection & prevention program 
PATTERSON, C A Region 2 (Post 820201) 92/04/20 28pp. 61706-226 01706.268 


62051 401 57 Clarifies info in 920407 Hr re ERDS data transmission proposal.discussod In 
NRC 920326 ffrRaw data, working Info & conjectural scenarios should bo shared at 
technical working level on as rocoivod basis 

MOBLEY, MH Tennossee, Slalo of 92/05/05, HEBDON.FJ Division of Reactor 
Projects - I/ll (Post 070411) 4pp 61708 170 61700.173 


9205150077 Forwards Rev 20 1o Sequoyah Nuclear P/ant physical security/ contingency 
plan & Rev 19 to Browns Ferry Nuclear Plant physical security/ cor^tingency plan, did 
620324 ft 0403, respeclrvefy Revs withheld (rof 10uFR73 21) 

BliRZYNSKLM J Tennossee Valloy Authority. 92/05/11. Documont Control Branch 
(Document Control Desk) 2pp 61700 272-61700^273. 


9205120033 Summary of 020417 mooting w/util re self assGSsmont of activities at 
plant List of attondoos & viewgraphs end 

WILSON.BA Region 2 (Post 020201) 92/04/23 MEDFORD, M O Tennessee Valley 
Aulhority 73pp 61637 139 61637 211 

920S040322 Advises of simulator certification package revs, per 10CFR55 45(b)(5) Typos 
& several Instructions inadvertently added/deleled from listed performance testing 
tables of cerlificatcon supporting documents addressed 

ZERINGUE.OJ Tonnossao Valley Authority 92/04/2D Office of Nuclear Reactor 
Regu lotion, Director (Post 87041 1) 7pp 61505 297-61595 303 

9205050199 Responds to Generic Ltr 91-11, ‘’Resolution of Generic Issues 48, 'LCDs 
for Class IE Vital Instrument Buses' & 49, 'Interlocks ft LCOs for Class IE Tie Break- 
ers ”■ Evaluation concluded that cor^trols in place are satisfactory 
ZEHINGUE.O.J Tennossee Valloy Aulhority 92/04/30 Document Control Branch 
(Document Conlrol Desk) lOpp 61 589 349 61589 358 

9205110253 Forwards list of corrective actions ft action plan for remaining corrective 
actions to resolve previous doliclencles noted w/conlrol room emergency vonlilallon 
sys Upor> Imp lomenlalion, compliance w/GDC 19 will be met. 

ZERINGUE.OJ Tennossee Valley Authority, 92/06/05 Document Control Branch 
(Oocumont Control Desk) 11pp 61666 306 61608 316 

9205110182 Responds to NRC RAI re HVAC seismic design criteria Subj criteria for 
Class I HVAC duct ft supports revised to address questions expressed during staff 
review 

BARON, R R Tennossco Valloy Authonly. 92/05/06 Document Control Branch (Docu- 
ment Conlrol Desk) 3pp 61665 073 61605 075 

9205190207 Notification of 920526 mooting w/ulil in Rockville, MD to discuss proposed 

K ocoss to upgrado analogy Instrumontatlon (o digital undor 10CFR50 59 
ILLIAMS.JF Project Dlroctoralo tl 4 (formerly TVA Project Directorate) (Post 
900603) 92/05/14 HEBOON.F.J Projocl Directorate 11*4 (formerly TVA Project OIroc- 
lorale) (Post 000603) 9pp 61722 026 51722 020 

920519021$ Corrected noliflcation of 020526 moating w/util In Rockvillo.MD re limited 
scope multi unit probablistic risk assessment for facility 

WILLIAMS, JF. Projocl Olroclorato 11-4 (formerly TVA Project Directorate) (Post 
900603) 02/05/14 HEBDON.FJ Projocl Diroctoralo 11-4 (formerly TVA Project DIroc- 
torate) (Post 900603) 3pp 61722 0 16 81 722 018 

9205190299 Nolificalion of 920528 meeting w/util in Rockville, MD re limltod scope 
multi unit probabillsllc risk assessment for plant 

WILLI AMS, J F Project Diroclorato II 4 (formerly TVA Project Dlroctoralo) (Post 
900603) 02/05/14 HEBDON.FJ Project Dlroctoralo If 4 (fo/morfy TVA Project Direc- 
torate) (Post 900603) 3pp 61722 013-61722 015. 

9205280190 Forwards safety evaluation ro TVA 911023 requosl for approval por 
10CFR50 55(a)(G) to Implement altornalive rules of ASME Section XI Code Case N- 
401 

HEBDON.FJ Projocl Diroclorato H-4 (formerly TVA Project Diroctorato) (Post 
900603) 92/06/la MEDFORD,MO. Tonnessoo Valley Aulnonly 2pp 61 794-223- 
61794 228 

'•0205280198 Safety ovatuation concluding altomatfve rules of Code Case N-401 pro- 
posed by TVA provide adoquate assurance of structural integrity of subject compo- 
nent supports 

* Office of Nuclear Ronclor Regulation, Director (Post 070411) 02/05/18 Spp 
61704 225 61704-220 

9205270253 Requests temporary waiver of compliance from TS 3 7 E.4 ro control room 
emergency vonlllalion sys fn order to perform testing nocossary to ostablish sys pa- 
rameters for potential upgrades to vonlilBtlon sys units 

ZERINGUE.OJ, Tennessee Valley Authority 92/05/20. Document Conlrol Branch 
(Oocumont Control Desk) Opp 61031 353 61831 360 


Q. Infipecifon reports, IE Bulletins ft corresp on donee 

9205190066 Confirms that electrical dislrlbullon sys functional insps scheduled for 
920420-26 ft 0504-08 ft 1C-22,Ll$tGd areas of Inloresls should be aadrosaod. 

JULIAN, C A Region 2 (Post 820201) 92/04/02 Tonnessoo Valley Authority 6pp 
61707 131-61707 136 


9205189081 Advises Chat 920430 Rev 14 to physical security plan consistent w/provi 
Sion 3 of 10CFfl50 54(p) ft accoptablo Cjanfication re placement of requirements for 
access authorliatien program under listed heading requested 
COLLINS. D.M Region 2 (Post 820201) 92/05/12 MEDFORD.M O. Tennessee Valley 
Aulhority. 3pp 61736 303-61 736 306 

92051B0210 Forwards rev to page 1 ft 2 of End 3 of 920115 Itr.flem 8 of end Identified 
Unit 2 Cycle 6 lor inslallalton of central fire alarm panel In Unit 3 CR.UIII Intends to 
perform work during Unit 3 Cycle 6B outage 

ZeRINQUE.OJ. Tennessee Valloy Authority 92/05/13 Oocumsnt Conlrol Branch 
(Document Conlrol Desk). 4pp 61719 343 61719-346 

920629032$ Rev 10 to ‘'Radiologic a( Emergency Plan " W/920520 Hr 
BURZYNSKI.MJ Tennessee Valley Authority 92/05/20, 121pp 01695 207- 


9205050156 Forwards Insp repts 50-259/02-05,50-260/92-05 ft 50 206/92-05 on 
020215 0313 No violations noted 

WiLSON.B A Region 2 (Post 020201). 92/04/03 MEDFORD, MO Tennessee Valloy 
Aulhority 3pp 61540,069 61540 089 

-9205050160 Insp repts 60-269/02-05,50-260/92-05 ft 60-296/92 05 on 020215- 
0313 No violations notoil Major arena inspected' su/voillanco observation.malnt 
observation, operational safety vorficalion ft ESF sys waikdown 
PATreRSON.C A , KELLOGG, PJ. Rooion 2 (Post 820201) 92/04/02. 18pp 

61640 072 61540 009 

9205060016 Forwards Insp repts 60.269/02-14,50-280/92-114 & 60-298/92-14 on 
020330 0402 No violations or deviations notocf 

PEEBLES.T.A. Region 2 (Post 820201} 02/04/09 MEDFORD.M O Tennossee Valley 
Authority 3pp 61639007.01630 014, 
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-9205050022 tnsp repls 50 259/92 1^,50-260/92-14 & 50 206/92-14 On 9203 30- 
0402 No violations or deviations noted Major areas inspected surveillance of core 
power distribution limits, calibr of nuclear instrumentation sys & reactivity mgt 
6URNETT.PT. CRLENJAK,R V Region 2 (Post 020201) 92/04/09 5pp 61539 010- 
61539014 

920S120218 Discusses map repts 50-259/92-12.50-260/92-12 & 50 296/92-12 & lor 
wards notice of violation Violation of concern because incident involves inadequate 
control of contractor activities at site 

REYES.LA Region 2 (Post 920201) 92/04/17 MEDFORD, MO Tennessee Valtey 
Aulborlty 4pp 61636 314-61636 333 

-9205120222 Notice of violation from insp on 920316-27 Violation noted failure to con 
Irol design activities 

* Region 2 (Post 020201) 92/04/17 2pp 61636 318-61636 319 

-9205120227 Insp repts 50 259/92-12,50 260/92-12 & 50 296/92-12 on 920316-27 No 
violations notou Major areas inspocted contractor activities associated w/4,160'Volt 
loop upgrade & llcenseo Incident mvosligatlon rept 

PATTERSON.C A . CHRISTNOT.E , KELLOGG/ J Region 2 (Post 820201) 92/04/ 
17 15pp 61636 320-61636 333 

9205120124 Forwards insp rept 50-259/02-10,50-260/92-10 & 50-206/92-10 on 
020316-20 No violations or deviations noted 

CUNE.WE Region 2 (Post 820201) 92/04/20 MEDFORD,M 0 Tennessee Valley 
Aulhonty 4pp 61636 242-61636 283 

-9205120132 Insp repts 50-259/92-10,50-260/92-10 & SO 296/92-10 on 920316 20 No 
violations noteo.Major areas discussed audits, confirmatory measuremenls w/Reglon 
II mobile lab. radiological effluents & offsite dose commitments 
OLOERSON.W.B Region 2 (Post 820201) 92/04/23 23pp 61636 246 61636 268 

-9111140109 Submits final rept for task assignment 9 1-03 Task assists in assessing 
adequacy of various sys for sampling particulates at plant 

GLISSMEYER.J A Batlello Memorial Institute, Pacific Northwest Laboratory, FIN L- 
1866 91/09/06 WEST.KS Planning, Program & Management Support Branch (Post 
870411) 16pp 61636 269 61636 203 

9205070118 Responds to NRC 920402 Itr re violations noted in Insp Repts bO-259/92- 
09,60 260/90 09 & 50 296/92 09 on 020300-13 Corrective actions security force 
member retrained for qualification on typos of weapons ossignod 
ZERINGUE.OJ Tennessee Vafloy Authority 02/05/01 Document Control Branch 
(Document Control Desk) 4pp 61662 000-61662 003 

020-5190118 Forwards insp repts 50 259/92-11,50-260/92-11 & 50-296/92-11 on 
920314-0417 & notice of vioiation Violation re Ineffective corrective action Indicates 
lack of attention to detail W/o notice of violation 

WILSON.BA Region 2 (Post 820201) 92/05/01 MEDFORO.MO Tennessee Valley 
Aulhonty 4pp 61706 224 61706 250 

-9205190120 Insp repts 50 259/02-11,50-260/02-11 & 60 296/92-11 on 920314- 
0417 Violations noted Major areas inspected surveillance.maint, operational safely 
verificatlon.unit 3 restart activities & fire protection & prevention program 
PATTERSON.C A , KELtOGG.PJ Region 2 (Post 820201) 02/04/29 28pp 
61706.228 81706 250 

920 5 01 0009 NRC Info Notice 02-035, "Higher Than Prediclod Erosion/ Corrosion in 
LTnisolablo Reactor Coolant Pressure Boundary Piping Insido Containment at GoiCing 
Water Reactor" 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of Now York, Inc Gpp 61667 340 61667,354 

920501004S NRC fnfo Nolico 92-036. "Intersystom LOCA Outside Containment ” 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc Opp 61718 001-61710 009 

9205040265 SuppI 1 lo NRC Info Notice 92 016, "Loss of Ffow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61710 010 61718 013 

9205220171 Responds to NRC 920417 Itr ro violations nolod in Insp Repts 50-259/92 
12.50 260/92-12 & 50 286/92-12 on 020316-27 Corrective actions single contractor 
reestablished to Issue designs for which recovery project responsible 
ZERINGUE.OJ Tennesseo Valley Authority 92/05/16 DocumenI Control Branch 
(Document Control Desk) 6pp 01776 323 61778 326 


R. Periodic operating reports & related correspondence 

9285040122 "ADEM Discharge Monitoring Rept for Mar 1092 for Browns Ferry Nuclear 
Plant." 

* Tannassee Valley Aulhorily 02/03/31 6pp 61663 149 61563 166 

9206190339 Monthly operating repts for April 1092 for Browns Ferry Nuclear Plant W/ 
920414 Itr 

RATLtFF,SA, 0ARON.RR Tennesseo Valley Aulhorily 82/04/30 13pp 61743 290- 
01743 311 


DOCKET 60-260 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205060099 Revised EPIPs, including Rev 9 lo EPIP-2, "Notification of Unusual Event," 
Rev 11 to EPIP-3, "Alert" & Rev 10 to EPIP-4. "Silo Aroa Emergency " W/920429 Itr 
0ARON.RR Tennessee Valley Authority 92/04/29 40pp 61606 271 61606 310. 

9205060132 Forwards Revs 28 & 19 to physical secunty/conlingoncy plan Revs with- 
held (10CFR73 21) 

BURZYNSKI.MJ Tennessee Valley Authority 02/04/30 Document Control Branch 
(Document Control Desk), 2pp, 61606 312-01606313 

9205970118 Responds to NRC 920402 Hr re violations noted In Insp Repts 60-269/92- 
09,60-260/60 09 & 50-296/62-00 on 920309-13. Corrective actions security force 
member retrained for qualification on typos of weapons assigned 
ZERINGUE.OJ, Tennessee Valley Authority 92/05/01 Document Control Branch 
(Document Control Desk) 4pp 61662 080-61662 063. 


0205190110 Forwards inep repis 50*259/92-11,50-260/92-11 & 50-296/92-11 on 
920314-0417 & notice of violation Violation re ineffective corrective action indicates 
lack of attention to detail W/o notice of violation 

WILSON, B A Region 2 (Post 820201) 92/05/01 MEDFORD.M 0 Tennessee Valley 
Authority 4pp 61706 224 61706 268 

-9205190120 Insp repts 50-259/02-11,50-260/92-11 & 50 290/02-11 on 920314- 
0417 Violations noted Major areas inspected surveillance.maint .operational safety 
ver(f(cation.uni1 3 restart activities & fire protection & prevention program 
PATTERSON.C A Region 2 (Post 820201) 92/04/29 28pp 61706 228 61706 258 

9205 140 157 Clarifies info in 920407 Itr re ERDS data transmission proposal .discussed in 
NRC 920326 Itr Raw data, working info & conjecture) scenarios should be shared at 
technical working level on as received basis 

MOBLEY.M H Tennessoe, Slate of 92/06/05 HEBDON.FJ Division of Reactor 
Projects - I/ll (Post 870411) 4pp 61700 170 61708 173 

9205150077 Forwards Rev 28 to Sequoyah Nuclear Plant physical security/ contingency 
plan & Rev 19 to Browns Ferry Nuclear Plant physical security /contingency plan, did 
920324 & 0403, respectively Reva withheld (ref 10CFR73 21) 

BURZYNSKI.MJ Tennessee Valley Authority 92/05/11 DocumenI Control Branch 
(Document Control Desk) 2pp 61708 272 61708 273 

9205180081 Advises that 920430 Rev 14 te physical secunly plan consistent w/provi 
sions of 10CFR50S4(p) & acceptable Clanfication re placement of requirements for 
access aulhorirallon program under llalod heading requested 
COLLINS.DM Region 2 (Post 020201) 92/06/12 MEDFORD.M 0 Tennessee Valley 
Authority 3pp 61736 303 61736 305 

9205180210 Forwards rev to page 1 & 2 o1 Enel 3 of 0201 15 Itr Item 6 of end identified 
Unit 2 Cycle 6 for installation of contrat fire alarm panel in Unit 3 CR Util intends to 
perform work during Unit 3 Cycte 5B outage 

ZERINGUE.OJ Tennessee Valley Aulhonty 92/05/13 Document Control Branch 
(DocumenI Control Desk) 4pp 61719 343 61719 346 

9205200326 Rev 10 to "Radiological Emergency Plan " W/920520 Itr 
eunZYNSKI.M.J Tennessee Valley Authority. 02/05/20 121pp 61895 207- 

61895 327 

9205290332 Revised EPIPs.including Rev 11 lo EPIP-tO.Rev 10 lo EPIP 2, Rev 12 lo 
EPIP-6 & Rov 2 to EPIP-I6W/920521 Ur 

BARON, RR Tennesseo Valley Authority 02/05/21 61 pp 61895.146 61895 206 


P. Operating license stage documents & carrespondence 

9205050129 Confirms arrangements for 920417 meeting in Atlanta.GA to allow plant 
mgt to presont solf-ass-oasmonl lo NRC 

WILSON.B A Region 2 (Post 820201) 92/04/10 MEDFORD.M 0 Tennessee Valley 
Aulhorily 3pp 61539 338 61539 340 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Information & 
Records Management Branch (Post 000827) 4pp 61563 326 61563 320 

9205120033 Summary of 920417 meeting w/util ro self assessment of activities at 
plant List of attondoos A viewgraphs end 

WILSON.B A Region 2 (Post 620201) 92/04/23 MEDFORD.M 0 Tennessee Valley 
Aulhorily 73pp. 61637 130 61637 211 

9206040322 Advises of simulator cerliftcalion package revs, per lOCFRSS 45(b)(5) Typos 
& sovernl instructions inadvertontly addod/doloted from listed performance testing 
tables of corllfication supporling documonts addressed 

ZERINGUE.OJ- Tennosseo >^tloy Aulhonty 92/04/26 Office of Nuclear Reactor 
Regulation. Diroctor (Post 670411) 7pp 61595'297 61595'303 

9205120124 Forwards insp rent 50 259/02-10,50 260/92 10 & 50 296/92-10 on 
020310 20 No violations or deviations noted 

CUNE.WE Region 2 (Post 020201) 92/04/20. MEDFORO.MO Tennesseo Valley 
Authority 4pp 61636 242 61036 283 

-9111140109 Submits final rept for task assignment 91 03 Task assists In assessing 
adequacy of various sys for sampling particulates at plant 

GLISSMEYER.J A Batlello Memorial Inslituto, Pacific Northwest Laboratory FIN L* 
1066. 01/00/06 WEST.K S Planning, Program & Management Support Branch (Post 
870411) ISpp 61636 260 61636 203 

9205050199 Responds lo Generic Llr 91-11, "Resolulion of Generic Issues 40, 'LCOs 
for Claes IE Vtlal Inalrumenl Buses' & 49. 'Interlocks & LCOs for Cfasa 1E TIo Break 
era Evaluation concluded that controls in place are satisfactory 
ZERINGUE,OJ Tennosseo Valley Aulhonty 82/04/3D. Document Control Branch 
(Document Conirol Desk) lOpp 61689 349 61569 358 

9206110253 Forwards list of corrective actions & action plan for remaining corrective 
actions to resolve previous deficioncioa noted w/control room emergency ventilation 
ays Upon implementallon.complianco w/GDC 19 will be mel 
ZERINGUE.OJ Tennessee volley Aulhonty 02/05/05 Document Control Branch 
(Document Control Desk) 1 1 pp 61666 306 61666 316 

920S110162 Responds lo NRC RAl re HVAC seismic design criteria Subj criteria for 
Class 1 HVAC duct & supports revised lo address questions expressed during staff 
review 

BARON.R R Tennessee Valley Aulhorily 92/05/06 Document Control Branch (Docu 
ment Control Desk) 3pp 61665 073 61665 075 

9205140244 Forwards SE ostabllshing technical basis lor approving & Issuing amend 
193 which revised table 3 7 A, "Primary Containment Isolation Valves " 

ROSS.TM Prolocl DlrecloralG 11-4 (formerly TVA Project Directorate) (Post 900603) 
92/05/11 MEDFORD.M O Tennessee Valley Authority. 3pp 61679.350 61679 359 

-9205140260 Safely EvaTuation s^portlng amend 193 to license DPR 52 
* Office of Nuclear Reactor Rogulation, Director (Post 070411) 02/05/11 7pp 
61679 353-61679 350. 



9205200297 Application for amend to License DPR-62, consisting ot TS Change Ro 
quest T\/A^0FN-TS-317T, revising notes to TS Table 3 2 C & TS 3 5 KM 5 K to allow 
oparatlons Inoperable & MCPR within spectftod limits Ropt withhold 
BAflON.R R Tennessee Valley Aulborily 92/05/13 Oocument Control Branch (Do-cu 
ment Control Desk) 3pp 61775 001-61775019 

-*9205200307 Proposed Tech Spec 31 7T re MCPR requirements applicable to Inoper 
able rod block monitor 

* Tonnes sea Valley Authority 92/05/13 I6pp 61776 004-61775 019 

9205190207 Notification of 920 526 meollng w/ulit in Rockvillo^MD to discuss proposed 
procass to upprade analogy Instrumentation to digital under IOCFn50 59 
WILLIAMS.JF Project Diroctorate IM (formerly TVA Projocl Directorate) (Post 

900603) 92/05/14. HEBDON.F J Project Oireclorato ItM (formerly TVA Project Dirac* 
lorato) (Post Q00603) 3pp 61722 026-61722 028 

92Q51002ia Corrected notification of 920628 meolinig w/utll in RocKville.MD re limited 
scopo mulll unit probabtistic nsk assessment for faclTl^ 

WILLI AMS. J.F Projocl Directorate lt-4 (formerly TVA Project Directorate) (Post 

900603) 92/05/14 HEBDON.F J Project Directorate 11-4 (formerly TVA Project Diroc- 
lorale) (Post 900603) 3pp 61722 016-61722018 

9205190299 Notification of 920528 mooting w/ulil in Rockville, MD ro limited scope 
multi unit probabilistic risk*assossmant for plant 

WILLIAM S.J F Prajecl Direclorato fl-4 (formerly TVA Project Directorate) (Post 

900603) 92/05/14 HEBOON.F J ProjecI Directorate 11-4 (formerly TVA Project DJrec- 
lorato) (Post 900603) 3pp. 61722 013-61722 016 

920522008Q Forwards notico of consideration of issuance of amend to license DPR 52 
& proposed NSHC daterminalion & opporlunily for been ng Proposed amend revises 
TS lo parmil conlinuad operation when rod block monitor Inoperable. 

WILLIAMS, J F Project Directorate 11-4 (formerly TVA Projocl Directorate) (Post 
900603) 92/05/10 MEDFORD, M.O. Tennessee Valley Authority. 3pp 61767 273* 
61757*203 

-9205220088 Notice of consideration of Issuance of amend to license OPR 52 & pro* 
posed NSHC determination & opportunity lor hearing Amend revises TS lo eilow con 
tlnuod power operation when RuM ts inoperable & MCPR Is within specified limits 
W ILHAMS, J F. Project Directorate 11*4 (formerly TVA ProjecI Dlroclorato) (Post 
000603), 92/05/16 0pp. 61757 276 61767 283 

9205260190 Forwards safety evaluation re TVA 911023 requosl for approval per 
10CFR50 55(a)C3) to implemeni alternaiivo rulos of ASME Section XI Code Case N- 
491 

HEBDON.F J Projocl Directorate 114 (formerly TVA Project Diroctorato) (Post 
900603) 92/05/10 MEDFORO.MO Tennessee Valley Auth Drily. 2pp 61794'223‘ 
61794 220 

-9205281)198 Safely evaluation concluding allornativo rolos of Code Caso N 491 pro- 
posed by TVA provide adequate assurance of struclural integrity of subjeci compo- 
nent supports 

* Olfico of Nuclear Reactor Regulation, Director (Post 070411) 92/05/10 3pp 
61794"225-61794 220 

0205270263 Roquosts temporary waiver of compliance from TS 3 7,E 4 ro control room 
emergency venlllallon sys In order to perform tosting necessary to oslablish sys pa- 
ramo tors forpolenilal upgrades to ventilation sys units 

ZERINGUE.OJ Tennessee Valley Authority 02/05/20 Documont Control Branch 
(Document Control Desk) Cpp 61831 353-01831 360. 


Q. Inapecflon reperla. IE Bulletins & corroapondence 

9206190066 Confirms that olectrlcal distribution sys funclional insps scheduled for 
920420 26 & 0004-08 & 18-22 Listed areas of inloreats should bo aotlrossod 
JULIAN, C A Region 2 (Post 820291) 92/04/92 Tonnosseo Valley Authority. 6pp 
61707.131-61707 136. 

9205050156 Forwards (nsp ropts 50 259/92 05,60 260/92 05 & 50 266/92-05 on 
620215 0313 No viofalions noted 

WILSON, BA Hogian 2 (Posl 020201) 92/04/03 MEOFORD.MO. Tonnosseo Valley 
Aulhority 3pp, 61540 069 61540 009 

-92OSO5O10O Insp ropls 60-250/92-05,50 260/92-05 & 50-209/92 05 on 920215* 
03 13. No violations nolod Major areas injected survoillanco observation, mairil 
obsorvalion.oporatlonal safely verflcalion & ESF sya walkclown 
PATTERSON.CA , KELLOQG.PJ. Region 2 (Post 020201). 02/04/02. lOpp 
61540 072*01540 000 

0205050018 Forwards insp ropts 60-2&9/92-1 4,50*260/92*1 4 A 60-208/02-14 on 
020330 0402 No violations or cloviatlons noted 

PEEBLES, T.A Region 2 (Post 020201). 02/84/09 MEDFORD.M O. Tonnes see VaKoy 
Auttiorify 3pp. 61539 007-6 1 639,01 4. 

-92050S0022 (nsp ropls 60*269/02-14,60-260/92-14 & 50*208/92*14 on 020330* 
0402 No violations or deviations noted Major areas (nspccfed.&urvolllance of core 
power dls-tribution limits, cahbr of nuclear instrumentation sys & reactivity mgt. 
BURNETT.pt, CRLEMJAK,R V. Region 2 (Posl 820201). 92/04/09. 5pp. 61B30 010* 
61539014. 

0206120210 Discusses Insp ropts 50-259/92*12,50.260/92*12 & 50-296/02-12 & for- 
words notice of violation Vi of a lion of concern because Incident involves Inadequate 
control of conlraclor aclivilles at site, 

REYES.LA. Region 2 (Post 620201) 92/04/17. MEOFOnD,MO Tennessee Valley 
Aulhority. 4pp 6tB36‘ai4 81636 333. 

>•9205120223 Notice of violation from insp on 020316-27 Violation noted, failuro lo con- 
trol design activities, 

* Roglen 2 (Posl &20201). 92/04/17. 2pp. 61636 316 &1636<310. 

-9206120227 Insp rents 50-259/02-1 2. 50 260/92-12 a 60-290/92-12 on 920316 27 No 
violalions noted Major areas Inspected, contractor aclivitioa assoclatod w/4,160*voll 
loop upgrade & licensee incident Investigation ropt 

PATTEflSON,CA, CHHISTNOT.E., KELLOGG, PJ. Region 2 (Posl 820201) 02/04/ 
17 16pp 61638 320-61 636'333. 


9205120124 Forwards Insp rent 50-259/92-10.50-260/92-10 & 50-296/92-10 on 
920316 20 No violations or dovialions noted 

CLINE.WE Region 2 (Posl 820201) 92/04/28 MEOFORD.MO Tennessee Valley 
Authority 4pp 61638 242-61636 283 

-9205120132 Insp repls 50 259/92-10,50-260/92*10 & 50-298/92-10 on 920316-20 No 
violations noted Major areas discussed audits, confirmatory measurements w/Reglon 
II mobile lab, radiological offluents & offsite dose commitments 
GLOERSON.W B Region 2 (Post 820201 ) 92/04/23 23pp 61636 246 61636 268 

92OS07O11B Responds to NRC 920402 Itr re violations noted In Insp Repts 50-259/92- 
09.50*260/90 09 & 50 296/92*09 on 920309 13 Corrective actions security force 
member retrained for qualification on types of weapons assigned 
ZERINGUE.OJ Tennessee Valley Aulhonty 92/05/01 Documont Control Branch 
(Cocumont Control Desk) 4pp 61662 080-61662 083 

9205190118 Forwards insp ropls 50 259/92-11,50 260/92-11 & 50-296/92-11 on 
920314-0417 & notice of violation Violation re ineffective corrective action indicates 
lack of aUenlion to detail W/o notice of vlofalion 

WiLSON.BA Region 2 (Posl 820201) 92/05/01 MEOFORD.MO Tennessee Valley 
Authority 4pp 61706 224-61706:258 

-9205190128 Insp repls 50-259/92-11,50*260/92-11 & 50 296/92-11 on 920314- 
04 17, Viofalions noted Major areas inspected surveillance.maint, ope rational safety 
verificaiion.unil 3 reatart activities & fire protection & prevention program. 
PATTERSON.C A , KELLOQQ.PJ Region 2 (Post 820201) 92/04/29 28pp 

61706 228 61706 250 

9205010009 NRG Info Notice 92-035, “Higher Than Pradiclad Erosion/ Corrosion in 
Unisolabfe Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/06 
(Donsolidatad Edison Co of Now York. Inc 8pp 61667 349-61667,354 

9205010045 NRC Info Notice 92 036, “Inlersyslem LOCA Outside Contafnn^enl " 
ROSSI.CE Division of Operational Events Assessment (Post 070411). 92/05/07 
Consolidated Edison Co. of New York, Inc 9pp, 61718 001-61718 009 

9205040265 Suppt 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown" 

ROSSI.CE Division of Operational Events Assessment (Posl 670411) 92/05/07 
Consolidated Edison Co. of New York, Inc 4pp 61718.010 61718.013 

9205180050 Forwards util solf-assossmont of plant porformance during period beginning 
910523 to present, (or NRC consideration in reviewing Unit 2 SALP & documenls Info 
proseniod to NRC at 920417 meeting in AllentQ,GA 

ZERINGUE.OJ. Tennessee Valley Autliorlly 02/05/08. Document Control Branch 
(Document Control Desk) 63pp 61727 1 16-61727 180 

9205220171 Responds to NRC 020417 Hr re violations noted In Insp Repts 50*259/92- 
12,60-260/92*12 & 50 206/02-12 on 920316 27 Corrective actions single contractor 
reestablished to issue designs for which recovery project responsible 
ZERINGUE.OJ Tonnossea Valley Authority 92/05/10. Document Control Branch 
(Documont Cortlro! Desk) 6pp 61770 323-61778 328 


R. Periodic operating reports & related correspondence 

9205040122 “AOEM Discharge Monitoring Rept for Mar 1092 for Browns Ferry Nuclear 
Plant " 

* Tonnossoo Valley Authority 02/03/31, 8pp 61563 149‘61563.15Q 

9205190330 Mon.1hly oporotlng repts for April 1992 for Browns Ferry Nuclear Plant W/ 
020414 Itr 

RATLIFF.SA, BARON.R.R Tennessee Valley Authority 92/04/30 13pp 61743.299- 
61743.311 


S, Roportebio occurrences, LERs & related correspondence 

9205010268 LER 02 002-00 on 020403, unoxpocted ESF actuation occurred during test- 
ing of corei spray pump breaker 2C.resuUing In auto-start of EECW pump Caused by 
Inadequate self-checking Red Indicator light replaced, W/ 920428 Itr. 
niOQELL.EM, ZERIfiGUE.OJ Tennessee Valley Authority 92/04/28 app. 
61570 203 61670.300 


DOCKET 50-261 H.B. ROBINSON PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plana 

0205120184 Informs lhat rev 23 to omargoncy plan consislont w/ 10CFR50.47(b) & 
10CFR50,app E requiroments & acceptable 

CLINE.WE Region 2 (Posl 020201) 92/04/23 WATSON.R A Carolina Power A 
Light Co 4pp. 61636.054*61636 067 

9205060224 Ack receipt of 920409 Ur transmitting Rev 21 to physical socurily plan.Most 
changes consistent w/ provisions of 1OCFR50 S4(p) & acceptable for Inclusion Into 
plan. Provisions of Reg Guide 5 66 must be clanfied. 

COLLINS, D.M Region 2 (Post 820201). 92/04/30 WATSON.R A Carolina Power & 
Light Co 3pp 01582 369 01 502'361 


P. Operating license stage documents & correspondence 

920504Q247 Forwards (ilnoss for duty program conlocts listed on program performance 
repts, 

KOUP.E Reactor Safeguards BranOi 92/04/20. MCKNIGHT.J. Information A 
Records Management Branch (Posl 800827) 4pp 61663.326*61563 320 

02QS070120 Forwards SE granting relief requests 1,2b & 4 from requirements of section 
XI of ASME code re second 10-yr Interval hydrostatic lest program 
ADENSAM.EQ Project Directorate lt*1 92/04/20 WATSON.R A. Carolina Power & 
Light Co dpp. 61603.309 61603.319. 
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•'9205070125 Safely ovatualion granllng relief from corlain requirsmenls of ASME code 
fo second 1 0-yr interval ISI hydroatanc test program 

* Offlco of Nucfoar Reaclor Regulation. Diroclor (Post 870411) 92/04/28 Bpp 
61603-312-61603 319 

9205040273 Forwards amend 140 to license DPR-23 & safety evaluation Amend 
changes required refueling shutdown margin 

LO^R H Project Directorate U-1 92/04/29 WATSON.R A Carolina Power & Light Co 
2pp 61649 082.61549 097 

-9205040276 Amend 140 to license DPR.23, changing required refueling shutdown 
margin 

AD^SAM,E,G PfOiecl Directorate II-1 92/04/29 lOpp 61549 084.61549 093 

“9205040277 Safely evaluation si^porting amend 140 to license DPR-23 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/04/29 4pp 
61640.094.6154 0 097 

9205190310 Requests that liconsee provide info for specific panel discussion topics & 
names of member of staff who will attend & participate as panel members for 920623. 
24 cerrenl licensing basis workshop 

ADENSAM.EG Project Directorate 11-1 02/05/06 WATSON.R A Carolina Power & 
Light Co. 3pp. 61718.180 61710 190 

9205270266 Informs of reassignment of project managers for listed facitilios 
ADENSAM.EG Project Directorate I M 92/05/07 WATSON.R A. Carolina Power & 
Light Co 3pp 61785 339 61705 341 

9205190317 Documents agreements reached during 920206 telcon w/NRC re losllng of 
containment spray check valves 81-890 A & B. Testing program will be revised to 
change class life at Ion of valves to ac 

STARKE Y.R B Carolina Power & Light Co 92/05/14 Document Control Branch 
(Document Control Desk) Ip 81741 026 61741,026, 

9205210171 Notificalion of 920529 meeting w/util in Rockville, MD to discuss status of 
licensing actions 

LE.N. Project Directorate 11-1. 92/05/18 ADENSAM.EG Project Directorate it-l 4pp 
61755 293-61765 206 


Q. inspection reports, IE Bulletins A correspondence 

9205060137 Ack receipt of 920325 Itr informing NRG of steps taken to correct violations 
noted In Insp ropt 60-261/92-02 

VERRELLI.D M Region 2 (Post 820201) 92/04/07 WATSON.R A Carotina Power S 
Light Co 2pp. 61540 005 01540 006 

9205220016 Forwards insp ropt SO 261/92-07 on 920314*0410 No violations or devi- 
ations noted 

VERRELLI.D M. Region 2 (Post 820201) 92/05/01 WATSON.R A Carolina Power & 
Light Co 3pp 61735 044 61735-058 

-9205220019 Insp rept 50*261/02 07 on 920314 0410 No violations or deviations 
noted. Major areas Inspected operational safety verKIcatlon.survoillanco 
observation, ma I nt observation, plant safety review commitleo activities & followup 
QARNER.LW.. CHRISTENSEN.H, Region 2 (Post 820201) 02/05/01 12pp 
81735 047-6173 5 058 

9205010009 NRG Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unlsolabte Reactor Coolant Pressure Boundary Piping InsIdo Containment at Bolling 
Water Reactor ” 

ROSSI, C E Division of Operational Events Assessment (Post 07041 1) 92/05/06 
Consolidated Edison Co of New York, Inc Opp 61667 349 9t667‘354 

9205010045 NRG Info Notice 92 036, "Inlersystom LOCA Outside Containment " 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolldatod Edison Co of New York, Inc 9pp 6171G'001-61710 009 

920504026 S Supp1 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Ro 
moval Pump During Refueling Cavity Draindown." 

ROSSI.CE Division of Operational Events Assessment {Post 670411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp. 61718 010 61718 013, 

9206210003 Submits SG tube plugging ropt conducted during insorvlco Insp on 
920426.OnQ tube plugged In Steam Generator A, Bow 1, Column 29 based on failure 
of probe to pass through tube at sixth hot leg tube support plate 
CHAMBERS, R.H Carolina Power & Light Co 92/05/11 Document Control Branch 
(Document Control Desk). 2pp 61769'351-61759 352 

9205270046 Forwards Insp ropt 50-261/92-08 on 920406 10.No violations or deviations 
noted 

JULIAN.C.A, Region 2 (Post 820201) 92/06/11. WATSON.R, A Carolina Power & 
Light Co 3pp 01762-138-61762-150. 

“9205270053 Insp rept 60-261/92-08 on 920406 10 No violations noted, Major areas 
inspected containment integrated leak rate testing inefuding review ol associated 
documonts,observation of tost actwitios & verification of tost results 
WHITENER.HL. JAPE.F. Region 2 (Post 020201) 92/05/06. 10pp. 61762-141- 
01762-160. 

9205200269 Supplemental response to NRC Hr ro deviations noted In Insp ropt 50-201/ 
91*21 Correctlvo actions-dala sheet reflecting sampling/analysis results & dates 
allachod Reasons why current method of aampTlng represents tank contenls listed. 
DIETZ, C R. Carolina Power & Light Co, 92/05/16 Document Conlrol Branch (Docu- 
ment Control Desk) 3pp 61754'l49 61754*261 

92062700 SB Forwards Insp ropt 60-281/92-09 on 920413-17 No violations or deviattons 
noted 

JULIAN.CA. Region 2 (Post 820201). 92/05/16 WATSON.R A Carolina Power & 
Light Co.3pp 61762-151.61702:162. 

“9205270062 Insp ropt 60-261/92-09 on 020413-1 7.No violations or deviations 
noted Major areas in spoctod. structural design criteria audit & site Insp of structures by 
team from NRR Structural & Geosciences Branch. 

LENAHAN,J.J. BLAKE, dJ. Region 2 (Post 820201). 02/05/11 9pp. 61762'164- 
01762-162. 


R, Periodic operating reports & related correspondence 

9205120099 Monthly operating ropt for April 1992 for Robinson Unit 2 W/920500 Ur 
GROOMS,J. CHAMBERS.RH Carolina Power & Light Co 92/04/30 4pp 
61665 203-61665 206 

9205270100 Forwards page 1 of 3 to end of 920508 submittal of monthly operating rept 
for Apr 1992 for HB Rooinson Steam Electric Planl.Unit 2 Page inadvertently omitted 
CHAMBERS.R H Carolina Power & Light Co 92/05/14 Document Control Branch 
(Document Control Desk) ip 61Q77 331-61877 334 

“9205270107 Page 1 of 3 from monthly oporetmg rept for Apr 1992 for HB Robinson 
Steam Electric Planl.Unit 2 

GROOMS.J Carolina Power & Light Co 92/04/30 3pp 61077 332 61877 334 


S. Reportable occurrences, LERs & related correspondence 

9205050094 PNO 11-92-025 on O2O415.fir0 suppression sys containing carbon dioxide 
automatically actuated causing depleted oxygen onviron in plant cablo penolralion 
room On site fire brigade responded & began ventilating affected area 
VERRELLI.D Region 2 (Post 820201) 92/04/15 Ip 61539 227 61539 227 

6205120284 LER 92-005 00 on 0204 00, con figuration identified which constitutes poten 
lial release path during post-Loss of Coolant (LOCA) conditions Caused by deviation 
from EDC 53 criteria Relief Valve SI-C57B removed W/920504 Ur 
BAUn.OH . CHAMBERS.R H Carolina Power & Light Co 92/05/04 6pp 61702 255* 
61702 260 

9205130063 LER 92-006 00 on 9204 13, loss of emorgoncy diosol generator resulted In 
doclaratfon of unusual ovonl Caused by fuel oil leak Leak ropa!recr& emergency diesel 

g enoralor ralurned to sve W/ 020507 Itr 

;ROOK,RD. CHAMBERS.R H Carolina Power & Light Co 02/05/07 4pp 

61702 296-61702 299 

9205210239 LER 92-007-00 on 920415,002 fire suppression sys in north cable vault 
actuated & toxic gas reteasod Into vital area Caused by personnel error resulting In 
procedural noncompllancQ Procedure to be reviewed W/920514 Itr 
CROOK.RD, chambers, RH Carolina Power & Light Co 92/05/13 5pp 

61791 230.01791 243 

6206210086 Special rept on 920331,0401,02,06.14,20,24,26,29 & 30, listed lire doors & 
oquipmonl Qxcoodod LCOs during refueling aclivltlos Inoperable equipment tracked by 
oporallons procedures to ensure proper operability 

CHAMBERS.R H Carolina Power & Light Co 02/05/14 Documonl Control Branch 
(Document Control Desk) 4pp 61760 324*61760 327, 

6205260009 LER 92 008 00 on 920421 .determined that one of throe narrow- range 
RTDs in hot leg of RCS did not moot TS requirements for lime rospon bo .Caused by 
partial loss of thermal contact bolwoon RTD & Ihormowell RDTs repaired W/02051B 
Itr 

CROOK.RD, CHAMBERS.R H Carolina Power & Light Co 92/05/18 4pp 

61Q14 097-61814 tOO 


V. Operator Examinations 

6205060097 Forwards reactor oporotor & senior reactor operator licensing exam re 
qulromonts for exams schodulod for wk of 020720 

PEEBLES.TA Region 2 (Post 820201) 92/04/14 EURY.LW Carolina Power & Llghl 
Co lipp 61539-228*61539 230 
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F. Security, modlcal, omorgency & fire protection plans 

6205050119 Rev 45 to Emorgoncy Rosponso Plan Implementing Procedure A 2*101, 
"Classification of Emergoncios" W/020428 Itr 

FEY. F L, Northern Stales Power Co 02/04/17 65pp 61611 11061611*174 

9205010217 Certifies that access authorization program Implemented per Reg Guido 
6 66&10CrR73 68 

PARKER,! M. Northern Stales Power Co 92/04/27 Document Conlrol Branch (Doc 
ument Control Desk) 2pp 61640 338 61540 337 

6205040207 Revised EPIPa,including Rev 44 to Indox.Rev 12 to A 2 406, Rov 3 to A 2- 
400, Rev 9 to A 2-4 13, Rev 11 to A2-414.Rov 0 to A 2-41 5, Rev 2 to A 2-420 & Rov 4 
to A 2-425 W/92042a Ilf 

FEY.FL Northern Statoa Power Co 92/04/28 75pp 01508 205 61698 270 

9205040209 Rov 30 to EPIP A 2-001, "Emergency Organization," including Rev 43 to 
index W/920426 Ur 

FEY,r L Northern StatoB Power Co 02/04/20 71pp. 61602 096 61602 165 

9205150001 Forwards safety insp ropt 60 263/92 07 on 920406-10 No violaltons noted 
RING, M A. Region 3 (Post 820201) 02/05/07 ELIASON.LR Northern Stales Power 
Co 2pp. 61 676 001-61675 010 

“9205150002 Insp ropt 50-263/02 07 on 920406 10 No violations noted Major areas 
InspoQtod Implementation of fire protection program.including review evaluation of 
administrative procedures 

HOLMES,JA. JABLONSKt.FJ Region 3 (Post 020201) 92/05/07 Opp. 61675 003- 
61675 010. 


1. Financial Information 


9205190338 Informs that financial info submitted for 1992 in 920427 Itr salisfios requlro- 
monts of section 140 21 of 10CFni40 lhal each licensee maintain approved guaran- 
tee payment ol deferred premiums for each opera ling reaclor over 100 Mw(o). 

NASH, 0 A Policy Devolopmonl & Technical Support Branch (Post 870411) 92/05/ 
00 BRUSVEN.AD. Northern Slates Power Co 2pp 61716 125 61716*126. 
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Opar^tfng license stage documents & correspondence 

f05l102S6 Forwards amend 81 to license DPR -22 & safely evafualion. Amend extends 
surveillance tost intervals & allowable out of-servlce lima limits for common Inslrumen 
talion serving R PS & CIS 

LONG.WO Pfojacl Direclorala III-1 92/04/16 PARKER.TW Northern Stales Power 
Co 4pp 61625 331-61625 359. 

>205110289 Amend 81 to license DPR-22 .extending surveillance lost intervals & allow* 
able out-of service time limits for conninon in struma rotation serving RPS & CIS 
MARSH.L B Project Direclorale III-1, 92/04/11 6 lepp 61625 334-61626 352 

>205110290 Safely evaluation supporting amend 81 to license DPR-22 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/04/16 6pp 
61625 363-61626 359 i , kk 

105040247 Forwards fitness for duty program conlacts listed on program performance 
repls 

KOUP.E Reactor Safeguards Branch, 92/04/20, MCKNIGHT.J Information & 
Records Management Branch fPosl 690827) 4pp 61663 328-61563 329 

!0S 040233 Suppls 911028 response to Generic Ltr 9106, "Resolution of Genenc 
Issue A 3D, 'Adequacy of Safety-Relafed DC Power Supplies " Annunicator dosign 
used Ic detect failure modes of ac sys does not pose significant risk of core damage 
PARKEfl.T M Northern States Power Co 92/04/29 Document Control Branch (Doc- 
umanf Control Desk) 4pp, 61573 355 81573 350 

05280198 Nolificatlon of cancelled 920528 meeting w/ulil In Rockville, MD to discuss 
topical repl describing change in methodoSogy used to evaluate steady stale fuel per- 
formance al plant 

LONG.WO Project Directorate fll-1 92/04/30 MARSH.L B Projecl Directorate fll-l. 
2pp 61794 320 61794 323 

1206280207 Notification ol cancelled 920619 meoling w/uUI in Rockvilfe.MD re dry 
cask stores & license renewal 

LONG,WC) Project Directorate HI-1 92/05/19 MARSHAL B Project Directorate ill-t 
2pp 61794 321-61794 323 

05200039 Requests that licensee provide Info for specific panel discussion topics & 
names of members of staff who will attend & participate as panel members for 
920623-24 current licensing basis workshop 

MARSH.L B, Projecl Dlrectorala II 1-1 92/05/08 PARKE«,T,M Northern Slates Power 
Do,3pp 61732.350-61732352 


Jnapecifon reports. IE Bulletfna & correspondence 

35010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosfon in 
Jnisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
(Mater Reactor '* 

=10SSI,CE Division of Operational Events Assessment (Post 870411) 02/05/06. 
-onsolidateJ Edison Co of New York, Inc 6pp 61657‘34fi 81687 354 

05010045 NRC Info Notice 92-036. "fnlorsystem LOCA Outside Containment " 
=^OSSI,CE Division of Operalional Events Assessment fPosl 870411) 92/05/07 
'onsolidaled Edison Co of Now York. Inc 9pp 61718 001-6171 0,009 

35040265 SuppI 1 to NRC Info Notice 02-016, "Loss of Flow from Residual Heal Ro 
noval Pump During Rofuelmg Cavity Draindown-” 

^OSSI.CE Division of Operational Events Assessment (Post 870411), 92/05/07. 
JonsolfdatocT Edison Co. of New York, Inc 4pp ei718'010-6171fl 013 

>5150001 Forwards safety Insp ropl 60 263/92*07 on 920406-10 No violations noted 
JING,M A Region 3 {Post 620201) 92/05/07 ELIASON.L.R, Northern Stales Power 
5o 2pp, 61675001-61675 010 

205150002 Insp rept 50 263/92 07 on 920406-10 No violalions noted. Mojor areas 
rispecled fmplomoalaUon of fire profaction prog ram, including review & evaluahon of 
idminislr alive procedures 

10LMES,JA, JABLONSKI.FJ Region 3 (Post 620201), 02/05/07 8pp 61676 003- 
11676 010. 


Periodic operating reports & related correspondence 

15070203 Forwards annua! ropl enlltled, "Radiation Environ Monitorina Program Jan- 
)ec 1991," per TS 6.7 C 1. 

EY.F L Northern States Power Co 92/04/30 Document Control Branch (Document 
lontrolDesk) 2pp 61620 238 6I620’307 

105070205 "Radfatfon Environ Monitoring Program Jan Dec 1991" annual rept 
lUEBNER.LG Toledyne Isotopes, 91 /1 2/31 67pp 61020 240-61620.307 

^5190009 Monlhfy operaling rept for Apr 1992 for Montlcello Nuclear Generating 
lant W/920514 Hr. 

AUSTIAN.HH, PARK£R,TM Northern States Power Co 92/04/30. 5pp 
1740:178-81740 103 


teportable occurrences, LERs & related correspondence 

5130069 LER 02-0'06-00:cfurfng wk Of 9 20406, postulated scenario developed which 

>uld affect redundant trains of safe shutdown equipmont.Gaused by failure to ana- 

za fube oil fine break Fire watch patrol established.W/920508 ltr 

IPPE,M , PARKER,T.M. Northern States Power Co. 92/05/0B 6pp 61702 316 

1702319. 

5210231 Forwards Part 21 rept 10CFR21-0062 re DQ w/EMD series engines using 
rbochargers re manufactured from May 1991 to Jan 1992 

ITCHELL.MV M/K Systems. Inc 92/05/11. MURLEY.T.E. Office of Nuclear Reac- 
r Regulation, Director (Post 870411) Ip 61777'347-ei777 356, 

06210236 Followup to 920417 Pari 21 Rept 10CFH21-0062 ra failed shaft In DG w/ 
MD 646 series engines using turbochargers re menu lectured from May 1991 lo Jan 
192 Turbochargers should be removed & returned (o EMD for insp/repair 
ALEAZZI,D.D„ WJTCHEIL.M.V, M/K Syslems, Inc 02/05/11. 4pp 61777 34B- 
1777:356 
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F Security, medical, emergency & fire protection plans 

9206050225 Revised EPIPs.including rev 10 lo QEP 140 O.rev 6 to QEP 140-1 & rev 3 
to QEP 140-S2 

* Commonwealih Edison Co 92/04/12 lOpp 61582 342 61582 352 

9205050230 Revised EPiPs.lncludlng rev 28 to QEP 200 0,rev 18 to QEP 200-T1 & rev 
3 to QEP 2OO-T0 

* Commonwealth Edison Co 92/04/20 71pp. 61608 001-61608 070 

9205010135 Revised Quad Cities Generating Station Emergency Plan Annex NSEP- 
QCA-9201,mcorporalfng upgraded EALs & philosophy statements generated by EAL 
Improvement Working Group W/ 020427 ltr 

SCHnAGE,JL Commonweallh Edison Co 92/04/27 MURLEV,TE Office of Nuclear 
Reactor Regulation, Director (Post B70411) 85pp 61555 183 61555 266 

9205010107 Advises that access authorization program which meets requirements of 
10CFR73 56 implemented on 920427.Uttl Intends to utilize temporary unescorted 
access provisions of rule 

REED.C Commonweatth Edison Co 92/04/27 MURLEY.TE Office of Nuclear Reac- 
tor Regulation, Director (Post 070411) Ip 61549 332 61 540 332 

9205190125 Hewsed EPIPs.including rev 16 to QEP 730 0 & rev 6 to QEP 730-T4 

* Commonwealth Edison Go 92/05/04 9pp 61740-298-61740 306 

9205210139 Revised procodures.including Rev 9 to QEP 710-0 .Rgv 5 lo QEP 710- 
1, Rev 2 QEP 710-511 & Rev 3 QEP 710 T1 

HOOGHEEN.D Commonwealth Edison Co 92/05/05 19pp 61777 316-61777 334 

9206190119 Revised EPIPs.incfudlng rev 13 to QEP 150-0 & rev 2 lo QEP 150-T9 

* Co/nmonwealfh Edison Go 92/05/06 5pp 61740 293 61740 297 

9205190130 Revised EPJPs.includina rev 4 to QEP 600 0 & rev 3 lo QEP 500-1. 

* Commonwealth Edison Co 92/05/06 5pp. 61764.189 61764-193 

0205190134 Revised EPIPs.including Rev 6 lo QEP 175 0, "Chemistry Director Proce- 
dures" (table of contents) & Rev 2 lo QEP 175-T3, "Post-Accident Sampling Proce- 
dure List " 

* Commonwealth Edison Co 92/05/07 7pp 61722 030 61722 042 

9205280070 Revised procedures, -including Rev 15 to QEP 300 0, "Notifications" & Rev 
2 lt> QEP 300-3, "Activation of ERDS " 

HOOGHEEN.D Commonwealth Edison Co 02/05/11 6pp 61804 183 61804 187. 

9205180216 Advises that 920403 Rev 30 to physical security plan consistent w/provl- 
sions of 10CFR50 54(p) & acceptable 

PEDERSON, CD Rogion 3 (Post 020201) 92/05/12 KOVACH, TJ Commonwealth 
Edison Co. 3pp 61 724 239-61724 241 

9205280118 informs that because mods made to plant after lire protection SE 
wriUon, temporary covers no longer needed 

OLSHAN.LN Project Directorate til 2 02/05/14 KOVACH, TJ Commonwealth 
Edison Co 2pp 61797 284-61797-285 

9205270146 Forwards Insp repls 50-264/92-04 & 50 265/92-04 on 020427- 0501 No 
violations noted Exorcise weaknesses Idenlifiod & will require corrective actions. 
NORELIUS.CE Region 3 (Post 820201 ) 92/05/20 REED.C Commonwealth Edison 
Co 3pp, 61763,023 61763.003 

-9205270153 Insp repts 60-264/02 04 & 50 265/92 04 on 920427-0501 No 

violatlons.doficloncles A deviations noted.Major areas Inspected annual omorgency 
preparedness exercfso.oxercise scenario & key functions A locations during exercise 
PLOSKI.T Region 3 (Post 020201). 92/05/19 37pp 61 763'026 61763 063 


H, General correspondence 

9206080054 Comment supporting NRC oliminatfon of roqulremants important to safely 
from 67FR4166.dtd 920205 

JACKSON, M A. Commonwealth Edison Co, 92/04/28 Regulatory Publications 
Branch Ip 01691-050-61591.050. 


P. Operating! license stage documents & correspondence 

9205 160 197 Discusses review of util responses to generic ltr 89-10, auppi 3, "Consider- 
ation of Results of NRC-^onsored Tests of Mo lor- Op ora led Valves *' 

BARRETT, RJ. Projecl Dlroclorate ll(.2, 02/04/16 KOVACH.TJ Commonwoallh 
Edison Go 7pp, 61683.093-61683 099 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E. Reactor Safeguards Branch 92/04/20 MCKNIGHT.J Information & 
Records Management Branch (Post 890027) 4pp 61563.326-01563-329 

9205210166 Application for amends to licanses DPR 20 & DPR-30, requesting deletion 
of isolation functions & surveillance requJremanla for CR vonlilallon sys clilorlne & 
sulfur dioxide analyzers 

SCHHAQE.J.L Commonwealth Edison Co 92/04/20 MDRLEY.T.E. Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 9pp 61760-131-61760 191. 

-9205210163 Proposed lech specs re control room venlllatlon sys chlorine & sulfur di- 
oxide analyzers, 

* Commonwealth Edison Co. 92/04/20 52pp. 61760.140-61760-101 

6206150189 Fonwards re\ris 0 d safety evaluation re Amend 130 lo License DPR-30 con- 
cerning mods to HPCI turbine steam exhaust lino. 

OLSHAN.L.N. Project Directorate 111-2. 92/04/29 KOVACH, TJ Commonwealth 
Edison Co 2pp. 61691-324-61691 329 

-9206180072 Revised safety evaluation supporting amend 130 to license DPR-30 

• Office of Nuclear Reactor Regulallon, Director (Post 870411) 92/04/29 4pp 
61691.328 61691.329 
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9205200064 RGquests thal licensee provide info for specific panel discussion topics & 
names o( staff members who will allend & porticipale as panel member on 920623-24 
current licensing basis workshop 

BAflRETT.RJ Projecl Directorate ltl-2 92/05/05 KOVACH.TJ Commonwealth 
Edison Co 4pp 61722 329 61722 332 

920S180359 Application for amends to licensos DPR-19.DPH.25,DPR 29. DPR 30.NPF- 
1 1.NPF-16,NPF-37.NPF 06,NPF*72,NPF-77,fGviBing atiminl Sira live controls section to 
standardize onsite review function 

SIMPKIN.TW Commonwealth Edison Co 02/05/07 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 87041 1) 25pp 61719 001 61719 23B 

-9205160364 Proposed changes to Tech Specs rovising administrative controls 
• Commonwealth Edison Co 92/05/07 200pp 61719 026 61719 238 

920S210297 Forwards "Sludy of Thermodynamic Characteristics of Quad Cities ECCS 
Pump Rooms” per NRC 920221,22 & 0402 tolcon requests for addi Info re assess- 
ment of ECCS operability w/o room cooler heat removal capability 
SCHnAGE,Jl, Commonwealth Edison Co 92/06/08 MURIEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 13pp 61777 039 61777 152 

-9205220226 Rev 0 to, “Study of Thermodynamic Characleristtc of Quad Cities ECCS 
Pump Rooms ” 

TSALrW Commonwealth Edison Co RSA Q 66 01 86/11/04 62pp 61777 052- 
61777.152 

9205140231 Notification of 920512 meeting w/utll In Rockville, MO to discuss licensoo 
commitments In response to generic Itr 86-01, "NRC Position on IGSCC In BWR Aus- 
tenitic Stainless Steel Piping 

OLSHAN.LN Pro|Qct Directorate IH-3 02/05/11 MURLEY.T NRC - No Detailed Af- 
niiallon Given 4pp 61603 200 01683 203 

9206160235 Summary of 62040B meeting w/utll ro MOV program List of attendees end 
PLILSIFER.RM Project Directorate 111-2 92/05/11 Project Directorate III-2 30pp 
61716.090 61710120 

9206220002 Forwards response to several issues raised during MOV audits per 920408 
meollng at Region 111 & Generic Ltr 00 10 Values for stem friction coefficients belter 
than 0 2 not unreasonable 

SIMPKINJW Commonwealth Edison Co 02/06/11 DAVIS,AB Region 3 (Post 
820201) 12pp 61780 162-61780 193 

9205270296 Responds to generic Ur 01-11, “Resolution of Generic Issues 48 'LCOs for 
Class IE Vital Instrument Buses,' & 40, 'Interlocks & LCOs for Class IE Tie Breakers,’ 
pursuant to 10CFR50 54(f),'’ for plants 

SIEGEL, 8 L Project Diroctornlo II 1-2 92/06/11 KOVACH J J Commonwealth Edison 
Co. 3pp, 81785 350 61785 352 

9205120168 Notification of significant licensee moeling w/ulil on 920514 to discuss mgt 
Issues at util corporate & six nuclear stations 

HSIA,A Region 3 (Post 020201) 92/05/12 Region 3 (Post 020201) 2pp 61637 210 
61637 217 

9205120211 Confirms plans to hold two separate meetings on 920514 at plant, as dis 
cussed between A Msla of NRC & J Schrago of util 

GREENMAN.EG Region 3 (Post 820201) 92/05/12 REED,C Commonwealth 

Edison Co 2pp 61 624' 130 61624 131 

9205190212 Confirms plans to hold mgt meeting on 920522 in Glen Blyn,IL to discuss 
util Inlliallves to improve enginooring & technical staff porformanco & operability es- 
se ssmenl. 

GREENMAN,EG Region 3 (Post 620201) 92/05/12. REEO.C Commonwealth 

Edison Co, 2pp. 61700.046 61 708 047. 

9205190026 Ack receipt of 10GFR50 64 (q) submittal did 920408 Incorporating changos 
in QA program topical replNRC anticipalos more than 60 days to comptoto 
revfow Results will bo communicated 

WRIGHT.GC Region 3 (Post 820201) 92/05/13 REED.C Commonweallh Edison 
Co, 2pp 61 705 345 61705 348 

9205260249 Forwards results of sve tost conducted on unit 2 260 volt dc battery Tost 
Indicated that terminal voltage did not fall below required 210 volts which is consid- 
ered acceplable 

SCHRAQE,JL Commonwealth Edison Co 92/05/16 MURLEy,T.E, Office of Nuclear 
Reactor Regulation, Director (Post 870411) 6pp 61013.230 61613*243 

9205270239 Confirms 920522 mgt meeting at Region Ml ofc to discuss util environ monl 
tori ng at six listed nuclear sites 

GREENMAN.EG Region 3 (Post 620201) 92/05/22. REED.C Commonwealth 
Edison Co. 2pp. 61826.358 61826:359 

9206280023 Notification of significant licensee meeting w/utll on 020B22 to discuss util 
environ monitoring at all nuclear stations. 

HSIA.AH. Region 3 (Post 820201) 92/05/22 Region 3 (Post 820201) 2pp. 
8l772*101-ei 772.1 92. 


O. Inspection reports, iE Builetins & correspondence 

9205120290 PonA/ards sve water sya operational performance Insp repta 50 254/92-201 
& 50 265/92*201 on 920302-20 Insp team noted strengths In operations & maint & 
Iralning programs for both Action III & IV 

BOGER,B.A. Division of Reactor Projects - j|jJV,V (Post 901210). 92/05/01 REED.C. 
Commonwealth Edison Co 6pp 61666.064-61666*110. 

-920 SI 20295 Insp repla 50-254/92-201 & 60-26S/02-201 on 020302-20 Major areas 
inspacled'deslgn.mainl, operation, surveillance & testing of SWS. 

KOLTAY.PS., NORKIN.DP,, IMBRO.E V Special Inspection Branch. 92/04/30, 40pp 
61668 070 61666.110 

9205010009 NRC Info Notice 92 035, “Higher Thao Predicted Erosion/ Corrosion fn 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bollfr^g 
Water Reactor ” 

ROSSI.C.E, Division of Operational Events Assessment (Post B70411) 92/05/06. 
Consolidated Edison Co of New York, Inc. 6pp 61667 349-61667 354 

9206010045 NRC Info Notice 92-030, “Inlersystem LOCA Outside Contalnmenf 
ROSSI, CE. Division of Operational Events Assessment (Post 870411). 92/05/07 
Consolidated Edison Co, of New York, Ino Opp 61718 001-61718 009. 


9205040265 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown" 

ROSSI, CE Division of Oporationol Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York. Inc 4pp 61718 010 61718013 

9205180132 Forwards results of reactor head Insp & final reactor head & upper shell 
insp plan for future Unit 2 refuel outagos for review 

SCHRAGE.JL Commonwealth Edison Co 92/05/11 MURLEY.T E Office of Nucloar 
Reactor Regulalion, Director (Post 870411) 4pp 61724 217-61724 220 

9205280003 Forwards insp ropls 50 254/92 1 1 & 50-265/92 1 1 on 920331 0504 & 
notice of violation 

CLAYTON.B Region 3 (Post 020201) 92/05/14 REEDC Commonwealth Edison Co 
2pp 61772 123-61772 139 

-9205260004 Nolico of violation from insp on 920331 0504 Violation noted work inslruc 
lions for 910206 repair for HPCI turbine stop valve were not of type appropriato to 
circumstances 

CLAYTON.B Region 3 (Post 020201) 92/05/14 2pp 61772125 61772126 

-9205280005 Insp repts 50-254/02-11 & 50 266/92-11 on 920331-0504 Violations 
noted Major areas Inspected operational safety venlication.monlhly mainl 
observation, evaluation of power reactor exercise & monthly sun/olllanco observations 
KNOP,RC Region 3 (Post 820201) 92/05/14 13pp 61772 127-61772 139 

9205280009 Forwards safety Insp repts 50 254/02-13 & 50 265/92-13 on 920504- 
07 Violations noted but not cited 

PEDERSON, CD Region 3 (Post 820201) 92/05/18 REED.C Commonwealth Edison 
Co 2pp 61772 164-61772 163 

-920B2B0013 Irtsp repts 50-254/02 13 & 50-265/92-13 on 920504 07 Violations noted 
but not cited Major areas inspected reactor sys quality control 
programs, nonradlological conftrmalory measuromonls & radiological environ monitor- 
ing program 

JANUSKA.A G , ORTH.S K , SCHUMACHER, M C Region 3 (Post 020201) 92/05/14 
8pp 61772 166 61772 163 

9205270146 Forwards insp repts 60 254/92-04 & 50 265/92-04 on 920427- 0501 No 
violations noted Exorcise weaknesses Idontified & will require corrective actions 
NORELIUS.CE Region 3 (Post 020201) 92/05/20 REED.C. Commonweallh Edison 
Co 3pp 61763 023 61763 063 

-9205270163 Insp repts 50-254/02-04 & 50-265/92 04 on 920427-0501 No 
violations, deficiencies & doviations noted Major areas inspected annual emergency 
preparedness oxerclso,QXQrci5o scenario & key funcllons & locations during oxerciso 
PLOSKI.T, COX.C. BARGER, JW Region 3 (Post 820201). 82/05/19 37pp. 
61763 026 61763 063 


R. Periodic operating reports & rolated correspondence 

9205130100 Monthly operating ropta for Apr 1002 for Quad Cities Nuclear Station.Unils 
1 & 2 W/020501 Ur 

BENSON.M. TIETZ.GC Commonweallh Edison Co 92/04/30 23pp 61603 208 
61683 321 

9205180346 Fonwards lisling of changos.tests & experiments requiring safety evalua- 
liona completed from 9201 01 -04 16, per 1OCFR5O.50 & 10CFR50 71(o) 

TIETZ.G Commonwealth Edison Co 92/05/01 Document Control Branch (Oocumonl 
Control Dos k) lOOpp 61729 133 61729 259 


8 Roportabla occurrences, LHRs & related correspondence 

9205150008 LER 92 009 00 on 920327,RHR sya pumps 2C & 2D auloslarted during 
relay 10A-K17B testing Caused by personnel using incorrocl work package Instruc- 
tions to direct placement of jumper Work package revised W/920424 (tr 
FORD.M . BAXiR L Commonweallh Edison Co 02/04/24 6pp 61718.111-01716 116 

6205140169 LER 92 010 00 on 020328,discovorod low temp on RPV bottom head 
during Hydrostflllc tost Caused by personnel error Tost suspended & vessel depres- 
surized to be within acceptablo TS temp proasuro range W/920426 Itr 
KUKSUK.T., 0AX.RL Commonwealth Edison Co 92/04/28 6pp 61718098- 

6171Q103 

9205110238 LER 02-011 00 on 920402, reserve auxiliary transformer lopped .causing 
loss of normal ac power to unit & trip of shutdown cooling Caused by inadvertent 
deluge actuation Tailgate training emphasized W/920504 Itr 
ROLFES.J, 0AX,R,L Commonweallh Edison Co 02/05/04 lOpp 61692 014 

61692.023, 

9205140195 LER 92 013-00 on 020 4 07 .deter mined that second level undervoUago set 
point wos non conservative.Causod by Inadequate design control Mods designed & in- 
etalfed W/920505 Ur. 

LUEBBE,0„ BAX.nL Commonwealth Edison Co 92/05/07. Gpp. 61718078- 

61716.083 

9205140108 LER 92 012-00 on 020409, expansion anchors for Unit 2 RHR did not meet 
FSAR design allowables Caused by nuclear plant being in condition that was outside 
design basis of plant Mod M04-2-92-009 Issued W/920500 Itr 
KNAPKG.B, 0AX.RL, Commonwealth Edison Co 92/05/08 Spp 61710.064 

61718 088 

9205210071 LER 92 014-00 on 92O410,EDG 1/2 declared inoperable duo to OG cooling 
water pump room cooler having only single 480 volt feed from switchgear 10 
2 Caused by inadequate design Redundant power feed Installed to cooler fans.W/ 
920515 Ur 

CHARNESKI.R, BAX,R L Commonwealth Edison Co 92/05/15 5pp 61766 173- 
61766*177. 

9205290320 LER 02-013 01 on 920423, determined that degraded voltage setpoints 
nonconseivaUve, based on preliminary calculations Caused by faulty calculation 
methodology Second favol voltage relays redaced.W/920522 Hr, 

LUEBBE.OO, BAX.R.L Commonwealth Edison Co 92/05/22 6pp 61080 270 
61868:276. 
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V. Operator Examlnatlone 

9205260170 Advisos that roqualiti cation program evafiratjon schodul-od for wk of 
9S0fl14 Ref mat) requirements end 

WRIGHT, GC Region 3 (Post 820201) 92/05/19 HEED,C Comnnonwealth Edison 
Co lOpp 61813162 61813 191 


DOCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


F, Security, medical, emergency & fire protection plans 

9205150109 Forwards insp repts SO-266/92-10 & 50 301/92 10 on 920413-17 No viola- 
tions noted 

PEDERSON.CD Region 3 (Post 820201) 92/05/07 2ACH.JJ Wisconsin Electric 
Power Co 2pp 61676 318 61676 320 

-9205150114 Partially withheld insp repts 50 266/92-10 & 50 301/92-10 on 920413 
17 Major areas inspected mgt support, protected A vital area barriers, access control 
persor^nel, packages A vehicles Details withheld par 10CFR73 21 
MADEDAJJ', CREED, JR Region 3 (Post 820201) 92/05/06 1p 61670 320- 
61676 320 

9205220160 Forwards Public version A Central Piles version of EPIP Manual ao.includ 
in 9 Rev 1 lo EPIP Form Index, EPIP-6 ec.Rov 3 to EPIP 22.nov 2 to EPIP-23,Rev 1 to 
EpIP-24,Rov 3 to EPIP-25 & Rev 1 to EP IP-26 Central Files version withheld 
LINK,B Wisconsin Electric Power Co 92/05/16 Document Control Branch (Docu- 
menl Control Desk) ip 61 780 1 1 7-61 780 1 70 

-9205220173 Public version of revised EPiPs.mclucJing Rev 1 to EPIP Forin Index.EPIP- 
6 6c.dld 920511, Rev 3 lo EPIP 22, Rev 2 lo EPIP-23,Rev 1 to EPIP.24,R0V 3 to EPIP- 
25 & Rev 1 to EPIP-26 

♦ Wisconsin Electric Power Co 92/05/16 53pp 61780 116 61780 170 


9205220003 Extends appreciation for candid discussions held at 920430 public meeting 
re SALP 9 rept Major changes underway to Increase procedural control A new initia- 
tives 

2ACH,JJ Wisconsin Elaclric Power Co 02/05/13 DAVIS,A B Region 3 (Post 
S20201) ip 61773 358 61773 356 

9205210118 Forwards Insp rept 50 266/92-11 on 920414-16 A 0505-07 No violations 
noted 

GARDNER.RN Region 3 (Post 820201) 92/05/15 ZACH.J J Wisconsin Eleclnc 
Power Co 2pp 61723 328-61723 336 

-9205210120 Insp rept 50 266/92-11 on 920414-16 A 0505 07 No violations 
notod Major areas inspected inservice Insp aclivitios, program procedures, observation 
of work activities A data review A evaluation 

SCf-fAPKER,J F . JACOasON,JM Region 3 (Post 820201) 92/05/14 7pp 

61723 330-61723 336 ' 


R. Periodic operating reports A related correspondence 

9205120093 Monthly operating repts for April 1992 lor Point Beach Nucloar Plant Unit 
1 W/920508 Ur 

PETERSON,0 C , ZACH.J J Wisconsin Electric Power Co 92/04/30 9pp 61665 207- 
61665 215 


V. Operator Examinations 

920521002S Informs that listed ref matl requested prior to operator A senior operator 
licensing exams scheduled for wk of 920928. 

WflIGHT.GC Region 3 (Post 820201) 92/05/18 LINK,B E Wisconsin Electric Power 
Co 13pp 61723 068 61723 080. 


DOCKET 60*267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


H. General correspondence 

9205210270 Advises that J Zach resigned from util A autlmr appointed lo succeed J 
Zach as vice-president - nuclear power 

LINKER E Wisconsin Electric Power Co 92/05/15 Oocument Control Branch (Docu- 
ment Control Desk) ip 61760 1 3 0 61760 130 


P. Operating license stage documente A correspondence 


9206040247 Forwards Illness for duty program conlacis listed on program performance 
rep ts, 

KOllP,E Reactor Safeguards Branch 02/04/20 MCKNIGHT ,J Information A 
Records ManagemenI Branch (Post Q90D27) 4pp 61563 326 61663 320 

9205060067 Ack roceipl of 920302 Ur re licensing of casks A provides responses lo 
questions re storai^ casks 

SAMWORTH,R B Project Directorate JII-3 92/04/22 SHILLING LA W,F Affiliation Not 
Assigned 3pp 61581 192-61581:196. 

-9205060076 Requests Info ro util proposal lo uso Pacific Sierra USC-24 cask at facili- 

S'hilLINGLAW.F Affifiallon Not Assigned 92/03/02 SAMWORTH,R B Project Direc- 
lorate 1113 2pp 61681.195-81581,196. 

920514 meeting wp/util In Rockville, MO lo discuss TS 
SAMWORTH,R Q Project Di/eclorale III 3. 92/04/29 HANNON, J N Project Diroclor- 
ate 111-3, 3pp 61607 103 61607 1 05 


9205220129 Reouesls explanation on WEPCO sotection of VSC designed by Sierra Nu 
clear Coro for Implemenlalron at plant 

Affiliation No! Assigned 92/05/01 SAM WORTH, B NRG - No Do 
tailed Affiliation Given 7pp 61766 354-61766 360 


9205190019 Ack receipt of l0CFR50 54{a) submlltal dtd 920323 incorporating changes 
in QA program description NRC anticipates more than 60 days to comotete 
revjow.ResufIs will be communicated 

WRIGHT,GC Region 3 (Post 820201) 92/05/13 ZACH,JJ Wisconsin Electric 
Power Co Ip 61705 320-61705*326 


Q. Inspection reports, IE Bulletins A correspondence 

9205010009 NRC Info Notice 92-035, ''Higher Than Predicted Erosion/ Corrosion In 
Unlsolablo fleaclor Coolant Pressure Boundary Piping Inside Conlainmont at Bolling 
Water Reactor 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc epp 61687.349 61667 354 

036, "Intersyslem LOCA Outside Contalnmonl " 
ROSSI,CE Division of Operalional Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61718 009, 


9205040265 S\tpp\ 1 to NRC Info Nollce 92-016, "Loss of Flow from Residual Heal Re- 
Pump During Refueling CavJly Draindown *' 

ROSSf,CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co. of New York, Inc 4pp 61 718 0 10-61718 013 


F. Security, medical, emergency A fire protection plans 

9205200329 Forwards Issue 25 to physical security plan, incorporating Apps BAG, 
"FSV Security Training A Qualification Plan” A '‘FSV Safeguards Contingency Plan,” 
rospoclively Issue 25 withhold (rol 10CFR2 790(d) A 10CFR73 21)) 
WAREM0OURG,D.W. Public Service Co. of Colorado 92/05/01 Document Control 
Branch (Document Control Desk). Ip 61760 31 1-61760 31 1 

9205100273 Forwards requeai for exemption from 10CFR50.App E.IV6 2 ro annual ex- 
ercise of ameroency pfan Plant refueling lo onsite ISFSI When alt nuclear fuel ra 
moved from EP2, decommissioning emergency response plan will bo implemented 
WAREMBOURG,D W Public Service Co of Colorado 92/05/13 WEISS,S H Non- 
Power Roactors,D0commis8ioning A Environmental Proj Dir (901216-920516) 7 dd 
61718311 61710317 ^ 


H. General correspondence 

9204060310 Forwards Regulatory History AA3B-2 for proposed rulemaking on slds for 
proloclion against radiation 

ROECKLEIN.A Radiation Protection A Health Effects Branch 92/02/25. LANHAM,D 
Office of Administration (Post 890205) 69pp. 61840 001-61671.215 

-9204230239 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,3 2, 3 4. 3 5.3 9,40, 60,61 A 
70 re slds for protection against radiation Opposes rule 

BREY.H L Public Service Co of Colorado 86/05/07 Docketing A Sonrlces Branch 
11pp. 61861.075 61861 085 


P. Operating license stage documents A correspondence 


*205040247 Forwards fitness for duty program contacts listed on program poriormance 

Ki§UP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information A 
Rocords ManagemenI Branch (Post B90827), 4pp 61663 326-61 6G3'329 

9205010079 Summary of 920413 meeting w/utit In Rockville, MD ro site release process 
for plant following decommissloning.llst of attendees & handouts end 
WEISS.SH Non Power R0actor8,Docomml8slonlng A Environmental Proj Dir, 
(001216 920516), 92/04/27 Non Power Reactors, Decommissioning A Environmental 
PfOj Dir. {901216 920616). 62pp 61616.094-61616*157 


920S060200 Forwards "Suppi lo Applicants Environ Rept - Post Operating License 
Stage - Decommissioning ’■ 

WAREMBOURG.D.W Public Service Co of Colorado 92/04/30 Office of Nucloar 
Reactor Regulalfon, Director (Post 870411) 6pp. 61618 001-61618.224, 


-9205060207 "Suppi to Applicants Environ Rept • Post Operating License Stage - De- 
commissioning,” 

* Public Service Co of Colorado 92/04/30 210pp 61618 006 81618.224 


9205260247 Stimmary of 8205D6 meoling w/PSC fn Rockvilfe.MD re status of plant do- 
commisaloning actions Agenda A viewgrapha end 

Non-Power Reaclors.Docommlsslonlng & Environmental Proj. Dir. 
(901 21 6-920516) 92/05/12 Non Power Reactors, Decommissioning A Environmental 
Proj. Dir. (901216-920516) 21pp. 61773,137-61 773*1 57 


9205150109 Forwards insp repts 50-266/92-10 A 50 301/92-10 on 920413-17.No viola- 
tion a noted 

PEDERSON.CD Region 3 (Post 820201), 02/05/07 ZACH.J J Wisconsin Electric 
Power Co 2pp. 61676 318 61676 320 r uuii»iri 

-9205160114 Partially withheld Insp repla 50 266/02-10 A 50-301/92-10 on 920413- 
17 Major areas inspeded mgl support, pro tec(ed A vital area barfiers.acc08s conlrol- 
peraonnelipackaoes A vohfcles.D6talls withheld per 10GFR73.21. 

CREED, JR Region 3 (Post 820201) 92/05/06. Ip. 61676.320 


9205270129 Suppi lo 920319 application for amend to License DPR-34, requesting early 
consideration of decommlssroning TS provision that delelea current limllatlons on 
temp of prestrossed concrete reactor vessel liner cooling water sys. 

CRAWFORD, AC Public Service Co of Colorado 92/05/19 WEISS.SH Non Power 
^ Environmental Proj, Dir, (901216-920516) 5pp 

61830,334-61830*350. 

Decommissioning TS deleting Section 4 2.15 ro LCO 4.2,16 covering 
PCRV cooling water sys temps 

• Public Service Co. of Colorado. 92/05/19 12pp 01830,339-61630.350 
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9205270249 Requests lemporary waiver ol compliance from TS LCO 4 2 15 re pres- 
tressod concrete reactor vessel cooling water sys temp to allow util to coot reactor 
bldg & provide more suitable work environ for remaining fuel removal 
WAflEMBOURG.D W Public Service Co of Colorado 92/05/20 Division of Ad 
vanced Reactors & Special Prelects <901216-920516) 5pp 61830 086 61030 002 

9205290336 Grants temporary waiver of compliance from TS re PCRV cooling water 
temp era lures, per 920520 request 

aOGER.BA Division of Reactor Projects • tH.IV,V (Post 901216) 02/05/21 

CRAWFORD.AC Public Service Co of Colorado 4pp 61811309 61611 312 


Q, Inspection reports, IE Bulletins & correspondence 

9205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion m 
UlnlBOlable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor “ 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of New York, Inc Gpp 61667 349-61667 354 

9205010046 NRC info Notice 92 036, “Intorsystom LOCA Outside Containment " 
nOSSI.CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61716 001 61718 009 

9205040266 SuppI 1 to NRC Info Notice 02-016, “Loss of Ffow from Residual Heat Ro 
moval Pump During Refueling Cavity Dramdown “ 

flOSSI,CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of New York. Inc 4pp 61716 010 61716 013 

9205160160 Forwards insp rept 50 267/92 06 & 72-0009/92-06 on 920301-0418 & 
notice of violation NRC concerned w/ continued violations re complianca w/procodur- 
a3 requirements 

BEACH, A B Region 1 (Post 020201) 92/06/11 Public Service Co of Colorado 4pp 
61677 121-61677 140 

•*9205160163 Notice of violation from Insn on 920301-0416 Violation noted physics shift 
coordinator accumulated weekly body dose of 101 mrom that exceeded adminsiralivo 
weekly limit of 100 mrem w/o authorization 
• Region 1 (Post 620201) 92/05/11 2pp 61677 125 61677 126 

-9206160166 Insp ropta 50 267/92-06 & 72 0009/92-06 on 920301-0410 Violations 
noted Major areas inspected licensee event ropls, operational safety 
verification, monthly maint obsorvations & bimonthly surveiiiance observations 
CONSTABLE, G L Region 1 (Post 020201) 92/05/05 14pp 61677 127-61677 140 


Periodic operating reports & related correspondence 

9205040206 "RadJologlcal Environ Monitoring Program Fori St Vraln, Summary Ropt 
1D91 •' W/920424 Mr 

WAREMBOURG.D W Public Sorvico Co of Colorado 91/12/31 139pp 61699 001- 
61S99190 

9205200026 Monthly opornting ropt for Apr 1992 for Fori St Vraln W/ 920515 Ur 
BLOCK.ML, WAREMBOURG.DW Public Sorvico Co of Colorado 92/04/30 9pp 
61755031 61755 099 


Y Dry Cask Independent Spent Fuel Storage Installatfona 

9205130081 Forwards revised responses to Questions 17 & 20 re ISFSI, originally sub- 
miltod in 920107 Ur, per 02021 1 tolcon Changes to Rev 3 to ISFSI SAR also end 
WAREMBOURG.DW Public Service Co of Colorado 92/05/06 STUR2.F,C Fuel 
Cycle Safely Branch 15pp 61663 209 61 663 223 
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F. Security, medical, omorgency & fire protection plans 

9205050039 Informs that revs 91-04 a 01-05 to emergency plan conslslonl w/provi 
sions of 10CFR5D 47(b) a 10CFR50,app E a accoptable 

CLINE.WE Region 2 (Post 620201) 02/04/02 HAMPTON, JW Duke Power Co 3pp 
61539 078 61539 080 

9205060106 Forwards SALP repls 50-260/92-01,50 270/92-01 a 50-267/92 01 on 
900601-920201 Overall performance accoptable 

EBNETER.SD Region 2 (Post 820201) 92/04/06 HAMPTON, J W Ouko Power Co 
4pp 61540 149 61640 162 

-9205050171 SALP repls 50-260/02-01,50 270/92-01 a 50 287/92-01 for 000801- 
920201 Overall performance accoptable 

EBNETER.S D. Region 2 (Post 020201) 92/04/06, 20pp. 61540 153 61540,182 

9205140300 Forwards public version of revised Crisis Mgl Implemonllno 
Procedure a, including Rev 45 to CM IP-1, Rev 27 to CM IP-1 3 a notification of deletion 
of CMIP-0 Procedure CMIP-O reserved for future use.W/020504 roleaso momo 
TUCKER.HB Division of Freedom of Information a Publications Services (Post 
890205) 92/04/07 Documont Control Branch (Document Control Desk) 3pp 
61703 279 61703 332 

“9295180103 Public veraion of revised Crisis Mgt Implomenling Procedures 
(CMIPf.fncluding Rev 45 to CM IP-1, Rev 27 to CM IP- 13 a notification of deletion of 
CMIP'6 Procedure CMIP-a reserved for future use 
•Duke Power Co 92/04/07 52pp 61703 280 61703,332 

9205140275 Forwards public version of revised EPtPs.Includmg Vol A, Rev 92 Oljeflecl- 
ing correction to Mr of Instructions, Vol B.Rov 92-04 &. Vol C,Rev 92-03 W/020504 re- 
lease memo 

HAMPTON, JW. Duke Power Co. 92/04/15 Document Control Branch (Document 
Control Desk) 5pp 61690 194-61609 292 

“9205160338 Public version of revised EPIPa, Including Rev 92-01 to Vol A, correcting 
920310 Itr of instructions, Rev 92 04 to Vol B, Chemistry Sections 6 1 a 52 a Rev 02- 
03 to Vol C. Pfocotiuroa RP/O/B/1 000/03 & RP/O/B/ 1000/04 
MCDOWEL.DL. JENNINQS.C . OAVIS.J M Duke Power Co 02/03/17. 70pp 
61699 197-61699 292 


9205120164 Advises that Revs Q1 6 & 92-1 to emergency plan consistent w/ provisions 
of 10CFR50.47(b) a acceptable 

CLINE. W E Region 2 (Post 020201) 92/04/16 HAMPTON, J W Duke Power Co 3pp 
6163 6 036 61636 036 

9205150202 Forwards pubNc version of Rev 92 05 to Vol C for procedure HP/0/1009/ 
16 a Rev 92 04 to Vol C for procedures fiP/O/B/ 1000/09 & RP/O/B/1000/10 W/ 
020504 reluQse memo 

HAMPTON.JW Duke Power Co 92/04/21 Document Control Branch (Document 
ComrolDosk) 4pp 61683 007-61663 084 

--020SI50209 F^ublic version of Rev 92-04 to Vol C of procedures RP/O/0/1OOO/O9 a 
RP/O/B/ 1000/ 10 ro site assembly a omorgency ovacualion of slalion 
personnol.re sped ively 

• Duko Power Co 92/04/20 6pp 61683010 61683 071 

“9205150214 Public version of 92 05 to Vol B of procedure HP/0/B/1009/16 re emor 
goncy decontamination of personnel & vehicles onsite a from offsite remote assombly 
area 

• Duko Power Co 92/04/20 lipp 61683 072 61683 0B4 

9206040183 Forwards Rqv 34 to physical security plan Rev withhold 
HAMPTON.JW Duko Power Co 02/04/27 Document Control Branch (Document 
Control Desk) 2pp 61573 342-61573 343 

9206050233 Certifies dial access authorizdHon prog ram, meeting roquiremanfs of 
10CFR73 56, implemented by util Program meets or exceeds all elements of Reg 
Guide 5 66 Physical socurity plan revised to reflect program change 
TUCKER.H B Duke Power Co 92/04/27 Document Control Branch (Documont Con 
IrolDQsk) Ip 61585 358-61 SB5 356 

9206130236 Forwards public version of revised Cnsis Mgt Implementing Procedures 
(CMIP), including Rev 48 to- CMIP-1,Rev 39 to CMIP-4,Rov 45 to CMIP-5 ,Rgv 49 to 
CMIP 6.Rev 48 to CMIP 7. Rov 42 to CMIP 9 & Rev 3 to CMIP.15 
TUCKER.H B Duke Power Co 02/04/30 Document Conlrot Branch (Document Con- 
trol Desk) 2pp 61672 00 1 -6 1672 290 

“9205130243 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP),including Rov 46 to CMIP- 1, Rov 39 to CMIP 4.Rov 45 to CMIP-5.Rev 49 to 
CMIP 6, Rov 46 to CMIP-7,Rov 42 to CMIP 9 & Rev 3 to CMIP- 15 

• Duko Power Co 92/04/30 260pp 61672 003 61672 290 

9205180343 Forwards amends 104,194 & 101 lo licensos DPR-3B.DPR-47 & DPR- 
55, respectively & safety ovaluation Amends revise license condition 3 E, “Firo Protoc 
lion” by relocating lire protection requiromonls lo Chapter 16 of FSAR 
WIENS.LA Project Diroctorato tl 3 92/05/07 HAMPTON.JW Duko Power Co 4pp 
61712 283 61712 306 

“9205180357 Amends 194.194 a 101 lo licenses DPH-3B,DPn 47 & DPR 55. 
rospoctively, revising TS 3 17 & 4 19 by relocaling firo protoclion roquiromenls lo chap 
ter 16 of FSAR, per go none Itrs 86 10 & 06 12 

MAITHEWS.DB Project Dire clorato (I 3 02/05/07 15pp 61712 287 61712 301 

“9205160362 Safely evaluation supporting amends 194,194 & 191 lo licenses OPR 
30, DPR 47 & DPH-55.rospectively 

• Office of Nuclear Reactor Regulation. Director (Post 870411) 92/05/07 5pp 
61712 302 61712 306 

9206260046 Informs that rev 34 to physical security plan censislont w/ provisions of 
10CFR5Q54(p) & acceplablo Commilmenls in chapter 13 re screening records should 
bo aligned w/ren guldo 5 66 

COLLINS, DM Region 2 (Post 820201) 92/06/12 HAMPTON JW Duke Powor Co 
3pp 61751 333 61751 335 


P, Operating license stage documents & correspondence 

9205040247 Forwards fitness for duly program contacts listed on program performance 
repls 

KOUP.E Beoclof Safeguards Branch 92/04/20 MCKNIGHT, J Infornnalioo & 
Records Managomonl Branch (Post 890827) 4pp 61563 326 61663 320 

9205040198 Suppts 920131 response to Genoric Ltr 01-11, “Resolution of Generic 
Issue 46, 'LCOs (or Class IE VAlal Instrumentation Buses' & Generic Issue 49, "Inter 
locks LCOa for Class IE Tie Breakers'" 

HAMPTON.JW Duko Power Go 92/04/23 Docurnom Control Branch (Document 
Control Desk) Ip 61549 351-61540 351 

9205070117 Documents closure of duplicate TACs M76436,M76439 & M76440 (or 
facllily.nor gen one Itr 09-10, “Safely impileafions of Control Sys " 

WIENS.LA Project DIrocloralo 113 02/04/23, MATTHEWS.DB Project Direclorato 
IJ3 2pp 61603 307 61603 308 

9205120228 Informs that rovs 41 & 42 to crisis mgl plan consistent w/ 10CFR50 47(b) 
planning stds & lOCFRBO.app E requiromonls & accoptable 
CLINE.WE Rogion 2 (Post B20201) 02/04/23 TUCKER.HB Duke Power Co Bpp 
0163 6 334 61 036 338 

9206220017 Discusses 020312 briefing w/roprosenialivos of Slalo of SC, Pickens & 
Oconae Counllaa & ulil re slale outreach program, consisting of overview of NRC ind 
dent rosponso program List of attendees & oullino of topics discussed end W/o end 
CUNE.W E. Region 2 (Post 820201) 92/04/23 HAMPTON, J W Duko Powor Co 3pp 
01735 081-61735 083 

9206080169 Rovtsos rosponso to NRC safoly evaluation ro util responses lo slation 
blackout rule transmillod via 920310 IlnRoquosls addi time lo submit revised re- 
sponse to oBsemblo info ro evaluate altornalivos 

HAMPTON.JW Duke Powor Co 92/04/30 Documont Control Branch (Document 
Control Desk) Ip 61647 216-61647 216 

920B200327 Forwards amends 193,193 & 190 to licenses DPR-30,DPR-47 & DPR 
55,fQapec1iVoly & SE Amonds revise administrative controls section to roflocf reorgani- 
zatlon of utiL 

WIENS.LA Project Direcloreto 11-2 92/05/01 HAMPTON.JW Duke Power Co 4pp 
61725 010 61725 036. 



-9505200331 Amends 193.193 & 190 to Bicenses DPR-30,OPfl47 8 DPH-55. 
respechvety, revising adminislrativa controls section to reflect reorganization of ulil 
MATTHEWS.DB Project Directorate II 3 92/05/01 21pp 61725 014 61725 033 

-9205200334 Salsty evaluation supporting amends 193,193 & ISO lo Itcenses DPR- 
3a.OPR-47 & DPR 5 5, respectively 

* Office of Wuclear Reactor Regulation. Director (Post 87041 1> 92/05/01 3pp 
61725034 61725036 

9205220237 Solicits interest in MRC sponsored current licensing basis worfrshop on 
920623-24 in Rockville.MD Requests specific panel discussion topic recoipmendations 
& list of atlendees & participants by 920510 

MATTHEWS .0 8 Proloct Directorate II 3 92/05/05 HAMPTON.JW Duke Power Co 
4pp 61757 335-61757 33B 

9205160121 Informs that all actions associated w/rosponse to GL 90-03 re rolaxalloo of 
staff posilion In QL 03-28, Item 2 2 Part 2 concerning vendor interface for safety relat- 
ed components complete. per 900914 & 910430 lira 

TUCKER,H Q Duke Power Co ^2/ 05/06 Documanl Control Branch {Document Con- 
trol Desk) ip 61724 305-61724 303 

92051 SOOIG Confirms completion of listed actions, per NRC 910215 

request Confirmation of completion of testing upgrade nolod as Stop 2 in 901101 re 
sponse to GL 39 04 will be seni after compfotion In Aug 1992 Rev IB lo 1ST Program 
Manual end 

HAMPTON.J W Duko Power Co 92/05/07 Document Control Branch (Oocumoni 
Con trot Desk) 3pp 61730 124 61730 282 

-9205180017 Rev 18 to "fnservice Testing Program Manual " 

• Duke Power Co 91/11/30 100pp 61730127-61730 282, 

9205180343 Forwards amends 194.104 & 191 lo licenses DPR-38.DPR47 & DPR- 
55,fo spec lively & safety avaluatior> Amends revise ficenso condition 3 E* "Fire Protec- 
tion" by relocating fi/e protection requtremonts to Chapter 16 of FSAR 
WIENS.LA Projecl Directorate 11-3 92/05/07 HAMPTON.J W Duke Power Co 4pp 
61712 283-61712308 


Q Inapectlo-n reports, IE Bulfetlns & correapondence 

9205050054 AcH receipt of 929312 Itr informing NRC oi steps taken to correct violations 
noted in insp ropts 60-269/91 -34, 50 270/91 34 & 50 287/91 34 
HERDT.Afl Region 2 (Post 020201) 92/03/26 HAMPTON.J W Duke Power Co 
2pp 61640132-61540 133 

9205050105 Foiwards SALP repts 50 269/92-01.50*270/02 01 & 50-287/92 01 on 
600801-920201 Overall porformanca acceptable 

EBNETER,SD Region 2 (Post 820201) 92/04/06 HAMPTON.J W Duke Power Co 
4pp 61540 149 61540 182 

-9-205050171 SALP repts 50-269/02 01,50 270/92-01 & 50-287/92 01 for 900001- 
920201 Overall performance accapiablo 

E0NETER.SD Region 2 (Post G20201) 92/04/06 29pp 61640 153-61540 182 

9205190104 Ack rocoipl of 920325 Itr re licensee actions taken to facllltato Insp silo 

CLINE, WE- Region 2 (Post 820201) 92/04/07. HAMPTON.J W Duke Power Co 3pp 
61707056 61707,068 

9205050052 Ack receipt of 920326 response to notice of violation in Insp repts 60-269/ 
92-03,50-270/02-03 & 50-267/02-03 

HERDT.AR Region 2 (Post 820201) 92/04/08. HAMPTON.J W Duke Power Co 
2pp 61539 094-61539 095 

9206050142 Ack receipt of 920317 Itr informing NRC of steps taken to correct violations 
noted in insp repts 60-269/92 02, 50*270/92 02 & 60-207/92 02 
CLINE.WE Region 2 (Post 820201) 92/04/09 HAMPTON,JW Duke Power Co 2pp 
61640 029-61540 030 

9205010222 Discusses licensee response to NRC aulletin 88*11, "Presaurizer Surge 
Lino Thermal Slraliflcalion. " lor plant. Issue re stress index under genenc review & no 
plant speciiic laaues identiiied 

WIENS, LA Profacl Oirectorato 11-3 92/04/17. HAMPTONJ.W Duke Power Co 3pp 
61616 247-61516 250 


-9205180357 Amends 194,194 & 191 to licenses DPH-3d,DPR 47 & DPR-55, 
re s pe cl ively, revising TS 3 17 & 4 19 by relocating fire protection requiremenls lo chap- 
ter 16 of FSAR.per generic Itrs 86 10 & 56-12 

WATTHEWS.aB Project Direclorafo II 3. 92/05/07, ISpp 61712 287-61712301 

-9205180382 Safety evaluation supporting amends 194,194 & 191 to ficenses DPR- 
3a,DPR-47 & DPR SS.rospeclively, 

* Office of Nuclear Reactor Rogulalion, Director (Post 670411) 92/05/07 5pp 
61712 302 61712306 

9205280086 Forwards safety evaluaton granting relief from fSt requirements of RCP 
1A2,per 10CFR50 55a(a)0)(ii) & hydroslallc testing requiremenls Of wold repair.per 
lOCFRSO 55al9)t6>li), 

MATTHEWS.D 0 Piojecl Directorate II 3. 92/05/07 HAMPTON, JW. Duko Power Co 
4pp 61765 200 61765'208 

-9205280088 SER granting reEief request RR-9 1-04, per 10CFR50 55d(g)(6)(i) & relief re- 
quest RR.9l-03.per lOCFRSO 55a(a)(3)(ii| 

* Office of Nuclear Reactor Regulation. Director (Post 670411) 92/05/07 5pp 

61765 204-61765 208 

9205 146294 Requests FR publicatiort of notice of issuance of amends 195, 165 & 191 
to licenses DPR 3a,DPR-47 & DPR-55.rospec lively Amends revises TS by adding fim* 
ilmg conditions for operatio-n, surveillance requirements & bases for facility 
WIENS, LA Projecl Directorate 113 02/05/11 NRC - No Delalled Affiliation Given 
app 61682 276-61682,278 

9205260264 Forwards amends 195.195 S 191 lo licenses DPR-3B,DPR 47 & DPR- 
55 Amends revfee TS to add Limiting Conditions for Operation, surveillance require 
menis & bases A manpower requiremenls for operation of Standby Shutdown facIPity 
WIENS.LA Project Directorate 11*3 92/05/11 HAMPTON.J W Duke Power Co 3pp 

61766 034-61768066 


9205040291 Forwards Request for Roliel 92-07 from raquifemanls of Section XI of 
ASME Boiler & Preasure Vessel Code for four hydroalatJc (ests started affer second 
period tests were complete for approval by end of third insp period on 940220, 
HAMPTON. JW Duke Power Co 92/04/21 Document Control Branch (Document 
Control Desk) 3pp 61549 348 61540 350 

9295120002 Forwards insp repts 50 269/92 09,50-270/92 09 & 50*287/02-09 on 
920301*20 Noncitod violation noted 

HERDTAR Region 2 (Posi 820201) 92/04/24 HAMPTON.J W Duke Power Co 
3pp 61637*296 61637 312 


-9206120905 Insp repts 50 269/92-09.50-270/92 09 & 60 287/92-00 on 920301- 
26Nonclted vlolalfons noted Major areas Inspected surveillance testing, malnt activi- 
ties & foliowup of previous Insp findings 

HARMON.pC DESAI.BB, POERTNeaWK Region 2 (Post 820201). 92/04/23 
12pp 81637:301-61637 312 


0205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Roaclor Coolant Pressure Boundary Piping Inside Containment at Rolling 


Water Reactor " 

ROSSf.CE Division of Operational Events Assessment (Post 070411). 92/05/06. 
Consolidated Edison Co ot New York, Inc 6pp. 61667 349*61667 364 


9205270149 Ack rocelpl of 920423 itr Informing NRC of al^s taken to correct violations 
noted In insp repts 50-269/92 08, 50-270/92 08 A 50-287/92 00 
HERDT.AR Region 2 (Post 820201) 92/05/06 HAMPTON.J.W Duko Power Co. 
2pp 61762 353-61762 354 


9205010045 NRC Info Notice 92-036. ■'Interaystemi LOCA Outside (^ntainment ’’ 
HOSSI.CE Division of Oporallonaf Events Assessment (Post 070411) 92/05/07. 
Consolidated Edison Co of New York. Inc 0pp ei7ie001-61718’000 


-9205260266 Amends 195,195 & 191 lo licenses DPR-a8,DPR-47 & DPR 55, 
respectively.revlslng TS to add Limiting Gondiljons for Operation, surveillance require 
ments & bases A manpower requirements for operation of Standby Shutdown facility 
MATTHEWSAB Project Dir ecloralo lf-3. ■92/05/11, 22 pp 61766.037-61766 059 

-9205280271 Safety evaluation supporting amends 195,195 A 191 to licenses OPR* 
38*DPR 47 A DPR-55jesp0Ctively 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 92/95/11 7pp 
61766060-61766 066, 

9205270226 Informs that on 920909 10 learn consisting of NRC staff member & two 
NRC consultants will visit plant site Purpose of visit to collect info fn support of reselu- 
lion of generic issue 143, Availability of Chilled Water 5ys A Room.. " 

WIENsXa Project Directorate 11-3. 92/05/12. HAMPTON.J.W. Duko Power Co 4pp 
61765 301-61785 304. 


9205040265 SuppI 1 to NRC Info Notico 92-016, "Loss of Flow from Residual Heal Re 
moval Pump During Refuollng Cavity Oraindown " 

flOSSf.GE Division of Operational Events Assessitionl (Post 070411) 92/05/07 
Consolidated Edison Go of Now York. Inc 4pp 61718 010 61718.013 

0295260086 Forwards safety avafuation granting relief from ISI requirements of RCP 
1A2,pef 10CFH60 55a(a)(3)(il) A hydrostatic testing requiremenls of weld repaiLper 
10CFRS0 65al9)t®)b> 

MATTHEWS.D B Proiacl: Dlreclcralo 11-3. 92/05/07. HAMPTON.J W Duke Power Co 
4pp 61765*200 61 765' 208 

-•9205260088 SER granting relief request RR-9 1*04, par 10CFR50 55a(g)(6){i) A relief re- 
quest nR*91-03,per lOCFR6O65a(a){3)0i) 

* Office of Nuciaar Reactor Regulation, Director (Post 870411) 92/05/07 6pp 
61765204 61765 208 


9205220115 Forwards Request for Relief 92*09 from requiremonts of Section XI of 
ASME Boiler A Pressure VosseJ Code due to Impreclcality of pressure testing berated 
wafer storage tank piping to HPI pumps 

HAMPTONJW Duke Power Co, 92/05/13. Documonf Control Branch (Document 
ConlroJ Desk), app 6 1 770 3SO 6 1 7 70 36 7. 

9206260157 Application for amends lo Licenses DPR-38.DPR-47 & DPft-65, changing 
TS lo extend inoperability of complete, single string or single component of 125 voR 
dc.230 kV switch fng station power $ys from 24 h to r days per batfery, 

HAMPTON.JW Duke Power (Do. 92/05/20 Document Control Branch (Document 
ConIroFDosk) 3pp 61814*254-6181 4*263. 

-9205280158 Proposed TS 3.7 2(e) re Inoperability of 230 kV switchyard batteries 
* Duke Power (jo 92/05/20. 7pp, 61814 267-61814*263. 

9295270255 Notification of 920604 meeting w/ulll in Rockville.MD to discuss SBO re- 
sponse A electrical sys update * units 1,2 A 3.Aconcla end. 

WIENS^LA Project Diraclorale 11-3 92/05/21. MATTHEWS.DB, Project Directorate 
lj-3 6pp, 61773.300 61779.305- 


R, Perlodio operating reports A reialed correspondence 

9205040271 "Annual Radiological Enirfron Operating Rept 1991 " W/920426 Ur 
HAMPTON.J.W. Duke Power Co 01/12/31, lOOpp 61612 901-61612 122. 

9205290324 Forwards monthly operating rept for Apr 1992 for Oconee Nuclear Station 
A revised unit shutdown A power reduction pages for Oconee unit 2 for month of Mar 
1992 

MCCRAW.EO Duke Power Co 92/05/13 Document Control Branch (Document 
Control Desk) 2pp. 6 1 754: 1 83-61 764.202 

-920520Q328 Monthly operating rept for Apr 1992 for Oconae Nuclear Station.unlls 1,2 
A 3 

WILLfAMS.R A. Duke Power Co 92/04/30 15pp. 61764,105-61764.199 

-9205209332 Revised monihty operating rept for Mar 1992 for Oconee Nuciaar 
Slation.unit 2.reviBln9 unit shutdown A power reductions. 

SIMMONS, NC Duke Power Co. 92/03/31 3pp. 61754*200 61754*202. 



DOCKETED ITEMS 41 


S. Reportable occurrences, LER& & related correspondence 

920&1S0220 Special repton 920 407, calculated voltage found to be less than mfg re 
quired min rated voltage Causod by design deficienicy All S breakers declared inoper- 
able & overhead power path tested for operablUty 

HAWPTON.J W. Duke Power Co 92/05/07 Document Control Branch (Documoni 
Control Dosk) 12pp 61722 185-6172219-6 


V. Operator Examinations 

9205050101 Discusses afrangomenta for 50-269/92-302 requahficalion program evalua- 
tion for wks of 020720 & 27 Ref mail & guidelines end 

PEE&LES.TA Region 2 (Post 620201) 92/04/14 HAMPTON, JW Duke Power Co 
9pp 61539 247-61539 255 


-9205180357 Amends 194,194 a 191 to liconsos DPH-3B,DPR 47 A DPR 65. 
respectivoly.rovjstng TS 3 17 a 4 19 by rolocaling fire proloction requiremonts to chap 
ter 16 of FSAR,per geno/ic Itrs 86 10 a 86-1 2 

MATTHEWS.DB Project Diroctorale 11-3 92/05/07 15pp 61712 287 61712 301 

-9205160362 Safety evaluation supporting amends 104.194 & 101 to licenses DPR- 
3fl.DPR 47 Sl DPR-55.rGspectlvely 

* Office of Nuclear Reactor Regulation, Director (Post 87041 1) 92/05/07 5pp 
61712 302 61712 308 

9205260046 Informs lhat rev 34 to physical sociirity plan consistent w/ provisions of 
1OCFR60 54-(p) a acceplabla Commitments in chapter 13 re screening records should 
bo aligned w/reg guide 5 66 

COLUNS.DM Region 2 (Post B20201) 92/05/12 HAMPTON JW Duke Power Co 
3pp 61751 333-61751 335 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


P. Operating license atage documents a correspondence 


F. Security, medical, emergency & fire protection plans 

9206050039 Informs that revs 01-04 & 91-05 to omergency plan consistent w/provi 
sior^s of 10CFR60 47(b) & 10CPR50.app E & acceplable 

CLINE, W E. Region 2 (Post 820201) 92/04/02 HAMPTON.J W Duke Power Co 3pp 
61539078 61B39 0BO 

9206050105 Forwards SALP ropls 50 260/92-01.50 270/02 01 & 60-287/02-01 on 
900801 -920201 Overall performance accoplabfo 

EBNETER.S D. Region 2 (Post 620201) 92/04/06 HAMPTON.JW Duke Power Co 
4pp. 61640:149-61640 182 

-9205050171 SALP repts 50-269/92-01,50 270/92-01 & 50-2B7/92-01 for 000801- 
920201 Overall p^erformanco acceptable 

EBNETEB.S.D Region 2 (Post 820201) 92/04/06 29pp 61640 163-61540162 

9206140300 Forwards pubtic version of revised C/isIs Mgl Implomonting 
Pfoceduros, in eluding Rov 45 to CMIP-1,Rov 27 to CMIP-13 & noiificqtion of dotel(or» 
of CM IP-8 Procedure CMIP-8 reserved (or fuluro uso W/020S04 retepse memo. 
TUCKER, H B Division of Freedom of Information & Publications Sorvices (Post 
800205) 92/04/07. Documont Control Brandi (Documonl Control Desk) 3pp 
61703 279 61703:332 

-9205180103 Public version of revised Crisis Mgt Implementing Procedures 
fCMlP), including Rev 45 lo CM IP-1, Rov 27 to CMIP-13 & nolification of deletion of 
CMIP-a Procedure CMIP-8 resorvod for fuluro uso 
•Ouko Power Co 92/04/07 62pp 61703 280 61703 332 

9205U0276 Forwards public version of rovisod ERPs.mcl-udina Vol A, Rov 92 01, reflect- 
ing correction to Hr of Instructions, Vol B.Rov 92 04 & Vol C,Rev 02 03 W/020504 re- 
(ease memo 

HAMPTON.JW Duke Power Co 92/04/15 Documont Control Branch (Document 
Control Dosk) 6pp 61699 194 61699 292 

-9205180330 Public version of rovisod EPIPs, in eluding Rev 92-01 to Vol A.corfccting 
020310 Hr of Instruclions.Rev 92 04 to Vol B.Chomlstry Socllons 5 1 & 62 & Rov 02- 
03 10 Vol G, Procedures RP/O/e/1000/03 & RP/O/B/iOOD/04 
MCDOWEL.DL, JENNINGS.C,, DAViS.JM Duko Power Co 92/03/17. 70pp 
61699.197-61699,202 

9206120164 Advises lhat Revs 01-6 & 02-1 to omernoncy plan consisloni w/provislons 
of 1OCFR50 47(b) & acceplable 

CLINE.W.E Region 2 (PosI 820201) 92/04/18. HAMPTON.JW Duke Power Co 3pp 
6163 6 036 6 1 636.036 


9205040247 Forwards fitness for duly program contacts listed on program performance 
ropts 

KOUP.E Reactor Safeguards Branch 02/04/20 MC KNIGHT, J Informalion A 
Records Management Branch (Post 690827) 4pp 61563 326 61663 329 

9205040198 Suppts 920131 rosponse to Gononc Ltr 01-11, “flesolulfon of Generic 
Issue 48, ‘LCus for Class IE vilal Instrumentation Buses’ & Gono/ic Issuo 40. ’Tntor- 
locks & LCOs for Class IE Tie Breakers 

HAMPTON.JW Duke Power Co 92/04/23 Document Control Branch (Document 
(Control Desk) ip 61549 351-61549 351. 

9206070117 Documonls ctosiiro of duplicate TACs M7640e,M76439 A M76440 for 
facility, per generic Hr 89-19, ‘'Safety (mnSicatlons of Conlrol %s '* 

WIENS.LA Project Dlroclorato 11-3, 92/04/23 MATTHEWS.DB Project Directorate 
11-3 2pp 81603 307-61603 308 

9206120226 Informs that revs 41 A 42 to crisis mgt plan consisloni w/ 10CFR50.47(b) 
planning aids A l0CFR50,app E requirements A acceplable 

CLINE.WE. Rofilon 2 (Post 820201) 92/04/23 TU(5^KER.H8 Duko Power Co 5pp. 
61636034-61636 33B 

9205220017 Discusses 020312 briefing w/ropresentalives of Stalo ol SC, Pickens A 
Oconae Counlios A ulil ro slato outreach program, consisllnfl of overview of NRC Inci 
doht rosponso program List of attendees A outline of topics discussed end W/o end 
CLINE.WE Region 2 (Post 020201) 92/04/23 HAMPTON.JW Duke Power Co 3pp 
61735 081 61735083 

9205040197 Forwards Request for Relief 92 08 from Section XI of ASME Code due to 
Impracticallty of pressure testing LPI piping during second 10-yr insorvico insp 
HAMPTON, J.W Duko Power Co 92/04/27 Document Conlrol Branch (Document 
Conlrol Dosk) 7pp 61650 320-615B0 326 

9205080169 Revises rosponso to NRC safely evaluation re utd responses to station 
blackout rule transmitted wa 920310 ltr Requests addi tlmo to submit revised ra- 
eponae to assemble info ro evalualo alternstivos 

HAMPTON, JW Duko Power Co 02/04/30 Document Conlrol Branch (Documont 
Conlrol Desk), ip 61647 216-61647 216 

9205200327 Forwards amends 103,193 A 190 to liconsos DPR-36,OPR-47 A DPR 
56,ro3p0cllvoiy A SE Amends revise administrative conlrols soctlon to reflect reorganl 
zallon> of ulH 

WIENS.LA Project Dlroctoralo 11-2 02/05/01. HAMPTON, J.W, Duko Power Co App 
61725010 61726 036 


9205150202 Forwards public version of Rov 92-05 to Vo) C for procedure HP/0/ 1009/ 
16 A Rov 92 04 lo Vol C (or proceduros RP/O/B/1 000/09 & RP/0/B/1000/10,W/ 
020504 ioleaso memo 

HAMPTON.JW. Duko Power Co 02/04/21 Documont Control Branch (Docurneni 
Control Dosk) 4pp 61603 007-61603 004 

-9206160209 Public vorsion of Rov 92-04 to Vo) C of proceduros RP/0/B/1000/09 & 
RP/O/B/1 000/10 ro site assembly A emorgoncy ovacuatlon of station 
personnel, resp activaty. 

' Duko Power Co 92/04/20 Gpp 61693 010 61683 071 

-9206160214 Public vorsion of 02-05 lo Vol B of procedure HP/0/D/1000/16 ra emer- 
gency decontamination of porsonnel A vehicles onsite A from offsite roitioto assembly 
aroa, 

* Duke Power Co. 92/04/20 1 1pp 61693 072 61603 084 

9205040183 Forwards Rov 34 lo physical security plan Rov withhold 
HAMPTON.J.W. Duko Power Co. 92/04/27 Documont Control Branch (Pocumooi 
Conlrol Desk) 2pp 61673-342 61573-343 

920S(>$0233 Corliflos that access authorization program.moQtlnn roquiro meats of 
10CRR73.B6,rmplomontod by util.Progrom moots or oxcooda af elomonla of Reg 
Guide 5 66 Pliyslcal security blan revised lo rolled program change 
TUCKER, H.B. Duke Powor Co. 92/04/27 Documenl Control Branch (Docun^orii Con- 
trol Dosk) 1p, 61685 356 81686-956 

9206130236 Forwards public vorslon of rovlaod Crisis Mgt Implomentfng Proceduros 
(CMIP).lncludlng Rov 48 lo CMIP-I.Rov 39 to CMIP-4,Rev 45 to CMIP-6.Rov 49 lo 
CMI P-0, Rev 48 to CMIP-7. Rov 42 lo CMIP-0 A Rev 3 to CMIP-1B. 

TUCKER, H.B Duke Power Co. 02/04/30. Documonl CJonirol Branch (Documonl Con- 
trol Desk) 2pp. 61672-001-61672 200 

-9206130243 Public version of revised Crisis Mgt Implemenling Procedures 
(CM IP), Including Rev 46 to CMlP-1,Rov 39 lo CMIP'4,nov 46 to CMIP-5,Rev 49 to 
CMI P-0, Rev 48 to CMIP-7.nev 42 lo CMIP-9 A Rov 3 to CMIP-1 5. 

* Duke Power Co 02/04/30. 260pp 61672 003-81672,200 

0205180343 Forwards emends 104,104 A 101 to licenses DPR30,DPR-47 A PPR- 
55,re8pect(voty A safety evaluation Amends rovlso ticense condition 3E, "Fire Prolec- 
lion" by relocating fire protection roquiroments lo Chapter 16 of FSAR. 

WIENS, L A Pro ocl Diroctorato 11-3. 02/05/07. HAMPTON.JW Duke Power Co. 4pp 
61712:263-61712-306 


-9205200331 Amends 103,193 A 190 lo liconsos DPR 30.DPR-47 A DPfl-55. 
rospectlvetyjovislng edmlnistrativo controls section to roflect reorganization of util 
MATTHEVi/S.DB Project DIraclorato II 3 92/05/01 21pp. 61726 014-61726 033 

-9205200334 Safety evaluation supporting amends 103,193 A 100 to licenses DPR- 
3B,DPR-47 A DPR-55,rospoctlvflly 

• Offico of Nuclear Reactor Rogulation, Direclcr (Post 870411), 92/05/01 3pp 
61726 034 61725 03B, 

9205220237 Solicits interest In NRC sponsored current licensing basis workshop on 
920023-24 In Rockvitlo.MD Requests specific panel discussion topic recommendations 
A list of attondoos A participants by 020518 

MATTHEWS.DB Project Diroctorato 11-3, 92/05/05 HAMPTON.JW Duko Power Co 
4pp 61767 335 61 757' 33B 

9205180121 Informs that all acllons associated w/response lo GL 90 03 re relaxation ol 
staff position (n GL 83-26, Horn 2 2 Part 2 concerning vendor intorface for safety-rolat- 
od comnononls compteto.por 900614 A 910430 lire 

TUCKER, HB, Duko Fewer Co, 02/05/06 Documonl Conlrol Branch (Documanl Con- 
lrol Desk). Ip 61724 305 6 1724’ 305. 

6285180916 Confirms completion of listed actions, per NRC 010216 
request Confirmation of completion of tosling upgrade noted as Slop 2 In 901101 re- 
snonae lo QL 89-04 will bo senf after completion In Aug 1992 Rev 18 to 1ST Program 
Manual end 

HAMPTON AW. Puke Power Co, 92/05/07 Document Control Branch (Oocumenl 
Control Desk) Spp 61730124 61730 282. 

-9205160017 Rev 18 to “Insorvico Testing Program Manual " 

* Duko Power <3o 91/11/30 lOOpp 61730 127 61730 282 

0205160343 Forwards amends 104,104 A 191 to licenses DPR.3B.DPR-47 A DPfl- 
65,ro5pocUvely A safety evaluallon Amends revise license condition 3E, "Fire Protec- 
tion'' by relocating (iro protection requirements to Chapter 16 of FSAR, 

WIENS.LA. Project Directorate 11-3. 02/05/07 HAMPTON.JW Duko Power Co 4pp. 
61 712,203-617 12*306 

*.>9205180367 Amends 194,194 A 101 to liconsos DPR-3a,DPR-47 A OPR-65, 
respechvely.roviBing TS 3 17 A 4 19 by relocating fire protection raquiroments lo chap- 
ter 16 of FsARiper generic lira 88-10 4 88-12 

MATTHEWS^DB Prelect Directorate I L3 02/05/07 15pp 61712 267-61712 301 



DOCKETED ITEMS 


51fl00&2 Safety evaluation supporting amends 194,194 & 191 to licenses DPR- 
DPR-47 & DPR*55, respectively 

Difice of Nuclear Reactor Regulation, Director (Post 870411) 92/05/07 Spo 
M2 302 61712306 

|40294 Requests FR publication of notice o1 issuance of amends 195, 195 & 191 
icenses DPR-3B,DPR 47 & DPR 5S /os pec lively Amends revises TS by adding lim- 
] conditions for op oration .surveillance requirements & bases For facility 
:NS,LA Project Directorate IN3 92/05/11 NRG No Detailed Affiliation Givon 
1 61682 276 61682 276 

160264 Forwards amends 105,195 & 191 to licenses DPR 3B.DPR-47 & DPR- 
^m 0 ^ds revise TS to add Limiting Conditions for Operation, surveillance require- 
ils & bases & manpower requiremonis for operation of Standby Shutdown facility 
:NS,L A Project Direclorato 11*3 92/05/11 HAMPTON.JW. Duke Power Co 3pp 
66 034-61766 066 

5260268 Amends 195,195 & 191 to licenses DPn-3a.DPR*47 & DPR-55, 
jBctivoly, revising TS to add Limiting Conditions for Operation, surveillance require* 
Its & bases & manpower requirements for operation of Standby Shutdown facility 
TTHEWS.DB Proj o cl Directorate 1 1-3 92/05/11 22pp 61766 037-61766 059 

>260271 Safety ovalualrori supporting amends 105,195 A 191 to licenses DPR- 
DPR 47 & OPR-55, respectively 

)ff!ce of Nuclear Reactor Regulation, Director (Post 870411) 92/05/11 7dp 
66 060 61766 066 

7022S Informs that on 920900 10 team consisting of NRC ataff member & two 
3 consultants will visit plant site Purpose of visit to collect Info in support of resolu 
of generic issue 143, '’Availability of Chilled Water Sys A Room " 

NS, LA Project Directorate If-O 02/05/12 HAMPTON.JW Duke Pow-er Co 4pp 
35301 61765 304 

20118 Forwards Request for Relief 92-09 from requirements of Section XI of 
IE Bollor & Pressure vessel Coda due 1o Impractlcality of pressure testing berated 
3r storage tank piping to HP I pumps 

dPTONJW Duke Power Co 92/05/13 Documonl Control Branch (Document 
trol Desk) 6pp 6 1 770 350 B1 770 357 

80167 Application for amends 1o Licenses DPR*30,DPR 47 & DPn*55, changing 
lo extend Inoperabilily of complete, single string or slngfo component of 125'Voil 
30 kV switching station power sys from 24 h to 7 days per ballory 
^PTON.JW Duke Power Co 92/05/20 Document Control Branch (Document 
trol Oosk) 3pp 6iei4'254 61C14 263 

260158 Proposed TS 3 7 2(o) re inoperability of 230 kV sviritchyard batlerioa 
iko Power Co 92/05/20 7pp 81814 257-61B 14 263 

7025S Notification of 920604 mealing w/olil in Rockville, MD to discuss S90 re- 
ise & electrical ays update - units 1,2 A 3 Agenda end 

NS.L-A Project Directorato 11-3 92/05/21 MATTHEWS, DB Project Directorate 
5pp 81773 300 61773 305 


9205040197 Forwards Request for RelJof 92-08 from Section XI of ASME Coda due to 
impracltcelily of pressure testing LPI piping during second 10*yr inservice insp 
HAMPTON.JW Duke Power Co 92/04/27 Document Control Branch (Document 
Control Desk) 7pp 61550 320 61550 326. 

9205010009 NRC Info Notice 92 035, “Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Insido Containment at Boiling 
Wfltfir Fl0HCtor 

flOSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/08 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667 354 

9205180052 Forwards SG tubing surveillance 3*jnonlh Inservice Insp rept performed 
during EOC-12 outage No tubes ropalred by steoving in SG A or B 
HAMPTON,JW. Duko Power Co 92/05/06 Document Control Branch (Documor^t 
Control Desk) 22pp 61749 227-61749 248 

9205270149 Ack receipt of 920423 Hr Informing NRG of slops taken lo correct violations 
noted In Insp repts 50-269/02 06, 50 270/02*08 A 50 267/92*08 
HERDT,AR Region 2 (Post 820201) 92/05/06 HAMPTON.JW Duko Power Co 
2pp 61762 353 61762 354 

9205010045 NRC Info Notice 92-036, “Intersystem LOCA Outside Containment " 
ROSSI.CE Division of Oporalionai Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co or New York, inc 9pp 61718 001-61718 009 

9205040266 SuppI 1 to NRC Info Notice 92-016, “Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Drain down ” 

ROSSI ,CE Division of Operational Events Assessment (Post 870411) 02/05/07 
Consofidaled Edison Co of New York, fna 4pp 61718 010-61718013 


R. PerIo<t)o operating reports A related corraepondence 


9205040271 “Annuaf Racfiotogical Environ Operating Ropt 1991 '* W/920428 Hr 
HAMPTON.J-W. Duke Power Co 91/12/31 lOOpp 61612 001-61612 122 

9205200324 Forwards monthly operating rept for Apr 1902 for Oconee Nuclear Station 
A revised unit shutdown A power reduction pages for Oconoo unit 2 for month of Mar 
1992 

MCCRAW.EO Duka Power Co 92/05/13 Documonl Control Branch (Documonl 
Control Oosk) 2pp 61754 103 61754.202 

-9205200328 Monthly operating rept for Apr 1992 for Oconee Nucloar Station, units 1,2 

WILLIAMS.RA Duke Power Co. 02/04/30. 15pp. 61764:185 61754 100 

-9205200332 Revised monthly operating rept for Mar 1992 for Oconee Nucloar 
Station, unit 2, revising unll shutdown A power reductions 
SIMMONS, N C Duke Power Co 02/03/31. 3pp 61754 200 61754 202 


pecHon reports, 1C Bulfetfns A correspondence 


>0054 Ack receipt of 920312 Hr Informing NRC of steps taken to correct violations 
d in msp repts 50-2G9/91-34, 50 270/91-34 A 50 287791*34 
DT,AR Region 2 (Post 020201) 92/03/26 HAMPTON.JW Duke Power Co 
61540 132 61540 133 

iOlOS Forwards SALP repts 50-269/02-01,50 270/92 01 A 50 287/02 01 on 
01 920201 Overall performance acceptable 

ETER.SD Region 2 (Post 020201) 92/04/06 HAMPTON.JW Duke Power Co 
61540 149 61540182 

)50171 SALP repts 50 269/92 01.50-270/92-01 A 50 287/92*01 for 900001* 
01 Overall porforrt^ance acceptable 

ETER.SD Region 2 (Post 820201) 92/04/06 20pp 61540 153 61540,182 

10184 Ack receipt of 920325 Ur ro licensee actions taken to facilitate Insp site 
ss issues 

E.W E Region 2 (Post 820201) 02/04/07. HAWPTON.J W Duko Power Co 3pp 
7 056 61707 058 


0052 Ack receipt of 920325 response lo notice of violation in insp ropis 50*269/ 
1.50-270/92 03 & 50 287/02 03 

DT,AR Region 2 (Post Q20201J 92/04/00. HAMPTON.JW Duke Power Co 
51539 094 61539 095 


0142 Ack receipt of 920317 Hr Inforrrpng NRC of steps taken lo correct violalions 
I In Insp repls 50*269/92-82. 50 270/92-02 A 50 287/92-02. 

E,WE Region 2 (Post 820201) 92/04/09. HAWPTON.J W Duke Power Co 2pp 
] 029 61540030 


D222 Discusses licensee response to NRC Bulletin 68-11, “Prossurizer Surge 
fhermal Slralification,' * for plant Issue re siross index under gonerfc review & no 
specific issues identified 

S.L A. Project Diraclorata II 3 92/04/17 HAMPTON.J W Duke Power Co 3pp 


J201 Forwards Request for Heliof 92 07 from requirements of Section XI of 
: Boiler A Pressure Vessel Code for four hydrostatic tests started after second 
I tesla were complete for approval by and of third Insp period on 94 0220, 

TON.J W Duko Power Co. 92/04/81 Document Control Branch (Document 
)l Dec k) 3pp 61 540 340-61 549 350 

)002 Forwards Insp repts 50 269/02 09,50.270/02*09 A 60 207/92.0-9 on 
i1-26,Nonclted vEolelion noted 

T,A R Region 2 (Post 020291) 92/04/24 HAMPTON. J,W Duke Power Co 
1637.208 61637 312 

10005 Insp repts 50 269/92*09.50 270/92-00 A 50-2G7/02-09 on 920301- 
ncited violations noted Major areas Inspoclad, survolllance taating.malnt aclivi* 
followi^ of previous Insp findings 

■ POERTNER.WK. Region 2 (Post 020201) 02/04/23 
61637 301*61637 312, 


S Reportable occurrences, LERa & related correspondence 


9206150220 Special rept on 920407, calculated voltago found lo ba loss than mfg re- 
quired min rated voltage Caused by design deficiency All S breakers declared Inopor- 
able A ovorhoad power path leslocf for operability 

HAMPTON, JW Duke Power Co. 92/05/07 Document Control Branch (Document 
Control Desk). 12pp 61722 105 61722 106 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plans 


9205060103 Forwards status rept of offorta in Improving offocllvonosa of security pro 
gram conducted during Oct 1901, Rept withhold! 

MURPHY, WP Vermont Yankee Nuclear Power Corp 92/04/30 Document Control 
Branch (Document Control Desk). Ip 8 1606 3 16*61 606 316 


9205210190 Fonrvards Rov 22 to physical security plan,roflocting anhancomonls rocentty 
made to security program lo implomonl requlromanla of 10Gm73 58 Rov withhold (ref 
10CFR73 21) 

MURPHY, W.P, Vermont Yankoo Nuclear Power Corp 92/06/00. Document Control 
Branch (Document Control Desk) Ip 61760 289*61758 289 

9205210020 Forwards Insp rept 50*271/62 06 on 020307-0421 Violations noted Involv- 
ing TS survalHanco test of standby liquid control tank boron conconlratlon A Incom 

f leto teals, but not cited 

INVILL6,JC Region 1 (Post 820201) 92/05/14. MURPHY, W.P Vermont Yankee 
Nucloar Power Corp 3pp 61778 219 61770 257, 


-9206210031 Insp ropt 60-271/92*06 on 920307*0421. Violalions noted but not 
cited Major areas inspected plant operations, maint A a u rvol I lanco, radiolog leal 
conlrols.ernergency preparedness, socurity A engineering A technical support 
KELLY.EM Region 1 (Post 820201) 92/05/08 36pp 61778 222-61778 257. 


P. Operating license stage documents & correspondence 

9205010091 Informs that ulll did not demongtraled that lo Implement ARI diversity ro* 
eulremen-ts would result in undue hardship.por 910320 A 020117 submlUals. Request 
for exeniplion from ARI sys diversity roqulrements denied 

SEARS, P.M. Project Dprectoralo 1-3 92/04/16 TREMBLAY, LA Vormonl Yankee Nu- 
clear Power Corp 3pp 6l516'161-616l8,ie3 

9205040086 Concludes review of 901210 investigation rept R 1 *90- A- 0200, Definition of 
discrimination broadened Investigation team foiled to adequately address allaqalion re 
fnternal auditor ' “ 

HEHL.CW Region 1 (Post B20201). 92/04/17, MURPHY.W P. Vermonl Yankoo Nu* 
clear Power Corp. 3pp 61 61 2 264 61612 266. 
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9206040247 Forwards fitnoss (or duty program contacts tlsted on program porformance 
repts 

KOUP.E Reactor Satoguards Branch D2/04/20 MCKNIGHT J Information & 
Records Management Branch (Post 800027) 4pp 61563 326 61563 329 

9205060264 Informs that licensee 911025 Itr provided requested info for plant re gener- 
ic issue A-30, "Adequacy of Safety Related DC Power Supplies '* 

S^RS,P,M Project Directorate I 3 92/04/23 TREMBLAY, LA Vermont Yankee Nu- 
clear Power Corp 2pp 61560 337-61560 338 

9295040103 Submits corrected response to Generic Llr 69 lO.SuppI 3 ro Recirculation 
Bypass Valves V2-54A & V2.54B RCtC Valve VI 3-1 5, per 910314 & 0730 llrs 
PELLETIER.J P Vermont Yankee Nuclear Power Corp 92/04/28 Document Control 
Branch (Document Control Desk) 3pp 61563 205-61563 287 

9205100295 Forwards safety ovalualion re plant RELAP5YA LOCA analysis 
melhodology Staff concludes Ihal RELAPSYA provides sufficient assuranco of con- 
servalism as licensing code for performing large BWR LOCA analyses 
SEARS, PM Project Directorate 1-3 92/05/05 TREMBLAY, LA Vermont Yankee Nu- 
clear Power Corp 4pp 61740001 61740 013 

'^<9205190296 SER finding that RELAP5YA provides sufficient assurances of 
conservatism, thus, Is approved for use In RELAP5YA nppllcaliona as licensing code for 
performing BWR large break LOCA analyses 

• Office of Nuclear Reactor Rogulation, Director (Post 870411) 92/05/04. lOpp 
61740 005 61740 013 

9205200030 Solicits Interest In NRC sponsored current licensing basis workshop on 
020623-24 In Rockvl!lD,MD Requests specific panel discussion lopic rocommondatlons 
& names of attendees & participants by 920518 

NERSES, V Project Directorate 1-3 92/05/05 TREMBLAY, LA Vermont Yankee Nu- 
clear Power Corp 3pp 61742 332 61742 334 

9 20515021 S Forwards amend 133 to licence DPn-28 & safely evaluation Amend re- 
flects changes In aurveilfance roquiremonts resulting from upgrade of mechanically ac- 
tuated instrumenlalion to anology trip sys 

SEARS, P M Project Directorate 1-3 92/05/00 TREMBLAY,L A Vermont Yankee Nu- 
clear Power Corp 4pp 61702 340 61702 349 

->9205150224 Amend 133 to license DPR-20, reflecting changes In surveillance roquire- 
ments resulting from upgrade of mechanically actuated Instrumentation to anology trip 

?JeRSES,V. Project Diroclorale f-3 92/06/08 4pp 61702 344-61702 347 

-9205150230 Safety ovalualion supporting amend 133 to tlcenso DPR-26 

• Office of Nuclear Reactor Regulation, Direclor (Post 070411) 92/05/0B 2pp 
61702 348 61702.340 

9205190365 Fonwards SE supporting 1ST program relief roquesls per response to go 
nerlc llr 89 04 

NERSES, V. Project Directorate 1-3 02/05/13 TREMBLAY.LA Vermont Yankee Nu 
clear Power Corp 4pp 61733 215 01733 269 

-9205190369 SE supporting 1ST program rotiof request per response to GL 89 04 

• Office of Nuclear Reactor Regulation, Director (Post 070411) 92/05/13 50pp 
61733,210 61733 269 

9205190363 Notification of 020610 mealing w/utll in Rockville, MD to discuss routine 
scheduling & prioritization 

S6ARS.PM Rojoct Directorate 1-3 92/05/14 NERSES.V Project DIrocloralo 1-3 
3 pp. 61722 001-61722 003 

9205220111 Forwards proprietary response lo 020126 NRC comments on FOSSTEY-2 
fuel performance analysis program, consisting of Part 2 ro non LOCA analysis 
application Response wllhlield 

TREMBLAY.LA Vermont Yankee Nuclear Power Corp 92/05/15 Document Conirol 
Branch (Document Control Desk). 3pp 61700 194-61700 106 


Q. Inspection reports, 1£ Bulletins & correspondence 

9206010263 Agrees w/util approach (or determining that Indications do not ponotrato 
Into vessel base metal, In response to 020402 submittal of repi on reactor pressure 
vessel cladding indications ro insorvice Insp 

SEARS.PM Project Diroclorale 1*3. 02/04/17 TREMBLAY.LA Vermont Yankee Nu- 
clear Power Corp 3pp 61 B16 339-61616 341 

9205010009 NRC Info Notice 92-035, ‘‘Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Conlalnmonl at Boiling 
Water Reactor ” 

HOSSI.C.E Division of Operational Events Assessment (Post 870411), 92/05/06 
Consolidated Edison Co of Now York, (nc, 6pp. 61867.340 61667 354 

0205160133 Ack receipt of 920416 llr informing NRC of steps taken to correct vlolafions 
noted In insp rept 60-271/92-04 on 920211-0306 

lINViLLE.J.C, Region 1 (Post 620201) 92/05/06 Vermont Yankee Nuclear Power 
Corp 3pp. 61676199-61675 204 

—9205160140 Responds to NRC 020317 llr ro vlolallona noted In insp ropt 60-271/92- 
04 on 920211 0306 Cor reolivo actions alarm rosponso shoot revised to remove mla- 
leading statements 

MURPHY ,WP Vermont Yankee Nuclear Power Corp 92/04/16 Document Control 
Branch (Document Conirol Desk) 3pp 61675,202-61675 204 

9205010045 NRC Info Notice 92-036, "Inleraystem LOCA Outside Containment ” 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 02/05/07 
Consolidalod Edison Co of Now York, Inc 9pp. 61716,001-61710 000 

9206040265 Suppt 1 lo NRC Info Notice 02-016, ''Loss of Flow from Residual Heat Re- 
moval Pomp During Refueling Cavity Draindown,'' 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 02/05/07, 
Consolidated Edison Co. of New York, Inc 4pp 61718 010 61718 013 

9205210105 Confirms dates for 92072Q 24 & 0003-07 special electrical distribution sys 
functional Insp at plant site Requests that staff provide prosontalion addressing listed 
areas on 920/06 

ANDERSON.CJ Region 1 (Post 820201). 92/05/11 MURPHY.W.P Vermont Yankee 
Nuclear Power Corp 4pp. 61723:201-81723.204. 


9205210020 Forwards msp ropt 50-271/92-06 on 920307-0421 Violations noted involv- 
ing TS surveillance test of standby liquid conirol tank boron concentration & mcom 
plate tosts,but not cited 

LINVILLE.JC Region 1 (Post 020201) 92/05/14 MURPHY, WP Vermont Yankee 
Nuclear Power Corp 3pp 61770 219 61778 257 

-9205210031 Insp rept 50 271/02 06 on 920307 0421 Violations noted but not 
cited Major areas inspected plant operations.maint & sun/eil lance, radio log I cal 
controls.emergency preparedness, security & engineering & technical support 
KELLY.EM Region 1 (Post 020201) 92/05/06 36pp 61778 222 61778 257 

9205260032 Forwards Insp ropt 50 271/92-07 on 920406 10 No violations noted 
ANDERSON.CJ Region 1 (Post 820201) 92/05/14 MURPHY.WP Vermont Yankee 
Nuclear Power Corp 2pn 61751 067 61751 074 

-9205260051 tnap rapt 50-271/92 07 on 920406 10 No violations noted Major areas 
inspected review nunratiiological water chemistry control in primary sys & insorvice 
msp of RCS during Mar 1092 outage 

PATNAIK,P. GRAY, EH Region 1 (Post 820201) 92/05/14 6pp 61751 069- 
61751 074 


R. Periodic operating reports & related correspondence 

9206040291 Forwards "Vermont Yankee Nuclear Power Station Annual Radiological En 
vlron Operating Rept for 1991 ’’ 

TREMBLAY.L A Vermont Yankee Nuclear Power Corp 92/04/29 Document Control 
Branch (Document Control Desk) Ip 61607 002 61607 092 

-9205040294 ‘‘’Vermont Yankee Nuclear Power Station Annual Radiological Environ Op- 
erating Rept for 1991 '* 

* Yankoe Atomic Electric Co 91/12/31 OOpp 61607 003 61607 092 

9205140284 Monthly operating rept (or Apr 1992 for Vermont Yankee Nuclear Power 
Station W/020508 Itr 

WALLIN.GA, MURPHY, WP Vermont Yankco Nuclear Power Corp 92/04/30 6pp 
61711 259 61711 264 


S. Reportable occurrences, LERs & related correspondence 

9205040141 Part 21 ropt ro failure of Anchor Darling swing check valve lo movo frootv 
through entire range of motion Caused by Insufficlenl cloaranco bolwoon swing arm & 
shaft bushings Valve repaired onsite by vendor. 

PELLETIER.J P Vermont Yankee Nuclear Power Corp 92/04/29 Document Control 
Branch (Document Control Desk) 2pp 61549 367-61549 360 

9205060230 LER 02-013 00 on 920410, maint of filled discharge piping for CS survell 
lance test missed Caused by personnel error No Immediate corrective action 
necessary W/020420 Itr 

REID.DA Vermont Yankee Nuclear Power Corp 02/04/29 4pp. 61668 011- 

01660 014 

9205060196 LER 02-0 11 -00 on 920331 .Group IV & V primary Isolations occurred while 
replacing relay coils In primary containment isolation sys Caused by personnel 
error.Llfted common leads reconnected & add! training provided W/ 920430 Itr 
REID.DA Vermont Yankee Nuclear Power Corp 92/04/30 4pp 61601 223 

61601 226 

9205080110 PNO 1-92 021 on 920501, licensee determined that non ficonsod & licensed 
auxiliary operator had not completed certain Insp rounds as represontod by 
logs, Operators being subjected lo Internal disciplinary actions 
K6LLY,E Region 1 (Post 820201) 92/05/04 2pp 01623 042 61623 043 

9206180305 LER 92 0t4-00on 920412.reactor scram & ECC5 Initiation received as 

result of valvo operation in improper sequonce & false low water level signal 

received Caused by personnel error Training provided W/ 0205 12 Ur 
REID.DA Vermont Yankee Nuclear Power Corp 92/05/12 4pp 61710’167- 

61718170 

9205290262 LER 92-015-00 on 020424,RCIC sys declared inoperable when sya flow 
controllof meter indicalad approx 30 gpm flow w/ RCIC not operating Caused by sol 
point drift Work orders Initiated to correct motor indication W/92051 9 llr 
REID.DA Vermont Yankoo Nuclear Power Corp 92/05/19 6pp 61606 230 

61688*234 

9205290266 LER 02-016 00 on 0204 22,discovo rod that TS quarterly flow tost not per- 
formed during safoly rolalod HVAC sys surveillanca of chilled water pump Caused by 
personnel error Proceduro ro ref valves revised W/920520 Itr 
REID.DA Vermont Yankoo Nuclear Power Corp 92/05/20 4pp 61 00 8 235 

61880 230 

9205260194 LER 92 005-01.on 92D306, Group 1 primary containment isolation & plant 
scram occurred Caused by failure of contacts on reactor moda switch lo fully 
ctoso.Switch taken to refuel 8 scram & isolation rosol W/920S21 Hr 
REID.DA Vermont Yankee Nuclear Power Corp 92/05/21, 5pp 61014,192- 

81814.106, 


DOCKET 60-272 SALEM NUCLEAR GENERATING STATION, UNIT 1 


F. Securllyj medical, emergency & fire protection plans 

920S2101S4 Rov 0 to EPIP 31 2S, correcting typo on page 40 of 46 re effsile field moni 
toring team locations 

* PuTjIIg Service Electric & Qas Co of Now Jersey 92/04/20 3pp 61777.280- 
61777:282 

9205210169 Revised EPIPs.Including Rev 11 to EPIP 301 S,Rgv 12 lo EPIP 302 S.Rgv 6 
to EPIP 303S,nov 4 to EPIP 306S,Rov 5 to EPIP 3O7S,R0V 4 lo EPIP 30GS.ROV 3 to 
EPIP 309S & Rov 0 to EPIPa 310S,31 1S,31 25,31 3S & 31 4S 

* Publfo Service Electric & Qas Co of New Jersey 92/04/20, 2O0pp, 81776 147- 
61777*036 



44 DOCKETED ITEMS 


92OS10OI3O4 Revised ePiPg.mdudjng Rev 5 lo EPIP 601. Rev 10 lo EPIP 602 & Rev 10 
to EPIP 603 

* Public Servtce Electric & Gas Co of New Jersey 92/04/24 73pp 61722 043- 
61722 113 

9205010101 Forwards Rev 2 to artificial island security plan Change rofiecta incorpo/a- 
tion of commilfneni to Reg Guido 5 66 into security plan Rev withhold (fef 
10CFR50 4(b)(4) 

LASRUNA,S Public Service Eleclric & Gas Co of New Jersey 92/04/27. Documont 
Control Branch (Docurnent Control Desk) 3pp 61548 268*81548 260 

9205040302 Revises completion schedule for new cenlralized warehouse facility within 
protected area Warehouse structure complela Integration of facility into protected 
area pending Installation ol security cameras & security door interlocks 
LABRUNA.S Public Service Electric & Gas Co of New Jersey 92/04/27. Document 
Control Branch (Documont Control Desk) Zpp 61594 320*61594 321 

9285050011 Sutamlls addi info re reconsideration of exemption from fire protection re- 
quirements re conirot air ays, per NRC 920121 llrLtsl of air-operated safe shutdown 
valves end 

LABRUNA,S Public Service Electric & Gas Co of New Jersey 92/04/28 Document 
Control Branch (Document Control Desk) 6pp G1590 351-61590 356 

9205940311 Forwards response to (nitfal SALP Repta 50 272/90 90. 50-311/90-99 & 
50-354/90-99 dtd 920325 Minor exceptions to repi findings re emergency action level 
Irk event clBssification delineated in end 

MILTENBERGER.S Public Service Electric & Gas Co of New Jersey 92/04/29 Doc 
umant Control Branch (Document Control Desk) 3pp 61504 345-61594.347 

9205200244 Revised EPIPs.includlng Rav4 lo EPIP 1011 & Rev 10 to EPIP 1006 & Rev 
28 to table of contents 

* Public Service Electric A Gas Co of Now Jersey 92/05/08 59pp 61755 001- 
61756 059 

9205190063 Forwards final SALP Repte 50-272/90 09,60 311/90*99 & 50 354/90 99 
for period 900891 91 1 228 Overall assessment indicaled that organization maintained 
ecceclablo level ol porfornance.generally consistent w/prevlous performance 
MARTIN.T.T Region 1 (Post 820201) 92/05/12 MILTENBERGER.S, Pubfic Service 
Electric & Gas Co of New Jersey 5pp 61707 059-61707 130 

-9205190070 Final SALP Repls 50-272/90-99 & 50 31 1/90-99 for 900801-911220 

* Region 1 (Post 820201) 92/02/26 35pp. 61707 084-61707.098. 

9205260003 Ack receipt of 920427 Itf transmitting Rev 2 lo aecurtty plan Rev consistent 
w/ provision 8 of 10CFR5D.54(p) & acceptable for Inclusion in plan 
JOYNER, JH Region 1 (Post 020201) 92/05/19 MILTENBERGER.S Public Sorvico 
Electric & Gas Co of New Jersey 4pp 61780310*61780321 


9205040320 Submits results of review of safety evaluation of potential impact on Hope 
Creek from postulated accidental release of ammonium hydroxide at Salem Toxic limit 
will not exceed Reg Guide 1 79 Table C-1 limits withm 2 minutes of cielection 
LABRUNA.S Public Service Electric & Gas Co of Now Jersey 92/04/30 Document 
Coritrol Branch (Document Control Desk) 3pp 61595 294 61595 296 

9206200063 Notification of 920623-24 workshop In Rockville.MD re current licensing 
basis Requests recommendations for specific panel discussion topics & names ol 
members of staff who will attend workshop ^ 

MILLER.CL Project Directorate 12 92/05/05 MILTENBERGER.S Public Service 
Electric A Gas Co of New Jersey 5pp 61 724 344-61 724 348 

02051B0183 Forwards application for amends to Lfconses DPR-70 & DPR-75. modifying 
TS 3/4 3 1 reactor trip sys instrumemlation.LCO. action requirements & surveillance 
requirements & associated tables 

LABRUNA.A Public Service Electric & Gas Co of New Jersey 92/05/06 Document 
Control Branch (Document Control Desk) 2pp 61717 329-6171 7 354 


-9206 180 1B4 Application for amends to Licenses DPR-70 & DPR-75, modifying TS 3/ 
431 reactor trip sys Instrumentation.LCO, action raquirennenls & surveillance 
requirement8,including associated tables 

LABRUNA.S Public Service Electric A Gas Co of Now Jersey 92/05/06 9pp 
61717 331-61717 339 


-9205180165 Proposed Tech Specs 3/4 3 1 re reactor trip ays 
instrumentalion.LCO.aclIon requirements A surveillance requirements A associated 
tables 

* Publoc Service Electric A Gas Co of Now Jersey 92/05/06 15pp 61717 340- 
61717 3S4 

9205260229 Concludes technical approach employed in PSEAG analysis used sld tech- 
niques A models commonly used within induslry & acceptable re containment fan 
coolers 

CALVO.J A, Assistant Director for Region I Reactors 92/05/07 HEHL.C W. Region 1 
(Post 820201) 2pp 61764 322 61 764 '327. 

-9205260241 Concludos motors on containment fan coolers are adequately sized 
ROSA.F. Electrical Systems Branch 92/04/21 MILLER.CL Project Dlreclorato 1-2 
2pp 61764 326 61764,327 

9205190302 Application for amends to Licenses DPR-70 A DPR -7 5, re vising reactor trip 
sys A ESFAS Instrumentation sections A associated bases A allowed oulago 
times.per NHC approved changes In SuppI 1 lo WCAP-10271 A Suppl 2 to WCAP- 
10271 

LABRUNA.S Public Servico Electric A Gas Co of New Jorsey 92/05/11 Document 
Control Branch (Document Control Desk) 14pp 61740 106 61740 1 10 


9205260001 Rev 0 EPIP 312H.correcling typo on Page 40 of 49 ro offsite field monitor- 
ing learn locations 

* Public Service Electric A Gas Co of New Jersey. 92/05/19 3pp 61664 352- 
61664 954 


9205260021 Notification of significant licensee meeting 02-75 w/util on 920512 re gon 
oral discussion of activities A performance 

WHITE.JR Region 1 (Post 620201) 92/05/11 Region 1 (Post 020201) 2pp 
61751 035 61751 036 


P, Operating license stage documents A correspondence 

9205010123 Suppl to Rev 3 to LIcerise Change Request 64-01 to Licenses DPR-70 A 
0 PR-75, cha/i 9 ing Action b(oTS 3338A 3339 re radloactivo liquid effluent moni- 
toring Inst ru men ^tl on A gaseous effluent monitoring instrumentation, respecUvoly 
LABRUNA,S Public Service Electric A Gas Co of Now Jersey 92/04/20. Document 
Conirol Branch (Document Control Desk) 3pp 61547 327-61547 335 

-9205010124 Proposed TS 3336A3339 ro radloacUve liquid effluent monitoring In- 
strumentation A radioactive gaseous effluent monitoring fnstrumQntdllon,respectively. 

* Public Service Electric A Gas Co of Now Jorsey 92/04/20. 6pp 61647 330- 
61547 335 

9205040247 Forwards fitness (or duty program contacts listed on program performance 

ISSuP.E. Roaclof Safeguards Branch 92/04/20 MCKNIGHT,J. Information A 
Records Management Branch (Post 890827) 4pp 61563 326-61663 320 

9206040073 Application for amends to Licenses DPR-70 A DPR-75,revi5ing Surveillance 
Requirements 452fA452holTS 3/4,5 2 re ECCS survollfance teat acceptance 
crilerfa 

LABHUNA,S Public Service Electric A Gas Co of New Jersey 92/04/24. Document 
Control Branch (Document Conirol Desk) 18pp 61 556 330*61558*357 

-9205040076 Proposed Toch Spec 3/4 5 2 A Survoil lance Requirements 4 521 A 
4 5 2 h re ECCS surveillance lest acceptance criteria 

* Public Service Electric A Gas Co of New Jersey 92/04/24 lOpp 61550*346- 
6155B-357 

02OSO4O 2 97 Forwards CDC-92-076. "Salem Unit 1 Cycle 11 Peaking Factor Limit Repl,*^ 
prepared by Westinghouso per guidance in Topical Rept WCAP-6385 dtd Sept 1974 
LAbRUNA.S Public Service Electric A Gas Co of Now Jersey 02/04/24. Document 
Controf Branch (Document Control Desk) 2pp 61594 316-61594.319. 

-9205040299 "Salem Unit 1 Cycle 11 Peaking Factor Limit Rept." 

SCHWIDIJS.. WILEY,R.A Westing ho use Electric Corp CDC 92-076 92/03/16 3pp 
61694.317-61594,319 

9205060213 Requests application of ASME Section XI, Code Case N3B9 tr^ Unit 1 re 
boning removal A exam if leakage Identified at bolted conrkoclion during sys pressure 
teal to permit alignment of Unit 2 to same schedule as Unit 1 
LABRUNA,S Public Service Elactrfc A Gaa Co. of New Jersey 02/04/24. Document 
Control Branch (Document Conirol Desk) 2pp 61600 269 61600 270 

9205050303 Notification of 920511 meeting w/util In Rockville.MD to discuss Kcensoi 
change request 87-07 A emergency diesel generator revised load study. Agenda end 
STONE.JC, Proloct Dlractorala I-2 92/04/27. MILLER.CL, Project OIrectoralo I-2. 
6pp 61568 240-61568*254, 

9205050011 Submits addI Info re reconsideration of exemption from fire protection re- 
quirements re control air sys .per NRC 920121 (tr.LIsl of aJr operated safe shutdown 
valves end 

LAB RUN A, S Public Service Electric A Gas Co of New Jeraay 92/04/28 Document 
Control Branch (Document Control Desk) Gpp 61590 351-61690 356. 


9205190006 Submits SG tube plugging rept in support of 10th refueling outage All six 
tubes plugged duo to Imporfoctlon depths greator than or equal to 40% In three tubes 
A throe tubes plugged due to Imporfeclion depths botweon 30% A 40% 

VONDRA.CA Public Sorvico Electric A Gas Co of New Jersey 92/05/13 Document 
Control Branch (Document Control Desk). Ip 61740 166-61740.186. 

9205200069 Summary Of 020508 meeting w/ulil In Rockville, MD to discuss current 11 
censing Issues A NRC concerns w/llcenseo responses to generic issues as noted in 
latest Salem A Hope Creek SALP repls 

DEMBEK.S Project Dlreclorato 1-2 92/05/13 Project Directorate 1-2 6pp 61747 256 
61747 259 

920 52001 B2 Rosponds to 900507 Hr expressing concorns re Salem HHR A RHR inci 
dent at Braidwood whon relief stuck open A proasurizor virtually dried out 
STONE. JC Project Directorato 1-2 02/05/13 TOSCH.K New Jersey, Slate of 5pp 
61794 276 61704 280 

9205290012 Provides status of commilmonta made to NRC by 900109 A 0718 Itrs re 
NUREG-0737,ltem llD.1,In ref to open Items noted in NRC SER Issued on 
90051 0.Opon Items completed 

MILTENBERGER.S Public Service Eleclric A Gas Co of Now Jersey 02/05/21 Doc- 
ument Control Branch (Documont Control Desk) 2pp 61012 230 61912*231 


Q. Inapectlon reports, IE Bulletins A correspondence 

9205040311 Forwards response to initial SALP Repls 60'272/00-99, 60 311/90-99 A 
60 354/00-00 dtd 020325 Minor exceptions lo rapt findings ro omorgoncy action lovol 
(n event classification delineated in end. 

MILTENBERGER.S Public Son/Ico Efoclric A Gas Co of New Jersey. 92/04/29 Doc- 
ument Control Branch (Document Control Desk) 3pp 61594 045 61594*347 

9205050016 Responds lo NRC 900816 safety evaluation addressing util response to 
NRC Bulletin DO 002 re rapid propagating cracks in SG tubes A provides info on SG 
plugging performed during current reTuoling outage at Unit 2. 

MtLTENBERGER.S, Public Service Electric A Gas Co of Now Jersey. 02/04/29. Doc- 
umont Control Branch (Document Corktrol Desk). 3pp. 61590.346 61500.340 

9206010009 NRC fnfo Notice 92-036, "Higher Than Predicted Erosion/ Corrosion In 
Unlsolable Reactor Coolant Proseure Boundary Piping Inside Containment at Bolling 
Water Reactor," 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolidated Edieon Co, of Now York, Inc 6pp 61667 349-61667*354 

9205010045 NRC fnfo Notice 92-030, "Inlorayatem LOCA Outside Containment." 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 02/06/07, 
Consotidoted Edison Co of Now York, Inc Opp 61716 001-61710.009. 

9205040285 Suppl 1 to NRG Info Notice 92-018, '*Los3 of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Drain down." 

ROSSI, CE Divjglon of Operational Events Assessment (Post 870411), 02/06/07 
Consolidated Edison Co. of New York, Inc. 4pp 61718.010-61718 013 
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«2ft5150l54 Forwards insp repls 50 272/92-05, 50'3 11/92 05 & 50-354/92-05 on slatocJ 
dalos No violations noted Overall, good radiological controls imptemented at site 
JOYNEn.JH Region 1 (Post Q20201) 92/05/11 MILTENBERGER.S Public Seivico 
Electric & Gas Co of New Jersey 3pp 61677 099-61677 120 

-9205160169 Insp repts 50-272/92 05,50-311/92-05 & 50-354/92 05 on staled 
dates No violations noted Major areas Inspecled radiation protoction 
programs,(ndud[ng organization & staffing, I raining & qualifications audits & ALAR A 
NIMjTZ,RL, PASCIAl<,W Region 1 (Post 820201) 92/05/06 I9pp 61677 102- 
61677.120 

9295190063 Forwards final SALP Hepts 50-272/00 99,50 311/00 90 & 50-354/90 90 
for period 900B01-91 1228 Overall assossmont Indicated Ihot organization maintalnod 
acceptablo level of performance, gene rally consistent w/prevlous performance 
MARTIN,T.T Region 1 (Post 820201) 92/06/12 MILTENBERGER.S Public Service 
Electric & Gas Co of New' Jersey 5pp 61707 059 81707 130 

-9205190070 Final SALP Repts 50 272/00 00 & 50-311/00 99 for 900001-911220 

• Region 1 (Post 020201) §2/02/26 36pp 61707 064-61707 098 

-92061900B8 Final SALP Rept 50-354/90 99 for 900801-911228 

• Region 1 (Post 820201) 92/02/27 28pp 61707 009-61707 130 

9205200069 Summary of 020506 meeting w/utit In Rockville, MO to discuss current li 
censing issues & NRC concerns w/licensee responses lo generic Issues as noted In 
latest Salem & Hope Creek SALP repts 

DEMBEK,S Project DIroclorate 1-2 92/05/13 Project Diroctoralo 1-2 Spp 61747 256 
61747.269 

9205220001 Responds to NRC 920317 Hr re violations noted in Insp Repls 50 272/90- 
22 & so 311/90-22 on 900816-1001 Corrective actions'procedura re polonlial interac- 
tions of mall on ays & effects of coating application on heat transfer revised 
LABRUNA.S Public Service Electric & Gas Co of New Jersey 92/05/14 Oocumor^t 
Conirol Branch (Document Conlrol Desk), 7pp 61770 362 61770 368 

9205270237 Fonvards summary of inservice insps & enams to be performed during 10th 
refueling outage Initiated on 920404 SWRI will conduct manual untrasonlc examjiqufd 
penolrant exams & magnetic particle exams 

LABRUNA.S Public Service tieciric & Gas Co of New Jorsey. 92/05/20 Document 
Conifol Branch (Document Conlrol Desk) 8pp 61 677 313-61077 310 


R, Periodic operating reports & related correspondence 


9205010215 ''1991 Annual Radiological Environ Oporating Rept for Jan Doc 1091 W/ 
920427 hr. 

LABRUNA.S Public Service Electric & Gas Co of Now Jersey RTLENV-01 01 91/ 
12/31 103pp 61585 001 81605*174 

9205080167 "1991 Annual Environ Oporating Ropt (Nonradiotogicat), Salem Qonorating 
Station Units 1 & 2 " W/020430 Hr, 

MILTENBERGER.S Public Sorvico Electric & Gas Co of Now Jersey 01/12/31 
lOpp 61600.288 61600 207 

9205010276 "NPDES Discharge Monitoring Rept for Mar 1002 for Salem Gonoraling 
Plant " W/920422 Ur 

VONDRA.CA. Public Service Electric & Gas Co of New Jersey 02/03/31 
CAPORALE.Q Now Jersey, State of. 33pp 61652 206 01552 230 

9205210244 Monthly operating rept for Apr 1002 for Salem Generating Station Unit 
1 W/ 02051 4 Hr. 

SHEDLOCK,M , FEST.J , VONDRA.C.A Public Servico Etoctrio & Gas Co of Now 
Jersey 92/04/30. 17 pp 61750 340 6 1750 356. 


S. Reportable occurrences, LERs A related correspondence 

9205010201 Commits to submitting request for amend lo TSa 3/4 111 & 3/ 
4 1 1 2, shutdown margin & Tables 3 3 4,ESFAS instrumanlallon setpoints S 3 3- 
e.ESFs responso times, per corroctivo actions descrlbod in LEflo 01-036 & 02 002-00 
MILTENBERGER.S Public Service Eloclric & Gas Co of New Jersey 02/04/22 Doc- 
ument Control Branch (Document Control Desk) 3pp. 61640*317-61548 310 

9205070042 LER 92 009-00‘on 020406, blackout loading oocurred on 10 Vital 
Bus Caused by parsonnol orror.A Night Order Book entry has boon made ro-strossing 
self verification techniques & nood to maintain attention to detail W/020430 itr. 
POLLACK.M.J, VONDRA,C A Public Sorvico Eloclric & Gas Co, of Now Jersey 92/ 
04/30 6pp 61660.037-61660.041. 

9205190007 Special Rept Q2-2-1 on 920324,0414,15 & 26,firo barrlors Impaired for more 
than 7 days lo support planned work In SW sys.SW project support & SW pipe 
repracoment Hourly fire watch will continue until all concerns rosolvod 
VONDRA.C A Public Service Electric & Gas Co. of New Jersey 92/05/11 Document 
Control Branch (Document Control Desk) Bpp. 61740.167 61740:171, 

9295190024 LER 92 010-00 on 920414,diBCOvared potential for almuHanoous saquonc- 
fng of EDG loads onto EOQ, possibly causing overcurronl condition, Caused by design/ 
consl/mfg orror.Deelgn chango lmplGmonlodW/920511 Hr 

POLLACK.M J.. VONDRA.CA Public Service Electric A Gas Co o( Now Jersey 92/ 
05/11 6pp 61757.135 61767*140 

9295290022 RO on 020423, lire pump 1 doclarod Inoperable A remains Inoperable duo 
to broken crankshalt Both fire suppression ays Inoperable On 92051 6, fire pump 2 de- 
clared Inoperable due to severe oil leak.Wrilten rept to be provided In 14 days, 
LA8nUNA.S. Public Service Electric A Gas Co. of New Jersey. 92/05/16 Document 
Control Branch (Document Conlrol Desk). 2pp 61 896'346-61 806*346 

9295270097 Special rept 02-3, on 92042 2, discovered that C02 aya was 

inoperable .Caused by malnt work activlllos Upon completion of malnl diesel generator 
area C02 ays will be returned to svo. 

VONDRA.C, A Public Service Electric & Gas Co. of New Jersey. 92/06/22 Document 
Conlrol Branch (Document Control Desk) Spp 61 026'352-61 026,354. 


U Congresslonal/Executlve Correspondence 

9205280200 Responds lo 920402 Hr re 911109 turbine generator failure al plant A for 
wards miltgaling factors re 911109 ovenl A NRC requirements re safety related equip 
ment & nonsafety- related equipment w/specific ref to actions at plant 
THE CHAIRMAN, SELIN.I Commissioners (Post 750119) 92/05/13 BIDEN.JR 
Senate 5pp 61794 266 61794 277 

-9205280213 Discusses NRC decision not to Impose penalties on plant as result of tur 
bine gor>ora1or destruction In Nov,1991 

BIDEN,Jn Senate 92/04/02 THE CHAIRMAN, SELIN.I Commissioners {Pq&\ 
750119) Spp 61704 273 61794 277 


DOCKET 50-274 U.S. GEOLOGICAL SURVEY RESEARCH REACTOR 


F. Security, medical, emergency & fire protection plans 

9205200021 Forwards Rev VI to physical security plan, removing all gander refs to 
personnel Rev withheld 

SMJTH.DB Inlerior, Dept of. Geological Survey 92/05/13 CALLAN.LJ Region 4 
(Post 820201) 2pp 61760 307 61760 309 

9205200318 Forwards Rev 4 lo emergency plan for TRIGA reader facility Gender refs 
removed from plan Changes do not decrease effectiveness of plan 
SMITH.DB Interior, Dept of, Geological Survey. 02/05/13 Documont Control Branch 
(Document Conlrol Desk). 2pp 61754 203 61754 222 

-9206200322 Rev 4 to omorgency plan for TRIQA reactor facility 
DEBY.FM Inlerior. Dopt of. Geological Survey 92/05/31 17pp 61754 205 
61754222 


DOCKET 60-275 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, modlcal, emergency & fire protection plans 

9206140295 Forwards EPjPs .including Rev 5 to Emergency Procedure EP R 4, "High 
Radiation (In-PJar^tLRev 13 to EP M4, "Earthquake" A Rov 9 lo EP EF-3, "Activation 
& C^oratlon of EOF " W/ 920504 release memo 

HODGOON,A P Pacific Gas & Efoclric Co 02/03/1 7 Document Conlrol Branch (Doc- 
ument Conlrol Desk). Spp 61699 035-61600 174 

"9JJQ5 180347 Public version EPlPs, Including Rov 5 to EP R 4,Rav 13 lo EP M 4 & Rev 
8 to EP M 5 

* Pacific Gas & Electric Co 92/03/17 80pp 61699 036 61609 174 

9205180214 Forwards public version of SOPs.Part III to "Disaster Preparedness Plan for 
Pencotimo Emergencies (EOP) " W/920504 release memo 
QISCl ON.J M Podfic Gas A Electric Co. 92/04/08 Document Conlrol Branch (Docu 
ment Control Doak) 7pp 61700 001 61710 069 

-9205180221 Public version of "Disaster Proparodnoss Plan for Peacetime Emergen 
cles (Emergency Operations Plan) " 

* California Polytechnic State Univ, San Luis Obispo, CA 86/12/31 400pp 
61700 008 61710 089 

9205140292 Forwards public version of revised EPIPs, Including Rev 2 to EP EF 9, Rev 0 
lo EP R'7,Rov 10 to EP M 3 & updated lablo of contents w/920504 release memo 
GISCLON.J M Pacific Gas & Eloclric Co 92/04/21 Documonl Conlrol Branch (Docu 
ment Conirol Desk) Spp 61699*175 61099193 

-9206100278 Public version of rovlsod EPIPs.lncludlng Rov 2 to EP EF-9, Rev 8 lo EP 
R-7,Rov 10 to EP M 3 & updated table of contents 

GISCLON.J M Pacific Gas & Electric Co 02/04/21 iepp 61699179 61699.193 

9205119064 Forwards insp rept 50-275/92-12 A 50-323/92-12 on 920406-10 No viola- 
tion noted 

REESE, JH Region 5 (Post 020201) 92/04/22 RUEGER.G.M Pacific Gas & Eloclric 
Co. 3pp. 61609 073-01609 001 

-9205110063 Insp repts 50 275/92-12 & 50 323/92-12 on 020406 10 No violations 
noted Major areas Inspected emergency proparodnoss program, including open item 
from previous onnorgency oxorefses & operational status of program 
MCQUEEN.A,D., REESE, J.H Region 5 (Post 820201) 92/04/20 Spp 61609 076 
61600.081, 

9205190245 Informs that annual radiological emergency medical drill w/ French Hosp 
will take placo on 920603 In conjunction w/plant dress rohearsal. Overall schedule in 
support of drill llBtecl. ParllcJpating organizations listed on end flyer 
H/kYS.JA Pacific Gas & Eloclric Co 92/04/22 REESE. J Region 5 (Post 820201) 
2op. 61741 027-61741 028. 

9205080039 Informs that 920400 hr forwarding 1092 emergency preparodnoss oxercise 
objecllvoa for plant field oxerciso appropriate to meet emergency plan goals A require 
ments 

REESE, J.H. Region 6 (Post 620201) 92/04/29 GISCLON.J, M Pacific Gas & Eloclric 
Co. Ip 61556:177-61556 177 

9206260099 Forwards public version of updates to Corporate Emergency Response 
Plan Imploment'ing Proceduresjncluding Rev 11 to i 1,Rev 6 lo 3 1, Rev 11 to 

3 2,Rov 8 6 to 3,5 & 3 7,R0V8 6 to 4.2 & 4 4, Rov 12 to 4 3, Rev 6 lo 4 5 & Revs 10 to 

4 7 & 4.9. 

GISCLON,J M Pacific Gaa A Eloclric Co. 92/05/01 Documenl Control Branch (Docu 
ment Control Desk) 6pp 61810.035 61810*166 

-9205280195 Public version of updates lo Corporate Emergency Response Plan Imple 
monling Procedures, including Rev 11 lo 1 1.Revs 5 to 3 5 & 3 7, Rov 6 to 4 2, Rov 12 
to 4 3, Rev 6 to 4 4, Rev Q to 4.5 & Revs 10 to 4.7 & 4 9, 

* PacIfiG Gas & Electric Co. *02/05/01 120pp 61610 040 61810.1 5B. 
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5150127 Advises that 1992 e/nargency praparadness exarcise manual Is appropriate 
) meet emergency plan goals & requiromonts Suggoslions for possible scenario im- 
rovemenls or enhancements made teSephonically on 920508 

EESE,JH Region 5 (Post 820201) 92/05/08 GISCtON.J M Pacific Gas & Electric 

0 2pp 61677 02B-61677 029 

5190230 Advises that 910723 & 9201 17 Changes 7 & B to Rev 17 to physical secu 
ly plan.rospeclivoly consislont w/provislons of 10CFR50 54{p) & acceptable. par 
icenl conversation commlting to submit change to cParify plan ccmmilmants 
CARANO.RA Ragion 5 (Post B20201) 92/05/09 RUEGER.G M Pacific Gaa & 

1 eel nc Co 3pp 61760 G58'61 760 350 

5270123 Forwards Insp Repls 50 275/92-11 & 50 323/92-11 on 920323*27 & notice 
I viol a lion Violation noted re entry of authorized individual into vital aroa similar to 
oJation In Insp Rapt 50-275/92-02 Ends withheld (ref 10CFR73 21) 

CARANO.RA Region 5 (Post G20201) 92/05/15 RUEGEfl.G M Pacific Gas & 
lactrlcCo 3pp 61813 OOS-61813 007 

5260235 Forwards ravfsod updated FSAR for Diablo Canyon Rev consists of fire 
rotection program data.in regards to Generic Lira 86-10 A 38 -12,1100050 Amend Ro 
nest 90 1 1 & NR C 920227 request for add I info re subj amend request 
UEGER.G M Pacific Gas A ElecLrtc Co 92/05/19 Document Control Branch (Docu 
10 hi Control Desk) 28pp 61809 269-61809 297. 


leneral correspondence 

5110935 Comment endorsing comments made by NUWARC on draft NUREG-1A49. 
Shutdown & Low Power Oporallon at Commeicial Nuclear Power Plants In US " 
ISCLON.JM Pacific Gas & Electric Co 02/04/29 MEYER.D L Regulatory Publica- 
3ns Branch 2pp 61609 028 61609 029 


)perat)ng llcanso slaga documents & correepondence 

5010118 Forwards safety evaluation dosing out plant long-term solsnuc 
ogram Staff finds that confirmatory Hem from SSER 34 has beon satisfactorily re- 
lived 

OOD.H Project Directorale V 92/04/17 RUEGER.G M Pacific Gas A Electric Co 
)p 61516 256-61516 266 

05910122 SER concludjng that seismic margins of structures & oqulpment/compo 
anis at plant reported in CTSP final rept are adequate even after considering staff 
stimato of increased seismic ground motions 

Oflico of Nuclear Reactor Regulallon, Osroctor (Post B70411) 92/04/17 7pp. 
1516 260 61516 266 

5040247 Forwards fitness for duty program conlacis listed on program performance 

S is 

UP.E Reactor Safeguards Branch 92/04/20 MCKNIQHT.J Information & 
ecords Management Branch (Post 890827] 4pp 61563 326-61563 329 

5070103 Advises that rosponsos to Ganoric Llr 91*1 1 meeis reporting roquiroments 
OOD.H. Prolsct Directorate V 92/04/29 RUEGER.G M Pacific Gas & Eloctric Co. 
Dp 61603 290-61603 300. 

5070163 Advises util 911024 response to generic Itr 91-06, ‘^Resolution of Generic 
suo A-30, 'Adequacy of Safety- Related DC Power Supplies, ' Pursuant to 
)CFn50 54(l)," meets reporting require men ts set forth 

DOD.H Projeci Directorate V, 92/04/29, RUEGER.G M Pacific Gas A Electric Co 
jp 61603 356-61603 358 

$130086 Fonvards requests for relief from ASME Section XI Enservice testing pro- 
am requirements to permit disassembly inspa of chock valves 0924 A 0977 on rotal- 
g basis & to reflect BIT Glimlnafion.per Generic Llr 89 04 

LIEGER.G M Pacific Gas & Electric Co 92/05/01. Oocumonl Control Branch (Docu- 
enl Control Desk) 9pp 6166632661686.334 

5150219 Solicits interest In 920623-24 current licensing basis workshop in 
QcKville.MD 

DOD.H Project Direclorato V. 92/05/04 RUEGER.G M Pacific Gas & Electric Co 
Ip 61702 336-61702 339 

5200065 Discusses planned fact finding visit ro annual updates to FSAR required by 
ICFR50 71 & lists issues for drscussion 

X3D.H Projacl Diroctorole V 02/05/06 RUEGER.G M Pacific Gas A Eloclric Co 
ip 01742 350 61742 354 

>260178 Forwards replace monl pages 6-18 A 6*10 for 910606 License Amend Ho- 
lost 91-05 lo Licenses DPR-80 A DPR- 62, relocating cycle-spocific info provided fn 
>3 2 2 & 323 tocofo operaling limits rept, per Generic Itr B8-16 
JEGER.Q M Pacific Gas A Electric Co. 92/05/19 Document Control Branch (Docu 
anl Control Desk). 2pp 6181 3 248 61813 253 

)6260177 Proposed replacement TS Pages 6-18 & 6 19 ra heal flux cbannol factor 
coreeporalinglimllsfopl 

=•801110 Gas A Electric Co 92/05/19 4pp 61813 25061013253 

1280235 Forwards revised updated FSAR for Diablo Canyon Rov consists of (iro 
jtectlon prog^ram data, in regards to Goneric Ltrs 86-10 A 8B-12,Llconse Amorid Ro 
9s1 90-11 A nRC 920227 request for addi Info re sub] amend request 
JEGER.G M Pacific Gas A Eloctric Co 92/95/19 Decumaai Ccnirol Branch (Docu- 
ml Conirol Desk) 26pp. 61009 269 61009*297 


ispectlon reportSj IE Bulletins A correspondence 

650128 Forwards mgt meeting rents 50-276/92-13 A 50 323/92-13 on 920402 En 
uragas uLI to ensures that emerging issues or problems not confined to mafnt for 
lolutlon but arc fully addressed w/enginaering A quality oversight organiiailons 
i^MERWAN.RP Region 5 (Post 020201) 92/04/10 RUEGER.G M. Pacific Gas A 
JCtficCo 3pp 61541.074 61641-176 

>5050130 Mgt Meeting Repls 50-275/92-13 A 60 323/92-13 on 020402. Major 
ms discussed events A Issues A licensoe progress 

LLER,MH , JOHNSON.PH Region 6 (Post 620201) 02/04/16 lOOpp 61641.077- 
541::176 


9205950123 Forwards insp repts 50 275/02 05 A 50 323/92-05 on 920204-0316 No 
violations or deviations notorf Weaknesses idenitfied in maint performed on some 
backdraft dampers of containment fan cooler units 

RICHARDS.SA Rogion 5 (Post 820201) 92/04/17 RUEGER.G M Pacific Gas A 
Electric Co 3pp 61539 319 61539 337 

-D20SOS0132 Insp repls 50 275-92-05 A 50-323/92-05 on 920204-0316 No violations 
noted Major areas inspected plant operations, maint A surveillance activities .followup 
of onsite events, open items A LERs 

JOHNSON.PH Region 5 (Post 020201) 92/04/17 16pp 61539 322 61539 337 

9205040165 Advises that quarterly joint meetings of plant staff review commiUee A nu 
clear safety oversight committee discontinued Committees formed to address findings 
in Event Investigation Team Insp Repls 50-275/88-09 A 50 323/88-09 
RUEGER.G M Pacific Gas A Efectrlc Co 92/04/21 MARTIN, J B Region 5 (Post 
820201) 2pp 61563 280 61663 289 

9205119054 Forwards Insp rept 50-275/02-12 A 50-323/92-12 on 920406-10 No viola 
Icon noted 

REESE.J H Region 5 (Post 020201) 92/04/22 RUEGER.G M Pacific Gaa A Electric 
Co 3pp 61609 D7 3 61609 081 

-9206110063 Insp repts 60-275/02-12 A 60-323/92-12 on 920406-10 No violations 
noted Major areas Inspected emergency preparedness pro gram, including open item 
from previous emergency exorcises A operational status of program 
MCQUEEN.AD. REESE. J H Regions (Post 820201) 92/04/29 6pp 61609 076 
61609 081 

9205180349 Informs that mgl plans to discontinue policy of onsite safely review group 
performing Independent evaluation of technical revlow group procesa 
RUEGER,AP Pacific Gaa A Electfoc Co 92/04/27 MARTIN, J B. Region 5 (Post 
020201) 2pp 61710 229-61710 230 

9205070230 Advises that ulll 910013 response lo suppl 2 to NRC bulletin 89 OOl.ac^ 
ceptablo 

flOOD.H Project DIrectorato V 02/04/29 RUEGER.G M Pacific Gas A Eleclric Co 
3pp 61603 369 61603 361 

9205150143 Forwards Insp ropts 50-275/02-10 A 60-323/92-10 on 920406 10 No viola 
lions noted 

YUHAS.G P. Region 5 (Post 820201) 02/04/30 RUEGER.G M Pacific Gas A Electric 
Co 3pp 61677 042 61677.055 

-9205150144 Insp repls 50 275/02-10 A 50 323/82-10 on 920406-10 No violations 
noted Major areas Ins pectod radioactive waste mgt A tour of licensoe facility tnsp 
modulo 04760 was addressed, 

CILUS.M, YUHAS.GP Region 5 (Post G20201), 92/04/30 lOpp 61677'045- 
61677 055 

92051301)88 Forwards roquoals for relief from ASME Section XI insarvico testing pro- 
gram requirements to pormit disassembly maps of check valves 0024 A 8077 on rotat- 
ing basis A lo reflect BIT ehminatjon.por Generic Ltr 09 04. 

RUEGER.G M. Pacific Gas A Electric Co 02/05/01. Document Control Branch (Docu 
mont Control Oosk) Opp 61686 326-61686 334 

9205010009 NRC info Notice 92-035, “Higher Than Prodiclod Erosion/ Corrosion in 
Unisotablo Reactor Cootan.! Pros sure Boundary Piping InslUo Containment at Bolling 
Water Roaclor " 

ROSSI, CE Division of Operational Events Assessment (Post 6704 11) 02/05/06 
Consolidated Edison Co of Now York, Inc 6pp. 61667.349 61667 354 

920513000B Ack rocolpl of 920414 llr Informing NRC of stops taken to corrocl violations 
nolod in Insp repls 60-276/92-02 A 50 323/92 02 

REESE.JH Region 5 (Post 820201) 92/05/06 RUEQER.G.M Pacific Gas A Electric 
Co 2pp 61651 010-61651 011 

9206010045 NRC info Notice 92-036, "tntersyslQjn LOCA Ouleide Containment " 
ROSSI.CE Division of Operational Evonts Assossmont (Post 970411) 02/05/07 
Consollcfalod Edison Co of Now York. Inc Opp. 81718 001-61718 009. 

9205040265 Suppl 1 to NRC Info NotIco 92-018. “Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dralndown " 

ROSSf.CE Division of Operational Events Assossmont (Post 070411) 92/05/07. 
Cor>sotidatod Edison Co of Now York, inc 4pp 61718 010 61718 013 

9205140268 Responds to NRC Itr re violations noted In Insp Ropta 60*275/92 09 A 60- 
323/92 00 Corrective aclionsr NCR DCO 92 OA-N004 was Initialed on 920224 to ad- 
dress anomalies assoclatot) w/qualifl cation of Poebies products 
RUEGER.G M Pacific Gas A Eloctric Co 92/05/08 Document Control Branch (Docu- 
m enl Control Desk) Qpp 61708 261 61708 271. 

9205270032 Forwards Inse rent 60 275/02-17 A 50-323/92-17 on 92031 7-0 4 2 7, Viola- 
tions noted but not cited, Violations involved woaknessea In control of licensee) acllvi- 
lies re mafnt of containment fan cooler backdraft clampora 

ZIMMERMAN.R P Rogion 5 (Post 820201) 92/05/12, RUEGER.G M Pacific Gas A 
Eleclric Co 3pp. 61762 072-61762 009 

-9205270043 Insp repts 60-276/92-17 A 50 323/92-17 on 020317-0427 Violations 
notod but not cited, Major areas inspected deficionclos ro unit 1 A 2 contalnmonl fan 
cooler units A associated backdraft dampers 

JOHNSON.P H Region 6 (Post 820201). 92/05/00 15pp 61762 075-61762 009 

9205270119 Nellficalion of significant licensoe meeting w/ulil on 920510, enforcement 
conforonce re probioma associated w/ conlainmcnl fan coofor backdraft dampers. 
ZIMMERMAN.R P Rogion 5 (Post 020201) 92/05/16 Regior^ 5 (Posi 020201) 3pp 
61762 331-61762.333. 


9205270123 Forwards Insp Repls 50-276/02-11 A 50-323/92-1 1 on 920323 27 A notice 
of violation, Violation notod re entry of authorized Individual Into vital area similar to 
violation in Insp Rept 50-276/62-02, End 9 withhold (rol 10CFR73 21) 

SCARANO,R.A Region 6 (Post 020201) 02/05/15 RUEGER.G M Pacific Gas A 
Eleclric Co 3pp. 61013 005-61013 007 


uuuivtitiu itiinns) 


R. periodic operating reports & related correspondence 

920S040232 "DJabfo Canyon Units 1 & 2 Annual Nonradlologtcal Environ Operating 
RBpt.19&1 W/920429 Ilf 

RUEGER.GM Pacific Gas & Eleclric Co 91/12/31 lipp 61573 344 61573 354 

9205040245 “1991 Annual Radiological Environ Operating Ropt ” W/92042G Itr 
CHENQ.C, RUEGER.GM Pacific Gas & Electric Co 91/12/31 lOOpp 61699 140- 
61509 285 

9205200125 Monthly operolirg repta for Apr 1992 for Diablo Canyon Ur^its 1 & 2W/ 
920614 Hr 

BOURGO.E.. TOWNSEND.JD Pacific Gas & Electric Co 92/04/30 llpp 
61743.190 61743 200 


S« Reportable occurrences, LERs & related correspondence 

9205040039 LER 91-004 01 on 91 0307, loss of offsite power occurred when mobile 
crane boom came too close to 500 kV power lines Caused by crane operator 6 fore- 
man error Personnel trained on olectncal safely issues W/920424 (tr 
HUQ.MT, RUEGER.GM Pacific Gas & Electnc Co 92/04/24 14pp 61570 332- 
61670 345 

9205070167 LER 92-001-00 on 020401. determined that vol control tank outlet valve not 
tested per AS ME, Section XI Caused by failure to identify safety function ol valve by 
industry or vendor Valve test procedure developed W/920430 Itr 
THIERRV.R L , RUEGER.Q M Pacific Gas & Bectric Co 92/04/30 llpp 61660 020- 
61668 030 

9205080124 LER 92-003-00 on 9 10508, Dresser Industries Issued 10CFn21 notlticatlon 
re posilions of adjusting rings in MSSVs Valves similar to ADVs reviewed to confirm 
calculated flow capacities W/920504 Itr 

SOKOLS KY,D . RUEGER.G M Pacific Gas & Electric Co 92/05/04 7pp 61667 325 
61667 331 

9205120206 LER 04-046-00 on 9OO627,ol0Clrlcal protective device setpoints not 
adequate Caused by lack of sufficient procedural guidance All affected safety related 
thermal ovorload relays icfontified W/920504 Hr 

HUQ.MG, RUEGER.GM. Pacific Gas & Electric Co 92/05/04 llpp 61702 285 
61702 295, 

9205260166 LER 92-004-00 On 920425, tow vacuum turbine trip & subsequent reactor 
trip occurred during removal of main foodwater pump 1-1 turbine from svc Caused by 
programmatic deficiency Suction lino check valve inspected W/9205SO Hr 
THtERRY.R.L. RUEGER.GM Pacific Gas & Eloclfic Co 92/05/20 7pp 61014 143 
61814*149 

9205270240 LER 92-005-00 on 920420, containment ventitatlon Isolation actuation oc- 
curred when output signal of radiation monitor oxcoeded alarm sotpoint Cause not 
delorminedJsolation lomc reset & sys restored to normal modG.W/020521 Itr. 
THIERRY.RL. TOWNSEND, J D Pacific Gas & Eloctric Co 92/05/21 6pp 
61880094 61888 099 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205040036 Forwards insp ropts 50-277/02-00 & 50 270/92-08 on stated doles & 
notice of violations 

JOYNER, JH Region 1 (Post 020201) 92/04/17 SMITH.DM Philadelphia Eleclric 
Co. 4pp. 81512.101-6151? 113 

»920504004& Notice of violation from insp on stated dates Violation noted ODCM speci- 
fied composite water sampler at intake inoperable during period 910630 920319 

* Region 1 (Post 620201) 02/04/17 Ip 61512.105-61612105 

-9206040049 Insp ropts 50-277/92-08 & 60 276/92 06 on slated dates VIolalions 
noted Major areas inspected REMP including mgt conlrols.audlts.QA/QC of analytical 
measuremants, meteorological monitoring program & ODCM. 

PELUSO,LA. BORES.RJ Region 1 (Post 820201) 92/04/16 Opp 61612100- 
61512.113. 

9205080116 Forwards associated revs to physical security plan.Rovs withheld (ref 
10CFR73 21) 

MILLER, D.B. Philadelphia Electric Co 92/04/24. Document Control Branch (Docu- 
ment Control Dos k) Ip 61606 311-61606 311 

9206050177 Forwards Rev 22 to "Limorick Generating Station Units 1 & 2 Emergency 
Plan*’ & Rev 2 to "Peach Bottom Units 2 8 3/ Limerick Units 1 & 2 Emergency Com- 
munications Plan Implomonling Procoduro '* 

8ECK,G J Philadelphia Electric Co 02/04/30 Document Control Branch (Document 
Control Desk) 2pp 61583,334 61583 360 

-9206050184 Rev 22 to "Limerick Qenorating Station Units 1 & 2 Emergency Plan " 

* Philadelphia Electric Co 92/04/30 5pp 616B3*336 61603 340 

-9205050109 Rev 2 to "Peach Bottom Units 2 & 3/ Limerick Units 1 & 2 Emergency 
Communications Plan Implementing Procoduro " 

‘ Philadelphia Electric Co 92/04/30 24pp 61683 341 61503 360 

9205210262 Forwards results & conclusions of operational safeguards re^onse ovalua 
ifen at plant on 9204 1 3- ie Weaknesses Idantified.EncI withheld ref 10CFR73,21 
VARQA,S A. Division ol neactor Projects - I/ll (Post 870411) 92/05/08 SMITH, D.M 
Philadelphia Electric Co 3pp 61756*1 64-61766.166. 

920S210023 Forwards resident safely insp repls 50-277/92-09 & 60 276/92-00 on 
620331 -6504.10 spoctora noted oversight of activlflos during period continued to be 
very good, 

WENZINQER.E, Region 1 (Post 820201) 92/05/14. SMITH, O.M Philadelphia Eleclric 
Co. Opp. 61723 048-61723 067. 

-9205216030 Resident safety insp ropts 50 277/92 09 & 60 278/92-00 on 920331- 
0504 No viola tfons noted Major areas inspected CR activillos,opefa!jon 0 l 

safety, radiation protection, physical aecurity,8urvelllanca testing & licensee events 
LYASH,JJ. Region 1 (Post 820201) 92/05/13 17pp. 81723*061-61723 967 


9205270243 Rovisod EPIPs.in eluding Rev 79 to Emergency Response Procedures & 
Rev 5 to ERP-110, "Emeraency Nclitications " W/ 920514 Itr 
BECK.GJ Philadelphia Eloctric Co 92/05/14 13pp 61877 319 61877 330 

0205210175 Forwards revs to safeguards security personnel training & qualification 

K fan.por 10CFR50 54 Rova withheld (ref 10CFR2 790 & 73 21) 

IILLER.DB Philadelphia Eleclric Co 92/05/15 Document Control Branch (Docu- 
monl Control Desk) 2pp 61760 306 61760 306 

0206260039 Forwards emergency proparodnoss insp rents 50 277/92 03, 50 278/92- 
03,50-352/92 05 & 50-353/92 04 on 920106 0408 Implemenlalion ol emergency pre 
parednoss program effective 

JOYNER, JH. Regcon 1 (Post 820201) 92/05/15 SMITH.DM Philadelphia Electric 
Co 6pp 61751 301-61751 322 

—9206260043 Emergency preparedness msp ropts 50-277/92 03,50 278/92-03, 50- 
352/92 05 &. 50-353/92 04 on 920106 0406 Ma;or areas mspocted changes lo emer- 
gency preparednoas program, emergency facilities & equipment & inslru mental ion 
CONKIN.C Region 1 (Post 020201) 92/05/13 17pp 61751 306 61751 322 

9205260004 Ack receipt of 920424 Itr transmitting Apr 1992 rev to physical security 
plan Rov consistent w/provisiona of 10CFR50 54rp) & acceptable for inclusion in plan 
JOYNER, JH Region 1 <Po 8 1 820201) 92/05/19 BECK.GJ Philadelphia Electric Co 
3pp 61700 325-61780 327 

9206280180 Forwards coiiectlons/clarikcalions lo EROS survey & dafa point library ref 
files, originally submitted via 020219 Itr 

BECK,Q J Phtladelphfa Electric Co 02/05/21 Documenl Control Branch (Document 
Conlrol Desk) 30pp 61814 264 61814 293 


P. Operating llcenee atege documents & correspondence 


9206040247 Forwards fitness for duty program conlacls listed on program performance 
ropts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Manogoment Branch (Post 890027) 4pp 61563 326 61563 329 

9205070001 Clarifies 920131 TS Change Request 86 08 to Licenses DPR 44 & DPR 
56.changlng requiremonla for starting all four EDG simultaneously once every 20 yrs 
following any mods & reporlmg all EOG failures lo NRC within 30 days 
OECK.GJ Philadelphia Eteclric Co 92/04/28 Documenl Control Branch (Document 
Control Desk) 5pp 61600 260 61600 266 

-9295070002 Proposed TS 4 0 A 1.2 f re limiting conditions for operation & surveillance 
roqulremonla for verifying EOG oporabilily 

* Philadelphia Electric Co 92/04/28 4pp 61600 263 61600 266 

9206110002 Suppts 011213 request for approval of change to QA program 
descriptions, Incorporated In updated FSAR.por NRG 920127 llrCommilmonf ro biennl 
ol audit of procedural dovelopmonl program revised Marked up updated FSAR pages 
end 

BECK.Q J PhllQdolphia Eloctric Co 92/05/04 Document Control Branch (Documenl 
Control Desk), llpp 61650 262 61650 272 

9205190303 Solicits inlerost fn NRC sponsored current llcenslnp workshop on 920623 
24 in Rockvil la, WO Requests specific panel discussion topic recommendations & 
names of members attending & tnosa parllc[patlng,by 920510 
MILLER, CL Project Dirocloralo 1-2 02/05/05 BECK.GJ Philadelphia Eleclric Co 
Bpp 61716*270 61716 271 

0206150001 Forwards summeiy document discussing 020427 meoting between NRC & 
ulil ro training programs. 

BETTE NHAUSENX Rogion 1 (Posl 020201) 92/05/06 SMITH.DM Philadelphia 
ElGCtric Co 10pp. 61676 269 61676 304 

9205210181 Forwards amends 167 & 171 lo licenses DPR 44 & DPR 56, rospoclivoly 5 
SE Amends change admlnislralivo controls section of TS including addition of now TS 
section 6 5 3 

CLARK, RJ. ProjOGl Directorate 12 02/05/07 BECK.GJ Philadelphia Electric Co 
3pp 61765 262 61765 288 

-9205210167 Amends 167 & 171 to licenses DPR 44 & DPR -56. re spec lively, changing 
adminlslrativ© controls section of TS Including addition of now TS section 6 5 3 
M.ILLER.CL Project DIreclorale I-2 92/05/07 18pp 61765 265 61755 282 

-9205210174 Safely evaluation supporting amends 167 & 171 to licenses DPR-44 & 
DFR-56 

* Office of Nuclear Reader Regulation, Diroclor (Post 870411) 92/05/07 6pp 
61755 203 61765 208 

9205210007 Forwards Relief Request GVHR 6, Rov 0 from Insorvlco lostlng program re 
qulromenls lo test listed chock valves in <rovorso direction Reverse flow closure will bo 
verified at refuotlng by check valve disossembly/fnsp 

BECK.GJ Phlladelplifa Electric Co 02/05/14 Document Conlfol Branch (Docurt^enl 
Control Desk) 4pp 01769 358 61750 301. 

9206260245 Application for amend to Licenses DPR 44 & DPR -56 .consist mg of TSs 
Change Requoal 92-02, re frequency of inspecting & replacing MSSVs & RVs from 
ovory refuel outage lo 24 month lostlng Interval 

BECK.G.J. Philadelphia Efoclric Co 92/05/10 Document Conlro) Branch (Documenl 
Conlrol Desk) 8pp 61809 327 61809 337 

-9205260262 Proposed Tech Specs ro extension of frequency of Inspecting & replacing 
MSSVs & RVs from every rofuol outage lo 24-monlh losting inlorvai 
- Philadelphia Eloclric Co 02/05/18 app 61809 335 61809 337 


a. Inspection reports, IE Bulletins & correspondence 

920^040938 Forwards insp ropts 50 277/92-08 & 50 278/92-08 on stated datos & 
nqligp of violations 

JOYNER,JH, Region 1 (Post 820201). 02/04/17 SMITH.DM Philadelphia Eleclric 
Co.4pp 01612-101 61512 113 


48 DOCKETED ITEMS 


-9'2G5040045 Notice of viofation from insp on slated dates Violal ion noted ODCM speci- 
fied composite water aampfer at intake inoperable derfng period 910830-920319 
• Region 1 <Pos1 620201) 92/04/17 tp 61512 105 61512 105 

-9205040049 fnsp repts 50 277/92 08 & 50-278/92 06 on slated dates Violations 
noted Major areas inspected REMP incliiding mgl controls, audits, OA7QC of analyltcal 
measurements, meleoro logical monltonng program & ODCM 
PELUSO.LA, B0RES,RJ Region 1 (Post 629201) 92/04/16 8pp 81512 106- 
61512 113 

920504.0012 Forwards combined insp repls SO 277/92-10 & 50 278/92-10 on 920406 
to No viola Vio ns notod 

JOYNER.JH, Region 1 (Post 820201) 02/04/24 SMITH, DM Phifadelpliia Electric 
Co 3pp 61512 072 61512 0B2 

-9205040015 Insp repts 50-277/02-10 & 50-278/52-10 on 920406-10, No violations 
noted Major areas inspected non radio log leal Ghemistry prog ram, Including chemistry 
standards analyses & lab QA/QC 

KOTTAN,JJ. BORES.RJ Region 1 (Post 820201) 92/04/22 8pp 61512 076 
61512 082 


9205019268 Responds to Insp Repls 50-277/91-31 & 50 278/91-31 consisting of Info 
re status of util plans for Installing flow inslrumentatlon that would allow for more pre- 
cise flow monitoring of emergency sve water sys 

MILLER, DB PhiladalpWa Electric Co 92/04/28 Document Control Branch (Docu- 
menl Control Desk) 2pp 61 552^204 61552 205 

9205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
Unfsolabla Reactor Coolant Pressure Boundary Piping Inside Conlaiament al Bolling 
Water Reader ” 

ROSSI, CE Division of Operational Evants Assessment (Post 870411) 92/05/06 
ConsoSidaled Edison Co of New York, Inc Bpp 61667 349-81667 354 

9205010045 NRC Info Notica 92 036, "Inlersyatem LOCA Outside Conialnmenl " 
ROSSf.C E Drvisfon of Oparallonal Evants Assessmanl (Post 870411). 92/05/07 
Consolidated Edison Co of New York, Inc 0pp 61718 001-61718 009 

9205040265 Suppl 1 to NRC Info Notice 92 016, “Loss of Flow from Residual Heal Re 
moval Pump During Refueling Cavity Drainc/own “ 

ROSSI, CE Division of Operational Events AsBossment (Post 870411) 92/05/07 
Consolidated Edison Co oi Naw York, Inc 4pp 61718 010 61718 013. 

9205190101 Forwards Integrated porformanco assessment team fnsp repls 50-277/92- 
80 & 50-278/92-80 on 920224-0313 Weakness notod including deficient CB instm* 
mentation on ability of operalors to respond lo operational chaflonges 
HEHUCW Region 1 (Posl 820201) 92/05/11 SMITH, DM Phlladolphia Efectrjc Co 
3pp 61707 001 61707 055 


-9206100106 integrated perfermanco assessment learn Insp repts 60-277/02-80 & 50- 
278/92 80 on 020224-0313 Weaknesses noted Major areas 
assessed ope rations .radiological controls, mamt & surveillance & engineering & techni- 
cal support 

MEYEn,G.W. Region 1 (Posl 820201) 92/05/11 52pp 61707 004-61707.055 

9205210007 Forwards Relief Request QVRR 6,Rov 0 from inservice tosling program re 
quiremonts to test listed check valves In reverse dlrecllon Reverse flow closure will bo 
venfiedat refueling by check valve disassemhiy/inap 

BECK.Q J Philadelphia Electric Co. 92/05/14 Document Control Branch (Document 
Control Desk) 4pp 61759 35B-61759 361 

9205210023 Forwards resident safety insp repls 50-277/92 09 & 50-270/92 09 on 
920331 0504.fnspsclors noted oversight of aclivillas during period continued to be 
very q^ood 

WEN2INGER*E Region 1 (Post 820201) 92/05/14 SMITH, DM Philadelphia Electric 
Co 3pp 01723 046-61723 067. 

-9205210030 Resldenl safety insp repls 60-277/92-09 & 50-278/92 09 on 920331- 
OS04,No vJolallons noted Major areas inspeclod.CR activilfos, operational 

safety, radiation protection, physical security.surveillance tosting & licensee events. 
LYASH,JJ Reglort 1 (Post 820201) 92/05/13. 17pp 61723 051-61723 067 

920S280039 Forwards emorgency preparedness insp repts 50-277/92 03, 50-278/92- 
03,50 352/92 05 & 60 353/92-04 on 920106-0400 fmpjemontatron of emorgency pre- 
paredness program offecltve 

JOYNER JH Region 1 (Post 020201) 92/05/15 SMITH.DM Philadelphia Electric 
Co 6pp 61751:301 61751 322 


-0205269043 Emorgency preparedness fnsp repts 50-277/92 03,60-270/92-03, 50- 
352/92-05 & 50 353/92-04 on 920106 0408. Major areas inspec led, changes to emer- 
gency preparedness program, emergency facilities & equipment & Inslromontallon 
ra^KIN.C, MCCABE.E Rogfon 1 (Posl 820201) 92/05/13. 17pp 61751306- 
Si/Si 322 


9206260245 Application for amend to Licenses DPR 44 & OPR-Be.consisllnn of TSs 
Change Request 02 O2,r0 frequency of inspecting & replacing MSSVa & hVs from 
every refuel outage to 24 monlh testing inlorval 

BECK.Q J Philadelphia Elecfnc Co 92/05/10 Document Control Branch (Oocumont 
Control Desk) Bpp 61809 327-61 80 D'337 

Proposed Tech Specs ro oxtensfon of frequency of inspecting & replacing 
MSSvs & flVs from every refuel outage to 24 monlh tesling Interval. 

♦ Philadelphia Elsctrfc Co 92/05/18. 3pp, 61809' 335 61009 337 

0205280166 Responds to NRC 920416 Itr re viofatlons noted in Insp Repls 50 277/02- 
SO'278/92-07 on 02O226-O33O.Correctivo act ion s:1 rain ir>g program for ISI/IST 
will bo revised to Include relationship between TS 5 sys operabiniy. 

MILLER, DB. Philadelphia EieeWe Co 92/05/22 Documer^t Control Branch (Docu- 
ment Control Desk) 5pp 61064 077-61684.001. 


R. Periodic operating reporta & rolatecf correspondence 


0206280204 Peach Bottom Atomic Power Slotlon, Units 2 & 3 Annual Radiological En- 
viron Operating RepI.Rept 49,” for 1091 . W/920521 (tr. 

MILLER,0 0. Philadelphia Electric Co 91/12/31 100pp. 61 879.1 30-01 079‘261 


9205040149 Forwards “Poach Bottom Atomic Power Slalion,UnHs 2 & 3 Radlalion Dose 
Assessment RepL1991 " Releases constituted small fraction of limits listed In 
40CFR190 

MILLER.DB Philadelphia Electric Co 92/04/30 Document Control Branch (Docu 
menl Control Desk) Ip 61550 019 61 550 057 

-9205040151 “Peach BoUom Atomic Power Station Units 2 & 3 Radiation Dose As- 
sessment Rept,1991 “ 

BALLANTINCJ W , SCHOLZ.RJ Philadelphia Electric Co 91/12/31 38pp 
61550 020-61550 057 

9205190306 Monthly operating repts for Apr 1992 for Peach Bottom Atomic Power 
Station, Units 1 & 2W/920513 Mr 

BARON.MJ, MJLLEfl,O0 Philadelphia Eleclnc Co 92/04/30 14pp 61740 120 
61740 133 


S. Reportable occurrences, LERs & related correspondence 


9205010041 LER 92 005 00 on 920326,2B Reactor Water Level reference leg condens- 
ing chamber was declared inope/ablo Caused by loss of Inventory in 2B condensing 
chamber Leaks were repaired & Inslrumont Lnes woro backfilled W/920427 Itr 
FULVIO.AA. POWERS, K Philadelphia Electric Co 92/04/27 6pp 61546 335- 

61646 340 

92051101SS LER 92-007 00 on 92O4O7,d0terminod that monthly samples of reactor bldg 
ventilation stack & main stack sys particulate filters not analyzed for alpha/bote 
activity Caused by loss of samples by Teledyne Storage revised W/920507 Itr 
FULVIO.AA.. POWERS.K Philadelphia Electric Co 92/06/07 4pp 61668 070- 

01668 073. 

9205110162 LER 92-006-00’on 9204 07,reac lor scram initiated when weld leak discov- 
ered on 1-Inch vent line & line could not ba isolated Caused by high froquency vibra- 
tion on line Scram & Isolation logics reset & weld repaired W/920507 Itr 
rULVIO,A.A. POWERS,K. Philadelphia Electric Co 92/05/07 6pp 61668 074- 

61668 079 


DOCKET 50-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


9205040038 Forwards Insp repts 50 277/92-08 & 50 278/92-08 on stated dales & 
notice of violations. 

JOYNER, JH Region 1 (Post 620201) 92/04/17 SMITH,D M Phlladolphia Electric 
Co 4pp 61512.101*61512 113 

-9205040045 Nolice of violation from Insp on stated dates Violation notod ODCM speci- 
fied composHo wafer sampler al Intake inoperable during period 910830-920319 

• Region 1 (Post 820201). 92/04/17. Ip 61512 105 61612 105 

-9205040049 Insp repts 50 277/92-06 & 50-278/92 08 on stated dates Violations 
noted Major areas inspected REMP including mgt controls, oudlls,QA/QC of anal^ical 
moasuromenis, moleorological monitoring program & ODCM 
PELUSO,L.A Region 1 (Post 020201) 92/04/16 epp 61512 106-61512.113 

0206060118 Forwards associalod rovs lo physical security plan Revs withheld (ref 
10CFn73 21) 

MILIER.D.B. Phlladolphia Electric Co 02/04/24 Oocumont Control Branch (Docu- 
ment Control Desk) Ip 61606.311-61606 311 

9205050177 Forwards Rov 22 lo “Limerick Gonorallng Station Units 1 & 2 Emergency 
Plan" & Rev 2 lo “Peach Bottom Units 2 & 3/ Limorlck Units 1 & 2 Emergency Com- 
munications Plan Implementing Procoduro '* 

BECK.G J Philadelpf>la Electric Co 92/04/30 Document Control Branch (Document 
Control Desk). 2pp 61583 334-01503 300 

-9205050 193 Rev 2 to “Poach Bottom Unile 2 & S/Llmenck Units 1 & 2 Emergoncy 
Communications Plan Implementing Procoduro “ 

* Philadelphia Eloctric Co 02/04/30, 24pp 01583 341-61683 360 


9205210262 Forwards results & conclusions of operational safeguards rosponse evalua- 
tion at plant on 9204 13-1 6. Weaknesses idonllfied End withheld ref 10CF^73.21. 
VARGA.SA. Division of Reactor Projocls • I/ll (Post 870411) 92/05/08 SMITH.DM 
Phlladolphia Eleclnc Co. 3pp 61 76e’1 64-61766" 166 

9205210023 Forwards resident safety insp ropla 60-277/92-09 & 60 278/92-09 on 
020331 0604 Inspectors noted oversight of activities during period continued lo be 
very good 

WENZINQER.E Region 1 (Poet 820201) 92/05/14 SMITH.DM Philadelphia Electric 
Co 3pp. 01723 048-61723:067 

-9205210030 Resident safety Insp repls 60 277/92 09 & 50-270/02-09 on 020331- 
0504 No violations noted.Major areas inspected CR acl I vi lies, ope rational 

safe^, radiation protection, physical a ecurity, surveillance testing & licenseo events 
LYASH,JJ Rogion 1 (Post 820201) 92/05/13 17pp. 61723 051-61723 067 

9205270243 Ravhed EPIPs, Including Rev 79 to Emergency Responso Procedures & 
Rev 6 lo ERP*110, “Emergency Nollticalions ’* W/ 920514 Ur 
BECK.G J, Phlladolphia Eleclric Co. 92/05/14 13pp. 61877.319-61077.330. 

9205210175 Forwards revs lo safeguards security personnel training & qualification 
plan, per 10CFR50 64 Revs wilhheld (ref 10CFR2.790 & 73 21) 

MILLER, D.B Philadelphia Electric Co. 92/05/15 Document Control Branch (Docu- 
ment Control Desk) 2pp 61760.306-61760.306 

0205260039 Forwards emergency preparedness insp repts 60-277/92 03, 60-278/02- 
03.50-352/92-06 & 5O-363/02-(54 on 920106-0408, Implementallon of emergency pre- 
paredness program effective. 

JOYNER.JH Region 1 (Post 820201) 92/06/16 SMITH, D.M Philadelphia Electric 
Co 6pp 01761. 30 1-61 761. 322. 
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-9205260043 Emergency preparedness insp repls 50*277/92'03,50 278/92 03, 50- 
352/02 05 & 50-353/92-04 on 920106 0406 Major areas inspected changes to emer- 

g ency preparedness program, emergency facilities & equipment & instrumentation 
:ONKIN.C Region 1 (Post 020201) 92/05/13 17pp 61751 306 61751 322 

9295260004 Ack receipt of 020424 Itr transmitting Apr 1992 rev to physical security 
plan Rev consistent w/provislons of 10CFR50 54^) & acceptabte for Inclusion in plan 
JOYNER, JH Region 1 (Post 820201) 02/05/19 BECK,G J Phlladetphia Electric Co 
3pp. 017aO'325 617G0 327 

9205280160 Forwards corrections/clanfications to ERDS survey & data point library ref 
Mes.origInally submitted via 92021 9 Itr 

BECK.GJ Philadelphia Electric Co 92/05/21 Document Control Branch (Document 
Control Desk) 30pp 61014 264-61614 293 


p. Operating license stage documents & correspondence 

92050-40247 Fonvards fitness for duty program contacts listed on program performanco 
repls. 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT,J Information A 
Records Management Branch (Post 890627) 4pp 61563 326 61563 320 

9206970001 Clarifies 920131 TS Change Request 08-00 to Licenses DPn*44 a DPR- 
66, changing requirements for starting all four EDG simultaneously once every 20 yrs 
foliowng any mods a reporting all EDG failures to NRC within 30 days 
BECK.G J Philadelphia Electric Co 92/04/20 Document Control Branch (Document 
Control Desk) 6pp 61600 258-61600 266 

-9205070002 Proposed TS 4 6 A 1 2 f re limiting conditions for operation a survoillanco 
requirements for verifying EDG operability 

* Philadelphia Electric Co 02/04/26 4pp 61600 263 61600 266 

9205119092 Suppls 911213 request for approval of chango to QA program 
description 3 , Incorporated in updated FSAR.per NRC 920127 Hr Commitment re bienni- 
al audit of procedural dovolopment program revised Marked-up updated FSAR pages 
end 

BECK,G.J Philadelphia Electric Co 92/05/04 Document Control Branch (Document 
Control Desk), lipp 61650 262-61 630 272 

9205190303 Solicits intorosl in NRC sponsored current licensing workshop on 920623- 
24 in Rockville, MD. Requests specific panel discussion topic recommendations A 
names of members attending a mose pafliclpatlng,by 920516 
MILIER,CL Project Directorate 1-2 92/05/05. BECK,G J Phlladolphla Electric Co 
6pp. 61716 270 61716 274 

9205150991 Forwards summary document discussing 920427 mooting between NRC A 
util re training programs 

BETTENHAUSEN,L Region 1 (Post 820201) 92/05/06 SMITH,DM Phlladolphla 
ElecIrioCo 16pp 61676 209 61676 304 

9205210181 Forwards amends 167 A 171 to licenses DPR 44 a DPn-56, respectively A 
SE Amends change administrative controls section of TS Including addition of new TS 
section 6 5 3 

CLARK, RJ Project Diroclorato 1-2 92/05/07 BECK,QJ Philadelphia Electric Co 
3pp,ei765’262.61755 260 

-9205210167 Amends 167 a 171 to llconsoa DPR-44 a DPR 56.respoctivo)y, changing 
administrative controls section of TS including addition of now TS section 0 6 3 
MILLEaCL Project Dirocloralo 1-2 92/05/07, 10pp 01755.265 01755 202 

-92 052 101 74 Safety evaluation supporting amends 167 a 171 to Ifconsos DPR-44 A 
D PR-56 

* Office of Nuclear Reader Rogufallon, Director (Post 870411) 92/05/07 6pp 
61765'283 61755 288 

9205219007 Forwards Relief Request QVRR 6,Rov 0 from Inservico loaling program re- 
quirements to test listed check valves in reverse direction. Reverse flow closure will b© 
verified a1 refueling by check valve disassembly /Insp 

BEGK,QJ Philadelphia Electric Co 92/05/14 Document Control Branch (Document 
Control Desk) 4pp. 61769,358-61750 361 

920526924S Application for amend to Licenses DPR 44 A DPR 56, consisting of TSs 
Change Request 92-02,re frequency of Inspecting & replacing MSSVs a RVs from 
every refuel outage to 24-monlh taBling Interval. 

6ECK,GJ. Phllaoelphla Electric Co 02/05/16 Document Control Branch (Document 
Control Desk). 0pp 61800*327-61809 337 

-9206299252 Proposed Tech Specs re extension of frequency of Inspecting a replacing 
MSSVs a RVs from every refuel outage to 24-month testing Intorval 

* Philadelphia Electric Co 02/05/10, 3pp. 01800.335 61009 337 


O. Inspection reports, IE Bulfetlns & correspondence 

9205040938 Forwards insp repts 50-277/02 00 a GO 276/02 08 on stated dates A 
notice of violations 

JOYNER, J.H. Region 1 (Post B20201) 92/04/17 SMITH.DM Phifadolphia Electric 
Co, 4pp. 81512*101-61612 113 

-9205949045 Notice of violation from Insp on stated dates Violation noted ODCM speci- 
fied composite water sampler at intake Inoperable during period 910030-920319. 

‘ Region 1 (Post 020201), 92/04/17 Ip 61612.105 61512:105. 

-9295940049 Insp repts 60-277/02 08 a 50-276/92-08 on stated dates Violations 
noted.Major areas Inspected' REMP Including mgl conlrols,audit8.0A/QC of analyticat 
nreasuremenls, meteorological monitoring program a ODCM, 

PELUSO.LA., BORES, R.J. Region 1 (Post 020201). 92/04/16 8pp 61612.100- 
61512.113. 

9205040012 Forwards combined insp repts 60-277/02-10 A 60-278/62-10 on 920406- 
10. No viofatjons noted 

JOYNER, J.H. Region 1 (Post 820201) 92/04/24, SMITH.D.M Philadelphia Electric 
Co 3pp, 61512,072-61612 002 


-9205049916 Insp repts 50 277/92-10 A 50-278/92-10 on 929406-10 No violations 
noted Major areas inspected nonradiological chemistry prog ram .including chemistry 
standards analyses A lab QA/QC 

KOTTAN.JJ. BORES, RJ Region 1 (Post 820201) 92/04/22 0pp 61512 076 
61512 082 

920S010258 Responds to Insp Repls 50 277/91-31 A 50 270/91-31 consisting of Info 
ro status of ulil plans for installing flow Instrumentation that would allow (or more pro 
ciso flow monitoring of emergency sve water sys 

MILLER.D8 Philadelphia ETeclnc Co 92/04/26 Document Control Branch (Docu- 
ment Control Desk) 2pp 61552 204 61552 205 

920 S0 1000 9 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bojling 
Water Reactor 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 

9205010046 NRC Info Notice 92 036, “Intersystom LOCA Outside Containment '' 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York. Inc 9pp 61718 001 61710 009 

9205040265 SuppI 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heal Ro 
moval Pump During Refueling Cavity Draindown " 

ROSSI, C E Division of Operational Events AssosamonI (Post 070411) 92/05/07 
Gonsotidalod Edison Co of New York. Inc 4pp 61716010 61710013 

9205190101 Forwards inlogratod performance assessment leam inse repls 50-277/92- 
00 A 50 278/92 00 on 92^1224-0313 Weakness noted including delicienl CR Inslru 
mentation on ability of operators to respond to operational challenges 
HEHL,CW. Region 1 (Post 820201) 02/05/11 SMITH.DM Philadelphia Electric Co 
3pp 61707 001-61707 955 

->-9205199106 Ihitegraled performanco assossmont learn insp repls 50-277/92-80 A 50 
270/02-80 on 920224-0313 Weaknesses noted Major areas 
assessed operations, radiological controls, maint A surveillance A engineering A (echni- 
cat support 

MEYER.G W Region 1 (Post 820201). 92/05/11 52pp . 61707 004 61707 055 

9205210007 Forwards Relief Request GVRR S.Rev 0 from Inservice testing program ro 
quiromenls to test listed check valves In reverse direction Reverse flew closure will be 
verified at refueling by check valve disassembly/ Insp 

BECK.QJ Philadelphia Etoclric Co 92/05/14 Document Control Branch (Document 
Control Desk) 4pp 61769 368 61759 301 

9205210023 Forwards resident safely insp ropts 50-277/92 09 A 50-278/92 09 on 
920331 -0S04.lnspoctors noted oversight of activities during period continued to be 
very good 

WENZINGER.E Region 1 (Post 820201) 92/05/14 SMITH.DM Philadelphia Electric 
Co 3pp 61723 048 61723 067 

-9 206210030 Rosldont safely insp repls 50-277/92 09 A 50 276/92 09 on 920331- 
0504 No violations noted.Major areas Inspected CR activitio&,oporatlona) 
safety, radiation protection.phystcol socurlly, survoillanco testing A llconsoo events 
LYASH.JJ Region 1 (Posl 820201) 02/05/13 1 7pp 61723 051-61723 007 

9205260039 Forwards emergoncy preparedness (nsp ropts 50 277/92 03, 50-276/92 
03,50-352/02-05 A 60-353/02-04 on 920106 0406 Implomonlalion of emergency pro 
paredness program offoclive 

JOYNER, JH Region 1 (Posl 620201) 92/05/16 SMITH.DM Philadelphia Electric 
Co 5pp 61751 301 61751 322 

-9206260043 Emorgonev preparedness (nsp roots 50 277/92-03,50 276/92-03, 50- 
352/02 05 A 60'363/92 04 on 920106 0406 Major areas inspected changes to emer- 
gency prepared nesB program, emergency facilitlos A equipment A instrumentation 
CONKIN,(5. MCCABE.E Region 1 (Post 020201) 92/05/13 17pp 61751 306* 
61751 322 

9205260245 Application for amend to Licenses DPR-44 A DPR- 66, con si sting of TSs 
Chango Request 92 02,ra frequency of inspecting A replacing MSSVs A RVs from 
every refuel oulano to 24 month teslmg interval 

BECK,GJ Philadelphia Eloclric Co 02/05/10 Document Control Branch (Document 
Control Desk) Opp 61609 327-61800 337 

-'9205260'262 Proposed Tech Specs re extension of frequency of (nspectEng A replacing 
MSSVs A RVs from Qvory refuel outage to 24-monlh testing intorval 
“ Philadelphia Etoctric Co 92/05/10 3pp. 61009 335 61809 337 

9205280156 Responds to NRC 920416 Hr re violations noted in Insp Repls 50 277/92- 
07 A 50-270/92-07 on ©20225-0330 Correclivo actions training program (Of ISI/IST 
will bo revised to includo relationship between TS A sys oporabirity 
MILIER,DB, Philadelphia Eleclflo Co 92/05/22 Document Control Branch (Docu- 
ment Control Desk) 5pp 61004 077-61084.001 


R. Periodic operating reports & related correspondence 

9205260204 "Poach Bottom Atomic Power Slellon.Units 2 A 3 Annual Radiological En- 
viron Operoling Ropl.Ropt 40," for 1091 W/920521 Hr. 

MILLER, DB Phlladolphla Electric Co 91/12/31 lOOpp 01079 130 61879 261 

9205040149 Forwards "Peach Bottom Atomic Power Station, Units 2 A 3 Radiation Dose 
Assessment Ropl,199l," Roloasos consliluted small fracllon of limits listed in 
40CFR100 

MILLER,DB. Philadelphia Electric Co 92/04/30 Documont Control Branch (Dccu- 
manl Control Desk) Ip 61650 019 61650 057. 

-9205040161 "Poach Bottom Atomic Power Station Units 2 A 3 Radiation Dose As- 
seasmoni Ropt,1©9i " 

BALLANTiN^J.W., SCHOLZ.RJ Phifadolphia Electric Co 91/12/31. 38pp. 
61650 020 61550 057 

92051 9D306 Monthly oporaling repts for Apr 1992 for Poach Bottom Atomic Power 
Statlon,UnHs 1 A 2W/920513 Hr 

BARON.M.J., MtLLER.D B Philadelphia Electric Co 02/04/30 14pp 61740 120- 
61740,133. 
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DOCKET 50-260 SURRY POWER STATION, UNIT 1 


Sacifrlty, modlcal, emergency & fire protection plans 

9205180032 Informs that changes to corporate emergency response plan consistent w/ 
10CFR50 <J7(b) planning stds & lOCFRSO.app E requirements & acceplabfo 
CIINE.WE Redon 2 (Post 820201) 92/04/13 ^EWART.WL Virgi/ifa Power (Vir- 
ginia Electric & Power Co) 3pp 61706 340 61706342 

9205010037 Forwards insp repis 50 280/92 06 & 50 281/92-08 on 920330-0403 No 
violations or devrations noted 

COLLINS.OM Region 2 (Post 820201) 92/04/22 STEWART, WL Virginia Power 
{Virginia Electnc & Power Co ) 3pp 61499 073 61499 076 

«fl20 S0 10056 Partially withheld Insp repts 50 260/92 08 A 50-281/92 08 on 920330- 
0403 (ref 10CFR73 21) No violations noted Wa[or areas inspected mot aupporl .security 
program plans & audit, plwsical barriers A cfetection A assessment aids, 

TIILMAN.A, MCGUIRE, DR Region 2 (Post 820201) 92/04/21 Ip 61409 076 
61499 073 

9205120166 Informs that rev 34 to emergency plan consistent w/ 10CFR50 47(b) & ec- 
ceplebte due to correction of deficiencies Idenlrfied in NRG 920113 Mr 
CLINE. WE Region 2 (Post 820201) 02/04/24. STEWART.WL Virginia Power (Vir- 
ginia Electric & Power Co J. 3pp 61630 039-61636 041 

9205040251 Submits info re status of corrective actions 1o address discrepancios asso- 
ciated w/auxlliary bloclt walls, per lOCFRSO.App H App fl repl A fire area boundary 
drawing will be revised by 921215 to replace door w/lire doox. 

STEWART, W L Virginia Power (Virginia Electnc A Power Co ), 62/04729 Document 
Control Branch (Document Control Desk) 2pp 61595347-61595 346 

9205220145 EPiPs SncIudinp,Rev 16 to EPIP-fl 02 & Rev 7 to ePJP-4 0a W/ 920516 Itf 
STEWART.WL Virginia Power (Virginia Electric A Power Co.) 92/05/18 39pp 
61780 264 61780302 


P, Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 

hS^UP.E, Reactor Safeguards Branch 92/04/20. MCKNIGKT,J informalion A 
Records Management Brancb (Post 890027) 4pp 61563326 61563,329. 

9205010211 Informs that 900129 response to generic ItreoiS, "Svc Water Sya Prob- 
lems Affecting Safely-Related Equipment," acceptable 

aiTCKLEY.&C Project Directorate 11-2 92/04/21. STEWART.WL Virginia Power (Vir- 
ginia Efectric & Power Co ) 2pp 61S1&251-6t5t6'252 

9205076161 Forwards SE of plant fntamaf flooding vulnerability Concludes Ifiat turbine 
bldg Internal flooding sequences constitute severe accident vulnerability A actions 
taken A planned ere appropriate & acceptable for short term 
VARQA.S A ProjecI Directorate 1-2. 92/04721 STEWART, W L. Virginia Power (Virgin- 
ia Electric A Power Co) 3pp 61602 261-61602 283 

»9205070t71 Safety assessment accepting action taken re plant severe accident vul 
nerablliffos. 

* Office of Nuclear Reactor nogulation, Director (Post 670411) 92704/21, 18pp 
81602 264 51002 283 

9205120129 Confirms 920424 teloon w/J O'Hanlon & L Reyes granting regional waiver 
of compliance lo Toch Spec 4.17 C 6 to eliminate addi snubber testing of mechnical 
srtubbera Undcxetands that util will submit T6 amend 

WILHOAN,JL Region 2 (Post 820201} 92/04/27 STEWART, W.i. Virginia Power (Vir- 
ginia Electric A Power Co ), 3pp 61624 01 3-61 624.01 B. 

920S040251 Submils Info re status of coxroctive actions lo address discrepancies asso 
dated w/auxilfary block walls, per 10CFR50,App R.App R rept A fire area boundary 

a will be revised by 921216 to replace door w/fire door. 

RT.WL Virginia Power (Virginia Electric A Power Co) 92/04/29 Document 
(Control Branch (Document Control Desk) 2pp, 61595:347 61505:348, 

9206140264 Tdp rept of 911023 visit to plant lo walk down various sya A components 
Including motor-operated valves concerning Internal floodingi scenarios descrlbod In 
util Independent plant exam rept. 

BUCKLEy.BC ProjecI Dlrectoralo 11-2. 02/05/01. Project Directorate IJ-2. 2pp 
61674*270 61674 280. 

9205190336 Requests that licensee provide Info for specific panel discussion topics A 
names of mem Dare who will attend A participate as panel member for 920623 24 cur- 
rent licensing basis worksfiop, 

BERKOW.HW. ProjecI Directorate 11-2 92/05704 STEWART, W.L Virginia Power (Vir- 
ginia Electric A Power Co). 3pp. 61718 165 81718.107 

6265140101 Recuests temporary waiver of compliance to extend 2 h aetlon statement 
of TS 3,12C3 to 50 h to compfele thorough Iroubleshootlna A repair of CRD 
ays, based on 920503 A 05 rod urgent failure alarms which Indicaiad fault In CRD sya, 
STEWART.WL Virginia Power (Virginia Efeclric A Power Co.). 92/05/06 Document 
Conifol Branch (Document Control Desk) 3pp 61 700.307-61 700‘309. 

9205270291 Confirms 920505 lelcon granling lemporary waiver of compliance to repair 
CRD for facility, 

EBNETER,S,D Region 2 (Post 620201) 92705/07. STEWART.W.L Virginia Power 
(Virginia Electnc A Power Co ), 6pp 61763 232-61763.237 

9205190266 Notifies NRC of steam generator tubes that were plugged during 1992 refu- 
eling outage In SG A, two tubes were plugged as precautlonaiy measure. No tubes 
were plugged In SG B 

STEWART, W.L. Virginia Power (Virginia Eloctrfo A Power Co). 92/06/08 Dcwjument 
Control Branch (Ctacumant Control Desk). Ip, 61740 205 61740,205 

9205220243 Forwards SE accepting 920210 A 0317 responses to station blackout 
ruta.flequests commitment to emergency diesel program which contains fiva elements 
of section 1,2 of reg guide 1,5BB, 

BUCKLEY, BC, Profecl Directorate l(.2 02/05/12 STEWART.WL. Virginia Power (Vir- 
glnla Efeclric A Power Co ). 2pp. 61757.343-61767 350 


-9265220246 SER accepting 920210 A 0317 responses to station blackout rule 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/12 6pp 
61757 345-61757 360 

9205260259 Summary of 920330 n^eettng w/util in Rockville, MD re significant licensing 
issues for Sorry Units 1 A 2 A North Anna Units 1 A 2 

aUCKLEY.BC Project Directorate lf-2 92/05/12 Project Dlreclorate 11-2 33pp 
61766 001-61766 033 

920S27O174 Provides response to NRC questions re individual plant exam Nature of 
several of questions indicate that NRC reviewers may not be familiar w/ solution cf 
fault trees A event trees using NUPRA PRA code, supplied by Halliburton NUS 
STEWART.WL Virginia Power (Virginia Electnc A Power Co) 92/05/15 Document 
Control Branch (Document Control Desk) 157pp 61C81 054 61881 211 


Q. Inspection reports, IE Bulletins A correspondence 


0205010037 Forwards insp repis 50-260/92-09 A 50-281 /92 06 on 920330 0403 No 
violations or deviations noted 

COLLINS.DM Remon 2 (Post 020201) 92/04/22 STEWART.WL Virgmia Power 
(Virginia Electric A Power Co) 3pp 61499 073-6 1499 076 

-9205010656 Partially wllhherd insp repla 50-260/92-08 A 50-201/92*00 on 920330- 
0403 (ref 10CFR73 2t),No violations noted Major areas inspected mgt support ,securi1y 
program plans A audit, physical barriers A detection A assessmont aids 
TILLMAN.A. MCGUIRE.DR Region 2 (Post 020201) 92/04/21 Ip 61490 076- 
61499 076 

9265120057 Forwards insp repts 50-260/92 06 & 50-261/92-06 on 920224-26 A 0316- 
19 No violations noted. 

JULtAN.CA Region 2 (Post 820201). 92/04/29 STEWART.WL Virginia Power (Vir- 
ginia Electric A Power Co ) 3pp. 61635 164-61635 106 

-9285120084 Insp repts 60-260/92-06 A 50 201/91 06 on 920224-26 A 03 16- 19 No 
violations noted Major areas Inspected design changes A mods A eng in soring /techni- 
cal support activities 

THOMAS,M. KING.L , JAPE,F Region 2 (Post 020201) 02/04/27 12pp 61035 1B7- 
61635.108. 

9206109094 Discusses insp repts 50-260/92-07 A 50 281/92-07 on 920306 0404 A for- 
wards notice of violation Violation of concern lo agency because procedures did not 
adequately address control of main! acliviloes on sys 

SIMKULE.MV. Redon 2 (Post 820201) 92/04/29 STEWART,W.L Virginia Power 
(Virginia Electric A Power Co ) 3pp 61707 250 61707*271 

-9205190100 Notice of violation from Insp on 920306 0404 Violation noted direct paths 
from containment esimosphere to outside atmosphere existed during refueling 
operatlonSiper listed conditions 

* Region 2 (Post 620201) 92/04/29 2pp 61707 253 61707 254 

-9205190103 Insp repts 50 200/02 07 A 50-201/92 07 on 920306 0404 Violations 
noted Major areas Inspected operations, maint, surveillanc6.rellabls DHR during 
outages ifoss of QHR A quality verification 

BRANCH, M.W, YORK.JW., TiNGEN,SG Region 2 (Post 820201) 92/04/29 1 7pp 
61707*255 01707.271, 

0205040164 Suppis 920210 response to nonconformance noted in Insp Repts 50-280/ 
01 02,60-281/91 02 A 72-0002/91 02 Schedule for rovlow A disposition of documen 
tatlon delfcfencies axteaded from 020501 to Sept 1092 

STEWART.W.L. Virginia Power (Virginia Electric A Power Co) 92/04/30 Documont 
Control Branch (Document Control Desk) 2pp 61650 337-61550 330 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
l/nisolabfe Reactor Cootant Pressure Boundary Piping Inside (^ntainment at Boiling 
Water Reactor." 

ROSSI.OE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Co. or Now York, Inc 6pp 61667 349 61667 354 

920 SOI 0045 NRC Info Notico 92-036, "Intersystem LOCA Outside Containment " 

ROSSI, CE, Division ot Operational Events Assessment (Post 670411) 92/05/07. 
Consolfdalod Edison Co. ofNew York, Inc. 9pp 61718.001-61710 009 

9206040265 SuppI 1 lo NRC Info Notice 92-016, "Loss of Flow from Residuaf Heat Re 
movaf Pump During Refueling Cavity Dralndown " 

ROSSf.CE, Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolldatsd Edison Go of New York, Inc 4pp 61716.010 61718*013. 

9206270147 Discusses In&p repts 60-280/92-09 A 50-261/92-09 on 920323 27 A 0406- 
fO A forwards notice of violation Concern for violation Is duo to weakness in licensee 
performance of required inservice insp oxam. 

JULIAN,CA Region 2 (Post 620201). 92/05/11 STEWART.W.L Vifflinia Power (Vir- 
ginia Electric A Power do,), 4pp, 61763 064 61763’O07. 

-9205270151 Notice of violation from Insp on 920323-27 A 0406-10 Violation 
noted activilles affecting quality not being accomplished pox instructions A procedures 

* Region 2 (Post 820201). 92/05/11. 2pp. 61763 068 61763 069 

-9206270158 Insp repts 50-260/92-09 A 60-261/92-09 on 920323-27 A 0406-1 0. Viola- 
tions noted Major areas lnspected‘ISI program A plan for current outage A overall pro- 
grammatio controls 

CROWLEY.BR, BLAKE.JJ. Region 2 (Post 020201) 92/05/06 18pp. 61763 070- 
81763.087 

0205210131 Forwards supplemental response to NRC 920430 Itr ro nonconformances 
noted in (nsp Rept 72 0002/91 01 Corrective actions Go noral Nuclear Sys, Inc has 
commuted lo perform engineenng review of fracture toughness teat documentation 
STEWART.WL. Virginia Power (Virginia Electric A Power Co), 92/05/15 Document 
Control Branch (Document Control Desk). 23pp. 61776 064-61776.146, 

"9205210135 "Fracture Toughness Testing of Ductile Iron " 

* Fracture Technology Associates. 86/09/30, 30pp 61776*117-61776 146 
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R. Periodic operating reports & related correspondence 

5205040236 ">\nnual Radiological Environ Operating Rept lor 1991 " W/ 920429 Itr 
NOCE.C 0 , ERICKSON.D L . STEWART,W I Virginia Power (Virginia Electric 8 Power 
Co) 91/12/31 lOOpp 61505 001 61595 114 

9205190002 Monthly operating repts for Apr 1992 for Surry Power Station Units 1 & 
2 W/920513 Itr 

NEGRON. M A , STEWART,W L Virginia Power (Virginia Electric & Power Co ) 92/04/ 
30 2app 61731 213 61731 235 


S. Reportable occurrences, LERs & related correspondence 

9205050298 LER 92'005 00 on 9 2040 2,do term I nod that rofuefing containmont integrity 
drd not exist since secondary side of SG B open for sludge lancing Caused by mad- 
equate procedures Bonnot reinstalled on check valve W/920429 Itr 
KANSLER.M R Virginia Power (Virginia Elociric & Power Co ) 92/04/29 7pp 

61601 250 81601 256 

0205220071 LER 92-006 00 on 920424,de1ernimed that three snubbers did not satisfy 
one acceplance criteria of TS 4 17E la Caused by personnel error No Immediate 
action necessary W/920515 Itr 

KANSLER.M.R Virginia Power (Virginia Electric & Power Co) 92/05/15 6pp 

61791 313*61791 317 

9205220096 LER 92-006 00 on 9204l9.flJter exhaust fan 1-VS-F-5Q0 tripped duo lo ex- 
cessive vacuum Caused by auxiliary vontilatiPn exhaust filter sys tram ''B” filters being 
near end of sve life Fan was reslarlod W/920510 Ur 

KANSLER,MR Virginia Power (Virginia Electric & Power Co) 92/05/10 5pp 

61791 310 6f791 322 


Y< Dry Cask Independent Spent Fuel Storage Inetallatlona 

9205040154 Suppis 920210 response to nonconformance noted in Insp Repts 50 280/ 
91-02,50 201^1*02 8 72*0002/91-02 Schedule for review & disposition of documon- 
lalion deficiencies extended from 920501 to Sept 1992 

STEWART, W L Virginia Power (Virginia Elociric & Power Co ) 02/04/30 Document 
Control Branch (Documonl Control Desk) 2pp 61550 337 61550 330 

9205210131 Forwards supplemonlol response lo NRC 020430 Mr ro nonconformances 
noted in fnsp Repl 72*0002/01*01 Corrective actions General Nuefoar Sys, Inc has 
com milted to perform engineering review of fracture toughness tost documentation 
STEWART.W L Virginia Power (Virginia Efeclrlc 8 Power Co) 92/05/15 Document 
Control Branch (Document Control Dosk) 23np 61776 094 61776 146 

9205270163 Withdraws 011224 applicalion for amend to Ucor>so SNM-2B01, adding ex- 
plicit clarification lo obviate uso of any ifpovor impact limiter on NAC S/T-120 spent 
fuel dry storage casks in sve at ISFSI 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 02/05/20 Document 
Control Branch (Document Control Desk) 3pp 61877 307*61877 309 


DOCKET 60-281 SURRY POWER STATION, UNIT 2 


P. Security, medical, omargency 8 fire protection plans 

9205190032 Informs that changes to corporate emorgoncy response plan consistent w/ 
10CFR50 47(b) planning slUs & lOCFRSO.app B renulromonis & acceptable. 
CLINE.WE. Region 2 (Post 020201) 02/04/13 STEWART.W L Virginia Power (Vir- 
ginia Electric & Power Co ) 3pp 61706 340*01706 342. 

9205010037 Forwards Insp repts 60 280/02*00 & 50 281/92 00 on 920330 0403 No 
violations or deviations noted 

COLLINS.DM Region 2 (Post 020201) 92/04/22 STEWART.W L Virginia Power 
(Virginia Electric & Power Co ) app 61409 0/3 61499 076. 

-9205010050 Partially withhold insp repts 60 280/02 00 & 60 281/92*00 on 920330- 
0403 (rel 1 0CFR73 21 ) No violations noted Major areas inspected mat supporl.securily 
program plans & audil, physical barriers & detection & assessment aids 
TiLLMAfCA Region 2 (Post 020201) 02/04/21 Ip 01490 076-61499 076 

9205120160 Informs that rev 34 to emorgoncy plan consistent w/ 10CFR60 47(b) & ac- 
coplflble due to correction of deficionclos (donlifiocf In NRC 920113 Itr 
CLINE.WE Redon 2 (Post 820201), 92/04/24 STEWART.W L Virginia Power (Vir- 
ginia Electric & Power Co) 3pp 61636 039-61Q36'041 

9295040251 Submits info re atatiis of corrective actions to address discrepancies aeso- 
ciatod w/auxlliary block walls, per 10CFR60,App RApp R repl & fire area boundary 
drawing will be revised by 921215 to roplaco door w/firo door 
STEWART,WX Virginia Power (Virginia Electric & Power Co). 92/04/29 Document 
Control Branch (Document Control Dosk) 2pp 61595 347*61695 348, 

9205220146 EPiPs lncludlng.R0V 16 to EPIP-3 02 & Rov 7 to EPIP.4 0B.W/ 020518 Itr 
STEWART.W, L Virginia Power (Virginia Electric & Power Co) 92/05/10 39pp 
61780.204 61700 302 


P, Operating llconse stage documenta & corroaponcfonce 

9295040247 Forwards fitness for duty program contacts fistod on program performance 

K(§UP.E Reactor Safeguards Branch. 92/04/20. MCKNIGHT, J. Information & 
Records Management Branch (Post 890027) 4pp 61663 326*61663 320 

9205010211 Informs that 900129 response to generic Itr 09*13, *'Svc Water Sys Prob* 
ferns Affecting Safety Relalod Equipment/’ acooplable 

CUCKLEY.BC Project Dir ectorate 11*2 92/04/21 STEWART.W L Virginia Powor (Vir- 
ginia Electric & Power Co ) 2pp 61516.251*01516 252. 

9205070161 Forwards SE of plant Internal flooding vulnerability Concludes that turbine 
bfdg internal flooding sequences constitute severe accident vutnerabllily & actions 
lahon 8 planned are appropriate & accopteble for short term. 

VARGA, S A Project Directorate 1*2. 92/04/21 STEWART.W L Virginia Power (Virgin- 
ia Electric 8 Power Co ), 3pp 61 602 261 -61 602.203. 


-9205070171 Salety assessment accepting action taken re plant severe ac-cidonl vul- 
nerabilities 

* Office of Nuclear Raaclor Regulation, Diroclor (Post 870411) 92/04/21 19pp 
61602 264 61602 283 


920504 02S1 Submits mfo re status of corrective actions to address discrepancies asso- 
ciated w/auxiliary block walls, per lOCFRSO.App RApp R repl 8 fire area boundary 
drawing will be revised by 921215 to replace door w/fire door 
STEWART.W L Virginia Power (Virginia Electric 8 Power Co ) 92/04/29 Document 
Control Branch (Document Control Desk) 2pp 61595 347-61595 348 

9206140264 Trip repl of 911023 visit to plant to walk down various sys & components 
including motor-operated valves concerning internal flooding scenarios described in 
util Independent plant exam rapt 

BUCKLEY.B C Proiecl Directorate II 2 92/05/01 Project Diroclorale II 2 2pp 
61674 279-61674 280 

0205190336 Requosls that licensee provide info for spocilic panel discussion topics & 
names of members who wjII attend & participate aa panel member for 920623-24 cur- 
rent licensing basis workshop 

BERKOW.HN Project Directorato M 2 92/05/04 STEWART.W L Virginia Power (Vir- 
ginia Electric & Power Co ) 3pp 61710185 61718 107 

9205220243 Forwards SE accepting 920210 & 0317 responses to station blackout 
rule Requests commitment lo emergency diesel program which contains five elements 
of section 1 2 of reg guide 1 555 

BUCKLE Y.BC Project Directorate 11 2 92/05/12 STEWART.W L Virginia Power (Vir- 
ginia Electric & Power Co ) 2pp 61757 343 61757 350 

-9206220240 SER acceding 920210 & 0317 responses to station blackout rule 
* Office of Nuclear Header Regulalion, Diroctor (Post 870411) 92/05/12 6pp 
61757 345 61757 350 


9205260259 Summary of 920330 meeting w/ulil In Rockville, MD ro significant llconsing 
issues for Surry Units 1 & 2 8 North Anna Units 1 & 2 

BUCKLEY.B C Project Directorate II 2 92/05/12 Project Directorate 11-2 33pp 
61766 001 6176 6 033 

9205270174 Provides response to NRC questions ro individual plant exam Nature of 
several of questions indicalo that NRC reviewers may not bo familiar w/solulion of 
fault trees & event trees using NUPRA PRA code, supplied by Halliburton NUS 
STEWART.W L Virginia Power (Virginia Electric & Power (jo) 92/05/15 Document 
Control Branch (Document Control Dask) 157pp 61081 054 61831 211 


Q Inspection reports, tE Bulletins & correspondence 


9205010037 Forwards Insp repts 60 280/92 08 & 50-201/02 08 on 920330 0403 No 
violations or deviations noted 

COLLINS.DM Remon 2 (Post 820201) 92/04/22 STEWART.W L Virginia Power 
(Virginia Electric & Powor Co ) 3pp 61499 073 61400 076 

-9205010050 Parlially withhold Insp repts 50-280/92-08 & 50 281/92 00 on 020330- 
0403 (ref 10CFR73 21) No violations noted Major areas inspected met support.sacunty 
progrom plans 8 audit, physical barriers 8 deteclion assessment aids 
TILLMAN,A. MCGUIRE.D R Region 2 (Post 020201) 92/04/21 Ip. 01499 076 
61400.076 


9206120057 Forwards insp repts 50 280/92-06 & 60-201/92*06 on 920224-28 & 0316 
19 No violations noted 

JULIAN, C A Region 2 (Post 820201) 02/04/29 STEWART.W L Virginia Power (Vlr- 
glnia Eleclric & Power Co). 3pp 61635 184 61635 196. 

-9205120064 Insp repts 50-280/02 96 & 50-281/91-00 on 920224 26 8 0316 19 No 
violations noted Major areas inspected design changes & mods & engineering/ tec hni 
cal support activities 

THOMAS.M. KING.L . JAPE.F Region 2 (Post 820201) 92/04/27 12pp 61635187- 
61635 108 

9205190D94 Discusses Insp ropts 60-280/02*07 8 50*261/92*07 on 920308 0404 & for 
wards notice of vIolatlon.Vfolation of concern to agoncy because procedures did not 
adequately address control of maint aclivillos on ays 

SINKULE.M.V. Region 2 (Post 020201) 92/04/29 STEWART.W L Virginia Power 
(Virginia Eleclric & Power Co ) 3pp. 61707 250 61707,271 

-9205190103 fnsp repts 60-200/92-07 8 50 281/02 07 on 020306 0404 Violations 
noted Major areas inspoclod operations, maint. eurvelllanco.rellablB DHR during 
outages, leas of DMR & quality verification 

8RANCH.M.W.. YORK.JW., TINQEN.S.G. Region 2 (Post 020201) 92/04/29. 17pp 
01707 265 61707 271 

9205040154 Suppis 920210 response to nonconformance noted In Insp Repts 50-280/ 
01-02,60*281/01-02 8 72-0002/91 02 Schedule for review & disposition of documon* 
tatfon doficlencios extended from 020501 to Sept 1092 

STEWART.W L Virginia Power (Virginia Electric & Power Co ) 02/04/30. Document 
Control Branch (Documonl Control Desk) 2pp 61550 337 81550 338 

9205010009 NRC Info Nolico 02-035, "Higher Than Predicted Erosion/ Corrosion in 
UnlsolDble Reactor Coolant Prassuro Boundary Piping Inside Containment at Bolling 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 6 1667>340 61667*354 

9205010045 NRC Info Nolico 92 036, "Intorsyatem LOCA Outside Conlainmonl " 
ROSSI.CE Division of Operational Events Aasessmanl (Post 870411) 92/05/07 
Consolidated Edison Co. of New York, Inc 9pp 61 7 18*001 61718 009 

9205040265 SuppI 1 lo NRC Info Notice 92 01 G, “Losb of Flow from Residual Heat Re- 
moval Pump uuring Refueling CavUy Draindown *’ 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
ConsoMdaled Edison Co. or New York, Inc 4pp. 61718.010 61710 013. 
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9205270 U7 Discusses insp repts 50 250/02 09 & SO 281/92 09 on 920323-27 & 0406- 
10 & forwards nolce of violstj on Concern (or violalion is due lo weakness in licensee 
performance of required inservice insp exam 

JULIAN.CA Region a (Posl 920201) 92/05/11 STEWART, WL Virginia Power (Vir* 
gmia Eleclric & Power Co ), 4pp 61763 064-61763 087 

-9205270158 Insp repts 60-280/92-09 & 50 281/92-09 on 920323-27 A 0406-10 Viola- 
tions noted Major areas inspected tSI program & pFan for current outage & overall pro- 
era rnma tic controls 

CROWLEY.br, BLAKE.JJ Region 2 (Post 820201). 92/05/06 Ifipp 61763070 
61763 097 

9205210131 Forwards supplomanlal response to NRG 920430 Hr re nor^conformances 
noted in Insp Rept 72-0002/91-01 Correctrve actio ns General Nuclear Sys,lnc has 
committed to perform er^ineorfng review of fracture toughness test documentation 
STEWART, W L Virginia Power (Virginia Electric & Power Co) 92/05/15 Document 
Control Branch (Documant Control Desk) 23pp 61776 094 61776 148 


n. Periodic operating reports & related correspondence 

9205040236 "Annual Radiological Enwrort Operairng Rept for 1991 ** W/ 920429 Itr 
NOCE.CD , ERICKSON, D L, STEWART.VV,L Virginia Power ^Virginia Electric & Power 
Co). 91/12/31 lOOpp 61595001-61595114. 

9205190002 Monthly operating repts for Apr 1992 for Surry Power Station Units 1 & 
2W/920513 ftr. 

NEGRON, M A , STEWART.W L Virginia Power (Virginia EJaclnc & Power Co) 92/04/ 
30 23pp 61731*213 61731:235. 


S. Reportable occurrences, LERa A related correspondence 

9205140186 LEfl 92 005-00 on 920410, one train of intake canal level sensing channel 1 
discovered out of tnp position after isolation screenwell Cause not determined No cor- 
recUve act tons necessary W/ 920506 Hr 

KANSLEH.MR Virginia Power (Virginia Electric & Power Co), ©2/05/06. 5pp 
61716093-61718 097 


P Operating license stage documents A correspondence 


9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Inlormalion A 
Records Managemonl Branch (Post 890827) 4pp 61563 326-61663 329 

9205120306 Forwards 911223 plant SBO/Eloctrical Safeguards Upgrade Design Ropls 
LONG.WO Project Directorate III-1 02/04/20 PARKER,! M Northern States Power 
Co 3pp 61664 291-61664 350 

-^92051 203 10 Safety evaluation of station blackout /electrical safeguards upgrado 
project for plants 

* Project Olreclorate III-1 92/04/28 2pp 61664 294-61664 295 

-9205120314 Safety evaluation for blackout/oloclncal safeguards upgrade project for 
plants 

* Office of Nuclear Reactor Regulation, Director (Posl 870411) 02/04/28 65pp 
51664 206 61664 350 

9205070260 Notification of 920528 meoling w/utli in Rockvillo.MD to submit topical rept 
to NRC by Jut 1992 describing change in methodology used to evaluate stoad/ stato 
fuel performance at plant 

LONG.WO Project Directorate 1 1 1-1 92/04/30 MARSH, L B Project Directorate IIM 
3pp 61607100 61607*102 

9205050316 Revises 920129 response to Generic Lir 91-11, "Resolution of Gonoric 
Issues 48, 'LCOs for Glass IE Vital Instrument Buses' & 49, 'Intorlocks & LCOs for 
Class IE Tie Breakers "* 

PARKER,! M Northern Stales Power Co 92/05/01 Document Control Bran.ch (Ooc- 
umenl Control Desk) 5pp 61584,357 61594 361 

9205200039 Requests that licensee provide Info for specific panel discussion topics & 
names of members of staff who will attend & participato as panel members for 
920823-24 currant licensing basis workshop. 

MARSH,L B Project Directorate It 1-1 92/05/06 PARKER,! M Northern States Powor 
Go 3pp 61732 350 01732 352. 


Y. Dry Cask Independent Spent Fuel Storage installations 

9205040154 Suppfs 920210 response to nonconformance noted in Insp Repts 60-280/ 
91-02,50 261/91-02 A 72 0002/91‘0i Sch>^ule for review & disposition of documen- 
tal ton deficiencies extended from 920501 to Sept 1992 

STEWART, WL Virginia Power (Virginia Electric A Powor Co) 92/04/30 Document 
Control Branch (Document Conlrol Desk) 2pp, 61550 337-61550338 

9205210131 Forwards supplemental response to NRC 920430 Hr re nonconformances 
noted in Insp Rept 72 0002/91-01 Corrective actions General Nuclear Sy8,1nc has 
committed to perform engineering review of fracture toughness test documentation 
STEWART.WL Virginfa Power (Virginia Electric & Power Co). 92/05/16 Document 
Conlrol Branch (Document Conlrol Desk) 23pp 61778 094 61776*146 

9205270183 Withdraws 911224 application for amend to License SNM-2501, adding ex- 
plicit clarificatron to obviate use of any tipover impact limiter on NAC S/T-128 spent 
fuel dry storage casks In sve at ISFSI 

STEWART.W-L Virginia Pewor (Virginfa Electric A Power Co) 92/05/20 Document 
Conlrol Branch (Document Control Desk) 3pp 61877 307-61 B7 7.309 


9205140105 Requests lomporary roliof from requlromonls for codo repair of degradod 
cooling water sys pipe, based on flaws In ays identifiod via ultrasonic InspaFurlhor 
Insps performed per Generic Llr 90 05 revealed add! flaws 

PAhKER.TM Northern Stales Power Co 92/05/07 Documenl Conlrol Branch (Doc 
umenl Conlrol Desk). 8pp. 61720 001-61720 010. 

9205180164 Forwards application for amends to Licenses DPR 42 A DPR-60, roquosl- 
ing relocation of containment penolralion list from Section 4 4 of TS.per Generic Llr 
91-08, "Removal of Component Lists From Tech Specs " 

PARKER,! M Northern Slates Power Co 92/05/07 Document Conlrol Branch (Doc- 
ument Control Desk). 2pp 61716.307-61716 337. 

-9205180190 Application for amends to Licenses DPR-42 A DPR 60, requesting rofoca 
Hon TS containment ponetration list procoduroa.por Generic Llr 91-00, ''Removal of 
Componon! Lists From Tech Specs " 

PARKER, TM Northern States Power Co 92/05/07 12pp 61716 309 61716 337 

-9205100102 Proposed lech specs re conlalnmenl ponetrallon Hat romoval A miscella- 
neous changes 

♦ Northern States Power Co 92/05/07 17pp 61716 321-61716’337 


DOCKET 60-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 
F. Security, madHcal, emergency A fire protection piano 

9205050024 Forwards safety fnsp repts 60 282/92-04 A 50-306/92 04 on 920218- 
04l3.No violations noted 

SHAFER,W.D. Region 3 (Posl 820201) 92/04/24. ELfASON.LR Northern States 
Power Co 3pp. 6 1 539 023 6 1 539 039 

-9205050032 Insp repla 50 282/02-04 A 50-306/92 04 on 920218 0413 No violallons 
noted Major areas Inspected operational safety, including onsite followup of 
eve nlB,mafnt. surveillance, engineering /technical support, security A LERs 
JORGENSEN, BL. Region 3 (Post 820201) 92/04/24 14pp. 61639 026 61539 039 

access aulhonzatton program implemenled per Reg Guide 

5 86 A 1 0CFR73 56 

PARKER,! M Northern Slates Power Co 92/04/27. Document Control Branch (Doc- 
ument Control Desk) 2pp 61548.336 61548 337. 

EPIPs, Including Rev 69 lo labls of contents, Rev 16 10 F3 5.Rev 
6 lo F3 S t,Rev 1 lo EOF EPIPs table of contents A Rev 1 to F8-5 W/ 

920420 Itr 

FEY,F.L Northern Stales Power Co. 92/04/28 93pp 6T602.001-61602 094. 

d20St1M2O Discusses commllmeni fn NRC SER re firs prolectton program that requires 
use of fire retardant intumascent coating on all polyurethane foam piping Insulation In 


safety-related equipmenLComblnallon of mails superior. 

PAflKER.T M Northern States Power Co. 92/05/04. Document Control Branch (Doc- 
umenl Control Desk). Ip 61647.32© 61647.32© ' 

9205130071 Forwards Rev 26 to security plan.addmg commitmanta to Reg Guide 5 66 
100^73 2lf. corporate security respcnsIWIitles Rev withheld (ref 

PARKER,T.M Northern Stales Power Co. 92/05/06 Document Control Branch (Doc- 
ument Conlirof Desk) Ip, 616e2.-240-61682‘240. 


I. Financial Fnformatlon 

920S1903M Informs that financial fnfo submitted for 1992 In 020427 llr satisfies require- 
menls of section 14021 of 10CFR140 that each Itoansee maintain approved guar an 

operating reactor over 100 Mw(e). 

Sft “^hnlcal Support Branch (Posl 670411), 92/05/ 

06. BRUSVEN.AD. Northern States Power Co 2pp, 61716:125 61716:126. 


©205260171 Forwards Amends 98 & 91 to Liesnaoa DPR-42 A DPR 60, respoclivoly A 
SE Amends revise TS Section 4 13 per generic Itr 90 00, "Allernalivo Roqufironnonta 
for Snubber Visual Insp Intervals providing allernalo Insp scliodule 
MASCIANTONIO.A. Project Directorate IIM 92/05/00. PARKER.! M Northern Siotea 
Power Co 2pp 61797 290 61797*316 

-9205200174 Amends 90 A 91 to Licensos DPR 42 A DPR 60, respec lively, rovlsing TS 
SoGtlon 4 13 In response to generic Itr 90 09, "Allernalivo Roquiremonis tor Snubber 
Visual Insp Intervals A Coireclive providing alternate insp scliodulo 
MARSH.LB Project Oirectorato 111-1. 92/05/00 20pp 61797 293-61707 312 

-9205200179 Safety ©valuation supporting amends 08 A 91 to licenses DPR-42 A DPR- 
60, respectively Amends revises TSs re snubber visual Insps 
• Office of Nuclear Reactor Regulalion, Director (Posl 870411) 02/05/00. 4 pd 
61797 313 81797 316. 

9205270227 Forwards Rev 3 to '‘Prairie Island Nuclear Generating Plant ASME Codo 
^ Testing Program, Second 10- Yr Insp lntorvol,e31216- 
931216 Rev consists of revised relief request A changes to testing program 
PARKERJ M Northern States Powor Co. 92/05/12 Documonl Conlrol Branch (Doc- 
umant Conlrol Desk). 5pp. 61630 001-61830 087 

-9205270220 Rev 3 to "Praine Island Nuclear Generating Plant ASME Code Section XI 
Insarvlce Insp A Testing Program Second 10-Yr Insp Interval, 8312 16 931218 " 
DAHLMAN.L. Northern Stales Powor Co 92/05/11 IIOpp 61030 000-61630 087 


Q. tospectlon reports, IE Bulletins & correspondence 


60 202/02-04 A 50-306/92-04 on 020210 

0413 No violations noted 

SHAFER.W.D. Regipn 3 (Post 820201) 92/04/24 ELIASON,L.R Northern Stales 
Power Co 3pp. 61639 023-81 539 039 


-9205050032 Insp repts 60-282/92-04 A 60 306/92-04 on 920218-0413 No violations 
notad.Majof areas Inspacled .operational safely. Including onsite folfowup of 
eooineorfng/lachnlcal support, security A LERs 
JORQENSEN,BL Region 3 (Post 820201) 92/04/24 14pp 61 53© *028-6 1539 039 


92O0O1O(W9 NRC Info Nollce 92-035, "Higher Than Predicted Erosion/ Corrosion in 
1*^.0 Coolant Pressure Boundary Piping Inside Conlalnmenl at Boilinn 

Water Reactor 


ROSSl.GE, Division of 
Consolldaled Edison Co 


Operallonal Events Assessment (Post 870411), 92/05/06 
of New York, Inc. 6pp 61667*349 61667 354 
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9205010045 NRC Info Nolice 92 036, “ Intersystem LOCA Outside Containment " 

ROSSI, CE Division o( Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61710 001 61 71 B 009 

9205040265 SuppI 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heat Ro 
moval Pump During Refueling Cavity Draindown " 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co of Now York. Inc 4pp 61710 010-61710 013 

9205140105 Requests temporary relief from requirements for code repair of degraded 
cooling water sys pipe, based on flaws in sys identified via ullrasonic Insps Further 
insps performed per Generic Llr 90 05 revealed addi flows 

PARKER,! M Norlhern Slates Power Co 92/05/07 Document Control Branch (Doc- 
ument Control Desk) 8pp 61720 001-61720 010 

9205280171 Forwards Amends 98 & 91 to Licenses DPn‘42 & DPR 60, respectively & 
SE Amends revise TS Section 4 13 per generic tlr 90-09, *'Allornative Roqulremonts 
for Snubber Visual Insp Intervals providing alternate msp schedule 
WASCIANTONIO.A. Project Directorate lll-l 92/05/08 PARKER.TM Northern Stales 
Power Co 2pp 61797 290 61797 315 

-9205260174 Amends 98 & 91 to Licenses DPR-42 & DPR-6O,resp0Clively. revising TS 
Section 4,13 in response to generic fir 90 09, "Alternative Roqulrements for SnuDber 
Visual Insp Intervals & Corrective ," providing allernate insp schedule 
MARSH, LB Project Directorate 1 11-1 92/05/00 20pp 617O7-293.01797 312 

-9205200179 Safety evaluation supporling amends 00 & 91 to licenses DPR 42 & DPR- 
60, res pec lively .Am ends revises TSs ro snubber visual insps 
* Office of Nucfear Reactor Regulation, Director (Post 870411) 92/05/08 4pp 
61797‘313-61797 315 

9206278227 Forwards Rev 3 to "Pfairio Island Nuclear Gonoralmg Plant ASME Code 
Socflon XI insorvico Insp & Testing Program, Second 10-Yr Insp lntGrvo1,831216- 
931216 " Rev consists of revised relief request & changes to testing program 
PARKER, T.M. Northern States Power Co 92/05/12 Document Control Branch (Doc- 
ument Control Doak) 6pp 61830 001-61030 007 

-920S270228 Rev 3 to "Prairie Island Nuclear Generating Plant ASME Code Section XI 
Inservice Insp & Testing Program Second 10-Yr Insp lnterval,831216 931216" 
OAHLMAN,L Northern States Power Co 92/05/11 IIOpp 61830 006 61030007 


R, Periodic operating reports & related correspondonco 


9205120103 Monthly operating ropts for April 1992 for Prairie Island pfanl8,W/920506 
Hr 

DUGSTAD.O , PARKER.! M Northern States Power Co 92/04/30. Opp 61665*221- 
61665 229, 


9, Reportable occurrences, LERa & related correepondence 


9205018103 LER 92 006 00 on 920326, design basis roconslilutlon effort Idonllliod con- 
dition outside 10CFR60,App R roquiremonls Caused by potential circuit failure mode 
not recogni2ed during dovolopmcnt Procodure revised W/020427 lir 
HUNSTAD,A A , PARKER, T.M Northorn Statos Power Co. 02/04/27. 7pp 61509*036- 
61669 344 

9205010193 LER 92*006 00 on G20326,dosi[|n deficiency identified that could result In 
Pass of pressurizor level in (ndicaling range in ovanl of catastrophic fire In CR Dolellod 
analysis will be performed W/92D427 Itr. 

HUNSTAD.A, PARKER.TM Northern Staloa Power Co 02/04/27 6pp 61 670:31 5* 
81670 320. 

9206120180 PNO-lll 92 O23.on 020501, licensee doloctod otevalod levels of H-3 in 
onslio well Caused by low amount of leakage LIconsoo Is evaluating repair or roplace- 
ment of rotoese line piping & installing long dischargo lino to avoid pono area 
SNELL.W,. PEDERSON.C Region 3 (Post 620201) 92/06/04 Ip 61636,053 
61636 053 

9205260116 Forwards EGG*HFRU-10228, "Trip RoptOnalto Analysis of Human Factors 
of Event at Prairie Island 2 on 920220 (Loss of Shutdown Cooling) " 
nOSENTHALJ E Reactor Operations Analysis Branch. 92/05/12 NOVAK, T M Divi- 
sion of Safely Programs (Post 870413) 5pp 61 /05'263 61785 300 

-9265260118 "Trip Ropl.Onsito Analysis of Human Factors of Event at Prairie Island 2 
on 920220 (Loss of Shutdown Cooling)." 

STEINKE.W., HILLS , MEYER.O Idaho National Engineering Laboratory. EGG HFRU 
10228. 02/04/30, OfficQ for Analysis & Evaluation of Operationat Data, Director 32pp 
61785^260 61705 300 


V. Operator Examlnatlona 


9205220081 Discusses arrangements for evaluation of requalification program & 11 
censed personnel at facility 

WRIGHT, QC. Region 3 (Post 020201). 92/05/10 ELIASON,LR Northern Slates 
Power Co. 10pp. 61735*100 61736;107 


Y. Dry Cask Independent Spent Fuel Storage Inatallatione 


920SO6O2B9 Discusses changes In design of ISFSI concrete storage pads. Reva to 
ISFSj SAR.1ncorporalin9 changes to pad design & results of revised alruclural 
analysis, end. Info will bo corporatod Into ISFSI SAR as part of future rev 
PARKER, T.M. Northern States Power Co 92/05/01 Document CJonlrol Branch (Doc- 
ument Control Desk). I Opp. 616B5 265 61685,294. 


DOCKET 60-283 T8URUGA NUCLEAR POWER PLANT 


P Operating license atage documents & correspondence 

9205280196 Nolificalton of cancelled 920528 meeting w/ulil in Rockville, MD to discuss 
topical rept describing change in methodology usee to evaluate steady-slate fuel per- 
formance at plant 

LONG,WO Project Directorate III- 1 92/04/30 MARSH.L B Project Direclorate II 1-1 
2pp 61794 320 61794 323 

-920S280207 Notification of cancelled 920619 mooting w/util in Rockville, MD ro dry 
cask stored & license renewal 

LONG. WO Project DiroclorolG III 1 92/05/19 MARSH.L B Project Directorate I! 1-1 
2pp 61794 321 61794 323 


DOCKET 50-285 FORT CALHOUN STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 

9205070094 Revised EPIPs, including rev 15 to EOP OO.rev 13 to EOP-20 & TBD EOP 
20 & rev 7 1o AOP-22 W/920501 Itr 

GATES.WG Omaha Public Power District 92/05/01 37pp 61621 166 61621 t91 

92 OS 1900 80 Revised EPIPsJnctuding Rev t to EPIP-RR-18A, "Operations Liaison Ac 
tions" & Rev 10 to EPIP-RR 29. "EOF Admini sire live Logistics Manager Actions" Su 
peraede Form for EPIP-Rn-70 & EPIP RR 84 also included W/920507 Hr 
GATES.WG Omaha Public Power District 92/05/07 23pp 61741 001-61741 023 

9205210151 Rev 8 to RERP-Soclion 0, "Radiological Emergency Training " W/920515 

llr 

QATES.W G Omaha Public Power District 92/05/15 7pp 61760 334 61760 340 


H. General correapondonce 


9205080034 Comment on petition for rulemaking, "Elimination of Roquiremonls Margif>al 
to Safety " 

GATES.WG Omaha Public Power District 02/05/01 CHILK.SJ Office of the Socre 
tary of the Commission 3pp 61591.025 61591 026 


P. Operating license stage documents & correspondence 

9206040247 Forwards fitness for duty program conlacis listed on program performance 
rents 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Managemonl Branch (Post 890827) 4pp 61563 326 61563 320 

0205060210 Documents changes In submittal dates for TS changes proposed In ulil 
901210 6 920226 llrs SubmiUals addressing Generic llrs 00 06 & 89 01 delayed until 
020601. 

QATES.W Q Omaha Public Power District 92/05/01 Document Control Branch (Doc- 
ument Conlrol Desk) Ip 61605 301 61605 301 

9205180358 Forwards SE granting licensee 901 OOB & 910404 1ST program relief 
requests Requosls copy of methodology & recent tost results 
LARKINS.JT Project Olractorale 1V-1 02/05/05 GATES.WG Omaha Public Power 
Distnet 5pp 61716 205 61716 235 

-9205180361 Safety evaluation granting (icensoo 901000 & 010404 1ST program relief 
roquosts 

• Offico of Nuclear Reactor Rogulalion, Director (Post 870411) 92/05/05 25pp 
61716 210 61716 235 

9205190305 Solicits interest In NRC sponsored current liconaing workshop on 920823 
24 In Rockvitlo.MD.Requoats specific panel discussion topic recommondations & 
names of members attending & those participating by 920518 
LARKINS, JT. Projocl Directorate IV-1 02/05/05. GATES.WG Omaha Public Power 
District 4pp 01732 357-61732*360 

9206210166 Forwards correction to amend 145 to license DPR 40 Amend changes TS 
to Implomont genoric Itr 90 09 requirements, deltos TS 314 & corrects typo m TS 
bases 3 14. 

WIQQINTON.D.L Project Directorate IV-1. 02/05/07 GATES.WG Omaha Public 
Power District Opp 81 705 00 1 -61 765 004 

-9205220241 Errata to amend 146 to license DPR 40,changing TS to implement gener- 
ic Itr 90-09 roquiremonls for snubber visual insp intervals & correclive actions 
WIGGINTON.DL Projocl Directorate IV-1 . 92/05/07 Ip 61785.004 61765 004. 

9205260001 Summary of 020423 meoling w/util in Rockville, MD to discuss remaining 
unresolved issues for NRC approval of allernalo seismic criteria methodology 
WIQQINTON.D.L Project Directorate IV-1 92/05/11. Project Directorate IV-1 5pp, 
61810 030 61010034 

9205180260 Forwards signed agreement to use of CONTAIN Code govt software 
GATES.WG Omaha Public Power Dislrict 02/05/14 Document Control Branch (Doc 
umonl Controt Desk) 1p 61710349 61718351. 

-9206180264 Approves of access within restrictions that afmly from usual condilions re- 
stricting further dislnbulion of CONTAIN code as listed Copy of llr may bo used lor 
signature & returned to NRC, 

ELTAWILA.F. Accident Evaluation Branch 92/01/31, HACKEROTT.A, Omaha Public 
Power Dislrict 2pp, 61718 350-61718351. 

9205220216 Forwards "Evafiiation of Baseline Specimens Reactor Vessel Malls Irradia 
lion Surveillance Program" & proprietary rept entitled, "Recommended Program for Ir- 
radiation Surveillance of.. Reactor Vessel Malls " Proprietary rept withheld 
GATES.WG Omaha Public Power Dlstrlcl 92/05/14, Document Centro) Branch (Ooc 
ument Control Desk). 6pp 81687 126 61807 299 

-9205220216 "Evaluation of Baseline Specimens Reactor Vessel Matts Irradiation Sur- 
voilfance Program,'* 

COGNIZANT, A.R,. K02I0L,J J , STEWART, J.R Combusbon Engineering, Inc TR 0 
MCD 001. 77/03/22 WOpp 61887.132-61807,299 
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9205210034 Advises that detailed fluence analysis for fracture toughness requirements 
for protection against PTS events completed & schedule developed for implementa- 
tion of further improvements in flux reduction program 

GATES.W G Omaha Public Power District 92/05/15 Document Control Branch (Doc- 
ument Control Desk) 4pp 61777 153 61777 166 

9205260057 Forwards *'Core Operating Limit Bept " 

GATES.WG Omaha Public Power District 92/05/15 Document Control Branch (Doc- 
ument Control Desk) Ip 61786 336-61786349 

-9205260062 "Core Operating Limit PepJ " 

* Omaha Public Power District 92/04/25 Hpp 61786336 61786 349 

9205270279 Advises lhat all actions associated w/Generic Llr 88-17 
completed Shutdown cooling low flow alarm instrumentation installed during 1992 re- 
fuehng outage 

GATES.WG Omaha Public Power District 92/05/21 Document Control Branch (Doc- 
ument Control Desk) 2pp 61877 296 61677 297 


Q. Indpection reports, IE Bulletins & correspondence 

9205010009 NRC Info Notice 92 035, ''Higher Than Predicted Erosion/ Corrosion In 
UmsofabJe Reactor Coolant Pressure Boundary Piping Inside ContainmenI at Boiling 
Waler Reactor " 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co or New York, Inc 6pp 61667 349-61667 354, 

9205010045 NRC Info Notice 92-036, ''fntersystem LOCA Outside Containment " 
ROSSf.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Ca of New York, Inc 9pp 61718 001-61718 009 

9205040265 SuppP t to NRC Info Notice 92 016, "Loss of Flow from Residual Heal Re- 
moval Pomp Dunng Refueling Cavity Dralndown " 

ROSSLGE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 81718 010 61718.013 

9205220091 Dscusses insp rept 50 285/92-09 on 920315 0425 & forwards notice of 
violation Violation is of concern due to indication of lack of control over testing activi- 
ties dunng refueling outage 

BEACKAB Region 4 (Post 820201) 92/05/15 GATES.WG Omaha Public Power 
Disinct 3pp 61735 274 61735 296 

“9205220092 Notice of violation from insp on 920315 0425 Violation noted‘activity pre- 
scribed by documented procedure not appropriate to circumstances 

• Region 4 (Post 820201) 92/05/15 Ip 61735 277-61735 277 

“9205220095 Insp rept 50-285/92 09 on 9203 15-04 25. Violations noted Major areas 
inspected LER followup.onsite followup of events, operational safety 

vedEc all on, mam t, surveillance & refueling activities 

HARREU»PH Region 4 (Post 820201) 92/05/13 2tpp 61735 270 61735 298 

9205260006 Responds to NRC 920417 Itr re violations noted In Insp Rept 50 285/92-07 
on 920323 27 Corrective actions radiation protection departmental meetings conduct- 
ed to discuss procedural violations re personnel contamination 
GATES, W.G Omaha Public Power Oistnct 92/06/18 Document Conlrol Branch (Doc- 
ument Control Desk) 9pp 61780 307*61780 315 

9205270030 Discusses Insp rept 50 285/92-10 on 920427-0501 & forwards notice of 
violation Violation Is of concern because of failure lo maintain procedures to ensure 
that TS surveillance requirements met 

BEACH, A B Regfon 4 (Rost 820201) 92/05/22 GATES.WG Omaha Public Power 
District 3pp 61762 090 61762103 

“9205270040 Notaco of violation from insp on 920427 0501 Violation noted'licensee 
failed (0 maintain procedures for containment sump narrow range water level Instru- 
ments 

• Region 4 (Post 820201) 92/05/22 Ip 61762092-61762092 

“9205270041 Insp repl 50-285/92-10 on 920427-0501 Violations noted Major areas 
inspected prevKDusly Identified items 

WESTERWAN.TF Region 4 (Post 820201) 92/05/19 lOpp 61762 093-61762 103 


9205220175 LER 92 016 00 on 9204 17,d is cove rd that as-built hydraulic analysis of CS 
sys unavailable & that pumps would not have adequate 

Kon phase Caused by analytical daficienctes USAR to be , 

LIN()QUIST.S, GATES.WG Omaha Public Power District 92/05/18 4pp 61814 064 
61814 067 

9205270034 LER 92 017-00 on 9203 14. switch gear revealed indications of cracks on ad 
dilional lexan cam followers Caused by mechanical stress cracking of cam 
followers Switches have been replaced W/920520 Itr ^ 

GESCHWENDEfl.J . GATES.WG Omaha Public Power District 92/05/20 5pp 

onO nc i ^-4 OOD 


V. Operator Examinations 


9205260198 Notification of contract execution, task order 149, "Reactor Operator LI 
censfng Initial Exams, Ft Calhoun NPP" to "Technical Assislanco to Support Licensing 

Activities " Contractor Sonalysts.Inc ^ . 

HUGHES, A Confract Administration Branch 2 (Post 900603) FIN L-1 209-2 92/05/ 
21 SCHWINK.WJ Office of Nuclear Reactor Regulation, Director (Post 070411) 
PULSIPHER.K NRC - No Detailed Affiliation Given Ip 81765 270 61705 274 


-9205260213 Ltr contract NRC-03-89 OSI.dofinilizing task order 149. "RO Licensing Ini- 
tial Exams,FI Calhoun NPP " to ‘Technical Assistance lo Support Licensing Aclivl- 


MATTIA,MJ Contract Adminiatralion Branch 2 (Post 900603) FIN L-1 260 2 02/05/ 
05 PETERSON, LR Sonalyals, Inc 4pp 61765 271 -61 765 274 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9205260037 Forwards insp safely insp rept 50-286/92-06 on 920216- 0411 No viola- 
tions noted Concerns re quality of recent Investigations conducted by operating expe- 
nence review group observed 

COWGILL.CJ Region 1 (Post 820201) 92/05/14 RUSSELL.J E Power Authority of 
the Stale of Now York (Now York Power Authority) 3pp 61751-082 61751.297 

“9205280040 Safely Insp rept 60-266/92 06 on 920216-0411 No violations noted Major 
areas Inspectedplant operations, radiolog leal controls.mainl.security.omorgQncy 

preparedness, engineering & technical support & safety assessmont/quollty verifier 
lion 

HAVERKAMP.D.R. Region 1 (Post 820201) 92/05/07 100pp 61751 08561751 207 

9206220182 Advises that 920330 Rev 12 to physical security plan consistont w/provi 
sions of 10CFR60 S4(p) & acceptable for Inclusion in plan 

JOYNER.JH Region 1 (Post 820201) 02/05/15. BEEDLE.R Power Aulhority of tho 
Stale of New Yoik (New York Power Authority) 3pp 61778.313-61778.316 


H, General correspondence 

9205110062 Comment supporting NRC program to eliminate requiromente marginal lo 
safety 

BEEDLE.R E. Power Authority of the State of Now York (New York Power Authority) 
92/05/04 Division of Freedom of Information & Publications Servicoa (Post 800205) 
83pp 61609 088 61609 171 


I. Financial Information 


9205190244 "Power Authority of Stale of New York Annual Financial Rept, 1091" W/ 
920513 ltr 

BEEDLE,R E , FLYNN, R M. Power Authority of the State of Now York (Now York 
Power Authority) 01/12/31 54pp 61763.012-61763 070 


R. Periodic operating reports & related correspondence 

9205150170 Monthly operating repl for Apr 1992 for Fort Calhoun Station, Unit 1 W/ 
920514 ltr 

CAVANAUQH.G R., GATES.WG Omaha Public Power District 92/04/30 9pp 
61711 299-61711*307 


S. Reportable occurrences, LERs & related correspondence 

9205120307 LER 92-013 00 on 9 20408, actuation of engineered safety feature (ESF) 
components occurred Caused by spade wire lugs loosening & loss of 
connection Mainl procedure requirements for terminating wires revised W/920508 Hr. 
LINDOUIST.S A , GATES, W G Omaha Public Power Dislnct 92/05/08 5pp 
61702.276-61702-280 ^ 

9205160301 Special rept re excessive grease voids found fn dome helical wall ten- 
dons of containment tendon prestressing sys AddI actions are planned for 1996 
surveif lance Greaso void measurements end 

GATES, W.G. Omaha Public Power District 92/05/11. Document Control Branch (Doc- 
ument Control Desk) 5pp. 61717 274-61 71 7-278 

9205190046 LER 02 015 00 on 920412,480 volt bus feeder breaker tripped, resulting in 
loss of power to shutdown cooling fiow confrol valve controller.Caused by failure lo 
have policy lo address event Policy developed W/92051 2 ltr, 

VOSS, K A., GATES.WG Omaha Public Power Distnet 92/05/12 6pp 61766 104- 


9205220170 LER 92-010 00 on 92041 6, discovered lhat 6 beakers on 125 volt dc buses 
did not properly coordinate w/battery output fuses Caused by unavaifabllity of design 
basis Info & lack of adequate controls Fuses replaced W/020516 ltr 
ROSLONIEC.D ) , GATtS,WQ Omaiia Public Power Dlatricl 92/05/18, 4pp. 
61014 060-61614:063 


P, Operating license stage documenta & correspondence 


9205040247 Forwards fitness for duly program contacts listed on program porformonco 
repts 

KOUP.E Reactor Safeguards Branch. 92/04/20 MCKNIGHT, J. information & 
Records Management Branch (Post 890827) 4pp. 61563 326-61503 329. 


9205150226 Requests recommendations for specific panel discussion topics & names 
of staff attending & participating fn workshop on subj of current licensing basis 
CAPRA,R A. Project Directorate M 92/05/04. BEEDLE.R E. Power /Culhorily of tho 
Slate of New York (New York Power Authority) 4pp 61702 332 61 702 335 


9205200286 Forwards exemption from 10CFR50,46(a)(1)(l),10CFR50 44(a) & app k to 
lOCFflSO re use of 2IRLO clad fuel at facility 

CAPRA, R A. Project Directorate 1-1. 92/05/08 BEEDLE.R E Power Authority of Iho 
Stale of New York (New York Power Authority). 4pp, 61755 188-61755 199 


“9205200294 Exempllons from 10CFR50 46(a)(1)(i).10CFR60.44(Q) & app K to 
10CFR60 re use of 2inLO clad fuel at facility 

VARGA.S,A Division of Reactor Projects ■ f/ll (Post 070411) 92/06/06 Power Au- 
montg^oMha Slate of New York (New York Power Authority) 8pp 61765-190- 


9205160095 Forwards response to request (or additional Info concerning proposed 
change to operating license expiration date 

BEEDLE.R.E, Power Authority of the State of New York (New York Power Aulhority) 
92/05/13 Document Control Branch (Document Control Desk) 3np 61727,355 


920B21016S Forwards amend 116 lo license DPR-64 & safety evaluation Amend re- 
vises TS section 6 0 lo reflect mgt reorganization at site 

CONICELU,NF Prolecl Directorate 1-1 02/05/14 BEEDLE.R E Power Authority o I 
(he State of New York (New York Power Authority), 4pp 61756 223-61766-262. 
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-9205210179 Amend 1 16 lo license DPR 64, revising TS Seclion 6 0 1o reflecl <ngt reor 
ganhzalion al site 

CAPRA, n A Project Directorate 1*1 92/05/14 33pp 61756 226 61756 268 

-9205210184 Safety evaluation supporting amend 116 to license DPR 64 

• Office of Nuclear Roaclor Regulation, Director (Post 870411) 92/05/11 3pp 
61756 259 61756 262 

92O52S0243 Forwards amend 117 to license DPR 64 & safety evaluation Amend re- 
vjses TSs Section 5 3 (Reactor) & Section 6 9 (Reporting Requirements) lo address 
use of ZIRLO.as well as Zircaloy-4,fuGl rod cladding 

CONICELLA.N F Project Direclorato 1-1 92/65/15 BEEDLE.R E Power Authority of 
the Slate of Now York (New York Power Authority) 3pp 61799 203 61799 222 

-9205299240 Amend 117 lo license DPR 64, revising TSs Section 5 3 (Reactor) A Sec- 
tion 6 9 (Reporting Requirements) to address uso of ZIRLO.ns well as Zircaloy 4,fuol 
rod cladding 

CAPRA,RA ProjGCt Directorale I 1 92/05/15 lipp 61790 206 61799 216 

-9205290263 Safely ovafiiation supporting amend 1 1 7 to license DPR 64 
^ Office of Nuclear Reactor Regulation, Diroctor (Post 670411) 92/05/15 5pp 
01799 217 61799 222 

9205260266 Forwards application for amend to I iconso DPR 64 .changing description of 
roaefor fuel assomhiios lr> TS 5 3 A 1 to albw subslilution of stainless steel filler rod in 
pfaeP of fuel rod in assembly W5i 

BEEDLE.R E Power Aulhonly of the Slate of Now York (Now York Power Authority) 
92/05/19 Document Control Branch (Documenl Control Desk) 2pp 61622 271- 
61S22 201 

-9206010245 Application for amend to license DPR 64, changing description ot reactor 
fuel assomblles in TS S3 A 1 to allow substitution ol stainless slool filler rod in placo 
of fuel rod In assembly W5 1 

BEEOLE.R E Power Authority of the State of Now York (New York Power Aulhordy) 
92/05/19 Ip 61822 273 61822 273 

-9205260267 Proposed TSs rolalod to roconslilutod fuol assembly 

• Power Authority of the Stale of New York (Now York Power Aolhoiiiy) 92/05/19 
8pp 61822 274 61022 281 

92OS20O14O Forwards application for amend lo Llconso DPR 64, revising TS lo change 
doscnplion of roactor fuol asaomblies contained in Spec 53 A 1 to alfow substitulion 
of slpialess stool fillor rod In fuol assambhos for Cycles 0 & 10 
BEEOLE.RE Power Authority of the Stalo of Now York (Now York Power Authority) 
92/05/22 Document Control Branch (Documonl Control Desk) 2pp 61084 OS2* 
61884 072 

-9205260141 Appilealion for amend lo Liconso DPR G4,rGvismg TS to change dose rip* 
tion of roactor fuol assomblles contained In Spec 5 3 A 1 lo allow subslllufion of stain- 
less stool filler rod In fuol assomblles W51 & W06 for Cycles 9 6 10 
BEEDLB.RE Power Aulhorily of the Stalo of Now York (Now York Power Authnnly) 
92/05/22 Ip 61804 064 61004 064 

-9205260143 Proposed TS 5 3 re reconstilutod fuol assomblios 

• Power Aulhorily of Iha Stale of Now York (Now York Powor Aulhonly) 92/05/22 
8pp 61004 065 61004 072 


Q. Inapetillen roporU, IE Bulletins & corroaponcfenco 

9205910009 NRC Info Nolico 92 035, '‘Higher Than Prodtclod Erosion/ Corrosion in 
Unisolablo Roactor Coolant Pro'isuro Boundary Piping Inside Contolnmonl a I Boiling 
Water Roactor " 

ROSSl.CE Division of Oporational Events Assossmont (Post 070411) 02/06/06 
Con soil dated Edison Co of Now York, Inc 6pp 01867 349 61667 354 

9285010045 NRC Info Notico 92 036, "fntorsyslofn lOCA Oulsido Conlalnmonl " 

ROSSI, C.E Division of Operational Evonla Assossmoni (F^osl 670411) 92/05/07 
Consolldotod Edison Co of Now York, Inc 9pp 61710 001 61718 009 

9205040265 Suppl 1 to NRC Info Nolico 92-016, “Loss of Ffow from Residual Moat Re 
moval Pump During Refueling Cavity Draindown " 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718010 61710013 

9205269837 Forwards Insp safely insp rept 50 266/02 06 on 020216 0411 No viola- 
ions noted. Concern 9 ro quality of rocorit Invostigatlons conducted by operating oxpo- 
flonco review group observed 

COWGILLCJ Region 1 (Post 020201) 02/05/14 RUSSELUE Power Authority of 
tho SiBlo of Now York (Now York Powor Authority) 3pp 61751 082 61751 297, 

-9205260040 Safety insp rept 50 286/92-06 on 020216 0411 No violations noted Major 
aroas Inspoctod plant operations, radiological controls, moint.socunly.omorgoncy 

prep are dnoss,englnoe ring & technical support & safely nsBossment/quality vorifica- 
Lion 

HAVEnKAMP,DR Region 1 (Post 020201) 02/06/07 lOOpp 61751 086 6175 1 207 

0205266116 EN 92 039 on 9205? 1, notico of proposed Imposition of civil penalty (n 
amount of $225,000 Issued to llconseo Action basod on failure to promptly liienlify & 
correct deficiency ro potential for overloading safety-rolalod 480 volt buses 
TROSKOSKI.W, UEBEnMAN,J Ofe of Enforcomont (Post 870413) 92/05/18 Ip 
61686 125 61088 125, 

9205270069 Forwards Insp rept 60 206/92-13 on 020504 07 No violations 
noted Strengths noted in programs reviewed 

JOYNER, JM Region 1 (Post 020201) 92/05/20 RUSSELL, JG Power Authority Of 
Pie State of New York (Now York Powor Authority) 3pp 61762 237 61762 240 

-0206270076 Insp ropt 50 286/92 13 on 020504 07 No violations noted Major araas 
InspoctodstatuB of provieusty Idontified items, tours of radiological controls areas ^ 
obsorvalion of ongoing work activltlos 

SHEB0INI,S, PASCIAK,W. Region 1 (Post 020201) 92/05/14 Opp, 61762 240- 
61762 246 

9205200626 Discusses insp ropta 50-206/02-02,92*03 & 92 10 between 920105 & 0330 
& forwards notice of violation d proposed imposition of civil penalties in amouni of 
$225,000 

MARTfN,T.T Region 1 (Post 620201) 92/05/21 DEEDLE.R Powor Authority of tho 
State of Now Yom (Now York Powor Authority) Dpp 61772 193 61772 205 


-9205260036 Notice of violation & proposed imposition of Civil penalty in amount of 
$225,000 00 Noncompliance noted fditure to promptly identify & correct condition ad- 
verse to quality ro potential overloading of safoty-rolated 480 volt buses 
‘ Region 1 fPosI 820201) 92/05/21 5pp 61/72201 61772 205 


R Periodic oporaling rep-ortn & related corroapondonce 

9205050002 ‘1991 Radiological Environ Operating Rept Indian Poinl Nuclear Power 
Planls ' W/920424 Hr 

RUSSELL, J E , BRAM.S B Power Authority of the Slate of Now York (Now York 
Power Aulhonly) RUSSELL J E Consolidated Edison Co of Now York, Inc 91/12/31 
MARTIN,! T Region 1 (Posl 620201) 81pp 61 5C5 175 61585 284 

9205060105 Monthly operating rept for Mar 1992 for Indian Point Unit 3 W/920430 Hr 
KELLY.L , RUSSELL J E Power Authority of the Slate of Now York (Now York Power 
Authority) 92/01/31 5pp 61619 317 61619 321 

9205110138 "Annual Environ Protection Plan Rept for 1991 CY Per App B to Facility 
OLs. Indian Point LJnils 1,2 & 3 

BRAM,SB Consolidated Edison Co of Now York. Inc 92/04/30 Document Control 
Branch (Documonl Control Oosk) 6pp 61650 31861650 323 

9205120105 Monthly operating ropl for April 1992 for Indian Point 3 nuclear power 
plant W/92 0504 Hr 

KELLY,L , RUSSELL, J E Powor Aulhonly of tho Stalo of New York (Now York Power 
Aulhority) 92/04/30 5pp 61G65 216 61655 220 


S. Reportable occurrences, LERs & related correspondence 

9265200266 Speclt^l replon 92041G.low temp overpressure protection sys acluatod 
during conlroJIed evolution w/RCS pressure & temp wilhln 10CFR50,App G 
entonaCausorf by porsonnol error Procedure revised lo prioritize operator action 
steps 

RUSS ELL, J E Power Authority of the Stalo of Now York (Now York Power Authority) 
92/05/18 Documonl Control Branch (Documonl Conlrof Ooi>k) 3pp 61754 326 
61754 320 

0205210276 LER 02 005 00 on •Q20420,iabulation of total lenkano from oxlornal post 
accfdont sys oxceodod TS limit ol 2 gallons per hour Caused oy inboard mechantcal 
seal on satoly Injioction pump 31 Seal vrill bo repaired W/920520 Itr 
SORRELL.W H , RUSSELL, J E Power Authority of tho Stalo of Now York (Now York 
Power Aulhorily) 92/05/20 4pp GI791 255 61791 258 

9205270143 Special rept on 920504,aouth side lower uloclricol lunrol deloction sys* 6 
lakon out ol sve for mod to roposilion (feleclion sys run of conduit Dotec lion sys do 
dared oporablo on 920520 after mod comploloii & sys rofostod 
RUSSELL, J E Powor Authority of the Stale ot Now York (Now Yoik Power Authority) 
92/05/21 MARTIN, TT Region 1 (Post 020201) 2pp 61676 237 61076 238 
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P Security, medfeaf, omergoncy & fire protection plans 

9205050039 Informs lhat revs 91 04 & 91 05 to omergoncy plan consistent w/provi 
slons of 10CFH50 47(b) &. lOCFRBO.app E & acccplablo 

CLINE, WE Renl on 2 (Post 020201) 92/04/02 NAMPTON.JW Duke Powor Co 3pp 
61539 078 61539 080 

0205050105 Forwards SALP ropta 50-2G9/92 Ol .50 270/92-01 & 50 287/92 01 an 
QOOO0 1-92020 1 Overall porformanco accoptabifl 

EQNETER.SO Region 2 (Post 620201) 92/04/08 NAMPTON.JW Duke Power Co 
4pp 61540 149 61540102 

-0206050171 SALP repts 50 269/02 Ol .50 270/02 0> & 50 207/92 01 for 000001- 
920201 Overall porformanco acceptable 

EBNETER.SD Region 2 (PosI 820201) 92/04/06 2 9pp 61540 153 61540 102 

9205140300 Forwnrrls public version of revised Crisis Mgl Implomeniing 
Procedures, including Rov 45 to CMIP l.Rev 27 lo CMIP-13 & ndificalion of deletion 
of CMIP-D Procedure CMIP 0 roserved for future uso W/020504 release momo 
rUGKEn.HD Division of Freedom of Inlonnalion & Publtcaiions Services (Post 
890205) 02/04/07 Document Control Branch (Documonl Control Desk) 3pp 
61703 ?7fl-G 1703 332 

-02051 B0103 Putilic version of revised Crists Mgt Implementing Procedures 
(CMIP), Including Rov 45 lo CMIP-1 ,Hqv 27 to CMIP-13 & r^otificalion of dolotion of 
CMIP fl Procoefuro CMIP 8 roservod (or future uso 
‘ Duke Powor Co 02/04/0/ 52pp 61703 280 01703 332 

9205140276 Forwards public version of revised EPiRs.Including Vol A, Rev 92 01, reflect- 
ing correction to Hr of inalriictions, Vol P.Rov 92 04 & Vol C,Rev 02 03 W/9205O4 re* 
loasD memo 

HAMPTONiJW Duke Power Co 92/04/15 Dociimont Control Branch (Documonl 
Conlrol Desk) 6pp 51699 194 61690 292 

-9205160336 Public vorslon of revised EPIPs, including Rov 92 01 lo Vol A.correcling 
920310 Itr of insi ructions, Rov 92 04 to Vol B.Chomistry Sections 5 1 & 52 & Rev 02- 
03 lo Vol C, ProcorfuresRP/O/B/ 1000/03 8 . RP/0/8/ 1000/04 
MCDOWGL.DL, JENNINGS.C, DAVIS ,J M Duko Powor Co 92/03/17 70pp 
61699 107-01699 292 

9205120184 Advises lhat Rova 01 6 & 92 1 to emergency plan consislenl w/provislor^s 
of 10CFn5O47<b) & acceptable 

CLINE.WE Rogion 2 (Post 820201) 92/04/10. NAMPTON.JW Duko Power Co 3pp 
61636 036 61836 030 

02051B0202 Forwards public version of Rov 92 05 Ig Vol C for procedure HP/O/1009/ 
16 & Rov 92 04 10 Vol C for procedures RP/O/D/ 1000/09 & RP/O/B/ 1 000/10 W/ 
020504 roloaso memo 

NAMPTON.JW Duko Powor Co 92/04/21 Documonl Conlrol Branch (Documonl 
Control Desk) 4pp 61683 007-61683 084 
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-9205 ISO 2 09 Public version of Rev 92-04 la Vol C ol proceduros RP/O/B/ 1000/09 & 
RP/O/B/ 1000/10 re site assembly/ & emergoncy ovacuation of station 
personnel, respeclively 

* DuVo Power Co 92/04/20 6pp 61683 010 61603 071 

—9205150214 Public version o( 92-05 to Vol B of procedure HP/0/0/ 1009/ 16 re emor- 
gency decontammation of personnel & vehiclos onsite & from offsite remote assembly 
area 

'Otke Power Co 92/04/20 lipp 61683 072 61663 004 

92050401B3 Forwards Rev 34 to physical security plan Rev withheld 
HAMPTON, J.W Duke Power Co 92/04/27 Document Con fro) Branch (Document 
Control Desk) 2pp 61573 342-61673 343 

9205050233 Certifies that access authorization program, meeting requirements of 
10CFR73 56jmplem0nt0d by util Program meets or exceeds all elements of Reg 
Guide 5 66 Physical secunty plan, revised to retloci program change 
TUCKER, H B Duke Power Co 92/04/27 Document Control Branch (Document Con 
IroIDesk) ip 61585356 61585 356 

920513023S Forwards public version of rovlsod Crisis Wgt Implementing Procedures 
(CMiP),mcluding Hsv 46 to CMIP-1,Rev 39 to CMIPA.Rev 45 to CMIP 5.Rev 40 to 
CMIP-6.ROV 40 to CMiP-7. ftav 42 to CMIP-9 & Rev 3 to CMIP-15 
TUCKER, H B Duke Power Co 92/04/30 Document Control Branch (Document Con 
Irol Desk) 2pp. 6 1 672 001 -6 1 672 290 

-9205130243 Public version of revised Crists Mgt fmp fomenting Procedures 
(CMIP), incfu ding Rev 46 to CMIP 1,Rev 39 to CMIP4,Hov 45 to CMIP 5, Rev 4Q to 
CMIP 6.RGV 48 to CMIP-7,Rev 42 to CMIP-9 & Rov 3 to CMIP-15 

* Duke Power Co 92/04/30 250pp 61672 003 61672 290 

9205180343 Forwards amends 194,194 & 191 to licenses OPR*38,DPR-47 & DPR- 
55,respeclivaty & safety evaluation Amends revise license condition 3 E, "Fire Protec- 
tion'' by relocating fire protection requirements to Chapter 16 of FSAR 
WIENS, L A Project Directorate 11-3 92/05/07 HAMPTON, JW Duke Power Co 4pp 
61712283 61712 306 

-9205180357 Amends 194,194 & 191 to liconsos DPR-3e,DPR 47 & DPR-55, 
respectively, revismg TS 3 17 & 4 19 by relocating firo protection requirements to chap- 
ter 16 of FSAR, per gonenc tirs 86-10 & 88 12 

MATTHEWS.DB Projecl Directorate lf-3. 92/05/07 15pp 61712 287 61712 301 

-9205180362 Safety evaluation supporting amends 104,194 S 191 to licenses OPR 
3B.DPR 47 & DPR-55,fespectiveIy 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/07 6pp 
61712 302-61712 300 

9205260048 Informs that rev 34 to physical security plan consistent w/ provisions of 
10CFR50 54(p) & acceptable Commitments fn chnpler 13 re screening records shouid 
be aligned w/reg guide 5 66 

COLlTnS.DM Region 2 (P-osl 820201) 92/05/12 HAMPTON JW Duka Power Co 
app 61751 333 61751 -335 


P, Operating Jlcense stage documents & correspondence 

9205040247 Forwards fitness for duly program contacts listed on program performance 
repis 

K0UP,E Ro-aclor Safeguards Branch 92/04/20 MCKN!QHT,J Information & 
Rflcords Managome hi Branch (Post 890827) 4pp 61563 326-61563 320 

9205040198 Simpls 920131 response to Goneric Ltr 91-11, "Resolution of Gonoric 
Issue 48, 'LCOs for Class IE Vital Instrumentation Buses' & Gonoric Issuo 40, "Inter- 
locks & LCDs for Class IE Tie Breakers,'" 

HAMPTONjJW Duke Power Co 92/04/23 Documonl Control Branch (Document 
Control Des)t) Ip 61549 351-61549 351. 

9205070117 Documonls closure of duplicato TACs M76430,M76439 & M7044O for 
faclhly.por goneric Ur 89 19, "Safoty Implications of Control Sys " 

WIENS.LA Project Directorate II 3 92/04/23 MATTHEWS.DB Pfo|ecl Dfrectorato 
II 3 2pp 61603 307-61603 308 

9205120228 Informs lha1 revs 41 & 42 lo crisis ingt plan consialont w/ 10CFR60 47(b) 
planning aids & lOCFRSO.app E requirements & nccoptabto 
CLINE.WE Region 2 (Post 820201) 92/04/23 TUCKER,HE Duke Power Co 5pp 
61636334 61636 338 

9205220017 Discusses 020312 briefing w/ropresQnlaliv 09 of Slate of SC, Pickens & 
Oconee Ccunlies &. util re state outreach program, consisting of overviowof NRC Inci- 
dent response program. List of attendees & outline ol topics discussed end W/o onci 
CLINE, W.E Region 2 (Post 820201) 92/04/23 HAMPTON, J W, Duke Power Co 3pp 
61735 081-61735 083 

920S080159 Revises response to NRC safely evaluation ro util rosponsos to station 
blackout rule transmiltad via 020310 Hr Requests addi lime to submit revised re- 
sponse lo assemblo info re evaluate atternatives 

HAMPTOiN,JW Duke Power Co 92/04/30 Document Control Branch (Document 
Control Desk) Ip 61647 216 61647 216 

9205209327 Forwards amends 193,103 & 100 to ficonsos DPR-38,DPR47 & DPR- 
65 ,rG spec lively & SE Amends revise administrative controls section to roflegt rooroanl- 
zatlon of util 

WIENS,LA Project Directorate fl 2 92/05/01 HA MPTON.J W. Duke Power Co 4pp 
61726 010-61726 036 

-■9205200331 Amends 193,193 & 190 to ficensoa DPfl-38,DPR-47 & DPR-65, 
roapoctlvafy, revising administrative controls seclion to reflect reorganization of util 
MAHHEWaOB Pro jecl Direclorate 11-3 92/05/01 21pp 61725,014 6172 6 033. 

-9206200334 Safety evaluation supporting amends 193,193 & 100 lo licenses DPR- 
30, DPR -4 7 & DPR 55, res pec lively 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 92/05/01 3pp 
61725,034 01725 038 

9205220237 Solicits Interosl In NRC sponsored current licensing basis workshop on 
920623-24 in RockvIlfe.MD Requests specific pane) discussion topic recommendations 
& list of attendees 8^ participants by 92051 8 

MAnHEWS,DB. Project Directorate 11-3 02/05/05 HAMPTON, JW Duke Power Co, 
4pp 61757.335 61767 330 


9205180121 Informs that all actions associated w/response to GL 90 03 re relaxation of 
staff position in GL 83 28, Item 2 2 Part 2 concerning vendor interface for safety-relat- 
ed components comp!ete,per 900914 & 010430 Mrs 

TUCKER,H0 Duke Power Co 92/05/06 Document Control Branch (Document Con- 
trol Desk) Ip 61724 305 61724 305 

9206180016 Confirms completion of listed actions, per NRC 910215 
request Confirmation of completion of testing upgrade noted as Step 2 in 901101 re 
sponsa to GL 69-04 will be sent after completion in Aug 1992 Rev ID to tST Program 
Manual end, 

HAMPTON.JW Duke Power Co 92/05/07 Document Control Branch (Document 
Control Desk) 3pp 61730124-61730 282 

-9205180017 Rev 18 to "Inservice Testing Program Manual ” 

* Duke Power Co 91/11/30 100pp 61730 127-61730 282 

9205180343 Forwards amends 194.104 & 191 to licenses DPn-38,DPR-47 & DPR- 
55.respeclively & safely evaluation Amends revise license condition 3 E, "Fire Protec- 
tion" by relocating fire protection requirements to Chapter 1 6 of FSAR 
WIENS.L A Prelect Directorate 11-3 02/05/07 HAMPTON, J W Duke Power Co 4pp 
61712 203-61712 306 

-9205180357 Amends 194,194 & 101 to licenses DPR-38,DPR 47 & DPR-65, 
fospectively.revising TS 3 17 & 4 19 by relocating lire protection requiromonts to chap 
ter 16 of FSAR, per generic Itrs 86-10 & 88-12, 

MATTHEWS.DB Prolec I Directorate H 3 92/05/07 15pp 61712.207-61712 301 

-9205180362 Safely evaluation supporting amends 104,194 & 191 to licenses DPR 
38.DPn-47 & DPR 55, respectively 

* Office of Nuclear Reactor Rogulalion, Director (Post 070411) 92/05/07 5pp 
61712 302-61712 306 

9206140294 Requests FR publication of notice of issuance of amends 105, 195 & 191 
to licenses DPR-aB,OPR-47 & DPR-55 .respectively Amends revises TS by adding lim 
iting conditions for operation.surveillance requirements & bases for facility 
WIENS.LA Project DIredoralo lf-3 92/05/11 NRC - No Detailed Affiliation Given 
3pp 61682 276 61682 278. 

9205260264 Foiwards amends 195.195 & 191 to licenses DPR-3Q.DPR-47 & DPR- 
55 Amends revise TS to add Limiting Conditions for Operatlon,survoillance require 
ments & bases & manpower requirements far operation of Standby Shutdown facility 
WIENS.LA Project Directorate 11-3 92/06/11 HAMPTON.JW Duke Power Co 3pp 
61766034 61766 060 

-920526026B Amends 105,196 & 191 to licenses DPR-30,DPn-47 & DPR 55. 
respectivoty, revising TS to add Limiting Conditions for Oporatlon.survolllanco require- 
ments & basos & manpower rcqulremonls for operation of Standby Shutdown facility 
MATTHEWS.DB Project Directorate 11-3 92/05/11 22pp 61766 037-81766 069 

-9206260271 Safety evaluation supporting amends 195,195 & 101 to licenses DPR 
30,DPR-47 & DPR-55, respectively 

* Office of Nuclear Reactor Rogulotion, Director (Post 870411) 92/05/11 7pp 
61766 060 61766 066 

9205270225 Informs that on 920000-10 team consisting of NRC staff member & two 
NRC consultants will visit plant silo Purpose of visit to collect Info in support of resolu 
tion of generic issue 143, ^'Ava liability of Chilled Water Sys & Room " 

WiENSXA Project DirectoralQ 11-3 92/05/12 HAMPTON.JW Duke Power Co 4pp 
01705 301 61765 304 

92062201 IB Forwards Request for ReJiof 92-09 from roquiremonts of Section XI of 
ASME Boiler & Pressure Vessel Code duo to impraclicality of pressure testing borated 
wator storage tank piping to HPI pumps 

HAMPTON.JW Duke Power Co 92/05/13 Document Control Branch (Document 
Control Desk) Opp 61770 360-61770 357 

9205280157 Application for amends to Licenses DPR-30,DPR-47 & DPR-55, changing 
TS to extend inoperability of comploto.singlo string or singlo component of 1 25 voU 
dc,230 kV switching station power sys from 24 h to 7 days por battery 
HAMPTON.JW Duke Powor Co. 02/05/20 Documonl Control Branch (Document 
Conirol Do8k).3pp 61814 254-8161 4'263 

-0206280158 Proposed TS 3 7.2 (g) re Inoperability ol 230 kV switchyard ballories. 

* Duke Powor Co 92/05/20 7pp 61814 257-61614,263 

9206270255 Nolificalion Of 920604 mooting w/ulll In Rockville, MD to discuss S0O re- 
sponse & electrical sys update • units 1,2 & 3 Agenda end 

WIENS.LA Project Directorato 11-3 92/05/21 MATTHEWS.D B. Project Directorate 
113 6pp 01773 300 61773,305 


Q. Inepeotlon reports, IE Bulletins & correspondence 

9205050064 Ack receipt of 920312 ltr Informing NRC of steps token lo correct violations 
noted In Insp repis 50-269/01-34, 50 270/91-34 & 50 267/91-34 
IIERDT.AR Region 2 (Post 020201), 92/03/26 HAMPTON.JW, Duke Powor Co 
2pp 61540132-61640,133. 

9205050105 Forwards SALP repis 60-209/02-01,50.270/92-01 & 50-287/92 01 on 
900891-920201 Overall performance acceptable 

EBNETER.S.D Rogion 2 (Post 620201) 02/04/06 HAMPTON.J W Duke Power Co. 
4pp 61640 14S 61 640 182 

-9205060171 SALP repts 50 260/92 01,50 270/92-01 & 60 267/92 01 for 900901- 
020201 Overall performance accopteblo, 

EBNETER.SD Rogion 2 (Post 820201) 92/04/06 20pp. 61640.163 61640 102 

9205190104 Ach receipt of 920325 ltr ro licensee actions taken to facilitate inap site 
access issues 

CLINE, W E Region 2 (Post 820201) 92/04/07. HAMPTON.J W Duke Power Co 3pp. 
61707 056 61707.058 

9205050052 Ack receipt of 020325 response to notice of violation in Insp repis 60-269/ 
92 03.60-270/92-03 a 60-287/92-03. 

HERDT,AR Region 2 (Post 820201). 92/04/08, HAMPTON.JW Duke Power Co 
2pp 61639.094-61539.095. 
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9205050142 Ack fecQipt of 920317 !tr loforminq NRC of stops taken to correct violations 
flOtecJ in insp repts 50 269/92*02. 50*270/92.02 & 50*207/92 02 
CLINE, WE Region 2 (Post B20201) 92/04/09 HAMPTON ,J W Ouko Power Co 2pp 
61540 029 61540 030 

920S010222 Discusses licenseo response to NRC Bulletin 00*11, “Prossunzor Surge 
Line Thermal Stratification," for plant Issue re stress index under generic review & no 
plant specific Issues identified 

WiEN^LA Project Directorate 113 92/04/17 HAMPTON.JW Duke Power Co 3pp 
61516 247-61516 250 

9205040201 Forwards Request for Relief 92 07 from requiremenls of Section XI of 
ASME Boiler & Pressure Vessel Code for four hydrostatic tests started after second 
period tests were complete for approval by end of third insp period on 940220 
HAMPTON,JW Duke Power Co 92/04/21 Document Control Branch (Document 
Conlroi Desk) 3pp 61549 340 61549 350 

9205120002 Forwards insp ropta 50 269/92-00,50 270/92-09 & 50 267/92*09 on 
920301*28 Noncited viotation noted 

HEROT.AR. Region 2 (Post 020201) 92/04/24 HAMPTON.J W Duke Power Co 
3pp 61637 290 61637 312 

-9205120005 Insp repts 60 269/02-09,50 270/92 09 & 50-287/92 09 on 920301- 
28 Noncited violations noted Major areas inspected surveillance testing, maint activt* 
ties- & followup of previous insp findings 

HARMON.PE, OESAI.BB, POERTNER.W K Region 2 (Post 820201) 92/04/23 
12pp, 61637.301*61637 312 

92050100Q9 NRC Into Notice 92 035, "Higher Than Predicted Erosion/ Corrosion In 
Uniso labia Ronclor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Wator Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61867 349 61667 3B4 

9206270149 Ack receipt of 920423 Mr informing NRC of slops taken to correct violations 
noted in insp repia 60*269/92.00, 50*270/92*00 & 50-207/92*08 
HERDT,AR. Region 2 (Post 820201) 92/05/06 HAMPTON.J W Duke Power Co 
2pp 61762-353*01762 354 

9295010045 NRC Info Notice 92 036, "Intorsysiem LOCA Outside Containment " 
ROSSI.CE Division of Oporallonal Events Assessment (Post 070411) 02/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61716.001*61710 009 

9295040266 SuppI 1 to NRC Info Nollco 92*016, "Loss of Flow from Rosiduat Hoal Ro 
moval Pump During Rofueling Cavily Draindown " 

ROSSI,CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61710 010 61710 013 


R, Periodic operating reports & related correspondence 

9205040271 "Annual Radiological Environ Operating Ropt 1991 " W/920428 Ur 
HAMPTON.JW Duke Power Co 91/12/31 lOOpp 61612 001 61612122 

9205200324 Forwards monthly operating ropt for Apr 1902 for Oconoo Nuclear Station 
& revised unit shutdown & power roduction pages for Oconoo unit 2 for month of Mar 
1092. 

MCCRAW.CO Duke Power Co 92/05/13 Document Conlrof Branch (Documorvl 
Control Desk) 2pp 61754 163 61754 202 

-9206200328 Monthly operating ropt for Apr 1902 for Oconoo Nuclear Slalioaunlls 1,2 
& 3 

WILLIAMS, R A Duko Power Co 92/04/30 15pp 01754 105 61764 109 


S. Reportable occurrences, LERe & related correepondenco 

9295160220 Special repton 020407,calculalocl voltage found to bo loss than mfg ro 
qulred min ralod voltage Caused by design deficiency All S breakers declared Inoper* 
able & overhead power path tested for oporobllity 

HAMPTON,JW Duke Power Co 02/0B/07 DocumonI Control Branch (Document 
Control Desk). 12pp. 61722 185 01722 106 
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F. Security, medical, emergency & firo protection plane 

9295110260 Proposed amend to emorgoncy p!an,chonging plan to bring unusual ovenl 
& alert amergency action levels Into compliance w/atd regulatory guidance W/020507 
Ilf. 

POLLOCK,M Rood CoWqqq, Portlond, OR 02/06/07 nEESE,J Region 6 (Post 
820201). MENDONCA.M NRG * No Dotallod Affiliation Given, 6pp 01665 189 
61665:194 
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F. Security, medical, emergency & firo protection plans 

9205140319 Public version of Rov 5 to EPiP*TM(*,06, "AddI Assistance & Notification,'* 
Incofporalinn PCR 1 EP*92 0009 W/920504 roloaso memo 
KNOCHE.A J.. 0EAVER,J R . NELSON.M.A General Public Ulilitlos Corp - GPU Serv- 
ice Corp. 92/04/27. 32pp. 61710 279*61710 31 1 

9205010D30 Notification of 020S11 mooting w/util In Rockville, MD to discuss rov 6 to 
plants emergency plans 

HeRNAN,R.W. Project Directorate f 4 92/04/20. STOLZ.J F. Project Dfroctorote I 4 
app 81616,046 6)516 047. 

0206070222 Forwards insp ropt 60 209/02*00 on 920406*10 No violations noted 
JOVNER.JH Region 1 (Po&t 820201) 92/04/30. BROUGHTON, TQ Gonorat Public 
Utilities Corp. - GPU Sorvico Corp 3pp 61623*323 61623 332 


-9205070224 Insp ropt 50-269/92 08 on 920406*10 No violations noted Major areas 
inspected protected & vital physical barriers, detection & assessment aids.protected & 
vital area access control of personnel, packages & vehicles & alarm stations 
KEIMIG,RR, SMITH.GC, KING.E B Region 1 (Post 020201) 92/04/29 7pp 
61623 326 61623 332 

9205070261 Forwards Safely Insp Repts 50-209/02 06 & 50 320/92 04 on 920308 
0411 Suggests improvement fn manner that engineered safeguards surveillance test 
conducted 

WENZINGEREC Region 1 (Post 820201) 92/05/01 BflOUGHTON.T G . LONG.R L 
General Public Utilities Corp GPU Service Corp 3pp 61649 335 61649 352 

-9205070254 Insp Repts 50 209/92 06 & 50 320/92-04 On 020308 0411 Major areas 
inspected Unit 1 power operations, Unit 2 cleanup activities, plant 
oporatiors,fnaint.fadiotogicol praclicos, security measures & engineering support 
RULAND.WH Region 1 (Post 020201) 92/05/01 tSpp 61649 338 61649 352 


I. Financial information 


9205010210 "General Public Utilities Corp 1991 Annual Ropt" W/920427 itr 
KUHNS.WG, LEVA,Jfl, BROUGHTON, TG General Public Utifihes Corp * GPU 
Service Corp 91/12/31 104pp 61563 045 61563146 


P Operating license stage documents & correspondence 

9205040247 Forwards filncse for duty program contacts listed on program performance 
rcpla 

KOUP.E Reactor Safeguards Branch 02/04/20 MCKNIGHT.J Information & 
Records Management Branch (Post BD0827) 4pp 61563 326 61563 329 

9205190315 Roquosta that ticensoe provides info for specific panel discussion (epics A 
names of membors of staff who will attend & participate as panel member for 920623 
24 current liconsing basis workshop 

STOL2.JF Project Directorate I 4 92/05/05 BROUGHTON,! Q General Public Ufili 
UGSCorp - GPU Sorvico Corp 3pp 61710 191-61716 193 

9205140028 Notification of contract execution,mod 2,lo "Analysis & Testimony on Cost 
Eallmala Reason ablonass - TMI-1 Restart " Contractor Nuclear Energy Sves 
TAYLOR,S Contract Administration Branch 1 (Post 000603) FIN 0*7545 92/05/0B 
SHAO.L C OffiCQ of Nuclear Roactor Regulation, Director (Post 670411) MULLER,D 
NRC * No Dotallod Affiliation Given Ip 61674 260 61674 262 

-9205140062 Mod 2,deobligalinq excess funds remaining after contract complolionjo 
"Analysis & Testimony on Cost Estimate Reasonableness * TMI-1 Restart" 
JURASEK,0 M Nuclear Energy Services, Inc MATTIA.MJ Division of Contracts & 
Proporty Management (Post 890205) FIN 0*7545 92/05/08 2pp 61674 261 
01674 262 

9205190226 Forwards TS Change Request 214 to increase allowablo primary lo-sec- 
ondary leakage rate from 0 1 to 0 2 gpm above baseline leak rale when Increased 
loakano judged to be caused toy leaking plugs or joints 

BROUGHTON, T.G General Public Utilitios Corp - GPU Service Corp 02/05/13 Doc- 
ument Control Branch (Document Control Desk) 2pp 61731 308 61731 316 

-9205190227 Application for amond to Licanso DPR*50, consisting of TS Change Re 
quest 214,lncrGaslng allowable primary to secondary loakaqe rale from 01 to 0 2 gpm 
above baseIJno look rate when increased leakage judged to be caused by (oaklng 
plugs 

BROUGHTON, T Q General Public UtlllliGs Corp • GPU Service Corp 02/05/13 8pp 
61731 310 61731 317 

-9205190228 Proposed Toch Specs Change Request 214 ro OTSG primery-to second 
ary (oak rate limit 

♦ Qonoral Public Utllilios Cgrp. * GPU Sorvico Corp 92/05/13 Ip 61731 318 
01731 310 

9205270027 Forwards TS chan go roauost 194 dololing portions of RETS & rolocaling 
portions to conlrotlod program, per GL 89 01 

BROUGHTON,! G Qenorol Public Util Hies Corp * GPU Service Corp 92/05/19 Doc- 
ument Control Branch (Oocumont Control Desk) Ip. 61876 239 61877 075 

-9205270035 Application for amend to ireonso D PR-50, consisting of TS change request 
104 dololing portions of RETS & relocating portions to conlroilod programs, par GL 89 

01 

BROUGHTON, T.G General Public UlllltleB Corp - GPU Service Corp. 92/05/19. Opp 
61876 240 61076 248 

-9205270039 Proposed changes to RETS 

• Qonoral Public Utilities Corp - GPU Service Corp 02/05/19. 32pp. 61076 249 
61877.075 


O. Inspection reports, IE Bulletins & correspondence 

9206040026 Ack roceipl of 920403 Ur informing NRC of stops taken to corrocl violations 
noted In insp ropt 50*200/01-30 

WENZINQm.E.C. Region 1 (Post 020201) 02/04/24 BROUGHTON.T.Q General 
Public Ulililies Corp • GPU Sorvice Corp 2pp 61512 008 61612 097 

9206070222 Forwards insp rept 50-209/02 00 on 920406*10 No violations noted. 
JOYNER.JH Region 1 (Post 620201) 92/04/30 BROUGHTON.! G General Public 
Utilities Corp - GPU Sorvice Corp Opp 61623 323 01623 332 

-92 05070224 Insp rept 50*289/92 08 on 920406-10 No violations noted Major areas 
Inspected prolectod & vital physical barriers, detection & assessment aids, protected & 
vilal area access control of personnel, packages & vehicles & alarm stations 
KEIMIQ.RR, SMITH.QC. KINQ.E B Region 1 (Post 820201) 92/04/29 7pp 
61623 326 61623*332 

9205070251 Forwards Safoty Insp Repts 50 209/02 06 & 50-320/92 04 on 92030B 
0411 Suggests Improvement In manner that engineered safeguards surveillance lest 

WENZINQER.E C. Region 1 (Post 820201). 92/05/01 BROUGHTON,! Q , LONQ.R L 
Genera! Public Ulillllos Corp - GPU Sorvice Corp 3pp 61649,335 61649 362. 



UUUKtTED ITEMS 


DO 


-92050702S4 Insp Repts 50-2B9/92 06 & 50 320/92-04 on 920308 0111 Maior areas 
inspected Unit I power operalions.Unil 2 cleanup activities, plant 

opera lions, maint.radcologicai practices security measures & onginearing support 
RULAND.WH Regjont (Post 820201) 92/05/01 tSpp 61649 338-61619 362 

9205070145 Responds to violations noted in Insp Rept 50 260/92-01 Corrective 
actions personnel resparsibJe for control & use of scaffolding will bn instructed re 
need for ad bare nee to proper use & control of scaffolding 

BROUGHTON,! G General Public Utilities Corp - GPU Service Corp 92/05/04 Doc- 
ument CkinUol Brancti (Document Control Desk) 4pp 61662 076-61662 079 

9295010000 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping fnsnJa Conloinmenl at Boiling 
Water Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/06 
ConsolJcfated Edison Co. of New York, Inc 6pp 61667 349 61667 354 

9295150137 Forwards insp repts 50 289/92 09 & 50 320/92-06 & notice of deviations 
JOYNER, JH Region 1 (Post 820201) 92/05/06 BROUGHTON.! G . LONG.R L 
General Public UliTities Corp - GPU Service Corp 3pp 61677 030 61677 041 

-9205150136 Notice of deviation from insp on 920406-10 Ooviation noted licensee had 
made radioactive waste shipments & had not conducted annual audits of all 
Iransfer.packagirg & transport activities 
' Regron 1 (Posl 820201) 92/05/06 1p 61677 033 61677 033 

-9205150139 fnsp ropta 50-289/92 09 & 50-320/92 06 on 920406 10 No Violations 
noted Ma|or areas inspected status of previously identified items, organization, audits 8i 
appraisals, training & qualificatrons.facility tours & review of records 
0'CONNELU.P, PASCIAK.W Region 1 (Post 820201) 92/05/05 8pp 61677 034 
61677 041. 


9205160227 Requests licensee recommendations for specific discussion topics & 
names of members who will attend & participate in 920623*24 current licensing basis 
workshop 

NERSE^V Project Directorate 1-3 92/05/05 ANDERSON.R A Poston Edison Co 
3pp 61712311-61712 313 


9205130098 Notification of significant licensee meeting 92 69 w/util on 920510 to dis- 
cuss motor-operated valve program « 

KEUY.G Region 1 (Post 820201) 92/05/07 Region 1 (Posl 820201) 3pp 
61651 155-61651 157 


Q. ihapeotlon reporta, \B Bulletins & correspondence 

9205130034 Foiwards msp rept 50-293/92 80 on 920309 13 & notice of 

violation Current method to maintain control of motor operated valve torque switch 
sellings inadequate . „ . 

HODGES.MW Region 1 (Post 820201) 92/05/05 ANDERSON, R A Boston Edison 
CO 4pp 61651 041-61651 069 

-9205130038 Notice of violation from Insp on 920309-13 Violation noted plant condi- 
tion adverse to quality (PCAQ 91-85} wnich identified potential of inadequate motor- 
operated valve torque switch setting not promptly corrected, 

• Region 1 (Post 820201) 92/05/05 Ip 61661 045 61651 045 

-9205130041 Insp rept 50-293/92 80 on 920309-13 Violation rioted Major areas 
inspected programs developed by licensee in response to NRC gonoric Hr 89-10, 
"Safety Related Motor Operated valve Testing & Surveillance *’ 

TRAPP, JM Region 1 (Post 020201) 92/05/05 2Spp 61651 046-61651 069 


9205016045 NRG Info Notice 92 036, "Intersystem LOCA Outside Conlainmanl " 
ROSSI, C E Division of Operational Events Assessment (Posl 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61718 009 

9205049266 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown ■' 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co of New York. Inc 4pp 61718 010 61718 013 

205260052 Forwards safety insn 50-269/92 04 -on 920224-28 & 0501 No violations 
noted Util aggressive in finding & correcting check valve problems 
ANDERSON.C Region 1 (Post 820201) 92/05/14 BROUGHTON, TG General Public 
Utilities Corp - GPU Service Corp 2pp 61752 002 61752 016 

9205260054 Insp rept 50-289/92 04 cn 920224 28 & 0501 No violations noted Major 
areas inspected effecirve ness of licensee aclivities to assure oporability & reliability of 
check valves in safety-related sys 

GREGG.HI, EAPEN.PK Region 1 (Post 620201) 92/05/12. 13pp 61762 004 
61752016 


R. Periodic operaling reports & related correspondence 

9205040240 "1091 Radiological Environ Monitoring Rept " W/920428 Itr 
FIEDLER, P0 Genera! Public Ulililies Corp - GPU Servico Corp 91/12/31 
MARTIN, TT Region 1 (Posl 820201) 187pp 61612123 61612321 

9205190052 Monthly operating rept for April 1992 for Throe Milo Island Nuclear 
S(ation.Unit 1 W/920513 Itr 

HEYSEK.WG , BROUGHTON.TQ General Public Ulilitios Corp GPU Service Corp 
92/04/30 6pp 61740355*61740 360 

d 2 051 60019 Forwards semiannual update of integrated schedule in Categories A,B & C 
project lislina as part of long-range planning program 

L0NG,R L. General Public Utilities Corp GPU Service Corp 92/05/08 Document 
Control Branch (Document Control Desk) 25pp 61727 331*61727 354 


V, Operator Examinations 

9285110124 Discusses arrangomenls & required info (or licensing exams scheduled for 
wk of 920727 at facility. 

ESELGROTH.PW Reaion 1 (Post 820201) 92/04/22 BROUGHTON.TG General 
Public Utilities Corp • GPU Service Corp 12pp 61609 245-61600 256 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


9206010009 NRC Info Notice 92-036, "Higher Tfian Predicted Erosion/ Corrosion in 
Unisotable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 


Water Reactor " 

ROSSI, CE Division of 
Consolidated Edison Cto, 


Operational Events Assessment (Post 070411) 92/05/06 
of New York, fnc 6pp 61667 349 61667 354. 


9206010045 NRC In-fo Notice 92 036, "Inlorsystem LOCA Outside Containment " 
ROSSf,CE Division of Operational Events Assessment (Posl 070411) 02/05/07. 
(ionsotidalod Edison Co of New York, Inc 9pp 61718 001 61718 009 

9205040265 Supp1 1 to NRC Info Notice 92*016, "Loss of Flow from Residual Haat Re- 
moval Pump During Refueling Cavlly Draindown " 

ROSSLCE Division of Operational Events Assessment (Posl 870411) 02/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718 010 61718 013 


R, Periodic operating reports & related correspondence 


9205010293 "Radiological Environ Monitoring Program Rept 24,Jan-Doc 1091" W/ 
920430 Mr, 

MOST.ML. SEJKORA.KJ, GODDARDCS Boston Edison Co 91/12/31, lOOpp 
61548 1 37-61648 256 

9205 1800 12 "Marine Ecology Studios Related (o Operation of Pilgrim Station Semiannu- 
al Rept 39 for Jan-Doc 1091 •' W/920429 Hr 

WAGNER, EJ Boston Edison Co 91/12/31 400pp 61800 001 -6180 H026 

920S150173 Monthly operallng rept for Apr 1902 for Pilgrim Nuclear Power Slallon.Unil 
1 W/020513 Hr 

MUNRO.W,, 80ULETTE,ET Boalon Edison Co. 92/04/30 8pp 61710.327- 
61710334 

9205260111 "NPDES Discharge Monitoring Rept for Apr 1902 for Pilgrim Nuclear Power 
Station W/unciated Ur. 

WAGNER.EJ Boston Edison Co 92/04/30 lOpp 61787 302-61787.311 


$, Reportable occurrences, LERs & related correspondence 


9206040163 LER 92 004-00 on 920326 & 27, three automatic PCIS Group 1 isolations 
occurred during plant shutdown duo to false high RV water lovol signals Insulation re- 
moved from B head equalizing lino W/020427 Mr 

MCELHtNNEY.T,, ANDERSON, fl. A Boston Edison Co 02/04/27, 9pp 61547 005 
61647.013 


F Security, medical, emergency & fire protection plans 

920S040269 Cerlifiee complallon of implomentalion of access authorization program 
mealing require menis of 10CFn73 56 on 920427 All elemonla of Reg Guido 6 66 im- 
plemented to satisfy requirements of 10CFR73 56 

ANDERSON, R A Boston Edison Co 02/04/24 Documeni Control Branch (Document 
Control Desk) Ip 61595 323 61595 323 

9205260002 Ack receipt of 920424 Hr transmit linn Rev 10a to security plan,in response 
to NRC 020421 Itr Changes consistent w/ provisions of 10CFR50 54(p) & acceplablo 
for inclusion m plan 

JOYNER.JH Region 1 (Post 820201) 92/05/19 ANDERSON,RA Boston Edison 
Co 4pp. 61 760 303 6 1 780 306 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repis 

KOUP.E Reactor Safeguards Branch 92/04/20. MCKNIGHT,J rnformalfon & 
Records Management Branch (Post 890827) 4pp 61563 326-61663,329 

9206130054 Comments on health & safely Issues resulting from plant Tentative- -com* 
milmenls received from MA Dept of Public Health to consider implementallon of std 
that may help reduce emissions from facility 

FLEMING. J A Affiliation Not Assigned 92/05/01 THE CHAIRMAN. SELIN Commis- 
sioners (Post 760119) 23pp 61664 003-61664 105 


9205130241 LER 92-005 00 on 920403, aclualion ol CSCS logic circuitry occurred while 
shut down Caused by procedure deficiency Procedure TP 92-020, Rev 0 retired & ro- 
placed by Procedure TP 92 022, Rov 0 W/020504 Hr. 

ELLIS.D.W, ANDERSON, R A Boston Edison Co 92/05/04 Opp, 61718 024- 

61718,031 

9205180020 LER 92-006-OOon 920411, unplanned RPS scram signal occurred while 
plant shut down.Caused by licensed operator error RPS circuitry reset on 020411 & 
post-scram recovery procedure will be strengthened W/020607 Hr 
MUNRO.W, ANDERSORRA Boston Edison Co 92/05/07, 6pp 61766.002- 

61766007 

92QS 180022 LER 90-01 8-01 *on 901022,inadvertont actuation ol channel A portion of re- 
actor bldg isolation control sys occurred Caused by procedure error Procedure re- 
vised te reflect existing channel A circuitry W/920507 llr 

MUNRO.W.. ANDERSORRA, Boston Edison Co, 92/05/07. Opp 6 1766 008- 


DOCKET 60-295 ZION NUCLEAR POWER STATIOR UNIT 1 


F. Security, medloal, emergency & fire protection plans 

920514023d PDH version ol revised EPIPa.Includmg Rev 26 to 82P-600'A1 & Rev 24 to 
B2P-e00-A4 W/920604 release memo 

* Commonweal ih Edison Co, 02/03/30. 21 pp 61 682,279-61682 -301 



DOCKETED ITEMS 59 


92(}SDt01fi7 Advises lhat access aulhonzatton proaram vi/hich meats requirements of 
10CFR73 56 implemented on 920427 UtJl intenas to utilize temporary unescorted 
access provisions of rule 

REEO.C Commonwealth Edison Co 92/04/27 MUR LEY, T E Office of Nuclear Reac 
lor Ragulalfon, Director (Post 070411) Ip 61549 332-61549 332 

92QS1 B004fi Advises that 920427 proposed scopo of participation & objectives for plant 
emergency preparedness exercise scheduled for 920729,accGptablo 
PEDERSON.C D Region 3 (Post 820201) 92/05/11 REED.C Commonwealth Edison 
Co 2pp. 61690 222-61690 223 

9205270091 Advises that 020403 Rev 29 to security plan consistent w/ provisions of 
10GFR50 54 (p) & acceptable based on request to provide corrections to security plan 
to address unacceptable items noted in end within two months W/o end 
PEDERSON.C D floglon 3 (Post 020201) 92/05/11 KOVACH, TJ Commonwealth 
Edison Co. 3pp 61031 163 61831 185 


9205290338 Permanent Change Request A-92-304 to Rov l to EPIP 100-2, “EROS Op 
oration '' 


* Commonwealth Edison Co 02/05/12 24pp 61911 001 61011 025 


9205160025 Confirms plans to conduct 920515 meeting to discuss status o1 emergency 
diesel generators & plans to improve reliability 

GREENMAN.EG Region 3 {Post 820201) 92/05/13 REEO,C Commonwealth 
Edison Co 2pp 61660 100 61690 181 

0205260097 Informs that document enlilled, "Hydraufic Test Rept For 15x15 Low Pros 
sure Drop & Intermediate Flow Mixer Grids," will ba withheld (ref 10CFR2 790(b)(5)) 
PATEL, CP Project Directorate III 2 92/05/14 LIPARULO.NJ Weslinghouse Electric 
Corp 3pp 61797 266 81707 268 

9205260111 Informs that document ontitfed, “Zion NSSS Solpoint Evaluatrcn Protection 
Sys Charnels, EAGLE-21 Version." will bo wUhheld (rof 10CFR2 790(b)(6)) 

PATEL, CP Project Directorftto III-2 92/05/14 LIPARULO.NJ Weslinghouse Electric 
Corp 3pp 61797 281 61797 263 

9205210144 Ack receipt of 920506 Ur In response to NRC 920319 Ur re emptoyees 
working excess overtime NRC finds investigation sufficient to support conclusions & 
actions 

GREENMAN.EG Region 3 (Post 829201) 92/05/18 REED.C Commonweatih 
Edison Co 2pp 61723 359 61723 360 


9205270167 Forwards insp repls 50-295/92-1 1 & 50-304/92-1 1 on 920427- 0501 No 
violations noted 

CREED, J R Region 3 (Post 820201) 92/05/20 REED.C Commonwealth Edison Co 
2pp 61763 104-61763 107 

-9205270182 Perlially withhold insp ropts 50-295/92-11 & 50 304/92-11 on 920427- 
0501 No violations noted Major areas Inspected pliysical security re mgt 
support, protected & vital area barriers, access control personnel, packages & vehicles 
BELANGER.JL, CREED.J R Region 3 (Post 820201) 92/05/20 2pp 61763 106- 
61763 107 


9205270238 Confirms 820522 mgt meeting at Region lit ofc to discuss util environ mom 
lonng at six listed nuclear sites 

GREENMAN.EG Region 3 (Post 820201) 92/05/22 REED.C Commonwealth 
Edison Co 2pp 61626 36B 61626 359 

9205260023 Notilicatron of significant (iconsee meeting w/uti) on 920522 to discuss ulil 
environ monitoring at all nuclear stations 

HSfA.AH Region 3 (Post 820201) 92/05/22 Region 3 (Post 820201) 2pp 
61772 191-61772 192 


P. Operating license stage documonla & correspondence 

9205040247 Forwards fitness for duly program contacts fisted on program performance 
repls 

KOUP.E Reactor Safeguards Branch 92/04/20. MCKNIGHT ,J Information & 
Records Management Branch (Post 000027) 4pp 61563 326 61563 329 

9205200084 Requests that licensee provide info for specific panel discussion topics & 
names of staff members who will attend & participate as panel member on 920623 24 
current licensing basis workshop 

BARRETT, R J, Project Directorate III 2 92/05/05 KOVACH.T J Commonwealth 
Edison Co 4pp 61722 329 61722 332 

9205180359 Application for amends to licenses DPR-19,DPR-26,DPR 29, OPR-30,NPF- 
1 !,NPF' 18 ,NpF 37, NPF-66.NPF-72,NPF-77, revising adminlslralivo controls section to 
standardize onsite review function 

SIMPKIN.T.W. Commonwealth Edison Co 02/05/07 MURLEY.TE Office of Nuclear 
Roaclor Regulation, Director (Post 070411) 25pp 61719 001-61719 230 

-9206180364 Proposed changes to Toch Specs revising admlnislrallvo controls 

• Common woallh Edison Co 02/05/07 200pp 61710 026-61710 230 

9205190235 Summary of 02040B mooting w/iilil re MOV program List of altendoes end 
EULSIFER.R.M Project Dlreclorale 111-2 02/05/11 Project DIroctoroto 1112 30pp 
61716000 61716120 

9205200206 Forward B&WOG nonpropriotary ropt BAW-2148,Rov 1 & proprietary rept 
BAW'2140P,Rev 1 ro reactor vessel upper sheii energy, per lOCFRSO.App 
Q Preprlemry rept BAW 2148P, Rov 1 withhold (rof 10CFR2 790) 

CHRi^NOWSKl.D. Commonwealth Edison Co 92/05/11 MURLEY.TE Office oiNu 
clear Reactor Regulation, Director (Post 070411) Opp 61774 001-61774 109 

-9205200209 Nonpropriotary "Low Uppor-Shotf Toughness Fracluro Analysis of Reac- 
tor Vessels of 2lon Units 1 & 2 for Load Level A & B Conditions " 

* Babcock & Wilcox Co BAW-2148 R01 92/04/30, lOIpp 61774 009 61774 109 

9205220002 Forwards response to several Issues raised during MOV audits per 920400 
nneoting at Region III & Generic Ltr 09-10 Values for stem friction cooffldonls bolter 
then 0 2 not unreasonable 

SIMPKIN.T.W Commonwealth Edison Co 02/05/11 DAVfS,A0 Region 3 (Post 
820201) 12pp 61780162-61780 103 

9206120188 Notification of significant licensee meeting w/util on 020514 to discuss mgt 
Issues at ulil corporate & six nuclear stations 

HSIA,A Region 3 (Post 820201) 02/05/12 Region 3 (Post 020201). 2pp 01637<216 
61637 217. 

9206120211 Confirms plans to hold two separate mootings on 020514 at plant, as dis- 
cussed between A Hsia of NRC & J Schrago of utit 

GREENMAN,E,Q Region 3 (Post 620201) 02/05/12. REED.C. Commonwealth 
Edison Co 2pp 61624 130 61624 131 

92051 90212 Confirms plans to hold mgt mooling on 020522 In Qlen Etlyn.lL to discuss 
util initiatives to improve onginooring & technical slaff performance & operability as- 
sessment 

GREENMAN.EG Region 3 (Post 020201) 92/05/12 REED.C Commonwealth 
Edison Co 2pp, 61706 046 61708-047 

9206200217 Forwards amends 136 & 125 to licenses DPR 30 A DPR-40, respectively A 
SE. Amends revise TS by deleting spoclfic testing frequency roquiremonls A ropfacing 
requlremonls w/refs to spec 4 0 5 provided in Wostinghouso STS 
HICKMAN, JB. ProlBCl Directorate III-2, 92/05/12 KOVACH, T.J Commonwealth 
Edison Co 3pp 61742-287 61742 322 

-92OS2OO220 Amends 136 A 126 to licenses DPR-39 A DPR-4B,rospoctivoly, revising 
TS by deleting specific testing frequency roquiromonts A replacing requirements w/ 
refs lo Spec 4.0 6 as provided In Wo sting fioirso STS 

BARRETT.RJ Project Directorate II 1-2 92/05/12 27pp 61742 290 61742 316 

-9205200238 Safely evaluation supporting amends 136 A 125 lo licenses OPH-39 A 
DPR-4Bjespoclivoly. 

■* Office of Nuclear Reactor Regulation, Director (Post 070411) 02/05/12 6pp 
61742 317-61742 322 


9205290224 Forwards ulil reassessment of fracture toughness requirements forprotoc 
lion against PTS.based on weld metal specific data accumulated by B&W Owners 
Group.which domonstralos compliance w/10CFR50 61 screening criteria 
STIMAC.S Commonwealth Edison Co 92/05/22 MURLEY.TE Office of Nuclear Re- 
actor Rogulalion, Director (Post 67041 1) lapp 61095 340 61895 360 


Q. Inspection reports, IE Bulletins A correspondence 


9206060141 Ack receipt of 920415 Ur informing NRC of steps taken lo correct violations 
noted fn Insp ropts 50-295/92 03 A 50-304/02 03 

MILLER, HJ Region 3 (Post 820201) 92/04/23 REEO.C Commonwealih Edison Co 
2pp 61540 007-61540026 

9205070230 Lists number of tubes plugged or repaired (by sleeving) In Unit 1 SGs as 
rosull of most recent Insp, per TS 4 3 1 a 5 A 

JOYCE,! P Commonwealth Edison Co 92/04/20 DAVIS, A B Rogfon 3 (Post 
820201) Ip 61646 304 61646 304 

9205260090 Advises that fuel oit consumpllon tost on 1A EDG will be completed by 
920607,in response lo unresolved item ro DG fuel oil transfer & storage sys noted in 
Insp Ropts 50 2 0 5/92 03 A 50-304/02-03 

KOVACH.T J Commonwealih Edison Co 92/05/01 DAVIS. A B Region 3 (Post 
820201). Ip 61706352 617Q6 352 

9205010009 NRC Info Notice 02 035, *^'Hlgher Than Predicted Erosion/ Corrosion in 
Unisolabfe Reactor Coolant Pressure Boundary Piping Insido Containment at Boiling 
^Vater Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 

9205010046 NRC tnfo Nolico 02-036, "tntorsystom LOCA Outside Containment " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidalod Edison Co of Now York, Inc 9pp 61718 001 61718 009 

9205040205 SuppI I to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Oraindown " 

ROSSI.CE Division of Operational Evonis Assessment (Post 670411) 92/05/07 
Consolidalod Edison Co of New York, fnc 4pp 61719 010 61718 013 

9205190057 Forwards safety Insp ropts 60 205/92 07 & 50 304/92 07 on 02031 M2 & 
9402 A 20-24 Violation noted but not cited for enforcement acllon due to self identifr- 
catfon 

NORELIUS.GE Rogion 3 (Post 620201) 92/05/11 REED.C Commonwealth Edison 
Co 2pp 61707 143-61707 162. 

-9205190062 fnsp ropts 50-265/92-07 A 50-304/92 07 on 920311-12 A 0402 A 20 
24 No violations noted Major areas inspected radiation profectlon program, in eluding In 
ternal A external exposure control & contamination control 

LOUDEN.PL, SNELL, W Roflion 3 (Post 820201) 92/06/08 Opp 81707145- 
81707 152, 

9205210062 Forwards Insp rept 50 205/02 Ofl on 920323 0512.No violations noted 
GARDNER, RN Region 3 (Post 620201). 92/05/18 REED.C Commonwealth Edison 
Co 2pp 61 723’ 170 61723:195. 

-9205210069 Insp ropt 60 295/92-08 on 920323-0512 No violations noted. Major areas 
Inspected Insorvice insp aclivitles including review of prog rams, data, procedures & ob- 
servation of work oclivilies 

WARD.KO, JACOBSONJM Region 3 (Post 820201) 92/05/18 Opp 61723 180 
61723’195 

9205270167 Forwards insp repta 50 296/92-11 & 50 304/92-11 on 020427- 0501 No 
violations noted 

CREED.J R Region 3 (Post 820201) 92/05/20 REEO.C Commonwealih Edison Co 
2pp 81 763’ 104-6 1763 107 

-920S270182 Partially withheld Insp repts 50-295/02-11 A 60-304/92-11 on 020427- 
0501 No violations notod Major areas Inspected physical socurily ro mgt 
supportprotoclod A vital area barriers .access control personnoLpackagas A vehicles 
BELANGER,JL, CREED.J R Region 3 (Post 820201) 92/05/20 2pp 61763 106- 
SI 763.107 
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R Periodic operating reports & related correspondence 

&205 120264 Revised radioactive atffuant repi w/ errata data tor Jan* June 1991 W/ 
920504 Ilf 

JOYCE.TP Common v/eallh Edison Co 91/06/30 DAVIS.B Region 3 (Post 020201) 
34pp 61665 257*61665 290 

9205190340 Monthly operating repts for Apr 1992 for Zion Units 1 & 2. W/920SOB llr 
HERROKR, JOYCE, TP a:mmonweallh Edison Co 92/04/30 12pp 61740 221 
6t740 232 


S, Reportable occurrences, LERs A related correspondence 

920506l}030 PMO 111*92 022 on 920423, four of five amorgoncy DQs wore inoperable duo 
to various failures which occurred dunng past wk Licensee implemented conlir^goncy 
plans to deal w/ possibility of ^oss of oil site power 

PARSER, M. CLAYTON.B Region 3 (Post 620201) 92/04/24 Ip 61641 073 
61541 073 

9205050154 PMO*IIP92*022A on 920423.four of five emergency OG found Inoperable 
due to vanous failures winch occurred dunng past wk Both units shut dowrv Licensee 
currently Ire ubloshooU no diesel & reinslituted contingency plans 
PARSER, M. CLAYTON.B Region 3 (Post 020201) 82/04/29 Ip 61540 063- 
61540 060 

9205050232 LER 92 003 OOon 920401, undervoltage protection relay not properly un- 
latched & SVC water pump 1C & componanl cooling pump OC autoslarlod Caused by 
personnel error Individual counseled & components returned to sve W/020&01 Hr 
PflINTZ.T, JOYCE,TP Commonv/aalth Edison Co 92/05/01 4pp 61592033* 
61592 036 

9205070289 LER 92 004 00 on 920407,dJSCQVGrod that two contacts in reactor Inp 
bypass breaker trip crrcuil not tested due to mat deficiency Teat procedures revised to 
test contacts for reactor tnp bypass breakers w/920504 llr 

LINCOLN, R, JOYCEJP Commonwoallh Edison Co 62/05/04 4pp 61668 081- 
61668 064 

9205200002 SuppI to 920300 special ropi ro inoperablli^ of low pressure carbon dioxide 
suppression ays tor more than 14 days Operability of low prossuro C02 suppression 
sys for Et>0 rooms dolayed from 920515 to 0831 

JOYCE, T P Con^monweallh Edison Co 92/05/15 Document Control Branch (Docu- 
ment Control Desk) Ip 61755 110*61755 110, 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


r, Sectirlly, medical, emergency & fire protacllon plans 

9285Q6009S Revised EP IPs, including Rev 9 to EF IP-2, '‘Notification of Unusual Event," 
Rev 11 to EPIP'3, "AlarT’ & Rev 10 to EPIP4. "Site Area Emergency’ W/92042& llr 
BARON, RR Tennessee Valley Authority, 92/04/20 40pp 61608*27l 61606 310, 

929S06Q132 Forwards Revs 26 & 19 to physical socurity/conlingoncy plan Revs with- 
held MOCFR 73 21) 

BUFZYNSKf.MJ Tennessee Valley Authority 02/04/30 Document Control Branch 
(Document Control Desk). 2pp 61666312 61806 313 

9205070118 Responds lo NRD 020402 Itr ro violations noted in Insp Ropts 50 259/02- 
09,50-260/90-09 & 50-206/92-09 on 920309 13 Corrective actions security force 
member retrained for qualification on types of weapons assigned 
ZER1NGUE,0J Tennessee Valley Authority 32/05/01 (jocumant Control Branch 
(Document Control Desk). 4pp> 61662080 61662 093 

9206190118 Forwards insp repts 50-259/92-11,50 260/92-11 & 50 296/92-11 on 
920314-0417 & notice Of violation Violation re ineffective correctivo action indicates 
lack of attention to detail W/o notice of violation 

WILSON, S A Region 2 (Post 820201) 92/05/01 MED FOR D,M.O. Tennessee Valley 
Authority. 4pp 61706 224-61706 250. 

-9206190128 fnsp repls 60-259/02 11.50-260/92-11 & 60-296/92-11 on 920314- 
04 1 7, Violations noted Major areas inspected aurvoillanco.malnt.operallDnal safety 
venfication.unit 3 r as la rt activities & lire protection & prevention program 
PAHERSON.C A. Region 2 (Post 620201). 92/04/29 28pp. 61706228 61706 256 

9205140157 Clarifies Info in 920407 ltr ro ERDS data transmission proposal.discussod In 
NRC 920326 ltr. Raw dala^working -Info & conjoctural scenarios shoutd be shared at 
technfeaf working level on as-received basis 

MOBLEY, MH fennessflo. Stale of. 92/05/05 HEBDON,FJ Division of Reactor 
Projecis - I/ll (Post 870411} 4pp. 6170B 170 61708 173 

9205160977 Forwards Rev 28 lo Sequoyah Nuclear Plant physical aocunly/ conllngoncy 
plan 8c Rov 19 to Browns Ferry Nuclear Plant physical securily/contlngency plan.dtd 
920324 8 0403, reMoctivefy Revs withhold (ref 10CFR73 21), 
aURZYNSKI.M J. Tennessee Valiev Aulhonly 02/05/11 Document Control Branch 
(Document Control Desk), 2pp 61708*272 01708.273. 

9205188961 Advises that 020430 Rev 14 to physical security plan consistent w/provf- 
slona of 10CFR50 54(p} & acceptable Clanfication re placomont of requirements for 
access authorization program under listed heading requested 
COLLINS.DM. Region 2 (Post 820201) 92/05/12, MEDFORD.M.O Tonnossoo Valley 
Aulhonty, 3pp 61736 303 -61 7 38 '306 

9205180210 Forwards rev to page 1 & 2 of End 3 of 9201 15 ltr Item B oil end Identified 
Unit 2 Cycle 6 for Installation of central hro alarm panel In Unit 3 GR Util intends to 
perform work during Unit 3 Cycle SB outage 

2ER1NQUE,0J. Tonriessee Valley Authority, 92/05/13 Documon! Control Branch 
(Document Control Desk) 4pp 61710.343-61719 346. 

9205298326 Rev 10 to " Radiological Emergency Plan,*' W/020520 Hr. 

BURZYNSKI.M J, Tennessee Valley Aulhonty. 02/05/20 121pp. 61895 287- 

61005 327 

9205290332 Revised EPIPs, including Rev 11 lo EPIP-10,Rev 10 to EPIP2, Rev 12 lo 
EPIP-6 & Rov 2 to EPIP-16 W/92052t ltr. 

8ARON,RR. Tennessee Valley Authority 02/05/21. 61pp 61896.146*61895:206 


P Operating license stage documents & correspondence 

9205050129 Confirms arrangements for 920417 meeting In Atlanta.GA to allow plant 
mat to present soli assessment to NRC 

WILSON.SA Region 2 (Post 620201) 92/04/10 MEDFORD, M O Tennessee Valley 
Authority 3pp 61539 338-61539 340 

9205040247 Forwards fitness for duty program contacts Hated on program performance 
repts 

KOLIP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J Information & 
Records Managemonl Branch (Post 890827) 4pp 61563.326 61 563 329 

9205120033 Summary of 920417 meeting w/util ro self assossmont of activities at 
plant List of attendees & viewgraphs eoci 

WILSON, BA Region 2 (Post 620201) 92/04/23 MEDFORD, MO Tennessee Valley 
Authority 73pp 61637 139 61637 211 

9205040323 Advises of simulator certification package revs, per 10CFR55 45(b)(5) Typos 
& several Instructions inadvertently added/deleted from listed performance testing 
tables of certification supporting documents addressed 

ZERINGUE.OJ Tennessee Valloy Authority 92/04/26 Office of Nuefear Reactor 
Regulation, Director (Post B70411) 7pp 61595 207-61595 303 

9205050199 Responds lo Generic Ur 91-11, "Resolution of Generic Issues 4B, ’LCDs 
for Class IE Vital Instrument Buses' & 49, 'tnlorlocks & LCDs (or Class IE Tie Break- 
ore’" Evaluation concluded that controls In place are satisfactory 
ZERINGLJE.OJ Tennessee Valloy Authority 02/04/30 Document Control Branch 
(Document Control Desk) lOpp 61589 349*61509,350 

9205110253 Forwards list of corrective actions & action plan for remaining corroclive 
actions to resolve previous deficiencies noted w/conlrol room emergency veritilalion 
sys Upon Irnplomentation.compHanco w/GDC 10 will be met 
ZERINGUE.OJ Tennessee valley Authority 92/05/05 Document Control Branch 
(Oocument Conlrol Desk) 1 1pp 61 666 306 61666 316, 

9205110102 Responds to NRC RAI re HVAC seismic design criteria Subj criteria for 
Class I HVAC duct & supports rovisod to address quostCons expressed during staff 
review 

BARORRR Tennessee Valloy Authority 92/05/06 Document Conlrol Branch (Docu- 
ment Coi^trol Desk) 3pp 61065.073 61605 075 

9205190207 Notification of 920520 mooting w/ulll in RockvilCo.MD to discuss proposed 
process to upgrade analogy instrumantatlon to digital under 1OCFR5O50 
WILLtAMS,J F Project Dlrectorale IM (formerly TVA Projocl Directorate) (Post 
000603) 92/05/14 HEBDON.Fj Project Diroctorata It 4 (formerly TVA Projocl Oiroc- 
lorale) (Post 000603) 3pp 61722 026 61722 026 

9205190218 Corroded nohiicatior^ of 920526 meeting w/uUl in Rockvillo.MO re IlmilGU 
scope multi umt probabllstlc risk assossmont for racility 

WILLIAMS, JF Pfojoct Directorate 11-4 (formerly TVA Projoct Directorate) (Post 

900603) 02/05/14 HEBDON.FJ Project Diroclorale IM (formerly TVA Project Diroc 
lorate) (Post 900003) 3pp 61722 01 6 61722 01 8 

6205190299 Notification of 020528 nrbeolmg w/util in Rockville, MD ro limited scope 
multi unit probabilistic risk assossmont for plant. 

WILLIAMS, JF Project Diroclorato 114 (formerly TVA Project DIreclorato) (Post 

900603) 92/06/14 HEBDON.F J Projocl Diroclorato 11-4 (formerly TVA Prolocl Diroc- 
torato) (Post 000603) 3pp 61722.013*61722 016 

9205210148 Nolificatfan of 920520 meeting w/util in Rockville, MD to discuss plans for 
oporatlona) readiness rovlovi/ for facility 

WILLIAMS, JF Prejoct Directorate 114 (formerly TVA Projoct Directorate) (Post 

000603) 02/05/10 HEDDON.F J. Prolocl Directorate tl-4 (formerly TVA Projoct Direc- 
lorale) (Post 900603) 3f>p 6 1755- 259-61 75 5 261 

9206200190 Forwards safety ovaluatlor^ ro TVA 01 1023 request for approval par 
10CFR50&5(a}(3) to implomonl oUarnatlve rules of ASME Section XI Code Caso N 
401 

HEBDON.FJ Project DIractorate 114 (formerly TVA Project Dlroclorale) (Post 
900603) 02/06/18 MEDFORD, M O Tennossao Valley Authority, 2pp 81794'223 
61704 220. 

-9205280196 Safety evaluation concluding nltornatlva rulos of Code Case N 491 pro 
posed by TVA provide adoqualo assurance of structural Integrity of subject compo 
nont supports 

* OlficG of Nuclear Reactor Regulation, Olroctor (Post 070411) 92/05/18. app 
61704^225*61704 220 

•9206270253 Roquosts temporary waiver of compllanco from TS 3 7 E 4 re control room 
omergoacy vonlilsleon sys In order to perform tosting riecessary to establish ays pa* 
ramolora for potential upgrades to vontiiatiom ays units 

ZERINGUE.OJ Tonnossoo Valloy Authority 02/05/20 Document Control Branch 
(DocumonI Cor^trol Desk). Cpp 61 831 ‘353-61 63 1*3 60 


D. Inspection reports, IE Bulletins & corre&pottdence 


9206190668 Confirms that eloctrlcal distribution sys functional Insps scheduled for 
920420-26 & 0504 08 & 10-22 Uslod areas of Interests should be addressed 
JULIAN, C A Rogion 2 (Post B20201) 82/04/02 Tennesaeo Valloy Authorlly 6pp 
01707 131-61 707- 136. 

9205060165 Forwards Insp ropts 60 259/ 92-05. 50-260/92- 05 & 50 296/92 05 on 
920216 031 3, No violations noted. 

WILSON, BA Rogion 2 (Post 8S0201) 02/04/03 MEDFORD, MO. Tonnossoo Valley 
Authority 3pp. 61640.060 61540 OB0. 

-9206050160 Insp repts 50-259/92*05,60-260/02-05 A 60-296/82 05 on 020215- 
0313 No violations noted. Major areas inspected surveillance observe lion, maint 
obsorvation.oporalional safety vorflc alien & ESF sys walkdown 
PATTEflSON.C.A, KELLOQG.RJ Region 2 (Post 820201) 92/04/02 lapp 
61540 072-61640 009, 
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02€50500ia Forwards msp repts 50-259/92' M, 50*260/92 14 & 50 296/02-14 on 
020330-0402 No violations or deviations noted 

PEEBLES,! A Regton 2 (Post 020201) 92/04/09 MEDFORD, MO Tennessee Valloy 
Aulhorilv app 61539 007-61539 014 

>*9205050022 Insp ropts 50-259/92-14,50 260/92-14 & 50 296/92-14 on 920330 
0402.No violations or deviations noted Major areas inspected surveillance of core 
power diafribution limits, callbr of nuclear mstrumontatlon sys & reactivity mgt 
BURNETT,PT , CRLENJAK.R V Region 2 (Post 820201) 92/04/09 5pp 61639 010 


-9205190139 Notice of violation from msp on 920303 0418 Violation noted radiation 
control procedure was not rnaintamed in that operations personnel entered high radi- 
almn area to operate plant sys w/o prior notification to health physics 
Region 4 (Post 820201) 92/05/15 2pp 61706 274*61706 275 

9205260127 Forwards suppi to 920131 response re emergency response data 
sw.consistino of two revised data point library sheets requested during 920505 telcon 
HORN.GR Nebraska Public Power Distnci 92/05/19 Document Control Branch 
{Document Control Desk) 3pp 61884 164-61884 166 


9205120218 Discusses msp repls 50 259/02-12,50 260/92-12 & 50 296/92-12 & for 
wards notice of violation Violalion of concern because inclderil involves inadequate 
control of contractor ocIiviIibs at silo 

REYES, LA Region 2 (Post 020201) 92/04/17 MEDFORD, MO Tennessee Valley 
Aulhority 4pp 61630 314-61636 333 

-9206120222 Nelico of violatcan from msp on 920316-27 Violation noted failure to con- 
trol design activities 

* Region 2 (Post 620201) 92/04/17 2pp 61636 318 61636 319 

-9205120227 Insp rents 50 259/92-12.50 260/92-12 & 50-296/92-12 on 920316 27 No 
violations noted Major areas inspected contractor aclivittos associated w/4,16D-volt 
loopupnrado & licensee incident investigation rept 

PATTERSON.CA , CHRISTNOT.E, KELLOGG.PJ Region 2 (Post 820201) 92/04/ 
17 15pp 0163Q 320 61636 333 

D205120124 Forwards insp rept 50 250/92-10.50 260/92-10 & 60-296/02-10 on 
920316-20 No violations or deviations noted 

CLINEjW.B. Region 2 (Post 820201) 92/04/20 MEDFORD.MO Tennessee Valley 
Aulhority, 4pp 6^1636 242-61636 203 

-9205120132 Insp roots 50 259/92-10,50-260/92-10 & 50 206/92-10 on 920316-20 No 
vfolallons noted Major areas discussed audits, confirmatory moasuremonts w/Region 
II mobile lab, radiological olfluents & offsite dose commitments 
QLOCflSON.WB Region 2 (Post 020201) 92/04/23 23pp 01636 246 61636 268 

8205070118 Responds to NR€ 920402 Itr re violations nolod in Insp Repls 50-259/92 
09,50 260/90 69 8 l 50 296/92 09 on 920309-13 Corrective actions security force 
member rolralned for qualification on types of weapons assigned 
ZERINGUE.OJ Tennessee Valley Authority 92/05/01 Document Control Branch 
(Documonl Control De9l<) 4pp 61662 080-61662 003 

9206190118 Forwards Insp repls 50 259/02-11.50 260/92-11 & 50 296/92-11 on 
920314-0417 & notice of violation Violation ro Inoffoctivo correclivo action indicates 
lack of altonllon la detail W/o notice of violation 

WILSON.B,A Region 2 (Post 820201) 92/06/01 MEDFORD.MO Tennessee Valloy 
Aulhority. 4 pp 61706 224-61706 258 

>*9205190129 Insp ropls 50 259/02-11,50-260/92 11 & 50 290/92-11 on 920314- 
0417.Violflllons noted. Major areas inspected surveillanco.malnl, operational safety 
verification,.ijnil 3 rostart activities ■& fire protection & prevention program 
PATTERSON.CA, KELLOGG.PJ Region 2 (Post 020201) 02/04/29 20pp 
61706 220 61706 256 

02QG010009 NRC Info Nollco 92 035, "Higher Than Predicted Erosion/ Corrosion In 
UnlsolablQ Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Walor Reactor *’ 

ROSSI, O.E, Division ol Operational Events Assessment (Post 070411) 92/05/06 
Consclidatod Edison Co of New York, fnc 6pp 61667 340 61667 354 

Q2QS0 10945 NRC Info Notice 92 036, "Intorsyslom LOCA Outside Containment/’ 

ROSSI, OE. Division of Oporalional Events Assossmont (Post 070411) 02/05/07 
Conaolldatod Edison Co. of New York, Inc. Gpp 61710.001 61710.000 

9205C40286 BuppI 1 to NRC Info Notice 92 016, "Loss of Flow from Roslduat Heat Ro 
moval Pump During Refueling Cavlly Drolndown ’’ 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61710 010 61710*013 

9205229171 Responds to NRC 920417 Ilf re violations noted In Insp Ropts BO 250/92- 
12,6Q'260/92-f2 & 50 290/92-12 on 920316 27 Corrective actions ainglo contractor 
leealabllshed lo Issue designs for which recovery project responsible 
ZERiNGUE.OJ. Tonnossoe Valley Authority 02/05/10 Document Control Branch 
(Document Control Desk) 6pp 61776 323 61770 326. 


R. Perlodlo operating reports & related correspondence 


9205949122 "ADEM Discharge Monitoring Rept for Mar 1992 for Browns Ferry Nuclear 


* Tonnossoe VoVey Authority. 92/03/31 6pp 61663,140 61563*166 

9206199339 Monthly operating ropts for April 1092 lor Browns Ferry Nuclear Plant W/ 
020414 Etf. 

RATLIFF, S A , BARON, R R. Tennessee Valloy Authority 02/04/30 13pp. 61743 299 
61743'3I1. 


DOCKET 60-290 COOPER NUCLEAR STATION 


F. Security, tnodlcal, emergency & fire protection plans 


9205040238 Cortifios that access authorization program moots requirements of 
10CFR73.66 All elements of Reg Guide 5 66 will bo ImplemonlGd to satisfy requlre- 
monlB of 10CFR73 66 by 920427 

HORN.GR, Nebraska Public Power District 02/04/27. Document Control Branch 
(Document Control Desk) Ip 61695.349-61605:349 

9205130105 Rav 16 to emargency plan for Cooper Nuclear Station W/920604 Itr. 
HORN,Q.R. Nebraska Public power District 92/05/04, IGpp 01699.317-61699 339 


9205190124 Discusses insp rept 60-298/92 06 on 920308 0410 & fonvards notice of 
vfolallon .Viol alien of concern lo agency due lo indication of lack of respect for safs 
work permit program by operations personnel, 

BEA(5i,A B- Roflion 4 (Post 820201). 92/05/16 HORN,G.R, Nebraska Public Power 
Dislrlol 3pp 61706 269 61706 288 


I. Financial Information 

9205050263 "Nebraska Puhke Power Dislrtcl Annual Rept 1991 " W/92042B Itr 
HORN.GR, WATKINS, RW Nebraska Public Power Distnet 91/12/31 42pp 
61611 254 61611 294 


J Insurance & indemnity Information 

9205060271 Forwards Endorsement 86 to MAELU Policy MF 0070 & Endorsements 102 
& 103 lo NELIA Policy NF 0200 

HORN.GR Nebraska Public Power District 92/04/28 Document Control Branch 
(Document Control Desk) 7pp 61605 291-61605 297 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duly program contacts listed on program performance 
repls 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J Information & 
Records Management Branch (Post 890B27) 4pp 61563 326 61563 329 

9205120268 Application for amend to License D PR-4 6, consisting of proposed chango 
99 for removal of component lists from TSs, per genenc Hr 91-08 
HORN.GR Nebraska Public Power District 92/05/04 Document Control Branch 
(Document Control Desk) lOpp 61684 257-61684 274 

-9205120267 Proposed tech spec pages (or removal of component lists.per genenc Hr 
91-08 

* Nebraska Public Power District 92/05/04 8pp 61684 267-61684 274 

9205 180 145 Application for amend to license D PR-4 6, consisting of TS change 100 to 
ellminale mam steam lino radiation monitor scram & isolation functions 
HORN.GR Nebraska Public Power District 92/05/04 lOpp 61730*319 61730 339 

-9205180155 Proposed tech specs change 100 to eliminate mam steam line radiation 
monitor scram & isolation functions 

• Nebraska Public Power District 92/05/04 lipp 61730 329 61730 339 

9205130095 Provides rept ol ultrasonic examinations of feedwater nozzles at Cooper 
Nuclear Station Examinations included nozzle inner radius, nozzle bore & safe end 
sections of feedwater nozzle 

HORN.GR Nebraska Public Power Dislrict 92/05/05 Document Control Branch 
(Oocumem Control Desk) 3pp 61686 335 61686 337 

9205200010 Solicits interest in NRC sponsored current licensing basis workshop on 
920623*24 in Rockville.MD Requests specific pane! discussion topic recommendations 
& names of attendees & participants by 920518 

LARKINS, J T Project Directorate IV-1 92/05/05 HORN.G R Nebraska Public Power 
District 6pp 61742 323 61742 327 


Q. Inspection reports, IE Bulletins & correspondence 


9205010009 NRG Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reaclor Coolant Pressure Boundary Piping Inside Containment at Boiling 


ROSSI, CE Division of Operational Events Assessment (Post B70411) 92/05/00 
Consolidated Edison Co of New York, Inc 6pp 61667.349 61667 354 


920B0 10045 NRC Info Notice 92 036, "Intersystom LOCA Outside Containment " 
ROSSI.CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co oi New York, fnc 9pp 61718001 61710 009 


9206040266 Suppi 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/06/07 
Consolidated Edison Go of New York, Inc 4pp 61718 010 61718 013 


9205190185 Insp rept 50-298/92-05 canceled No insp rept will be Issued 
BEACH, A B Region 4 (Post 620201) 92/05/14 HORN.GR Nebraska Public Power 
District 2pp 61708 023 61708 024 


9205190124 Discusses Insp rept 50 298/92-06 on 920308-0416 8. forwards notice of 
violation Violation of concern to agency due to indication of lack of respect for safe 

work permit program by operations personnel ^ 

BEACH, A B. Region 4 (Post 820201} 92/05/15 HORN.GR Nebraska Public Power 
District 3pp 61706 269-61706 288. 


-0205190139 Notice of violation from insp on 920308 0418 Violation noted radiation 
control procedure was not maintained in that operations personnel entered high radi- 
ation area to operate plant sys w/o prior notification to health physics. 

* Region 4 (Post 820201) 92/05/1 ^ 2pp. 61706 274 61706 276 

-9205190144 Insp rept 50-298/92 06 on 920308-0416 Violations noted Major areas 
inspected followup of even is, operation at safely venfi cation. surveillance &. malnt 
observations, fitness for- duty Insp & mgt meetings 

HARRELL,P.H Region 4 (PO^ 92/05/15 13pp 61706.276 61706 288 


9206270026 Discusses insp rept 50-296/92 04 on 920205 & 0303 & forwards nolice of 
violation Degraded cell in 1A 250 volt unit battery was discovered. however TS not vio- 

BEwi)H.A B Region 4 (Post B20201) 92/05/21, HORN.Q R Nebraska Public Power 
District epp, 61762,041-61762 046 
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■9205270029 NoiiCG o( vioIaNon from insp on 9202-05 & 0303 Violation noted no imme 
diatd corrective action was taken to perform equalising ctiarge or remove degraded 
col! from SVC 

' flegron A (Post 820201) 92/05/21 3pp 61762 045-61762 04B 


R Periodic operating rep arte & related correspondence 

9205140209 Forwards monthly operating rapt for April 1992 for Cooper Nuclear Station 
&. revised repts lor Fob & Mar 1 992.irevising average daily unit power levels 
GARDNER.R L Nebraska Public Power District 92/05/05 Document Control Branch 
(Docurnem Control Desk) Ipp 61686 354 61606 360 

—9205140217 Monthly operating rept for April 1992 for Cooper Nuefear Station 
CAWLEY, JT Nebraska Public Power Disirtcl 92/04/30 4pp 61686 355 61606 358 

-9205140223 Revised average daily power level for monthly operating rapt for Fob 
1092 for Cooper Nuclear Station 

" Nebraska Public Power Dtstn cl 92/62/29 1p 61686359 61686 359 

-9205140227 flovisod average daily power level for monthly operating rept for Mar 
1992 for Cooper IVucfear Station 

* Nebraska Public Power District 92/03/31 Ip 61686360 61606 360 


S. Reportable occurrencea, LERs & relaled correspondence 

9205110171 LER 92-006 0Qor> 920407.250 volt batlery chargor 10 Input breaker 
IrippedOn 92040-8,250 volt battery charger 1A tripped Charger 1A trip duQ to inad- 
oquate preventive maint Relay K'3 replaced & calibr W/920508 Hr 
MYERS,JR. GARDNER.R L Nebraska Public Power District 92/05/00 6pp 

6166B 000-61668 085 

9205260160 LER 92*007-00 -on 9 20420, Shutdown Cooling Isolation Valves automatically 
closed Caused by void formation & collapse in RHR lines Pressure In vessel was In 
creased & isolation valve opened W/920520 Itr 

MYERS,JR, GARDNER.R L Nebraska Public Power District 92/05/20 5pp 

61814 150 61814 154 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


P, Security, medical, emergency & lire protection plans 

9205150109 Forwards insp repts 50-266/92-10 & 50 301/02-10 on B20413-17 No viola 
lions no led 

PEDERSON, CD Reglort 3 (Post 820201) 92/05/07 2ACH,JJ Wisconsin Electric 
Power Co 2pp 61676 318 61676 320 

-9205160114 Partially withhold insp repts 50-266/92*10 & 50 301/92-10 on 920413 
17 Major areas inspected mgt supporl.protoctod & vital area bamers, access control 
personnel .packages & vehicles Details withheld per 10CrR73 21 
MADEDA.TJ Region 3 (Post 820201) 92/05/06 Ip 61676320 61676 3 20 

fi20522O16& Forwards Public version & Central Files version of EPIP Manual 8Djnclud 
mg Rov 1 to EPIP Form Index.EPIP 6 6c, Rev 3 to EPlP22,Rov 2 to EPiP*23,Rev 1 to 
EPIP 24, Rev 3 to EPJP*25 & Rov 1 to EP IP-26 Central Files version withhold 
LfNK,B Wisconsin Electric Power Co 02/05/18 Document Control Branch (Docu- 
ment Con Iro) Desk) Ip 61700117-61780 1 70 

-9205220173 Public version of revised EPIPs, including Rov 1 to EPIP Form Index, EPtP* 
66c, did 92051 1.Rev 3 to EPIP 22, Rev 2 to EPIP-23,Rov 1 to EPIP.24.RQV 3 to EPfP- 
25 & Rev 1 to GPIP-26 

* Wisconsin Eleclnc Power Co 92/05/18 53pp 61780 118 61760 170, 


H. General correspondence 

9205S10279 Advises lhat J Zach resigned from ulil & aulhor appointed to succeed J 
Zach as vice president - nuclear power 

LINK, RE Wisconsin Electric Power Co 92/05/16 Document Control Branch (Docu 
meni Control Desk) Ip 61760 130 61760 130 


P. Operating ((cense elage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program perfornoanco 
roots 

KOUP.E Reactor Safeguards Branch 02/04/20 MCKNIGHT, J Infornnation &. 
Records Management Branch (Post 890027) 4pp 61663 326 61563 329 

92OSO7O205 Nolification of 920514 moating w/ulif in Rockville, MD to discuss TS 
SAMWORTH.R 0 Proioci Directorate III-3 92/04/29 HANNON, J N Project Director- 
alo III 3 3pp 61607 ll>3 61607 105 

9205220129 Requests explanatPon on WEPCO selection of VSC rfesignod by Sierra Nu- 
clear Core for implementation at plant 

SHILLINGLAW.F AffllJation Not Assigned. 92/05/01. SAMWORTH,B NRC - No Da 
tailed Affiliation Given 7pp 61 760 354-61766 360 

920519001 9 Ack receipt of 10CFR50 54(a) sub mi Hat dtd 920323 Incorporating changes 
in QA program description NRC antfclpalos more than 60 days to complete 
review Results will be communlcatod 

WRfGHT^GC Region 3 (Post 820201) 92/05/13 ZACM.JJ Wisconsin Electrfc 
Power Co 1p 61 705 326-61 705 326* 


Q, Inspection reports, EE Buffetlns & correspondence 

9205040212 Forwards "Unit 2, Refueling 17 Inservfco Insp FIrval Rept Rept summarizes 
inservicG activities performocl during 1992 rofueling outage 

ZACH,J J Wisconsin Electric Power Co 92/05/01 Oocumenl Control Branch (Docu* 
monl Control Desk) 3pp 6 1 596 .00 1 -61 50 6 024 

-9206040214 "Unit 2.Re fueling 17 Inservica Insp Final Rept ” 

* Wisconsin Electric Power Co 92/02/19 21pp, 61696 004 61696 024 


9205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
WstGF F^QElCtOr 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc Gpp 61667 349 61667 354 

9205010045 NRC Info Notice 92 030, “Inlersyslem LOCA Outside Containment ’’ 
ROSSI.C E Division of Oparalional Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 0pp 61718 001 61710 009 

9205P40265 SuppI 1 to NRC fnfo Notice 92-018, “Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown ’’ 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co or New York, tnc 4pp 61710 010 61718 013 

9205150109 Forwards insp repts 60-266/92-10 & 50-301/92-10 on 920413-17 No viola- 
tions noted 

PEDERSON, CO Region 3 (Post 020201) 92/05/07 ZACH.JJ Wisconsin Eleclnc 
Power Co 2pp 61676 318 61676 320 

-9205150114 Partially withheld iinsp ropls 50-266/92-10 & 50 301/92-10 on 920413 
17 Major areas Inspected mgt supporl.protecled & vital area bamers, access control- 
peraonnol.packages & vehicles Doiaifs withheld per 10CFR73 21 
MADEDA.TJ, (5reED,J R Region 3 (Post 820201) 92/05/06 Ip 61676 320 
61676320 

9205220003 Extonda appreciation for candid discussions held at 020430 public meeting 
re SALP 9 rept Ma{or changes underway to increase procedural control & new initla 
lives 

2ACHJJ Wisconsin Electric Power Co 02/05/13 DAVIS.A B Region 3 (Post 
820201) Ip 61773 358-61773 358 


n. Periodic operating reports & related correspond a nee 

9205120093 Monthly operating repts for April 1992 for Point Beach Nuclear Plant Unit 
1 W/920508 Ilf 

PETERSON.D C , ZACH.J J Wisconsin Electric Power Co 92/04/30 9pp 61665 207- 
61665 215 


V. Operator Examinations 

9205210025 Informs that listed ref mall requested prior (o operator & senior operator 
licensing exams scheduled for wk of 920928 

WRIGHT, G C Region 3 (Post 820201) 92/05/18 LINK.B E Wisconsin Electric Power 
Co 1 3pp 61 723 06G 61723 080 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency & fire protection plans 

9205120138 Rev 19 to EPIP EM-213, "Medical Emergency Procoduros ” 

STEPHENSON, JD Florida Power Corp 02/04/06 15pp 61665 230-61665 244 

9205139125 Rev 38 to EPIP EM*202, "Duties of Emergency Coordinator " 
STEPHENSON, J D Florida Power Corp 92/04/13 5Bpp 61684 201*61684 339 

9205260264 Public version of Rev 58 to EPIP EM*206, "Emergency Plan Roster & Noti 
ficalton ” W/020518 release memo 

STEPHENSON, J 0 Florida Power Corp 92/04/22 26pp 61791 331-61791 356 

9205120203 Forwards Insp rept 50 302/92 07 on 920229 0404 One unresolved item 
noted 

SINKULE,M V negion 2 (Post 820201) 92/04/24 BEARD, PM Florida Power Corp 
2pp 61637 121*61637 130 

-0205120206 Insp ropt 50-302/92*07 on 920229 0404 One unresolved item 
noted Major areas Inspected plant operations, security, radiological controls, fad Illy 
mods & licensee action on previous insp items 

HOLMES-RAY.P . FREUDENBERGER. BEAULIEU, D Region 2 (Post 820201) 92/04/ 
22, iBpp 61637:123-61637 138 

0205040027 Certifies lhat access authorization program moots requirements of 
10CFR 73 56 Appropriate commitment to Reg Guide 5 66 will be added to secunty 
plaaper 10CFR50 64(p) 

BEAhD,PM Florida Power Corp, 92/04/27 Document Control Branch (Documonl 
Control Desk) 3pp 61561'354*6i561 356. 


H. General correspondence 

9205089022 Comment concurring w/comments offered by NUMARC on sections 7 & 8 
of draft NUREG-1440, "Shutdown & Low Power Operation at Commerclaf Nuclear 
Power Plants fn US " Urges NRC to consider comments carefully 
BEARD.P M Florida Power Corp oZ/04/30 Document Control Branch (Documeni 
Control Desk) ip 61591 022-61501,022 


I. Financial Information 


9206000204 Forwards annual financial rept for 1991 & annual financial repts for partici- 
pating owners of Cnistal River Unit 3. Sabring Utils Commission rept will be submitted 
upon receipt by FPu. 

BEARD.P.M Fiorida Power Corp 92/05/01 Documeni Control Brandi (Document 
Control Desk) Ip. 61652 001-61 654-232. 

-9205060206 "Orlando UtHs Commission 1991 Annual Rept" 

POPE.TC Orlando Utilities Commission 91/12/31 60pp 61652 002*61652 061 

-920S06920S "Galnsville Regional Utils 1991 Annual Rept" 

• Gainesville Regional UKIillos. 91/12/31 52pp 61652,062-61652 113 
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-9205060209 ' Kissimmeo Ulil Aulhonty 1991 Annual Ropt ” 

HORD.n L , WELSH.JC Kissimme© Utilily Aulhorily 91/12/31 34pp 61652 114- 
61652 1S6 

-9205080211 ”FL Progress Corp 1991 Annual Rept” Financial slalomenls from Cities 
of Now Smyrna Beach, 0ushnoll,Alchua & Seminole Electric Cooperative, Inc & annual 
Financial ropts from Cities of Loesburg.Taltahassoa & Ocala,FL end 
CRITCHFIELD,J Florida Progress Carp 91/12/31 400pp 61652 157 61654 232 


P Operating license stage documents & correepondonce 

92050'! 0247 Forwards fitness (or duty program contacts listed on program performance 

K^JP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J fnformalion & 
Records Wanagemenl Branch (Post 890627) 4pp 61563 326 61563 329 

9205110214 Forwards amend 141 to liconse DPR-72 & safety evaluation Amend 
charges TS in response to application dtd 920123 & relocates radiological effluent TS 
requirements to offsite dose calculation manual, w/guidance of NRC generic Itr 69 01 
SILVERiH Project Directorate 11-2 92/05/04 BEARD, P M Florida Power Corp 2pp 
61654 280 61654 335 

-■9205110235 Amend 141 to license DPR-72,rGlocating radfological effluent TS require- 
meals from ODCM or process control program.per generic Ur 89 01 
BERKOW.HN Project Diroctorat© 11-2 92/05/04 43pp 61664 291 61654 333 

-9205110248 Safety evaluation supporting amend 141 to license DPR-72 

Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/04 2pp 
B16S4 334 61654 335 

9205200080 Notification of 920623-24 workshop In Rockville, MD re current licensing 
basis 

BERKOW^HN Project Director ale 11-2 92/05/04 BEARD, PM Florida Power Corp 
3pp 61724-353 61724 355 

9205200128 Forwards amend 142 to flconse DPR-72 & safety evaluation Amend re- 
vises snubber visual insp requirements to b© consistent w/guidance contained in go- 
none ILr 90 09, dtd 901211 

S1LVER.H. Project Directorate l(-2 92/05/04 BEARD, PM Florida Power Corp 2pp, 
61747 342 61747 357 

-9265200131 Amend 142 to license DPR-72,rovisino snubber visual Insp roquiromenls 
to be consistent w/guidanco contained in gonerlc Itr 90 09, did 901211 
BERKOW.HN Project Diroctoralo U.2 92/05/04 9pp 61747 344 61747 352 

-9205200134 Safely evaluation supporting amend 142 to ficonso DPR-72 
• Offjco of Nuclear Reactor Regiilatton, Director (Post 070411) 92/05/04 3pp 
61747 3 53 61747 357 

9205130046 Discusses tech spec change request 196,suppl 1 & suggests that changes 
bo utilized as alternate tociinlcfll basis (or approval ro B&WOG topical ropt 8AW- 
2149, "Evaluation of Ropfacement Rods in BWFC FuoJ Assemblies " 

BEARD, P.M Florida Power Corp 02/05/06 Document Control Branch (Document 
Control Desk) 4pp 61651 079 61651 002 

9205200075 Accepls response to GL 91-11, "Resolution of Qonoflc Issue 40 'LCO for 
Class IE Vital Instrument Buses,' & 49, 'Interlocks & LCO for Class IE Tie Breakers' 
Pursuant to 10CFR 50.64(f) " 

SILVER, H Project Dlfoctorate II-2 92/05/06 BEARD, PM Florida Power Corp 2pp 
61742 350 61742 359 

9205260250 Informs that responses to generic Ur 91-06 re rosotution of gonoric issue A 
30 concerning adequacy of safety-related dc power supplies aceoPtabte 
SILVER, H Project Directorate 11-2 92/05/06 BEARD, PM Florida Power Corp 2pp 
61764 320-61764 321 

9205299224 Discusses licensee 020324 Itr re rofuol 0 scope Notes that considorabto 
work expected to bo completed during upcoming fuol outage Response requested 
within 30 days of receipt of Ur 

SILVER, H Project Directorate ir-2 92/05/11 BEARD, PM Fforida Power Corp 4pp 
61741 337-61741,340 

9295190326 Forwards proposed change to OA program d 08 criptlpn,FSAR Section 1 7 
ro ffiKiuency of procedure review QA program commitmont will bo reduced to comply 
w/Rod GuiJo 1 33, Rev 2 

BEARD, PM Florida Power Corp 02/05/14 Document Control Branch (Oocumonl 
ConlfOl Desk). 6pp 01740.141-81740 146 


0. rnapeotlen reports, IE Bulletins & correspondence 

9205950161 Oiscuasos insp ropt 50-302/91-25 on 911200-23 & forwards notice of viola- 
■lion & proposed imposition of civil penalty in amount of $50,000 
EBNETERiSD Region 2 (Post 820201) 92/04/09 BEARD.P M Florida Power Corp 
6pp 61540 203-61540 212 

-82050501 6B Notice of violation & proposed imposition of civil penalty In amount of 
$60,000 Noncompliance notodon 911208,RCS pressure low ESFAS Inslrumonlalion 
for HPI not operable or available whilo reactor in mode 3 
* Region 2 (Post G20201), 92/04/09 4pp 61640 209-61540 212 

9205120293 Forwards Insp ropt 60-302/92 07 on 920220-0404 One unresolved Item 
noted 

SINKULE.M.V. Region 2 (Post 620201). 02/04/24. BEARD.P.M Florida Power Corp 
2pp 61637 121-61637.130. 

-9205120206 Insp rept 60-302/92-07 on 920229 0404.0ne unresolved Uom 
noted Major areas Inspected, plant operations, security, radiological controls,facildy 
mods A (Icon SOS action on previous Insp Items 

HOLWES-RAY.P., FREUDENBERQER, DEAULIEU.D, Region 2 (Post 020201). 92/04/ 
22 I5pp 61637 123 61637 130 

9205120220 Forwards insp ropt 50-302/02 00 on 020323-27, No violations or deviations 
botod, ..... 

CLINE.WE Region 2 (Post 820201) 02/04/24 BEARD.P M Florida Power Corp 
3pp. 61637 001-61637.020 


■9205120224 Insp rept 50 302/92 08 on 920323-27 No violations or deviations 
noted Maior areas inspected conlirmalory mGaBurements, count room QC & dose as 
sessment 

SEYMOUR, D A, DECKER.TR RGgion 2 (Post 020201) 92/04/23 17pp 61637 004- 
61637 020 


9205050226 Summary of 920330 meeting w/ulil A B&W in Rockviire.MD to discuss res- 
olulion of bulletin 08 04 List of attandees end 

SILVER.H project Diroctoralo 11-2 92/04/29 Project Directorate II 2 5pp G1568 332- 
61568 336 


9205200126 Forwards amend 142 to licensa DPR- 72 & safety evaluation Amend re 
vises snubber visual insp requiremonts to be consistent w/guidance contained in go- 
noric Itr 90 09, dtd 901211 

SILVER.H Project Diroctorat© 18 2 92/05/04 0EARO,PM Florida Power Corp 2pp 
61747 342 61747 357 


-9205200131 Amend 142 to license DPR 72, revising snubber visual insp requirements 
to be consistent w/guidanco contained in gonenc Itr 90-09, did 901 2 H 
BERKOW.HN Projoct Directorato 11-2 92/05/04 9pp 61747 344 61747 362 

“9205200134 Safely evaluation supporting amend 142 to license DPR-72 
• Office of Nucloar Reactor Regulalion, Director (Post 870411) 92/05/04 3pp 
61747 363 6174 7 3 5 7 


9205010009 NRC Into Notico 92-035. "Higher Than Predicted Erosion/ Corrosion in 
Unlsolable Reactor Coolant Pressure Boundary Piping inside Containment at Boiling 
Water Roactor 

ROSSI, CE Oivisiort of Operational Events Assossmenl (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 

9206130163 Communicates info relaUvo to content of NRC insp Rept 50 302/91-22 on 
911f04 00Ulil in process of implementing onhancemonls to improve capabiiilies in 
area of trending programs 

BEARD.P M Florida Power Corp 92/05/06 Document Control Branch (Document 
ConIrolDesk) 3pp 61678 313 61678 315 

92D50 10045 NRC Irlo NoKco 02-036, "Intersysloni LOCA Outside Contammont " 
ROSSI, CE Division of Operational Events Assossmenl (Post 870411) 02/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61718 001 61718 000 

9205040208 SuppI 1 to NRG Info Notice 92-016, "Loss of Flow from Residual Heat Re 
moval Pump During. Rofuellng Cavity Draindown " 

ROSSI.CE Division of Operational Events Assossmenl (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61716010 61718 013 

9205220112 Responds to notice of violation & forwards payment of civil penally in 
amount of $50, 000, per Insp Rapt 50-302/01 -25 Corrective actions procedural guid 
anco incorporalGd into AI-50 ro conduct of opora lions Final ropt end 
BEARD.P M Florida Power Corp 92/05/08 LIEBERMAN.J Ofc of Enforcomenl (Post 
870413) Gpp 61760 197 61700 227 

-9205220114 "Florida Power Corp Generic Ir^iplications of Roactor Trip Events In Dec 
i&ai." final ropt 

* Florida Power Corp 92/01/10 23pp 61780 20 G 61780 227 


n. Periodic operating roporte & related correspondence 


0205130269 "'Annual Radiological Environ Oporatino Rcpl for 1091 " W/920430 Ur 
EZZELUPF, BOLDT.GL Florida Power Corp 91/12/31 58pp 61674 125- 
61674 102 

9205190076 Monthly oporating ropt for April 1092 for Crysla) River W/920512 Ur 
DINKOWSKI.JA, BOLOT.-GL Florida Power Corp 02/04/30 6pp 61740 147- 
61740 151 


8, Reportable occurrences, LERs & related correspondence 


9265040001 LER 92 001 00 on 020327, Invoftor output connectod lo dc sys Input 
isolatod, causing iwo relays to actuate & oponing feeder broakers Caused by relay 
doslgn & failoa components in relays Relays disabled & dc bus momlorod W/920427 

STEPHENSON.WA , BOLDT.GL. Florida Power Corp 92/04/27 6pp 61546 345- 
61546 350 

9205040020 LER 02-002 00 on 920327,loakagfl (rona seal ol Jackol coolant pump DJP 2 
Incroasod lo approx 2-3 gallons per minulo Caused by Inoperable EDG & vital bus 
Inver tor, Leak ropairod & provontivo maint program modified W/02O427 Ur 
STEPHENSON.WA , BOLDT.GL Florida Power Corp 92/04/27. 4pp 01570 321- 
61570 324 

0205010016 Notification of 920507 mooting w/util in Rockville, MD to discuss electrical 
aspects of 920327 roactor (np 

SILVER.H Prole cl Diroctoralo I f-2 92/04/29 BERKOW.HN Project Directorate 11-2 
3pp 61516037 61 SI 0 039 

9206120299 LER 89 022 02 on 89O014,orronoous indication of loss of main feedwater 
pumps resulted in manual ESP actuation Cau so unknown Precaution added to proco- 
duro to assure lhal operators awaro of (oss of Indication W/920504 Ur 
STEPHENSON.WA, BOLDT.GL Florida Power Corp 92/05/04, 5pp 61702 245- 
61702 240 

9206220206 LER 92 003 00on 910BD1,dotQrmin©cl that two procedures (or documenl- 
ina vol of fuel atorad in DG fuol oil storano tank orronoously revised Caused by proco- 
dum rev error Relaiionship of suction point wlff be verified W/920515 Itr 
STEPHENSON.WA, BOLDT.GL Florida Power Corp 02/05/16 5pp 61814 092- 
61614 090 
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DOCKET 50-304 ZIOM NUCLEAR POWER STATIOM, UNIT 2 


F Securlly, medical, emergency & fJro protection plana 

9205140239 PDR vorsjon of revised EPIPs.includmg Rov 26 lo B2P600 A1 & Rgv 24 to 
B2P 600 A 4 W/920504 release memo 

' Commonw^ealth Edison Ck) 92/03/30 21pp 61602 279 61602 301 

0205010197 Advises that access authonzalion program which moots reouirementa of 
10CFR73 56 Implemented on 920427 Util inlenos to ulilize temporary Ltncs-corled 
access provisions of ruCo 

REED.C Commonwealth Edison Co 92/04/27 MURLEY.TE Office of Nuclear Reac- 
tor Regulation, Director |Posl S70411) ip 61549 332-61549 332 

9205180045 Advises that 920427 proposed scope of participation & ob|eclives for plant 
emergency preparedness exorcise schodiilod for 920729,.accGp1able 
PEDERSON, CD Region 3 (Post 820201) 92/05/11 REED.C Commonwealth Edison 
Co 2pp 61690 222-61690 223 

9205278091 Advisos that 920403 Rev 29 to security plan consistent w/ provisions of 
1QCFR50 54(p) & acceptable based er> request to provide corrections lo secunty plan 
to address unacceptable items noted rn end wilhin two months W/o end 
PEDERSON,CD Region 3 (Post 820201) 92/05/11 KOVACH.TJ Commonwealth 
Edison Co 3pp 61831 163 61831 165 

9205290338 Permanent Change Requasl A 92-304 to Rev 1 to EPIP 100-2, "ERDS Op- 
ora tion" 

’ Commonwealth Edison Co 92/05/12 24pp 01911 001-61911 025 

9205270167 Forwards insp ropts 50 295/92-11 & SO 304/92-11 on 920427- 0501 No 
violations noted 

CREED, JR Region 3 (Post B20201) 92/05/20 REEO,C Co mmonwoalth Edison Co 
2pp 61763 104-61763 107 

-9205279182 Partially withheld insp repts 50-295/92-11 & 50 304/02-11 on 020427- 
0501 No vtofsiiors noted Major areas inspected physical secunty ro mgt 
si^poi1j>rolected & vilal area barriers, access control personnel,packan:es & vehicles 
BELANGER, J L Region 3 (Post 020201) 92/05/20 2pp 61763 106-61763 107 


P. Operating IJcense stage documents & correspondence 

9205040247 Forwards filnoss for duty program contacts listed on program performance 
repts 

KOUP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management 3ranch (Post 090827) 4pp 61563 3 26 61563 329 

9205200084 Requests that licensee provide info for spec-ific panel discussion topics & 
names of staff members who will attend & participate as panel member on 920623-24 
current licensing basis workshop 

BARRETT.RJ Project Directorate IJf-2 02/05/05 KOVACH,! J Commonwealth 
Edison Co 4pp 61722 320 61722 332 

9205180359 Application for amends to licenses DPR-19,DPR-25,OPH-29. DPn-30.NPF- 
1 t,NPF-18,NPF-37,NPF 6 6,NPF-72,NPF-77, revising adminlstrativo controls section lo 
standardize onsllo roviow fun cl ton 

SIMPKIN,TW Com morwoalth Edison Co 92/05/07 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Posl 070411) 25pp 61719 001-61719 238 

“9205180364 Proposed changes to Tech Specs revising admin istralivo controls 
’ Commonwealth Edison Co 92/05/07 200pp 61719 026 61719 230 

9205190235 Summary of 920408 meeting w/uii( re MOV pFogram List of allondees end 
PliLSIFER,R M Project Directorato 1112 92/05/11 Project Directorato 111-2 30pn 
61716 090 61716 120 

920S200205 Forward 0&WOG nonproprielary re pi BAW-2l48,Rev 1 & proprietary rept 
BAW-2148P,Rov 1 rc roaclor vessel upper shelf energy,per 10CFR50,App 
G Proprietary rept 0AW 2146?, Rev 1 wilhhold (ref 10CFR2 7GO) 

CHRZANOWSKl.D. Commonwealth Edison Co 92/05/11 MURIEYJ E Office <jf Nu 
clear Reactor Rogulalicn, Director (Post 870411) 8pp 61774 001-61 774-109 

-928520020D Non proprietary "Low Uppor-Slietf Toughness Fracture Analysis of Reac- 
tor Vessels of Zion Units 1 8 2 for Load Level A & B Condiltons " 

' Babcock R Wilcox Co 0AW-2148 R01 92/04/30 lOfpp 61774 00 9 61774 1 09 

9205220002 Forwards response to several issues raised during MOV audits per 920400 
meeting at Region III S. Generic Ur 89-10 Values for stono friction coofficfonts bolter 
than 0 2 not unreasonable 

S!MPKiN,TW Commonwealth Edison Co 92/05/11 DAVIS, A B Region 3 (Post 
820201) 12pp. 61700 182 61760 193. 

9205120189 Noliticalion of significant licensee meeting w/util on 920514 lo discuss mgl 
issues at util corporate & six nuclear stations 

HSIA,A Region 3 (Pest 020201) 92/05/12 Region 3 (Post 620201) 2pp 61637-216- 

Ri RQ? *>1 T Mr r-r 


9205120211 Confirms plans to hold two separate rnGOlings on 920514 at plant, as dis- 
cussed between A Hsia ol NRC & J Schrago of ulil 

GREENMAN,EG Region 3 (Post 820201) 92/05/12 REED.C Commonwealth 
Edison Co 2pp 61624 130-61624.131 

9205190212 Confirms plans to hold mgt meeting on 620522 in Glen Ellyn,! L to discusa 
util fnltnatives to Improve engineering & technical staff performance * operability as- 
sossmonl 

QREENMAN,E.G Region 3 (Post 820201) 92/05/12 REED.C Commonwoalfh 
Edison Co 2pp 81708 046-61 70B 047, 

9205200217 Forwards amends 136 A 125 to licenses Dpn-39 & OPR 48, rospeclively & 
SE Amends rovise TS by deleting specific testing frequency requirements & repiacino 

S monts w/refs lo spec 4 0 5 provided In Westing house STS 

AN,J,B, Project Directorate (11-2 92/05/12 KOVACH.TJ Commonwealth 
Etllaan Co 3pp. 61 742 287-81 742 322. 

Amends 136 & 125 lo licenses DPR-39 & DPR 4a,respec1ivaly, revising 
TS by deleting specific testing frequency requirements & replacing requirements w? 
refs lo ^ec 4.0.5 as provided in We sting house STS 

BARRETT.RJ Project Direclorale ill 2, 02/05/12 27pp 61742-290 61742 316 


“9205200236 Safely evaluation supporting amends 136 & 125 to liconses DPR 39 & 
DPR-4e, respectively 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 92/05/12 6pp 
61742 317 61742 322 

9205190025 Confirms plans to conduct 920515 meeting to discuss status of emergency 
diesel generators & plans to improve reliability 

GREENMAN.EG Region 3 (Post 620201) 92/05/13 REED.C Commonwealth 
Edison Co 2pp 61690 180 61690 181 

9205190025 Ack receipt of tOCFRSO 54(a) submittal did 920408 incorporating changea 
m QA program topical ropt NRC anticipates more than 60 clays to comploto 
review Results will be communicated 

WRIGHT.GC Region 3 (Post 820201) 92/05/13 REED,C Comimonweallh Edison 
Co 2pp 61705 345-61705 J46 

9205200097 Informs that document entilled, “Hydraulic Test Ropt For 15x15 Low Pros 
sure Drop & (nlermediate Flow Mixor Grids," will be withheld (ref 10CFR2 790(b)(5)) 
PATEL.CP Project Directorate III 2 92/05/14 UPARULO.N J Westmghouse Electric 
Corp 3pp 61797 266 61797 268 

9205260111 Informs that document en-titfed, "Zion NSSS Setpoint Evaluation Protoclion 
Sys Channel8.EAGLE-21 Version" will be withheld (rof 10CFR2 790(bH5)) 

PATEL.CP. Project Directorato Ilf-2 92/05/14 LIPARULO.NJ Westinghouso Electric 
Corp 3pp 61797 281-61797 283 

9205210144 Ack receipt of 920506 Itr In response to NRC 920310 Itr re emptoyoos 
working excess overtime NRC finds Investigation sufficienl to support conclusions & 
actions 

GREENMAN.EG Region 3 (Post 820201) 92/05/18 REED.C Commonwealth 

Edison Co 2pp 61723 359 61723 360 

920527023B Confirms 920522 mgt moating at Region III of c to discuss util environ monl 
tonng at six listed nuclear sites 

GREENMAN.EG Region 3 (Post 020201) 92/05/22 REED.C Commonwealth 

Edison Co 2pp 61026 358-61826 359 

9205280023 Notification of significant llconsoo meeting w/util on 920622 to discuss util 
environ monitoring at all nuclear stations 

HSIA.AH Rogion 3 (Post 020201) 92/05/22 Region 3 (Post 820201) 2pp 
61772 191-61772 102 

9205290224 Forwards util reassessment of fracture toughness requlroments for protec* 
Ijon against PTS, based on weld motal specific data accumulated by B&W Owners 
Group, which demonstrates compliance w/IOCFRSO 61 screening critorla 
STIMAC.S Commonwealth Edison Co 02/05/22 MURLEY.T E Office of Nuclear Ro 
actor Regulation, Director (Post 670411) 13pp 6189S 340 61095 360 

9205290231 Repts ECCS evaluation model changes.based on re analysis performed by 
Weslinghouse to address 15x15 OFA fuel hydraulic resistance & accumulolor/Sf fnlor 
action Description of LOCA analysis changes enci 

STIMAC.S F Commonwealth Edison Go 92/05/22 MURLEY.T E Office of Nuclear 
Roaclor Rogulallon, Director (Post 07041 1). lOpp 61912 323 61012 332. 


Q. Inspection reports, iE Bulletins & correspondence 

9206050141 Ack receipt of 020415 Itr informing NRC of stops taken lo correct violations 
noted In Insp ropts 50-295/92 03 & 50-304/92-03 

MFLLER.H J. Region 3 (Post 020201) 92/04/23 REED.C Commonwealth Edison Co 
2pp 61540007-61540 020 

9205260090 Advises that fuel oil consumption tost on 1A EDG will bo comploled by 
920607Jn response to unrosolvoci item re OG fuel oil transfer & storage ays noted In 
Insp Rents 50-295/92 03 & 60 304/92-03 

KOVACH, T J CommonwoaUh Edison Co 92/05/01 OAVIS.A B Region 3 (Post 
820201) Ip, 61706 352-61786 352 

920S010009 NRC info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
Unlaolable Roaclor Coolant Pressure- Boundary Piping Inside Containment at Boiling 
Water Reactor " 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 02/05/06 
Consolidated Edison Co of New York, inc 6pp 61667 34.9 61667-354 

920S010045 NRG Info Notice 02-036, "Intorsyalem LOCA Oulsido Conlninmonl " 

ROSSI, CE Division of Operational Events Assessment (Post 070411), 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718*001-61710 009 

9205040265 Sujppl t to NRC Info Notice 92 016, “Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dralndown " 

ROSSI.CE Division of Oporallonal Events Assessment (Posl 870411) 92/05/07 
Consolidated Edison Co. of New York, Inc, 4pp 61710 010-61716 01 3 

9205190057 Forwards safely insp ropts 60-295/92 07 & 50-304/92 07 on 920311-12 & 
0402 & 20-24 Violation noted but not cited for enforcamenl aclion duo to self Idonlifi- 
cation 

NORELIUS.CE Region 3 (Post 820201) 92/05/11 REED,C Commonwealth Edison 
Co 2pp 61707 143 61707,152 

“92051900B2 Insp repts 60 295/02 07 A 50-304/92 07 on 92031.1-12 & 0402 & 20- 
24 No violations noted Ma)or areas Inspected radiation protection prog ram, including in- 
ternal & external exposure control & contamination conirol 

LOUDEN.PL. SNELL, W Rogion 3 (Post 820201) 02/05/OB Opp 61707:145- 


9205270187 Forwards insp ropts 60-295/02-11 & 60 304/92-11 on 020427- 0501 No 
violations noted 

CREED, J R Rogion 3 (Posl 820201) 92/05/20, REED.C. Commonwealth Edison Co 
2pp 81763 104-01763*107 

“9205270182 ParlPally withheld Insp ropts 50 295/92-11 & 50 304/92-11 on 920427- 
0501 No violations noted Major areas inspected: physical socurily re mgl 
ai^porljprotecled & vital area barriers.access control-personnel, packages & vohlclos 
BELANGER.J.L , CREED, J R Region 3 (Post 820201) 92/05/20 2pp 61763 100 


DOCKETED ITEMS 65 


n. periodic operating reports & related correspondence 

9205120264 Revised radioactive effluent repl w/ errata data for Jan June tOQi w/ 
920504 Itr 

JOyCE»T P Co ntrnonwoallli Edison Co 91/06/30 DAVIS, 0 Region 3 (Post 020201) 
34pp. 61 665 257 61 665 290 

9265190349 Monthly operating repts (or Apr 1992 for Zion Units 1 & 2 W/92050B Hr 
HERRON.Rm JOYCE,! P Commonwealth Edison Co 92/04/30 12pp 01740 221- 
61740 232 


S. Reportable occurrences, LERs & related correspondence 

9205050030 PNOJII-92-022 on 920423, four of five emergency DGs were inoperable due 
to various failures which occurred during past wk Licensee implemented contingency 
plans to deal w/ possibility of loss of offsite power 

FAR8ER,M, CLAYTON.B Region 3 (Post 020201) 92/04/24 Ip 61541 073- 

61 541 073 

9205050164 PNO-llli-02-022A on 920423, four of five emergency DG found Inoperable 
due to various failures which occurred during past wK Both units shut down Licensee 
currently trouble shooting diesel & reinstituted contingoncy plans 
fARBEn,M.. CLAYTON.B Region 3 (Posl 620201) 92/04/20 1p 0154O.O0B 

6T540QBB. 

9205196156 PNO-lll-92-025 on 920513.planl experienced loss of RCS inventory Caused 
by licensed operator misinterpreting precaution in test procedure Resident Inspectors 
dispatched State of IL notified 

HSIA,A H , FARBER.M Region 3 (Post 820201) 92/05/13 Ip 61 707.353-61 707 353 

9205206062 Suppi to 920309 special rept re inoperability of low pressure carbon dioxide 
suppression sys for more than 14 days Operability of low pressure C02 suppression 
sys for EDO rooms delayed from 920515 lo 0631 

JOYCE, TP. Commonwealth Edison Co 02/05/15 Document Control Branch (Docu 
merit Control Desk) Ip 61765 110-61755 110 

9205266166 P NO III 92-026’on O2O5ie,oporabl0 emergency diesel generator tripped 
during performance test Caused by closed valve L(consoo invostlgatmg situation & 
valve may have been closed in error during performance tost 
HSIMH, FARBER.M Region 3 (Post 820201) 92/05/16 2pp G10O2 341- 
61602.342 


DOCKET SO-306 KEWAUNEE NUCLEAR POWER PLANT 


Security, medical, emergency & fire protection plana 

9205160004 Forwards SALP 6 rept for porlod covering 901 201 -920229, (or review before 
920528 meeting Genoral conduct of activities considered good. 

DAVIS, A B. Region 3 (Post 620201). 92/05/06 STEINf fAROT.C R Wisconsin Public 
Service Corp 7pp 61675 013-61675 036 

-9205160008 SALP rept 50-305/92-01 for period 001201-920229 Overall porformanco 
acceptable 

* Region 3 (Post Q20201) 92/05/06 17pp 61676 020*01676.036 

SaOBHOSoa Revised EPIPs, Including Rev S to EP-AO 1,Rbv O lo EP-AD3. Rev O to 
EP-AD.4.R0V W to EP-AD-7,n0V W to EP-AD-O.Rev K to EP-AD-1 1.Rov 0 lo EP-ENV- 
2.Rev I to EP ENV-3D,Rov M lo EP.ENV-4B & Rev N to EP ENV.4aW/920607 Itr 
8CHROCK,CA. Wisconsin Public Sen/ice Corp 02/05/07 30()pp 61688 000 
61688 260. 

S20S270176 Rev 1 3 to omorgoncy plan W/920521 Hr 
SCHROCK,CA Wisconsin Public Service Corp 92/05/21. 200pp 61831001- 
61831.162 


J. Inaurarico & Indemnity Information 

9205 1401 17 Forwards Endorsements 106 & 107 lo NELIA Policy NF-204, Endorsamont 
90 lo MAELU Policy MF-71.Endor3omonlB 34.35 & 36 to NELIA Policy NS.340.En- 
dorsements 6 & 7 to NELIA facility worker form & Endoraement 5 to MAELU facility 
worker form 

SCHRQCK.CA Wisconsin Public Service Corp 92/05/06 Document Control Branch 
(Document Control Desk) 14pp 61708 208-61708 221. 


P. Operating ifeenao stage documents & corroaponderice 

9205040247 Forwards fitness for duty program contacts fisted on program performance 
repts 

k6uP,E Reactor Safeguards Branch 02/04/20. MCKNIQHT.J Information & 
Records Manoflomenl Branch (Post 090027). 4pp. 61663*326 61563.329. 

9205040268 Advises that Hated recenlly revised piping & Instrumentation diagrams/ 
tfrawlnos sent to Region III 

SCHROCK,C.A. Wisconsin Public Service Corp 92/05/01 Documeni Control Branch 
(Documenl Control Desk) Ip. 61506 329 61695*329 


Q. Inspection reports, IE Bulletins & correapondenco 

9206040316 Responds lo NRC 920330 Hr ro concern noted In Exam Rept 60 305/OL- 
92 01 administered during wk of 920224 Directed communications will be encouraged 
d jrfng normal & abnormal operations & communication akills emphasized. 

SC H ROCK, C A Wisconsin Public Service Corp 02/04/20 Document Control Branch 
(Document Control Desk). 4pp 81 555*354-61 655.357, 

9205070209 Forwards Insp Repi 60-305/02-11 on 020406-10.No violations or devi- 
ations noted 

GREGEH.L R Region 3 (Post 820201) 92/04/29 SCHROCK.O.A Wisconsin Public 
Service Corp 3pp. 61623.246 61623 250 


-9205070212 Insp Ropt 50-305/91-11 on 920406-10 No violations or deviations 
noted Major areas inspected respiratory protection, interna I & external exposure 
control, training, review of previous inspector findings & station tours 
LOUDEN.PL, PAUL.RA, SNELL, W Region 3 (Post 820201) 92/04/24 9pp 
61623 249-61623 256 

9205140207 AUXILIARY FEEDWATER SYSTEM RISK BASED INSPECTION GUIDE 
FOR THE KEWAUNEE NUCLEAR POWER PLANT 

LLOYD.R C , GORE.B F , VO,T V Battelle Mamorial Inslitute, Pacific Northwest Labo 
ratory FIN L-1310 NUREG/CR-5821. 92/04/30 Division of Radiation Protection & 
Emergoncy Preparedness (Post 67041 1) 20pp 61668 128 61 668 1 58 

9205120194 Fonvards enforcement conferenco repl 50-305/02-14 on 920302-30 
GREENMAN.EG Regions (Peat 820201) 92/05/04 STEINHARDT.C R Wisconsin 
Public Service Corp 2pp 61636 077-6 1636 082 

-9205120198 Enforcement conference rept 50-305/92 04 on 920302-30 Major areas 
discussed violations & areas of concern Identified during insp & correclive actions 
taken or planned by licensee 

HAGUE, RL Region 3 (Post 820201) 92/05/01 4pp 61636 079-61636 082 

9205010009 NRC Info Nolice 92*035. “Higher Than Predicted Erosion/ Corrosion in 
Unlsolable Roaclor Coolant Pressure Boundory Piping Inside Containmer^t at Boiling 
Water Reactor " 

ROSSl.CE Division of Operalional Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 

920S1S0003 Confirms plans for 920526 mceling at site to discuss initial plant SALP 9 
repl 

GREENMAN.EG Region 3 (Post 020201) 92/05/06 STEINHARDT.C R Wiscor^sm 
Public Service Corp 2pp 6 1676 0l 1 61875 012 

9205160004 Forwards SALP 9 rapt for period coverina 001 20 1-920229, for review before 
020520 mooting General conduct of activities considered good 
DAVIS, A B Region 3 (Post 820201) 92/05/06 STEINHARDT.C R Wisconsin Public 
Service Corp. 7pp 61675 013-61676 036 

-9205150096 SALP rept 50-305/92 01 for porlo-d 901201-920229 Overall performance 
acceptable 

* Region 3 (Post B20201) 92/05/06 17pp 61675 020 61675 036 

9205 010046 NRC Info Nolico 92-036, "Inlorsystam LOCA Oulsido Containmonl 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidolod Edison Co of New York, Inc Opp 61710 001.51718 009 

9206940265 Suppl 1 lo NRC Info Notice 92 016, "Loss ol Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown" 

ROSSI, CE Division of Operational Events Assassmanl (Posl 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61710010 61718 013 

9205190140 Forwards insp rept 50-305/92 OB on 020301 0422 & forwards notice of vio- 
lation 

OREQER.LR Region 3 (Posl 820201) 92/05/08 SCHROCK.CA Wisconsin Public 
Service Corp 2pp 61708076 61708 008 

-9205190146 Notice of violation from insp on 920301 0422 Violation noted on 
0204n,ticonBOO failed to adequately retest turbine driven auxiliary feodwaler pump 
following design change to replace pump governor 
GREGER.LR Region 3 (Posl 820201) 92/05/08 1p 61708 078 01708 078 

-9205190150 Insp ropt 50 305/92-00 on 920301-0422 No violations noted. Major areas 
inspected insp by resident inspectors of operational safely, surveillance toating.matnt & 
refueling aclivittos 

RAQUCrL Region 3 (Post 020201) 92/05/08 10pp 61700 079*61708 008 

9295210130 Forwards insp repl 50-305/92-09 on 920317-19,0407 08 & 0505 Violation 
noted but not cited due to self-ldentification 

GARDNER, RN. Region 3 (Post 820201) 92/05/15 SCHROCK.CA Wisconsin Eloc- 
Ific Power Co 2pp 61724 001-61724 008 

-9206210133 Insp rept 60-305/02-09 on 920317-19.0407-08 & 0505 No violations 
noted Major areas inspected Inaervlce insp activities, review ol programs, procedure 
revlow.observation of work aclivillos & data reviews & evaluations 
SCHAPKER.JF. JACOBSON, J M Region 3 (Post 820201) 92/05/16. 6pp 

01724 003 61724*008 

9205220080 DJscussos Insp repl 50 305/92-10 on stated date & Investigation rept 3 90* 
018 on 001226 020129 & forwards NOV NRC concerned w/vlolations due to lack of 
effective formal controls over maint process 

GREENMAN.EG Region 3 (Post 620201) 92/06/18 STEINHARDT.C R Wisconsin 
Public Seuvice Corp 5pp 61 735 254-01735 260 

-9205220060 Notice of violation from Insp on slated dales Violation noted plant direc- 
tive 5 4, "Work Request," rev M of 800125, (ailed to contain requirements to onsuro 
lhat liconaeo personnel reviowed work requests In timely manner 
QREENMAN,EG, Region 3 (Post 820201) 92/05/18 2pp 61 736* 260 61735 260 


R. Periodic operating reports A related correapondence 


9206120112 Monthly operating rapt for April 1902 for Kewaunee W/92O508 Hr. 
RUITER.GH, SCHROCK.C.A Wisconsin Public Service Corp 92/04/30 5pp 
01665 249 61665 253 

6205140110 Forwards suppl to “Kewaunee Nuclear Power Plant Semiannual Effluent 
Ralaase Rept for Jul Dec 1901,” revising Dec 1991 proportional composites for gross 
alPlm.Fo-65,Sr-89 & Sr-90 

SuHROCK,C A Wisconsin Public Service Corp 92/05/06 Documenl Control Branch 
(Document Control Desk) Ip. 01708 105-61 70 B. 207, 

-9285140121 Suppl to "Kewaunee Nuclear Power Plant Semiannual Effluent Roloaso 
Ropt (or Jul Dec 1 002 ’’ 

* Wisconsin Public Service Corp, 91/12/31 12pp 61 708 196 61700 207 



I b.1^ I I Civi^ 


S, Reportable occurrences, LERs & related correspondence 

92 009- 00 on 9204l0.unanaly2cd condjlion identified w/ design of 
EDG load soquoncer re loading of AFW.SW & internal containment spray pump onto 
safeguards olectnca! bus Cause not determined Temporary mod implemented W/ 
92050a Itr 

DRE5SENJ D , SCHROCK.C A Wisconsin f^uhlic Service Corp 92/05/08 fipp 
61718 >49 61718 156 ^ 

9205180005 Inteiim Part 21 rept re possible surge line flooding when large pressunzor 
vcnl used 1o support reduced inventory ope rations, per Generic Llr OQ-17 Westing- 
house perform inn analysis Evaluation to be completed by 920717 
SCHROCK.C A Wisconsin Public Service Corp 92/05/ 11 Document Control Branch 
fDocumont Control Desk) flpp 61739 312-61739 319 

9205200310 LER 92 010 OO'on 92041 3.TOAFP inoperable aver since reactor exceeded 
350 F Caused by procedural & design inadequacies Interdisciplinary design team es- 
tablished & SP 058-286 fevisedWyS20513 Itr 

WEBB.T J , SCHROCKgC A Wisconsm Public -Service Corp 92/05/13 lOpp 
61766 156 61766 167 

9205260223 LER 92-011 00 on 92O4l6.conclud0d that SP 33 110 does nol demon- 
strate capnbjfilies of undarvoltage trip feature to automatically deenergize safeguards 
buses Caused by unclear guidance re manner if initialing loss of power W/020618 Hr 
SCHOMMER.K, SCHROCK,C A Wisconsin Public Service Corp 92/05/18 6pp 
61814 214-61814 219 

9205270002 LER 92-012-00 on 92042 3, padlock for high radiation area gale found 
unsecured Caused by dafecUve padlock or personnel error.Ono isolated area of radi- 
ation found Evafualion of different locking options underway W/920526 Itr 
DRESSEN.J D , SCHROCK.C A Wisconsin Public Service Corp 92/05/26 5pp 
61880 049 61886 053 


V. Operator Examlnatlona 

920594031B Responds to NRC 020330 llr re concern noted m Exam Ropt 50-305/OL- 
92 01 administered during wk of 920224 Directed communications will bo encouraged 
during normal & abnormal operations & communication skills emphasized 
SCHROCK,CA Wisconsin Public Service Corp 92/04/29 Document Control Branch 
(Document Control Desk) 4pp 61555354 61555357 

9206180247 Re quests that Senior Operator License SO P-3 0581-1 for KL Beaman be 
toriTifnalod slnco individual reasslgnod to position that no longer requires maint of li- 
cense 

SCHROCK.C A Wisconsin Public Service Corp 92/05/14 Document Control Branch 
(Documont Conirol Desk) Ip 61717 358-61717 358 


DOCKET 60-306 PRAfRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protecllon plans 

92060S0024 Forwards safoly insp rcpts 50 262/02 04 & 50 306/02-04 on 020210- 
0413 No viofalians noted 

SHAFER, WD Region 3 (Post 620201) 92/04/24 ELIAS ON.L R Northern Stales 
Power Co 3pp 61539 023 61539 030 

-0205050032 Insp ropts 50 202/02 04 a 50-306/92-04 on 920218 0413 No violations 
noted Major areas inspected operational safely Including onsite followup of 
ovonls.mainLsurveillanco, onglnoonng/lochnical support, security & LERs 
JORGENSEN.SL Region 3 (Post 820201) 92/04/24 14pp 61539 026-61539 039 

920S010217 Corlifios that access authorization program implomonted per Rog Guido 
6 66 & 10CFR73 56 

PARKER JM Northern Stales Power Co 02/04/27 Document Control Branch (Doc- 
ument Canirol Desk). 2pp 61546 336 61546 337 

9205040205 Revised EPIPs.induding Rev 69 to lablo of con tents, Rev 16 10 P3-5,Rev 
10 ID F3 B.Rev 6 to F3 8 1 ,Rov 1 lo EOF EPlPs table of contonts a Rov 1 to F8 5 W/ 
020426 llr 

FEy.FL Norlhorn States Power Co 92/04/26 93pp 61602001 01602 094 

9205110020 Diacussos commiimonl in NflC SER re fire protection program that requires 
use of fro relardfant fnlumescent coaling on all polyurethane foam piping insulation In 
areas con laming safety related equipment Combination of mails superior 
PARKEfliT M Norlherni States Power Co 92/05/04 Oocumonl Control Branch fOoc- 
umenl Control Desk) Ip 61647 320 61647 329 

9205130071 Forwards Rev 20 to security plan, adding commitmenls to Reg Guide 5 66 
& idenlLfyIng changes In corporate security responsibililies Rev withheld (ref 
10CFR73 21) 

PARKER. T M Northern Slates Power Co 92/05/06 Document Control Branch (Doc- 
ument Control Desk) Ip. 61602 240 61682 240 


1 Ffnanclat Jnformaflon 

9206190338 Informs that financial Info submitted for 1992 fn 920427 fir aatisflas roqulre- 
monts of SQClion 140 21 of 10CFR140 that each licensee maintain approved yuaran- 
foe payment of deferred premiums for each operating reactor over 100 Mw(o) 

NASH,D A. PoNcy Development & Technical Support Branch (Post 870411) 02/05/ 
06 DRUSVEN.A D Northern Slates Power Co 2pp 61716 125-61716 126 


P. Operaling license stage documents A correspondence 

0205040247 Forwards fitness for duty program contacts listed on program porforinance 
ropis 

KOUP.E Roactor Safeguards Branch 02/04/20, MCKNIGHT, J foiformatlon & 
Records Managomenl Branch (Post 690027) 4pp. 61663 326 61563,320 

0205120300 Forwards 911223 plant SBO/Eleclrical SafMuards Upgrade Design Ropts 
LONG, WO, Project Directorate fll-1 92/04/20 PARKER, TM Northern States Power 
Co, 3pp 61664 201-61664-350 


“9206120310 Safely evaluation of station blackout/ eleclricat safeguards upgrade 
project for plants 

* Project Directorate lll-l 92/04/28 2pp 61664 294 61664 295 

“9205120314 Safety evaluation for blackout/electrical safeguards upgrade project for 
plants 

* Office of Nuefear Reactor Regulation, Director (Post 070411) 92/04/28 55pp 
61664 296 61664 360 

9205070260 Notifjcallon of 920520 meeting w/ulil in Rockville, MD to submit topical rept 
to NRC by Jul 1992 describing change in methodology used to evaluate steady-stato 
fuel performance at plant 

LONG, WO Project Directorate Ifl-t 92/04/30 MARSH, LB Project Directorate ll!-1 
3pp 01607100 61607 102 

9205280196 Notification of cancelled 920528 moating w/ubl in Rockville, MD to discuss 
topical rept descrjbtng change in methodology used to evaluate steady-stale fuel per 
formanca at plant 

LONG.WO Woject Directorate (11-1 92/04/30 MARSH, LB Project Directorate 1 11-1 
2pp 61794 320 61704 323 

“9205280207 Notification of cancelled 920619 meetmg w/ulil In Rockville, MO re dry 
cask storage A license renewal 

LONG,WO Project Directorate IJI-1 92/05/19 MARSH, L B Project Directorate (IM 
2pp 61794 321 61704 323 

9205050316 Revises 920129 response to Generic Llr 91-11, ‘’Resolution of Generic 
fssues 40, 'LCDs for Class IE Vital Instrument Buses' & 49, 'fnlerlocks & LCOs for 
Class IE Tie Breakers 

PARKER,! M Northern States Power Co 92/05/01 Document Control Branch (Doc 
umenl Control Desk) 5pp 61584 357 61584 361 

9205200039 Requests that licensee provide Info for specific panel discussion topics & 
names of members of staff who will attend & parlic/palo as panel members for 
920623 24 current llcer^sing basis workshop 

MARSH. L B Projocl Directorate lll-l 92/05/06 PARKER,! M Northern Slates Power 
Co 3pp 61732 350 61732 352 

9205140105 Requests temporary relief from requirements for code repair of dejgradod 
cooling water sys pfpo, based on flaws fn sys identified via ultrasonic Insps Further 
fnsps performed por Generic Ltr 90-05 rovealed addf flaws 

PARKER,! M Northern Stales Power Co 92/05/07 Document Control Branch (Doc- 
ument ControJ Desk) 8pp 61720 001-61720 010 

9205100164 Forwards application for amends to Licenses DPR'42 & DPR 60, request- 
ing relocation of containmonl penetration list from Section 4 4 of TS.per Genenc Ltr 
91 08. "Removal of Component Lists From Tech Specs " 

PARKER,! M Northern slates Power Co 92/06/07 Document Control Branch (Doc- 
ument Control Desk) 2pp 61716 307-61716 337 

-0205100190 Application for amends to Liconses DPR-42 & DPR 60, requesting reloca- 
tion TS containment penetration list procedures, per Generic Ltr 01 08, "Romoval of 
Component Lists From Tech Specs " 

PARKER,! M Norlherrt Slates Power Co 92/05/07 12pp 61716 309 61716 337. 

-9285180192 Proposed tech specs re containment penetration fiat removal & miscella- 
neous changes 

* Norlhorn States Power Co 92/05/07 t7pp 61716 321-61716 337. 

9205280171 Forwards Amends 98 & 91 to Licenses DPR-42 & OPR-60, respectively & 
SE Amends revise !S Section 4 13 per generic Hr 90-00, "Alternative Roqulremanls 
for Snubber Visual fnsp Inten/als providing alternate map schedule 
MASCIANTONrO,A. Project Dfreclorato 1)1-1 92/05/08 PARKER,! M Northern Slates 
Power Co 2pp 61797 290 61707 315 

-9206200174 Amends 93 & 91 to Licenses DPR-42 & DPR -60, respectively, revising !S 
Section 4 13 in response to generic Itr 90-00, "Afternativo Requirements for Snub bar 
Visual Insp Intervals & Corroctivo providing alternate insp schedule 
MARSH.L B, Project Diroclorale 111-1 92/05/08 20pp 61797 293 61797 312 

-9205280176 Safety evaluation supporting amends 00 & 91 to licenses DPR-42 & DPR- 
eo.rospectively Amends revises TSs re snubber visual insps 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 02/05/08 4pp 
61707 313 61797 315 

920S270227 Forwards Rev 3 to "Prafrfe Island Nuclear Generating Plant ASME Code 
Section XI Inservico Insp & Testing Program, Second 10 Yr Insp jnlervaf,Q312ie- 
931216 " Rov consists of revised relief request & changes to testing program 
PARKER.! M Northern Slates Power Co 92/05/12 Document Conlro) Branch (Doc- 
ument Conirol Desk) 5pp. 61830 001-61630 087 

-9205270228 Rev 3 to "Prafrio Island Nuclear Generating Plant ASME Code Section XI 
Inservlce Insp & Testing Program Second 10-Yr Insp lnterval,03121 6-931 216 " 
DAHLMAN.L Northern States Power Co 92/05/11 ItOpp 61830 006-61630 087 


0 Inapectfon reports, IE Bulletins & correspondence 


9206050024 Forwards safely insp ropts 50 282/92-04 & 50 306/92 04 on 920218 
0413 No violations noted 

SHAFER.WO Region 3 (Post 620201) 92/04/24 ELIASON.LR Northern States 
Power Co 3pp 61539 023 61639 039 

-9206050032 fnsp repts 50-282/92-04 & 50-306/92-04 on 920216 0413 No violations 
noted Major areas inspected operational safety, including onsite followup of 
eveatsjmalnt.surveilfanco, englneering/technical support, security & LERs 
JORQENSEN.B L. Region 3 fPosl 820201) 92/04/24 14pp 61539 026 61539 039- 

9205060186 Forwards enforcement conference rept 50-306/92-09 on 920421 & notice 
o1 deviation 

GREENMAM.EG Region 3 (Post 820201) 92/04/30 ELIASON.LR Northern States 
Power Co 4pp 61541252-01541 305 
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“9205060194 Notice o( devialion from insp on 920220 0330 Dovmiion noted mod pack 
age fl6Y740, "RCS Loop iovel IndJcalion.” did not provide for two indeDonilont 
lovol Indications 

GnEENMAN.EG Region 3 (Post 020201) 92/04/30 Ip 61541 256-61541 256 

“920505020'0 Enforcement conference ropt 50 306/92-09 on 920421 Deviations 
noted Ma|or areas discussed vmlaiions & concerns Idontiliod during tnsp (documented 
In In^ ropt 50 306/92-06) luuuupnuniea 

JORGENSEN,B L, SNA PER, W D Region 3 (Post 820201) 92/04/29 47dd 

01641257-61641 305 / » 

9205010009 NRG Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
UnIsoIabiG Roactor Coolant Pressure Boundary Piping Inside Containment at Boilina 
Wafer Reactor ’* ^ 

ROSSI, CE, O.vision of Oporalionol Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of New York, he 6pp 61667 349 61667 354 

9205010045 NRG Info Nollce 92-036. “Intersyatom LOCA Outside Conlainmenl " 

ROSSI, CE Division of Opornllonal Events Assessment (Post 670411 92/05/07 
Consolldalod Edison Co of Now York, Inc 9pp 61718 001 61718 009 


Y Dry Cask Independent Spent Fuel Storage Installations 


chances in design of ISFS! concrete storage pads Revs to 
ibhSi SAR, ricorporating changes to pad design & results of revved structural 
corporated into ISFSl SAR as part of future rev 
..mnr/* Co 92/05/01 Document Control Branch (Doc- 

ument Control Desk) lOpp 61565 285 61505 294 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F. Security, medical, emergency & fire protection plans 


aLruuaa auii iwi i 




rrovmes ceriiticaiion that util has implemented accoj 
o of 10CFR73 56 & Reg Guido 5 66 

r^LHOLS.S E Maine Yankee Atomic Power Co 92/04/20 Document Control Branch 
(Document Conlrof Desk) ip 61548 349 61548 349 


02059 4 02S6 SuppI 1 lo NRC Info Notice 92 016, “Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown “ 

ROSSI, CE Division of Oporalionol Events Aasossmenl (Post 870411) 02/05/07 
Consolldalod Edison Co of Now York, Inc 4pp 61710 010 61718 013 




i luuiu ACK receipt or U20319 llr transmitlmg Rev » lu secumy pianu..a..u«;, 
10CFR50 54(p) & acceptable for inclusion in plan 

020201) 92/05/01 FRIZZLE.CD Maine Yankee 
Atomic Power Co 3pp 61650 324-61650 326 


9205140105 Roquasls temporary relief from roquiremonls for code repair of degraded 
cooling water sys pipe, based on flaws in sys Identified via ultrasonic msps Further 
insps performed per Generic Ltr 60 05 rovoaled addi flaws 

PARKER.T.M Norlhern Stales Power Co 92/05/07 Document Control Branch (Ooc- 
umonl Conirol Desk) Dpp 61720 001-61720 010 


9205120072 Forwards insp rept 50 309/92-03 on 920219 0325 a nolice of 
violation Advises that NRC remains concerned by continued evidence of programmat- 
ic weaknesses In area of procedure use & adherence 

LINVILLE.JC Region 1 (Post 820201) 92/05/05 FRIZZLE.CD Marne Yankee 
Atomic Power Co 3pp 61636 147-61636 164 


9206280171 Forwards Amends 08 & 91 to Licenses DPR-42 & DPR-eo. respectively & 
SE Amends revise TS Soclion 4 13 per generic Ur 00 00, “Altornatlvo ftequiremems 
for Snubber Visual Insp Intervals ,“ providing allornato Insp schedule 
MASCI ANTONIO. A Projoct Dlrecloralo III-1 92/05/08 PARKER.TM Northern States 
PoworCo 2pp 01797 200-61707 315 

-9205280174 Amends 00 & 01 lo Llconses DPR 42 & DPR GO.rospoctivoly. revising TS 
Section 4,1 3 In rosponso to gonoric ltr 90 09, "Altornativo Roqulremonts for Snubber 
Visual Insp Intervals & Corrective ,“ providing alternate insp schedule 
MARSH.LB Projoct Directorate 111-1 02/05/00 20pp 61707 293 61707 312 


“9205120079 Insp rept 50-309/92-03 on 920219-0325 Violations noted Major areas 
inspected operations.radlatron pfoleclion.malnt/ survei 11 a nee, se cun ty. eng in eanng/ tech- 
nical support & safety assossment/quality verification 
LAZARUS, WJ Region 1 (Post 820201) 92/05/05 13pp 61636152 61636164 

9205130113 Notification of significant licensee meeting 92-70 w/util on 920522 lo dis- 
cuss status of emergency preparedness program 

^ 020201) 02/05/05 Region 1 (Post B20201) 3pp 


-9205200179 Safety ovaluallon supporlmg amends 98 & 91 to ficonsos DPR 42 & DPR 
eo.io spec lively Amonds rovisoa TSs re sr»ubbor visual insps 
* Office of Nuclear Reaclor Regulation, Director (Posl 070411) 02/05/00 4pp 
01707 313 61707.315 


9205190059 Forwards FEMA posl exercise assessment for plant Jul 1990 full participa- 
tion exercise No deficiencies identified & offsite emergency preparedness adequate to 
protect health & safety of public 

JOYNER, JH Region 1 (Post 820201) 92/05/11 FRfZZLE.C D Maine Yankee 
Atomic Power Co 3pp 61705 001 61705 325 


9205270227 Forwards Rqv 3 to “Prairlo Island Nuclear Genorallng Plant ASME Code 
Section XI Jneorvlce Insp & Toaling Program, Second 10-Vr Insp lnlorval,031216- 
931216 *' Rev consists of rovisod rollof roquesl & changes to testing program 
PARKER.T.M, Norlhorn Slatos Power Co 02/05/12 Document Conirol Branch (Doc- 
umonl Conirol Desk) 5pp 61830 001-61030 08/ 

-9206270228 Rov 3 lo "Prairie Island Nuclear Generating Plont ASME Codo Section XI 
Insorvico Insp & Toabng Program Second lO-Yr Insp lnlQrvQl,83121 6-031216 *’ 
DAHLWAN.L Norlhorn Stales Power Co 92/05/11 IIOpp 61030 006 01830 007 

9206200114 EN 02 030 on 020521, notico of proposed Imposflion of civil penally In 
amouni of $ 1 2,500 issued to liconseo Actlen based on Inadoquato operations proce- 
dure which rosullod fn unplanned loss of shutdown cooling w/unit in cold shutdown 
LUEHMAN.J., LIEDERMAN.J. Ofc of Enforcomonl (Posl 870413) 02/05/18 Ip 
01888 124 61800 124 

9205270098 Dlscussos Insp ropt 50 306/92-00 on 920220 0330 & forwards notice of 
viols lion & proposed inipositlon of civil penalty In amount of $12,500 
DAVIS, A D Region 3 (Posl B20201) 92/05/21 ELIASON.L R Norlhorn Slalos Power 
Co 6pp 61762.208-61762 306 

-9205270112 Notice of violation & proposed hnposlllon of civil penally In amount of 
$-12,500.Noncompllanco noted on 920206,llconsQo Issued procedure 02, "RCS Re- 
ducod Inventory Operation," Rov 21, for draining RCS.not appropriate to circum- 
a lances 

OAVIS.AB RflglOfi 3 (Post 620201) 92/06/21 3pp. 61702.304-61762 306 


R. Perloctfo oporallno reports & related correspondence 

9205120103 Monthly operating ropls for April 1092 for Prairie Island planls.W/920506 
hr 

DUGSTAO,0, PARKER.TM Norlhorn Slaloa Power Co 92/04/30 Opp 61665 221- 
61005 220. 


“92051900B6 Forwards final exercise repl for 900731 0801 joint exercise of offsite radi- 
ological emergency response plans site-specific lo plant No deficiencies Identified 
dunnQ^Bxercise 

KWIAtKOWSKI.D Federal Emergency Management Agency 92/05/01 (X>NGEL,FJ 
Division of Radiation Protecllon & Emergency Preparedness (Posl 870411) 1pp 
61705 004 61705 004 « r k i yw 

-9205070098 “Final Exercise Assessment Joinl Stale & Local Radiological Emergency 
Response Exercise for Maine Yankee Nuclear Power Station ” 

* Federal Emergency Management Agency 92/03/02 321pp 61705 005-61705 325 

9205210096 Summary of 920507 meeting w/ulil in King of Prussia, PA re current status 
of physical security program being implemented at facility 

JOYNER.J.H Region 1 (Post 820201) 92/05/12 FRIZZLE.CD Maine Yankee 
Atomic Power Co 4pp 61723 270 61 723 273 

9205260050 Discussos 920507 mgl meeting m King of Prussia, PA re current status of 
physical security program being implemented at facility Major issues discussed listed 
JOYNER.JH Region 1 (Post B20201) 92/05/12 FRIZZLE.CD Maine Yankee 

Atomic Power Co 4pp 61751 341-61751 344 

9205290048 Rev 1 to EPIP 2 50 1 1, “Radiologicaj Assessment “ 

* Maine Yankee Atomic Power Co 92/05/12 20pp 61895 328 61895347 

9205 190304 Responds to 920310,0409 & 14 Itrs re changes to security plan, revs lO.Tt 
& 12.respeclive]y Changes consistent w/provislons of 10CFR 60 54(p) & acceplable 
for inclusion In plan 

JOYNER.JH Region 1 (Post 820201) 92/05/13 FRIZZLE.CD Maine Yankee 

Atomic Power Co 3pp 61731 353 61731 355 

9206260024 Forwards insp rept 50 309/92-08 on 920427-0501 Physical security pro 
gram found to be directed toward public health 6 safety 

JOYNER.JH Region 1 (Post 820201) 92/05/14 FRIZZLE.CD Maine Yankee 

Atomic Power Co Opp 61751 037-61751 045 


3. Roporlable occurrenoea, LERa & related correspondence 

9205010094 LER 62 003 DO on 620326,auto Start of motor driven auxiliary feedwater 
pump occurred Cavised by poraonnol error Procedures changed to specify pump 
numbor8.W/a20427 lU 

HUNSTAD.A. PARKER.T.M Norlhorn Staloa PoworCo 92/04/27 4pp 61546 341- 
01646344, 

9205120180 PNO- IN 02-023 on 02050 IJiconsoo doloctod olovnlod levofs of H3 (n 
onsHo well Causod by low amount of loakago Llconsoo is ovalualing repair or replace- 
ment ol roleaso lino piping A. Installing long discharge lino to avoid pond area. 

SNELL, W, PEDERSON.C Rogion 3 (Po8t 020201) 02/06/04. Ip. 61636 063- 
01636 053. 


V. Operator Exomlnalfons 

9206220081 Discussos arrange moms for ovaluallon of roquallficatton program & li- 
censed personnel al fneitity 

WRIGKT,GC Region 3 (Post 820201) 92/05/18 EUASON,lR Norlhorn Stales 
Power Co tOpp. 61735.108 6li735 107 


--920S260026 Insp rept 50 309/92-06 on 020427 0501 No violations noted Major areas 
inspected mgt support,protected & vilal area physical barners .assessment aids & se- 
curity training & qualification 

ALBERT, R.J, KEIMIQ.R fl Region 1 (Post 620201) 92/05/14 6pp 61751*040- 

61761 045 

9205260059 Forwards safety insp rept 50-309/92 09 on 920427-30 & notice of viola- 
tion 

BETTENHAUSEN.L Region 1 (Post 620201) 92/05/15 FRIZZLE.CD Maine Yankee 
Atomic Power Co 3pp 61762 (>17-61752 035 

-9206260Q83 Nolico of violation from Insp on 920427-30 Violation noted procedure 
19 28 was nol adequately implemented in lhat six active fire brigade members did not 
receive required training for first quarter 1 992 
• Region 1 (Posl 820201) 92/05/15 2pp 61752 020 61752 021 

--9205260065 Insp rept 60-309/92-00 on 920427-30 Violations noted Major areas 
inspected fire prolection/prevenllon program including administrative control of com- 
bustibles & Ignition sources 

BOWER, FL.BLUMBERG.NJ Region 1 (Post 820201) 92/05/14 14pp 61752 022- 

61762 035 
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I. Financial Information 

920521028B Ctanfies 9204D3 Proposad Change 171 to License DPR 36.in response to 
NRC request Portions of revEsod OL ro 10CFR140 covering financral protection re- 
quiremonts A indemnity agree men Is end 

FRI2ZLE.C D Maine YanKoe Atomic Power Co 92/05/ 1& Documervl Control Branch 
(Document Control Desk) 5pp 61761 31061761 314 


J. Insurance & Indemnity Informallon 

9205210286 Ctanfies 920403 Proposed Change 171 to License DPR 36, in response to 
NRC request Portions of revised OL re 10CFR140 covering tinancial protection re 
quiremenls & Indemnity agreemonts end 

FRIZZLE, CD Maine Yankee Atomic Power Co 92/05/18 Document Control Branch 
(Docume/it Control Desk) 5pp 61761 310 61761 314 


P. Operating license stage rfoouments & correspondence 

9205040247 Forwards fitness tor duly program ccnlads listed on program performance 
rents 

KOUP,E Reactor Safeguards Branch 92/04/20 MCKNIGMT.J Information & 
Records Management Branch (Post 890827) 4pp 61563 326-61563 329 

9205040279 Forwards saloty evaluation granting relief from tosting requirements for in- 
sorvice teslina program relief requests 

NERSEB.V, Projoci Direclorata 1-3 92/04/26 FRIZZLE, CD Maine Yonkeo Atomic 
Power Co 6pp 61549 038 61549 077 

-9205040200 Safety evaluation granting roliol from testing roqulromonls for inservice 
testing program relief requests 

* Office cl Nuclear Reactor Regulation, Director (Post 070411) 92/04/28, 31 pp 
61549 043 61549 077 

9205110111 Advises that rept CE-NPSD-692-P, ‘'Cracked CEA Failure Analysis & Eval 
uatton of Highly Irradiated CEA Matls," witl be withheld from public disdosuro.per 
920323 request 

TROTTIER.EH Project DIreclorato 1-3 92/04/28 FRIZZLE, CD Maine Yankee 
Atomic Power Co 5pp 61 654 -336 61654 340, 

9205119130 Responds to 920327 Itr informing NRC of plans to perform allornativo In- 
service testing of containment spray pump discharge check valves CS-4B & 51 Tost 
found to bo acceptable 

TROniEH.EH Project DIreclorato f3 92/04/20 FRIZZLE,CD Maine Yankee 
Atomic Power Co 3pp 81651 350 81651 360 

9205190364 Solicits Interest in NRC sponsored current licensing basis workshop on 
920623 24 In RockvlIle.MD Requests specific panel discussion topic rocommondallons 
& names o1 attendees & participants by 920518 

NERSES.V Piojoct Diroclorale I 3 92/05/05, FHIZZLE,CD Maine Yankee Alomic 
Power Co 3pp 61716 127-61716 120 

9205150^11 Proposed TS Changa 166 to License DPR 36.rovi8lng Section 1 4 to elimi- 
nate rel to containment air recirculation sys from TS 1 4 D, "Conlainmon! Puroo Sys “ 
FRIZZLE, CD Maine Yankee Atomic Power Co 02/05/OB Oocumeni Conlrof Branch 
(Document Control Desk) 4pp 61722 215-61722 221. 

-9205150213 Proposed Tech Spec 1 4 D, "Containmont Purge Sys’* 

* Wain© Yankee Atomic Power Co 92/05/00 2pp. 617Z2'220*61722 221. 

9205210296 Clarifies 920403 Proposed Change 171 to License 0PR-36,ln rospon.so lo 
NRC rogue si Portions of revised OL ro 10CFR140 covering financial protection ro- 
qu If omenta & Indemnity agreemenla end 

FRIZZLE, CD Maine Yankee Atomic Power Co 02/05/18 Document Control Branch 
(Document Control Desk) 5pp 61761 310 61761 314 

0205260172 Advises that util plans to reevaluate options for flow moasuromonl 
instrumenlatlon,por Generic Lire 69-04 A 09 13 Actions lo address pump testing & 
HX testing will be completed by end of Cycle 13/14 refuel Inq^ln 1993 
NICHOLS, S E Maine Yankee Atomic Power Co 02/05/20. Documenl Control Branch 
(Document Conlrol Desk), Ip 61884.151-61864 151 


Q. rnspecticn reports, IE Bulletins & correspondence 

9285120072 Forwards inap rept 60 309/92-03 on 920219-0325 & notice of 
violation Ad vl&o 3 that NRC remains concerned by continued evldenco of progrommal* 
Ic weaknossos in area of procedure use & adherenco 

LINViLLE,J.C Region 1 (Post 8202-01). 02/05/05 FRIZZLE.CO Maine Yankee 
Atomic Power Co 3pp 61636 147-61636 164 

-9205120076 Notico of violation from Insp on 920210-0325 Violation noled-inspoctora 
found listed examples of falluro to have procedures present, to refer & adhore to pro- 
cedures during safely related activities or lo Insure PCDHC review 
* Region 1 (Post 820201) 92/05/05. 2pp 61636 150 61636 161 

-9206120079 Insp rept 50-309/92-03 on 92021 0-0325, Violations noted Malor areas 
inspected ops rations, radial ion prolocllon.mBinl/ survoillanco.socurily.ongineGring/toch- 
nical support & safety assessment /quality verification 

LAZARUS, WJ. Region 1 (Post 020201) 02/05/05. 13pp 01636 152 61636.164. 

9205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolabio Raactor Coolant Pressure Boundary Piping Inside- Containment at Boiling 
Water Reactor ” 

ROSSl,CE Drvlsion of Operational Events Assessment (Post 870411) 02/06/06 
Consolidated Edison Co of Now York, Inc 8pp 61667 340 6t6e7-354 

920S010046 NRC Info Notice 92-036, "Intersystom LOCA Outside Contalfimenl." 

ROSSI, C,E DIvlalun of Operational Events Assessmont (Post 87041.1). 92/06/07. 
Consolidated Edison Co of New York. Inc Opp 61718-001-6171C 009 

920504026S SuppI Uo NRC Info Notice 02 016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Drelndown " 

ROSSI, C.E Division of Operational Evonla Assessment (Post 670411). 92/06/07. 
Consolidated Edison Co. of Now York, Inc 4pp. 617ia'0ia 61710 013, 


9205190153 Ack receipt of 920422 Itr informing NRC of steps taken to correct violations 
noted in Insp rept 50 309/90-19 Informs that 921030 date for completion of audit ac- 
ceptable 

LINVilLE.JC Region 1 (Post 820201) 92/05/11 FHIZZLE.C D Maine Yankee 

Atomic Power Co 3pp 61708 089-61708 092 

9205210109 Ack receipt ot 920415 Ur informing NRC ol steps taken lo correct violations 
noted ir^ insp rept 50-309/92*01 

UNVILLE,JC Region 1 (Post 820201) 92/05/11 FRIZZLE.C D Mama Yankee 

Atomic Power Co 3pp 61723 304-61723 31 0 

9205200207 Responds lo NRC 920413 Itr re violations noted in insp ropl 50 309/92 
02 Corrective actions RM-14 meter was immediately replaced w/properly checked 
source Personnel performing meter source check was counseled 
NICHOLS, S E Maine Yankee Atomic Power Co 92/05/13 Document Control Branch 
(Document Control Desk) 4pp 61772 303 61772 306 

9205260024 Fonvards msp rept 50 309/92-08 on 920427-0501 Physical security pro 

3 ram found to be directed toward public health & safety 

OYNER.JH. Region 1 (Post 820201) 92/05/14 FRIZZLE.C D Maine Yankee 

Atomic Power Co 3pp 61751 037-61751 045 

“9205280020 Insp ropt 50 309/92-08 on 920427-0501 No violations notod Major areas 
inspected mgt support, protec led & vital aroa physical barriers, assessment aids & se- 
curity training & qualilication 

ALBERT.RJ, KEIMIG.R R Region 1 (Post 020201) 92/05/14 Opp 61751 040 
61751 045. 

9205280059 Forwards safety insp ropt 50 309/92 09 on 920427-30 & notice of viola 
lion 

QEnENHAUSEN.L Region 1 (Post 020201) 92/05/15 FRIZZLE.C D Maine Yankee 
Alomic Power Co 3pp 61752 017-61752 035 

-9205260063 Notice of violation from insp on 920427-30 Violation noted procedure 
19 20 was not adequately implementod in that six active fire brigade members did not 
receive required training far first quarter 1 092 
* Region 1 (Post 820201) 02/05/15 2pp 61752 020 61752 021 

-9205260066 Insp ropl 50 309/92 09 on 020427-30 Violations noted Major areas 
Inspectod fire protoclIon/prevonlEon program including administrative control of com 
busliblos & ignition sources 

DOWER.FL, BLUMBERG,NJ Region 1 (Post 820201) 02/06/14 14pp 61752 022 
61752 035 

9205270217 Forwards Insp rept 60*300/92 04 on 920323-27 No violations noted 
ANDERSON.CJ Region 1 (Post 820201) 92/05/10 FRIZZLE.C D Maine Yankee 
Alomic Power Co 2pp 61704 001-01 764 01 1 

-9205270221 Insp rent 50 309/92-04 on 020323-27 No violations noted Major areas 
Inspoclod insorvice Insp program.oddy current insp of SG tubes & repair ot 'U" lubes 
6t moisture separator cans in SG 

KAPLAN.HJ, QRAY.EH Region 1 (Post 820201) D2/05/14 Opp. 61764 003 
61764 011 

9205270200 Forwards safety insji ropt 60-309/92 05 on 920406-10 No violations 
notedOno unresolved item monttfied re radiation moniforing sys calJbr program 
JOYNER.JH Region 1 (Post 020201) 92/05/10 FRIZZLE.CO Maine Yankee 
Alomic Power Co 3pp 61763 220 6l 763 231 

“0505270202 Insp ropt 50 309/02-05 on 020406-10 No violations notod Major areas 
Inspoclcd mgt controls, audits, moteorological monitoring program.QC program for ana* 
lytical moastiromonts & air cleaning ays 

PELUSO.L, DORES.RJ Region 1 (Post 820201), 02/05/06 Opp 61783'223- 
81763*231 


R. Periodic operating reports & related correspondence 

9205100006 "Maine Yankee Nucloar Power Station Annual Radiological Environ Operat- 
ing Ropt.lOfil " W/020507 Ur 

NICHOLS.SE Maine Yankoo Atomte Power Co 91/12/31 MARTIN.TT Region 1 
(Post 820201) 0 1 pp 61 750 253-01 7B0 334 

9206160171 Monthly operating ropt for Apr 1902 for Maino Yankoo Alomic Power 
Station W/020500 Itr 

HAIL,SL, NICHOLS.SE Maino Yankoo Alomic Power Co 92/04/30 5pp 
01711 204 61711*200 

9205220042 ‘’Annual Ropl of Facility Changes & Rollof & Safety Volvo Failures & Chal- 
tenges During 1B91 " 

NtcHOLS.S E Maino Yankee Atomic Power Co, 02/05/13 Document Conlrol Oranch 
(Document Control Desk). Opp 61773 339 01773 344. 


S. Repoiiable occurrences. LERs tk relatocj correspondence 

S2C5120007 PNO 1-92 023, on 02050 ijiconseo determined ihat two non llconsod opera- 
tors at plant had not complotod corloin Insp rounds os roprosontod by logs Oparators 
being sul^octod to Interna) disciplinary actions. 

LAZARUS, W Region 1 (Post 820201) 92/05/06 1p. 61630*146 61636 146 

9205220158 LER 02 004-00,on 920407, primary compononl cooling vent valve on con- 
tainment recirculation Ian coolor found locked open & plugged Caused by failure to 
norform adequate hands on check, Heatup auspondod & operators briefed W/02O51B 
llr, 

Nichols, SE Maine Yankee Atomic Power Co, 02/05/16 4pp 61614*060- 
01014 053 


V. Operator Examinations 

9205130033 Notifies that ronowal of WF Ball & I )M Swartz operator licenses will not bo 
aougtil 

Frizzle, C,D Maine Yankoo Atomic Power Co, 02/05/06, Document Control Branch 
(Document Control Desk). Ip. 61684.360-61684 360. 
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$205210048 Notifies of acfmmistratian of licensing exams at plant during wk of 
020928 Forwards list of ref mall requiremonls & rulas & guidelines for administration 
of written exam 

BISSETT.PH Region 1 (Post 820201) 92/05/13 FRIZZLE, C D Maine Yankee 
/tlornlc Power Co 13pp 61723 132*61723 144 


DOCKET 60*311 SALEM NUCLEAR GENERATING STATION, UNIT 2 


F, Security, medical, emergency & fire protection plene 

9205210154 Rev 0 to EPIP 3 12S, correcting typo on page 40 of 46 ro offsite field moni- 
toring team locations 

• Public Servico Electric & Gas Co of New Jersey 92/04/20 3pp 61777 280- 
61777 202 

9205210159 Revised EPIPs, including Rev 11 lo EPIP 301S,Rev 12 to EPIP 302S,Rev 0 
to EPIP 3O3S,R0V 4 to EPIP 305 S,Rgv 5 lo EPIP 307 S.Rgv 4 to EPIP 30flS,RGV 3 to 
EPIP 309S& Rev 0 to EPiPs 310S,311S.312S,313S & 314S 

• Public Service Electric & Gas Co of Now Jersey 92/04/20 200pp 61776 147- 
61777036 

9205100304 Revised EPIPs.IncludIng Rev 5 to EPIP 601, Rev 10 to EPIP 602 & Rev 10 
to EPIP 603 

• Public Service Electric & Gas Co of Now Jersey 92/04/24 73pp 01722 043 
61722113 

9265010161 Fonvards Rev 2 to artilicial Island security plan Change reflects incorpora- 
tion ol commitment to Reg Guide 5 86 into socurlty plan Rev withheld (ref 
ft>CFn50 

LABRUNA.S Public Service Electric & Gas Co of New Jersey 92/04/27 Document 
Control Branch (Document Control Desk) 3pp 61540 258-61548 260 

9205040302 Revises complotion schedule for new centralized warehouse facility within 
protected area Warehouse structure complolo Integration of facility Into prolectod 
aroapandinn installation of security cameras & security door intorlocks 
LA0RUNA,S Public Servico Eloclric & Gas Co. of New Jersey 92/04/27 Document 
Control Branch (Document Control Desk) 2pp 61594 320-61594 321 

9205056011 Submits addi Info ro reconsideration of exemption from fire protection ro- 
qulromants ro control air ays, per NRC 920121 ItrXIsI of air operated safe shutdown 
valves end 

LABRUNA.S Public Service Etoctrlc & Gas Co of New Jersey 02/04/28 Oocumenl 
Control Branch (Document Control Desk) 6pp 61590 351 61690 356 

9205040311 Forwards response to initial SALP Ropts 50-272/90-99, 50 311/00 99 & 
50 354/00*99 did 920325 Minor exceptions lo ropt findings re emergency action level 
in event dassllicotlDn delineated in end 

MILTENBERGER.S Public Service Etoctrlc & Gas Co of Now Jorsoy 92/04/20 Doc- 
ument Control Branch (Document Control Desk) 3pp 61694 345 61594 347 

9205206244 Revised EPIPs.lncluUino Rev 4 to EP|P 1011 & Rev 10 to EPIP 1000 & Rev 
28 to (able of contents 

• Public Service Electric & Gas Co of New Jersey 92/05/08. 59pp 61755,001- 
61755 059 

9205190063 Forwards (Inal SALP Ropts 60-272/90 90,50 311/90-90 & 50 354/00-99 
for poriod 900801-911228 Overall assessment Indicated that organization malntelnod 
acceptable level of performance, gonorally consislont w/provlous perlormenco 
MARTIN.TT Region 1 (Post 820201) 92/05/12 MILTENBERGER.S Public Servico 
EfccVic 8 Gas Co of New Jorsoy 5pp 61 707 059*61707 130 

-9205190070 Final SALP Ropts 60-272/00-99 & 50-311/00 90 for 900801-911228 

• Region 1 (Post 020201) 02/02/26 35pp 61707 064*61707 098 

9205260003 Ack receipt of 020427 Itr transmitting Rev 2 to security plan.Rov consistent 
w/prowsions ol 10CFR50 54(p) & accoplable (or Inclusion in plan 
JOYNER. J H Region 1 (Post 020201) 92/05/19 MILTENBERGER.S Public Servico 
Electric 6 Gaa Co of New Jersey 4pp. 61700 316 617BO 321 

9205280061 Rev 0 EPIP 312H,corrocling typo on Pago 40 of 49 ro offsite field monitor- 
ing team locations 

' Public Servico Electric & Gas Co of New Jorsoy 02/05/19 3pp 61884:352- 
61.884 354. 


P. Operating license stage documents & correspondence 

9205010123 SuppI lo Rev 3 to Liconso Change Request 04 01 lo Licensos DPR-70 & 
DPR 76, changing Action b to TS 3 3 3,8 & 3 3 3 9 ro radioactive liquid effluent monl- 
loring instrumentation & gaseous offluont monitoring Instrumenlatlon.respoclively 
LABRUNA.S. Public Service Electric & Gas Co of Now Jersey 92/04/20 Document 
Control Branch (Document Control Desk) 3pp 81547*327-61647*335 

-9205010124 Proposed TS 3 33 8 & 3 33.9 re radioactive liquid offluont monitoring in- 
stfumonlatlon & radioacllvo gaseous effluent monitoring inalfumontation,fo&p9Ctivoly, 

• Public Service Electric & Gas Co of Now Jersey 92/04/20 6pp 61647*330- 
61547 335 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repls. 

KOUP.E Reactor Safeguards Branch 02/04/20 MCKNIGHT, J Information 8. 
Records Management Branch (Post 890027) 4pp 61563 326 61563 329 

9205940073 Applicalion for amends to Licenses DPR'70 & DPR-75,revl3lng Sutveil lance 
Roquirements 4 6 2 f & 4 6 2 f) of TS 3/4 5 2 ro ECCS surveillance test acceptance 
cniona 

LA0RUNA,S Public Service Electric & Gas Go of New Jersey. 92/04/24 Document 
Control Branch (Document Control Desk) lOpp 61556*330 61568 357 

-9205040076 Proposed Tech Spec 3/4 6 2 & Surveillance Requiremonts 4 5.2f & 
4 5 2 h re ECCS surveillance test acceptance criteria 

* Public Service Electric & Gas Co. of New Jersey 02/04/24 10pp 61658 340- 
61558 357 


0205000213 Requests application of ASME Section XI, Code Casa N3B9 to Unit 1 re 
boiling romovai & exam if leakage idenlifted at bolted connection during sys pressure 
tost to permit alignment of Unit 2 to same schedule as Unit 1 
LABRUNA.S Public Servico Electric & Gas Co of Now Jersey 92/04/24 Document 
Corttrol Branch (Document Control Desk) 2pp 61600 260 61600 270 

9205060303 Nolibcation of 920511 meeting w/util in Rockville, MD lo discuss ticonse 
change request 07-07 & emergency diesel generator revised load study Agenda end 
STONE.JC Proloct Directorate 12 92/04/27 MILLER.CL Project Directorate 1-2 
6pp 61568 249-01566 254 

9205050011 Submits addI Info re reconsideration of exemption from lire protection ro 
qulremonls re control air sys,por NRC 920121 Itr List of air-operated safe shutdown 
valves end 

LABRUNA.S Public Service Electric & Gas Co of Now Jersey 02/04/20 Document 
Control Branch (Document Control Desk) 6pp 61590 351-61500356 

9205040320 Submits results of review of safety evaluation of potential impact on Hope 
Creok from postulated accidental ralaaso ol ammonium hydroxide at Salem Toxic linnil 
will not excood Rog Guide 1 79 Table G 1 limits within 2 minutes of detection 
LABRUNA.S Public Service Electric & Gas Co of Now Jersey 92/04/30 Document 
Control Branch (Document Control Desk) 3pp 61595 294-61595 296 

9206200D63 Nolilication of 920623 24 workshop in Rockville.MD ro curronl licensing 
basis Requests recommondaiions for specific panel discussion topics & names ol 
members of stolf who will attend worksfiop 

MILLER.CL Project Dlroctoralo 1-2 92/05/05 MILTENBERGER.S Public Service 
Electric ■& Gas Co of New Jersey 5pp 61724 344-61724 348 

9205180183 Forwards applicalion for amends to Licenses DPR-TO & DPR-75, modifying 
TS 3/4 3 1 reactor trip sys instrumomlation.LCO, action requirements & surveillance 
roquirements & associated tables 

LAHRUNA.A Public Service Electric & Gas Co of New Jorsoy 92/05/06 Document 
Control Branch (Document Control Desk) 2pp 61717 329 61717 364 

-9205180184 Application for amends to Licensefi DPR 70 a DPR -7 5, modifying TS 3/ 
4 3 1 reactor trip sys instrumentation. LCO.action requirements a surveillance 
requiroments.inoludmg associated tables 

LA0RUNA.S Public Service CteeWe & Gas Co of New Jersey 92/05/06 9pp 
61717 331-61717 339. 

-02GB1B0195 Proposed Tech Specs 3/4 3 1 re reactor trip sys 
inslrumonlatlon, LCO.action roquirements & surveillance requirements & associated 
tables 

* Public Service Eloclric & Gas Co of New Jersey 92/05/06 15pp 61717 340 
61717354 

9205260229 Concludes technical approach employed In PSE&G analysis used gld tech- 
niques & models commonly used wilhin industry & acceptable re oontainmsnl fan 
coolers 

CALVO.J A Assistant Director for Region I Reactors 92/05/07 HEHL.CW Region 1 
(Post 620201) 2pp 61764 322 61764 327. 

-9205260241 Concludes motors on containment fan coolers are adequately sized 
ROSA,F Electrical Systems Branch 92/04/21 MILLER.CL Proioct Directorate 12 
2pp 61764 326 61764 327 

9205190302 Application for amends lo Licenses DPR-70 & DPR-75, re vising reactor trip 
sys 6 ESFAS instrumentation sections & associated bases & allowed outage 
times, per NRC approved changes in Suppl 1 lo WCAP-10271 & SuppI 2 lo WCAP 
10271. 

LABRUNA.S Public Service Electric & Gas Co of Now Jorsoy 92/05/11 Document 
Control Branch (Oocumenl Control Desk) 14pp 61 /40 106 61740.1 10 

9205260021 NotLIccation of slanlltcant licensee meeting 02-75 w/util on 920512 re gon- 
oral discussion of activities & performance 

WHITE, JR Region 1 (Post 820201) 02/05/11 Region 1 (Post 820201) 2pp 
01751 035 61751 036 

9205200089 Summary of 920506 meeting w/util In Rockville.MD to discuss curronl 11- 
consing Issues & NRC concerns w /licensee responses to generic Issues as noted in 
lalost Salem & Hope Croek SALP ropts. 

DEMBEK.S Project Directorate I 2. 92/05/13 Project Diroclorate t-2 6pp. 61747*255 
01747,259 

9205280162 Responds lo 000507 Ur expressing concerns ro Salom RHR 8 RHR Inci- 
dent at Braldwoott when roller stuck open & pressurizer virtually dried out 
STONE. J C Projocl Diroctorato 1-2 02/05/13 TOSCH.K New Jersey. State of 5pp 
61704 278 61794 280 

9205270135 Advises that facility completed sixth cycle of operation on 9l1109.Cyclo 7 
reload core expected to achieve burnup of 14,000 MWD/MTU.Cycle 7 reload will uti- 
lize two regions of fresh fuel Startup physics tests listed. 

LABRUNA.S Public Service Electric & Gas Co of Now Jersey 02/05/16 Document 
Control Branch (Document Control Desk) 5pp 61026 324-61826328 

9205280109 Discusses Gen ode Ltr B9-13. "Sve Water Sys Problems Affecting Safely- 
Related Equipment" Initial leating of HXs lo meet generic Ur recommendations will be 
completed at rtoxt cooldown to Mode 4 following unit restart 
LABRUNA.S. Public Service Etoctrlc & Gas Co of Now Jersey 92/05/16 Document 
Control Branch (Document Control Desk). 2pp 61822 282*61822 283 

9205290012 Providos status of commitments made lo NRC by 900109 & 0718 Urs ro 
NUREG 0737, Horn UOl.in raf lo open Items noted in NRC SER Issued on 
900510 Open Homs complotod 

MILTENBERGER.S, Public Service Electric & Gas Co of Now Jersey 92/0S/21 Doc- 
ument (bonlrol Branch (Document Conirol Desk) 2pp 61912 230 61912 231 


O. Inspection reports, IE Bulletins & correspondence 

9205040311 Forwards responsQ to Initial SALP Repls 50*272/90*09, 60 311/90 99 & 
50 364/90 96 dtd 920325 Minor oxcoptions to rapt findings re emergency action level 
tn event classification delineated in end 

MILTENBERGER.S Public Servico Electric & Gas Co of New Jersey 92/04/20 Doc* 
umenl Control Branch (Document Control Desk), 3pp 61694 346 61594 347. 



92050-50&06 Suppis 910515 & Ubi/ responses to (NMO uukieiin do ui I ru 
surge Ime thermal slratificatiorrWestjnghouse contrected to perform more delaifed 
airucUral analysis of pressurizer surge Ime Final rept expected by Apr 
MILTENBERGER.S Public Service Elec fric & Gas Co of New Jersey 92/04/29 Doc- 
ument Control Branch (Documenl Control Desk) 2pp 61607 356 61607 357. 

9205050016 Responds to NRG 900B16 safety evalusliorii addressing util response to 
NRG Bulletin 8B 002 re rapid propagating cracks in SG tubos & provides Info on GG 
plugaing pertormed during current reluBling outage a1 Unit 2 

MILTENBERGBRiS Public Service Electric S Gas Co of New Jersey 92/04/29 Doc- 
ument Conlrot Branch (Oocumont Control Desk) 3pp 61590 346 61596 34B 

9205080166 Forwards Vols A-0 of "Salem Generating Station Unit 2 Insarvica Insp Pro- 
gram (Second Insp Interval) Long Term Plan *' Requests for relief also included 
Cabruna.S Public Service Eleclric & Gas Co or New Jersey 92/05/04 Documenl 
Control Branch {Document Control Desk) 2pp 61640 001 61644 007 

-9205080169 Vols A-D of "‘Salem Generating Station Unit 2 Inservico Insp Program 
(Second Insp Interval) Long-Term Plan’" 

KITTTLE.W, LAKe.L , EOWONDS.R Public Service Electric & Gas Co of New Jersey 
92/04/30 1,l00pp 61640 003-61644 007. 

9205010009 NRC Info Notice g2-03&. "Higher Then Predicted Erosion/ Corrosion in 
Umaolable Reactor Coolant Pressure Boundary Piping Inside Conlainmenl at Bolling 
Water Reactor ** 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Ck) or New York, (nc 6pp 61667 349-61667 354 

92D5010045 NRC Info Notice 02-036, “Intersystem LOCA Outside Containment" 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718001-61718 009 

9205040265 SujppI 1 to NRC Info Notice 02-016, "Loss of Flow from Residual hleat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI.CE Division of Operational Evanla Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61716 010-61718013 

920S1S0154 Forwards insp ropts 50-272/92-05,50-31 1/92 05 & 50 354/92 05 on stated 
dales No viotatcons noted Overall, good rediologicat controls Implomenled al site 
JOYNER, JH Region 1 (Post 820201). 02/05/11 MILTENBERGER.S Public Service 
Electric & Gas Co of New Jersey 3pp 61677 099 61677 120 

“9205160168 Insp repts 50-272/92-05,50 311/92 05 & 50 354/92 0 5 on stated 
dates No violations noted Major areas Inspected: radiation protection 
programs .including organization & slaffinatratnlng & qualifications audits & ALAR A 
NlMITZ.nL, PASCIAK,W Region 1 (Post 820201) 92/05/06 1 9pp 61677 102- 
61677 120 

9205190063 Forwards final SALP Ropts 50 272/90 99,50-311/90-99 & 50 354/90 99 
for period 900801-91 1228 Overall assessment indicatod lhat organization maintained 
acceptable level of performanco, gene rally consistent w/provious porfcrmanco 
MARTIN.TT Region 1 {Post 820201) 92/05/12 MILTENBERGER.S. Public Sorvice 
Electric & Gas Co of Now Jersey 5pp 61707 050 61707 130 

-9205190070 Final SALP Repts 50-272/90 99 & 50 311/SO 98 for 900801 911220 
* Rogaon \ (Post 820201) 92/02/28 35pp 61707064 61707 098 

9205200089 Summary of 920606 ineeting w/ulll In Rockville, MD to discuss current li- 
censing Issues & NRC concerns w/ licensee responses to generic Issues as notod In 
latest Salem & Hope Creek SALP repts 

DEMBEK.S Project Directorate I -2 92/05/t3 Project Directorate t-2 Bpp 61747,255- 
61747 259 

9205220001 Responds to NRC 920317 Ur re violations noted In Insp Ropts 50-272/90- 
22 8 50 311/90-22 on 900816 1001 Corrective actions procedure re potential Interac- 
tions of mat) on sya & effects of coaling application on host transfer revised 
LABRUNA.S Public Service Flecfnc A Gas Co of Now Jersey 92/05/14 Document 
Control Branch (Documenl Control Do sk) 7pp 61778 352 61778 368 

9295270056 Ack receipt of 920415 Itr informing NRC of steps taken to correct violations 
noted In Insp rept 50-311/91-81 

WENZINQER.EC Region 1 (Post 820201) 92/05/18 LABRUNA.S, Public Sorvico 
Eloctfic 8 Gas Co of New Jersey 13pp 61762.163-81762.175 


R. Periodic operating reports & related correspondence 

92D5010215 "1991 Annual Radiological Environ Operating Rapl for Jan Dec 1901." W/ 
920427 Itr 

LABRUNA.S. Public Service Electric S Gas Co, of New Jersey RTL-ENV'-91-01, 91/ 
12/31 leapp 61585 061 61585 174 

9205060157 "1991 Annual Environ Operating Rept (Nonradiologlcan.Salem Generating 
Station Units 1 & 2 " W/020430 Itr 

MILTENBERGER.S. Public Service Electric & Gas Co of New Jersey 01/12/31. 
lOpp 61600 288-81600 297. 

9205010276 "NPDES Discharge Monitoring Rept for Mar 1692 for Salem Generating 
Plant " W/920422 Hr “ 

VONDRA.CA Public Sarvico Electric 8 Gas Co of New Jersey. 92/03/31 
CAPORALE.G New Jersey, State of. 33pp 61552 206 61652 238, 

9205210237 Monthly operating rept (or Apr 19D2 for Salem Generating Station Unit 
2.W/920514 Hr 

SHEDLOCK.M, FEST.J , VONDRA.CA, Public Service Electric & Gas Co. of New 
Jersey 92/04/30 lipp 51760.119 61760*129 


S. Reportable occurrences, L^Re & related correspondence 

9205010201 Comniits to submitting request for amend to TSs 3/4111 & 3/ 
4 1 1 2,shuldown margin & Tables 3 3 4,ESFAS Instrumentation solpolnta 8 3 3- 
S.ESFa rosponsa limoa.por correciive actions dasenbed In LERs 91 030 & 02-002 00 
MILTENBERGER.S. Public Service Electrio A Gas Co, of Now Jersey 92/04/22 Doc- 
urnent Control Branch (Document Control Desk). 3pp 51648 3 17-61548. 3 19 , 


monitoring ays due to paper tear alarm Caused by design defect Signals added lo 
downscale failure alarms & channel filter paper motor replaced W/920427 Ur. 
POLLACK.M J VONDRA.C A Public Service Electric & Gas Co of New Jarsev 92/ 
□4/27 Gpp 61601 217 61601 222 

9205290022 BO on 920423,fire pump 1 declared inoperable & remains mopo/ablo duo 
to broken crankshaft Both fire suppression sys inoperable On 920515, fire pump 2 do 
Glared Inoperable due to severe oil leak Written ropt to be provided tn 14 days 
LABRUNA.S Public Service Electric 8 Gas Co of Now Jersoy 92/05/15 Document 
Control Branch (Document Control Desk) 2pp 61896 345 61806 346 


U. Congreaslonal/Executlve Correspondence 

0206260209 Responds to 920402 Ur re 911100 turbine generator failure at plant 8 for- 
wards mitigating factors re 911109 event & NRC requirements re safety related equip- 
ment & nonsafely related equipment w/specific ref to actions at plant 
THE CHAIRMAN, SELIN.I Commissioners (Post 750110) 92/06/13 BIDENJR 
Senate 5pp 61794 268 61704 277 

-•'9205200213 Discusses NRC decision not to Impose penalties on plant as result of tur- 
bine gonorator destruction in Nov, 1991 

BIDEN,JR. Senate 92/04/02 THE CHAIRMAN, SELIN.I Commissioners (Post 
7501 19). 5pp 61794 273 61 794 277. 


DOCKET 50-312 RANCHO 8ECO NUCLEAR GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

9205010144 Informs that all olemonts of Reg Guide 5 66 Implemented Id satisfy roquire- 
menls of 10CFR73 56, in ref to 920415 Itr ra incorporation of 10CFR73 56 access au 
thorization program into physical security plan 

SHETLER.JR Sacramento Municipal Utility Dislricl 92/04/27 Document Conirol 
Branch (Document Control Desk) Ip 61549 325 61549,325 


G. Adfudlcatory correspondence 

9206110079 Licensee answer opposing palillon for leave lo intervene & request for prior 
hearing filed by Environ & Resources Conservation Organization * W/Cortificate oJ 
Sve & notices of appearance 

BAXTER, T A Sacramento Municipal Utility Dislricl BAXTER, T A Shaw, Pittman, Polls 
& Trowbridge //202 12806 92/05/05 Commisslonors (Post 750119) 17dd 
81610 062-61610 078 

9205160035 Discusses petition to Inten/ene & request for hearing submitted by Environ 
& Resources Conservation Organization on 920420 

CHILK.SJ Office of the Gecrotary of the Commission //202 12011 92/05/08 
COTTER.BP Atomic Safely & Licensing Board Panel 3pp 61690 102 61600 104 

9205180036 NRC Slaff response in opposition to petition to intervene filed by Envirorv 
Consorvallon Organizallon on proposed order lo decommission Rancho Soco (aclfily,* 
Concludes that petition should be donied W/Corlificate of Sve 
BARTH.C.A Office of the General Counsel (Post 860701) //202 12012 92/05/11, 
Commissioners (Post 7501 1 9) lOpp 81 690 105 61 690 1 20 

9205100092 Establishment of Atomic Safely & Licensing Board* Establishes Board 
consisting of C Bechhoofer.RF Colo & TO Murphy W/Cort ideate of Sve Served on 
020514 

COTTER.BP Atomic Safety & Lfconsino Board Panel, tf2Q2 12016 02/05/13 3pp. 
61690 164-61690 1 66 

0206220034 Memorandum & order (filing schedules & prehearing conference) * Adopts 
listed schedule leading up to prehoarlng conforencQ.W/Corlificato of Sve Served on 
020518 

BECHHOEFER.C Atomic Safety & Llconsing Board Pane). tf292 12026 92/05/15 
Ofileo of the General Counsel (Post 860701). 4pp 81735 356 61735 359 

020B290018 Forwards pages Inadvertently missing from NRC Slaff response In opposk- 
lion lo petition to intervene filed by Environ Conservation Organization 
BARTH.CA Office of the General Counsel (Post 660701) ft 292 12934 02/05/20 
BECHHOEFER.C, COLE.R F , MURPHY.T 0 Atomic Safety & Licensing Board Panel 
16pp 61709 331 61789 348 


J. Insurance & indemnity Information 

9205180002 Forwards Endorsement 110 to NELIA Policy NF-212,Endorsomonl 06 to 
MAELU Policy MF-75,Endor8omonl 111 lo NELIA Policy NF-212,Endorsomonl 26 to 
NELIA Policy NS 447 & Endorsement 27 to NELIA Policy NS 447 
DELEZENSKLJ Sacramanlo Municipal Utility District 02/05/11. Documenl Control 
Branch (Document Conirol Desk) 7pp. 81730 319 61736,325 


P, Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program conlacls listed on program performance 
repts 

KuUP.E Reactor Safeguards Branch, 92/04/20 MCKNIGHT J Information & 
Records Management Branch (Post 890827) 4pp 61563.326-61563,320 

9206140286 Responds to util 911119 request for exemption from requiroments <jf 
10CFR50 49 re environ qualification Informs that roquiromants of 10CFRB0 49 no 
longer apply lo facility based on issuance of plant possession only license amend 
BROWN, S.W Non-Power Reactors, Decommissioning & Environmental Proj. Oir. 
(901216 920516) 92/04/30. SHETLER.J.R. Sacramento Municipal Utility District 3pp 
81 674 '270-61 074 276 ' 

9205150186 Forwards notice of revocation of exemption published in FR on 920424 
BROWN.S.W Non-Power Roactors.Decommisslonlng & Environmental Pro) Dtr 
(901216 920516). 92/06/04 SHETLER.JR Sacramento Municipal Utility DIstricI 3pp 
61703 339-61703.343 ' 



6l^70?3!l^6l70r343^^"^^^^^ DirectoTat^ (SOIZlikosiS) '92/04/1“? 2pp 

9206310223 F^Marda nolice of considoratfon of issuance of oxemntion from reauira* 
nionls of 10CIFR50 ?6(e)(1)(i)) to have full decommisstoninQ funding al limo of termina- 
tion 01 f^anatofis 

Non Power Roactors.Decommlssloning & Environmenial Prol Dir 
SHGTLER.J R Sncfamonto Municipal Utility District 3pp 

61 755 o47'617S5 352 

"®.®nrln2n’4f hi considarotion o) Issuance ol exemplion Item 

lOCFRSoraCoKfJOi) to hnvo (ull decommissioning tending at lima ot teVmination of 
operations 

& Environmental Pro) Oir 

(901216 050516) 92/O5/0Q 3pp 61756 350 01755 352 

9206190332 AtJvisos of utlla position that plant not required to comply w/llstod lOCFR 
Boclioiis.por recontly amended license to Possession Only License Util intends to con- 
Jnue to maintain programs that Implement porrnenamiy dofueled TSs 
ShtETLERJ R, Sacramento Municipal Utility District 02/05/13 WEISS S Document 
Conlro! Branch (Document Control Desk) 3pp 61740 152-61740 154 ' 


0. Inspection reports. IE Bulletins & corroepondence 

0205010609 NRC Info Notice 92-035, "Hlohor Than Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment al Boitino 
Water Rooctor " ^ 

ROSSLCE Division of Oporallonal Events Assessment (Post 870411) 92/05/06 
Consolldotod Edison Co of New York, Inc 6pp 61667 349 61667 354 

9205010045 NRC Info Notice 92-036, "Intoraysfom LOCA Outside Containment" 
ROSSI, CE, Division of Oporotional Events Assossmanl (Post 870411) 92/05/07 
Consolidated Edison Co or Now York, Inc 9pp 61718 001-61718009 

920S040205 SujppI 1 lo NRC Info Notice 92-016, "loss of Flow from Residual Heat Re- 
moval Pump During Rofuoling Cavity Draindown" 

■ROSSI, GE Division of OporatiGnal Events Assessment (Post 870411) 92/05/07 
Cons olid alod Edison Co of Now York, inc 4pp 61718 010 61718 013 


R. Periodic operating reports & related correspondence 


9206040256 "Annual Radiological Environ Monitoring Ropt for 1991 " W/ 020429 Ur 
NICHQLLS.SA, BUA.MJ, SHETLER.J R Sacramento Municipal Utility District 91/ 
12/31, MART IN, J B Region 5 (Post 820201) lOOpp 61602 166 81602 260 


0205010157 Discusses Sg tubing surveillance category C-3 resuUs^rev to RCP auc 
mentea iSf commitment for plant Informs that staff finds licensee remedial actions for 
SG acceptable 

PETERSON.SR Project Directorate IV-1 92/04/17 CARNS.NS Entergy Operations 
Inc 3pp 61516 191-61516193 

Forwards fitness for duty program contacts listed on program performance 

KOUP E Reactor Safeguards Branch 92/04/20 MCKNIGHT .J Information a 
Records Management Branch (Post 890827) 4pp 61 563 326 61 563 329 

9205070246 Forwards SE approving relaxation of reg guide 1 97. “Environ Qualification 
Requirements " 

PETERSON.SR Prole ct Directorate IV- 1 92/04/28 CARNS.NS Entergy Operations. 
Inc 5pp 61607 093 61607 099 

“9205070250 Safety evaluation approving relaxation of reg guide l 97 “Environ Qualifi 
cation" requirements 

' Office of Nuclear Reactor Regulation, Director (Post 870411) 92/04/27 3pp 
61607 097-61607 099 

9205200025 Solicits interest in NRC sponsored current licensing basis workshop on 
920623-24 In Rockville, MD Requests specific panel discussion topic recommendations 
& names of attendees & participants by 920518 

LARKtNS.jT Project Directorala IV-1 92/05/05 CARNS.NS Entergy Operations. 
Inc 4pp 61742 328 61742 331 

9205200111 Forwards request for addi info re offsite power sources Info needed by 
staff to Complete review & to determine if requirements of GDC 5 will be met 
PETERSON.S R Project Directorate IV-1 92/05/05 CARNS.N S Entergy Operations. 
Inc 7pp 61724 337-61724 343 

9205200138 Forwards amends 160 & 135 to licenses DPR-5t & NPF-6. respectively & 
safety evaluation Amends add maasurement range to seismic monitoring inslrumenia 
lion requirements & corrects typo error In measurement range 
PETERSON.SR. ALEXION.TW Project Directorate IV-1 92/05/05 CARNS.NS En 
torgy Operations. Inc 3pp 61722 284 61722 298 

“9205200143 Amends 160 & 135 lo licenses DPR 51 & NPF-6,respectively, revising TS 
by adding meaaauroment range to seismic monitoring Inslrumentabon requirements & 
correclino typo error in measurement range 

LARKINS.JT Project Directorate lV-1 92/05/05 9pp 61722 287-81722 296 

“9205200147 Safety evaluation supporting amends 160 & 135 lo licenses DPR-Sl 8 
NPF-6, respecJJveJy 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/05 2pp 
61722 297-61722 298 


9206100012 Monthly oporaling ropt (or Apr 1902 for Rancho Seco Generallng 
S!alionW/fl20514lir ^ 

JONES.R E , DELEZENSKI.J Sacramonlo Municipal Utilily Dislrict D2/04/30 
V/EISS.S Documonl Control Branch (Document (jonlrol Desk) 6pp 61743 331- 
61 743 336h 


Y, Dry Ca&k Independent Spent Fuel Storage Installations 


9205180353 Forwards High Pressure Injection post-mod testing results, per 901025 
Itr End withheld (ref 1odFR2 790) 

FISICARO.JJ Entergy Operations, Inc 92/05/13 Document Control Branch (Docu 
ment Control Desk) 8pp 61730 346 61730 353 

9205280006 Forwards safety evaluation supporting plans for permanent nozzle repair 
ALEXION.TW Project Directorate IV-1 92/05/13 CARNS.NS Entergy Operabons, 
Inc, 3pp 61795 352-61795 356 


9206070167 Forwards first round of quoallons concerning environ fovjgw of Rancho 
Soco silo. 

STURZ,FC. Source Conlnlnmont & Dovlcos Branch (Post 911213) 92/04/30. 
MILLEn.K. Sac ramonto Municipal Utility District 4pp 61623 310 61 e23>322 


•9205280010 Safety evaluation accepting plans for permanent repair to pressurizer 
nozzle 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/13 2pp 
61795 365 61795356 


DOCKET 60*313 ARKANSAS NUCLEAR ONE. UNIT 1 


F, Securltyi medical, emergency & fire proteolfon plans 


92050S0067 Rov 2 to EPIP OP-1 003 077, "US Army Corps of Enginoors " 

" Entergy Operations, Inc 02/04/24 3pp, 61500 336-61590 336 

9205040083 Forwards Initial SALP repls 60 313/02-99 & 60-360/02-09 for 901231 - 
020226 Notable improvements mode In plonl operations & radiological controls areas 
MARTIN, n.D. Region 4 (Post B20201), 92/04/27 CARNS.NS Entergy Operallona. 
Inc 6pp 01612 162 01612 192, 


.0206046066 SALP ropta 60-313/02-99 & 50-360/92-00 for 901231 • 920220. Notable 
improvements made in plant dporations & radiological controls areas Emergency pre- 
pnrodnoas program woll-supporlod by mgl. 

‘ Rogton 4 {Post 820201). 92/04/27, 26pp. 61512 167 61512 102 


9205290106 Rev 11 to Procodure/Work Plan 1903 062, "Communication Sys Operating 
Proecduro." 

* Entergy Operations, Inc 02/05/10 22pp 61867’320 61807.341. 


9205150096 Forwards Insp ropls 50-313/02-17 & 60-368/02-17 on 020417 No viola- 
tions Of doviollons noted Degree of proloclion afforded explosives associated w/ 
BloamnonorBloriijUapluoflinaqueslianed 

BEACFI.AB Region 4 (Post 820201) 02/05/11 CARNS.N.S Entergy Oporailons, Inc 
4pp 61070 300 61676.314 


-9205160106 Partially withheld Insp ropta 50-313/92-17 & 60-300/92-17 on 920417 (ref 
10CFft73,21) No violations or deviations noted Major areas Inapeclod physical security 

Uu¥iR^Y.B. Region 4 (post 820201) 92/05/06, 2pp. 61676'313 61676*314. 

9206260070 Ack receipt of 020320 & 0424 lira transmitting objecUvos & scenario pack- 
age for 1 092 emergoncy proparodness oxordso . « ...... 

BEAChLAB. Region 4 (Post 820201) 92/05/20 CARNS.NS Entergy Operatlona, Inc 
5pp 61762 064-61752:068 


Q. Inspeqtlon reportSj IE Bulletins & correspondence 


9205040063 Forwards Initial SALP repls 50 313/92-99 & 50-360/92 99 for 001231 - 
920220 Notable improvements made in plant operations & radiological controls areas 
MARTIN, R D Reglor^ 4 (Post 820201) 92/04/27 CARNS.N S entergy Operations, 
lnc.5pp 6151216261512 192 


“9205040066 SALP repls 60-313/92-99 & 50 368/92 99 for 901231 • 920229 Notable 
Improvements made in plant operations & radiological controls areas Emergency pre- 
paredness program well supported by mgt. 

^ Region 4 (Post 820201) 92/04/27 26pp 61512167-61512192 


9205070204 Forwards tnsp Repls 50-313/92-07 & 50 368/92-07 on 020301-26 & notice 
of violation Vlolabon re failure lo Identify seven lubes w/mdications near lube sheet on 

hot leg aide of SG noted but not cited ^ . , 

BEACH. A B Region 4 (Post 820201) 92/05/04 CARNS.N S Entergy Operations, Inc 
3pp 61631.333-61631 360 


“9206070206 Notice of violation from insp on 920301-28 Violation noted Loop II of sve 
water sys filled, vented & pressunzed to hydrostatic pressure w/o installing blanks at 
inlel/oulet flanges of Coolers VUG-tC & ID 
* Region 4 (Post 820201) 92/05/04 Ip 61631 336 61631 336 


“02O6O7O2OB Insp Repls 60-313 92-07 & 50-368/92 07 on 920301-28. Violation 
noted Major areas inspected onsite followup of LEHs.ilems of regional intaresl.onsita 
response to events, monthly mamt observation « refueling aclMlies 
JOHNSON, WO Region 4 (Post 820201) 92/04/29 24pp 61631 337 61631 360 


9205130134 Ack receipt of 920422 Ur Informing NRC of steps taken lo correct violations 
noted In insp repts 50-313/92 05 & 50-368/92-05 

BEACH A B Region 4 (Post 820201) 92/05/05 CARNS.N S Entergy Operations. Inc 
2gp 61 651 ‘200-61 651 213 


9205010009 NRC Info Notice 92 035. "Higher Than Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment al Bolling 


Water Reactor " 
ROSSI.ae Division 
Consolidated Edison 


of Operational Events Assessment (Post 870411) 92/05/06. 
Co of New York, Inc 6pp 81667 349 61667 354 


ConsolJdaled Edson Co of New Vork, fnc fipp StZlfiOOf 61713 003 

92050>40265 SuppI 1 to NR C Info Notice 92'016, "Loss of Flow from Residual Heat Re* 
moval Pump During Refueling CavutY Draindown" 

ROSSI, CE Division of Operational EvenU Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, fnc 4pp 6171001061718 013 

920S1S0096 Forwards insp repls 50*3t3/92-17 & 50 366/92-17 on 020417 No viola- 
tions or deviations noted Degree of protoction afforded explosives associated w/ 
steam generator lube plugging guostioned 

BEAChiAB Region 4 CPosI 620201) 92/05/11 CARNS.NS Entergy Operations. Jnc 
4pp 61676 309 61670 314 

-920 51 SOI 06 ParHafly withheld insp repts 50 313/02-17 & 50-368/92-17 on 920417 {ref 
10CFR73 2t) No violations or deviations noted Major areas Inspected physical security 
program 

MURRAY.B Region 4 (Post 8Z0201) 92/05/06 2pp 61676 313 61 G76 314 

9205270155 Forwards "Steam CSeneralor Tubing fnsarvice Insp Rapt for Tenth Refuel 
ing Outage ’* 

FISICARO.J J Entergy Operations. Inc 92/05/20 Document Control Branch (Docu 
me ml Control Desk) Zpp 6103930961639344 

-9205270’16Q "Steam Generator Tubing Inservico Insp Rept for Tenth Refueling 
Outage " 

‘ Entergy Operalions, Inc 92/05/20 33pp 61839 311-61830 344 


R Periodic operating reports & related correspondence 


of infestation of zebra mussels In tiro protection sys , , ,, « 

FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana & ElecbK 

Co) 92/05/15 MURLEY.T E Document Conirol Branch (Document Control DoskJ 
lOpp 61729 315 61729 343 

-9206160194 Proposed TS, suspending TS 3/4 7 9 1 ,3/4 7 9 2 & 3/4 7 9 5 re firo 

pumps^wafer suppression sys & hose stations, respectlvaly 

* Indiana Michigan Power Co (formerly Indiana & Michigan Efeclric Co ) 02/05/^5 
19pp 61729 325*61720 343 

9205200237 Rev 9 to Emergency Response Manual pagos 2-3, 6-1 16 13,6*14, 6-17.0 
18^20 & 6*21 Pages 6 1 1>13.6-1 4,6-1 7.6*18,6-20 & G 21 withhold duo to personnel 

telephone numbers, par DCD request W/9205 15 Ilf, , 

FlTZPATRICK.e Indiana Michigan Power Co (formerly Indiana 6 Michlgnr^ 

Co,) 92/05/15 MURLEY.TE Document Control Branch (Oocument Control Desk) 
lipp 61755 060 61755 070 

9205290182 Revised Emergency Response Procedures (ERP) including rev C to ERP 
102. "Preparation of AEPSC Emergency Responso Procoduroa & Rev 14 [o ERP 
5 01, "Emergency Response Organization & Notification Phono Numbers W/029510 

nT2PATfllCK,E fndfana Michigan Power Co (formerly Indiana & Michigan EIpctnc 
Co) 92/05/19 MURLEY.T.e Document Control Branch (Document Control Desk) 


92052900B1 Rev 1 to Emergency Plan Procedure PMP 2081 EPP 205, ^'Roontry & 

* Indiana Michigan Power Co (formerly Indiana S Michigan Electric Co) 02/05/22 
36pp 61911 026 61911 062 


9205190334 Forwards monthly operating rept for Apr 1992 for ANO unit 1 & revised 
monthly operating rapt for Mar l992,consisling of unit shutdowns 8 power reductions 
data 

FISICARO.J J Entergy Operalfons, fnc 02/05/15 Document Control Branch (Docu 
ment Controt Desk). 2pp 61764 279-81 764 266 


9205290088 Rev 1 to Emergency Plan Procedure PMP 2081 EPP 103, “’Evncuallon of 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co,) 02/05/32 
21pp 61912140*61912 160 


-9205210052 Monthly operating rept for April 1992 for Arkansas Nuclear One.Uml 1 
HAYES.K R Entergy Operations, Inc 92/04/30 4pp 61764 281*61764 264 

-9205210067 Revised monthly operating rept (or Mar 1992 tor ANO Unit 1, revising unit 
shutdowns & power reductions data 

HAVES, KR Entergy OperaUons. Inc 92/03/31 2pp 61764 28 5 61764 266 


S. Reportable occurrences, LERs A related correspondence 


9205290095 Rev 1 to Emergency Plan Pfocodura PMP 2081 EPP 203, "Activnlion e-l 
Emergency Response Teams ” 

* Indiana Michigan Power Co (formerly Indiana & Michigan Elec trie Co). 02/06/22 
39pp. 61911 112-61911 160 

9205290090 Rev 1 to Emergency Plan Procedure PMP 2000 EPP 110, "Toxic Qns Re- 
lease Guidelines ” . ^ 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co). 9S/05/22, 
lipp 61912 193 61912 203 


9205110201 LER 92 001-00 Oh 920408,def[oency w/circuH breaker coordinalion 
discovered Caused by inadequacies in cnginal design POl & D02 circuit breakers sup- 
plyir;g panels D11,D21, RAl & RA2 replaced w/fuse3W/920505ltr 
HO LBerT.EK, FISICARO.J J Entergy Operations, Inc 92/05/05 5pp 61692 024- 
61692 023 

9205270258 LER 92-003-00 on 920424,dunng plant hoatup. automatic initiation of EFW 
occurredCaused by securing running reactor coolant pumps due to reverse rotation of 
idle pump Procedures will be revised W/920521 Ur 

SCHEIDE.RH, FISICARO.J J Entergy Operations, Inc 92/05/21 4pp 61614-234- 
61814237 

92Q5270267 LER 92-002-00 on 92042 Ldiscdvered that soismfc Category )l scaffolding 
storage rack could have rendered one channel of TS related inslrumentalion 
Inoperable Caused by inadequate configuration control Barrier insfa lied W/920521 Hr. 
HOLBERT.EK. FISICARO.J J Entergy Operations, fnc 02/05/21 5pp 61814.233- 
61814242 


DOCKET 56-315 DONALD C, COOK NUCLEAR POWER PLANT. UNIT 1 


F. Security^ medical, emergency & fire protection plane 

9205070099 Forwards Rev 23 to modified, am ended security plan Rev amends physical 
security plan to more accurately describe existing vital area configuration Rev with 
held 

FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co) 92/04/29 MURLEY.TE Document Control Branch (Document Control Desk) 
3pp 61654 357 61054 359 

02OSC6O334 Application for amends to Licenses DPR-5& & DPR-74.changfng number of 
containment thermJstore In TS Tables 3 3-10 & 3 3-11 of TSs 3337&3330Of "Fire 
DetecLionlnstrumentatlon" 

FI TZPA TRICK, E Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co,) 92/05/01 WURLEYpT E Document Control Branch (Document Control Desk) 
7pp 61639 307 61569 319 

-9205050337 Proposed Tech Specs Tables 3 3-10 & 3 3*11 re fire detection rnslrumen- 
tation 

* Indiana Michigan Power Co (lormerty Indiana & Michigan EfecliJc Co ) 92/05/01 
6pp 61569*314-61569 319 

9205150040 Forwards Final SALP Repts 50-315/92-01 & 50 316/92-01 for period of 
9009Q1 -911231 

DAVIS, A 8 Region 3 (Post 820201). 92/05/07. RTZPATRICK.E- Indiana Michigan 
Power Co (former fy Indiana & Michigan Electric Co) 7pp 61676^133-61675 160 

9205180212 Advises that Rev 22 to physical secunty plan consistent w/pro visions of 
10CFR5'0.54(p) & acceptable. 

PEDERSON, CD Region 3 (Pest 820201) 92/05/11 FIT2PATRrCK,E, Impenal Pro- 
fessional Coalings 2pp 61719 341-61719 342 

9205200263 Advises that Rev 22 to physical secunty plan consistent w/provl$ions oJ 
10CFR60,54(p) & Bccep fable 

PEDEftSON.GD. Region 3 (Post 620201) 92/05/11 RTZPATR1CK.E, Indiana Michi- 
gan Power Co (formally tndlana A Mrchigan Eleci/ic Co ) Ip, 61863 284 61866 284, 


P. Operating license stage documents & correspondence 

9205040247 Forwards fifnoss for duly program contncis listed on program poffoimanco 

K(§UP,E, Reactor Safeguards Branch. 02/04/20 MCKNIGHT, J rnformnllon 6 
Records Management Branch (Post 690S27) 4pp 61563 326 61 563-320, 

9205200193 Forwards amends 164 & 149 to licenses DPR-5B & DPR- 74, respoctivolv A 
SE Amends modify SR for pumps & valves to achiovo consietancy w/IST 
program.dBlete certain refs to ASME Code A mako certain oditorial changes, 

STANQ.JF Project Directorate III-1 D2/04/22 RTZPATRICK.E Indiana MIchIpan 
Power Co. (formerly Indiana A MIctilgan Electric Co ). FITZPATRICK, E. Arhortcan Eloc- 
Irrc Power Service Corp, 3pp 61739-171-61739-206 

-9205200198 Amends 164 A 149 to licenses DPR-50 A D PR -74, rospoc lively, modi lying 
units 1 A 2 SR for pumps & valves to achieve consistency w/IST program.dolollog 
certain refs lo ASME coae & making certain editorial changos 
MARSH, LB Project Directorate lll-f, 92/04/22. 20pp 61730 174-61739,201. 

-9205200200 Safety evaluation supporting amende 164 A 140 lo liconsos DPtt-SO A 
DPR-74,resp0ctively 

* Office of Nuclear Reactor Rogulalion, Director (Post 870411). 92/04/22 5pp 
61799 202 61739-206. 

9205050144 Application for amends to licenses DPR-66 A OPR- 14, consisting of TS ro 
vising visual Insp surveillance requlroments A acceptanco criteria assoclnlod w/TSs 
3/4 7 8 A 3/4 7.7 

FITZPATRICK,E Indiana Michigan Power Co (formerly Indiana A Michigan Eloclj^c 
Co), 92/05/01. MURLEY.TE Document Control Branch (Document Control Desk) 
59pp 61608 071*61606*178, 

-9205050155 Proposed Tech Specs revision to 3/4,7 8 A 5/4.7.7 for Units 1 &. 2,ro 
speclively A associated bases to be consistent w/ guidance providocf In Gonoric Ltr 
84*13 A 90 00. 

* Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co). 02/05/01. 
60pp 61608.130*61806*1 78. 

9205DS0329 Forwards "DC Cook Nuclear Plant Individual Plant Units 1 & 2 Individual 
Plant Exam Summary Rept" A "DC Cook Nuclear Plant Units 1 A 2 individual Pinni 
Exam of External Events Summary Repf," per Gonoric Ltr 08*20 W/3 ovorslzo d/aw 
tngs 

FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana A Michigan ElocUic 
Co) 02/05/01 MURLEY.TE, Document Conirol Branch (Documonl Conirol Desk) 
4pp 61614-001*61616107. 

-9205050933 "DC Cook Nuclear Plant Units 1 A 2 Individual Plant Exam Summary 
Rept " 

* Indiana Michigan Power Co (formerly Indiana & Michigan Eloctrio Co), 92/04/30 
250pp 61614.005 61614 333 

-9205050338 "DC Cook Nuclear Plant Units 1 A 2 Individual Plant Exam of Exlo/npl 
Events Summary Rept " 

* Indiana Michigan Power Go (formerly Indiana A Michigan Electric Co ) 02/04/30 
lOOpp 81614.334*61615 107, 



L.uiiiuiiitiiviii viiui(inoiw<o iw I 

DoiGciLon lns(fumontation " 
F^TZPATRICK.E Indiana Michigan Power 
Co) 92/0D/01 MURLEY.TE Document 
7pp 6WGG207 et5SO3t0 


Co (foriTiGrly Indiana & Michigan Etoclric 
Control Branch (Document Control Desk) 


3/4 78 & 3/4 7 7 

FITZPATRICK, E Indiana Michigan Power Co (lormerly Indiana a Michigan Electric 
Co ) 92/05/0t MURLEY.T E Document Cor^trol Branch (Document Control Desk) 
59pp 61 608 07V6 1608 178 


~920B060337 Proposed Toch Specs Tables 3 3-10 & 3 3-1 1 re fire detection instfumen- 
totion 

* Indiana Michigan Power Co (lormerly Indiana a Michigan Electric Col 92/05/01 
epp 81580 314 61509 310 i 

0206070097 Notilicatlon of 020507 meoUrtg w/ulil in Rockvitle.MD to discuss load com^ 
bbnalion In relotlonshlp to proposod reracKing o( spent luol pool for plant 
STANQ.J F Project Difoclorato Mil 02/05/01 MURLEY.T. MIRAGUA F 

flUSSOLL.W NR<J • No Dolallod Affiliation Given 4pp 61602 355'61 602 368 

Q2OE07at&3 Reauesls review & approval of license emend to allow use o1 digital based 
roaclor protocHon sys 

riTZPAiRICK.E American Electric Power Co, Inc 92/05/01 MURLEY.T E Docu» 
ment Control Branch (Document Control Desk) 2pp 61662 071.61662 072 

0206080104 Notitlcetlon ol cancellation of 020507 meeting w/utll m Rockville.MD to dis. 
CUBS load combinations In relationship to proposed reraising of spent fuel pool 
STANG.jr Project Dlroctorato llt-l 02/05/01 MURLEY.T. MIRAGLIA.F 

RUSSELL.W NRG . No Dolellod Affiliation Given 4pp 61605 361^61605 354. 

920Q20D04& Requests that llcensoa provide Info for spocific panel discussion topics i&i 
namoa of r^iombors of staff who will attend & participate as panel members for 
020823*2/1 current licensing basis workshop 

MARSHAL B Pfoioct DIreclorato UM 92/05/06. FITZPATRICK, E Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) 3pp 61741 360 61741 362 

9205260246 Roquoals info on how util Will operato, maintain & provide qualified replace- 
ment parts for existing RPS instrumontallon In short term & long torm plans for RPS 
Ihstrumontetion at plants Info roquostod within 60 days of receipt of Ur 
STANQ.J, Project Diroclorato 111-1 92/05/06 F1TZPATRICK,E Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) 2pp 61765 331.61765 332 


9205190276 Responds to violations noted in msp repts 60-315/92 06 & 50-316/92- 
06 Corrective actions investigation completed & written response to questions about 
unresolved item provided 

BLlNt).AA Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
92/05/04 ISOMJA Region 3 (Post 920201) lipp 61731 297-61731 307 

9205010009 NRC Info Notice 92*035, "Highef Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor " 

ROSSl.CE Division of Operational Events Assessment (Post B70411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 

9205010045 NRC Info Notice 92 036. “Inlersystem LOCA Outside Containment " 
ROSSl.CE Division ot Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York. Inc 9pp 61716 001 61718 009, 

9205040265 Supp1 1 lo NHC Info Notice 92 01 6, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dralndown " 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010 61718 013 

9205120009 Ack receipt of 920227 Itr informing NRC of steps taken lo correct violations 
noted in Insp repta 50-315/91*27 & 50-316/91-27 Concludes that regularly scheduled 
QA audits desirable to provide oversight to screening process 
GREENMAN.EG Region 3 (Post 820201) 92/05/07 FITZPATRICK.E Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electnc Co ) 2pp 61635059-61635.068 

9205150040 Forwards Final SALP Repts 50-315/92-01 & 50-316/92-01 for period of 
000901 *911231 

DAVIS.A B Region 3 (Post 820201) 92/05/07 FITZPATRICK.E Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co ) 7pp 61675 133-61675 160 


0205100116 Ack roceipt of 10CFRBO 64(a) aubmltlal did 920421, Incorporating changes 
In OA program description 

WniGlir.QC Region 3 (Post 020201) 92/05/13 FITZPATRICK.E Indiana Michigan 
Powor Co (formofly Indiana & Michigan Electric Co.) Ip 61707 282-61707 262 

9205180176 Forwards responso to- NRC request for addi Info ro dose limits applied at 
facllhloa for control room operators & analyses submitted per NUREQ-0737,ltem 
Iff 0 3.4 

riTZPATRlCK.E Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co ) 02/05/ 1 B MURLEY.T E Document Control Branch (Document Control Desk) 
Opp 01718 330 61716 346 

9205180191 Application (or amonda lo Licenses DPR-5Q & DPR-74, suspending fire pro- 
tection WQtOf flow testing per TS 3/4 7 0 1,3/4 7.9 2 & 3/4 7 9 5 to lessen probability 
of Infostallon of zebra musseh In fire proloctien sys 

FITZPATniCK,E Indiana Michigan Power Co {{ormerty Indiana & Michigan Eleclric 
Co,). 02/05/15 MURLEY.T.E Document Control Branch (Document Control Desk) 
tOpp 01720 316 61720‘343 


S, Reportable occurrences, LERs & related correspondence 

9205130192 LEB 91 011-00 on 901217.EDG received incomplete start signal Caused by 
faulty Agastat time delay relay On 910610, EDG AB not placed on increased surveif 
lance frequency EDG Incident rept wiU be developed W/920507 Itr 
SAMPSON, J R , BUND, A A Indiana Michigan Power Co (formerly Indiana & Michigan 
Electric Co.) 92/05/07 5pp 61718 019 61718 023 

9205270001 LER 92-004 00 on 920420, 7.day test to prove operability of boralion How 
paths from refueling water storage & boric acid storage tanks not performed as 
scheduled Caused by personnel error Test successfully performed W/920520 llr 
SAMPSON.J R , BUND, A A Indiana Michigan Power Co (formerly Indiana & Michigan 
Electric Co) 92/05/20 5pp 61888 044-61888 048 


V. Operator Examinations 


-0205108194 Proposed TS.susponding TS 3/4 7 9 1,3/4 79 2 & 3/4 7 9.6 re lire 
pumps, water sunprosalon sys & hoso alatlona, rospectivoly 

• Indlano Michigan Power Co (formerly Indiana & Michigan Eleclric Co) 92/06/15 
10pp. 61720 326 61720 343 


920 B 2701 69 Forwards revised TS & list of commltmenle.por 920513 lelcon agreement 
lo aubmit fOBulls of sloam line break analysis prior to Cycle 13, Commitments incorpo- 
ffllQ critorla from WCAP*13107,App A into plant procoduros „ r., . 

FITZPATRICK, 6 Indiana Michigan Power Co (formerly Indiana a Mlchlgai^ Electric 
Co) 92/05/21 MURLEY Document Control Branch (Document Control Desk) 2pp 
61031:345 81831 352. 


•9205270181 Propoaod TS 4.4 5,4 a 10 a 4 4 6 5 o re tube support plate interim plug- 

^ Indiana Michigan Power Co (formerly Indiana a Michigan Eleclric Co) 92/05/21 
0pp. eifl31‘347 01831 352 



Q. Inspection reports, IE Bulletins a correspondence 

9205050075 Foiwords Insp ropts 50 315/92-03 a 50 316/92-03 on 920203 0306 No 
violallona tdonliflod Sovoral woaknosBaa a vulnerabilities, Including errors in rocent 

MlL^eaK Rogl^^^ 020201). 92/04/21. 

Power Co, (formerly Indiana & Michigan Eleclrio Co), 5pp, 61641 032-61641 070 

"9205050064 Insp repts 00-316/92-03 a 60-316/92-03 on 920203-0306 No violations 
noted Major areas Inspected electrical distribution ays 

WESTBERQ.RA, GARDNER, R.N. Region 3 (Post 820201). 92/04/21 34pp 
81541 037-G1B41 070 

92050E0040 Forwards Insp ropts 60-316/02 08 a 60 316/92-09 on 920406 * 10 .Viola- 
lion 3 noted, bul not cited ^ i uinhinan 

WRIGHT, Q.C Region 3 (Poet 620201) 92/oyM. f'pPATHICK^. Indiana MlcWgan 
Power Co. (formerly Indiana & Michigan Efectrfc Co.), 2pp 61539081-61539.037 

-*9208060049 Safety Insp repts 60-316/92*00 a 50-316/92*08 on 920406*10. No vlofa* 

Ilona nolod.MaJor areas In^octodillconseeOC program. nnnnni\ oo/oa/on 

SALEHl.K, U/^NGSTAFF.RA., PHILLIPS, MP Region 3 (Post 820201). 92/04/29 
5pp 61 630, 083-61 539.087 


9205040036 Forwards list of ref malls for use In developing a administering upcoming 
reactor operatorAenior reactor operator license exams Listed procedures will be 
frozen for exam or revised to enhance malfunction procedures „ . ^ , 

CARTEAUX.P F Indiana Michigan Power Co (formerly Indiana a Michigan Electnc 
Co.). 92/04/24 PHILLIPS, M P Document Control Branch (Document Control Desk) 
6pp 61563 159-61563163 


DOCKET 50-316 DONALD C, COOK NUCLEAR POWER PLANT, UNIT 2 


% Security, medical, emergency a fire protection plans 

>205070099 Forwards Rev 23 to modified.amended secunly plan Rev amends physical 
secunty plan to more accurately describe existing vital area configuration Rev wiih- 

FrrZPATRICK,E Indiana Michigan Power Co (formerly Indiana & Miijlflan ElMlrlc 
Co ) 92/04/29. MURLEY.T E Document Control Branch (Document Cor^lrol Desk) 
3pp 61654*357-61654 359 

)2Q5050334 Application for amends lo Licenses DPR-5e & 
containment thermistors in TS Tables 3 3-tO & 3 3-1 1 of TSs 3 3 3.7 & 3 3 3 8 of Fire 
Detection Instrumentation '' , , . „ t, 

FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana 8 Mi^igan Electric 
Co ) 92/05/01 MURLEY.T E Document Control Branch (Document ConUol Desk) 
7pp 61509.307-61669 319 

-9205050337 Proposed Tech Specs Tables 3 3-10 & 3 3-11 re hre detection instrumen- 

'^fndiana Michigan Power Co (formerly Indiana & Michigan Electric Co ) 92/05/01 
Opp 01689314-61589319. 

92061S0040 Forwards Final SALP Repts 50 315/92 01 & 50-316/92-01 for period of 

D^Ab' R egion 3 (Post 820201) 92/05/07 FITZPATRICK, E ln^ai|!na Michigan 
Power Co. (formerly Indiana & Michigan Electric Co) 7pp 61675 133 61675 1 60 

9205100212 Advises that Rev 22 lo physical security plan consistent w/ provisions of 

PmERSON,^’D*R^^^^^ 92/05/11 FITZPATRICK.E Imperial Pro- 

fesfilona) Coatings 2pp. 61719 341-61719 342 

9206200263 Advises that Rev 22 lo physical security plan consistent w/provisior^s ot 

PEDER^Q^N Sorl^3 (Pos^ 92/05/11 FITZPATRICK.E f radian a Michi 

gfn Pow° (S (lormertS! Indiana & Mich, ’gar, Electee Co) Ip 81888 284 61Be8.284 



74 DOCKETED ITEMS 


0205180191 Appljcatjon lor amands to Licensas OPR-5B & DPR-74, suspending fire prO' 
lection water flow toating per TS 3/4 7 9J.3/4 7 9 a A 3/4 7 9 5 to lessen probability 
of infostalion o! zebra mussels fn furs protection sya 

FtTZPATRiCK.E Indiana Mictiigan Power Co (formerly Indiana & Michigan Electric 
Co) 92/05/15 MURLEYJE Document Control Branch (Document Control Desk) 
lOpp 61729 315^61729 343. 

*•9205180194 Proposed TS*8uspending TS 3/4 7 0 1,3/4 792 & 3/4 79 5 fo firo 
pumps, water suppression sys & hose stations, respectively 

* Indiana Mfchigan Power Co. {formerly Indiana & Michigan Electric Co). 92/05/15 
19pp 61729 325-61729.343 

9205200237 Rev 9 to Emergency Response Manual pages 2-3,6-11,6 13,6-14, 6 17,6- 
16,6-20 & 6 21 Pages 6 1 1 .6-13,6 14.6-17,6-18,6-20 & 6 21 withheld due to personnel 
telephone numbar‘j,per DCD request W/920515 Itr. 

FITZPATRICK, E Indiana Michi^n Power Co (formerly Indiana & Michigan Electric 
Co) 92/05/15 WURLEY.T.E. Document Control Branch (Document Control Desk) 
tlpp 61766 060-61 75S 070 

9205290182 Revised Emergency Response Procedures (ERP) incfuding rev 6 to EflP 
1.02, "Preparation of AEPSC Emergency Response Procedures" 8 Rev 14 to ERP 
501, "Emergency Response Organization & Notification Phone Numbers" W/920519 
Hr 

FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co) 92/05/10 MURLEY.TE Document Control Branch (Oocumeni Control Oosk) 
22pp 61909 335-61909 356 

9205290081 Rev 1 to Emerger^cy Plan Procoduro PMP 20B1 EPP205, "Reentry 8 
Rescue " 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 92/05/22 
36pp 61011 026-61911,062. 

9205290088 Rev 1 to Emergency Plan Procedure PMP 2081 EPP 103, "Evacuallorv of 
Plant Personnel " 

* Indiana Michigan Power Go. (formerly Indiana & Michigan Efectric Co) 92/05/22 
2lpp 61912,140-61912 160 

9205290095 Rev 1 to Emergency Plan Procedure PMP 2081 EPP 203, "Activation of 
Emergency Response Teams ’’ 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Elactnc Co) 92/05/22 
39pp 61911 112-61011:150 

9205290099 Rev 1 to Emergency Plan Procedure PMP 2060 EPP 110, 'Toxic Gas Re- 
lease Guidelines " 

* Indiana Michigan Power Co. (formerly Indpana & Michigan Electric Co) 92/05/22 
Itpp 61912 193-61912,203 


P. Operating license stage documents A correspondence 

9205040247 Forv/arcls fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reader Safeguards Branch 92/04/20 MCKNIGHT.J information & 
Records Wanagomonl Branch (Post 890827) 4pp, 61663 326-61663 329 

9205010089 Forwards amond 143 to license OPR-74 & safety evaluation Amend 
changes Tech Spec & associated Bases re boric add storage tank & refueling water 
storage tank requirements 

STANG.J F. Project Directorate fll-l 92/04/22 FITZPATRICK.E Indiana Michigan 
Power Co (formerly Indiana A Michigan Electric Co) 3pp 61616.267-61516,278 

-*9205010692 Amend 143 lo license DPR >74 .changing Tech Spec A associated Bases 
re boric acid storage tank & refueling water storage Tank requirements 
MARSH, LB. PfOjo-d Dlreclorate 111 1. 92/04/22. 5pp. 61516 269 61516 273 

-*9205010093 Safely evaluation supporting amend 148 to license DPR'74 
' Olfice of Nuclear Reactor Regulation, Director (Post 870411). 92/04/22 4pp 
6l5l6-274-61S16a78 

9205200193 Forwards amends 164 & 149 lo licenses DPR-56 & DPR-74, respectively A 
SE.Amends modify SR for pumps & valves lo achieve consistency w/fST 
program, detele certain refs to ASME Code A make certain editorial changes 
STANG,JF Project Directorate III-1 92/04/22 FITZPATRICK.E Indiana Michigan 
Power Co (formerly tndfana A Michigan Electric Co) FITZPATRICK.E American Elec- 
tric Pcwei Service Corp 3pp 61739-171 61739,206 

”9206200 198 Amends 164 A 149 to IJcensea DPR-5B A DPR- 74, respectively, modifying 
units 1 A 2 SR for pumps A valves to achieve consistency w/IST progfam.doleling 
certain refs to ASME code A making certain editorial changes. 

MARSH.L B Project Dlreclorate III 1 92/04/22. 2app, 61739:174 61739 201, 

”9205200200 Safety evaluation supporting amends 104 & 149 lo licenses DPR-50 A 
DpR-74,respectiV9ly. 

' Office of Nirdear Reactor Reguiallon. Director (Post 870411) 92/04/22 5pp 
61739202 61739,206. 

9205050144 Application for amends to licenses DPR 58 A DPR-14, consisting of TS re- 
vising visual insp surveillance requirements & acceptance criteria associated w/TSs 
3/4 7.8 A 3/4.7.7. 

FITZPATRICK.E Indiana Michigan Power Co. (formerly Indiana A Michigan Electric 
Ca), 92/05/01 MURLEY.T-E, Document Control Branch (Document Control Desk), 
59pp 61608 071-61606-178 

”9205060155 Proposed Tech Specs revision lo 3/4 7.8 A 3/4.7.7 for Units 1 A 2, re- 
spectively A associated bases to be consistent w/ guidance provided fn Generic Ltr 
84-13 A 90-09. 

' Indiana Michigan Power Co. (formerly Indiana A Michigan Electric Co) 92/05/01, 
60pp 61608:130-61606-178, 

920SOS0329 Forwards "DC Cook Nuefaar Plant Individual Plant Units 1 A 2 Individual 
Plant Exam Summary Repl" A "DC Cook Nuclear Plant Unils 1 A 2 Individual Plant 
Exam of External Events Summary Repl," per Generic Ltr 88-20. W/3 oversize draw- 
inos 

FITZPATRICK.E Indiana MEchlgan Power Co (formerly Indiana A Michigan Electrio 
Co). 92/05/01. MURLEY.T.E, Documenl Control Branch (Document Control Desk). 
4pp. 61614.001 61816-107 


-9205050333 "DC Cook Nuclear Plant Units 1 A 2 Individual Plant Exam Summary 
Repl ’■ 

• Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co ) 92/04/30 
250pp 61614 005-61614 333 

-9205050338 "DC Cook Nuclear Plant Units 1 A 2 Individual Plant Exam of External 
Events Summary Rept ” 

• Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co ) 92/04/30 
tOOpp 61614*334-61615 107 

9205060334 Application for amends to Licenses DPR 58 A DPR-74.changing number of 
containment thermistors In TS Tables 3,3*10 A 3 3-11 of TSs 3 3 3 7 A 3 3 3 8 of "Fire 
Detection Instrumentation " 

FITZPATRICK.E Indiana Michigan Power Co (formerly Indiana A Michigan Electric 
Co) 02/05/01 MURLEY,TE Documont Control Branch (Document Control Desk) 
7pp 61689 307-61589 310 

-92050S0337 Proposed Tech Specs Tables 3 3-10 A 33 11 re fire detection Instrumen- 
tation 

• Indiana Michigan Power Co (formerly Indiana A Michigan Electric Co) 92/06/01 
6pp, 61589*314-61589 319 

9205070097 Notification of 920507 meeting w/ulil In flockvIlle.MD lo discuss load com- 
bination in relationship to proposed reracking of spent fuel pool for plant 
STANG.J.F Project Difeclorata 111-1 92/05/01 MURLEY.T. MIRAGLIA.F, 

RUSSELL.W NR(5 - No Detailed Affiliation Given 4pp 61602 355-61602 358 

9205070183 Requests review A approval of license amend to allow use of digital based 
reactor protoclion sys 

FITZPATRICK.E American Electric Power Co, Inc 92/05/01 MURLEY.TE Docu- 
ment Control Branch (Document Control Desk) 2pp 61662 071-61662 072 

9205080194 Notification of cancellation of 920507 mooting w/utll In RockvlIlo.MD to dis- 
cuss load combinations in relationship to proposed rerecking of spent fuel pool 
STANG.J F Project Directorate lll-l 92/05/01 MURLEY.T, MlRAGLIA^F, 
RUSSELL.W NRC - No Detailed Affiliation Given 4pp 61605 351 61606 354 

9205200048 Requests that licensee provide info for specific panel discussion topics A 
names of members of staff who will alterid A participate as panel members for 
920683-24 current licensing basis workshop 

MARSH, LB Project Olreclorale lll-l 92/05/06 FITZPATRICK.E Indiana Michigan 
Power Co (formerly Indiana A Michigan Electric Co) 3pp 61741 360 61741 362 

9205260246 Requests Info on how util will opo>rate, mam tain A provide qualified replace- 
ment parts for existing RPS Instrumentation in short term A long term plans for RPS 
instrumentation at plants Info requested within 60 days of receipt of Itr 
STANG.J. Project Directorate 111*1 92/05/06 FITZPATRICK.E Indiana Michigan 
Power Co (formerly Indiana A Michigan Etectnc Co ) 2pp 61765 331-61765 332 

9205190115 Ack receipt of 10CFR60.64Ca) submittal dtd 020421. Incorporating changes 
In QA program description 

WRIGHT, GC Region 3 (Post 020201), 92/05/13 FITZPATRICK.E Indiana Michigan 
Power Co (formerly Indiana A Michigan Electric Co,) Ip 61707 202-61707 202 

9205180176 Forwards response to NRC request for addi Info re dose llmils applied at 
faclllitlos for control room operators A anolysoa submitted per NUREQ 0737, Item 
HID 34 

FITZPATRICK.E Indiana Michigan Power Co (formerly Indiana A Michigan Electric 
Co.). 92/05/15. MURLEY.TE Document Control Branch (Document Conirol Desk) 
9pp 81716 336-61716:346 

9205160191 Application for amends lo Licenses DPR 58 A DPR-74. suspending (Ire pro- 
tection water flow testing per TS 3/4 791,3/4 792A 3/4 7 9 5 to lessen probability 
of infestation of zobra mussels In fire protection sys. 

FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana A Michigan Electric 
Co ) 92/05/1 5 MURLEY.TE. Document Control Branch (Document Control Desk). 
10pp. 61729*316-61729.343 

-9205180194 Proposed TS.auajJonding TS 3/4 7 91,3/4 792 A 3/4 70 5 re fire 
pumps, water suppression sya A hose atalions, respectively 

* Indiana Michigan Power Co. (formerly Indiana A Michigan Electric Co), 92/05/15, 
19pp 61729*326 61720*343 

9205160279 Forwards Rev 1 to "DC Cook Nuclear Plant Unit 2, Cycle 9 Coro Operating 
Lfmrta Rept," per Generic Ltr 80-16 

FITZPATRICK.E. Indiana Michigan Power Co (formorly Indiana A Michigan Electric 
CJo), 92/05/15 MURLEY.T E, Document Control Branch (Document Conirol Desk) 
Ip. 61710‘2O1-01718 3O4. 

-9205160200 Rev 1 to "DC Cook Nuclear Plant Unit 2, Cycle 9 Coro Operating Limits 
Rept" 

* Indiana Michigan Power Co. (formerly Indiana A Michigan Electric Co). D2/05/31 
13pp 61718 202-61718.304 

9205270159 Forwards revised TS A list of commitmonts.per 620513 telcon agreement 
to submit results of steam line break analysis prior to Cycle 13 Commitments Incorpo 
rale criteria from WCAP-13187,App A into plant procedures 

FITZPATRICK, E. Indiana Michigan Power Co (formerly Indiana A Michigan Electric 
Co) 92/06/21 MURLEY Document Control Branch (Document Control Desk) 2pp 
61831 345 61831:352, 


-920S270161 Proposed TS 4 4.6 4 a 10 A 4 4.5.5 e ro tube support plate inlonm plug- 
ging criteria, 

^ Indiana Michigan Power Co, (formerly Indiana A Michigan Electric Co.) 02/05/21 
6pp. 61831:347-61831*352. 

9205280008 Confirms discussion between B Jorgensen of staff A D Malln of AEP to 
have routine quarterly mgt meeting in Region III on 620602 to discuss licensee 1092 
goals A objectives, plant performance trending A graded root cause investigation 
GREENMAN.e.Q. Region 3 (Post 820201) 92/05/22. FITZPATRICK.E. Indiana MIchi 
gan Power Co Ip. 61772.163-61772*163 



Q< InspecHon reports, IE Bulletins & correspondence 

9205050075 Forwards Insp repts 60-31 5/D2 03 & 50*316/92-03 on 920203*0306 No 
violations Identified Several weaknesses & vulnerabtlitios.including errors in recent 
design calculations, noted 

MllLER.MJ Region 3 {Post 020201) 92/04/21 FITZPATRICK,E Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) 5pp 61541 032*61541 0/0 

--92Q50500B4 tnsp repts 50-316/02*03 & 50-316/82 03 on 020203 0306 No violations 
noted, Major areas inspected electrical distribution ays functional Insp 
WESTDERG.RA, GARONER.R N Region 3 (Post 820201) 92/04/21 34pp 

81541 037 61541 070 

920S050040 Forwards insp repts 50 315/92*08 & 50*316/92 09 on 920406-10 Viola 
tions noted, but not cited 

WRIGHT, QC Region 3 (Post 820201) 92/04/29 F1TZPATRICK.E, Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co) 2pp 61539 081-61539 087 

"9205050049 Safety Insp repts 50*315/92-08 & 50*318/92 OB on 920406*10 No viola 
tions noted Major areas Inspected licensee OC program 

SALEHI.K, LANGSTAFF.RA, PHILLIPS, M P Rogion 3 {Post 020201) 92/04/29 
5pp 61539 083 61539 087 

9205050144 Application for amends to licenses DPR-50 & DPR-14. consisting of TS re- 
vising visual fnsp surveillance rcquiromonts & acceptance criteria associated w/TSs 
3/4 76 & 3/4 7 7 

FITZPATRICK.E Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co ) 02/05/01 MURLEy.T E Document Control Branch (Document Control Desk) 
59pp 61608 071 6 1606 176 

"9205050155 Proposed Tech Specs revision to 3/4 7 8 & 3/4 7 7 tor Units 1 & 2, re 
spectively & associated bases to be consistent w/ guidance provided in Generic Ltr 
64 13 &99 09 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 92/05/01 
50pp 61608 130*61608176. 

9205190275 Responds to violations noted In insp repts 50 315/92-06 & 50 316/92* 
06 Corrective actions investigation completed & written response to questions about 
unresolved item provided 

BLIND, A A Indiana Michigan Power Co {formerly Indiana & Michigan Electric Co) 
02/05/04 ISOM,J A Region 3 (Post 620201) Itpp 81731 297*01731 307 

9205010009 NRG Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61687 349 61667 354 

9205010045 NRG Info Notice 82 036, “Interaystom LOCA Outsido Contammont “ 
ROSSl,G E Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolfi/ated Edison Co of Now York, fnc 9pp 61718 001 61718 000 

9205Q40265 Suppl 1 to NRC Info Notice 92*016, "Loss o1 Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI,CE OfviBlon of OperaUonaf Events Aaaossmont {Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61710 010-81718 013 

9205120009 Ack receipt of 920227 Ur informing NRC of stops taken to correct violations 
noted in insp repts 50-315/91*27 & 60*316/91*27 Concludes that regularly scheduled 
QA audits desirable to provide oversight to screening process. 

GREENMAN,EG. Regions (Post 820201) 92/05/07 FITZPATRICK.E Indiana Michi* 
gan Power Co. (formerly Indiana & Michigan Electric Co) 2pp 61635:050-61635 068 

0206160040 Forwards Final SALP Repts 60-316/92-01 & 60-316/92 01 for period of 
900901 - 911231 

DAVIS,A0 Region 3 (Post 820201) 92/05/07 FITZPATRICK, E Indiana Michigan 
Power Co (formerly Indiana & Michigan Electric Co ) 7pp 61675 133 61675.160 


S. Reportable occurrences, LERs & related correspondence 

9206010170 LER 02*004-00 on 9201 13, AB EDG (DG2AB) failed to roach rated speod 
within lime limit required by TSs Caused by inadequate design margin In starting air 
sys Schrader-Beilows valves In DQ2AB w/orlglnal Hunl-Trimline PCVs 
WEBER, G A , BLIND, A A. Indiana Michigan Powor Co (formerly Indiana & Michigan 
Eleclrfc Co) 92/04/24 7pp, 61589 345*61669 361 

9205190366 LER 92*005*00 on 920415,(lQngo seals on containment equipment hatch & 
personnel airlock not Type*B tested since Initial slartup.Causod by error In piping con 
figuration Procedure re Type B & C testing revlaod.W/920515 Ur 
WEBER.QA, BUND, A A Indiana Michigan Power Co (formerly Indiana & Michigan 
Eleclrfc Co J 92/05/15. 4pp 61706,130 81766.141 


V, Operator Examinations 

9205040036 Forwards list of ref malls for use In developing & administering upcoming 
reactor operator /senior reactor operator license exams Llslod procedures will be 
frozen for exam or revised to enhance malfunction procedures 
CARTEAUX,P F Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co ), 92/04/24. PHILLIPS,M P Document Control Branch (Document Control Desk) 
5pp 61563169 61563 163 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire proteotfon plans 

9205 140289 Public version of revised Emergency Response Plan Implemenfing Proce- 
dures (ERPIP) Including Change 3 to Rev 0 to ERPiP-006 & Chanoe 6 to Rev 1 to 
ERPIP-7S0 W/920504 release memo 

* Baltimore Gas & Electric Co. 92/03/31 17pp 61703 262-61703 278 

9205140226 Public version of Rev 47 to Emergency Response Plan Implementation 
PrrwedurB (ERPIP) GRPIP A 1 , "Emergency Response Organization," reflecting quar- 
terly telephone updates W/920504 release memo. 

• Baltimore Gas & Electric Co. 92/04/20 24pp. 61699 293*61 69g>3 16, 


9205060249 Revised Emergency Response Plan Implementing Procedures 
(ERPIP), I deluding Rev 33 to table ol contents & Rev 0 to ERPIP 102, ERPIP 104 & 
ERPIP 810 

‘ Baltimore Gas & Electric Co 92/04/22 52pp 61616001 61616052 

9205070256 Summarizes D20417 mgt meeting in King of Prussia, PA re emergency pre 
parodness program & impiemontation ol changes resulting from findings noted in Insp 
Ropls 50*317/92-06 8 50 310/92*06 Vtewgraphs end 

JOYNER.JH Region 1 (Post 820201). 92/04/30 CREEL,GC Baltimoro Gas & Eloc- 
tric Co 23pp 61631 310 61631 332 

9205180125 Change 3 to Rev 17 to ERPIP 3 0. "Personnel Injury" 

* Balltmoro Gas & Electric Co 92/05/01 9pp 01729 344*61729 352 

9205210150 Revised ERPIPa.in eluding Change 4 to Rev 0 to ERPIP-301, Change 1 to 
Rev 1 to ERPIP 501 & Change 3 to Rev 0 to ERPI P-503 

* Baltimore Gas & Electric Co 92/05/06 13pp 61777 267 61777 279 

9206180117 Corrected AUachmor^t 5 to Rev 0 to EBPIP-810, "Allornate Method of De 
termining Main Steam Specific Activity " 

* Baitinnore Gas & Electric Co 92/05/1 1 3pp 61729 35B 61729 361 

9205210036 Forwards safely insp repts 50 317/92 12 & 50 316/92 12 on 920329 
0425 No violations noted 

COWGILL.CJ Boflion 1 (Post 820201) 02/05/13 CREEL, GC BallimorG Gas & Elec 
trie Co 2pp 61723105-81723 121 

"92052100-16 Satoly insp ropls 50-317/92-12 & 50 318/92-12 on 920320 0-125 No vio- 
lations noted Major areas mspoclod plant ope rati ons.radlo logical 

R rotection.survefffance & maint. emergency preparedness & quality veriflcatiori 
IICHOLSOM.LE Region 1 (Post 820201) 92/05/13 15pp 61723 107 61723 121. 


J. Inaurance Indemnity Information 

9205200233 Forwards Endorsements 97 & 9B to NELIA Policy NF-0216 & Endorsement 
83 to MAELU Policy MF 0076 

CREEL, GC Baltimore Gas & Eleclnc Co 92/05/13 Office of Nuclear Reactor Rogu 
lallon, Director (Post 87041 1) 4pp 61774 291 61 774 294 


P Operating license singe documents & correspondence 

9205040247 Forwards fitness for duly program conlacta listed on program performance 
fopfs 

KOUP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J. Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61563 329 

9205010272 Provides addi Info ro design & Installation of emergency diesel generators 
for Units 1 & 2 Agenda also end 

CREEt.G G Baltlmorei Gas & Electric Co 92/04/24 Document Control Branch (Doc- 
ument Control Desk) 3pp 61552 313 61552 316 

9205060152 Application for emend to License D PR-53, all owing plant operation aller 
completion of mods currently being developed to containment spray sys, iodine remov 
al sys a containment cooling sys 

CREEL, GC Baltimoro Gas a Boctno Co 92/05/01 Document Control Branch (Doc- 
ument Conirof Desk) 6pp 61600 300 61600 309 

"9206060153 Proposed TS 3/4 6-11 re survoillance requiromenls for containment 
sys, 3/4 6 12 re limiting condition for operation for containment cooling sys a 3/4 6*tS 
re survoillance roquifomenta for containment sya 
* Ballimoro Gas a Eloclric Co 92/05/01 4pp 61600 306*61600 309 

9205160242 Requests recommendations (or spaciflc panel discussion topics a names 
of staff members ottonding a participating in workshop on subj of current iiconsing 
basis 

CAPRA, R A Project Directorate I 1 92/05/04 CREEL, Q C Ballimoro Gas a Eloclric 
Co 4pp, 61702,321-61702 324 

9205260083 Summary of 920505 meeting w/ulif to discuss design dotatfs a mod associ* 
ated w/lnstailation of new EDGo List of attendees end, 

MCDONALD, DG Project Directorate 11 02/05/14 Project Diroclorale l*1 60pp 
61765269 61705 260 


Q. Inspection reports, IE Bulletins & correspondence 

9206070109 Forwards insp rept 60 317/02 09 a 60 318/02-09 on 920309 13 No viola- 
tions noted 

ANDERSON.CJ Region 1 (Post 020201) 02/04/27, CREEL.GC Baltimore Gas a 
Eloclric Co. 2pp 61621 862 81621 282 

"9205070261 Insp repts 50 317/92-09 a 50-310/92-09 on 920300*13 No violations 
noted Major areas inspected pient a nucloar onglnoenng organization slruduro a ongl* 
neoring portormance against established corporate goals 

GRAY.EH,. YEROKUN.J, LOHMEIER.A. Region 1 (Post 820201). 92/04/0B 17pp 
61621 265 61621 202 

92050Q0005 Provides suppl to 900717 Initial response to NRC Bulletin 00 001, "Loss of 
Fill-Oil In TranamiUor Mig by Rosemount " Ulil will replace ?4 Unit 1 iransmltlers a 23 
Unit 2 iransmlUors & 2 transmitters common to both units 

CREEL,© C, Baltimoro Qas a Electric Co 02/04/29 Document Control Branch (Doc- 
ument Control Desk) 2pp. 61600:267*61600 266 

9206070250 Summarizes 920417 mgt meeting in King of Prussia, PA re emergency pre- 
paredness program a ImplemonlaiTon of changes resulting from findings noted In Insp 
Repts 50 317/92 06 a 50*318/92*06 Viowerapns end 

JOYNER, J.H Region 1 (Post 820201) 92/04/30 CREEL.GC Baltimore Qas a Elec- 
tric Co 23pp. 61631 310 61631 332, 

0206120123 Forwards insp repts 50*317/92 10 a 60*318/92*10 No violation 
nQled,how6V6r weakness Identified in ISI program, in that util evaluation of acceptable 
exam results not documented 

ANDERSON,CJ Roglon 1 (Post 820201) 02/05/02 CREEL, G,C. Baltlmor© Gas a 
Efectric Co. 3pp 61624 001-61624 012 



uuc;ket£d items 




-9205120125 Insp ropls 50-317/02-10 & 50 318/02-10 on- 020423 0403 No Violations 
noted Maf Of areas inspected licensee ISf program, associated! activilios & SG lube 
eddy current exam program 

KOCH.G A . WCBREARTY.R A . GRAY.E H Region 1 (Post 820201) 92/04/29 9pp 
61624 004-51624 012 

9205010009 NRC (rvfo Notico 92'035. ’’Higher Than F^jdicted Erosion/ Corrosion In 
Unfsolable Reactor Coolant Pressure Boundary Piping nslde Containment at Boiling 
Water Reactor ” 

ROSSI, CE. Division of Operational Events Assessmt nl (Post 870411) 92/05/06 
Consolidated Edison Co or Now York, Inc 6pp 61667. 49 61667 354 

9205010045 NRC Info Notice 02 036. 'Inlersystem COCA Outside Containment '* 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of N aw York, Inc 9pp 61716 001 61718 009 

9205040265 SuppI 1 to NRC Info Notice 92 016. “Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown 

ROSSI, CE Division' of Operational Events Assessment (Post 870411} 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718 010 61710 013 

9205140048 Submits final response <o NRC Bulletin 86-001, "Defects m Wastinghouse 
Circuit Breakers" Polo shafts for all Unil 2 breakers, needing corrective 
adion&.repfacod by Feb 1991. No Unit I breakers required corrective actions 
CREEL,GC Baltimore Gas & Electric Co 62/05/08 Document Control Branch (Doc- 
ument Control Desk) 2pp 61700310-61700311 

9205260062 Nolificatfen of significant licensee meeting 92-77 w/util on 920527 to dis- 
cuss SALP 

NICHOLSON.L B Regfon 1 (Post 820201) 92/05/12 Region 1 (Post 820201) 3pp 
61752 103 61752 105 

9205210036 Forv/arcfs safety insp repls 50 317/92-12 & 50-318/92-12 on 920329- 
0425 No violations notod. 

COWGILL,CJ Region 1 (Post 820201) 92/05/13 CREEL.GC Ballimoro Gas & Elec- 
tncCo 2pp 61723 105-61723 121 

-9205210D4B Safety fnsp repls 50-317/92-12 & 50-310/92-12 on 92032 9 0 4 25 No Vio- 
lations notecl Major areas inspected plant operatjon8,radiologica1 
prolecllon.surveilfance &. main I, emergency preparedness &. quality verification 
NICHOLSON.L E Region t (Post 820201), 92/05/13 15pp, 61723 107-61723 121. 

9205270306 Responds to NRC 920421 Itr ra violations noted m Insp Repls 50 317/92- 
13 & 50-318/92-13 on 920413'17.CorrGctlve actions ays software has been modified 
to spacificalfy accommodate resin sample analysis & procedure was re-written 
CREEi.G C. Baltimore Gas & Electric Co 92/05/21. Document Control Branch (Doc- 
ument Control Desk). 3pp 61813 055 61813 057 

g20&2902S4 Provides response to violations noted in Insp Repls 50 317/92 07 & 50 
316/92-07 Corrective aclions nuclear mainl,ra-dlatlon safety, chemistry & operations 
personnel conducted waikdown of spaces 1o Identify deficiencies 
CREEL,Q C Baltimore Gas & Electric Co. 92/05/22 Document Conirol Branch (Ooc- 
urn ent Conirol Desk) 4pp. 6 1 9 1 2 33 3-61 91 2 33 6 


R. Periodic operaffng reports & related correspondence 

9206010221 SuppI to “Calvert Cliffs Units ^ & 2 Semiannual Effluent Ralease Repl for 
Jut-Dec 1991, ' updating s Irani lum analytical results for Fourth Quarter 1991 
DENTON, HR Ballimoro Gas & Electric Co 02/04/24 Document Conirol Branch 
(Documeni Control Desk) lOpp, 61548338 61548 347 

9205200326 Monthly operating repls for Apr 1992 for Calvert Cfiffs Nuclear Power 
Plant, Units 1 & 2 W/ 02051 4 Itr, 

SHANLEY.L, DENTON.R E Baftimora Gas & Eleclric Co, 02/04/30 lipp 
61743’179 61 743:189 


Y, Dry Cask Independent Spent Fuel Storage Inataffatlons 

9205200300 Cortifrea thal iaCFB50 59 ovafualion of ISFSI operations on faciliflos 
perfarmod.pBr NRC 920220 Itr Evaluation concluded thal activilfes associated w/ISFSI 
do nol represent unrsviowed safety question & no addi TS changes required 
CREEL, G C Baitirnore Gas & Elecirre Co 92/05/12, Office of Nuclear Material Safety 
& Safeguards, 2pp 61 754 229 61754 230 

9205220147 Forwards tfrafl reformalted license & TS for ISFSf.per 920303 meeting w/ 
util Comments requested by 920526 

STORZ.FC Source Containment & Devlcos Branch (Post 911213), 92/05/19 
NICHOLSON, LE, WILSON, PR. Region 1 (Post 920201), MCDONALD,DG Office of 
Nuclear Reader Regulation, Direclor (Post 870411) 42pp. ei779'268-61778 301 

9205270289 Forwards reformatted ISFSI TS for consistency w/STS for facilities, per 
920303 mealing & 920305 lelcon 

CREEL,G C Baltimore Gas & Eiectric Co 62/05/19 Office of Nuefoar Material Safety 
& Safeguards 2pp, 61861 212-61001 281, 

-9205270292 Reformatted ISFSI TS 
^ Baltimore Gas & Electric Co 92/05/19, 0Opp 61081 214-61081 281. 


DOCKET 50-316 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F. Securityj medical, emergency & (Ire protection plans 

9205140289 Public version of revised Emergency Response Plan Implementing Proce- 
dures (ERPIP) Including Change 3 to Rev 0 to ERPfP-005 & Change 6 to nev 1 lo 
E RPI P-760 W/920S04 release memo 

* Baftimore Gas & Elec trio Co 82/03/31 17pp. 61 703 ‘262-81 703,278. 

9205140226 Public version of Rev 47 to Emergency Fosponaa Plan (mplemenlalion 
Procedure (ERPIP) ERPIP A.1, "Emergency Response Organization," reflecting quar- 
terly telephone updates W/020504 release memo 

* Ballimoro Gas & Electric Co. 92/04/20 24pp. 61699*293-61699 316 


9205060249 Revised Emergency Response Plan Implementing Procedures 
(ERPIP), including Rev 33 lo table of contents & Rev 0 to ERPIP 102, ERPIP 104 & 
ERPIP-aiO 

* Ballimoro Gas & Electric Co 02/04/22 52pp 61616 001-61616 052 

9205070256 Summanzos 920417 mat meoting In King of Prussia, PA re emergency pre- 
paredness program & implamonlallon of changes resulting from findings noted in Insp 
Repls 60 317/92-06 & 50-318/92 06 Viewgraphs and 

JOYNER.JH Region 1 (Post 820201) 92/04/30 CREEL.GC Ballimoro Gas & Elec- 
tric Co 23pp 61631 310 61631 332 

9205180125 Change 3 to Rev 17 to ERPIP 3 0, “Poraonnol Injury " 

* Baltimore Gas & Electric Co 92/06/01 9pp 61729 344-61729 352 

9206210150 Revised ERPIPa,includmg Change 4 to Rov 0 to ERPjP-301, Change 1 to 
Rev 1 to ERPIP 501 & Change 3 lo Rev 0 to ERPIP-503 

* Baltimora Gas & Electric Co 02/05/08 13pp 61 777 267-61777 279 

9205180117 Corroclod Attachment 6 to Rev 0 lo ERPIP 810, "Alternate Method of De- 
termining Main Steam Specific Activity " 

* Baltimore Gas & Electric Co 92/05/1 1 3pp 61729 358 61729 361 

9206210036 Forwards safety insp repte 50-317/02-12 & 50 318/92-12 on 920329- 
0426.No violations noted 

COWGILUCJ Region 1 (Post 820201) 92/05/13 CREEL.GC Baltimore Gas & Etoc- 
Inc Co, 2pp 61 723:106 61723 121. 

-9205210046 Safety insp repts 50-317/92-12 & S0-318/D2-12 on 920329 0425 No vio- 
lations noted Major areas Inspected plant ope rations, radiological 

R rotoclion, surveillance & maint, emergency preparedness & quality verification 
IICHOLSON.LE Regfon 1 (Post 820201) 92/05/13 15pp 61 723'1 07-61 723 121 


J. Insurance & indemnity Information 


9205200233 Forwards Endorsements 97 & 08 to NELIA Policy NF-0Z16 & Endorsement 
83 to MAELU Policy MF 0076 

CREEL.GC Baltimore Gas & Electric Co 92/05/13 Office of Nucloar Reactor Ragu 
ration. Director (Post 870411). 4pp 61774 201 61774 294 


P Operating license stage docuinents & correspondence 


9205040247 Forwards fitness for duty program contacts listed on program performance 
repls 

KGUP.E Reactor Safeguards Branch 92/04/20 MCKNIQHT.J Information & 
Rocords Management Branch (Post 090827) 4pp 61563 326 61663 329 

9205010272 Provides addI info ra design & installation of emergency diesel genoralors 
for Units 1 & 2 Agenda also end. 

CREEL.GC Bolllmora Gas & Eloctnc Co 92/04/24 Documonl Control Branch (Doc- 
ument Conlifol Desk) 3pp 81652 313-61552 315 

9205150242 Requests recommendations for specific panel discussion topics & names 
of staff members attending & participating in workshop on subj of current licensing 
basis 

CAPRA.R A Project Diroctorate 1-1 02/05/04. CREEL, Q C Baltimore Gas & Electric 
Co 4pp 61702 321-61702*324 

9205250083 Summary of 920505 meeting w/utll to discuss design details & mod associ 
atod w/in$talla1ion of now EDGs List of altendoes end 

MCDONALO.DQ Project Directorate 1-1 92/05/14 Project Directorate 1-1 50pp 
61765 209-61765 260 


Q. Inspection reports, IE Bulletlna & correspondence 


9205070199 Forwards Insp rept 60-317/02-09 & 50 318/92 00 on 020309-13 No viola- 
tions noted 

ANDERSOM.CJ Region 1 (Post 820201) 92/04/27 CREEL.GC Baltimore Gas & 
Eleclric Co 2pp. 61621 262-81621.282 

-9205070201 Insp repls 50-317/92-09 & 60-318/92-09 on 920309-13.No violations 
noted Major areas fnspectedplant & nuclear engineering organization structure & engi- 
neering performance against established corporato goafs 

QRAY|E,H, YEROKURJ, LOHMEIER.A Roglon 1 (Post 820201) 92/04/08. 17pp. 
61621:265 61621 282 

9205060085 Provides suppI to 900717 initial response to NRC Bulletin 00 001, "Loss of 
Fill Oi? in Transmitter Mfg by Rosemounl."' Util will replace 24 Uml 1 IransmIUora & 23 
Unit 2 transmitters & 2 transmitters common to both units 

CREEL,GC, Baltimore Gas & Eleclric Co. 92/04/29, Documonl Conirol Branch (Doc- 
ument Control Desk) 2pp 61600,267-61600,268 

9205070268 Sommarizos 920417 met meeting in King of Prussia, PA re emergency pre- 
paredness program & Implementation of changes rosuMing from findings noted in Insp 
Repts 50 317/92-06 A 50 318/92-06 Viewgraphs end 

JOYNEn,JH Roglon 1 (Post 820201), 92/04/30 CREEL.G C Baltimore Gas & Efec- 
tdeCo 23pp 6163T310 61631 332. 

9205120123 Forwards insp repts 50 317/92-10 & 50 318/02-10 No violation 
noled.however weakness Identified In I5I program.ln that util evaluation of acceptable 
oKam results not documented 

ANDERSON,CJ Region 1 (Posl 820201) 92/05/02 CREEL.GC Baltimore Gas & 
Electric Co 3pp, 61624*001-61624 012 

-9205120125 Insp repts 50-317/92-10 & 50-310/92.10 on 020423 0403 No Violations 
noted Major areas rnspected.licensee ISI program, associated activities & SG tube 
eddy current exam program 

KOCH.G,A., MCBREARTY.R.A, QRAY,EH Region 1 (Post 820201) 92/04/29 9pp. 
61624.004 61624.012 



UULrKH I CU I I &1VIU 


9205010009 NRG Info Notice 92 035, “Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Cootant Pressure Boundary Piping Inside Containment al Bolling 
RGBCtor 

ROSSI, CE Division Of Operational Events Assessment (Post B70ni1) 92/05/06 
Consolidated Edison Go of New York Inc 6pp 61667 349 61667 354 

9205910045 NRC Irifo Notice 92 036, ’'IntersYstem LOCA Outside Containment “ 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61710 009 

9205040265 SuppI 1 to NRC Info Notice 92 016, "Loss of Flovir from Residual Heat Re 
moval Pump During Refueling Cavity Dralndown " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718010-61718013 

9205140048 Submits final response to NRC Bulletin 86-001, "Defects In Westinghouse 
Circuit Breakers “ Pole shafts for all Unit 2 breakers, needing corrective 
action 8, re placed by Feb 1991 No Unit 1 breakers required corrective actions 
CREEL, G.C Balfimore Gas & Lfecfnc Co £2/05/08 Document Confrof Branch (Doc- 
ument Control Desk) 2pp 61700 310-61700 311 

9205260092 Nolification of significant Uconsee mealing 92-77 w/utll on 020527 to dis- 
cuss SALP 

NlCHOLSON,LE Region 1 (Post 820201) 92/05/12 Region 1 (Post 820201) 3pp 
61752-103 61752105 

9205210036 Forwards safety msp repls 50 317/92-12 & 50-318/92-12 on 020329- 
0425 No violations noted 

COWQlLL,CJ Region 1 (Post 820201) 92/05/13 CREELG C Ballimoro Gas & Elec- 
tric Co 2pp 61723 105 6)723121 

-9205210046 Safoty insp repts 50-317/92-12 & 50-318/92-12 on 920329 0425 No vlo 
lationa noted Major areas inspected plant operations, rediological 

R rolection,survelllance & maint, emergency preparedness & quality vorificailon 
ICHOLSQN,LE Region 1 (Post 820201) 92/05/13 15pp 61723 107-61723-121 

9205270306 Responds to NRC 920421 Itr ro violations noted In Insp Repls 60 317/02- 
13 & 50-318/92-13 on 020413-17 Corrective actions sys software has been modified 
to spocificalty accommodate rosln-sampla analysis & procedure was re-written 
creel, QC. Baltimore Gas & Electric Co 92/05/21 Document Conlrol Branch {Doc- 
ument Control Desk) 3pp 61613 055 61013 057 

9205290264 Provides response to violations noted In Insp Repls 60 317/92-07 & 50 
316/92 07 Corrective actions nuclear maint, radiation safety, chemistry & operations 
personnel conducted waikdown of spaces to Identify doficioncles 
CREEL.G C Baltimore Gas & Electric Co 92/05/22 Document Control Branch (Ooc- 
umeni Control Desk) 4pp 61912 333-61912 330 


R. Periodic operating reports & related correspondence 

920SD10221 SuPpl to "Calvert Cliffs Units 1 Bi 2 Semiannual Effluent Release Rept for 
Jut Dec 1991,'' updating strontium analytical results for Fourth Quarter 1991 
DENTON, H R Baltimore Gas & Electric Co 92/04/24 Document Control Branch 
(Documont Control Doflk) lOpp 01548 33D-61548 347 

92Q520032S Monthly operating repts for Apr 1992 (or Calvort Cliffs Nuclear Power 
Plant, Units 1 & 2W/920514 Tlr 

SHANLEY.L, DENTON, R E, Baltimore Gas & Electric Co 02/04/30 lipp 
61743179 61743 169 


Y. Dry Cask Independent Spent Fuel Storage Installations 

9205200300 Certifies that 10CFR50 69 evaluation of 1SFS1 operations on facilities 
performed, per NRG 920220 hr Evaluation concluded that activities associated w/lSFSI 
do not represent unreviewed safety question & no addi TS changes requlrod 
CREEL, G.C Ballimore Gas & Electric Co 92/05/12 Office of Nuclear Malarial Safely 
A Safeguards 2pp 61754 229 61754 230 

9205220147 Forwards draft reformatted license & TS for lSFSI,por 920303 meeting w/ 
util Comments requested by 920520 

STURZ.FC Source Containment & Devices Branch (Post 911213) 92/05/19 
NICHOLSON.L E , WILSON, P R Region 1 (Post 820201) MCDONALD, OG Office of 
Nuclear Reactor Regulation, Director (Post 67041 1). 42pp 61770 258 61776 301 

9205270269 Forwards reformatted ISPSI TS for consistency w/STS for facllilie8,per 
920303 meeting & 920305 telcon 

CREELiQ.C B^limore Gas & EfoclriC Co. 02/05/19 Office of Nuclear Material Safety 
& Safeguards 2pp 61 681 -21 2-61081 -261 

-9206270292 Reformaltocl ISFSl TS 
* Baltimore Gas & Electric Co. 92/05/19 60pp 61681-214 61881.261 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

92050702S1 Forwards Safety Insp Repts 50-289/92-06 & 50-320/92 04 on 920308- 
041 1 Sugaoais Improvement In manner that engineered safeguards Burvoillance tost 
conducted 

WENZ1NGER,E.C Region 1 (Post 820201) 92/05/01 0ROUOHTON,T.Q. General 
Public Utilities Corp. • GPU Service Corp 3pp 61649*335-61649-362 

-9205070254 Insp Repts 60 289/92-06 & 50-320/92-04 on 920308-0411. Major areas 
Inspected Unit 1 power operatlons,Unlt 2 cleanup aclfvilles, plant 
operations, maint, radiological practice s,security measures & engineering supnort, 
RULAND,W H. Region 1 (Post 620201) 92/05/01. 15pp. 61 640 338 61649:352 


\. Financial Information 

9205010210 "Gonoral Public Utilllles Corp 1991 Annual Rept" W/Q20427 Ur 
KUHNS.WG. LEVA,J.R, BROUGHTON.TQ General Public Utilities Corp. - GPU 
Service Corp 91/12/31 104pp 61563 046 81663 140, 


f f 


P Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repls 

KOUP,E Reactor Safeguards Branch 02/04/20 MCKNIGHT, J Information S 
Records Managemonl Branch (Post 890027) 4pp 61563 326 61503 329 

9205060083 Requests court reporter to prepare transcript lor 920609 Advisory Panel 
mooting in HarrisburQ^,PA re plant decontamination 

MASNIK.M T Non Power Reactors.DecommisslonIng & Environmental Pro) Dir 
(901216-920516) 92/04/23 WILDER, P Atomic Safely & Licensing Board Panel tp 
61561 197-61581 197 


9205130137 Forwards Rev 8 to 15737-2 003-104, “Div Technical Evaluation Rept for 
Corrfofnment Air Contraf Errvelope (CAGE) ’’ 

LONQ.R L General Public Utilities Corp - GPU Service Corp 92/05/06 Document 
Control Branch (Document Control Desk) Ip 61674 320 61674 347 

-9205130141 Rev 8 to "Div Technical Evaluation Rept (or Containment Air Control En 
velopo (CAGE) " 

* General Public Utilities Corp - GPU Service Corp 15737-2 G03 104 R08 92/05/31 
26pp 61674 321-61674 347 

9205190257 Forwards Rev 4 to Technical Evaluation Rept TER 3232-019, "Technical 
Evaluation Rept lor Processed Water Disposal Sys " 

LONG.RL General Public Utilities Ciorp GPLi Service Corp 92/05/12 Documonl 
Control Branch {Documer\l Control Desk) Ip 61740 243 61740 261 

-9205100266 Rov 4 to Teclinical Evaluation Rept TER 3232 019, "Technical Evaluation 
Rept tor Processed Water Dfsposaf Syh “ 

THOM AS, J A . FREEMAN.R H , BYRNE, J J General Public Utililies Corp - GPU Sorv- 
kje Corp TER 3232-019 HCM 02/05/06 38pp 61740 244-61 740281 


Q Inspection reports, IE Bulletins & correapondonce 

9205070261 Forwards Safety Insp Repts 50-289/02-06 & 50-320/92-04 on 920308 
041). Suggests improvement in manner that engineered safeguards surveillance test 
conducled 

WENZINGER.EC Region 1 (Post 620201) 02/05/0) BROUQHTON.T Q , LONG.R.L 
General Public Utilities Carp - GPU Service Corp. 3pp 61649 335 6)640 352 

-920S070254 Insp Repls 50-289/92-06 & 50-320/92-04 on 92030B0411 Major areas 
inspected Unit 1 power opnratfons.Unit 2 cleanup activities, pfani 
operal(ons.mainl, radiological pracltces,security measures & engineering support 
RULAND.WH Rogion 1 (Post 820201) 92/05/01 15pp 61649 330 61649 352 

9205010009 NRC Info Notice 02 035. “Higher Rian Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Wafor Reactor 

ROSSt.CE Division of Oporalionol Events Assossmonl (Post 870411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667 354 

9205160137 Forwards insp root a 50-289/92-09 & 50-320/92 06 & nolico of dovlalions 
JOYNER.JH Region 1 (Post 820201) 92/05/06 BROUGHTON.TQ. LONG.RL 
Gonoral Public Utifilios Corp - GPU Service Corp 3pp 61677 030 61677,041 

-9205150138 Notice of deviation from Insp on 920406 10 Deviation noted liconsoo had 
macta radioachvo waste shipments & liad not conducted annual audits of ail 
(ransfor.packaQing & transport activities 
• Region 1 (Po8tto201> 92/05/06 Ip 61677 033 61677 033 

-9205160139 Insp repla 60-289/92-09 & 50 320/92 06 on 020406 10 No violations 
noted Major areas inspected status of previously identifiod itemB,organization, audits & 
appraisals, training & quatifications.facility tours & review of records 
O'CONNELL.P, PASQIAK.W Region 1 (Post 820201) 92/05/05 Gpp 61677 034- 
61677,041, 

92050 10Q45 NRC Info Notice 92-036, “Intorsystom LOCA Outside Conlainmenl " 

ROSSI, CE Division of Operational Events Assossment (Post 8704)1), 92/05/07 
Consolidated Edison Co of New York, fne 9pp 81718 001 61710009 

9205040286 SuppI 1 to NRC Info Nolico 92-016, "Loss of Flow from Residual Heat Ho 
moval Pump During Rofuellnfl Cavity Dralndown " 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co oi Now York, Inc 4pp 61718 010 61710.013 


R. Periodic operating reports roloted correspondence 


9206040240 "1991 Radiotoglcal Environ Monitoring Rept " W/92042e Itr 
FIEDLER.PB. Genoral Public Utllillea Corp - GPU Service Corp 91/12/31 
MARTIN.T.T Region 1 (Post 020201) 187pp 61612 123 61612 321 


DOCKET 50-321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Socurlty, medical, emergoncy & fire protection plana 


9206050006 Forwards FEMA repi (or facility 911002 offsite portion of exercise rept No 
deficiencies identified NRC oncouraoes assistance In helping appropriate organiza- 
tions to resolve correclivo actions W/o end 

CLINE.W.E Region 2 (Post 820201) 92/03/30 HAIRSTON, WG Georgia Power Co 
Gpp. 61539 203 61539 205, 

9205120047 Forwards insp repts 50 321/92-09 & 60-366/92-09 on 020408-18 No viola- 
tions noted 

HEROT.A R Region 2 (Post 820201). 92/04/20 HAIRSTON, WQ Georgia Power Co 
3pp 61637 287-61637 297. 



78 DOCKETED ITEMS 


■»2I)51:OOS4 Insp rspls 50 321/92-09 & 59 356/92-09 On 920406-10 No vjolalions 
noted Major areas inspected evaluation of plant tire protection & prevention Implemen 
tation program i& foUow up on previous insp findings 

MILLER.WH, BELISLE.GA Region 2 {Post 620201) 92/04/17 Bpp 61637 290- 
61637 297 


H, General correspondence 

9205110024 Comment on dralt NUREG 1449. ‘’Shutdown & Low Power Oporallon at 
Commercial Nuclear Power Plants In US"’ Informs that licensee believes BWROG 
comments to be appropriate & beneficial 

MCCOY, CK Georgia Power Co 92/04/30 MEYER.D L Regulatory Publications 
Branch 3pp 61609 021-61609 023 

0205190180 Comment or^ proposed generic communicalion NRC hullelin 90 OOl.SuppI 
1, ’’Loss of Fii! Oil in Transmitters M(g by Rosemount " Agrees w/NUMARC corn- 
mo nts provided to NRC 

MCCOY, CK Georgia Power Co 92/05/07 CHILK.SJ Docketing & Sorvlces Branch 
2pp 61708097^61708 098 


P Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program conlacts fisted on program performance 
repls 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Infornnatlon & 
Records Management Branch (.Post 690827) 4pp 61563 326 61563:329 

0205010300 Provides response to request for addl info re pressure sensor actuation sys 
for safety relief valves 

HAIRSTON,WG Georgia Power Co 92/04/28, Document Control Branch {Document 
ConlrotDesk) 6pp 61549 326-61549 331 

9205070050 Requests FR publication of notice of consideration of Issuance of amend 
to license DPR 57 & proposed KSHC determination & opportunity for hearing on 
911118 reguBsl to revise TS tables 3 2-12,3 2-13.4 2-12 & 4 2-13 
JABBOURik N Project Oirectorale 11-3 92/04/30 NRC • No Detailed Afliliation Given 
4pp 61872 021 61672 024 

9205220244 Solfcita interest in NRC sponsored current licensing basis workshop on 
920623 24 in Rock villa.MD Requests specific panel discussion topic rocommendallons 
& list of attondaes & participants by 920518 

MATTHEWS, D 8 Project Di rector ate tl-3 92/05/05 HAIRSTON.W.G Georgia Power 
Co 4pp 61757 356 61757 360 

9205150226 Informs that licensee will no longer screen for addl substances of benzo- 
diazepines & barbiturates, effective 920601 . 

HAIRSTON.W.G Georgia Power Co 92/05/ 1 1 Document Conlrol Branch (Documonl 
Control Deakf 2pp 61 71 f 356 6 1 7 1 1 35 7 

9205189011 Requests extension from Sept 1692 to 92121 S to submit Individual plant 
exam repLper Generic Ltr 86-20 Efforts to provide analyses consisterrl w/roquiro- 
ments of gerienc Hr & NUREG 1335 look longer than onginally estimated 
HAIRSTON.W.G Georgia Power Co 92/05/11 Documonl Conlrol Branch (Oocoment 
Conlrol Desk) 2pp 61i739 323 61739 329 

9205270325 Requests FR publication of notice of issuance of amends 179 Sk 120 to 
licenses DPR-67 & NPF-6 Amends revise TS re protective instrumontatlon for facility 
by adding notes to unit 1 tables 3 1*1 & 3 2-1 

JABBOUB.K N Project Directorate 11-3 02/65/19 NRC - No Detailed Afllliaflon Given 
3pp 61765 356 61785 358 

920S290287 Forwards amends 179 & 120 to IJcensos OPR-57 & NPF-5. 
respectively Amends modify TS to allow placing inoperable channel In tripped condl 
lion & to allow temporary bypassing of RWCU sys differonfial flow Isolation instrumen- 
tation 

JABBOUR.KN Project Directorate lt-3 92/05/19 HAIRSTON, WG Georgia Power 
Co 4pp 61799 223 61799 24 Q 

-9205290294 Amends 179 & 120 to licenses DPH-57 S NPF 5.roap0clivoly, modifying 
TS to allow for placing inoperable channel In tripped condition & to allow temporary 
bypassing of RWCU sys difforenlial flow isolation Instrumentation 
MAnHEWS.D B Project DiracloratQ II 3 02/05/19 11pp. 617D9 227-61799 237. 

-9205290301 Safety evaluation supporting amends 179 & 12C to licenses OPR-67 & 
NPF S,respectf/e/y 

* Office of Nuclear Reactor Regulation, Director (Post C70411), 92/05/19 3pp 
em9‘S38’6l7Q9240 

9205260096 Notification of 920528 meollng w/ulil in RockvIlle.MD to discuss plant TS 
concerning action statements 

JABBOUR.KN Projoct Dlrocto rata 11-3. 92/05/20 MATTHEWS.DB Projaci Director- 
ate II 3, 4pp 61765 101-61765.194 

9205270262 Forwards amends 160 & 121 to licenses DPR-57 & NPF-5, respoctivoly & 
SB Amends remove RSCS.enhanca oporallon of RWM 8 make minor assoclaled ad 
minlslrative corrections 

JABBOUR.KN. Project DEreclorale 11-3. 02/05/20 HAIRSTON.W.G GoorQia Power 
Co 4pp 61799 001 61799 040. 

-92Q5270272 Amends 180 & 121 to licenses DPR 57 & NPF-S^rospectivety, removing 
RCSC.enhanclng operation of RWM & making minor aasoclaied admlnlalrallve correc- 
tions 

MAHHEWS.D.B Projecl Dire do rale 11-3 92/06/20 31pp 61799 005 61799 035 

“9205270277 Safety evaluallon supporting amends 180 & 121 to licenses OPR-57 & 
NPF 5,respectrvely 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 02/05/20, 6pp, 
61799 036 61799 040. 


Q. Inspection reports, IE Bulletins & corr os pon donee 

9206060026 Forwards (nsp repts SO 321/92 05 & 60-366/92-05 on 920216 0314 No 
violations noted 

HEnDT,A R, Region 2 (Post 020201) 02/04/02 HAIRSTON.W.G Georgia Power Co. 
3pp B1&39 040 01539 059. 


“9205050034 Insp repts 50*321/92 05 & 50 366/92-05 on 920216 0314 No violatioris 
noted Major areas {respected surveillance testing, maint, temporary changes to 
procodures.re solution of degradations involving safety ays & review of open hems 
WERT.LD, MUSSER.R A , SKINNER.PH Region 2 {Post 820201) 92/04/01 l6pp 
61539 043-ei539 059 

92 0 5120047 Forwards insp repts 50 321/92-09 8. 50-366/92 09 on 920406-10 No viola- 
tions noted 

HERDT,A R. Region 2 (Post 820201) 92/04/20 HAIRSTON, WG Georgia Power Co 
3pp 61637 287-61637 297 

-9205120054 Insp repis 60 321/92-09 & 50-366/92-09 on 920406-10 No violations 
noted Major areas Inspected evaluation of plant lire protection & prevention imploman- 
taticn program & follow up on previous insp findings 

MIILER.W.H. BEUSLE.GA Region 2 (Post 020201) 92/04/17 Opp 61637 290 
61637:297 

0205120037 Forwards insp roots 50-321/92-04 8 50-366/92-04 on 920224-28 & 
920331 Some concerns Idenlinod No response to concerns req ue ste d, ho wo ver, written 
response to clarify commllmenis to generic Hr 89-10 requested within 60 days 
JULIAN, C A Region 2 (Post 820201) 92/04/24 HAIRSTON.W.G Georgia Power Co 
3pp 61636-107-61636135 

-9206120040 Insp repts 50-321/92 04 S 50 366/92-04 on 920224-28 Concerns 
noted Major areas (nspocted.program developed in response to generic ltr 89-1 0, 
’’Sately Refaled MOV Testing & Surve^ncB ” 

SM1TH.C, SPARKS.S, TINGEN.S Region 2 (Post 620201) 92/04/16 26pp 

61636110 61636135 

9205190105 Fonvards Insp repts 50 321/02-00 & 50-366/98-08 on 920315 0418 & 
notice of violation Violation Involving design control problems indicates deficloncios In 
programs which could have rosuffeo in significant operabllffy issues 
HERDT.AR Region 2 (Post 820201) 92/04/30 HAIRSTON, WQ Georgia Power Co 
3pp 61 706 2Q9 01 706 31 2 

-9206190109 Nonce of violation from insp on 920315 0416 Violations noted drawings of 
control circuitry of numerous safety motor- ope rated valves fncorroct & instrument sol- 
point index document contained incorrect safety tevol switch sotpolnts 
* Region 2 (Post 820201) 92/04/30 2pp 61 7(56-292 61706 203 

-9205190193 Insp repts 50-321/92 06 & 50-366/02-08 on 920315 0410 Violations 
noted Majer areas Inspected operations, survolllance tosting.malnt.opon items & 
review of design control deficiencies Involving personnel error. 

WERT.LD., MUSSER.RA, SKINNER.P.H Ftoglon 2 (Post 820201) 92/04/30. 17pp. 
61706 294-61706 312. 

9205010009 NRC Info Notico 02-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Roaclor Coolant Prossuro Boundary Piping Inside Containmonl at Boiling 
Water Reactor’’ 

ROSSf.CE Division of Operational Evonla Assossmont (Post 070411) 92/05/06 
Consolidated Edison Co of New York, Inc. 6pp 61667 349 61667 354 

920S010045 NRC Info Notice 92-036, "Intersystem LOCA Outsido Containment ” 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61716 001 61718 009 

9205040265 Suppl 1 to NRC Info Notico D 2 - 016 , "Loss of Flow from Residual Hoai Ro- 
movol Pump During Rofuoling Cavity Draindown" 

ROSSI.C E. Division of Operational Events Assossmont (Post 07041 1) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp. 61710 010 61 718 013 


n. Periodic operating reports & related correspondence 

9205160029 Monthly operating ropts for Apr 1992 for El Hatch Nuclear Plant, Units 1 & 
2.W/02C5t1 «r. 

BEARD.RM, HAIRSTON.V/G Georgia Power Co 02/04/30 12pp 01700 314- 
61700 325 


S Reportable occurrences, UEBs & related correspondence 

9206040219 LER 01-009-01 on 010712,dotorimlned that air conditioning subsystom of 
main control room environ control sys could not sustain sbngta failure to Class IE 
power supply Caused by leas than adequate design Design changed W/ 020429 Ur 
TIPPS.SB,, HAIRSTON, WG, Georgia Power Co 02/04/20. 11pp 61571.350- 
61671360. 

9205120242 PNO 11-02-030 on 020420, voluntary shutdown could causo qualified life of 
temp Instrumentation cabling In aroa to oxcood linilts prior to ond of curront oporaling 
cyclo. Problem may bo duo to blocked air flow from cooling fans, 

SPARKS.S. Region 2 (Post 020201) 92/04/30 Ip 81637'044 61637 044. 

9206260221 LER 02-010 00;on 920423, output breakora for RPS motor gonorotor sol 
trippQd.caU3lno loss of power to B sido of RPS & process radiation monitors Caused 
by falluro of coll In motor stoTter.Slarter replaced W/920520 Hr. 
r IP PS, S B, BECKHAM, JT Georgia Power Co, 02/05/20 0pp 61014 208 01014 213 


DOCKET 60^322 SHOREHAM NUCLEAR POWER STATION 


F. Security* medical, emergency & fire protection plans 

9206290102 Forwards Insp rept 60-322/91-06 on 011006-G20328.No violatlona noted 
BLOUGHpAR Roflion 1 (Post 820201) 92/04/16. LEONARD.J D Long Island Llflhl- 
IngCo, HILL,LM Long Island Power Authority 5pp 81012:177-61912 102. 

“920629010B Insp rept 60-322/G1-06 on 911005-020328 No violations noted Major 
areas Inspected^ays layup review, housekoeplngpro view ol various liconsee 
repts, radiological controls,malnt activities .prodecommlssionlng activltloe & security 
DOERFLEINpUT, NORRia.BS Roglon 1 (Post 020201 . 02/04/16 12pp 61912.101- 
61012*192. 



920501-0277 Informs that NRC (inds reasonable assurance that ULCO could reassume 
obUgafions & raspoosibilities of license if license reverted to LlLCOjn response lo 
Long Island Power Authority 920327 submittal of loir^t contingency plan 
MURLEYpTE Office of Nuclear Beaclor Regulation^ Director (Post 870411) 92/04/ 
20 HILL.L M Long Island Power Authority LEONARD.J D Long Island Lighting Co 
5pp 61554 3.35-61854 339 


Q. Adiudlcelory correspondence 

9205080014 Telephone listings * listing of telephone numbers of parties involved in fa- 
cSlity proceeding 

* Docketing a Services Branch 12853 92/02/25 Ip 61591 058^61591 058 

9205080021 infonns that Commission has added item to affirrnation session or^ 
920226 Item ra response to issues pending before Commission concerning util re 
quest lo transfer facility license lo long Island Power Authority 
' Commissioners (Post 750119) #292 12854 92/02/26 Shoreham Opponents Coali 
lion tp 61591 059 61591 059 

9205060025 Short nohcd votes for Shoreham * 

* Otlico of Ihe Secrelary of the Commission #202 12055 92/02/26 Ip 61591 OfiO 
61691 060 

9295080030 Informs that notice of change re facility promptly posted on bulletin board 
A front door 

YEATES.EJ NRC - No Detailed Affiliation Given #292 12856 92/02/26 NRC - No 
Del ail ad AfMiahon Given 1p 61591 061 61591 061 

9205080038 Sunshine FR notice * Agenda for Commission meeimgs during wks of 
920302,09,16 & 23 

Office of the Secretary of the Commission //292 12057 92/02/28 2pp 
61591. 0e2-6?5fl1 063 

9205080047 Published FR notice re Sunshme Act meetings 

* Office of tho Secretary of the Commission #292 12059 92/03/03 3pp 61591 064- 
61591 066 

0205060090 Joint oppcjsillon to NRC Staff recommendation for issuance of decommis- 
sioning order prior to hearing & contingent motion for stay * Pehlloners urge Commis- 
sion to roiect NRC staff proposal In SKY-92- 140 W/Cortificate of Svc 
MCGRANERV.J P Shoroham-Wadfng Rfver Genital Schoof OfsfncL NY. 
MCGRANERY,J P Scienlists & Engineers for Secure Energy MCGRANERY.J P Dow, 
Loftnes & Albertson #292 12850 92/04/20 Commissioners (Post 750119) 29pp 
61556 292 61556 322 

92051 10075 Forwards 920420 Ur approving util ioinl contingency plan 
WEISS, SH Non-Powar RGacfors.Decommlssionlng & Environmental Proj Oir 
(901216-020516) #292 12885 92/04/20 MOOREjS, KUNE,JR Atomic Safety & 
Ucensing Board Panel FERGUSON, G A AffilloUon Not Assigned app 61610 064- 
61610 061 

92051899412 Apologizes for unlntonilonally placing NRC Commissioner In uncomfortable 
A inappropnato ^luation In previous telcon W/CorliUcato of Svc Served on 020513 
BRONS,J G Power Authority of Ibe Slate of Now York INew York Power Authority). 
#292 12913 92/04/29 THE CHAIRMAN. SELIN.l Commissioners (Post 750119) 
app 61690130-61690132 

9295060136 Order * Order allowing liconseo to file comments on NRC paper & re 
spohse to potltlonor commonls re facility docommissloning plan by 020506 W/Certl1i- 
cafe of Svc Served on 920430 

CHILK,S J Office of the Secretary of the Commission #292 12852 92/04/30 Com- 
missioners (Post 750110) 3pp 61556 280 61656 202 

9205110091 Suppi to |olnt opposition to NRC Staff rocommendation for Issuance of da 
commissioning order prior to hearing & contingent motion for stay * Supplamonls joint 
opposition pnor lo hearing W/Certificato of Svc 

MCGRANERYJP Shoreham Wading Rivor Central School District, NY 
MCGRANERY,J P Scientists & Engineers for Securo Energy MCGRANERV.J, P Dow, 
Lohhos & Albertson #292 12807 02/05/05 Commissioners (Post 750110) 6pp 
61610 070 61610 084, 

9205110095 NRC Staff motion to file rosponsivo pleading* NRC requosts that motion 
to file rosponsivo pleading bo granted for listed reasons W/Ceriiticaie of Svc 
HULL.JT Oflico of the General Counsel (Post 660701) #292 12808 92/05/06 
Comml&sionora (Post 760110). 2pp. 6101OOQ6 61810.090 

-92051 10203 NRC Staff reply lo petitioner 920505 filing * Concludes that 920505 suppi 
found faulty on premise & should be disregarded W/Certi1icato of Svc 
HULL.J.T, OlfiCQ of the General Counsel (Post 060701) 92/05/06 Commisalonors 
(Post 7501 19) 4pp 61610 087-61610 090 

9205119100 Long Island Power Authority comments on SECY-92-140 & rosponso to po- 
titioner joint opposition to decommissioning order * Utit urges NRC to adopt rocom- 
mendalfon In SECY-92-140 & approvo order W/Cortificate of Svc 
ROGOVIN.JA. Long Island Power Authority. ROGOVIN.JA O’Molvony & Myers 
REYNOLDS, NS. Winston & Strawn #292 12809 92/05/00 Commissioners (Post 
759119) 42pp 61610.091 61610,130 

9295110139' Motion to withdraw supplemental filing* Petltionera urge NRC to allow 
withdrawal of supplement for good cause shown, W/CertUicate of Svc 
MCGRANERy,JP Shoreham-Wading River Contral School District. NY 
MCGRANERY.J P Scientists & Engineers for Secure Energy MCGRANERV.J P, Dow, 
Lohnes & Albertson #202 12895 92/05/07 Commissioners (Post 750119) 3pp, 
61610 167-61610169 


J. Insurance Indemnity Information 

9205290004 Advises that Scientists & Engineers lor Securo Energy.lnc opposes Long 
Island Power Authority request to eliminate required parlicipalion in secondafy finan- 
cial protection program delineated In Indemnity Agreement 87 
MCGRANERY,J P Dow, Lohnes & Albertson 92/06/20, Document Control Branch 
(Document Control Desk) 2pp 61912 235 61912 236 


P. Operating license stage documents & correspondence 


9204210306 Recommonds that Commission approves issuance of order approving li- 
censes plan tor decomrrwssionrng 

TAYLORJM Ofc of the ExeculTvo Director for Operations SECY-92-140 92/04/17 
lOpp 61515 111-61515 120 

9205010277 Informs that NRC finds reasonable assurance that LILCO could reassume 
obli.gatiorrs & rasponsibiLities of iicenso if license reverted to LILCO, m response to 
Long Island Power Authontv 920327 submittal of joint contingency plan 
MURLEYJE Oflice o1 Nuclear Reactor Regulation, Director (Post 870411) 92/04/ 
20 HILL,lM Long Island Power Authority LEONARD.J D Long Island Lighting Co 
5pp 61554 335-01554 330 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repls 

KOUP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT .J Inlormalion 
Records Management Branch (Post 590827) 4pp 61563 326 61563 329 

9204290370 Informs Commission on Malus of open issues & facility progress toward 
decommissioning 

TAYLOR, J M Oic ol the Executivo Oiroctor for Operations SfeCY-92-150 92/04/24 
6pp 61650 280 61668 285 


O fnspeciton reports, IE Bulletins & correspondence 


9205290102 Forwards insp ropt 50-322/91 06 on 911006 920328 No violations noted 
BLOUGH.AR Region 1 (Post 020201) 92/04/16 LEONARD.J D Long Island Light 
mg Co HtLl.L M. Long Island Power Authority 5pp 61912 177 61912 192 

-9205290108 tnap repl 60-322/01-06 on 91 1006-92032DNO violations noted Major 
areas inspected sys layup review.housekeeping, review of various licensee 
repls, radiofogicaf controls, mamt activities, predecommissioning activitios & sr^cunty 
DOERFLEIN.L f, NORRIS, QS Region 1 (Post 020201) 92/04/16 12pp 61912 181- 
6W2 192 

9206010009 NRC Info Notice 9? 035, “Higher Than Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolai^l Pressure Boundary Piping Inside Containment at Boiling 
Wafer fieacior " 

ROSSLCE OiViSiOHi of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667 354 

9205010045 NRC Info Nolico 92 036, ■■Inlersystem LOCAOutsldQ Contalnmonl ” 
ROSSI.C E Division of Operational Events Assossmont (Posl B70411) 92/05/07 
Consolidated Edison Co of Now York, Inc Opp 61716 001 61710009 

9205040285 Suppi 1 to NRC Info Notice 92-016, "Loss of Flaw from Rasldua! Heal Ro 
movaf Pump During Rofuofing Cavity Oraindown * 

R0SS1,CE Division Of Oparational Events Aisossmenl (Post 670411) 02/05/07 
Consolidatod Edison Co ofNew York, tnc 4pp 61716010 01718 013 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT. UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205140295 Forwards EP IPs, including Rov 5 to Emergency Proceduro EP R 4, “High 
Radlatloni (In PlantLRov 13 to EP M 4. "Earthquake" & Rov 9 to EP EF 3. ■"Activation 
& Operation of EOF " W/ 920504 roleaso memo 

HODGDON.A P, Pacillc Gas & Eiectrlc Co 02/03/17 Document Coni roS Branch (Ooc 
urnent Control Desk) Opp 61690 035 61699 174 

-9205180347 Public version EPIPs, Including Rov 5 to EP R-4.Rov 13 to EP M 4 & Rev 
0 to EP M 5 

• Pacllic G03 Hl Electric Co 02/03/17 OOpp 61609 036-6 1699 174 

9205160214 Forwards public version of SOPs.Parl III to "Disaster Preparadnesa Plan for 
Peacetime Emorgencies (EOP) ■W/0205Q4 release momo 
QlSCLON,J M Pacific Gas & Electric Co 02 / 04/06 Document Control Branch (Docu 
mem Control Desk). 7pp 61709 001-61710 069 

9205140232 Forwards public version of revised EPIPs, including Rev 2 to EP EF-9,Rev 8 
to EP R-7,Rov 10 to EP M 3 & updated tablo ol cont0nl3.W/92O5O4 release memo. 
GISCLON.J M Pacillc Gas & Electric Co 92/04/21 Document Co-nlrol Branch (Docu 
menl Control Desk) 5pp, 61699 175 61699 193 

—9205160270 Public version ol revised EPIPs, Including Rov 2 to EP EF-9, Rev 6 to EP 
R-7,Rov to to EP M.3 & updalod table of contents 

QISCLON.J M Pacific Gas & Electric Co 92/04/21 t6pa 61699 170 61699'193 

0205110054 Forwards insp rept 60-275/02 12 A 50 323/92-12 on 020406 10 No viola 
tior) noted 

REESEJ.H RoglonS (Post 020201) 92/04/22 RUEGER,Q M Pacific Gas & Eloctnc 
Co, 3pp 6 1 609 073 61 609 061 

--9205110063 Insp roots 50-275/02*12 & 50 323/D212 or\ 920400 10 No violations 
noled Major areas Inspected enaorgoncy preporednoss program .including open Ham. 
from previous emergency oxorcisos & operational status of program 
MCQUEEN, A D. Region 5 (Posl 820201). 92/04/20 6pp 61609078 61609 081 

9205190245 Informs that annual radiological emergoncy medical drill w/ French Hosp 
vwll take place on 020603 in conjunction w/plant dress roho a r sal Overall schedule In 
support of drill listed Parllclpallng crgamzalions listed on end flyer 
HAYS,JA Pacific Gae & Elactrlc Co 92/04/22 REESE, J Region S (Post 820201) 
2 pp, 61741027-61741 028 

9206060i039 Informs that 920408 Ur forwarding 1992 omerqoncy prepared noss exercise 
objecUves (or plant field exerciEe appropriate to meet emergency plan goals & require- 
ments 

REESE, JH Region 5 (Post 020201) 92/04/29 GISCLON.J M Pacific Gas & Electric 
Co Ip 6 1556' 177 61 566 177 



ou 


I CLI 
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9205200099 Forwards public version of updates to Corporate Emergency Response 
Plan Implemenling Proceduros.including Rev 11 to 1 I.Rev 5 to 3 1,Rev 11 to 
3 2, Revs 5 to 3 5 & 3 7, Revs G to 4 2 & 4- 4, Rev 12 to 4 3, Rev 3 to 4 5 & Revs 10 to 
47 &49 

GISCLONJ M Pacific Gas S Electric Co 92/05/01 Document Control Branch (Docu- 
ment Control Desk) 6pp 61810 035 GiBtO 15B 

-92052B0105 Public version of updates to Corporate Emergency Response Plan Imple 
menting Procedures.Including Rev 1 1 to 1 I.Revs 5 to 3 5 & 3 7, Rev 6 to 4 2,Rev 12 
to 4 3, Rev 6 to 4 4.Rev 8 to 4 5 & Revs 10 to 4 7 & 4 0 
♦ Pacific Gas & Eteciric Co 02/05/01 I20pp 61810 040 61810 150 

9205150127 Advises that 1992 emergency preparedness exercise manual Is appropriate 
to meet emergency plan goals & requirements Suggestions (or possible scenario im 
provemenls or onhancemonls made telephonlcally on 920508 
REESE, JH Region 5 (Post 820201) 92/05/08 GISCLON.JM Pacific Gas & Electric 
Co 2pp 81677 028 61677 029 

9205190230 Advises lhat D10723 & 920117 Changes 7 & 6 to Rev 17 to physical secu- 
rity pfan, respectively consistent w/provisions of 10CFR50 54(p) & nccoplable.pGr 
recent conversation commiting to submit change to clarify plan commitments 
SCARANO.R A Region 6 (Post 820201) 92/05/09 RUEGER.G M Pacific Gas & 
Electric Co 3pp 61760 350-61 760 360 

9205270123 Forwards Insp Repts 50 275/92-11 & 50 323/92-11 on 020323-27 & notice 
of violation Violation noted re entry of authorced individual into vital area similar to 
violation in Insp Rept 50 275/92-02 Ends withheld {ref 10CFR73 21) 

SCARANO.R A Region 5 {Post Q20201) 92/05/15 RUEGER.G M Pacific Gas & 
Electric Co 3pp 61813 005-61813 007. 

9205260235 Revised updated FSAR for Diablo Canyori, Units 1 & 2 Rev consists of fire 
protection program data.in regards to Generic Ltrs 66-10 & B8-12.Ucense Amend Re- 
quest 90*11 & NRC 920227 request for addi info re sub] amend request 
RUEGER.G M Pacific Gas & Efeclric Co 92/05/10 Document Control Branch (Docu- 
ment Control Oosk) 2app 61809 269 61609 297 


H. General correspondence 

9205110935 CommanI endorsing comments made by NUMARC on draft NUREG 1449, 
"Shutdown & Low-Power Operalfon at Commercial Nuclear Power Plants fn US '' 
QISCLON.JM Pacific Gas & Electric Co 92/04/29 MGYER.DL Rogulaloiy Piibhca 
tions Branch 2pp 61609028 61609 029 


P. Operating license stage documents & correspondence 

9206010116 Forwards safety evaluation closing out plant long-term seismic 
program Staff finds that confirmatory item from S5ER 34 has been satisfactorily re- 
solved 

ROOD.H Project Dtracloralo V 92/04/17 RUEGER.G W Pacific Gas & Efeclric Co 
4pp 81516 256 81516 266 

-9205010122 SER concluding that seismic margins of stiuclures & oqulpmenl/compo 
nents at plant reported in LISP final rapt are adequate even after considering staff 
estimate of Increased seismic ground motions 

* Office of Nuclear Reactor Regulation, Okfcclor (Posl 070411) 92/04/17 7pp 
61516260 61616 266 

9205040247 Forwards fjtnoss tor duty program contacts listed on program parlormance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp 61563 320-61563 329 

S20S070103 Advises that responses lo Generic Ltr 91-11 moots reporting roquiromonts. 
ROOD.H Project Dlroctorate V 92/04/20 RUEGER.G M Pacific Gas & Efeclric Co 
3pp 61603 298 61603 390 

9205130008 Forwards requests for relief from ASWE Sedlon XI inservico tesllng pro 
gram requirements lo permit disassembly insps of check valves 8924 & 8977 on rotat- 
ing basis & to r el loot BIT el i ml nation, per Generic Ltr 89*04 

RUEGER.G M Pacific Gas & Electric Co 92/05/01. Oocumonl Control Branch (Docu 
menl Control Desk) flpp 61686 326-61666 334 

9205150219 Solicits Interest in 920823-24 current licensing basis workshop in 
Rockvjlle.MD 

HOOD, a Project Dlrectorala V 92/05/04 RUEGEft.Q M Pacific Gas & Electric Co. 
4pp 61702 336 61702 3 30 

9205200065 Discusses planned fact-finding visit re annual updates to FSAR required by 
10CFR50 71 & lists issues for discussion 

ROOD.H Projecl Directorate V 92/06/08 RUEGER.G M. Pacific Gas & Electric Co, 
5pp 61742 350 61742 364 

9205260176 Forwards replacement pages 6-10 & 6 10 for 910605 License Amend Re- 

? ue3t 91-05 lo Licenses DPR BO & DPR-a2,rel Dealing cycle specific info provided In 
S322&323 to core operating limits repLpor Gonerfe Ur 06 16 
RUEGER.G M Paciffc Gas & Electric Co 92/65/19 Document Control Branch (Docu- 
ment Conirol Desk). 2pp 61813 248 61013 253 

“9205200177 Proposed replacement TS Pages 6-18 & 6-19 re heal flux channei factor 
In core operafing llmils rept 

* Pacific Gas SEfoctric Co 92/05/19 4pp 61613-260 61813,253 

9205260235 Forwards revised updated FSAR for Diablo Canyon Rev consists of fire 
protection program dafajn regards to Generic Lirs 86-10 & 88-12.LicGns6 Amend Re- 
quest 90-11 & NRC 920227 request for add! info re sub) amend request 
RUEGER.G M. Pacific Gas & Eloclrlc Co. 92/05/19 Document Conirot Branch (Docu- 
ment Control Desk) 2Qpp 61 SOB 269 61 80B 297. 


Q. Inspection reports, IE Bulls tins 8i correspondence 

9205050128 Forwards mgl meoling repta 50*275/02-13 A 50-323/02-13 on 02O4O2.En- 
courages ulll lo ensures that emerging Issues or probfems not confined to mafnt for 
resolution but are fully addressed w/engineering & quefity oversight organizations 
ZIMMERMAN, R P. Region 6 (Post 620201) 92/04/16 RUEGER.G M. Pacilio Gas & 
Elaclric Co, 3pp 6164V074-81541,176 


--92G5050136 Mgt Meeting Repts 50-275/92-13 & 50 323/92 13 on 920402 Major 
areas discussed events & issues & licensee progress 

MILLER.M H , JOHNSON.P H Region 5 (Post 820201) 92/04/15 lOOpp 61541 077- 
61641 176 

9205050123 Forwards insp repls 50-275/92-05 & 50-323/92 05 on S20204-0316 No 
violations or deviations noted Waaknesses identifier! in malnt performed on some 
backdraft dampers of containment fan cooler units 

RfCHAROS.SA Region 5 (Post 820201) 92/04/17 RUEGER.G M Pacific Gas & 
Electric Co 3pp 61539 319 61539 337 

“9205050132 Insp repts 50 275-92-05 & 50-323/92 05 on 920204-0316 No violations 
noted Major areas inspected plant operations, maint & surveillance activities, followup 
of onsite events, open items A LERs 

JOHNSON.P H Region 5 (Post B20201) 92/04/17 16pp 61539 322-61539 337 

9205040165 Advises that quarterly joint meetings of plant staff review committee & nu- 
clear safety oversight commilleo discontinued Comm,ittees formed to address findings 
in Event Investigation Team Insp Repts 50 275/88 09 & 50-323/88-09 
RUEGER.G M Pacific Gas & Electric Co 92/04/21 MARTIN.J B Region 5 (Posl 
820201} 2pp 61563 286 61563 289 

9205110054 Forwards Insp rept 50 275/92-12 & 50-323/92-12 on 920406-10 No viofa 
tion noted 

REESE, JH Region 5 (Posl 820201) 92/04/22 RUEGER.G M Pacific Gas & Eleclric 
Co 3pp 61609 073-61609 081 

“9205110063 Insp repls 50 275/92-12 & 60 323/92-12 on 920406-10 No violations 
noted Major areas inspected emergency preparedness program.Including open Hem 
from previous emergency exercises & operational status of program 
MCQUEEN.AD, REESE.JH Region 5 (Post 820201) 92/04/20 epp 61609 076 
61609 GDI 

9205180349 Informs that mgt plans to discontinue policy of onsite safety review group 
performing independent evaluation of technical review group process 
RUEGER.A P. Pacific Gas A Electric Co 92/04/27 MARTIN.J B Region S (Posl 
020201). 2pp 61718 229 61710 230 

9205070230 Advises that util 910013 response lo suppi 2 to NRC bulletin 69 001 .ac- 
ceptable 

ROOD.H Project Directorate V 02/04/20 RUEGER.G M. Pacific Gas & Electnc Co 
3pp 61603 3S9 61603 361 

9205150143 Forwards Insp repls 60 275/92*10 A 50-323/92-10 on 920406 10 No viola 
tions noted 

YUHAS.G P Region 5 (Post 820201) 02/04/30. RUEGER.G M Pacific Gas & Electric 
Co 3pp 61677 042-61677 055 

“9205160144 Insp repts 50-276/02-10 & 50-323/92-10 on 920406 10 No violations 
noted Ma|or areas Inspected radioactive waste mgt & tour of licensee facility Insp 
module 64750 was addressed 

CILLIS,M, YUHAS.G P Region 5 (Post 820201) 92/04/30. lOpp 61677 045 
61677 055 

920513008S Forwards requests for relief from ASME Section XI fnsen/ice testing pro 
gram raquiromenls lo permit disassembly insps of check valves 8924 A B977 on rotat- 
ing basis & to reflect BIT elimination, per Generic Ltr 89 04 

RUEGER.G.M Pacific Gas & Electric Co 93/05/01 Document Control Branch (Docu- 
ment Control Desk) 9pp 61 606 326 61 686 334 

9206010009 NRC Info Notice 92 035, ‘'Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containmenl at Boiling 
Water Reactor " 

ROSSI, CE Division of Operational Events Assessment (Posl 870411) 92/05/06 
Consolidated Edison Go of New York, Inc 6pp 61667 349 01667'354 

9205130008 AcK receipt of 020414 ltr Informing NRC of stops taken to correct violations 
noted In Insp repta 50 275/92 02 & 50-323/92 02 

REESE, JH Region 5 (Post 820201) 92/05/06 RUEQER,Q M Pacific Gas & Electric 
Co 2pp 61651010-61651*011 

9205010045 NRC Info Notice 92 036, "fnlersyatem LOCA Outside Containment " 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 92/05/07 
Consolidated Edison Co of New York, inc Opp 61718 001 61718 009. 

9205040266 Siippl 1 to NRC Info Notico 92 016, "Loss of Flow from Roaldual Moat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSLCE Division of Operational Events Assessment (Posl 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718 010 6171 8*013 

9205140260 Responds lo NRC ltr re violations noted In Insp Repls 60-275/92-09 & 50- 
323/02-09, CorrocKve actions. NCR DCO 92-QA-N004 was Initiated on 020224 to ad- 
dress anomalies associated w/qualtllcallon of Peebles products 
RUEGER.G.M Pacific Gas A Electric Co. 92/05/08. Document Control Branch (Docu- 
ment Control Desk) 9pp 61708*261-61700 271 

9205270032 Forwards insp rept 50-275/92-17 A 50-323/92-17 on 920317-0427.Vfola 
tions noted but not cited Violations Involved weaknesses In control of licensed activi- 
ties ro main! of containment fan cooler backdraft dampers 

ZIMMERMAN, R P Roglon 6 (Posl 820201) 92/05/12. RUEGER.G.M, Pacific Gas A 
Electric Co. 3pp. 61762 072-61762 089. 

--9205270043 Insp repls 60-275/92-17 A 60-323/92-17 on 920317-0427 Violations 
noted but not cited Major areas inspected deficiencies re unit 1 A 2 containment fan 
cooler units A associated backdraft dampers 

JOHNSON.P H, Roglon 5 (Post 020201). 92/05/08 16pp 61762*075 61762.009 

9205270119 Notification of significant licensee meeting w/util on 920519,enfofcement 
conference re problems associated w/ containment fan cooler backdraft dampers 
ZIMMERMAN, R P Region 5 (Post 820201) 92/05/15 Region 5 (Post 820201), 3pp 
61762 331*61782.333. 

9205270123 Forwards Insp Repts 60-276/92-11 A 60 323/92-11 on 920323-27 A notice 
of violation Violation noted ro entry of authorized Individual Into vita! area similar lo 
violation In Insp Rapt 60-276/92-02 Ends withheld (ref 10CFR73.21). 

SCARANO.R A. Region 5 (Posl 820201) 92/05/16 RUEGER.G M Pacific Gas A 
EfectricCo dpp 61013 005 61813 007, 



R. Periodic operating reports & related correspondence 

9205040232 “Diablo Canyon Units 1 & 2 Annual Nonradiotogical Environ Operating 
Rcpl.1991 “ W/920429 ftr 

RUEGER.GM Pacific Gas & Electric Co 91/12/31 lipp 61573 344-61573 354 

92Q 5040245 “1901 Annual Radiological Environ Operating Rept “ W/920420 Itr 
CHEUG.C, RUEGER.G M Pacific Gas & Electric Co 91/12/31 lOOpp 61509 140- 
61599 265 

9295200125 Monthly operating repts for Apr 1992 for Diabto Canyon Units 1 & 2W/ 
929514 Itr 

BOURQO.E, TOWNSEND, JD Pacino Gaa & Etoctric Co 92/04/30 11pp. 

61743160^61743 200 


S. Reportable occurrences^ LERs & related correspondence 

9205040024 LER 91-009-01 on 91 0926, leakage of epprox 1 3 gpm noted from clia 
phragm valves CVCS-2-8471 S CVCS 2-54B in charging pump suction line Caused by 
personnel error Prevontive maint program wiU be revised W/920424 Hr 
HUG.MT, RUEGER.G M Pacific Gas & Electric Co 92/04/24 7pp 61570:326 
61570331 

9305C40046 LER 92-004-00 on 820328,expeflenced containment ventilation Isolation & 
control room ventilation shift to pressurization modo Caused by failure of high voltage 
power supply.Power supply replaced W/0204a4 Itr 

THIEflRY,RL. RUEGER.G M Pacific Gas & Electric Co 92/04/24 5pp 61570 346- 
61670350 
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F, Security, medical, emergency & fire protection plans 

9205120062 Forwards special insp ropts 60-324/92-06 & 50-325/92-00 on 920300-13 & 
notice of violation 

STOHR,J.P Region 2 (Post 020201) 92/04/17 WATSON.B A Carolina Power & 
Ughl Co. 4pp. 61635'200-61635 246 

-9205120113 Notice of violalion from insp on 920309-13 Violation notod omergoncy re- 
sponse organization personnel were not trained In accordance w/eppticablo procedur- 
al training 

* Region 2 (Post 820201) 92/04/17 2pp 61636 204-61635 205 

-9295120119 Insp repts 50-324/92-06 & 50-325/82-00 on 920309-1 3.No violations 
noted Major areas inspectod radiological control program & practices, omergoncy pre- 
paredness program & radiological eiriuents program 

TESTA,E D , BOLAND, A.T , SEYMOUR.D A Region 2 (Post 820201) 92/04/13 41pp 
61635 206 61635 246 

9205010040 Forwards insp repts 50 324/62-08 & 50-325/92-08 on 620323- 27 Viola 
lions noted but not eded 

STOHR.jp. Region 2 (Post 820201) 92/04/24 WATSON, R A Carolina Power A 
Light Co. 3pp 6UB9.077 dUQQmO 

-9205010049 Partially withheld Insp repts 60-324/92-08 & 50-326/92-00 on 920323 27 
(rel 10CFR73 21) Violations notod, but not cilod Major areas inspectod physical socuri 
N prog ram .including rngl 8upport,plan 8k procedures & audits 
fO0IN,W J , STANSBERRY,W,W . MCGUIRE, D R Region 2 (Post 820201) 92/04/24 
Ip. 61499.080-61499 OBO 

9205050197 Ack receipt of 020400 Itr transmitting Rov 14 to physical security plan Most 
changps consistent w/provnions of 10CFR5O54(p) & acceptable for Inclusion into 
plan Provisions In Reg Guide 6.66 must be clarilioo 

COLLINS, D M. Region 2 (Post 820201) 92/04/30 WATSON.R A Carolina Power & 
Ught Co 3pp, 61582'3S6 61682,350 

9205220174 Reloads to violations noted In Insp Repts 50-324/92-06 & 50-325/02-06 
on 920309-13 Gorroctivo eclions personnel w/ delinquent training romovad frorn emer- 

§ cncy re^onse organlzation,rotralned & placed back on organization roster 
FENCER, J.W Carolina Power & Light Co 02/05/18 Document Control Branch 
(Document Control Desk) 6pp 61778'330 61776'336, 


P. Operating license stage documents & correspondence 

920S010181 Discusses NRC concerns re long-term operability of emergency diesel gen- 
erator 3 valve setting problems on 911015 

MANGIS,DL, STACi<HOUSE,W.J , WUTZ.G Carolina Power & Light Co 91/10/16 
MOYER, J Carolina Power & Light Co 5pp 61516 196 61516 200 

9206040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20, MCKNIGHT.J Information & 
Records Management Branch (Post 800027) 4pp 61603 326 6l603'329. 

62OSO1O207 Forwards 8E recommending that licensee Implement various insp moBS 
ures discusaad In rept & comply w/epecs & operational limits of EDG vendor tochnlcal 
manuaf or proposed acceptable afternotives. 

LE,N B Project Directorate ll-l 82/04/21 WATSON.R A Carolina Power & Light Co 
3pp 61516'239 61618 246 

-9206010266 Safety evaluation recommending that licensee Implement NRC recom- 
mended Insp measures & comply w/spocs & operational limits of EDQ vendor lechni 
cal manual 

* Office of Nuclear Reactor Regulation, Director (Post 670411), 92/04/21 Bpp 
61516 242-61516 246 

9205060274 Confirms actions proposed when advised of plans to shut down units In 
920421 telephone conferanco call. 

VARQA.S.A Division of Reactor Projecta - I/ll (Post B70411) 92/04/27 

WATSON.R. A. Carolina Power & Ughl Co 6pp 61568 315 01568:320 

9206060268 Notification of 920512 meeting w/Cp&L In Rockville.MD re BSEP.Unlta 1 & 
2, to discuss masonry walls seismic qualifications deficiencies and C/ A, Agenda end 
LE,N.8. Project Directorate 1-1. 92/04/30 ADENSAM,E.Q, Pro act DlrGclOraia 11-1. 
4pp. 61602,302 61502 305 


0205070062 Notilication of 920512 meeting w/util In Rockville.MD to discuss masonry 
walls seismic qualification deficiencias & corrective actions Reissued copy 
LE,N B Project Directorato 11-1 92/04/30 ADENSAM.EG Project Directorate 11-1 
4pp 61602 290 61602 293 

92D51 10164 Corrected noliftcafton of 920512 meeting w/util in Rockville, MD to discuss 
masonry walls seismic qualification deficiencies & corrective actions Location 6 time 
of meeting changed 

LE,N B Profecl Directorate 11-1 92/04/30 ADENSAM.E G Project Directorolo (1-1 
4pp 61654 281 61654 204 

9205190310 RequoBla that ticensoe provide into for specific panel discussion topics & 
namos of member of staff who will attend & participate as panel members for 920623- 
24 current licensing basis workshop 

AOENSAM,EG Project Directorate 11-1 92/05/Ob WATSON.R A Carolina Power & 
Light Co 3pp 61716108 61710 190 

9206270266 Informs of reassignment of project managers for listed facifittes 
ADENSAM.E G Projecl Directorate 11-1 92/05/0/ WATSON.R A Carolina Power & 
Light Co app 61705 339-61765 341 


Q Inspection reports, IE Bulletins A correspondence 

920SOS0209 Discusses insp repts 50 325/92 01 & 50 324/02 01 on 920104- 0203 & 
forwards notice of violation & proposed Imposition of civil penalty in amount of 
$100,000 

EQNETER.SD Region 2 (Post 820201) 92/03/24 EURY.LW Carolina Power & 
Light Co 6pp 6154V3O0 61541 315 

-9206050213 Notice of violalion & proposed imposition of civil penalty in amount of 
$100,000 Noncompilance notod licensee performed main! work activity on 
EDG. procedure not appropriate to circumstances 

* Region 2 (Post 820201) 92/03/24 2pp 61541 314 61541 315 

9205120062 Forwards special Insp ropts 50-324/92-06 5 50 325/92 06 on 920309-13 & 
notice of violation 

STOHR,J.P Region 2 (Post 820201) 02/04/17 WATSON.R A Carolina Power & 
Light Co. 4pp 61635 200 61 635 246 

-920$120113 Nodee of violation from insp on 920309-13 Violation noted emergency re- 
sponse organization personnel wore not trained in accordance w/appllqable procedur- 
al training 

• Region 2 (Post 820201) 92/04/17 2pp 61636-204 61635 205 

'-6205120119 Insp repts 60-324/02-06 & 50 325/92 06 on 920309 13 No violallons 
noted Major areas Inspectod radlelopical control program A practices, emergency pre- 
arednoss program & radiological eliluonls program 

ESTA,E D , BOLANO.AT . SEYMOUR.D A Region 2 (Post 020201) 92/04/13 41pp 
61635 206 61635 246 

9206010267 Forwards SE rocommending lhal llconsoo implomoni various Insp meas 
urea discussed in rept comply w/specs & operational limits of EDG vendor technical 
manual or proposed accoplablo alternatives 

LE,NB Projecl Directorate 11-1 92/04/21 WATSON.R A Carolina Power & Light Co 
3pp 61516,239 61516 246 

-9205010268 Safety evaluation recommending lhal llconsoo implomoni NRC recom- 
monded fnsp measuro'j & compiy w/spocs & oporationaf limits of EDG vendor tcohni 
cal manual 

• Office of Nuclear Reactor Rogulation. Director (Post 870411). 92/04/21 5pp 
61616 242 61516 246 

9206010040 Forwards Insp ropts 50 324/92 08 & 50 326/02 00 on 020323 27 Viola 
tions noted but not died 

STOHR.JP Region 2 {Post 020201). 92/04/24 WATSON.R A Carolina Power & 
Light Co 3pp 61499 077-61409 080 

-9205010040 Portially Wllhhold inap ropts 50-324/92 OB & 50 325/92 08 on 920323 27 
(ref 10CFR73 21) Violations noted, but not cited Major areas Inspected physical securi 
ly program.including mot support, plan & procedures & audits 
TOBIN, W J , STANSBWRY.W W , MCGUIRE, D R Region 2 (Post 020201) 92/04/24 
Ip 61499 OBO Q1409 000 

9205120051 Forwards insp repts 50-324/92-09 & 50 325/02 09 on 920316-27 No viola 
dons noted Further improvomant limitod by poor mat) condition of ptant.moffective 
support from other organizational units 8 lack of cnllcal sel (-assessment 
QIBSON.AF Region 2 (Post 820201) 92/04/24 WATSON.R A. Carolina Power & 
Light Co 9pp. 61635143 6t635.1B1. 

-9206120063 Insp ropts 50-324/62-09 & 50-325/92 09 on 920316 27 No violations 
noted Major oroas inspected observation of control room & In plant activitios por- 
formed by operators, assessment of operations mgt & team evaluation of plant 
CASTRO,C, PEEBLESJ.A Rooion 2 (Post 020201), 92/04/23 16pp 61635 146- 
61635-161 

920512Q114 Forwards Insp ropts 50-324/92 07 & 50-325/92 07 on 920301 31, No viola- 
dona noted 

RE YES, LA Region 2 (Post 020201). 92/04/24 WATSON.R A Carolina Power & 
Light Co 3pp 61636 228 61636 241, 

-9206120118 Insp ropis 60-324/92 07 & 60 325/92 07 on 920301 31 No violations 
noted Major areas inspected-maint observation, operational safety verlflcatl on, onsite 
review comnaiUoe & onafte foffowup of events. 

PREVATTE.RL, CHRISTENSEN.H Rogion 2 (Post 020201) 92/04/24 lipp 
61630 231-6163 6 241. 

9205120100 Forwards special Insp repts 50 324/92 04 & 50 325/92 04 on slated dates 
^ notices of violation & deviation, 

REY6S.LA Rogion 2 (Post 620201) 92/04/28 WATSON.R A. Carolina Power & 
Light Co app. 6 1 636-194-61 636 227 

-9205120101 Nollce of violation from insp on slated dales Violation noted temporary re 
placement of RHR sve water pump IB w/blank flanges not reviewed for unresolved 
safety questions, nor was sys pressure tost performed, 

* Region 2 (Post 820201) 02/04/20, Ip 61656 197-61636-107. 
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^9205120 to 4- Notice of deviation ffom msp on stated dates Deviation noted improved 
Qu dance re determination & conduct of PMT requirements not developed by 910819 
^ Region 2 <Post 820201) 92/04/28 Ip 61636 198-61636 198 

9205 120004 Forwards msp rept 50 324/92 10 & 50 325/92-10 on 920330 0410 Insp re- 
vealed many performance weaknesses Util still not learning from past 

GMDerienco Violation noted & being considered lor escalated enforcement action 
GIBSON A F Region 2 (Post 820201) 92/04/29 WATSON.RA Carolina Power & 
Light Co 4pp 61635 020 61635 048 

“9205120020 Insp repts 50 324/92-10 & 50 325/92-10 on 920330 0410 Violation 
noted but not cited Major areas inspected engineering, technical 

support organijational & personnel changes & material upgrades to svs water svs 
JULIAN.C A Regior> 2 (Post 820201) LLOYD, R L Diagnostic Evaluation & IncldenI fn 
v<_siigatJan Branch 92/04/29 25pp 61635 024 61635 048 

920S060037 Ack receipt of 920423 Ur & payment of $100,000 for civti penalty proposed 
hi NRC in 920324 Itr 

LIEBEHMANJ Ofc of Enforcement (Post 870413) 92/05/04 EURY.LW Carolina 
Power & Light Co Ip 61556 176 61556176 

9205190138 Conf rms 920501 telcon between RA Watson of util & J Milhoan of staff ro 
920512 enforcement conference in Rockvilte.MD.to discuss recent events associated 
w/ inadequate C/A of plant seismic & structural issues 

REYES.LA Region 2 (Post 820201) 92/06/04 WATSON.RA Carolina Power & 
Light Co 2pp 61707 332-61707 333 

9205220012 Forwards released info re draft insp notes mistakenly provided to ulif per- 
sonnel dunng 920330 0410 insp 

GIBSON.AF Region 2 (Post 820201) 92/05/05 RICHEY, R 8 Carolina Power & 
Light Co 7pp 61735 016 61735 022 

9205010009 NRC fnfo Notice 92 035, “Higher Than Predicted Erosion/ Corrosion in 
Umsolabto Reactor Coolant Pressure Boundary Piping Inside Containment at Boding 
Water Reactor ’ 

ROSSJCE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349-61667 354 

9205010045 NflC Info Notice 92 036, "Intersystem LOCA Outside Conlammenl 
ROSSP.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61718 009. 

9205040265 SuppI t to NRC fnfo Notice 92-016, "Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindo»vn ” 

ROSSf.CE Division of Operalionaf Events Assessment (Post 870411) 92/05/07 
C^onsoiidafed Edison Co of New York, Inc 4pp 61718 010-61718 013 

9205220078 Forwards requalification exam rept 60 325/92-300 of exam adminslered 
dunng wks of 920413 27 for both units 

6IBS0N.AF. Region 2 (Post 620201) 92/05/14 WATSON.RA Carolina Power & 
UghICo 2pp 61736001-61736 228 

“9205220093 Exam rept 50-325/92 300 on 920413-27 for both units Exam results six 
reactor operators & ten senior reactor operators passed exam 
HOLBROOK,B L , CASTO.CA Region 2 (Post 820201) 92/05/11 220pp 61736 003- 

Ri7nfi OOP. 


9205220174 Responds to viotations noted m Insp flepts 50-324/92-06 & 50 326/92-06 
on 920309-13 Corrective actions personnel w/ definquent training removed from emer- 
organiza1ion.retrained & placed back on organization roster 
SPENCE R,J W Carolina Power & Light Co 92/05/18 Document Control Branch 
(Document Control Desk) epp 61778 330 61778 335 


R. PerJodfc operating reports & related correspondence 

9205190023 Forwards monthly operating rept for Apr 1992 for Brunswick Steam Elecinc 
^ ^ * 2 & corrected repts for Feb & Mar correcting number of hours reactor 

Carolina Power & Light Co 92/05/00 Document Conirol Branch 
(Document Control Desk) ip 61739 220-61739 231 '-onuoi orancn 

operating rept for Apr 1992 for Brunswick Steam Efeclnc 

RUMPLE.R Carolina Power & Ughl Co 92/04/30 9pp 61739 221-61730 229 

operating rept for Feb 1992 for Brunswick Nuclear 
number of hours reactor cnljcal 

RUMPLE.fl Ca/ohna Power & Light Co 92/02/29. Ipp 61739 230 61 739«290. 

Brunswick Nuclear 

ai1uS?c ^ number of hours reactor crilicaf 

MUMPUfc.R Carolina Power & Ughl Co 92/03/31 Ip 61739 231 61739 231 

S. Roportabfe occurrences, LERs & related correspondence 

decided to shut down both units due to con 

^Srvteh^oTdua, uMagr^^ 

VERRELLl.D Region 2 (Post 020201) 92/04/21 Ip 61636104-61636 104 

Ouc«mc°n?Co„,rol Branch 

n«nt coWoi ferCeisfe 

* *2 05 or, 9a0422Us.s of 

ROSSI Cp Opfralwnal Assessment (Post 870413) 92/04/29 

6IM7 ialsi&g E™"'' Aesassmint (Post 8?0411) liw 


9205190026 Special Rept 2 SR-92 002 on 920324 .genoratod LCO for racifoactivo gaso 
ous effluent monitoring Instrumentation Incomplete In that roquiromonls of TS 3 3 63 
not invoked Monitor inoperable for more than 7 days 

SPENCERJW Carolina Power & Light Co 02/05/08 Document Control Branch 
(Document Control Desk) 2pp 61739 232-61730 233 


V, Operator Examinations 


9205220076 Fonivards requalification exam rept 50 325/02-300 of exam adminslorod 
dunng wks of 920413 27 for both units 

(3I8SON.AF Region 2 (Post 020201) 92/05/14 WATSON.RA Carolina Power & 
Light Co 2pp 61736 001-61736 228 

“9206220093 Exam rept 50-325/92-300 on 920413 27 for both units Exam results six 
reactor operators & ten senior reactor operators passed oxam 

HOLBHOOK.B L , CASTO.C A Region 2 (Post 620201) 92/05/11 220pp 61736 D03 
61736 228 


V Dry Cask Independent Spent Fuel Storage InstaNatlona 


9205180058 Confirms that $10,682 eleclronfcally transforrod to NRC on 920505 for pay- 
ment of NRC Part 170 License Application Review Fees.por 10CFR170 31 for Invoice 
JR0461-92 

MCCARTHy.OC Carolina Power & Lfght Co 92/05/08 Document Control Branch 
(Document Control Desk) Ip 61760 349-61750 349 
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F. Security, medical, emergency & fire protection plans 


9205120062 Forwards special insp repts SO-324/92-06 & 60-325/02 06 on 020309-13 & 
notice of violation 

STOHR,JP Region 2 (Post 820201) 02/04/17 WATSON.RA Carolinfi Power A 
Light Co 4pp 61635 200 61635 246. 


'9206120113 Notice of violation from insp on 920309-13 Violation noted omorgency ro- 
Sjjonse^organizatfon personnel ware not trained In accordance w/appll cable procodur- 

‘ Region 2 (Post 620201) 92/04/17, 2pp 61635 204-61635 205. 


••9205120119 Insp repts 60-324/92-06 & 50-325/92 06 on 920309 13 No viotalPons 
noted Major areas fnspeclod radiologicaf control program & practicea.omorgoncy pro 
paredness progroni A radiological effluents program 
TESTA, E D , POTTEfl,J P , i5ecKER,T R Region 2 
61635 206 61635 246 


Region 2 (Post 020201) 92/04/13 4 Ipp 


9205010040 Forwards insp repts 50 324/92-08 & 50-325/92 08 on 020323- 27 Viola- 
tions noted but not cited 

2 (Post 820201) 92/04/24. WATSON.fl.A Carolina Power & 
Light Co. 3pp 61499 077 61409 080 


“9205010049 Partially withheld insp roots 60-324/02'Oa & 60-325/92-00 on 020323*27 
(rof 10CFR73 2t) Violations noted, but not cited Major areas Inspected oJiysicaf socuri 
^9.^ support, plan & procedures & audits 
TOBIN.WJ Region 2 (Post 020201) 92/04/24 Ip. 61490 080 61499 060 

9205050197 Ack receipl of 920409 Hr transmitting Rov 14 to physical securjly plan MobI 
changes consistent w/provislons of 10CFR50 64(p) & accoplable for inclusion Into 
^ biust bo clarifiocT 

2 (Post 020201). 92/04/30 WATSON.RA. Carolina Power & 
Light Co 3pp 61582 366 61582 358 

920622(3174 Responds to violatfons noted fn Insp Rople 60 324/92 06 & 60-325/02-06 
on 920309-13 Correclive aclions'peraonnej w/ aefinquont training romovod from omer- 
ofQahlzation.ratrainod & placed back on organizatfon rosier 
SPENCER.JW. Carolina Power & Light Co 92/05/18 Document Control Branch 
(Document Conirol Desk), 6pp 61778 330-61770 335 


, wpvioMJiu ijuenaQ BiagB aocumenis 8i 


P VOpUllUQIIUU 


NRC concerns re long term operability of emergency dIesoJ gen- 
orator3 valve setting problems on 911015. u ^ » 

MOVER ^ Co 
MOYEH.J Carolina Power & Light Co. 6pp 81516 196-61510 200. 

Forwards fitness (or duly program contacts Hated on program porformanco 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT J fn formation & 
Records Management Branch (Post 890827) 4pp 61663 326-61563 329. 

^ rscoiiimendlng lhal llcensoB Implomonl vorious Insp moos- 

3w'^6,6?62M.eim24l, WATSON, R. A Carolina Power S Liahl Co. 

avaluBlion racommandina lhat lloonaao implomarrt NRC rocom- 
SJ^raal ^ maasurea & comply w/spaca & oparallonal limits of EDG vendor lochni- 

6t5i6'jM2°8l5i6-24 e Regulation, Director (Post 870411), 02/04/31. Bpp 
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9205060268 Notification of 920512 mootinn w/CP&L in Rockvilla.MD re BSEP.Unils 1 &. 
2, to discuss masonry walls seismic qualifications deficiencies and C/A Agenda end 
LE,N B Project Directorate M 92/04/30 ADENSAM.EG Protect Directorate 11-1 
4pp 61582 302 61582 305 

9205070062 Notification of 920512 meeting w/uti) in Rockville.MD to discuss masonry 
walls seismic quafificalion deficiencies & corrective actions Reissued copy 
LE,N B Project Directorato ll-l 92/04/30 ADENSAM.E Q Proieci Directorate M 1 
4pp 61602,290 61602 293 

9205110164 Corrected notification of 920512 meeting w/utit in Rockville.MD to discuss 
masonry walls seismic qualification deficiencies & corrective actions Location & time 
of meeting changed 

LE.NB Prolect Directorate ll-l 02/04/30 ADENSAM.E G Pfo|oct Directorate 11-1 
4pp 61654 261 61654 264 

9205190310 Requests that licensee provide info for specific panel discussion topics & 
names of member of staff who will attend & participate as panel members for 920623 
24 current liconsing basis workshop 

ADENSAM.E G Project Directorate 11-1 92/05/05 WATSON.RA Carolina Power A 
Light Co 3pp 61710 180 61716 190 

9205270265 Informs of reassignment of project managers for listed facilities 
ADENSAM.E G Project Directorate I) 1 92/05/07 WATSON, R A Carolina Power A 
Light Co 3pp 61785 330 61785 341 


Q Inspection reports, IE Bulletfna & correspondence 

9205050209 Discusses insp repts 50-325/92-01 A 50 324/02-01 on 920104- 0203 A 
forwards notice of violation A proposed Imposition of civil ponally In amount of 
$ 100,000 

EBNETER.SD Region 2 (Post 620201) 92/03/24 EURY.LW- Carolina Power A 
Light Co 6pp 61S41 308 61541 315 

-9205050213 Notice of violation A proposed Imposition of civil ponally In amoiiol of 
$100,000 Noncompiiance noted licensee performed mainl work activity on 
EDQ, procedure not appropriate to circumstances 
» Region 2 (Post 820201) 02/03/24, 2pp 61541 314-61541 315 

9205120062 Forwards special Insp ropls 50-324/92-06 A 50 325/02 06 on 920309 13 A 
notice of violation 

STOHR.J.P Region 2 (Post 620201) 92/04/17 WATSON.RA Carolina Rower A 
Light Co 4pp 61635 200-61835 246 

-9205120113 Notice of violation from Insp on 020300-13 Violation noted emorgoncy ro 
sponse organization personnel wore not trained In accordance w/appticapip procedur- 
al training 

* Region 2 (Post 620201) 92/04/17 2pp 61635 204-61635 205 

-9205120119 Insp repts 50 324/02-06 A 50-326/92-06 on 920309 13 No violations 
noted Major areas inspected radiological cor^trol program A practices, omor^oncy pro 
paredness program A radiological offluents program 

TESTA.E D , BOLAND. A T , ^YMOUR.D A Region 2 (Post 620201) 92/04/13 41 pp 
61635 206-61635 246 

9205010287 Forwards SE recommending that licensoo implement various ir>3p mens 
uros discussed In rept A comply w/spocs A oporalional llmlta of EDG vendor technical 
manual or proposed acceptable allornatlves 

LE,N B Projocl Directorate iM 92/04/21 WATSON, R A Carolina PowPf & Ught Co 
3pp, 61516 239 61516 246. 

-9205010268 Safety evaluation recommending that licensee implomenl NRC rocom 
mended insp measures A comply w/spocs A operational limits of EOG vendor techni 
cat manual 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 02/04/21 6pp 
61516.242 61516 246 

920S010040 Forwards Insp repts 50 324/02-08 A 50 325/02-06 on 920323- 27 Viola 
tions noted but not cited 

STOHR.jp Region 2 (Post 820201) 92/04/24 WATSON.RA Carolina Power A 
Light Co. 3pp 61499 077-81499 080 

-9205010049 Partially withheld Insp repts 50 324/02-00 A 50 325/92-08 on 920323-27 
(ref 10CFR73 211 Violations noted, but not cited, Major areas Inspected physical socuri 
program.Including mgt support, pi an A proceduros A audits 
TOBIN.WJ,, STANSBERRY. WW., MCGUIRE.DR Region 2 (Post 020201) 92/04/24 
Ip 61499 080-61499 080 

9205120051 Forwards insp ropls 60-324/92-00 A 50 325/02 09 on 020316 27 No viola 
tions noted Further improvement limited by poor mall condition of plant, fnoffqclivo 
support from other organizational units A lack of critical self assessment. 

GIBSON.AF Region 2 {Post 020201) 92/04/24 WATSON.RA Carolina Power A 
Light Co, 3pp 61635:143 61635 101, 

-9205120063 Insp repts 60-324/92-09 A 60-325/92-09 on 020316 27 No viotalions 
noted Major areas Inspected observation of control room A In-planl Bctivlties per- 
formed by oparators, assossmonl of operations mgt A team evaluation of plant, 
CASTRO, a, PEEBLES, T A, Region 2 (Post 820201) 92/04/23, 16pp 61635140 

61635 161 

9205120114 Forwards Insp ropls 60-324/02-07 A 60 325/92-07 on 920301 -31. No viola 
lions noted. 

nEYES.LA Region 2 (Post 820201) 92/04/24 WATSON.RA Carolina Power A 
Light Co. 3pp. 01636 228 01636-241 

-9205120118 Insp repts 60-324/92 07 A 60-325/92-07 on 020301 31 N^> violations 
noted Major areas Inspected. main! observation, operational safety venflcallan, onsite 
review committee A onsito followup of events. 

PREVATTE.RL, CHRISTENSEN.H Region 2 (Post 620201) 92/04/24 lipp 

61636 231-61636 241 

9205120100 Forwards special Insp ropta 60 324/92 04 A 60-325/92-04 on atatod dates 
A notices of violation & deviation 

REYES.LA Region 2 (Post 020201). 92/04/20, WATSON.RA Carolina Power A 
Light Co. 3pp. 01638:194-61630-227 


-9205120101 Notice of vmfation from insp on staled dates Violation noted lemporary ra 
placement of RHR sve water pump VB w/blank flanges nol reviawod for unresolved 
safety qucslFor>s,nor was sys pressure test performed 
* Region 2 (Post 820201) 02/04/20 Ip 61636 197 61638 197 

-9205120104 Notice of devialion from Insp on stated dales Dowation noted improved 
guidance re determination A conduct of PMT requirements not developed by 910819 
^Region 2 (Post 820201) 92/04/2B Ip 61636 108-61636190 

-9205120108 Special msp repts 60-324/92 04 A 50 325/92 04 on staled 
dales Violations A dovialiorts noted Major areas inspected escalated enforcement 
issues Involving woik control program 

NELSON.DJ, CHRISTENSEN.H Region 2 (Post C20201) 92/04/27 27pp 

01636199 61636 227 

9205120004 Forwards msp rapt 50-324/92-10 A 50-325/02-10 on 920330-0410 Insp re- 
vealed many performance weaknesses Util slill not learning from past 
experience Violation noted A being considered for escalated enforcement action 
GIBSON,AF Region 2 (Post 820201) 92/04/29. WATSON.RA Carolina Power A 
Light Co 4pp 61635 020 61635 048 

-9205120020 Insp repts 50-324/02-10 A 50-325/92-10 on 920330 0410 Violation 
noted but not cited Major areas inspected engineering, tech meal 

support, organizational A personnel changes A material upgrades to sva water sya 
JULIAN.CA Region 2 (Post 020201) LLOYD, R L Diagnostic E valuation A fncidenl In 
vosligatlon Branch 92/04/29 25pp 61635 024-61635 048 

9205060037 Ack receipt of 920423 Itr A payment of $100,000 for civil penalty proposed 
by NRC in 920324 Hr 

L(EBEHMAN.J Ofc of Enforcomanl (Post 070413) 92/05/04 EURY.LW Carolina 
Power A Light Co Ip. 61556 176-01550 176 

9205190138 Confirms 020501 lolcon between RA Watson of util A J Milhoan of staff re 
920512 onforcemoni conference in Rockville.MD, to discuss recent events associated 
w/inadequata C/A of plant seismic A structural Issues 

REYES.LA Region 2 (Post 820201) 92/05/04 WATSON.RA Carolina Power A 
Ught Co 2pp 61707 332-61707 333 

9206220012 Forwards released Info ro draft insp nates mistakenly provided to util per- 
sonnel during 020330 0410 Insp. 

GIBSON.AF Region 2 (Post 620201) 92/05/05 RfCHEY.R 0 Carolina Power A 
Ught Co 7pp. 61 735 016 61735 022 

9206010009 NRC Info Notice 02 035, “Higher Than Predicted Erosion/ Corrosion In 
Unisol able Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor “ 

ROSSkCE Division of Operational Events Assessment (Post 879411) 92/05/06 
Co nsofidatod Edison Co of New York, Inc 6pp 61667 349 61687 354 

9206010046 NRC Info Notice 92 036, "Intarsyslom LOCA Outside Conlainment'* 
ROSSLCE Division of Oporalional Events Assassment (Post 670411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61710001 61710009 

9205040265 Suppl 1 to NRC Info Notice 92-016, ‘‘Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Drahdown *’ 

ROSSI,CE Division of Oporalional Events Assossmonl (Post 670411) 02/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718010 61716013 

9205220078 Forwards roqualificatlon exam rept 50-325/02-300 of exam admlnslered 
during wks of 02041 3 27 for both units 

G)0SON,AF Region 2 (Post 820201) 92/05/14 WATSON.RA Carolina Power A 
Light Co 2pp 61736 001 61736 226 

-0205220093 Exam rept 50 326/92 300 on 920413-27 for both units Ex arrt results six 
reactor operators A ten senior reactor operators passed exam 
HOLBROOK, 0L Region 2 (Post 020201) 92/05/11 220pp 61736 003-61736 220 

9205220174 Responds to violations noted in fnsp Repte 60-324/92-06 A 50-326/92-06 
on 020309 lOOorrocllve actions personnel w/ delinquent training removed from emor- 
nency re^onse organizalion,retralned A placed back on organization roster 
BPENCER.JW Carolina Power A Light Co. 92/05/10 Document Control Branch 
(Document Conifol Desk) Bpp 61770 330 61770’335 


R. Pprtodio operating reports & related correspondence 

920§19'9023 Forwards monthly operating ropl for Apr 1992 for Brunswick Steam Eloclric 
Plant, units 1 A 2 A corrected repts for Feb A Mar correcting number of hours reactor 
cntlcal 

SPpNCER.JW, Carolina Power A Light Co 92/05/08 Document Control Branch 
(Qocumont Control Desk) Ip 61739 220-81 73 9 231 

-920^190031 Monthly operating rept for Apr 1092 for Brunswick Steam Electric 
P|ar)t, units 1 A 2. 

rOMPLE.R Carolina Power A Light Co. 92/04/30 9pp 61739 221 61739 229. 


S. Reportable occurrences, LERe A relaled correspondence 

970^)20029 PNO-1 1-92-027, on 920421, mgt decided to shut down both units due to con 
^offj ro structural Inlagrily of concrete walls in diosel building Licensee has not decid- 
ed on length of dual unit outage 

VERRELLl.D Region 2 (Post 020201). 92/04/21 Ip 61636 104-61636 104 

02p^pi0230 Forwards initial Part 21 rept ro defective fnalallalion of bolting in emergency 
plosol gonorator bldg Internet wall seismic supports, per 920424 tolcon 
SPENCER, JW Carolina Powor A Light Co, 02/04/27 Documoinl Control Branch 
(Documonl Control Desk) ip. 61546.350 61648362 

-9205010234 Initial Pari 21 rept ro defectively fnslelled bolting in emergency diesel gen- 
erator bldg intarinai wall seismic supports Repairs to reestablish seismic qualification of 
walls continuing A emorgoncy buses declared Inoperable 

RICHEY, R.B Carolina Powor A Light Co. 02/04/24 Document ConlroJ Branch (Docu- 
ment Control Desk), 2pp 61546,351-61649 352 
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9205040272 LER 02 009 00 on 920331 .control room operator eiotod abrupt increase in 
indicated oxygen concGnlration on H2/02 analyzer & pump diaphragm failed Caused 
by normal wear Fuel oil inleclor pump replaced W/undaled Itr 
THEARLING.G M . SPENCER, JW Carolina Power & Light Co 92/04/29 App 
6i57235Q6t57Z^3S3 

920608001B Summarv ol operating reactors events meeting 92 05 on 920422 Lists of 
attendees & significant elements of events end 

CHAFFEE.AE Division of Operallond! Assessment (Post B70413) 92/04/29 

ROSSI, CE Division of Operational Events Assessment (Post 970411) 14pp 
61607 136 61607 149. 

9205060199 LER 9t 011 -00 on g20406.coil of control relay in containment atmospheric 
control sys failedTesulting in loss of power to containment isolation valves Caused by 
relay aging Relay coil replaced & action plan developed W/920&01 Ur 
TAQOR.SF, SPENCER, JW- Carolina Powers Light Co 92/05/06 4pp 61601301- 
61601 304 


H Qeneral correspondence 

92060B0037 Comment supporting NUMARC comments on proposed 10CFR, Chapter 1, 
"Elimination of Requirements Marginal to Safety " 

BURZYWSKI.M J, Tennessee VaUey Authority 92/05/01 CHILK.SJ Office of the 
Socretaryof the Commission 3pp 61591 027-61591 028 


K, liinity Final Safety Analysis Report (FSAR) & amends 

9205140183 Rev G to FSAR Figure 9 2,2-7, "Mechanical ControJ Diagram ERCW Sys” 
Figure omitted from originai submittal of Rev 9 to FSAR Figure to be filed in Vol 12 
* Tennessee Valtey Authority 92/05/05 3pp 61600 340 6 1686 350 


P, Operating license stage documents & correspondence 


9205290293 LER 92-012 00 on 920404, EOG bldg mternat wall seismic support bolting 
defectively installed by Brown & Root during plant const On 020421.460 volt EDG bus 
E6 declared inoperable Also reported per Pari 21 W/920522 Ur 
THEARLING.Q M , SPENCERJW Carolina Power & Light Co 02/05/22 Bpp 
61686 247 61 BOB 265 


V. Operator Examinations 

9205220078 Forwards re qualification exam rapt 50 325/92-300 of exam adminstored 
dunng wks of 920413-27 for both units 

GIBSON, A F Region 2 (Post B20201) 92/05/14. WATSON.RA Carolina Power & 
Light Co 2pp 61736001 61736 220 

-9205220093 Exam rept 50-3 25/92-300 on 920413 27 for both units.Exam rosullssix 
reactor operators & tan senior reactor operators passed oxam 
HOLSROOK.0 L , CASTO.C A. Region 2 (Post 820201) 92/05/1 1 220pp 01736*003 
61736'22G 


Y, Dry Cask Independent Spent Fuel Storage Installations 

9205180058 Confbrma that $10,662 electronically transferred to NRC on 920505 lor pay- 
ment of NRC Part 170 Liconso Application Review Fees, per 10CFR170 31 for Invoice 
JR04B1-02 

MCCARTHY.DC Carolina Power & Light Co 92/05/00 Document Control Branch 
(Document Control Dosk) Ip 61750 349 61750 349 


9205040247 Forwards fitness for duty program contacts listed on program performance 
rcpls 

k6uP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J information & 
Records Managomer^t Branch (Pest 090627) 4pp 61563 326 61563 329 

9205120188 Confirms tolcon between MA Cooper & PJ Kellogg re onforcemenl confer- 
encQ scheduled for 920501 at Region II to discuss safety significance of Ice condens- 
er door amming & feedwater pipe cracking 

WILSON, BA negior> 2 (Post 020201 ) 92/04/20. MEDFORD, M O Tennessee Valley 
Aulhonty 3pp 61636 058 61636 060 

9205110202 Confirms visit to plant on 920527-20 to gather info re generic Issue 143, 
"Availability of Chilled Water Sys & Room Coolmg " 

LABARGE.DE Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603) 92/04/29 MEDFORD, M O Tennessee Valley Authority 7pp 61637 353- 
61637 359 

9205130124 Submits implementation atatus rapt of rosolutlons for DCRDR HEOs.per 
661126 & 871125 Itrs Results of evaluation of HEDs & justification for deletions from 
DCRDR resolution effort will be provided by 030205 

WILSON, J L Tennessee Volloy Authorily. 92/05/07 Document Control Branch (Docu- 
ment Control Dosk) 10pp 61700 273-61700.202 

9205180029 Rev 1 to 020327 application for amends to LIcensos DPR-77 & DPR- 
79.chnnglnn TS to Increase spent fuel pool storage capaclty,clarifyino mail column In 
TS Table 651 & changing value of E in oquallon re vertical compressive slrenglh, 
BURZYNSKLMJ Tennessee Valley Authority TVA-SQN-TS-BZ-OI 02/05/11 Docu 
ment Control Branch (Document Control Desk) 2pp 61 73 b 320 61 730 325 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 


F. Security, medIcaL emergency & fire protection plana 

9205050059 Forwards Insp repts 50-327/02-08 & 50 328/92 08 on 920309- 13.No vio- 
lations or deviations noted 

CLINE, W E Region 2 (Post 820201) 92/04/08 Tonnessoo Valley Aulhonly. 4pp 
61540134 61540,146 


-9205050085 Insp repts 50 327/92 00 & 50 320/92-08 on 920309-13 No violations 
noted Major areas mspectod radiological emergency plan 6 implomor>tlng 
procodur©9,amorgency faciiiltos & organization & mot control 
SALYERS, G, RANKIN,W.H Region 2 (Post 620201) 92/04/03 lipp 61640138- 
61540 140 


9205060132 Folwards Rovs 28 & 19 to physical security/ conthgoncy plan Revs with- 
hold (10CFR73 21). 

BURZYNSKI,M J. Tonnessoo Valloy Authority 92/04/30, Oocumonl Control Branch 
(Document Control Dosk) 2pp 61 606 312-61606 313, 

^2051401 57 Clarillea info in 920407 Hr ro EHOS data transmission proposal.discussod In 
NRC 920326 Hr Raw data^worklng info & conjectural scenarios should bo aharod at 
technical working level on as-received basis 

MOBLEY, MH fennosseo. State of 92/05/05 HEBDON,FJ Division of Reactor 
Projects - l/H (Post 870411) 4pp 61708 170 61706 173 

9205150077 Forwards Rav 26 to Sequoyah Nuclear plant physical security/ contingency 
plan & Rev 19 to Browns Feny Nuclear Plant physical security /contingency plan, did 
920324 & 0403. reapectively Revs withheld (ref 10CFR73 21) 

BURZYNSKLMJ Tennessee Valley Authority 92/05/11. Document Control Branch 
(Document Conirol Desk) 2pp. 61708 272-61700 273. 

9205210012 Forwards statue rept re fire protection improvomant plan for period ending 
920401 Phase I efforts schodulod for completion by 921 00 1, w/ exception of Action 2- 
10 ro plant waikdown procedure to update firo hazards analysis 
WILSON, J,L Tennessee Valley Aulhonly 02/05/14 Document Control Branch (Docu- 
manl Control Dosk) Qpp 61777 223 01777*231. 

9205290326 Rev 10 to "Radiological Emergency Plan," W/020520 Itr. 

BURZYNSKLMJ Tennesseo Valloy Authority 02/05/20- 121pp 61895 207- 


9206270315 Revised EPIPsJncluding Rev 5 to EPiP-2,Rov 5 to EP IP-3, Rev 5 lo EPIR- 
4, Rev 5 to EPIP-5,Rev 0 lo EPlP-e & Rov 4 lo EPtP-i7 W/82052t Ilf, 

WILSONJ L. Tennessee Valley Authority, 92/05/21 100pp 6187e'Z03 61878.324 


9205290234 TS Change 92-05 lo LIcanses DPR-77 & DPR'7 9, revising TS Bases 3/ 
43 3,8, “Rro Delocllon Instrumentation,'’ 3/4 7 ii, *‘Flre Suppression Sys" 3/ 
4 7 12, "Fire fiarner Penotrafions," (o clarify fire watch requlremonla 
WILSON, J L, Tennessee Valley Aulhonly, TVA SQN-TS-92-05 92/05/26. Documonl 
Control Branch (Document Control Desk) 2pp. 61694,333 61694'346. 


-9205290236 Proposed TS Bases 3/4 3 3.6 re fire detection in8trumontal(on.3/4 7.11 re 
fire suppression sys & 3/4.7 12 ro fire barrier penetrations. 

* Tennessee Vaffey Authority TVA SQN-TS-92 05. 92/0S/26, llpp, 61094J336- 
61094 345. 


-9205160031 Proposed TS Table 6 5 1 ro rack matl data & Section 7 Q ro local buckling 
of fuel cell walls 

* Tennessee Valloy Authority 92/05/11 4pp 61739 322 61739 325. 

9205260224 Forward SE confirming adequacy of deflactlon criteria used for evaluation 
of pipe si^ports in altornate analysis program at plant 

LABARGE.DE Projoct Diroclorato 11-4 (formorly TVA Project Diroclorato) (Post 

000603) 92/05/13 MEDFORD,MO Tonnossee Valley Authority 3pp. 61765 324 
61765 330 

-9205260228 Safoly evaluation confirming adequacy of deflection criloria usod for eval- 
uation of plpo supports In alternate analysis program at plant. 

* Office of Nucloar Reactor Regulation, Dlroctor (Post 070411) 02/05/13 4pp 
01765 327-61766 330. 

9205270330 Forwards SE accepting use of Category 3 instrumentation for accumulator 
level & pressure monllorlrio 

LABRAQE,OE Project uirectoralo lt-4 (formerly TVA Projoct Diroclorato) (Post 

000603) 02/05/13 MEDFORD.MO. Tonnessoo Volley Authority 3pp 61773 321- 
61773 326. 

-9205270332 SE accepting use of Category 3 Instrumenlailon for accumulator lovol & 
pressure monitoring 

* Office of Nuclear Reactor Regulation, Dlroctor (Post 070411). 92/05/13 3pp. 
61773.324 61773 326 

92051 9D207 Notification of 020528 meeting w/ubi In Rockville, MD to discuss proposed 
process to upgrade analogy Instrumentation lo digital under 1OCFR&0 59. 

WILLIAMS, JF Project uirectoralo 11-4 (formerly TVA Project Dirocloralo) (Post 

000603) 92/05/14 HEBDON,F J Projoct Directorate 11 4 (formerly TVA Project Direc- 

torate) (Post 900603). 3pp 61722 026-61722.028 

9205290234 TS Change 92 05 to LIcensos DPR.77 & DR R-7 9, re vising TS Bases 3/ 
4.3 3 0, "fire Delectlon Instrumontoilon," 3/4 7 11, "Firo Supprossfon Sys" & 3/ 
4 718, "Fire Barrier Penetrations," to clarify firo watch requirements 
WILSON.J L Tonnessoo Volloy Authority. TVA.SON-TS-02-05 02/05/26 Document 
Control Branch (Document Control Dosk) 2pp 61894.333 61804,346 

-9205290236 Proposed T8 Gasos 3/4,3.3 0 ro fire dotoction lnatrumentalion,3/4.7 1 1 ro 
fire suppression sya & 3/4 7 12 ro firo barrier ponelrationa. 

* Tonnessoo Valley Authority, TVA-SQN -18-92-05. 02/05/26 11pp 61094.335- 
61894:346 

9205290303 TS Change Request 02-04 to Licenses DPR-77 & DPR-?©, changing TS 3/ 
4.6 5 3, "Ico Condenser Doors" & ossodatad bases to add action slatament to pro- 
vide for potential condition of Ice condenser Inlet doors ro strained from opening. 
WILSON.J L Tennessee Valley Authority TVA-SQN-TS 02-04 92/05/26 D^ument 
Control Branch (Document Control Desk). 2pp. 61606*328 61890*340. 

-9205290306 Proposed TS 3/4.6.6 3 ro Ice condenser doors 

* Tennessee Valley Authority TVA-SQN-TS 92-04 02/05/28 13pp. 61696 328- 
61098 340 

9205290312 TS Change 92-03 to LlCDnses DPR-77 & DPR-yo.changing TS to delete 
3.26 requlfomohl for Interval of threo consecutive surveillances from TS 4 0 2, per Go- 
noric Ur 89-14 

WILSON, J L Tennessee Valley Authority. TVA-SQN-TS -92-03 02/06/26. Document 
Control Branch (Document Control Dosk). 2pp, 61806*311-61896.326. 
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'9205290313 Proposed IS 4 0 2 re consecudve survolllanca intervals 
' Tennessee Valley Authority TVA*SQN'TS*92 03 02/05/26 13pp 61B96 313' 
61896325 


Q. Inspection reports, IE Bulletins & correspondence 

920B050012 Ack receipt o( 920319 Ilf Informing NRC of slops taken to correct violations 
noied in insp r^ta 50 327/92-02 & 50-320/92 02 on 92021 D 
WILSON, B A Region 2 (Post 820201) 92/03/28 Tennessoo Volley Authority 3pp 
61539.001 61539 003 

920S0500S9 Forwards Insp repts 60-327/92-08 & 50^32B/»2 08 on 920309- 13 No vio 
latlons or doviaiions noted 

CLtNE.WE Region 2 (Post 820201) 92/04/06 Tonnossee Valley Authority 4pp 
61540.134-01540148 

-9205060065 Insp ropls 50-327/92-08 & 50 328/92-08 on 920309-13 No violations 
noted Major areas inspected.radiological emergency plan & implementing 
procedures, emergency facilities & organization & mgt control 
SALYERS.G, RANKIN, W H Region 2 (Post 820201) 92/04/03 lipp 61540.138- 
61640.148 

92061 20250 Forwards insp repts 50 327/92-06 & 50-328/92-06 on 920301 0407 Appar- 
ent violation Involving failure to comoly w/TS requirements for operability of Ice con- 
denser Jnlot doors identified & conslaered for enforcement action 
REYES, LA Region 1 (Post 820201) 92/04/09 MEDFORD.MO. Tennessee Valley 
AulhOflty pp 61 624'1 32-61 624 167 

-9206120255 Insp repts 50 327/92-08 & 50 328/92-06 on 920301-0407 Violations 
noted Major areas Inspected plant operations, plant mainLptant suivolllance, evaluation 
of licensee a alf -assessment capability & LER closeout 

HOLLANBD.WE, KELLOGG.PJ Region 2 (Post 820201) 92/04/08 32pp 

61624136-61624.167 

92Q50501 17 Forwards map repts 60-327/92-10 & 60-328/02-10 on 920319 26 No viola- 
lions Of deviations noted. 

JUL1AN,C A Region 2 (Post 820201) 92/04/23 Tennessee Valley Aulhorily 4pp 
61530 295 61639 307 

-9205050120 Insp repts 50 327/92-10 & 60 320/92-10 on 020310-20 No violations 
notad.Major areas inspecled inves ligation & corrective actions re binding of Ice con- 
denser doors & review of instrument maint procedures 

LENAHAN.J.J, BLAKE,JJ Region 2 (Post 620201) 92/04/21 7pp 61539'209- 
61639 307. 

9205040234 Provides addl info & enforcement perspectives re operability of Ice con- 
denser inlet doors 

WILSON, J L Tennessee Valley Authority 92/04/24 Document Control Branch (Docu- 
ment Control Dosk), 4pp 61590 280 61698 283 

9205120028 Forwards Insp repts 60-327/92 09 a SO 328/92-09 on 920323 0410 Viola- 
tions noted Violations being considered for oscalatod enforcement action Enforcement 
conforencQ scheduled for 920501. 

QIBSON,A.F Region 2 (Post 820201) 92/04/24 MEDFORD.MO Tennessee Valley 
Authority. 4pp 61635 094-61635109 

-9205120036 Insp repts 50-327/92-09 a 60-328/92-09 on 920323 0410 Violations 
noted Major areas inspected observation of work activities, rovlow of procedures a 
review of data a evaluations associated w/faci(ity 

COLEY.JL, BLAKE, JJ Region 2 (Post 620201) 02/04/22 12pp 61635.090- 
01035,109 

9205220007 Ack receipt of 920410 Ur informing NRC of stops taken to correct violations 
noted \n insp repts 60-327/92-03 a 60-320/92-03 

WILSON.QA Region 2 Post 820201) 92 / 04/30 MEDFORD.MO Tennaaseo Valley 
Authority 3pp 61735 013 61736 015 

9205220020 Discusses 020501 enforcement conference at plant re apparent fnoporabtl' 
Ity of ice condenser lower Inlet doors which wore Jammed by rising floor wear 
pads.Llst of attendees & handouts onci 

REYES.LA Region 2 (Post 620201) 92/05/01. MEDFORD.MO. Tonnossee Valley 
Authority 28pp 81735 059-61735 080 

9205220045 Summary of 920601 enforcemont conference w/utll re apparent weakness- 
es w/ Implementation of inservice insp program. which did not detect cracks in food- 
water piping before through wall crack occurred list of altendees end 
REYES.LA Region 2 (Post 820201) 92/05/01. MEDFORD.MO Tennessee Valley 
Aulhorily. Bipp 61735 092-61735.142 

9205010009 NRC Info Notice 92-036, "Higher Ttian Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolline 
Wfitor f^BBCtor 

ROSSI.CE. Division of Operational Events Assessment (Post 870411), 92/05/00 
Consolidated Edison Co. of New York. Ino 0pp. 61667 340-61607.354 

9205010045 NRC Info Notice 92-036. ‘'Inleraystem LOCA Outside Containment'^ 
ROSSI.C.E. Division of Operational Evenle Assessment (Post 870411). 02/05/07. 
Consolidated Edison Co ol New York, Inc, Opp 6171 B 001-61716,009. 

9205040285 Sujppl 1 to NRC Info Notice 92-016, “Loss of Flow from Residual Heat Re 
movai Pump During Refueling Cavity Draindown “ 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/05/07 
Consolidated Edison Co. of Now York, Inc. 4pp. 61716.010-01710 013 

9205190036 Forwards Weatinghouse authorization Itr & accompanying affidavit & copy- 
right notice for WCAP-1277 re structural evaluation of prossurizor surge 
lines, considering effects of thermal stratificatlon.per NRC Bulletin 68-011. 
MUSELER,W.J Tennessee Valley Authority. 92/05/07 Document ConUol Branch 
(Document Control Desk). 2 pp ei730:239.61739'249 

-9205190038 Requests withholding of WCAP-12777. "Structural Evaluation of So- 
quoyah & Walts Bar Units 1 A 2 Pressurlzer Surge Lines, Considering Effects of Ther- 
mal Slratlflcalion “ (ref 10CFR 2, 7 90(b)(4)). 

LIPARULO.NJ West! ng^houSB Electric Corp 92/04/21 MURUEY.T Document Con- 
trol Branch (Document Control Desk) 9pp. 61739*241-61739-249 


R Periodic operating reports & related correspondence 

9205040283 "Annual Radiological Environ Operating Repl Sequoyah Nuclear Plant 
1991 “ W/92042a «r 

WILSON.JL Tennessee Valley Authority 91/12/31 lOOpp 61595 115 61595 239 

92Q5260193 Monthly operating repts tor Apr 1992 for Sequoyah Nuclear Plant Units l & 
2 W/020515 JJf 

HOLLOMON.TJ, WILSON, J L Tennessee Valley Authority 92/04/30 lOpp 
61002 311 61802 320 


8. Reportable occurrences, LERs & related correspondence 

9205050001 Rev 2 lo Special Repl 91-16 on 9 10801, significant corrective aclion repl 
Initiated to document nonce nservative calculated radiation doses Caused by personnel 
error Necessary documentation will be completed by 920731 
WILSONJL Tennessee Valley Authority 92/04/27 Document Control Branch (Oocu 
mont Control Dosk) 4pp 61563 356-61563 359 

9205120110 PNO-ll 92 032on 920428, Unit 1 experienced reactor trip Cause of trip 
Identified as failure of relay in transformer protective circuitry B On 920429,inadvortont 
opening of all steam dump valves occurred Conuoller faiture suspected 
KELLOGG.PJ nogion 2 (Post 820201) 92/05/01 2p 61635 303 61635 304 

9205110183 ROon 920502.unlts enlored LCO 37 111 & 37 U 4 duo lo leak m high 
prossuro fire protection piping, disrupting supply of water to piping Leaking portion iso 
lalod & backup suppression sys established 

WILSON, JL Tennessee Valley Authority 92/05/04 Document Control Branch (Oocu 
me nl Control Dosk) 2pp 81677 312-61677 313 

9206190043 LER 90 021 02 On 90091 4,r0aclor trip occurred due to lo lo SG water level 
signal in Loop 2 Caused by (oedwator transient Initialed by failure of vital 
invertor Spare P-2SO computer installed to enhance sys testing W/92051 2 hr 
MCDUFFY.CD, WILSON, J L Tennessee Valley Authority 92/05/12 lipp 

61757 141-61757.151 

920526000S Special Repl 92 05 on 920502, listed LOCs entered due to leak In high 
pressure fire protection piping sys Caused by misalignment of pipe in slip joint bell 
connector Line repaired &. sys realigned lo normal on 020509 
\WILSOHJ.L Tonnessee Valley Aulnorily 92/05/10 Document Co nlrol Branch (Docu- 
ment Control Dosk) 4pp 61780 328 61780 331 

9208280169 LER 02-000 00 on 9204 16, transient Induced or spurious mitigating sysac- 
lUQlion circullry signal & loss ol offsite power experienced Cau sod by incorrect loca- 
tion of AMSAC circuitry In AFW pump Criteria revised W/92051 8 Hr 
PROFFITT.JW , WILSOH-IL Tennessee Valley Authority 92/05/18 Opp 61808130 
61088’137. 


V. Operator Examlnatlone 

920S060070 Discusses arrangements & requiromenia for upcoming licensing exams 
scheduled for wk of 820713 

PEEBLESJA Region 2 (Post 820201) 92/04/14 NAUMAN.DA Tonnessoe Valley 
Authority 12pp 61530 146 01539 1 57 


DOCKET 60-320 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205050059 Forwards insp repts 50-327/02-06 & 30-328/02 08 on 920309- 13 No vio- 
lations or deviations noted 

CLINE.WE Ftoglon 2 (Post 620201) 92/04/06 Tennessee Valley Authority 4pn 
61540 134 61S40 140 

-92060 5006B Insp ropla 60-327/02 00 & 50.328/92-08 on 920309-1 3.No violations 
noted Major areas inspected radiological emergency plan & implementing 
procedures, emergency facilities & organ^ation & rngi control 
SALYERS.Q Region 2 (Post 820201) 92/04/03 1lpp 01540 138 61540-1 40 

9206080132 Forwards Revs 28 & 19 to physical socurily/ contingency plan Revs with- 
held (10CFH73 21) 

QURZYNSKI.M J- Tennessee Valley Authority 92/04/30 Document Corilrol Branch 
(Document Control Desk) 2pp 61606 312-61600 313 

9205140167 Clanfios info In 920407 Ur ro ERDS dala transmission proposal .discussed In 
NRC 92OJ20 flr.Raw data.working info $ conjoefuraf scenarios sfioufd be shared at 
technical working level on as-rocoWed baals 

MOBLEY.MH, Tennossoo, Stale of 92/05/05 HESDON.FJ Division of Roaclof 
ProjaclB - f/fl (Post 870411) 4pp 61 706 1 70 81 708 1 73 

9205150077 Forwards Rev 28 to Sequoyah Nuclear Plant physfeaf secunty/ contingency 
plan & Rev 19 lo Browns Ferry Nuclear Plant physical socunty/conlingoncy plan,dld 
020324 & 0403, respectively, Bovs withhold (ref 10CFR73 21) 

BURZYNSKI.M J Tennessee Valley Aulhorily 92/05/11. Document Centro) Branch 
(Document Control Desk) 2pp. 61700'272-6170D 273 

9206210012 Forwards alalus rept ro fire protection Improvement plan for period ending 
920401, Phase I efforts scheduled for completion by 921 001, w/oxcep lion ol Action 2- 
10 re plant waikdown procedure to update fire hazards analysis, 

WILSON, J.L. Tonnossee Valley Aulhorily 92/05/14 Document Control Branch (Docu- 
ment Control Desk) 9pp 61777,223 61777 231. 

9205290326 Rev 10 to “Radiological Emergency Plan*’ W/920520 Hr 
BURZYNSKI.MU Tennessee Valley Authority 92/05/20 121 pp 51895 207- 

01805,327. 

9206270316 Revised EPIPsJncludIng Rev 5 lo EPIP-2,R6V 5 lo EPlP-3,Rov 5 to EPIP- 
4,Bev 5 to E PIP-5, Rev 6 to EPIP 6 & Rev 4 lo EPIp.17,W/92052i Hr 
WILSON.J L. Tonnossee Valley Authority 92/05/21 lOOpp 61878 203 61870 324 



86 DOCKETED JTEMS 


»2052g«S3>) TS Change 92-05 to Licenses DPR-77 & 0PR-79.revlsing TS Bases 3/ 
4 3 3fl. “Fir© Delection fnslfumenlation,’' 3/4 7 11, "Fire Supprossion Sys" & 3/ 
4 7 12, "Ftre Barrier Penelralions,” lo clarify fire watch requiremenls 
WILSON J L Tonressee Val]Gy Aulhonty TVA-SON'TS‘92 05 02/05/26 Doc u mem 
Control Branch (Document Conirol Desk) 2pp 61894 333 61894 345 

<‘>9206290236 Proposed TS Bases 3/4 33 8 re fire doleclion inslrumenlation,3/4 7 11 re 
(iro suppress fon sys & 3/4 7 12 re fire barrier penetrations 
* Tennessee Valley Authority 92/05/26 1 1pp 61894 335 81894 345 


H, General correspondence 

9205080037 Comment supporting NUMARC commenis on proposed 10CFB, Chapter 1, 
"Elimination of RequiremontB Margrnal to Safety " 

DUflZYNSKLMJ Tennessee Valloy Authority 02/05/01 CHILK,SJ Office of the 
Socrelary of the Commission 3pp €-1591 -027 61591 028 


K Ullllty Final Safety Analysis Report (FSAR) & amends 

9205140183 Rov 9 to FSAR Figure 9 2 2-7, "Mechanical Control Diagram ERCW Sys *' 
Figure omitiad from onginal suhmiltal of Rev 9 to FSAR Figure to bo filed In Vol 12. 
‘ Tonnosseo Valley Aulhonty 92/05/05 3pp 61G0B 348 61658 350 


Operating license stage documents it correspondence 

9205040247 Forwards fitness for duly program contacts Nsted on program performance 
repts 

KOUP,E Roaclor Safeguards Branch 92/04/20 MC KNIGHT, J Information & 
Records Managonianl Branch (Post 890827) 4pp 61563 326 61563 329 

9205120188 Confirms tolcon betwoan MA Cooper & PJ Kellogg re enforcement confer^ 
ence scheduled for 920501 at Region II lo discuss safely significance of Ice condons- 
er door jamming & feedwater plpo cracking 

WILSON,BA Region 2 (Post 820201) 92/04/20 MEDFOHD.MO Tennossee Valley 
Authority. 3pp 61636 05B 61636 060 

920511-0202 Confirms visit to plant on 920527-28 fo gather mfo re genanc issue 143, 
"Availability of Chilled Water Sys & Room Cooling " 

LADARGE,DE Projact Diroclorale If 4 (formerly TVA Projeci Directorate) (Post 
900603) 02/04/29 MEDFORD, MO Tennessee Valloy Authority 7pp. 61637 353- 
61637 359 

920S 110147 FoArvards Cycle 5 refuelJrg outage SQ tuba plugging summary repl.delaiPing 
SG tubas plugged during outage fn service insp of lubes completed on 920419 Specim 
repi of results will ba submitted on or before 930419 

WILSON, J L Tennessee Valley Authority 92/05/04 Document Control Branch (Oocu 
menl Control Desk) 6pp 61650 230 61650 235 

9205200247 Forwards safety evaluation ro requests tor relief from ASME section XI re 
hydrostatic pressure tost requirements 

HEBDON,FJ Projocl DIroclorata 114 (formorly TVA ProJocl Oiroclorale) (Post 
900603) 02/05/05 MEOFORD,M O Teniessoo Vallay Aulhonty 4pp 61756 176- 
61755 164 

*•9205200256 Safety ovaluatlon re request for relief from ASME Co do hydrostatic pres 
sure test roquiremonls for RCS Requiremonl to perform pressure test would result In 
ha/dshfp or unusual difficulty. 

^ OlfLca of Nuclear Roacter Regulalicm, Director (Post 870411) 92/05/05. 5pp. 
61755180 61755 184 

9205130124 Submits implemenlation status repl of resolutions for DCRDR HE08,por 
661126 & Q71 125 lira Results of evaluation of HEDs & luslificalior» for deletions from 
DCRDR resolution effort will be provided by 030205. 

WILSON, J.L Tennossee Valloy Authority 92/05/07 Documonl Control Branch (Docu 
menl Control Desk) lOpp 61700 273 61700 282 

9205188029 Rov t lo 920327 applJcation for amends lo Licenses DPR-77 & DPR- 
79, changing TS lo Increase spent fuel pool storage capacity.clanfylng malt column In 
TS Table 6 5 1 & changing value of E In aqualion re vertical compressive strong th 
BLIRZYNSKI,M J Tennassae Valloy Authoriiy TVA-SQN TS 92 01. 92/05/1 1. Docu- 
ment Control Branch (Document Control Dash) 2pp 61739 320 61739 325 

“9205180031 Proposed TS Table 65 1 r© rack mall data A Section 7,3 re local buckling 
of fuel celi walls 

• Tennessee Valley Authority 92/05/1 1 4pp, 61 739 322 61 739 325 

9205268224 Forward SE confirming adequacy of deflacllon criteria used for evalufllion 
of pfpQ si^porls in allernata analysis program at plant 

LAfiARGfc,DE Project Directoralo 11-4 (formerly TVA Projeci Direclomto) (Post 

900603] 92/05/13 MEDFOHD.MO Tennessee Valley Authority 3pp 61765 324- 
61765 330 

“9205260228 Safety evalualion confirming adequacy of doflacUon critorio used for eval- 
uation of pipo supports in alternato analysis program at plant 
^ Office of Nuclear Reactor Regulallon, Director (Post 870411), 92/05/13 4pp 
61765.327-61765330 

9205270330 F-orwards SE accepting use of Category 3 Inslrumentollon for accumulator 
level & pressure moniloring 

LABRAGE.D E Project CJIreclorale II 4 (formerly TVA Project Directorate) (Post 

900603). 92/05/13. MEDFORD, MO Tennessee Valley Authority. 3pp 61773 321- 
61773 326. ^ 

“9205270332 SE accepting uao of Category 3 inslrumehtalion for accumulator level & 
pressure monitonng 

Offico of Nuclear Reactor Regulation, Director (Post 870411). 92/06/13 3pp, 
61773.324-61773 326. 

9205190207 Nollficatlon of 920528 mealing w/utif In Rockvillo.MD lo discuss proposed 
process lo upgrade analogy Instrumontation to digital under 10CFR505e 
WILLIAMS, J h Project Directoralo IJ 4 (formerly TVA Project Directorate) (Post 

990603) 92/05/14. HEBDON.F J Project Directorate II 4 (formerly TVA Project Dproc- 

torale) (Post 600603) 3pp 61722 026-61722.028 


9206290234 TS Chan go 92-05 to Licenses DPR-?? & D PR-7 9, revising TS Bases 3/ 
4 3 38, "Fire DelecTion Instrumentation," 3/4 7 11, "Fire Suppression Sys” & 3/ 
4 7 12, ^‘Fifo Barrier Penetrations,” to clarify fire watch requirements 
WILSON, J L Tennessee Valley Authority TVA-SQN TS 92 05 92/05/26 Documonl 
Conirol Branch (Documonl Control Desk) 2pp 61804 333-61894 345 

--Q20529D236 Proposed TS Bases 3/4 3 3 8 re fire detection instrumonta1ion,3/4 7 1i re 
fire suppression sys & 3/4 7 12 re lire barrier penetrations 

* Tennessee Valloy Authonty TVA-SQN-TS 92 05 92/05/26 lipp 61094 335- 

61894345 

0205290303 TS Change Requost 92-04 to Licenses DPR 77 & DPR-79, changing TS 3/ 
4 6 53, ”lce Condenser Doors" & associated bases to add action statement to pro 
vide for potential condition of ice condenser inlet doors restrained from opening 
WILSON, J L Tennessee Valley Authority TVA SQN-TS-92 04 92/05/26 Document 
Conirol Branch (Document Control Desk) 2pp 61896 326-61896 340 

“9205290305 Proposed TS 3/4 6 5 3 re Ice condenser doors 

* Tennessee Valley Authority TVA-SQN-TS 92-04 92/05/26 13pp 61896328- 

61696 340 

9205290312 TS Change 92 03 lo Ltcenaes DPR-77 & DPR-79,changlng TS to delete 
3 25 requirement for Interval of three consecutive surveillances from TS 4 0 2, per (Ge- 
neric Ltr 86-14. 

WiLSON,JL Tennessee Valley Authority TVA SQN-TS'92 03 92/09/26 Document 
Control Branch (Document Control Desk) 2pp 61806 31 1 61896 325 

“6205290313 Proposed TS 4 0 2 ro consoculiva surveilJance intervals 

* Tennessee Valiey Authority TVA-SQN-TS 92-03 92/05/26 13pp 61896313- 
61866 325 


O. Inspection reports, IE Bullellns & correspondence 

9205050012 Ack receipt of 920316 ltr informing NRC of slaps taken to correct violations 
noted in insp ropls 50-327/02 02 S 50-328/92 02 on 920218. 

WILSON. B A Region 2 (Post B2OZ01) 92/03/26 Tennessee Valloy Aulhonty 3pp 

61639 001-61530 003 

9205060059 Forwards insp repts 50-327/92-08 & 60 328/92 08 on 920309- 13 No vio- 
tallons or deviations noted 

CLINE, W E Region 2 (Post 820201) 02/04/06 Tennessee Valley Authority 4pp 
61540 134-61640 140 

“9205050065 Insp repts 50-327 /92-OB & 50-326/92-08 on 920309 13 No violations 
noted Major areas inspected radiological emergency plan 8 implementing 
procedures, emergency facllilies & organization & mgl conlrot. 

SALYERS.G, RANKIN,WH Region 2 (Post 820201) 92/04/03 lipp 61640138- 

61640 148 

9205120250 Forwards Insp repis 60 327/02-06 & 60 328/92-06 on 920301-0407 Appar- 
ent violation Involving failure to comply w/TS requirements for operability of Ico con- 
denser inlet doors Identified & considered for enforcement action 
RE YES, LA Region 1 (Post 820201). 02/04/09 MEDFORD, MO Tennessee Valloy 
Aulhorily PP 61624,132 61624 167 

“9205120265 Insp repts 50-327/92-08 & 50 328/02-06 on 920301 0407 Violations 
noted Major areas Inspected plant operations, plant maini, plant surveillance, evaluation 
of licensee salf-assossment capability A LER closeout 

HOLLANBD.W.E . KELLOQQ,PJ Region 2 (Post 820201) 92/04/08 32pp 

61624 136-61624 167 

9205050117 Forwards Insp repts 50 327/92-10 & 50 328/92-10 on 020319-26 No viola 
lions er deviations noted 

JliLIAN.CA Region 2 (Post 620201) 02/04/23 Tennessee Volfey Aulhonty 4pp 
61630 295 61539 307 

“92050S0120 Insp repts 50-327/92-10 & 50-328/92-10 on 920319 26 No violations 
noled Major aroas inspected invosligallon & corrective actions re binding of ice con 
denser doors & review of instrument maint procedures 

LENAHAN.J.J, 8UKE,JJ Region 2 (Post 820201) 92/04/21 7pp, 61639'209- 
61530 307 

9205040234 Provides addi info 6 enforcement perspectives ro operability of fee con- 
denser Inlet doors 

WILSON, J.L. Tennessoo Valloy Authority. 92/04/24 Document Control Branch (Oocu 
ment Control Desk). 4pp 61 598*260-61698 283 

9206120028 Forwards insp repts 50 327/92-09 & 50 328/92-09 on 920323 0410 Viola 
tions noted Violations boing considered for escalated ertforcement action Enforcement 
conference scheduled for 920501 

GI8SON.AF. Region 2 (Post 020201). 92/04/24 MEDFORD, MO Tennossoe Valloy 
Authority 4pp 6163 5 0 94 61635 109 

“9205120038 Insp repts 50-327/92-09 & 60-328/92-09 on 920323 0410. Violations 
noted Mojor areas inspected observation of work activities, re view of procedures & 
review of data & evaluations associated w/facillty, 

COLEY.J.L, BUKE,JJ Region 2 (Post 820201) 92/04/22. 12pp 61635*098 
61638*109 

9205220007 Ack receipt of 920410 ltr Informing NRC of steps taken to correct violations 
noted In insp repts 50-327/92-03 & 50-328/92-03 

WILSON, PA Region 2 (Post 820201) 92/04/30. MEDFORD,M.O Tennessee Valley 
Aulhonty 3pp 61 735 0 1 3 6 1 736:01 5 

9205220020 Discusses 020501 enforcement conference at plant re apparent Inoporabil* 
ity of ice condenser lower inlet doors which were jammed by rising floor wear 
pads List of attendees & handouts end, 

REYES.LA Region 2 (Post 820201) 92/05/01. MEDFOHD.MO. Tennessee Valley 
Authority. 22pp 61735 059 61735.080 

9206220045 Summary of 920501 enforcement conference w/util re apparent weakness- 
es w/fmplementation of Inservice insp program, which did not detect cracks In feed- 
water piping before through wall crack occurred List of attendees end 
REYES.LA Region 2 (Post 820201) 02/05/01. MEDFORO,M.O, Tennessee Valley 
Aulhonty. 61pp 81735 092-61735,142, 
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&2 05110147 Forwards Cycle 5 refueling outage SQ tube plugging summary rept, detailing 
SQ tubes plugged during outage Insorvice insp of lubes compleled on 920419 Special 
rent of results will be submitted on or before 930419 

WUSON.J L Tennessee Valley Authority 92/05/04 Document Control Branch (Docu' 
ment Control Desk) 6pp 61GS0 230 61650 235 

9205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
Unisolabla Reactor Coolant Pressuro Boundary Piping Inside Containment at Boiling 
Water Reactor “ 

ROSSI, CE Division of Onerationat Events Assessmonl (Post 670411) 92/05/06 
Consolidated Edison Co of New York, tnc 6pp 61667 349 61667 354 

9205010045 NRC Into Notice 92 036, “Intorsystem LOCA Oulside Conlammer^t " 
ROSSJ.GE Division of Operational Events Assessment (Post 670411) 02/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61716 009 

9205040266 Suppt 1 to NRC Info Notice 92 016, “Loss of Flow from Residual Heat Re- 
moval Pump During Refuefing Cavity Dralntlown “ 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of New York. Inc 4pp 61718010 61710013 

92051 90035 Forwards Westinghouse authorization Itr & accompanying atiidavit & copy- 
right notice for WCAP-1277 ro structural evaluation of prossurlzor surge 
lines, considering effects of thermal stratificatlon.per NRC Bulletin 66 011 
MUSELER.WJ Tennessee Valley Authority 92/05/07 Document Control Branch 
(Document Control Desk) 2pp 61/39 239-61739 249 

-9205190038 Requests withholding of WCAP-1277/, “Structural Evaluation of Se- 
quoyah & Watts Bar Units I & 2 Pressurizer Surge Lines, Consldoring Effects of Ther- 
mal Stratification,” (ref 10CFR2 790(b)(4)) 

LIPARULO.NJ Westinghouse Electric Corp 92/04/21 MURLEY.T Document Con- 
Irof Branch (Document Control Desk) 9pp 61739 241-61739 249 


R. Periodic operating reports & related correspondence 

9205040263 “Annual Radiological Environ Operating Rept Sequoyah Nuclear Plant 
199L” W/920428 )tr 

WILSON.JL Tennessee Valley Authority 91/12/31 lOOpp 61595 116-61695 239 

9205260193 Monthly operating repts for Apr 1992 for Sequoyah Nuclear Plant Units 1 & 
2W/920515ltr 

HOLLOMONJJ. WILSON.JL Tonnossoo Valley Authority 92/04/30 lOpp 
61802 311-61802.320 


S. Reportable occurrences, LHRa related correspondence 

920S050Q01 Rev 2 to Special Rapt 91-15 on 810801 .significant corrective action rept 
initiated to document nonconservatwo calculated radiation doses Caused by personnel 
error Necessary documentation will bo completed by 020731 
WILSON, J L. Tennessee Valley Aulhorily 92/04/27, Document Control Branch (Docu- 
ment Control Desk) 4pp 61563 356 61563 359 

9205110183 ROon 920502, units entered LCO 37111 & 37114 due to leak In high 
pressure tiro protection piping, disrupting supply of water to piping Leaking portion iso- 
lated & backup suppression ays eatablishod 

WILSON, J L Tennessee Valley Authority 92/05/04 Document Control Branch (Oocu 
ment Control Desk) 2pp 61677 31 2-61 677*313 

6205180127 Special Rept 02 04 on 920331,shlold bldg ponelration Mark 72 on Etova 
tion 717 breached to support planned SG maint activities SG mainl activities complot- 
ad & fire barriers relurnoa to operable status on 920421 

WILSON, J.L Tennessee Valley Authority 02/05/06 Document Control Branch (Docu- 
ment Control Desk) 4pp 61724 312 61724 315 

6205180116 LER 92-004-00 on 920414,containment venlllalion isotallon occurred as 
result of spurious opening of breaker Cause not determined Troubleshooting activities 
performed on breaker & radiation monitors W/920512 Itr. 

WHITTEMORE.C.H , WILSON.JL Tennessee Valley Authority 92/05/12 6pp 
61767 050 61757 055 

9205260005 Special Rept 92-05 on 920502, listed LOCs entered duo to leak in high 
pressure fire protection piping sys.Caused by misalignment of plpo In slip ioint boll 
connector Lino repaired & sys realigned to normal on 920509 
WILSON, J L Tennessee Valley Authority 92/05/18 Document Control Branch (Docu 
ment Control Desk) 4pp 81700 328 61780 331 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


O. Inspection reports, IE Bulletins & correspondence 


9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Gorrosioni in 
fJnlsolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor '* 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Co or New York. Inc 6pp 61667 349-61667 354 

9205010045 NRC Info Notice 02 038. “Inlersyatem LOCA Outside Comainmont" 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718001-61718 009 

9205040265 SuppI 1 to NRC Info Noltce 92 018, "Loss of Flow from Residual Heat Re 
woval Pump During Refueling Cavity Draindown “ 

ROSSt.CE Division of Oporatlonal Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61710 010-61718 013 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency fk fire protection plans 


920B18034B Forwards public version of Rev 32 to plant emergency telephone book W/ 
020504 (elaa&e memo 

SERRA.pl Iowa Electric Light & Power Co 92/04/07 Document Control Branch 
(Document Control Desk) 4pp 61713 284 61713 355 

-0205180351 Public version of Rov 32 to plant emergency lolophono book 
* Iowa Eleclric Light & Power Co, 92/04/07 68pp 61713 280-61713 355 

9205140283 Forwards public version ol Rev 32 to omorgency letephona book.reflGCtlng 
revs lo pages A-10.B 2,G B,B 10, D 1 & alphabetical li si mg W/ 92050 4 release memo 
SERRA.Pl Iowa Eloclric light & Power Co 02/04/13 Document Control Branch 
(Document Control Desk) 4pp 61703 238-01703 261 

-9205180139 Public version of rev 32 to emergency telephone book, rollecling revs lo 
Pages A-1 0,0-2, B G.B 10 & D 1 

“ Iowa Electric Light 6 Power Co 92/04/13 23pp 61703 241 61703 261 

9205080260 Forwards Rev 20 lo security plan, per 10CFR50 54(p) Rov withhold (ref 
10CFR73 21) 

FRAN2.JF Iowa Electric Light & Power Co 92/04/27 MURLEY.T E Office of Nude 
ar Reactor Regulation, Director (Post 070411) 2pp 61606 314 61606 315 

9205200107 Forwards Itnal rept updating existing evacuation plan for facility in Linn 
County, I A Slate of Iowa submitted documoni lo PEMA for review & approval as part of 
ongoing rov to emorgency plans 

COHEN.LK Emergency Pfoparodnoss Branch FIN L 1750 92/05/06 JAMISON J 
Battolle Momonal Institute, Pacific Northwest Laboratory ip G1722 317 61722 317 

9206200056 Rev 13 lo "Duane Arnold Energy Gtr Emergency Plan “ W/920521 Ur 
FRANZ.J.F lowo Electric Light & Power Co 92/05/21 200pp 61823178-61624 109 


I, Financial information 


9205260238 Forwards "lES Industries, Inc 1991 Annual Rept” & ‘Cenlral Iowa Power 
Cooporalive 1991 Annual Rept ” Corn Bell Power Cooperative financial Blalemonts as 
of 911231 & 1990 end 

FRANZ.J F Iowa Eloctnc Light & Power Co 92/05/22 MURLEY.T E Office of Nude 
ar Reactor Regulation, Director (Post B70411) Ip 61870 252-61670 352 

-9205200242 “lES IndustfiQS.lnc 1991 Annual Rept" 

ANOERSON.CR, LIU,L Iowa Southern Utilities Co 01/12/31 50pp 61879 263 
61870 303 

—9205280244 "Central towa Power Cooperative 1991 Annual Rept" 

WENSTRAND.J , MURDOCK.D Centrali Iowa Power Cooperative 01/12/31 50pp 
61079 304 61079 352 


V. Operator Examinations 

6205050070 Discusses arrangements & requirements for upcoming licensing exams 
scheduled for wk of 920713 

PEEBLES, T A Region 2 (Post 020201) 92/04/14 NAUMAN.DA Tonnessoe Valley 
Authority 12pp 61539,146 61539 157 


DOCKET 50*329 MIDLAND PLANT, UNIT 1 


Q. Inspection reports, IE Bulletins & correspondence 


P. Operating license stage documents & correspondence 

9205050284 Forwards corfoctod page 3 2-39 lo amend 182 redocllng changes made by 
olhor amends 

SHIRAKl.CY Prolecl Directorate II1-3 92/04/16 LIU.L Iowa Electric Light & Power 
Co 3pp 61588 323 61568 326 

-9205050266 Corrected page 3 2 39 to amend 182 reflecting changes made by olhor 
amends 

• NRC - No Dolailod Affiliation Given 92/04/16 Ip 6t5BB 326 61 568 326 


9205010009 NRC Info Notice 92-035. “Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor “ 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667^349 61667.354 

9205010045 NRC Info Notice 92-036, “Inlersyatem LOCA Oulside Containment ” 

ROSSI, C.E Division ol Operalionel Events Assessment (Post B70411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61710 001-61718 009. 


9206040247 Forwards litnoss for duly program contacts listed on program performance 
rapte 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J. Information & 
Records Managornont Branch (Post 890Q27) 4pp 61563 326 Bl 683 329 


9206010279 Forwards Rov 1 to “Duana Arnold Energy Gtr Cycle 12 Coro Operating 
Limits RopL” 

FRANZ.J F, Iowa Eleclric Light & Power Co. 02/04/21 MURLEY.T E Office of Nucle- 
ar Reactor Regulation, Director (Post 870411) Ip 61552 239 61552 262 


929604026B Supp1 1 to NRC Info Notice 92-010, “Loss of Flow from Residual Heal Re- 
moval Pump Ounng Refueling Cavity Draindown “ 

ROSSI, CE Division of Oporatlonal Events Assessment (Post B7041I) 92/05/07 
Consolidated Edison Co of New York. Inc 4pp 61710 010*61718 013. 


-9205010281 Rov 1 to "Duane Arnold Energy Ctr Cycle 12 Coro Operaiing Limits 
Rapt ” 

BESSETT.P, SALMON,! J- Iowa Electric Light & Power Co. 92/04/17 22pp 
61562 241-^61562 262, 



00 uuurvtLlbU ITEMS 


9205060231 Application for amend lo Uconse DPR 4'9, consisting of TS Change RTS’ 
2J 8, in corpora ting requirements for addi HWCU sys feak daleclion rnstrumGiitation in- 
stalled during current refueling outage 

FRANZJ F (owa Electric Ught & Po*er Co 92/04/22 Document Control Brarich 
(Document Control Desk) Spp 61616 087 (31616 095 

--9205000241 Proposed Tech Specs Change RTS 24a,rncorpora1ing requirements for 
addi RWCU sys leak detection mstrumentation mstalled during current re fueling 
outage 

* fowa Floctric Light & Power Co 92/04/22 3pp 61616092 61616095 

9205040022 Suppl to 920422 Request for TS Change RTS 248.changing RWCU leak 
detection, con St sting of TS Table 3 2-A ro instrumentation that initiates primary contain- 
mant isolation Pago Inadvertently omitlod from initial submittal 
SALMON, fl F Iowa Electric Ught & Power Co 92/04/23 MURLEY.T E Office of Nu- 
clear Reactor Regulation, Oireclar (Post 870411) Ip 61551 OOl 61551 002 

-9205040023 Proposed TS Table 3 2-A ro irkstrumar^ialion that initiated primary contain- 
ment isolation 

* Iowa EloctfiC Ught & Power Co 92/04/23 Ip 61551 002-61551 002 

9205060205 Documents items discussed in 920304 leJcon ro previously mado •commit- 
ments lor specifically accourtirng tor isotopic weights tor Pu-241 in SNM 
proaramimplementing commitment not prudent & could result in incorrect reporting 
FRANZ.JF Iowa Electric Light & Power Co 92/04/30 MURLEY.T E Office of Nucio 
ar Reactor Regulation, Director (Post 87041 1) 2pp 61600 298 61600 299 

9205070010 Discusses status of commitments made rn 861205 Ur ro 1966 DCRDR 
summary rept Green off status light will be added to hydrogen/ojfygen analyzer heater 
switch & Indicating unit to ensure consistont red/greon indicating lights 
FRANZJ F Iowa Electric Light & Power Co 02/04/30 MURLEY.T £ Office of Mucte 
ar Reactor Regulation, Director (Post 07041 1) 6pp 61600 245-61600 259 

9205180186 Responds to NRC 92D319 request for voluntary participation In pilot pro- 
gram lo compile current ficensing basis, per Genoric Ltr 92 03 Util will dolermfno If par- 
ticipation warranted after attending 920622 workshop 

FRANZ.J F Iowa Electric Light & Power Co 92/05/07 MURLEY.T E Office of Nude 
ar Reactor Regulation, Director (Post 67041 1) 2pp 61721 263 61721 264. 


0, Inspection reports, IE Bulletins & correspondance 

9205280109 EN'92-034on 92050l,riolico of proposed imposition of civil penally In 
amount of 512,500 issued to liconsco Action based on HP violations during ISI insp of 
recirculation sys riser, presenting potential tor overoxposure 
TROSKOSKLW, L!EBERMAN,J Ofc of Enforcement (Post 070413) 92/04/28 ip 
61886123-61068123 

9205070231 Foiwards Insp Rept 50-331/92 06 on 920313 0428 No violations noted 
KNOP,RC Region 3 (Post 820201) 92/04/30 LIU.L tows Electric Light & Power Co 
2pp 61623 294-61623 316 

-9205070234 Insp Rapt 50 331/92-06 on 920313 0428 No violations noted Major 
areas inspectod followup of evenis.oporational safety. mainLsurvQtllanco,refuolrng 
activities, temporary instruct ran, decay heat removal & rept review. 

HAGUE, RL Region 3 (Post 820201) 02/04/30 21pp 01823 296 61023 3l6 

9205070297 Forwards Safey Insp Rept 60 331/92-07 on 920317-27 & notico of viola- 
tion A proposed imposition of civil penalty in amount of $12,500 
DAVIS,AB Region 3 (Post 020201) D2/05/0'1. LILl,L Iowa Electric Light & Power Co 
4pp 61619 354 61619 360 

-9205070301 Notice of violation & proposed imposition of civif penalty in amount of 
$12,500 Violations noted failure to make adequate radiation survey (o assure compli 
ance W/10CFR20 101 & workers inadequaloly instruclod 
DAVIS.AB Regions (Post 820201) 92/05/01 3pp, 61619 358-61619360 

9205010009 NRC Info Notfeo 92 035. "Higher Than Predacled Erosion/ Corrosion In 
Urxlsolabia Reactor Coolant Pressure Boundary Piping (nsido Containmerii al Boiling 
Water Reactor '* 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp. 61667 349 61667 354 

9205010045 NRC Info Notice 92 036, " Inters ystom LOCA Outside Containment " 
ROSSr,CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61718001 61710009 

820504026S Suppl I to NRC Info Notice 02-016. "Loss of Flow from Residuaf Heal Re- 
moval Pump During Refueling Cavity DraInrJown " 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61710 010-61716 013 

9205180037 Fonvards Insp rept 50 331/02-10 on 920420-24 No violations noted, 
PEDERSON, CD Region 3 (Post 820201)' 92/05/08 LIU,L Iowa Electric Light & 
Power Co 2pp 61890 200-61690 219, 

-9205180051 Insp repl SO-331/02-10 on 920420-24 No violations noted Major areas 
inspected licensee radiation protection program during refueling oulage, Including ac- 
tions on previous insp findings & organization & mgt controls 
KOZAK.TJ, SNELL,W Hoflton 3 (Post 820201) 92/05/07 Spp 61690211- 
61690 219 


n. Periodic op statin B reporla & related cofraspondence 

9206040002 Forwards "Environ Radiological Monitoring Program for Duane Arnold 
Energy Clr, Annua) Ropt Part 1, Summary & Inlerpretalion.f 0&1'' & ‘‘Environ Radiologi- 
cal Monitonng Program Part 1 l,Da1a Tabulations & Analysis, 1991," 

WILSON.DL Iowa ElecUtc Light A Powor Co 02/04/24 OAVIS.A 8, Region 3 (Post 
020201) Ip 61560 123-61550 262 

*-9205040003 "Environ Radiological Monilonng Program for Duane Arnold Energy Ctr 
Annua) RepLPart I Summary & Intern ret at ion. 1991 " 

HUEBNER.LG Toledyno fsolopes, 91 /I2/31 SEpp 61550 124-61650 204. 

-9205040004 "Environ Radiological Monitoring Program for Duane Arnold Energy 
Clr. Annual Rept Pan il.Data Tabulations & Analysis, 1991 " 

HUE8NEfl,L() Teledyne fsolopes 91/12/31 45pp 61650 295 61650 252 


9205100047 Monthly operating rept for April 1992 for Duane Arnold Energy Center W/ 
92051 5 ltr 

TRAN.H, WILSON, DL Iowa Efoctnc Light & Power Go 92/04/30 7pp 61740 331- 
61740 337 

9205129278 Forwards semiannual rept for "Pian for integrated Scheduling of plant 
Mods for OAEC " Rept summarizes progress m implementing Schedule A & B 
iiemsjdentifies changes since last ropl & provldos updated schedules 
FnANEpJ F Iowa Electric Light & Power Co 92/05/04 MURLEY,T E Office of Nucle- 
ar Reactor Regulation, Director (Post 870411) 26pp 61604 213 61684 237 


S, Reportable occurrences. LERs & related correspondence 

9205050243 LER 91-005 01 on on 910622.singie outboard MSIV closed, resulting In 
high flux automatic reactor trip On 910623, padia) Group )V actuation Isolated RHR 
sys suction piping Instrument line snubbers Installed W/920420 ltr 
MCQEE.R , WILSON.OL Iowa Electric Ught & Power Co 92/04/28 6pp 61601 227- 
61601 232 

9205080183 LER 92-005 00 on 9204 06 .primary containment isolation sys Group III Iso- 
lation occurred, resulting in Initiation of standby gas treatment sys A Cause 
unknoiwn Isolation reset W/920501 (Ir 

KeRn,JD, WILSON, DL Iowa Electric Light & Power Co 92/05/01 DAVIS,AB 
Region 3 (Post 820201) 4pp 61667 632-61667 336 

9206220061 LER 02-006-00 on 920416.161 KV breaker resulted in several unanticipat- 
ed primary containment Isolation sys actuations & starling ot “Q" EDQ Caused by mo- 
mentary drop in voltage on one bus Switchyard cable was replaced W/920515 Hr 
PROB57.J , WILSOnId.L Iowa Eloctnc Light & Power Co 92/05/15 9pp 61791 298- 
61 791 306 


DOCKET 50*332 BARNWELL REPROCESSINQ PLANT 


A Appllcatfon/confitrucllon atage documents 6 correspondence 


92050B0077 Informs of NRC Intention to Initiate termination unless add! Info provided to 
support request for continuation of activillos aulhorizod by construction permit CPCSF- 

HICKEYJ N Fuel Cycfe Safety Branch 92/04/27 RITARDI,A F Allied General Nucle- 
ar Services 1p 61618 344-61619 344 

9205200 19S Ack receipt of 920427 ltr ro NRC ponding decision of Barnwelf Nuclear 
Fuo) Plant, BarnwelliSC Licensee does not intend to provide addI info In support of re- 
quost for conlinuation of construction permit CPCSF-4 

RITARDI.AF Allied General Nuclear Services 02/05/12 HICKEY, JW, Fuel Cycle 
Safely Branch Ip 61755 073*61755 073 


DOCKET 50-333 JAMES A. FITZPATRICK NUCLEAR POWER PLANT 


F, Security, medical, emergency A. fire protection plans 


9205060170 Hovrsod EPlPs.(ncluding rev 45 to EAP-17, "Emergency Orqanization Staff- 
ing," rev 17 to Eap- 22, "Operation & Use of Radio Paging Device" & Rev 30 (o SAP- 
3, "Emergency Communicalion TostinQ." 

FlTZPATnlCK,J Power Authority of the Stato of New York (New York Power Author- 
ity) 92/04/29 aipp 81602‘309 61502 341 

9205130112 Notification of 920518 meeting w/util In Rockville, MD to discuss results of 
lOCFRSO.app R.safo shutdown analyses for plant & potential exemptions needod as 
result ot analyses 

MCCABE, BC Project Directorate 1-1 02/06/07 CAPRA, R.A Project Directorate 1-1 
4pp 61671 356 6167 V359 

9305260165 Notification of cancelled 020518 meeting w/util In RocKviile.MD to discuss 
results of new 10CFR60,App R.safe shutdown analysis for Fitzpatrick plant & potential 
oxemplions nooded as result of analysis 

MCCAbE.BC Project Ofroctorate 1-1, 92/05/07, CAPRA.R A Project Directorate 1-1 
4pp SI 765 283-81 766 286 

9205190050 Forwards emergency preparedness (nsp rept 50-333/92-06 on 920323 
26 No violations noted, Insp found effective emergency preparedness program 
Implementation, w/notablo stror^gths In training, facilities & audita /reviews 
JOYNeR.J H. Region 1 (Post 820201) 02/05/11 SALMON, H Power Authority of the 
State of Now York (New York Power Authority) 3pp 61706'343-61706'357. 

-0205190058 Insp rept 60-333/92-06 on 920323-26, No violations noted Major areas 
Inspected program changas.omeraency facililios, equlpmentjnslrumenlallon & 
si^pfiea.orflanizatlon & mgt conlrola emergency response organization training 
ECJKERT.L,, MGCA0E.E Region 1 (Post 020201) 92/05/06 12pp. 61706 346- 
61706 357. 

9205190075 Forwards physical security insp rept 50-333/92-10 on 920420-24 No vlola- 
hons noted. 

JOYNER, J,H. Region 1 (Post 820201) 92/05/11 SALM ON, H P Power Authority of 
the State of New York (New York Power Authority) 3pp 61 707*21 8*61 707.227 

-92O510OD79 Partially withhold Insp rept 60-333/02-10 on 920420 24 (ref 
10CFR73,21) Major areas inspected protected & vital area physical barrjors.detect}on 
& assessment afds.fnainl & compensatory measures & security 
KING.EB,. KEIMfG.RR Region 1 (Post 820201), 92/06/06 7pp 61707'221. 
61707'227. 

9205270268 NotiffCalion of 920528 meeting w/util In Rockville, MD lo discuss results ol 
now 10CFR50,app R^fiafe shutdown analysis for plant & potential exemptions needed 
ad resufl of analysis 

M(XA8E.BC. Project Directorate 1-1 92/05/18 CAPRA.R A. Project Directorate f-1 
4pp 61 705 342-61 786.345. 



DOCKETED ITEMS 89 


H. Gendral correapondence 

9205110082 Comment supporting NRC program to eliminate requirements marginal to 
salely 

BEEDLE,R E Power Authority of the State of New York (Now York Power Authority) 
92/05/04 Division of Freedom of Information & Pubficatrons Sorvices (Post 8G0205) 
aspp 61600 088 61600 171 


I Financial Information 

9205190244 “Power Authority of State of New York Annual Financial Rept, 1991 *' W/ 
920513 Itf 

BEEDLE.R E , FLYNN.R M Power Authority of the State of Now York (New York 
Power Authority) 91/12/31 54pp 61753 012*61753 070 


P. Operating license stage documents St correspondence 

9206040247 Fonvards fitness for duty program contacts fisted on program perform anco 
rents 

K(jUP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT J Information & 
Records Management Branch (Post 690827) 4pp 61663 326*61563.329 

9205160212 Requests recommendalions for apecific panel discussion topics & names 
of members of staff attending & participating fn workshop on subj of current licensing 
basis 

CAPRA.R A Project Directorate M 92/05/04 BEEDLE.R E Power Authority of the 
State of New York (Now York Power Authority) 4pp 61702 350 61702 353 

9205130112 NoliflcBtlon of 020518 mooting w/util In Rockville.MO to discuss results of 
10CFR50,app R.safe shutdown analyses for plant & potential oxemptions needed as 
result of analyses. 

MCCA0E.BC Project Directorate M 92/05/07 CAPRA.nA Project Directorale M 
4pp 61671 356*61671.359 

9205260155 Notification of cancolled 920510 mooting w/utll In RockvIlle.MD to discuss 
results of now loCFR50,App R.safo shutdown analysis for Fitzpatrick plant & potential 
exemptions needed as result of analysis 

MCCABE, B C Project Directorate hi 92/05/07 CAPRA, R A. Project Directorate I- 1 
4pp 01765 283*61765 286 

9206210203 Fonvards amend 101 to license DPR-59 & safely evaluation Amends 
changes IS table 3 2-8 “Accident Monitoring Inblrumantalion,” & table 4 2 0 “Min 
Tost & Calibr Frequency for Accident Monitoring Instrumenlation “ 

MCCABE, BC Pfojecl Directorate 1-1 92/05/14 BEEDLE.R E Power Authority of the 
SlalQ of New York (New York Power Authority) 3pp 61765 008 61766 045 

.*9205210226 Amend 181 to llconso DPR-59, changing TS table 3 2 8, "Accident Moni 
toring Inslrumenlalion," & table 4 2*8, “Mm Test & Calibr Frequency for Accident 
Monitoring Instrumentation “ 

CAPRA.R A Project Diroctorato M 92/05/14 30pp 61765 011*61765 040 

-'9205210230 Safely ovafualion siipporling amend 181 lo license DPR-59 
• Office of Nuclear Reactor Rogulalion, Director (Post 870411) 92/05/14 5pp 
61765 041 61765 045 

920527026B Notification of 920520 meeting w/util in Rockville, MD to discuss results of 
new 10CFR50,app R.safe shutdown analysis for plant & potenliat oxemptions noodod 
Bs result of analysis 

MCCABE.BC Project Diroctorato 1-1 92/05/18 CAPRA.R A Projecl Directorate 1*1 
4pp 61785 342-61785 345 

9206290273 Requests addi ir^fo re plant IPE within 00 days of Ur date 
MCCABE.BC. Project Directorate 1-1 92/05/20 BEEDLE.R E Power Authority of Iho 
Slate of Now York (New York Power Aulliorily) 8pp 61811 161*61811 168 

9205260199 Forwards ef^licatlon for amend to Licenso DPR-59, changing TS Tablo 4 2- 
1, "Min Tost & Calibr rrequency for PCIS” lo reflect plant mod lo deactivate roactor 
vessel head spray portion of RHR sys 

BEEDLE.R E Powor Authority of the Slate of New York (New York Power Authority) 
92/05/21 Document Control Branch (Document Control Desk) 2pp 61802 343 
61002 356 

-*9205260207 Application for amend to Llconso DPR-59, changing TS Table 4 2-1, “Min 
Tost & Calibr Frequency for PCIS" to reflect proposed plant mod to deactivate reactor 
vessel head spray portion of RHR sys 

BEEDLE.R E, Power Authonly of Iho State of Now York (New York Power Authority) 
92/05/21 Ip 61802.345 01002 345, 

-9205280212 Proposed TS Table 4 2-1, "Min Teat & Calibr Frequency for PCfS “ 

^ Powor Aulhofily of the State of New York (Now York Power Aulhorily). 02/05/21 
lipp 61802 346 61802 356 


Q. Inspection reports, IE Bulletins & oorrespondonce 

9206010061 Forwards Insp rept 50-333/92-07 on 020330 0403, No violations noted 
JOYNER. J.H. Region 1 (Post 820201) 92/04/17, CONVERSE.R Power Authority of 
the Stale of Newark (New York Power Aulhorily) 3pp 61490 096-61 499* 109 

-9206010089 (nap rept 50*333/92-07 on 920330 0403 No violations noted Major areas 
Inspectedvadiologlcal controls program, including status of previously identified 
ltom8,tours of radiological conlrols areas & ALARA program 

SHERBINI.S, PASCWK.W Region 1 (Post 020201) 92/04/13, lipp 61409.099- 
61499,109 

9205040168 Nolificatlon of enforcement conference on 020318 to discuss apparent vio- 
laliona documented In Insp rept 60 333/91-22. 

HEHUC.W Region 1 (Post 820201) 92/04/17 BEEDLE.R E Power Authority of the 
State of New York (New York Power Authority) 85pp 61613,113-61613,197. 

9205100293 NoliflcaUon of contract execulion,task order 33, lo “Nuclear Power Roactor 
Operation 3, Mods & Malnl Insp Svcs,“ Con(ractor;Parameter,lnc 
DUBOSE, BJ Division of Contracts & Property Management (Post 090205) FIN L- 
1343 2 92/04/22 SCHWINK.W.S Planning, Program 5 Management Support Branch 
(Post 870411) THOWAS.BE NRC - No Detailed Affiliation Given Ip 61710.347- 
51710352, 


-9205180319 Ltr contract NRC 03-09 027, awarding Task Order 33, “JA Fitzpatrick Nu- 
clear Power Plant Safety Sys Functional Insp" lo "Nuclear Power Reactor 
Operations,Mods & Maint Insp Svcs “ 

SCOTT.ML Conlract Admmislralion Branch 1 (Post 900603) FIN L-l 343-2 92/04/ 
17 LOFTY.RA PARAMETER. Inc 5pp 61710 349 61710 352 

9205010000 NRC Info Nolice 92 035, "Higher Thao Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Roactor " 

ROSSI, CE Division of Operational Events Assossmont (Post 870411) 92/05/06 
Consoltdalod Edison Co of New York, Inc 6pp 61667 349 61667 354 

9205010946 NRC Info Notice 92 036, “Inte/systam LOCA Outside Containment “ 

ROSSI, CE Oj^risfon of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, fnc 9pp 61718 001 61718 009 

9205040265 SuppI 1 to NRG Info Notice 92-016, “Loss of Flow from Residual Heal Re 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessment (Pest 670411) 92/05/07 
Consolidated Edison Co of Now York. Inc 4pp 61718 010 61718 013 

9205190060 Forwards emergency preparedness insp rept 50-333/92 06 on 020323 
26 No Violations noted tnsp round effective emergency preparedness program 
implomonlQtion.w/ notable strengths in training.facililies & audils/re views 
JOYNER, J H Region 1 (Post 020201) 02/05/11 SALMON, H Powor Authority of f he 
State of Now York (New York Power Authonty) 3pp 61706 343 61706 357 

-9205190058 tnsp rept 50-333/02-06 on 920323-26 No violations noted Major areas 
inapecled program changes.Gmergency facilitlos, oquipmont.inslrumentalfon & 
supplies, organirallon & mgt control & emergency response organization training 
EGKERT.L, MCCABE.E Region 1 (Post 820201) 92/05/06 12pp 61786 346- 

61706 357 

9205190075 Forwards physical security insp rept 60 333/02*10 on 920420-24 No viola 
tions noted 

JOYNER, JH RogFon 1 (Post 820201) 92/05/11 SALMON.H P Power Authority of 
Ibo Stale of Now York (New York Power Authority) 3pp 61707 218*61707 227 

-9205190079 Partially withheld Insp rept 50-333/02*10 on 020420-24 (ref 
10CFR73 21) Major areas inspected protected & vital area physical barn ors.del action 
& assessment aids, malnl & componsatory measures & security 
KING.EB, KEIMIG.RR Region 1 (Post 820201) 92/05/06 7pp B1 707 221 

61707 227 

9205210076 Forwards insp rept 50 333/02 03 on 920308-0418 No violations noted 
COWGILL,CJ Region 1 (Post 820201) 92/65/13 SALMON.H P Power Aulhorily of 
tho State of Now York (Now York Power Authority) 3pp 61723 213-61723 236 

-92 0521 0090 Insp ropt 50 333/92-03 on 920306 0418 No violations noted Major areas 
Inspoctod plant operations, radiological controls, maint, engineering & tochnlcal support 
& QA/aafety verification 

HAVERKAMP.DR Region 1 (Post 020201) 92/05/06 21pp 61723 216 01723 236 


R Periodic operating reports & related corrospondenco 

9206060185 "1991 Radiological Environ Operating Rept" W/920439 Hr 
SALMON.H P Powor Authonly of tho Stale of New York (Now York Power Aulhorily) 
01/12/31 MARTIN.TT Region 1 (Post 020201) 250pp 61615.100 61615 361 

9205190011 Monthly operaling ropl for Apr 1092 for JA FHzpalrfck Nuclear Powor 
Plant W/0205 15 ltr 

FLAGG, R , SALMON.H P Power Authority of iho Stale of New York (New York Powor 
Aulhorily) 02/04/30 6pp 61743 326 61743 330 


S Reportable occurrences, LERs & related correspondence 

9205140006 LER 92 016 00 on 020407,discovorod potenlial failure of containment (sola 
Hon valves In RHR pump min flow lines to close Caused by design error Internal parts 
of valves will be replaced prior to startup W/920507 ltr. 

CHILDS, W V., SALMON.HP Power Aulhorily of the Slate of New York (New York 
Powor Authority). 92/05/07 6pp 6 1 7 1 8 054 61 7 1 6 059 

9205140170 tER 92*019 00 on 920 40 7, required hourly fire watch patrol not posted 
within 1 h when dofecis found in fire barrier penetration seals in RCIC Caused by per- 
sonnel error Wnllon info ro fire walch palrol provided W/9205D7 Hr. 

CHILDS,W V , SALMON.H P Power Authority of the Stale of New York (New York 
Power Authority) 02/0B/07 5pp 61716 OGO 61718 064. 

9205160332 Special ropl, on 020406, electric driven pump was out of service for approx 
16 days & 5 h Caused by extended overhaul time Electric motor was 
removed .overhauled, tested, found satisfactory & returned to plant 
SALMON, H,P Powor Authority of the State of New York (Now York Powor Authority) 
92/05/11 Documont Control Branch (Documonl Control Desk) 2pp 61717 304 
61717 305 

9206200231 LER 92 020 00 on 020403 , do term inod that resolulion of QA nonconfor- 
mance & correction action rept, written In Doc 1906, inadequate Caused by porsonno! 
orror.Sufvoll lance proceduros rovisod & personnel added W/920513 Hr 
CHILDS, W V., SALMON, H.P Powor Authority of the Slate of New York (Now York 
Powor Authority) 92/05/13 7pp 61614 026 61814 031 


DOCKET 50-334 BEAVER VALLEY POWER STATION, UNIT 1 


F. Security, madlcal, emergency & fire protection plans 

9205010226 Oiscussos implemonling access authorization program that meets roquira 
monls of 10CFR73 66 by fmpfomenting all etomonls of Reg Guide 5 60. 

SIEBER.JD, Duquosno Llgjit Co 92/04/24 Documont Control Branch (Documeni 
Control Desk) Ip 61648 348-61540 340 



90 DOCKETED tTEMS 


9205100131 AcJvtsas l^iBl 920227 Rev 14 to physical security plan consistent w/provi 
sions o( 10CFR50 54 (p) & acceptable for inclusion in plan w/lisled exception 
JOYNER. JH Regoon 1 (Post 820201 J 9-2/05/08 SIEBER.JD Duquesne Light Co 
4pp. 61722 280 61722 272 


I. Financial Information 

9205110194 Fonvards "DQE 1991 Annual Rept lo Shareholders," "OH Edison 1901 
Annual Rept," "Penn Power 1091 Annual Repl," "Centerior Energy 1901 Annual 
R^V & "Totecfo Edison Co 1991 Annual Repl” 

8IEBERJ D Duquesne Light Co 92/05/01 Document Control Branch {Oocumoni 
Control Desk) Ip 6174 2 004 61742 105. 

-9205110196 "DOE 1991 Annual Rept lo Shareholders." 

VON SCHACK.VVW. DQE 9 V /1 2/31. 52pp. 61742 005-81742,056 

-9205110197 "OH Edison 1901 Annual Rept" 

ROGER S.JT., HOLLAND.WR Ohio Edison Co 91/12/31 44pp 61742 057- 
61742 100 

-9205110199 "Penn Power 1991 Annual Rept" 

ROGER S.JT, KENSINGEaRL. Pennsylvania Power Co 91/12/31 24pp 
61742 1(H-61742'124 

-9205110200 "Canlerfor Energy 1991 Annual Rept " 

MILLER.RA. FARLING.RJ Centenor Energy 91/12/31 eOpp- 61742 125- 
61742166, 

-9205110204 "Toledo Edison Co Annual Rept 1091" 

• Toledo Edison Co. 91/12/31. 27pp 61742.169-61742 105 


a Operating license slage documents A correspond enco 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repl 8 

KOUP.E. Reactor Safeguards Branch 92/04/20 MCK NIGHT, J Iniormalion & 
Records Managemonl Branch (Post 690827) 4pp 61E63'326-61563.320. 

9205200034 No tifJ cation o1 920623 24 workshop re current licensing basis in 
RockvlIle.MD Requests recommendations for specific panel discussion topics & 
names of members of staff who will abend workshmi 

STOLZJ F Projecl Directorate I 4 92/05/05 SIEBER.J.O Deques no Light Co 3pp 
61724-359-61724 361 


Q, Inspection reports,, IE Bulletins & correspondence 

9205060130 Forwards Safety Insp Repts 60 334/92-10 & 50-412/92 09 on 920413- 
1 7 No safety concerns or violations noted 

JOYNER, JH Region 1 (Post 620201) 92/04/27 SIEQERJD. Duquesno Light Go- 
3pp 61623 030-61623 039 

-0205080134 Safety Insp Repts 50-334/02-10 a 60 412/92 09 on 920413 17 NO 
safety concerns or violalions noted Major areas li>spectod radioacliye liquid & gaseous 
effluent conlrol programs i n eluding, mg t controls,audcts & calibr 
JANG.JC, 0ORES.RJ. Region 1 (Post 820201) 92/04/21 7pp. 81623 033- 
61823 039 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Re aciof " 

ROSSI, CE Oivlslon ef Operatronaf Events Assessment (Post 870411) 92/05/06 
Consoirdaled Edison Co of New York, Inc epp 61 66 7 •349-6 1667:354. 

9205010045 NRC fnfo Notice 92 036, "Intersystom LOCA OulsIde Containment." 
ROSSI,CE. Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York. Inc 9pp. 61718 001-61710.009. 

920 50 4 02 B5 Supp1 1 to NRC Info Notice 92-016. "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Dralndown." 

n0SSI,CE. Division of Oporallonal Events Assessment (Post B70411J 92/05/07. 
Consolidated Edison Co of New York, Inc 4pp. 61718 010*91710 013. 

9205199091 Forwards Insp repts 60-334/92 06 a 60 412/02 03 on 020413- 17 No vio- 
lations moled 

JOYNER.J.H. Region 1 (Post 820201) 92/05/08. SIEBER.J.D Duquesne Light Co. 
3pp 6 170M 53-61 707: 163 

-9205190065 Insp repis 50 334/92-06 a 60-412/92 03 on 920413-17 No violations 
noted Major areas Inspected Job coverage durirtg outage conditions 
NOGGLE,J, PASCIAK.W. Region 1 (Post 620201), 02/05/08. 8pp 61 707.1 se- 
al 707-163 

9205260027 Notificdllon of significant licensee meeting 02-76 w/utll on 620519 to dis- 
cuss enforcement conference lo discuss Inoperable eDG sequencer relays & leaking 
temporary containment penetration during roHreling 

ROGGE, J Region 1 (Post 820201). 92/06/12. Region 1 (Posl 820201) 3pp. 
61751-051 61751:063. « v ^ r-K 

9205260110 Responds lo NRC 920414 Hr re violations noted In Insp repl 60-334/92- 
O2.Corrac(iv0 acllons'Calculatfon 8700 DMC-2500 was completed to establish mini- 
mum SLCRS air flows fn charging pump cubicles 

SfEBER,JD. Duquesno Lfght Co 92/05/16 Document Control Branch (Document 
Conlrol Desk). 5pp 61787*312-61787.316. 


B. Periodic operating reports a related correspondence 

92050 19299 "NPDEB Discharge Monlloring Repl for Mar 1992 for Beaver Valley Power 
Station." W/920421 Hr 

NOONAN ,T.P. Doquasne Light Co. 02/03/31 41pp. 61652-263 61652.303. 

9205010294 Forwards "1991 Annual Environ R^t Radiological'' a "1991 Annual Envi- 
ron Repl Non-Radlolonical," per TSs 8,9.1 10 a 8 0.1.11 Corrected page for 1990 
annual environ rept. radiological also and 

SIEBeR,J,D Duquesne Llghl Co. 02/04/27. Document Control Branch (Document 
Control Desk). 2pp. 61597001 81596068. 


-9205019295 Corrected page S3 of *'1990 Annual Environ Rept, Radrofogical," correct- 
ing mean external radiation (mr/day) of control location from 15 to 0 15 Change to 
NTOES Permit 0025615 permiting use of Botz (CT-1) end 

• Duquesne Light Co 90/12/31 4pp 61597 003-61597 006 

-9205010296 "1991 Annual Environ Rept, Radio Jog leal '* 

‘ Duquesne Light Co 91/12/31 100pp. 61597 007-61597 168 

-9205010297 "1991 Annual Environ Repl.Non Radiological " 

♦ Duquesne Light Co 91/12/31 200pp 61597 169-61698 000 

0205150015 Monthly operating repts for Apr 1992 for Beaver Valley Power Station, Units 
\ & 2W/92050B Hr 

JONES.D T . SIEBEH.J D. Duquesne Light Co 02/04/30 9pp 61708 335 61708 343 

0205290164 "NPED8 Discharge Monitoring Ropt for April 1092 for Beaver Valley Power 
Stalion " W/920520 ftr 

NOONAN.TP Duquesne Light Co 92/04/30 36pp 61910 236 61910 271 

9205160286 Rev 1 to "Annua) Rept of all Challenges to PORVs & Safety Valves.lOOl" 
correcting Unit 2 Info re reactor turbino trip due lo closure of three of four governor 
valves 

SIEBER.JD, Ouquosna Light Co 92/06/12 Document Control Branch (Document 
Control De sk) 2pp. 6 1 7 1 8 259-61 7 1 6.260 


S. Reportable occtirrences, LERs & related correspondence 


9205010274 LER 01 -026-01*00 91 0726, potentially Inoperable charging pump 

identified, Caused by missing nuls on higfl speed coupling Procedures revised & inci- 
dant reviewed w/ appropriate personnel W/920427 Hr 
NOONAN.TP Duquesne Light Co. 92/04/57 Opp 61570 301-61570 308 

9205060233 LER 92-005-00. on 920 4 02, surveillance of river water for component cool- 
ing water MX was missed Caused by personnel orror.RW-645 was verified In correct 
position W/92CIS04 Hr, 

NOONAN.TP Duquesne Llghl Co. 02/05/04 7pp 61601 305 61601-311 


DOCKET 60-335 ST. LUCIE PLANT, UNIT 1 


r. Security, medical, emergency & fire protection plans 


020-5050047 Advises that review of Rev 2 1 indicates that changes appear to decrease 
effectiveness of emergency plan or Inconsistent w/oul dance of NUREG 0654, App 1 
that future submitted revs should be fully annotatecJ within guidance of NUREG 0054 
CLINEcW.E. Rqglon 2 (Posl 820201). 92/04/03 GOLDBERG J H Florida Power A 
Llghl Co epp. 61539 088-61639 093 

9205120070 Forwards (nsp ropts 50 335/02-05 & 50-369/92-05 on 920226-0323 A 
notice of violations 

SINKULE.MV Region 2 (Posl 820201) 92/04/22 GOLDBERG, J H Florida Power A 
Light Co. 3pp. 61637 220-81637*247 

.-9206120083 Insp repts 50-336/92 05 A 60-309/92-06 on 020225 0323 Violations 
noted Mafor areas inspected plant operations, maint,surveillance,flro protection 
re!VJaw,revi0w of non routine events A followup of regional office roquosts 
ELROD.SA , GCOTT.M.A, BUTCKER.R C Region 2 (Posl 820201) 92/04/16 23pp 
61637*226-61637.247 


0206050909 Suppfs response lo 920413 Hr re violations noted in Insp Repl 50-335/92- 
Q4.Corrective actions crow boxes In plant will bo Inspoctod on period lo basis to Im- 
prove probability that flammable liquids properly etored 

GOLDBERQ.JH Florida Power A Light Co 92/04/20 Document Control Branch 
(Document Control Desk) Qpp 61590'357.61690 359 

9208060007 Rev 22 to radiological emergency plan for St Lucie Plant W/920430 Itr 
SAGER.D A Florida Power Alight Co 92/oMo 29pp. 81630 298 61630-326 

9205180007 Poniards plant allnbuto A data point librarfos for facilities to support NRC 
fnatalfatlon onto ERDS computer 

SAQER.D.A. Florida Power & Light Co. 92/05/04 Document Control Branch (Docu- 
ment Conlrol De sk) 1 22pp, 61 730 001 -61 730T 23 

9205130079 Forwards insp repts 50-335/92-00 A 50 309/02-00 on 920408-10 No viola- 
tions noted. 

COLLINS, DM. Region 2 (Posl 820201) 92/05/07 GOLDBERG. J.H. Florida Power A 
Light Co, 3pp. 81651:146 61651:149. 

-9205130090 Partially withheld insp repts 50-335/92-06 A 60 389/02 06 on 920406-10 
(ref 10CFR73 21) Major areas Ins peeled physical security program for power reactors 
Including mgl support, secunty program plans A audits 

STANSBERRY.W.W , MCGUIRE.D R. Region 2 (Post 820201) 92/05/07 Ip 
61651*149 81661*140. 


9206290125 Forwards Rev 34 (o physical security plan Rev withhold (ref 10CFR73 21 A 
2.70q(a)(3). 

SAGER.D A Florida Power A Light Co. 92/05/19 Document Control Branch (Docu- 
manl Conlrol Desk) ip, 61822:366-61822,356 


H. General correspondence 


9206260163 Advises that KN Harris no longer employed by ulil.aa of 020430 Name 
should be removed from all distribution lists. 

GRAZro,R.E Florida Power A LighI Co 92/06/12, Document Control Branch (Docu- 
ment Conlrol Desk). Ip 6iai2‘232.eiei2>232 
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P. Operating license stage documents & correspondence 

9206040247 Forwards fitness for duty program contacts listed on program performance 
rents 

KOUP,E Reactor Safeguards Branch 92/04/20 MGKNIGHT.J Informalion & 
Records Man agomenl Branch (Post 890027) 4pp 61563 326 61563 320 

9205200007 Notification of 920623-24 workshop m RocKvitte.MD re currant licensing 
basis 

BERKOW.H N. Proioct Directorate 11-2 92/05/04 GOLDBERG, JH Florida Power & 
Ughl Co 3pp 61724 356 61724 350 

9205180065 forwards NPDES permit renewal application which was sent to EPA on 
920427 

SAGER.D A Florida Power & Light Co 92/05/07 Documonl Control Branch (Docu- 
ment Control Desk) 76pp 61727265 61727 330 

9205190027 Forwards addi info on Anomaly 6 re Relief Request VR-lO.ln response to 
request made In 92022G itr transmitting safety ovatuation for Rev 2 of facility 1ST pro 
gram 

SAGER.D.A Florida Power & Light Co 02/05/11 Document Control Branch (Docu- 
ment Control Desk) 3pp 61739 234-61739 236 

9205190033 Notifies that remaining recommendations of GL 09-13 re svo water sys Im- 
plemented for facility during fall 1901 refueling outage, In response to NRC 900222 
itr.Actions on GL for facility complete 

SAGER.D A. Florida Power & Light Co 92/05/11 Document Control Branch (Oocu 
ment Control Desk) Ip 61741 024-61741 024 

92052S0186 Provides schedule for responding to request for add! Info ro site specific 
seismic review program implemented, per USI A^46,GL 07 02 Util will respond to addI 
Info requested in 92031 B list by 920831 

BOHLKE.WH Florida Power & Light Co 92/05/15 Document Control Branch (Docu- 
ment Control Desk). 3pp 61787 354-61707.356 

9205270036 Forwards response to NRC 920213 telcon request for addI Info re Topical 
Rept NTH-TR-01, "RETRAN Model Qualification." 

BO HIKE, W H Florida Power & Light Co 92/05/10 Document Control Branch (Docu- 
nnent Control Desk) 21 pp 61826 320 61026 349 


9205220160 Provides response to violations noted in Insp Repts 50 335/02-05 & 50 
3B9/92 05 Corrective acttons pump & valvo program changed to failsafe stroke valves 
quarterly & 1ST prooram roviowed by tST engineer & sile QA 

GOLDBERG,JH Ronda Power & Light Co S2/Q5/18 Documonl Control Branch 
(Document Control Desk) 3pp 61 770 302 61 77C 304 


R Periodic operating reports & related correspondonce 


9205190078 Monthly operating repts for Apr. 1992 for Si Lucio, Units 1 & 2 W/920512 Ilf 
BREEN,JJ. SAGER.D A Florida Power & Light Co 92/04/30 9pp 61731 273* 
61731 201 


8. Reportable occurrences, LERs related correspondence 


9205130211 Part 21 rapt re crack-like indications found in three inch Monel 400 toe fil- 
ling supplied by Tioga Pipe Supply Co. Inc Fabrication suspended & molallurgical 
exams conducted Six addi teas returned to mall supplier Actions cor^loted 
B0HLKE,WH Florida Power & Light Co 92/04/07 NRC - No Dolailed Affiliation 
Given 3pp 61700 292-61700 294 

9205040230 Special rept on 920403, EDG IB output broaker would not close dunnq 
weekly operational check Cauaod by failure of underfrequency permissive circuit 
relay Failed rotay replac-ed 8 EDG successfully startod 

SAGER,DA Florida Power & Light Co 92/04/26 Document Control Branch (Docu- 
ment Control Desk) 2pp. 61595 357-61505 358 

9206060292 Part 21 rept ro crack- like Indications found In Monel 400 socket weld lao 
fittings supplied by Tioga Pipe & Supply Co Fahdcallon suspended & motallurgical 
exams conductod Util procuromont procoss modified 

BOHLKE.W H Florida power & Light Co. 92/04/26 Document Conlrol Brancti (Docu- 
ment Control Desk) 4pp 61589 303-61589 306 


DOCKET 60-336 MILL8TONE NUCLEAR POWER STATION. UNIT 2 


Q. Inspection reports, IE Bulletins & correspondence 

9205050 1 1 2 Ack receipt of 020319 Itr Informing NRC of stops taken to correct violations 
noted In insp repts 50-335/91-27 & 50-369/91-27 on 920225 
LANDIS.K.D Region 2 (Post 820201) 92/03/31 GOLDBERG, JH Florida Power & 
Light Co 2pp 61539 202-61538 293 

920S1S0070 Forwards Insp repts 50-335/92 05 & 50-389/92 05 on 920225 0323 a 
notice Ql viofations 

aiNKULE,MV Region 2 (Post 820201) 92/04/22 GOLDBERG.J.H Florida Power a 
Light Co 3pp 61637 220-61637 247 

*•9285120078 Notice of violation from Insp on 920225 0323 Violation noted licensee 
failed to test intake cooling water temp control valves once every throe months since 
900102 a specific written relief had not been granted by Commission 
* Region 2 (Post 020201) 92/04/22 2pp 61637 223 61637 224. 

-*9205120083 Insp repts 50-335/92-05 a 50-380/92-05 on 920225 0323 Violations 
noted Major areas inspoclodplant operations. maint,8urvei1lance.firo protection 
revleWifoview of nonroutine events a followup ot regional office requests 
ELROD,S A , SCOTT,M A, BUTCH6R,fl C. Region 2 (Post 820201) 92/04/16 23pp 
61637.225-61637-247 

9206050009 Suppis response to 920413 Ur re violations noted In Insp Rept 50-335/92- 
04.Cofr«ctive actions crew boxes in plant will be inspected on periodic basis to im 
prove probability that flammable liquias properly a tore □ 

GOLDBERG, JH Florida Power A Light Co 02/04/29. Document Control Branch 
(Document Control Desk) 3pp 61690 357-61590 359 

9205190142 Ack receipt of 920413 a 29 lira informing NRC of steps taken to correct 
violations noted In insp repts 50 335/92-04 a 50 389/92-04 Responses meet require 
monts of 10CFR2 201 

SINKULEMV Region 2 (Post 820201) 92/05/01 GOLDBERG, J H Florida Power A 
Light Co 2pp 61707-334-61707.335 

9205190093 Ack receipt of 920211 Itr Informing NRC of steps taken to correct violations 
noted In insp rept 60-336/91-24 on 920113 

JULIAN.CA. Region 2 (Post 620201) 02/05/05 GOLDBERG JH Florida Power a 
Light Co 3pp 61707-247-61707.249, 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corro8lor> in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
^0cictQr 

ROSSI.GE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc Opp 61667:349 61667.354 

920501 0046 NRC Info Notice 92-036, "Intersystem LOCA Outside Containment 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 92/05/07 
Consol Idatad Edison Co of New York, fnc 9pp. 61718 001-61718-009. 

9205040265 Suppl 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump Dunng Refueling Cavity Dralndown " 

nOSSLC.E. Division of Operational Events Assessment (Post 870411), 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010-61718.013 

9205130079 Forwards Insp repts 50-335/92 08 a 50-389/92 08 on 920406-10 No viola- 
tions noted. 

COLLIN S.D.M. Region 2 (Post 820201) 92/05/07. GOLDBERG JH. Florida Povrar a 
Ughl Co 3pp. 61651 146-81651 149. 

-9205130090 Partially withheld Insp repts 50-335/92-08 a 50-389/92 08 on 920406.10 
(ref 10CFR73 21) Major areas inspected physical security program for power reaolors 
including mot support, socunty program plans a audits 

STANSBERRY.WVW, MCGUIRE, D.R. Region 2 (Post 820201) 92/05/07 Ip 
61651-149 61651 149. 


F. Security, medical, emergency & lire protection plans 


9205010200 Advises thal access aulhonzation program Implemonlod a became effec- 
tive on 920427 All olomenls of Reg Guide 5 66 implemented per 10CFR73 56 
OPEKA.JF- Connecticut Yankee Atomic Power Co OPEKA.J.F Northeast Nuclear 
Energy Co OPEKA.J F Northeast Utilities 92/04/26 Document Control Branch (Doc- 
ument Conlrol Desk). 2pp 01649 346 61549 347 

9206080149 Ack receipt ol 920325 Itr transmitting Rev 16 to physicat security 
plan Changes conalslont w/provisions of 10CFR50 54(p) a accoptable for inclusion In 
plan 

JOYNER, JH Region 1 (Post 020201) 92/05/01 OPEKA.J F Northeast Nuclear 
Energy Co 4pp 61665 011*61665014 

9205110096 Discusses emergency preparedness insp repts 60-245/92 07, SO 336/92- 
07 a 60-4 23/92-07 on 920127-31 a forwards notice of violation 
COOPER, RW Region 1 (Post 820201) 92/05/06. OPEKA.J F. Northeast Nuclear 
Energy Co 6pp 61009 210 61609 225 

**9206110105 Notice of violation from (nap on 920127-31 Violation noted periodic drills 
sufficient to assure that key skills were doveloped a maintained ware not conductod. 

* Region 1 (Post 820201) 92/05/06 Ip 61609 225 61609-225 

9205160119 Forwards Initial SALP Repla 50 245/90-99.60 336/90 99 a 60-423/90 69 
for period 001216 920215 Weaknesses reflecting doclinesin performance in liincUon* 
a| areas noted Requests written comments within 80 days of 920522 mooting at plant 
MARTIN,! T Region 1 (Post 680201) 92/05/67 OPEKA.J F Northeast Nuclear 
Energy Co. 6pp 61677 271 61677,311. 

-9205150122 SALP ropis 60 245/90-99,50 336/90 99 a 50 423/90-09 for 901216- 
920216. 

* Region 1 (Post 820201). 98/04/10. 35pp 61077 277-61677 311 

9206260073 Notlficalion of significant licensee maoting 92 64 w/util on 920522 to dis- 
cuss SALP mnt meeting 

WENZINQErIeC RogTon 1 (Post 820201) 92/05/07. Region 1 (Post 020201) 2pp 
61762.069-61752.070 

92QS190277 Forwards DH Kwlalkowski 020401 Itr a FEMA post exorcise assessment 
for plant Sept 1091 full particip alien exorcise. No doflcler^cies noted NRC concludes 
that offsite emergency propareonosa adequate to proioct public health a safety 
JOYNER JH. Region 1 (Post 020201) 92/05/11 OPEKA.J F Nerthoast Nuclear 
Energy Cd, 3pp. 61706.001-61706 121 

-9805060102 Forwards final exercise rept for 010926 full participation joint exercise of 
offaito radiological emergency fosponso plans silo specific to plant No deflcloncies 
Identified. 

KWIATKOWSKI.D Federal Emergency Management Agency 92/04/01. CONQEL.F J 
Division of Radiation Protection a Emergency Preparodnoss (Post 870411) ip, 
61706 004 61706004. 


-*9805060259 "Final Exorcise Assess ment Joint State a Local Radiological Emergency 
Response Exercise (or Milestone Nuclear Power Station" 

* Federal Emergency Management Agency 92/03/14 116pp 81706 005 61706*121 

9205270322 Revised EPIPeJncludlng Rev 10 to EPIP 4001, Rev 10 lo EPIP 4007. Rav 4 
to EPIP 4O1OA.n0V 7 lo EPIP 4O1OB,R0V 0 to EPIP 4010C,Rov 10 to EPIP 4301, Rav 
3 to EPIP 4611, Rev 3 to EPIP 4616 & Rev 4 lo EPIP Form 4611-1 
MCCANCE.WT,, DEM0EK.T, DILLON.P Northaasl NucI oar Energy Co 92/05/19 
lOOpp 61B30 189 61B30>333 
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H. Qeneral corraspondeiica 

9205220039 Responds to 920219 Hr re Northeast Ulil takeover of Seabrook 
Station SALP rept will be available at end of Apr 1902 & will be provided upon 
release Concern also expressed re fmng of Millstone employee 
TAYLOH.JM Ofc of the Executive Director for Operations 92/04/17 SMITH.B 
Senate 3pp 61802 001-61802 007 

-9205220041 Forwards copy of R Backus ttr re safety allegations at Millstone plant 
SMITH.B Senate 92/02/19 CARR.K Commissioners {Post 750119) 4pp 
61602 004 61802007 

9205060065 Responds to 920406 ittr forwarding B Efdridge Itr which raised quoslEons 
about NRCs policy for onsite storage of low level radwaste at nuclear power 
reactors NRC responded to B Eldndge Ur on 920421 

TAYLOR.JM Ofc of the Executive Director for Operations 92/04/27 DODD.CJ 
Senate 5pp 61600 200 61600 287 

-9205060070 Expresses concerns re NHC actions on on-sito storage at nuclear power 
facilities, specifically, Millstone Requests that process be opened to support (rue public 
participation 

ELDRIDOE.B Affiliation Not Assigned 92/04/20 BERNERO.R Office of Nuclear Ma- 
terial Safely & Safeguards. Ipp 61600 285 61600 287 

9205130103 Comment supporting NRC program re elimination of requirements marginal 
to safety 

OPEKAJF Northeast UlliliGS 92/05/04 MEYER.DL Regulatory Publications 
Branch 3pp 61651 159-61651 161 


I. Financial rnformatlon 


9205180262 Discusses proposed acquisition of Public Svc Co of NH by NEUT & two 
pending amends to Seabrook OL related to matter Specific financial data requested 
at 920311 meetmg end 

ELUS,W B , FOX.B M Northeast Utilities 92/05/13 TAYLOR, JM Ofc of the Execu- 
tive Director for Operations 7pp Qt 718 342 61716 34B 


P. Operating license stage documents & correspondence 

92052901 13 Forwards execuUve summary of special review group rept dtd 920330 In 
response to allegaltons of harassment & Intimidation at Northeast Utils 
TAYLOR,J M Ofc of the Executive Director for Operations 92/04/06 ELLIS, W B 
Northeast uuiities 10pp. 61795 338 61795 347 

9205049247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20. MCKNIGHT, J Information & 
Records Management Branch (Post 890927) 4pp 61663 326-61563 320 

9205010010 Discusses 920327 mot meeting w/ulil en King of Prussla.PA ro results of 
self-assessment activities that Ted la development of performance enhancement 
program List of attendees & meeting handouts end 

HEHL.CW Region 1 (Post 620201) 92/04/21. OPE KA,J F Northeast Nuclear Energy 
Co 46pp 61409 002 61499 043 

9205070131 Responds to question ro condition of facility operating outside design basis 
since Initial licensing in 1975 

TAYLOR,J M Ofc of Iho Executive Director for Operations 92/04/24 ROGERS Com 
missloners (Post 750119) 3pp 61602 264 61602 269. 

-920S07013B Requests preparation of response for J Taylor to Commissioner Rogers 
re ouestion concerning enforcemont discretion for mam steam fine break roanalysfs at 
facility. 

BLAHA,JL. Ofc of the Executive Director for Operations 92/02/10 MIRAGLIA.F 
Office of Nucloar Reactor Rogulallon, Director (Post 870411), Ip. 61602 287- 
61602 289 

9205010131 Suppis 920410 (tf re status of ongoing assessment of circumstances sur- 
rounding recordkeeping by plant equipment operators al Millstone & auxiliary opera- 
tors at Haddam Neck Disciplinary action taken ro Part 55 licensed operators 
OPEKA.J F Northeast Nuclear Energy Co OPEKA,J F Conriecticut Yankee Atomic 
Power Co OPEKA.J F Northeast Utilities 92/04/28 MARTIN,! T Region 1 (Post 
820201 ) 3pp. 61 547 345 61 547 34 7. 

9205040259 Notification of 920519 meeting w/ulil In Rockville, MD to discuss onsite & 
offsite power distribullon sys design & governing rules Agenda end 
VISSING.G S Project Directorate I 4 92/04/29 STOLZJ F. Pro oct Directorate N 
4pp 61549 078-61549 081 

9205110017 Updates 891215 response to Generic Ltr 39-10 ro safety related motor op- 
erated valve testing & surveillance, delineating commitments All necessary technical 
elements to address genenc Hr no! yel In place. 

OPEKA,J F Connecticut Yankee Atomic Power Co OPEKA,J.F Northeast Nucloar 
Energy Co OPEKA,J F Northeast Ulilili os 92/05/04 Document Control Branch (Doc- 
ument Control Desk) 3pp 61650 327-61050 929 

9205140009 Suppis 920410 & 28 responses re status of ulil assessment of clrcum- 
stances concoming recordkeeping by pfanl equipment operators at 
gel lilies Disciplinaiy actions administered based on discipline guideline matrix, 
OPEKAJF. Northeast Nudear Energy Co. OPEKAJ.F. Connecllcul Yankee Atomic 
OPEKA,JF Northeast Utilities 92/05/05 MARTIN,! T Region 1 (Post 
820201), 4pp 61700351-61700 354. 

9205190284 Requests that licensee provide info for specific panel discussion topics 3 
names of member of staff who will attend & participate as panel member for 920623- 
24 current licensing basis workshop, 

STOL2,J F Project Directorate 1-4 62/05/05. OPEKA.J F. Connecticut Yankee Atomic 
Power Co, OPEKA,J F Northeast Nuclear Energy Co 4pp 01716 276-61716,278, 

9205200109 Tnp rept of 920413-17 Walt to plant re maintaining project manager aware 
^’^^s^o^P'Sht.atatus.lnsp performance & steam generator replacement project training 

7pM^747fa4ei1“7 33o“’'’™*® '''■ STOLZ.J.F, Projaol DIrsctorala 1-4 


9205130102 Forwards corrected Table 3,correcling typo m spent fuel pool criticality 
analysos.proviously submIlted in 920416 proposed license amend 
OPEKA.J F Northeast Nuclear Energy Co OPEKA.J F Northeast Utilities 92/05/07 
Document Control Branch (Document Control Desk) 4pp 61683 322-61603 325 

9205130194 Summary of 920422 meeting w/util in RockvlIle.MD ro program for replace- 
menl of SG for licensee List of attendees & agenda end 

VISS)NG,GS Project Olrectoralo M 92/05/08 Project Directorate 1-4 40pp 
61664 249 61664 288 

9205180163 Discusses proposed acquisllion of Public Svc Co of NH by Northeast Utils 
& Iwo pending amends to Seabrook OL re acquisition Outage schedules on wltich ex- 
penditures & budgets based listed ^ 

OPEKA.J F Northeast Utilities 92/05/13 TAYLOR.J M Ofc of the Executive Director 
for Operations 2pp 61716 305 6 1 7 1 6 306 

9205220163 Responds to NRC 920406 Itr re soUlemonl agreemonls executed between 
util & two named individuals Util considers agreemonls confidential & requests that 
aoroemonls be withheld (ref lOCFR2 7flO{a)(4) & (6)) 

OPEKA,JF Northeast Nuclear Energy Co OPEKA.J F Northeast Utilities 92/06/15 
Document Control Branch (OocumonT Control Desk) 3pp 61 777 357 61 777 350 

9205270309 Fonvards amend 157 to license DPR-65 & safety evaluation Amend 
changes ref to SFP ARMs in TS to remove any Inference that they perform crilicality 
monitoring function 

VISSING.G S Project Directorate 1-4 02/05/20 OPEKA.J F Connecticut Yankee 
Atomic Power Co 2pp 61773 306 61773 315 

--9205270316 Amend 157 to license DPR-65, changing refs to SFP ARMs In TS lo 
remove any Inference that they perform criticality monitoring function 
STOLZ,J F Project Directorate 1-4 92/05/20. 8pp 61773 308-61773 313 

-9205270320 Safety evaluation supporting amend 157 to license DPR-65 
* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/20 2pp. 
61773 314 61773 316 

9205260270 Forwards final rept, "Northeast Utils Indopendanl Review Team Plant 
Equipment Operator Performance Concerns *' 

OPEKA,J,F Connoclicut Yankee Atomic Power Co OPEKA.J F. Northeast Nucloar 
Energy Co OPEKA.J F Northeast Utilities 02/05/21 MARTIN,! T Roglon 1 (Post 
820201) 2pp 61624 300 61824 3S6 

-9205260272 "Northeast Utils Independent Rovlow Team Plant Equipment Operator 
Performance Concerns " 

CALLAGHAN.P, BRAY.M F , CASEY.D G. Northeast Utilities. 02/05/20 69pp 
61824 302-61824 358 

9205260012 Notification of significant licensee meeling 92 64 w/utll on 920507 lo dis- 
cuss SALP mgt meeting. 

WENZINGERrEC Region 1 (Post 620201) 02/05/22 Region 1 (Pool 020201), 3pp. 
61751 001 61751.003 


Q. Inspection reports, IE Bulletins & correspondence 


9205040041 Forwards corracled notice of violalion from Insp rept 50 336/91-28 on 
stated date Technician still failed to follow propor procedure, 

HEHL.CW Region 1 (Posl 820201) 92/04/22 OPEKA.J F Northeast Nucloar Energy 
Co 5pp 61512 115 61512:127, 

-9205040044 Corrocted notice of violalion from Insp on alatod date Violation 
noted technician failed to insert record plalos properly to obtain zero rof llno.rosultlng 
in Inadequate record for peak accelerograph 

* Region 1 (Posl 820201), 92/04/22. Ip. 61512.120 61612 127 

9205070293 Informs that development of full & comprehensive FSAR update, Including 
RG 1.07 Instrumonlatlon Hat requires addi time & that util Intends to moot schedule or 
920630 for submilla! of FSAR update, por Insp Rept 60 336/91-16 
OPEKA,JF Northeast Nuclear Energy Co. OPEKA.J F Northeast Utilities. 02/04/30. 
Document Control Branch (OocumonT Control Desk), Ip. 61646.306 01646 306 

9205010009 NRC Info Notice 92-035, "Higher Than Prodlcled Erosion/ Corrosion in 
Unlsolablo Reactor Coolant Pressure Boundary Piping Inside Conlalnmont at Bolling 
Water Reactor " 

ROSSI, CE, Division of Operational Evonla Assossmonl (Post 870411). 02/06/06. 
Consolidated Edison Co of New York, Inc 6pp 01667 349-61 667-354 

9206110096 Discusses emergency preparodnoas Insp ropis 60-245/92-07. 50-336/92- 
07 & 50 423/92-07 on 020127-31 & forwards notico of violation. 

COOPER.R.W. Roglon 1 (Posl 620201) 92/05/06 OPEKA,J F Northeast Nuclear 
Energy Co 6pp 61609.219 B1609 226 

-9206110 105 Notice of violation from insp on 920127-31 Violation noted-periodic drills 
sufficient lo assure that key skills wore developed & maintained were not conducted. 

* Region 1 (Post 820201) 92/05/06. Ip 61609 225-61609.226. 

9205150146 Forwards Insp rept 50-336/92-13 on 920323 27 No violations 
noted Requests that uti) establish need for having wrillon instruclions clearly describ- 
ing measurement method readily retrievable at site 

ANDERSON, CJ Roglon 1 (Post 620201). 02/05/08 OPEKA.J F. Northeast Nuclear 
Energy Co 2pp. 01677 071-61677.081 

-9205160147 insp rept 60-336/92-13 on 920323-27 No violations noted Major areas 
(nspecled'stalus of activities re steam generator replacement for facility, review of 
quality sves dept activities & mockup training obseirvatlon. 

CARRASCO, J.F., aRAY,EH, Region 1 (Post 020201) 92/04/20 Opp 61677 073- 

Ain77 nA4 


9205200109 Trip rapt of 920413-17 visit lo plant re maintaining project manager aware- 
ness of plant, statusjnsp performance &. steam generalOT replacement project training 
program 

VISSINQ,Q S Project Directorate 1-4 92/05/06. STOLZ,J.F. Project Directorate I 4, 
7pp 61747 324-61747 330 



DOCKETED ITEMS 


9205010045 NRG Inlo Notice 92-036, "Inter system LOCA Outside Containment " 

ROSSI. CE Division of Operational Events Assessment (Post 8704tl) 92/05/07 
Consolidated Edison Co or New York, Inc 9pp 61716 001 61716 000 

9205040265 Suppl 1 to NRC Info Notice 92 016, "Loss of Flow from Rostduat Heat Re 
moval Pump During Refueling Cavity DraIndown " 

ROSSI.C E Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718010 61710 013 

9205150119 Forwards Initial SALP Ropts 50-245/00-99.50-336/00 99 & 50 423/90 99 
for period 901216 920215 Weaknesses reflecting declines in performance in funclion- 
al areas rotod Requests written comments within 20 days of 920522 meeting at plant 
MARTIN, TT Region 1 (Post 020201 ) 92/05/07 OPEKA.J F Northeast Nuclear 
Energy Co 6pp 61677 271-61677 311 

-9205150122 SALP repls 50 245/90 99,50-336/90-90 & 50 423/90 90 for 901216- 
92021 5 

" Region 1 (Post 820201) 92/04/10 35pp 61677 277 61677 311 

92Q&260073 Notification of significant licensee meeting 92-64 w/vjtil on 920522 to dis- 
cuss SALP met mooting 

WENZINGErIeC Region 1 (Post 020201) 92/05/07 Region 1 (Post 020201) 2pp 
61752 069 61752 070 

9205260026 Forwards requalification exam rept 50-336/92-1 10L RQ on 920407 09 All 
operators passed all portions of requalification exam 

BETTENHAUSEN.L Region 1 (Post 820201) 92/05 M4 OPEKA.J F Northeast Nude 
ar Energy Co 3pp 61751 049 61751 060 

• 9205260030 Requalification exam rept 50-336/92-1 10L-RQ on 920407 09 Exam 
results all individuals passed aimulator.wnltcn & walkthrough exams 
IHNEN.KD. BISSETT.P Region 1 (Post 820201) 92/05/14 9pp 61751 052- 
61751.060 


R. Periodic operating reports & related correspondence 

9205070051 '“Annual Radiological Environmental Operating Rept Jan-Oec 1901 " W/ 
G20420 Hr 

OPEKA.J F Northaast Nuclear Energy Co OPEKA.J R Northeast Ulllllios 91/12/31 
9Gpp 61600 001-61600102 

MOSOTOOIS Forwards '‘Annual Environ Protection Plan Oporatinq Rept. 1991, Millstone 
Unit 3 Environ Proleclion Plan" & '‘Monitoring Marino Environ of Long Island Sound at 
Mlllstona Nuclear Power Station. Annual Rept 1991 “ 

OPEKA.J F Northeast Nuclear Energy Co OPEKA.J F Northeast Utilities 92/04/30 
Document Control Branch (Document Control Desk) Ip 61632 001-61633 011 

-9295070015 "Monitoring Manna Environ of Long Island Sound at Millstone Nuclear 
Power Stalioji,1991 Annual Rent " 

• Northeast Utilities 91/12/31 350pp 61632 010 61633 011 

O2O$1S0OOd Monthly oporaling rept for April 1092 for Millstone Unit 2 W/020511 Hr 
GIBSON.J , SCACE.SE Northeast Nuclear Energy Co SCACE.SE Northeast Ullli- 
llQS 92/04/30 6pp 61708 275 61708 279 


S Reportable occurrencesr LERs & related correspondence 

9205080111 LER 92-008-00 on 920403,mountlnn & bushings for control room air condi- 
tioning compressors F-22 & A&B determined to be nonseisnnlc Caused by error in 
original seismic analysis Seismic mounting restraints Installed W/920430 Hr 
BAUMANN, P H , SCACE.S E Northeast Nuclear Energy Co SCACE.S E Northeast 
Utililias 92/04/30 3pp 61601 204-61601 296 

9205290229 LER 90 005 01 on 900503,nolified of potoritlal high energy line break via 
AS sys In safely related areas Caused by inaccurate conclusions drawn from 1973 
rept AS ays removed from svc & plant mods initialed W/92051 4 Hr. 

SCHEELER.JM, SCACE.SE Northeast Nuclear Energy Co. SCACE.SE Northeast 
Utilities 92/05/14 4pp 01946119 61946122 


V. Operator Examinations 

92Q5010131 Suppis 920410 Hr re status of ongoing assessment of circumslancea sur- 
rounding recordkeeping by plant equipment operators at Mlllstona & auxiliary opera 
lora at Haddam Neck Disciplinary action taken re Part 55 licensed operators 
QPEKA.JF Northoast Nuclear Energy Co 82/04/28 MARTIN,! T Region 1 (Post 
820201) 3pp 61547.345 61647 347 

9205190319 Provides update to plant-specific nuclear (raining monuals Manuals are 
used to augment class room, simulator & on-lhe Job Instruction in various operator Iraln- 
ihg programs W/o ends 

QPEKA,J F Connecticut Yankee Atomic Power Co OPEKA,J.F Northeost Nuclear 
Energy Co. OPEKA.J F Northeast Utilities 92/05/12 Document Control Branch (Doc- 
ument Control Desk) 2 pp 61733 320 61733 321 

9205260026 Forwards requalification exam rept 50 336/92-1 10L-RQ on 920407-09 All 
operators passed oil portions of requalification exam 

BETTENHAUSEN.L Region 1 (Post 020201) 92/05/14 OPEKA.J F. Northeast Nucle- 
ar Energy Co 3pp 6175VO49 01751 060 

-9205260030 Requalification exam rept 50 336/92-1 lOL-RQ on 920407-09. Exam 
results all individuals mss ed simulator, written & walkthrough exams 
IHNEN.KD, BISSETT.P. Region 1 (Post 820201) 92/05/14. 9pp 6175V052- 
61751 069 


DOCKET 59-336 NORTH ANNA POWER STATION, UNIT 1 


F. Security, medical, emergency & tire protection plana 

9205190032 Informs that changes to corporate emergency response plan consislent w/ 
10CFR50 47(b) planning aids & iOCFRSO.app E roqulremenls & acceptable. 
CLINE.WE Region 2 post 820201) 92/04/13 ^EWART.W.L Virginia Power (Vir- 
ginia Electric & Power Co ), 3pp 61706 340 61706.342 


920612021S Forwards corrected page 3/4 8 11 of unit 2 TS from amends 156 & 138 to 
licenses NPF-4 & NPF-7 Amonds clarified emergency power supplies which must be 
operable in modos 5 & 6 

ENGLE, LB Project DirecloralQ II 2 92/04/30 STEWART .WL Virginia Power (Virgin 
la Electric & Power Co ) 2pp 61647 335 61647 337 

-9205120230 Correctod TS page 3/4 8 11 & overleal page for unit 2 to amends 156 & 
138 lo licenses NPF-4 & NPF-7,respectively 
• Project Directorate 112 92/04/30 2pp 61647 337-61847 337 

9205280147 EPIPs including, Rev 0 lo ePIP-2 02,Rev fl lo EPIP 5 05 & Rev 6 to EP1P- 
5 07 W/ 020522 Hr 

STEWART.WL. Virginia Power (Virginia Electric & Power Co) 92/05/22 37pp 
618G4 0Z5 61 084 OGl 


H. General correapondence 


920S040196 Comment opposing draft rog guide DG-1022, "Emergency Planning & Pre 
pa redness (or Nuclear Power Plants " 

STEWART.Wt Vtrginia Power (Virginia Electric & Power Co) 92/04/23 Division ol 
Freedom of Information & Publications Services (Post 890205) Ip 61512 340- 
€1512 340 


P. Operating license stage documents -& correspondence 


9205140089 Notice of denial of amond to liconses NPF-4 & NPF-7 Amend would have 
revised TS re differential sotllomcnt between svc bldg & Unit 2 main stoam valve 
house 

BERKOVi/.HN Proiect Directorate 111-2 02/03/31 2pp 61674 107 61674 108 

920S040247 Forwards filness for duty program contacts listed on program performance 
repls 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Information & 
Records Management Branch (Post 690827) 4pp 61563 326 61563 329 

920S050068 Forwards "Update of SoUloment Monitoring Points & Graphs NAPS - Sup- 
pl emenl to Technical Ropt CE 091 9, North Anna Saiiiemont Data Del 1989 • Apr 
1992,’’ in responso lo NRC 920407 request for addi Info re 891092 amend applies 
fion 

STEWART.WL Virginia Power (Virginia Electric & Power Co) 92/94/29 Document 
Control Branch (Document Control Desk) 2pp 61504 130 61564 306 

-9205050076 Suppl to "Update of Solllement Monitoring Points & Graphs NAPS • Sup 
ptement to Technical Ropt CE‘0019, North Anna Sottlemenl Data Oct 1989 - Apr 
1992 " 

“ Virginia Power (Virginia Electric S Power Co) CE0019 92/04/30 176pp 

615G4 132 615B4'306 

920 SI 202 IS Forwards correctod page 3/4 8 11 ol unit 2 . TS from amends 156 & 138 to 
ticonses NPF 4 & NPF-7 Amends clarified omorgoncy power supplies which must bo 
oporablo In modes 5 & 6 

ENGLE.LB Pro|Bci Diroclorate 11-2 02/04/30 STEWART, WL Virginia Power (Virgin- 
ia Eloclric & Power Co ) 2pp 6 1 647 336 61647 337 

-9205120230 Conroctod TS page 3/4 8-11 & overleal pago for unit 2 to amends 156 & 
138 to liconses NPF 4 & NPF- 7, respectively 
* ProlGCt Diroclorate II 2 92/04/30 2pp 01647 337-61647 337 

9205060232 Forwards nonproprielary WCAP'13327 & proprietary WCAP-13326, "North 
Anna Unit 1 1992 SQ Operating C^ycla Evaluation," per 920302 meoling re Unit 1 mid- 
cycle SG Insps Proprietary WCAP-13326 withheld (ref 10CFn2.790) 

STEWART, W L Virginia Power (Virginia Electric & Power Co ) 92/05/01 . Document 
Control Branch (Document Control Oosk) 2pp 61689 029 6168O't60 

-920606023B Requests that proprietary WGAP- 13326, ‘^Norlh Anna Unit 1 1992 SG Op- 
orating Cycle Evaluation" bo withhold (ref iOCFR2 790) 

LIPAFrJLA,NJ Wostlnghouse Eloclric Corp 92/05/01 MURLEY.T Do cumonl Control 
Branch (Document Control Deak), 8pp 61680 031-61680038 

-9205060240 NonproprIotary "North Anna Unit 1 1992 SG Operating Cycfo Evafualion^' 
WOOTTTEN.MJ Waatlnghouse Eloctnc Corp WCAP- 13327 02/04/30. laspp 
61600 039 61680 166 

92Q506027Q Advises of docialon to dlsconlmuo voluntary parliclpalion as load plant & 
withdraw proposed llconso amond fo conversion of TSs to MERITS TS 
STEWART, W L Virginia Power (Virginia Eleclnc & Power Co ) 92/05/01 Document 
Oonlrol Branch (Document Control Desk) 2pp 61605 290 61605.300 

920507Q006 Application (or amends to Liconses NPF'-4 & NPF-? .changing currot^l TS 
for svc water lo permit prograssion through modes onco design basis met 
BTEWART.WL Virginia Power (Virginia tloclfic & Power Co) 92/05/01 Document 
Control Branch (Document Control Desk) 6pp 61509 206 61699 278 

--9Z05070006 Proposed TS 3 4 7 4 1 ro svc water ays - operating 

“ Virginia Power (Virginia Electric & Power Co) 92/0$/oi 7pp 61699 272-61599 278 

9205190336 Requests that liconseo provide Info for specific pane) discussion topics & 
names of mombors who will attend & participate as panel member lor 920623-24 cur- 
rent licensing basis workshop 

BERKOW.HN Project Directorate II 2 92/05/04 STEWART.WL. Virginia Power (Vir- 
ginia Electric S Power Co ) 3pp. 61 718 185 81718 187 

9206200159 Forwards nolice of withdrawal of application for amends for liconses NPF 4 
& NPF-7 for plants 

ENGLE.L B Project Dtrcclorato 11-2. 92/05/06 STEWART, W L Virginia Power (Virgin 
la Electric & Power Co ) 2pp 61739 157 61730 ’ 160. 

-92D5200179 Notice of withdrawal of application for amends to facility operating li 
censes NPF-4 & NPF-7 

ENGLE.LB Project Drreetprate tl 2 92/05/06 2pp 61739 159 61739 160 
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9205200305 FomarcJs amonds 157 & 139 to liconsGS NPF-4 & NPF 7. respectively & 
safety evaluation Ann ends revise TS re operator training pro grams, in response to 
9t1t07ltr, 

ENGLE, L B Proiect Directorate 11*2 92/05/06 STEWART.W L Virginia Power {Virgin 
la Electric & power Co) 3pp 6t 742 260 61742 273 

-920520030G Amends 157 & 139 to licenses NPF 4 & NPF* 7, respectively, revising TS 
re operator training programs, per licensee 91 1107 Itr 

BERKOW.HN Project Directorate 11-2 92/05/06 Bpp 61742 263*61742 270 

-920520030 a Safety evaluation supporting amends 157 & 139 to licenses NPF 4 & 
NPF-7 .respectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/06 3pp 
61742 271*61742 273 

0205200091 Requests add I Info re seltlBrrer)t monitoring program for class f si rue lures/ 
pipe stresses due to differential settlement for facility 

ENGLE.L B Project Directorate II 4 (formerly TVA Praiect Directorate) (Post 900603) 
92/05/08 STEWART.W L Virginia Power (Virginia Electric & Power Co) 4pp 
61722 323-61722 326 

9205200313 Forwards WCAP-13256.R0V 1 & WCAP-1 3255, Rev 1 Ropts provido non 
proprietary & proprietary versions of facility 920302 SG startup approval meeting pros 
enlation mails, respectively Proprietary WCAP-1 3255.Rev 1 wilhheltl {ref 

10CFR2 79O) 

STEWART.W L Virginia Power {Virginia Electric & Power Co) 92/05/08 Document 
Control Branch (Document Control Desk) 2pp 61774 110 61774 20i 

-9205200317 Req^uesls that Rev 1 to WCAP*19255, "North Anna Unit 1 SG Startup Ap- 
proval Meeting Presentation Malls" be withheld (ref 10CFR2 790) 

LIPARULO.N X We stin chouse Efeclnc Corp 92/03/24 MUFILEV.T Documont Con 
trot Branch (Document Control Desk) lipp 61774 112 01774 122. 

-9205200319 Nonpropdolary "North Anna Unil 1 SG Startup Approval Mealing Presen- 
tation Matls ” 

WOOTTEN.MJ WestinghousQ Electric Corp WCAP-1 3 256 R01 92/04/30 79pp 
61774 123 61774 201 

92052602S9 Summary of 920330 meeting w/util In Rockville, MD ro significant ficensing 
issues for Surry Units 1 & 2 & North Anna Units 1 & 2 

BUCKLEY, B C Project Directorate 11-2 92/05/12 Project Directorate 11*2 33pp 
61766 001*61766033 

205270264 Forwards amends 159 & 140 to licenses NPF 4 & NPF-7, respectively & 
SE Amends revise current NA 1&2 to ensure that design basis mot for component 
cooling water sys 

ENGLE.L B Project Directorate 11-2 02/05/12 STEWART.W L Virginia Power (Virgin 
la Electnc & Power Co ) 3pp. 61785 315 61785338 

-9205270281 Amends 159 & 140 to licenses NPF-4 & NPF-7,fospeclively, revising cur- 
rent NA-1&2 TS to ensure that design basis met (or component cooling water sys 
BERKOW.HN Project Directorate 11-2 92/05/12 18pp 61785 317-61785 324 

-920S270284 Safety evaluation supporting amends 159 & 140 to llcensos NPF 4 & 
NPF-7 .respectively 

* Office of Nucloar Reactor Regulation, Director (Post 070411). 92/05/12 6pp 
61765325 61785 33B 

9205220123 Advises that util planning extensive refurbishment aclivilies for rostoralion 
of cortafn portions of existing buned 8 concrete encased sve water hoadore to 
clean, repair & coat concrete encased piping W/one oversize figure 
STEWART.W L Virginia Power (Virginia Electric & Power CoT 92/05/10 DocumenI 
Control Branch (DocumenI Control Desk) 1 1pp 61704 335 61784.343 

9205290198 Forwards response to NRC 920508 request for addi Info on 801002 appli- 
cation for amends to Licenses NPF 4 & NPF-7 ro soltlemonl monfloring program for 
Class 1 structures 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 92/06/21 Document 
Control Branch (Document Control Desk) 5pp 61075 344 61875 340 


9205060232 Forwards nonpropnotary WCAP-1 3327 & proprietary WCAP-1 3326, "North 
Anna Unit 1 1992 SG Oporatmg Cycle Evaluation." par 920302 meeting re Unit 1 mid 
cycle SG insps Proprietary WCAP-1 3326 withheld (ref 10CFR2 790) 

STEWART.W L Virginia Power (Virginia Eloctnc & Power Co) 92/05/01 Document 
Control Branch (Documont Conlrol Desk) 2pp 61600 029 61600 166 

9205120087 Forwards Insp repls 50 338/92-OB & 50 339/92-08 on 920316-20 No viola 
tions noted 

JULfAN.CA RoQion 2 (Post 820201) 92/05/04 STEWART.W L Virginia Power (Vir- 
ginia Eleclric & Power Co) 3pp 61637 248 61637 258 

-9205120097 Insp repls 50-330/92-08 & 50-339/92-08 on 920316*20 No violations 
noted Major areas inspected EC exam of SG tubes In Unit 2 & review of upper tier 
documents & specifications associated w/Unit 1 SG reptacemnts 
ECONOMOS.N. BLAKE. JJ Region 2 (Post 820201) 92/04/29 8pp 61637 251 
61637 258 

9205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion in 
Unisoiable Reader Coolant Pressure Boundary Piping Insido Containment at Roiling 
Water Reactor " 

ROSSI, C£ Divialori of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349*61667 354 

9205190090 Forwards insp repls 50-338/92-11 & 60 339/92-11 on 920406 10 No vio 
lalions or deviations noted 

PEEBLES, T A Region 2 (Post 820201) 92/05/06 STEWART.W L Virginia Power 
(Virginia Eleclric & Power Co ) 3pp. 61707 234 61707 246 

-9205190091 Insp ropts 50 338/92-11 & 60 339/92-11 on 920406-10 No vlofalions 
noted Major areas fnspocted licensae procedures & controls re outage mat activities 
CRLENJAK.R Region 2 (Post B20201) 92/05/05 lOpp 61707 237-61707 246 

9205010045 NRC Info Notice 92-036, "Intersyslem LOCA Outside Containment " 
ROSSI.CE Division of Operationaf Events Assessment (Posl 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp. 61718 001-61710-009 

920504026S SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Meat Re- 
movaf Pump During Refueling Cavity Draindown " 

ROSSI.CE. Division Of Operational Events Assossmenl (Post 670411) 92/05/07 
Consolidated Edison Co of New' York, Inc 4pp 61718 010*61718 013 

9205190289 Responds to NRC 9204 1C Itr re violations noted In insp ropts 50-338/92 04 
& 50-339/92-04 on 020216*0321 Corredive actions reactor coolant bus undervoltage/ 
underfrequoncy protection circuitry surveillance procedure modified 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 92/05/14. Document 
Control Branch (Documont Control Desk) 6pp 61743 275-61743 279 


R. Porlodjc operating reports & related correspondence 


9205050061 "North Anna Power Station 1991 Annual Radiological Environ Opereting 
Repl " W/920429 Hr 

STEWART.W L Virginia Power (Virginia Eleclric & Power Co.) 91/12/31. ISOpp 
61586 187-61586 309 

9205050302 "Annual Environ Operating Rept for North Anna Units 1 & 2, 1991 " W/ 
920429 Itr 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 91/12/31 17pp 
61604 335 61504 352 

9205190081 Monthly operating repl (or April 1092 for North Anna Power Station W/ 
920514 Ilf 

KANE.G E , STEWART.W L Virginia Power (Virginia Electric & Power Co ) 92/04/30 
14pp 61740-341-61740 354 


S. Reportable occurrences, LERs & related correa ponds nee 


Q fnapectlon reportSj IE Bulletins & correspondence 


9205120155 Forwards insp repls 50-338/92 04 & 50-339/92-014 on stated dales & 
n^ice of violation Concern re violations duo to licensee failure 1o perform testing on 
RCP bus undervollage & underfrequency re lays, per TS noted 
REYES, LA Region 2 (Posl 820201) 92/04/16 STEWART.W-L Virginia Power (Vir- 
glnia Electnc & Power Co) 3pp, 61624 033 61624 05B. 

“9205120170 Notice of violation from insp on stated dales Violalion noted monthly 
channel functional tests not performed on flCP bus undervoltag© channels & RCP bus 
underfroquency channels 

* Region 2 (Post 820201) 92/04/16 2pp 61624.036 61624 037. 

“9205120174 Insp repts 50*338/92 04 & 50*339/92-04 on slated dates. Violations 
noted Major areas inspected operations, main t, surveillance, evaluation of licensee self- 
assessment capability & LER followup 

ROSS.TM Region 2 (Post 620201) 92/04/16 21pp 

D I P«4 UjB o1 324 053 


9205120007 Forwards insp ropts 50*338/92-07 & 50-339/92 07 on 020316-20 No viola- 
tions noted 


JULIAN.CA Region 2 (Post 020201) 02/04/20 STEWART.W L 
glnia Eleclric & Power Co ) 3pp 61635049 81635 056. 


Virginia Power (Vir- 


-9205120019 Insp repts 50-338/92 07 & 50*339/92*07 on 920316 20.No violations 
noted Major areas Jrispected local leak rate testing & followup ol license® action on 
previously identified insp findings, 

2 (Posl 820201} 92/04/16. 7pp 61635 052- 


011118 meeting w/ulil in Rockviile.MD to provide luslilfcation 
for coritinu ed lacilily operation through end of current cyc e w/o mld*cyc1o steam gen 
erator insp outage 

92/04/30. Project Directorate lf-2 20pp 


9205040321 LER 92*009 OO’on 920402, determinod I hat portion of circuitry in contain 
menl purge & exhaust Isofallon ays not adequately tested per TS.Caused by person- 
nel error Penetration verified isolated & Isolation tests revl9ed.W/920429 Itr. 

KANE.G E Virginia Power (Virginia Eleclric & Power Co), 92/04/29 6pp 61672 356- 
61572 362 


V. Operator Examlnatfona 

9205200305 Forwards amends 157 & 139 to licenses NPF-4 & NPF-7, respectively & 
saf^oty ^evaluation Amends revise TS re operator training programs, In response to 

ENGLE, LB Project Diroclorale 11-2 92/05/06. STEWART.W.L Virginia Power (Virgin- 
ia Electric & Power Co.) 3pp 61742‘260*61742 273 

-9205200306 Amends 157 & 139 to llcensos NPF-4 & NPF-7, respectively, revising TS 
re operator training programs.per licensee 911107 Hr. 

BERKOW.H.N Project Dlrecloralo 11-2 92/05/08. 6 pp 61742.263-61742*270 

“92O52OO30B Safety evaluation supporting amof^ds 167 & 139 lo licenses NPF-4 & 
NPF -7, respectively 

* Office of Nucloar Reactor Regulation, Director (Posl 870411). 92/05/08 3pp, 
61742,271 61742*273 


DOCKET 60-339 NORTH ANNA POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205190032 Informs that changes to corporate emergency response plan consistent w/ 
10CFRSO 47(b) planning stds & lOCFRSO.app E requirements & acceptable 
CLINE, WE. Region 2 (Post 820201). 92/04/13. ^EWART.W.L Virginia Power (Vir- 
ginia Electric & Power Co.) 3pp 61706 340*61706 342. 
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9205120215 Fonvards correcled page 3/4 8-11 of un4 2 TS from amends 156 & 138 lo 
licenses NPF-4 & NPF-7Am,onds clartfied emergency power supplies which must bo 
operable fn modos 5 & 6 

ENGLE.L B Proieu Diroctoralo 11-2 92/04/30 STEWART.W L Virginia Power (Virgin 
U Eloclric & Power Co) 2pp 61647 335-61647 337 

-'9205120230 Corrected TS pago 3/4 0-11 & overloal page for unit 2 to amends 156 & 
138 to licenses NPF-4 & NPF-7,rflspoctivGly 
* ProlGCt Diroctoraio II 2 92/04/30 2pp 61647 337-61647 337 

9205200147 EPIPs Including, Rev 8 to EPIP-2 02.Hev 8 to EPIP-5 05 & Rov 6 to EPIP- 
5 07.W/920S22 llr 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 92/05/22 37pp 
01864 025-01884 061 


hi General correspondence 

9205040106 Comment opposing draft reg guide DG-1022, ‘'Emergency Planning & Pre- 
paredness for Nuclear Power Plan la ” 

STEWART.W L. Virginia Power (Virginia Efactrtc & Power Co ) 92/04/23 Division of 
Freedom of Informalion & Publications Services (Post 890205) ip 61512 340* 
61512 340 


P, Operating license stage documents & correspondence 

9285140089 Notice of denial of amend to licenses NPF*4 & NPF-7 Amend would have 
revised TS ra differenlial setllomont between svc bldg & Unit 2 mam steam valve 
house 

BERKOW.HN Project Directorate 111*2 92/03/31 2pp 61674 107-61674 108 

9285040247 Forwards fitness for duty program contacts listed on program porformance 
repts 

KOU?.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Informalion & 
Records Management Branch (Post 690827) 4pp 61563 326 61563 329 

9285050088 Forwards "Update of SeUtemcnt Monitoring Points & Graphs NAPS - Sup* 
plemeni to Technical Rcpl CE-0019, North Anna Settlement Data Oct 1909 * Apr 
IDS?,'* in response to NRC 920407 request (or addi info ro 691002 amend applica- 
tion 

STEWART.W L Virginia Power (Virginia Electric & Power Co) 92/04/29 Document 
Control Branch (Document Control Desk) 2pp 61564 130-61584 306 

-9205050076 SuppI to "Update of Seillemonl Monitoring Points & Graphs NAPS - Sup 
plement to Technical Rept CE0019,North Anna Sellfoment Data Oct 1980 • Apr 
1992" 

* Virginia Power (Virginia Electric & Power Co) CE-0019 92/04/30 175pp 
6t584’132-61B64 306 

9205120216 Forwards corroctod page 3/4 6-1 1 of unit 2 TS from amends 156 & 138 to 
licenses NPF-4 & NPF-7 Amends clarified emergency power supplies which must bo 
operabla in modes 5 & 6 

ENGLE.L B Project Directorate 11-2 92/04/30 STEWART.W L Virginia Power (Virgin- 
ia Electic & Power Co ). 2pp, 61647 335 61647 337 

-9205120239 Corroded TS page 3/4 8-11 & overleal page for unit 2 to amends 156 & 
138 to licenses NPF-4 & NPF-7, respectively 
*• Project Directorate 11-2 92/04/30 2pp 61647 337-61647 337 

9205060279 Advises of decision to discontinue voluntary participation as lead plant & 
withdraw proposed license amend re conversion of TSs to MERITS TS 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 92/05/01 Document 
Conirof Branch (Document Control Desk) 2pp 61605 299 61605 300 

9205070005 Application for amends to Licenses NPF.4 & NPF-7, changing current TS 
for SVC water to permit progression through modes once design basis met 
STEWART.W.L Virginia Power (Virginia Eloclrlc & Power Co) 92/05/01. Documont 
Control Branch (Documont Control Desk) 6pp 61590 266-61509 270 

-9305070006 Proposed TS 3 4 7 4 1 re svc water sys - operating 

* Virginia Power (Virginia Electric & Power Co ) 02/05/01 7pp. 61590 272-61590 276 

5205070149 Fonvards steam generator lubo plugging rept.contalning rosuita of steam 
generator eddy curront exams conducted during 1092 refueling outage Listing of tubes 
plugged also contained m end 

STtWART.W.L Virginia Power (Virginia Electric & Power Co) 92/05/04 Documont 
Control Branch (Document Control Desk) 1 1pp 61662 117-61662 127 

5205190336 Requests that liconsoo provide Info for soeclfic panel discussion topics & 
names of slalf wtw wilt attend & partlcipalo as panel member for 920623-24 current 
licensing basis workshop 

QERKOW.H.N Project Dlrectornto 11-2 02/05/04 STEWART.W L Virginia Power (Vir- 
ginia Electric A Power Co ) 3pp 61716, 185-61718*187 

9205200169 Forwards nolico of withdrawal of application for amends for licenses NPF 4 
a NPF-7 for plants 

ENGLE, U.B Project DJroclorote II 2 92/05/06. STEWART.W L Virginia Power (Virgin- 
ia Electric & Power Co.) 2pp. 01739 157-61739*160. 

—9206200179 Notice of withdrawal of application for amends to facility operating II 
Censes NPF-4 & NPF-7. 

ENQLE.L.fi Project Direclofale 11-2 92/05/06. 2pp 81739 159 61739 160, 

9205200305 Forwards amends 157 & 139 to licenses NPF-4 & NPF-7, respectively & 
safety evaluation. A mends revise TS ro operator training programs, in response to 
911107 Hr. 

ENGLE, L.B. Project Directorate 11-2. 92/05/06 STEWART.W L Virginia Power (Virgin- 
ia ElacUio & Power Co ) 3pp 61742 260-61742 273. 

-9205200306 Amends 157 & 139 to llcensos NPF'4 A NPF-7,respeclively, revising TS 
fo operator training programs, per licensee 911107 Itr 
BERKOW.H.N. Project Directorate 1I-2 92/05/06. Bpp 61742 263-61742 270 

-9205200308 Safety evaluation supporting amends 157 A 139 to licenses NPF-4 A 
NPF-7.r0spGctlvoly 

^ Office of Nuclear Reactor Regulation, Director (Post 870411) 02/05/06 3pp 
61742*271-61742.273 


9205140145 Forwards Rev 0 to "North Anna 2, Cycle 9 Loading Pattern ET Gore Oper- 
ating Limits Ropt " 

STEWART^WL Virginia Power (Virginia Electric A Power Co) 92/05/08 Document 
Control Branch (Document Control Desk) tp 61708 174-61708 109 

-9205140147 Rev 0 lo "North Anna 2.Cycle 9 Loading Pattern ET Core Operating 
Limits Rept ’’ 

* Virginia Power (Virginia Electric A Power Co) 92/04/30 15pp 61708 175- 
61708 189 

9205200091 Reauasts addI info re solttomenl monitoring program for class I siruclures/ 
pipe stresses due to differential sottlement for facility 

ENGLE.L B Project Directorate II 4 (formorly TVA Project Oiraclorale) (Post 900603) 
92/05/08 STEWART.W L Virginia Power (Virginia Electric & Power Co) 4pp 
61722 323-61722 326 

9205260259 Summary of 020330 meeting w/ulil in Rockville, MD re significant licensing 
issues for Surry Units 1 A 2 A North Anna Unils 1 & 2 

BUGKLEY.BC Project Directorate 11-2 92/05/12 Project Directorate 112 33pp 
61766 001-61766 033 

9205270264 Forwards amends 159 A 140 to licenses NPF-4 & NPF-7, respoclively A 
SE Amends revise current NA-1&2 to ensure that design basis met for component 
cooling water sys 

ENQLE.LB Project Directorate II 2 92/05/12 STEWART.W L Virginia Power (Virgin- 
ia Electric A Power Co > 3pp 61 705 315 61785 336 

"9205270281 Amends 169 A 140 to licenses NPF-4 A NPF.7,rospoctivoly, revising cur- 
rent NA 1&2 TS to onsura that design basis met (or component cooling water sys 
BERKOW.HN Project Direclorato 11-2 02/05/12 Iflpp 61785 317-61785 324 

--920S270284 Safely evaluation supporting amends 169 A 140 lo licenses. NPF 4 A 
NP F-7, respectively 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 02/05/12. 5pp 
61706 326 61705 330 

9205220123 Advises that util plannlnq oxlensive refurbishment aclivitlos for restoratbon 
of certain portions of existing buried A concrete encased svc water headers lo 
clean, repair A coat concrete encased piping W/one oversize figure 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 92/05/18 Document 
ConlroJ Branch (Oocumonl Conlrol Desk) 1 1pp 61784 335 61784 343 

920529'0190 Forwards responso lo NRC 920508 request for addi info on 091002 appll 
cation for amends to Licenses NPF-4 A NPF 7 re selllemenl monilormg program for 
Class 1 slfuclures 

STEWART.W L Virginia Power (Virginia Eloclric A Power Co) 92/05/21 Document 
Control Branch (Document Conlro) Desk) 5pp G1075 344 61875 340 


Q, Inapactlon reports, IE Bullsllna A correspondence 

9204930006 Forwards "Second 10-Yr Insorvlce Insp Interval Revised ISI Program A 
Plan" A revised response to 910605 request for addi Info item E 
STEWART.W L Virginia Power (Virginia Electric & Power Co) 92/03/27 Document 
Control Branch (Document Control Desk) 3pp 61371 085 61372 099 

"9204200045 "Second 10-Yr In&arvlco Insp Interval Revised ISI Program & Plan " 
NAUGHTON.PJ Virginia Powor (Virginia Etoclric A Power Co) 92/03/06 372pp 
61371 ODD 61372 009 

9205120155 Forwards Insp repls 60-338/02 04 A 50-339/02-014 on slated dales A 
nollca of violation Concern re violations due to liconsee failure to perform testing on 
RCP bus undervoltage A undorfrequoncy relays, per TS noted 
REYE8.LA Region 2 (Post 020201) 92/04/16 STEWART.W L Virginia Power (Vir- 
ginia Electric A Power Co) 3pp 61624,033 61624 058 

"9205120170 Nolico ot vIolatEon from Insp on stated dates Violation noted monthly 
channel function o1 tests not performed on RCP bus undorvollaga channels A RCP bus 
undorfrequoncy channels 

* Region 2 (Post 820201) 02/04/16 2pp 01624 036 61624 037 

"9205120174 Insp repts 60 338/92 04 A 50 330/92-04 on stated dates Violations 
noted Major areas inspected opera lie na.mainl, s urve II Ian oa.o valuation of licensee self- 
assessment capability A LER followup 

LESSEH.MS. TAYLOR.DR . ROSS.TM Region 2 (Post 820201) 92/04/16 2lpp 
61624 030 61624 058 

920512Q007 Forwards insp ropta 50-330/02-07 A 60-339/02-07 on 920316 20 No viola- 
tions noted 

JULIAN.C A Region 2 (Post 020201) 02/04/20 STEWART.W L Virginia Power (Vir 
ginia Electric A Powor Co) 3pp 61035 049 61635058 

"9206120010 Insp ropts 50 330/92-07 A 50 339/02 07 on 920316 20 No violations 
no ted. Major areas inspected toca) leak rale lasting A followup of licensoo action on 
previously identified in^p findings 

WHITENER.HL. JAPE.F Region 2 (Post 820201) 92/04/16 7pp 81635 052- 
61635058 

92Q5120D87 Fonvords insp ropts 50-330/92-00 A 50-330/92 00 on 920316-20 No viola- 
lions noted 

JULIAN.C A Reoion 2 (Post 820201) 92/05/04 STEWART.W L Virginia Power (Vir- 
ginia Electric A Power Co ) 3pp. 61637 24 8 01637.250 

--9206 120097 Insp repls 50 330/92-08 A 50 339/92 00 on 920316 20 No violations 
noled Major areas Inspected EC oxam of SG tubes In Unit 2 A review of upper tier 
documents A specifications associated w/Unil 1 SG roplacemnts 
ECONOMOS.N. BLAKE,JJ Region 2 (Post 820201) 02/04/29, Bpp 61637 251- 
61637 268 

9205010009 NRC fnfo Notice 92-035, '"Higher Than Predicted Erosion/ Corrosion in 
Unisolablo Roaclor Coolant Pressure Boundary Piping Inside Contalnmoni al Boiling 
Water Reactor " 

ROSSI, CE Division Of Operational Events Assessment (Post 070411). 02/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667.3S4 
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92051fl00&0 Forwards insp repts 50-338/92'11 & 50-339/92*1 1 on 920406 10 No vio 
lations Of deviations noted 

PEEBUeS.TA Flegion 2 <Post 820201) 92/05/06 STEWART.W L Virginia Power 
(Virginia Eleclac & Power Co ) 3pp 61707 234 61707 246 

*-9205190091 Insp ropts 50 336/92-11 & 50 339/92 11 on 920406 10 No violations 
noled Major areas inspected iiconsoe procedures & conlrots re ouiage mgt activities 
CRL£NJAK.R Region 2 (Post 820201) 92/05/05 10pp. 61707 237 61707 246 

920501Q04S NRC lr>fo Nolica 92-036, "Intersyslem LOCA Outside Containment'' 
HOSSI.CE. Division of OperatJonal Events Assessment (Post 870411) 92/05/07 
Consolidated EdisonCo of Now York, Inc 9pp 61718001-61718 009 

9205040265 SgjppI 1 to NRC Info Notice 92-016, “Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown " 

ROSSLC E Division of Operational Everila Assessment (Post e70411)' 92/05/07 
Consolidated Edison Co of Now York, fnc 4pp 61718 010 61718 013 

9205100289 Responds to NRC 920416 Itr re violations noted in msp repls 50 338/92 04 
& 50 339/92-04 on 920216-0321 Corrective actions reactor coolant bus undenroltage/ 
underfrequency protection circudry surveillance procedure modlflad 
STEWART,WL Virginia Power (Virginia Eloclrtc 8i Power Co). 92/05/14 Document 
Control Qrancfi (Oocument Control Desk) 6pp 61743 275 61743*279 


R, Periodic operating reports & related correspondence 

9205050061 "North Anna Power Station 1991 Annual Radiological Environ Operating 
Root." W/920429 Hr 

STEWART,WL Virginia Power {Virginia ElocWc & Power Co) 91/12/31 130pp 
61586157 61586 309 

9205050302 ^'Annual Environ Operating Rept for Nortfi Anna Units 1 & 2, 1991 ** W/ 
920429 Itr. 

ST6WART,WL Virginia Power {Virginia Elociric & Power Co) 91/12/31 17pp 
61584 335 61564 352 

9205190051 Monthly operating repl for April 1092 for North Anna Power Station.W/ 
020514 itr 

KANE,G E , STEWART, W.L Virginia Power (Virginia Electric & Power Co) 02/04/30 
14pp 61740-341-61740 354 


8. Repartable occurrences, LERs & related cor/eepondence 

9265070166 LER 91*010 00 on 920413,delermlned that as-found cold leg branch flows 
InsufficJent to meet TS roqulremonts Probably caused by repositioning of valves using 
stem height measurement Stem lock covers Installed W/620504 Ur. 

KANE.GE Virginia Power (Virginia Electric & Power Co ) 02/05/04. 4pp 61666 056 
61666 059 

9205140255 LER 92*01Z*00on 920419, 2H 4160-voU emergency bus becamo deener- 
gized during response time tasting of circuitry & SW flow to component cooling HX 
was lost momenlanly Bus was ro-energized & SW flow was restored W/920508 Ur. 

K AN E,Q,E. Virginia Power (Virginia Eleclrlc & Power Co) 02/05/00 4pp 61716089- 
61716002, 

9205200298 LER 02-011 OOon 020421, uml entered mode 3 from mode 4 due to SQ 
channel II tnp Caused by personnel error due to failure to consult applicable 
TS Channel returned to tripped condition TS change package will be submiitodW/ 
82051311/. 

KANE.GE Virginia Power (Virginia Eleclric & Power Co) 02/05/13 4pp 61766 1 64- 
61766157 

9205190030 Spoof al r-^t on 9204 14, overpressure protection sya actuated when pressur- 
Izer PORV opened, Caused by unplanned increase in RCS pressure Operalions per- 
sonnel coached on importance of properly conirolling plant parameters 
STEWART ,WL Virginia Power (Virginia Electric & Power Co.) 02/05/14 Documen! 
Control Branch (Document Control Desk) 2pp 61739 237-61739 230 

9205260174 LER 92 013 OOon 920421. fnoporable overpower differential lomp setpoint 
channel nol placed In trip within 1 n after entering Mode 2.Caused by personnel 
error Channel lest card replaced A calibr & channel laken out ot lripW/920514 Itr 
KANE.Q.E. Virginia Power (Virginia Elociric & Power Co.). 92/05/14, 4pp, 61813.244* 
61813 247 


V. Operator ExamfnallonB 

6205200305 Forwards amends 157 & 139 to licenses NPF-4 & NPF-7, roapectively & 
safety evaluation Arne rids revise TS re operalor Iralning programs.ln response to 
911107 Hr 

ENGLE, LB Pfo} 0 Ct DIrectorale II 2. 02/05/06 STEWART, WL Virginia Power (Virgin 
ia Eloctffc & Power Co ). 3pp 61 742'260 61 742 273 

-9205200306 Amends 157 & 139 to licensos NPF 4 A NPP-7,rQSpocliv0ly, revising TS 
re operator training program s.por licensee 01 1 107 Ur. 

BERKOW,H.N Project Dirocto rale II 2, 92/05/06 8pp. 61742 263-61742.270 

-9205200308 Safely evaluation supporting amends 157 & 139 to licenses NPF-4 & 
NPF-7, respectively. 

' Office el Nuclear Reactor Regulalian, DIreclor (Post 870411). 92/05/06 3pp. 
61742:271-61742*273 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT, UNIT 2 


F. 8«curllyj medical, emargancy & lira proteclion plans 

9205070168 Rev 8 to REAP Plan Imptannenli ng Procedure EP-402, ‘’ResponsIblllliGs of 
Recovery Organlzalion,” changing Step 3.2 3 to read release “within TSs Limits’* Ifom 
release "witbTn EPA Guideline llmi la," 

• Detroit Edison Co 82/04/27. Itpp. 61699 320 61699.330. 

9205180195 Advises that 920403 Rev 18 to physical security plan consistent w/provl- 
sions of 10CFR50.64(p) & acceptable. 

PEDERSON,C.D. Re jon 3 iPost 620201) 92/05/13. ORSER,W.S Detroit Edison Co. 
2pp 81 727^358*01 72>359. 


9205200259 Advises that 920403 Rev 8 to physclal security plan consistent w/provi- 
slons of 10CFR50 54 (p) A acceptable 

PEDERSON.CD Region 3 (Post 020201), 92/05/13 ORSER.WS Detroit EdisonCo 
ip 61754 344 61754 344 

9205270095 Advises that 020403 Rev 8 to security personnel training A qualification 
plan consistent w/provisions of 10CFR50,54(p) A acceptable 
PEDERSON.CD Region 3 (Post 020201) 92/05/13. ORSER.WS Detroit Edison Co 
2pp 61631 34361831 344 

9205290321 Rev 4 to RERP Pfan Implementing Procedure EP-220, "Personnel Monitor* 
fng a Radio logica) Emergency Teams," incorporating Change 92-0679 
SHELTON, D Detroit EdisonCo 92/05/18 52pp 61909 283-61909 334 


H General correspondence 

9205040120 Comment on NUREQ-1449, "Shutdown A Low Power Operation at Com- 
mercial Nudoar Power Plants in US ’’ Licensee agrees w/ comments submitted by 
NUMARC A aWROG 

ORSER.WS DelroH Edison Co 92/04/29 Regulatory Publications Branch 2pp 
61513 059 61513,060 

920S1000'93 Comment endorsing comments made by NUMARC on proposed rule 
10CFR2 re policy A procedure for enforcement actions 

ORSER.W.S. Oolroit Edison Co 92/05/05 Docketing A Services Branch 2pp. 
61690 253-61690 254 


J, Insurance A Indemnity Information 

9206010291 Forwards Endorsement 144 to NELIA Policy NF 0002 A Endorsement 40 to 
MAELU Policy MF0120jier 10CFR140 15 

SETTLES, AC Detroit Edison Co 92/04/28 Document Control Branch (Oocumenl 
Control Desk) 6pp 61652.316 61552.320 


P. Operating license stage clocuments & correspondence 

9205040247 Forwards fitnoss for duty program contacts listed on program performance 
repls 

KDUP.E Reactor Safeguards Branch. 92/04/20 MCKNIGHT.J Information A 
Records Management Branch (Post 890827) 4pp 61 563 326-61 663 329 

9205050346 Responds to gonoric Hr 91-11, "Resolution of Gonerlc Issue 40, 'LCOs (or 
Class le Vital fnstrumont Buses,' A 49, 'Interlocks A LCDs for Class IE Tie Breakers,' 
per 10CFR50 64(f}” for plant. 

COLBURN.T G. Project Diroclorato III-1 92/04/22 ORSER.W S Detroit Edison Co 
2pp 61560 255 61568 257 

920S110213 Forwards amend 81 to license NPF-43 A safety evaluation Amend revises 
TS seclion 3/4 7 2 lo provide clarification of redundant components that conslllule 
operable control room emergency filtration sys subsystem 

COLBURN, T.Q Project Directorate II 1-1 02/04/22 ORSER.WS Detroit Edison Co 
3pp 01654 250-61654*204 

-9206110224 Amend 01 to ficense NPF-43, revising TS section 3/4 7.2 to provide clanfi 
cation of redundant compononts that constitute oporablo control room omorgency fit 
Iratlon sys subsystem. 

MARSH, L.D. ProlGCt Directorate III-1 92/04/22. 7pp 61654*253 61654.259 

-9205110237 Safely evaluation supporting amend 81 to license NPF 43 

* Office of Nuclear Reactor Regulation, Director (Post B70411) 92/04/22 5pp 
61654 260-61654 264 

0205050007 Discusses revised schedule for submitting Individual plant exam rept for 
facllity.per Generic Hr aO-ao.Exlenslon of submittal of rapt until 920901 will enable util 
to assure that proper credit given for current plant design features 
ORSER.W.S botroit Edison Co 02/04/30 Document Control Branch (Document 
Control Desk) 4pp 61583 352 61663.355. 

92050B0139 Forwards addi info re 910924 application for amend to License NPF-43 for 
uprated power operation, per NRC 920221 A 25 requests. Power uprate safety analysis 
withhold 

ORSER.WS Detroit Edison Co. 92/04/30 Document Control Branch (Oocumenl 
Control Desk). 23pp, 61698 073*61590.132. 

-9205060 140 Proposed Tech Specs for uprotod power operation 

* Dolroll Edison Co 82/04 /3(). 37pp. 61698 096-61600.132. 

9205120034 Forwards concorn re activities at facility (RIII-92-A-003D), for review A dis 
position within 30 days of Itr date Enel withhold (ref 10CFR2 790). 

NORELIUS.CE, Region 3 (Post 620201). 92/05/05. ORSER.W.S. Detroit Edison Co 
2pp 61636.105 61636:106. 

9205200045 Requosls that liconseo provide Info for specific panel discussion topics A 
names of memuers of staff who will attend A participate as panel member for 920623 
24 current licensing basis worksfiop 

MARSH.L B, Project Directorate 111*1 92/05/06 ORSER.W S Detroit Edison Co 3pp 
61742 001-61742 003. 

6205180043 Responds to NRG 020410 request for addI info ro 920225 application for 
amend lo License NPF-43, changing TS for uprated power GE response withhold (ref 
10CFR2.7DO (a)(4)) 

GIPSON, D.R Detroit Edison Co. 02/05/11. Document Control Branch (Document 
Control Desk) 8pp 61722*273 61722*280 

9205190064 Ack receipt of 10CFR50.71(e) submittal dtd 920318 Incorporating changes 
in QA program descflption.NRC anticipates lhat review will require more than 60 days 
lo complete.Rosults will be communicated. 

WRIGHT.QC. Region 3 (Post 820201) 92/05/13 ORSER.W.S Detroit Edison Co Ip 
61706 3S8 61706.358. 



DOCKETED ITEMS Hi 


92€S2ia265 Notification of 920520 nr^eoling w/util & GE in Rockville, MD to discuss 
quostions raised by ACRS Ihormal hydraulic pbonomona subcommittee during 020326 
presentation 

STRANSKY.RJ Project Directorate ltl-1 92/05/t8 MURLEY.T . MIRAGUA.F, 
RUSSELL, W NRG - No Detailed Affiilation Givers 4pp 61756 157 61756 160 

9205290105 Requests that plan & schedule be developed for addressing NRG concerns 
re HPCI MOV F003 capability under less than favorable conditions & verifcallon of 
true capability of MOV wllhin scope of Suppl 3 to Generic Hr 69*10 
COLBURN.TQ Project Directorate 111-1 92/05/19 ORSER.W Detroit Edison Co 
4pp 61812 279 61812 202 

9205250260 Confirms util commitment on procedure to ensure that oach containment 
isolation valve virill be [n appropriate position during SBO event & provides schedule 
for final Implementation of procedure 

ORSER.W S Detroit Edison Co 92/05/20 Document Control Branch (Document 
Control Desk) 2pp 61813 236 61813 237 


Q Inspection reports, IE Bulletins & correspondence 

9205040199 Suppis 900817,910207 & 1010 responses to NRG request for info re low 
pressure turbine blade failures & disc insp Insp of tow pressure turoine casings indicat- 
ed that broken blades did not damage casings 

ORSER.W S Detroit Edison Co 9^2/04/29 Document Control Branch (Document 
Control Desk) lOpp 61550 327-61550 336 

9205050037 Ack receipt of 920422 Itr informing NRC of steps taken to correct violations 
noted in insp rept 50-341 /92-03 

GREGER,LR Region 3 (Post 020201) 92/04/29 ORSER.W S Detroit Edison Co 
2pp 61540 127-61 540'iao 

9205070226 Forwards Safety Insp Rept 50-341/92 08 on 920406 10 No violations 
noted 

QREGER.LR Region 3 (Post 820201) 92/04/29 ORSERWS Detroit Edison Co 
2pp 61620 338-01620:349 

-9205070228 Insp Rept 50-341/02*08 on 920406 10 No violations or deviations 
noted Major areas inspected sol id. I (quid & gaseous radwasto mgt programs, radioactive 
contamination near chemical waste pond & NRC Info Notice 91-004 
JANUSKA,AG, SHAH.N , SCHUMACHER.M C Region 3 (Post 820201) 92/04/20 
lOpp 61620 340 61620 349 

9205010009 NRC Info Notice 92 035, “Higher Than Predicted Erosion/ Corrosion in 
Uriisolabto Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor “ 

ROSSI, CE Division of Operational Events Assossmonl (Post 870411) 02/05/06 
Consolidalad Edison Co of Now York. Inc 6pp 61667 349 61667 354 

9205010046 NRC Info Notice 92-038, “Intersystem LOCA Outside Containment “ 

ROSSI, C.E Division of Operational Events Assessment (Post B70411) 92/05/07 
(^nsolldaled Edison Co of New York. Inc 9pp 61718 001-61718 000 

9205040266 Suppl 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown ” 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co of Now York, Inc, 4pp 01710 010 61718 013 

9205220082 Discusses investigation performed by Ofc of Investigations re allegation of 
employment discrimination by senior mgl personnel at plant 
GREENMAN.EQ Region 3 (Post 020201) 92/05/19 ORSER.W S. Detroit Edison Co 
3pp 61735 198 61735 201 


R. Periodic operating reporta & related correspondence 

9205040231 “1901 Annual Radiological Environ Monitoring Rept " W/920430 Itr 
ORSER,WS Detroit Edison Co 91/12/31 t35pp 61613 001-61613 163 

9206040249 “1991 Annual Nonradiological Environ Operating Rept for F0rml-2“ W/ 
920430 Itr 

ORSER.W S Detroit Edison Co 91/12/31 1 7pp. 61 595 330 81595 346 

0206100041 Monthly qporaling rept for April 1992 lor Fermi 2 W/020515 Ur 
Stone, BJ.. ORSER.W S Detroit Edison Co 92/04/30 4pp 61739 261-61739 264 


S- Reportable occurrences, LERa & related correspondence 

9205120300 LER 92 003-00 on 920407 .vacuum breaker did not close after being 
opened Caused by actuator binding up with actuator cylinder In open position Actuator 
cylinder for vacuum breaker roplacod.W/920507 Ur 

JOY.J M , ORSERW-S, Detroit Edison Co 92/05/07 7pp 61702 269 61702'275 

9205260267 LER 91-019 01 on 911 120, Isolation occurred In 0 RWCU pump room & Iso- 
lation occurred while removing jumper utilized during first Isolation Switch was rocalibr 
& monitored & design change will be Implemented W/020520 Itr 
JOY,J.M„ ORSER.W S Detroit Edison Co 92/05/20 6pp, 61814 226 61814:231 


DOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & fire protection plane 

9205010235 Certifies Implementation of access authorization program that meets re- 
qulremenls ol 10CFR73 56 & all elements of Reg Guide 6 66,Addl guidance provided 
by NUMARC to address clarification 2 to reg guide 

CROSS, J E Portland General Eloclrrc Co 92/04/27 Document Control Branch (Ooc- 
ument Control Desk) 2pp 61646 353 61648 354 

9205120182 Advises that submittal of Rev 12 to lira protection plan program 
descrIption.prevlDusly scheduled to be completed by 920506, will be delayed until 
020730 

WALT.T D, Portland General Electric Co 92/05/06 Document Control Branch (Docu- 
ment Control Desk) Ip. 61665,298-61665 298 


9205270172 Forwards Insp Rept 50 344/92-15 on 920420 23 No violations 
noted Details withheld (ref 10CFR73 21) 

REESE.J H Region 5 (Post 820201) 92/05/20 CROSS, J Portland General Eleciric 
Co 3pp 61813 001-61813 004 

-9206270175 Partially withheld Insp Rept 50-344/92 15 on 020420-23 (ref 
10CFR73 21)No violations noted Major areas mspocled access conirol program for 
package s.porsonnel training & qualification program & safeguards contingency plan 
NORDERHAUG.LR . REESE.J H Region 5 (Post 820201) 92/05/20 Ip 61813004- 
61813 004 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61563 329 

0205910179 Informs of deferral of 911111 commitment ro auxifiary bidg ventilation ex 
haust duct process radiation monitor (PRM 2) sampling probe PRM 2 mod completion 
dale deferred to 920716 Status of mod listed 

CROSS, J E Portland General Elsclric Co 02/04/24 Document Control Branch (Doc 
ument Control Desk) 2pp 61546 307 61548 308 

9205050008 Submits schedule for design mod of process & effluent radiation 
monitor, per util commitment In 911216 Itr Concentuat design &. scope review- wiii bo 
completed by 921 2 10 Results wlh be reported to NRC by 930211 
CRC>SS,J E , WALT.T D Portland General Eloctnc Co 92/04/30 Document Centro! 
Branch (Document Control Desk) 2pp 61590.360 61590 361 

9205070232 Amend 6 to PGE 1025, "Environ Qualification Program Manual “ 
CHERNOFF.HK Portland General Electric Co 92/04/30 117pp 61626 1 GO- 

BI 626 296 

9205110085 Forwards environ assessment & finding of no significant Impact re porma- 
nent & partial exemption to paragraph III D 2 of App J,10CFR50 for conlalnmont air 
locks, nor 920401 request 

KOKAJKO.LE Project Ojrecloroto V 92/04/30 CROSS.J E Portland General Electric 
Co 4pp 01623 236 81623 243 

-9206110090 Environ assessment & finding of no significant impact re exemption from 
paragraph III D 2(b)(li) of App J,tOCFR60 for contammont air locks 
QUAY.TR Project Directorate V 92/04/30 4pp 61623 240 61623 243 

9205180213 Requests licensee recommendations for specific panel discussion topics A 
names of member of staff who will attend & participate In 920623 24 current licensing 
basis workshop 

KOKAJKO.LE Project Directorate V 02/05/04 CROSS.J E Portland General Electric 
Co 4pp 61712 3S3 61712 356 

9205200113 Forwards permanent, partial exemption from requirements ol 
1 0CFR50, appendix J, section III D2(b)(n) re containment air lock pressure lest 
KOKAJKO.LE Pfoj;oct Oirecloralo V 92/05/07 CROSS.J E Portland General Electric 
Co 4pp 61722 308 61722 316 

—9205200122 Exemption from raquiromenls of 10CFR 60, Appendix J, Section III d 2 (b)(ii) 
ro contotnmont air lock pressure tost 

BOGeH.DA Division of Reactor Projects ■ III.IV.V (Post 001216) 92/05/07 Portland 
General Electric Co 5pp. 61722 31 1-61722 316 

9205180241 Forwards replacemont page for Pago 11 of 12 In Llconso Change Applica- 
tion 220 to Llconso NPF 1 ro RCS heatup & cooldown curves & reactor vessel mail 
irradiation aurvoillanco schedule submitted on 920313 

CROSS,JE, WALT.T D Portland Genoral Electric Co 92/05/11 Document Control 
Branch (Oocumonl Conirol Desk) Ip 61719 250 61710 251 

-9206180243 Proposed TS 3/4 4 re bases for RCS a number of reactor vossol irradia- 
tion survolllanco specimens & frequency for removing & lesitag specimens 
^ Portland General Electric Co 92/05/11 Ip 61719 251 61719 251, 

9205280200 Requesls addi Info ro leak before break analysis on various pipe lines at 

RoKAJKO.LE Project Directorate V 02/05/15 CROSS.J E Portland General Elect nc 
Co 4pp. 61794*264 61794,267 

9205280254 Extonds approclalion for attending Stale of OR Energy Facilities Siting 
Couricil subcommittee 020406 & 09 meetings 

SMITH-STEWART Oregon, Slate of 02/05/21 VIRGIUO.M NRC - No Oelailod AffiK- 
alion Given Ip 61804 ?57 61 QB4 257 

9205280266 Forwards supplemental SE accepting licensee response to SE re SBO 
analysis, contlnganl upon commitment to revise battery adequacy calculations & pro 
vidn basis for Initial temps used in H/U analysis 

KOKAJKO.L E Projecl Oireciorflle V 92/05/21 CROSS.J E Portland General Electric 
Co 3pp 61794 337-61704 348 

-9205280276 Supptomonta) SE accepting licensee revised responses lo areas of non 
conformance laonlified fn SE re SBO rule, contingent upon commitment to revise bat- 
tery adoquacy calculation 

* Offlco of Nuctear Ro actor Regulation, Director (Post 870411} 92/05/21 Opp 
61704 341 61794 348 


Q. rnapectlon reports, IE Bultellns & correspondence 

9205050168 Forwards insp rept 60 344/92-12 on 920330 0403 No violations noted 
YUHAS,G,P. Region 6 (Post 820201) 92/04/16 CROSS.J E Portland Genoral Eloc* 
trie Co- 2pp 61540 lOD 61640 112 

-9208060173 Insp ropt 50-344/02-12 on 920330 0403 No violations noted Major areas 
inspected implemeinllng program for conducting periodic evaluations of public healih & 
safety issues resulting from population distribution 

COBLENTZ.L, YUHAS,GP Region 5 (Post 020201) 92/04/16 3pp 61540 110- 
61540 112 
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9205050183^ Discusses insp repi 60 344/92 08 on 920330 0403 No violation notod 
YUHAS.G P Region & (Post B20201) 92/04/17 CROSS .J E Portland General Eloc 
trie Co 2pp 61540 275-61540 287 

-9205050200 tnsp repi 50 344/02 OO on 920330 0403 No violations nolsd Major areas 
mspGcted onsilo folloivup of written repts of non routine events.correclivo actions for 
violations & deviations, radwasto sys 8. radiological environ monitoring 
CO0LENTZ.L, YUHAS.G P Region 5 (Post B20201) 92/04/17 lipp 61640 277- 
61540 207 

920504012S Ack receipt of 920410 Itf informing NRG of steps taken to corroci violations 
noted I Hi Insp rept 5Q 344/92 02 

YUHAS.G P Region 5 <Post B202O1) 92/04/23 CROSS.J E Portland General Elec 
Inc Co 2pp 61513 067-61513 071 

9205070056 Ack receipt of 92041 0 Hr informing NRC of steps taken to correct violations 
noted in insp rept 50 344/92-06 

REESE.JH Region 5 (Post 020201) 92/04/29 SALMON.SW Portland General 
Electric Co 2pp 61573 017-61573 021 

9205150118 forwards tnsp rept 50 344/02-07 on 92021 B-0330 No violations notod 
RICHARDS, S A Region 6 (Post 820201) 92/05/01 CROSS.J E Portland General 
Electric Co 3pp 61677 008-61677 027 

-9205150120 Insp rept 50-344/92 07 on 920218 0330 No viotations noted Major areas 
Inspected operational sofoly verifical(on,tnainl. survoillance.refuoling acUvillos & follow- 
up of previously idontiNed items 

JOHNSON, PH Region 4 (Post 820201) 92/05/01 17pp 61677 011 61677 027 

9205010009 NRG Info Notice 92-035, '‘Higher Than Predicted Erosion/ Corrosion tn 
Unisofable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Roactor ” 

ROSSI,CE Division of Operoliona! Events Assesamonl (Post 670411) 92/05/06 
Consolidated Edison Co of Now York, fne 6pp 61687 349 61667 354 

9205Q1QD45 NRC Info Notice 02 036, "Intersyalem LOCA Outside Containment ’’ 

ROSSI, CE Division of Operational Events Assossmont (Post 870411) 92/05/07 
Consolidated Edison Co of New York, fne 9pp 61710001 61710009 

9205040265 Suppl 1 to NRC Info Notice 92 016, “Loss o! flow (rom Residual Heal Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessment (Post 570411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61716Q10 61716013 

9205100342 Responds to notice of violation 50 4 12/91-80 01 & 91-80 02 & to notice of 
deviation 50 334/91-80 03 for Beaver Valley Power Slalton.unils 1 & 

2. re spec lively Corroclive action Design analysis 10000 E-207 0 porformod 
SIEBER.JO Duquesne Light Co 92/05/08 Oocument Control Branch (Document 
Control Desk) 8pp 61739 272-61739 279 

0206200142 Requosts to revise info sys Phase I complelion date from Mar 1992 to 
920803,(^00 to slippage in vendor schedule for completing basolino inventory module 
software & need tor add! tirre to complete data migration & training 
WALT,T D Pacific Gas & Electric Co 92/05/13 Document Control Branch (Oocu- 
inont Control Desk) 2pp 61743 225-61743 226 

9205260069 Forwards Vote 1 through 6 to, “Trojan Nuclear Plant Insorvico Insp Summ- 
maiy Rapt .Second Inlorval.Secono Period, First Qutaoe 1991 " 

CR(jSS,JE, WALT.TD Portland Genera! Electric (Jo 92/05/20 Document Control 
Branch (Doctmont Control DosK) Ip 61893 001 61B09 267 

“9205260102 Vote 1 through 6 to "Trojan Nuclear Plant Insorvico fnsp Summary 
Rept.Second tnterval.Socorid Period, First Oulago 1991 “ 

• Portland Gororal Electric Co 92/05/20 2,445pp 61003 002 61 BOD 267 

02(^5270172 Forwards Insp Rept 50-344/92-15 on 920420 23 No violations 
notod Detajfs withhold (ref 10CFR73 21) 

REESE, J H Region 5 (Post 820201) 92/05/20 CROSS.J, Porlfand General Electric 
Co 3pp 61613001-61013 004 

-9205270175 Partially withheld Insp Rept 50 344/02-15 on 920420-23 (ref 
10CFn73 21) No violations nolod Major areas Inspected eccoss conlro! program for 
packeg os, personnel trninmg & qualification program & safeguards contingency plan 
NORDERHAUaLR , REESE,J H Region 5 (Post 620201) 92/05/20 Ip 61013 004- 
61613 004 


R Periodic operating roporia & rotated correspondence 

D205040250 “Operational Ecological Monitoring Program for Trojan Nuclear Pfont 
Annual Repi for 1991 “ W/020430 Hr 

CROSS. J E, Portland General Electric Co PGE-1009 91 91/12/31 47pp 61573*201- 
61673 330 

9205040250 “Operational Environ Radiological Survollience Program 1991 Annual 
Rept '* W/020430 Itr, 

CflOSS,J E Portland General EfeclricCo PGE-IOOB-gi. 91/12/31, 73pp 61609 224- 
61509 297. 

9205159175 Monthly oporallng rept for Apr 1992 for Troian Nuclear PlanLW/920511 Hr 
ULMER.rJ, ROBINSON.WR Portland General Declric Co 02/04/30. 5pp 
61710 322-61710.326. 


8. Reporlablo occurrences* LERs ^ rotated correspondence 

0205010227 LGR 91-027-01 on 91 0013, analysis of eddy current oj<ams of SGs resulted 
in 1,580 tubes plugged & 1,017 lubes sleeved Caused by tube wall degradation due 
to Intergranular attack Operational onhancemontB made W/920427 Hr 
KENT.Q . ROBINSON.W.R Porlfand General Electric Co. 02/04/27, tOpp. 61570 267- 
61570 276 

206110195 LER 02-01 0-00, on 92 0327, (ow temp overpressure sys dosign basis require 
menls nol mainlainod duo to breakdown fn configuration mgt Design basis for PORV 
backup air accumulators will bo revised W/920506 Itr 

CLARrOGE.DL. ROBINSON, W.R Portland General Etoclric Co 92/05/06 9pp 
61601*348-61891 350 


9205110198 LER 92 008 01 on 920 130, improper fire penetration seal Installation led to 
non-funclional fire penelfalion seats Caused by improper seal design An hourly fire 
watch established W/92050G Hr 

SHERMAN.R N . ROBINSON, W R Portland General Electrtc Co 92/05/06 6pp 
61692 001-61692 006 

9205210017 LER 91-032 01 on 9 10723, alarm indicated low level in B CCW pump due to 
leak in relief valve In A CCW sys Caused by lack of procedural controls to set & main 
tain valves Valves requiring further review Identified W/020514 Hr 
CLARIDGE.Di, R08INS0N.W R Portland General Electric Co 92/05/14 lipp 
61014 032-6181 4 042 

9205210202 Corrected Ur forwarding LER 92 010 00, Initially aubmilled on 920506 Origi 
nal Hr incorrectly identified LER number 

ROBtNSON.WR Portland General Eteclric Co 92/05/14 Document Control Branch 
(Document Control Desk) ip 61758 331-61768 339 


V Operator Examinations 


9205060174 Notification of contract oxecuKoatask order 147, "RO Licensing Initial 
Exams.Trojan Nuclear Power Planl," to “Technical Assistance to Support Licensing 


HUGHES. A Contract Administration Brar^ch 1 (Posl 900603) FIN L- 1289-2 02/04/ 
30 SCHWINK.WJ Office of Nuclear Reactor Regulation, Director (Post 870411) 
PULSIPHER.K NRC - No Detailed Affiliation Given Ip 61581 251 61 681 255 


“9205060102 Ltr contract NRC-03 89 O31,d0flni(izing task order 147, "RO Initial 
Exams, TNP," to “Technical Assistance to Support Licensing Activities " 

SCOTT.M L Contract Administration Branch 1 (Post 900603) FIN L-1209 2 92/04/ 
17 PETERSEN.LR Sonalysls, Inc 4pp 61581 252-61501 255 


DOCKET 50-346 DAVIS-BESSE NUCLEAR POWER STATION, UNIT 1 


F Security, med(ca), emergency & fire protection plans 

9205140245 Notification of 9205t4 meeting w/ulil in Rockville, MD to discuss fire protec- 
tion requirements at plant Proposed agenda one) 

HOPKINS.J0 Project Directorate III 2 92/05/11 HANNON.J N Project Directorate 
1112 4pp 61602 260 61682 272 

9205190133 Forwards insp rept 50-346/92 06 on 920420-24 No violations noted 
CREED.J.n Regions (Post 020201) 92/05/13 SHELTON.D Toledo Edison Co 2pp 
61708 070 6 1706 076 

“9205190137 fnsp rept 50-346/62 06 on 920420-24 No violations noted Major areas 
inspoclod physical security insp involving mgt support, protected & vital area 
barrters.accoss control pofsonnel.packaqes.vQhicres & alarm stations 
KNICELEY.JR, CREED, J R Region 3 (Posl 820201) 92/05/13 4pp 01708 072- 
61708075 


H. Qoneral correspondence 

9205080001 Comment supporting draft rog guides DQ 0010, “Cnleria for Monitoring & 
Methods for Summation of Internal & External Occupational Dosos," & DG 8011, "Ra- 
dialion Dose to Embryo/ Fotus ” 

SHELTON.D C Cenlerlor Energy 92/04/27 Regulatory Publications Branch 2pp 
61656 004 61556 005 

9205200007 Comments on draft NUFEQ-1440, “Shutdown & Low Power Operation at 
Commercial Nuclear Power Plants in US" Endorses NUMARC comments 
SHELTON, D.G Contronic, tnc 02/05/13 MEYER.D L Regulatory Publications 
Branch 2pp 01717013 61717 014 


I Financial Informollon 

9205120074 Forwards "Conlorior Energy 1091 Annual Rept " 

SHELTON.D C Centerlor Energy. 92/05/01 Document Control Branch (Document 
ContfolOssk) Ip 61700 001-61700 272 

--9205120090 “Conlerlor Energy 1991 Annual Rept " 

MILLER, R A. FARLINQ.RJ Cenlorior Energy 01/12/31 aSOpp 61700002- 
61700 272 


M. Antitrust correspondence 

9205110010 Notice of hearing (oral argument on parlies summary disposition filings) * 
Notifies of 020010 hearing Tn Bethesda.MD to permit presentation of oral arguments 
re summary dispositions W/Certificate of Sve Served on 920505. 

MILLER.ME Atomic Safely & Licensing Board Panel #292 12876. 92/05/04 5pp 
81609,320 81600,324 

9205110122 NRC Staff answer to motion for summary disposition of intervo nor, City of 
Clev(3tand,OM. * Concludas that City of Ciovoland motion for summary disposition 
should be denied W/Cortificato of Sve 

HOM.SR Office of the General Counsel (Post 860701) #292 12094 02/05/07 
Atomic Safely & Licensing Board Panel, lapp 61610 154-81610 168. 

9205110169 Applicants reply to opposition cross-molions for summary disposition & re- 
sponses to applicants molion for summary dlapoaltion.* Applicants conclude NRC has 
no authority to retain antitrust ficensing conditions W/Cortiflcale of Sve 
CHARNOFF,D Q Ohio Edison Co CHARNOFF.D.B Shaw, Pittman, Potts & Trow- 
bridge MURPHY, JP. Cleveland Electric Iflumlnaling Co #292 12898, 92/05/07 
Atomic Safety & Licensing Board Panel 145pp 6161(^181-61610 325 

9205290078 Reply of City of Cleveland, OM to arguments of applicants & NRC Staff w/ 
respect to Issues of law of case.res Judicata, collateral estoppel & laches * W/Cortifi- 
cate of Sve & sve list 

QOLDBERG.n, STROTHER.C D., WILLIAMS, D,R. Cleveland, OH, #202 12938. 92/ 
06/26 Atomic Safely & Licensing Board Panol 30pp 61790 126-61790.164 
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P. Operating license stage documents & correspondence 

&20501001 3 Informs that NRG will conduct fact finding visits to licensees that represor^t 
good cross section of industry Plant specific programs for updating FSAR will be dis- 
cussed 

HOPKINS, JB Project Directorate 111-3 92/04/16 SHELTON, DC Conierior Energy 
SHELTON.DC Toledo Edison Co 5pp 61516 032 61516 036 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts. 

KOUP.E Reactor Safeguards Branch 02/04/20 MCKNIGHT.J Information & 
Record's Wanagemenl Branch (Post 890827) 4pp 61563 326 61503 329 

9205130001 Forwards application for amend to License NPF-3,changinQ TS 5 3 2. “Re- 
actor Core - Control Rods" to allow use of extended life control rods & change de- 
scription of axial power shaping rods 

SHELTON.DC Centerior Energy 92/04/30 Document Control Branch (Document 
Control Desk) Ip 616B3 205 61683 294 

-9206130002 Application for amend to License NPF-3, changing TS 5 3 2, “Roaclor 
Ciore - Conlfo! Rods" to allow use of extended fife control rods & change description 
of axial power shaping rods to allow use of different Inconel absorber mail 
SHELTON, D.C. MYERS, TJ Centerior Energy 92/04/30 7pp 61683 286 61603 292 

• 9205130003 Proposed TS 5 3 2 re reactor core - control rods 

* Centerior Energy 92/04/30 2pp 61683 293-61683 294 

9206130223 Forwards application for amend to License NPF-3, changing TS 3/4 1 3 1 re 
group height • safety & regulating rod groups & 3/4 1 3 3 re position indicator chan- 
nols to clarify proper progression of TS 3/4 13 1 action statement 
SHELTON.DC <;enloriQr Energy 92/04/30 Document Control Branch (Documenl 
Control Desk) 2pp 61676 336 61678 357 

-9205130229 Application (or amend to Llcenso NPF-3, changing TS 3/4 131 re group 
height - safely & regulating rod groups & TS 3/4 1 3 3 re position indicator channels 
to clanfy proper progression of TS 3/4 13 1 action statement 
SHELTON, D.C Centerior Energy 92/04/30 Opp 61670 330-61678 345 

-9205130233 Proposed TS 3/4 1 3.1 re group height ' safety & regulating rod groups & 
TS 3/4 1 3 3 re posdlon indicator channels 

* Centerior Energy 92/04/30 12pp. 61678 346-61670 357 

92051 50S2& Forwards safely ovaluallon granting llconsoo first l0-yr inten/al ISI relief 
requests, per 10CFR50 55a(g)(6)(i) Alternative test schedule also approved, per 
10CFR50 55ala)(3)(0 

HANNON.J N Project Directorate III 3 02/04/30 Si lELTON.D C Centerior Energy 
3pp 61682 341-61662 348 

-9205150231 SER granting relief from ASME Section XI Code roqulromonts, per 
H>CFR50.55a(g)(6)0>.Ai8O accepts licensee proposed plan for scheduling code re 
quirect hydrostatic tests, per 10CFR50 55e(a)(3)(1) 

^ Office of Nuclear Reactor Regulation, Director (Post 870411) 02/04/30 4pp 
61682 344 61682.346 

9205120254 Forwards application for amend to Liconse NPF-3,rovIsinQ TS Dolinltlon 
1 8, ‘'Containment Integflly," TS 3/4G.L1, “Containment Integnty & Bases/' TS 3/ 
4 6 12, ■ 'Containment Leakage" & TS 3/4 6 1 3, “Containment Air Locks," 
SHELTON.DC Centerior Energy 92/05/01 Documenl Control Branch (Document 
Control Desk). 3pp 61684*191 61684 212 

-9205120259 Application for amend to Ltconse NPF-3,chang]ng TS Oofinilion 1 8, 
"Containment integrity/' TS 3/4 6 1.1, "Containment Integrity & Bases/' TS 3/4 6 1.2, 
"Containment Leaxage" & TS 3/4 6 1 3, "Containment Air Locks ” 

MYERS.T J. Centerior Energy 92/05/01 10pp. 81684 194 61684 203 

-9205120260 Proposes) tech specs re containment air lock door operability require- 
ments for containment integrity 

* Genlerior Energy. B2/05/01 7pp 61604'204 61604 212 

S205 120261 Forwards epplicallon for amend to Liconse NPr-S.fovisIng TS 3/4 4 6 2, 

' RCS Operational LeaKage & Bases." specifying allowed usage of conlainment at- 
mosphere gaseous activity monitoring svs 

SBELTON.DC Centerior Energy 92/05/01. Document Control Branch (Document 
Control Desk) 2pp. 61884 238 61684 256 

-92051 20280 Application for amend to License NPF-3, revising TS 3/4 4.6 2, "RCS • 
Operational Leakage &. Bases" to specify allowed usage of containment almosphcre 
pasoous radioactivity monitoring sys. 

MYERS.T J Centerior Energy 92/05/01 Opp 61684*240 61684.247 

-9205120289 Proposed Tech Specs 3/4 4 02 ro reactor coolant sys operallonal leak- 
age & bases 

* Centerior Energy 92/05/01 9pp 61604.240-61684,256 

9205130103 Forwards applicalion for amend to Liconse NPF-O.revlsing TS 3 1 1 2, "Re- 
actrvtlY Control Sys-Boron Dilution & Associated TS Bases 3/4 1 1.2, 

SHELTON.DC Contenor Energy, 92/06/01, Document Conlrol Branch (Decumont 
Control Desk) 2pp 61683 224-61663 238, 

-9205130184 Application for amend to License NPF-S.rovisIng TS 3 1.1 2, "Reactivity 
CkDnlrol Sys-Boron Dilution & Associated TS Bases 3/4 1 1.2 
MYERS, TJ Centerior Energy 92/05/01 7pp. 81603*226-61683 232 

-9206130100 Proposed Tech Specs 3.1 1 2 & Bases 3/4 112 re boron dilution require- 
ments 

^ Centerior Energy. 02/05/01 6pp 61683,233-61683 238 

9205210178 Denies request for exemption to 10CFR50,app J re air lock testing. 
BOQER.BA Division of Reactor Projects - 111, IV, V (Post 901216). 02/05/07 
SHELTON, O.C. Toledo Edison Co 3pp 61765.313-61765.317 

-9205210162 Safety evaluation re request for ©xomplion to 10CFR50.app J require- 
ments concerning etr lock testing, 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/07 2pp. 
61755*318 61765 317 


Q Inspection reports, IE Bulletins & co-rraapondence 

9205150225 Forwards safety evaluation granting licensee first 10 yr interval ISI relief 
requesta.por l0CFR5O65a(g)t6)(i) Altomative tost schedule also approved, per 
10CFH50 55fl(a)(3)()) 

HANNON.JN Project Directorate II 1-3 92/04/30 SHELfON.DC Centerior Energy 
3pp 61682 341 616B2 348 

-9205160231 SER grenhng relief from ASME Section XI Code requirements, per 
1DCFR50 55a (g)(6) (i) Also accepts licensee proposed plan (or scheduling code-re 
quired hydrostatic tests.per 10GFR50 55a(a)(35(1) 

‘ Oifico of Nuclear Reactor Ragulalkon. Director (Post 870411) 92/04/30 4pp 
61682 344-61682 346 

9205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolabte Roaclor Coolant Pressure Boundary Piping Ir^slde Containment at Boiling 
Water Reactor " 

ROSSI.CE Division of Operalional Events Assessment (Post 870411) 02/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354 

9205010045 NRC Info Notice 92-036. "Intorsyslam LOCA Oulslda Containment " 
ROSSI.CE Division of Oporalior^al Evonis Assessment (Post 070411) 92/05/07 
Consolidated Edison Go of Now York. Inc 9pp 61718 001 61718 009 

9205040265 Suppl t to NRC Iriifo Notice 92 016. "Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Dramdown " 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, tnc 4pp 61718 010 61718 013 

9205190133 Forwards Insp repl 60-340/92-06 on 920420 24 No violations noted 
CREED,JR Region 3 (Post 020201) 92/05/13 SHELTON.D Toledo Edison Co 2pp 
61700 070 61708 076 

-9206 1 90137 Insp r©pt 50 346/92 06 on 920420-24 No Violations nolod Major areas 
inspacled physical socurity Insp involving mat support .protected & vital area 
barriers, access conlrol porsonnoLpackBges.vohicTes & alarm stations 
KNICELEY.XR , CREED ,J R Region 3 (Post 820201) 92/05/13 4pp 61708 072- 
6iroe:0?S 


R. Periodic operating reports & related correspondence 

9205049303 "Annual Eryviron Operating Repl for Davis-Bosso Nucloar Power Station for 
Jan Doc 1991 " W/920428 Hr 

SHELTON.DC Centorlor Energy 91/12/31 eOOpp 61557 001-61550 237 

9205199040 Monthly operating ropt for April 1002 for Davis Besse Unit 1 W/920512 Itr 
SARSOUR.B, STORZ.LF Toledo Edison Co 02/04/30 5pp 61730 256 61730 260 


S Reportable occurrences, LERs & related correspondence 

0205950235 LER 91 098 01 on 01 1210,reactor tripped due to blown fuse, resulting in 
actuation of reverse phase soquenco undorvollago relay Caused by personnel error & 
erroneous design review Training provided W/920428 Ur 

TURKAL.M A. STORZ.LF Toledo Edison Go 92/04/28 6pp 61601 335 61601 340 

9205110200 LER 02-004 00 on 920427 .errors idsntifiod In calculations ol temp profiles 
followhg postulated HELBs Caused by use of non consorvativo techniques In calcula- 
tion of post HELB Impell calculations being roviowod W/020500 Mr 
TURKAL.M A, STORZ.LF Toledo Edison Co 02/05/08 6pp 81692 03B 61602 043 

9205130045 LER 92-002-01 on 920301, plant experienced reactor trip from 40% power 
duo to main torbino trip Caused by personnel orror Procedures changed & personnel 
trained & reviewed required reading W/920508 Itr 

ANTRASSfAN,AV , STORZ.LF Tolodo Edison Co 92/05/08. 6pp 61701-356- 
61701:361 

9205210231 Fonvards Pari 21 repl 10CFn21 0062 ro DG w/EMD series engines using 
turbochargers remanufacturod from May 1991 to Jan 1902 

MITCHELL, MV M/K Syatema, Inc 92/05/11 MURLEVJ E Office of Nucloar Reac- 
tor Regulation. Director (Post 070411) Ip 61777 347-61777.356 

-9205210236 Followup to 020417 Part 21 Rept 10CFR21 0062 ro failed shall In DG w/ 
EMO 645 aeries engines using turbochargers remanufactured from May 1091 to Jan 
1992.Turbochargerq should be removed & returned to EMD (or (nsp/ropair 
GALEAZZI.OD. MITCHELL.MV, M/K Systems, Inc 92/05/11 4pp 61777 348- 
61777.366 

0205270073 Special ropt on 91 l2O6.tw0lve smoko detectors in Fire Detection Zone 
wero Inoperable Cause unknown. Dotaclers replaced w/Pyrotronlc& Model DI-6 
STORZ.LF Tolodo Edison Co 92/05/19 Document Control Branch (Document Con- 
lrol Desk). 2pp 61Q2 5 350 016 2 6 3 51 


DOCKET 69-348 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 1 


F. Socurlty» medical, emergency & fire protection plans 

9206040246 EPIPs including, Rov 4 to GO EfP-137.Rov 4 to GO EIP-130 & Rev 2 to 
GO-EIP-139 W/920429 Ur 

MOORE,9.L, BYAN.J B Southern Nuclear Operating Co 02/04/20 Z9pp, 61596 322- 
61696,360, 

9296970179 Revised EPIP9.including Rev 4 to FNP-0 EIP-9 Z & Rov 6 lo FNP 0 E1P-0.3 
• Alabama Power Co 92/05/04 61pp. 61633 041 61633 001 

9205260182 Public version of Bov 04 to Procedure FNP-O-EIP B re on call schedule W/ 
820512 release memo. 

‘ Alabama PoworCo 92/05/04, 12pp 61765 287-61765 297 

9205220149 Revised EPIPs.lncludlng rav 13 to GO E1P-114 & rev 11 to GO-EIP-1 10 W/ 
920518 Itr 

MOORE,B.L Southern Nuclear Operating Co 92/05/10 69pp 01766 283 61766 353 



100 DOCKETED ITEMS 


0, AdJudIcatorY corraspondance 

9205220030 Molion to continue propnotary treatment of certain exhibits* Util moves 
mat Board continue proprietary treatment to listed exhibits W/Cerlificato of Svc 
PEPKA.DA Alabama Power Co BEPKA.DA Winston & Slrawn MILLER.J H Batch 
& Binflham ^formerly Balch, Bingham, Bakor, Hawthorne. Williams & Ward) #292 
12921 92/Q't/l6 Atomic Safety & Llconsmg Board Panel 9pp 61735 347-61735355 

9205060068 Alabama Power Co response to NRC Staff motion to exclude certain surre- 
buttaJ testimony * Motion should bo denied in all raspocfs W/Cortlficale of Svc 
MILLER, JH Alabama Power Co MILLER.J H Balch S Bingham Cformerly Balch, 
Bingham, Baker, Hawthorne. Williams & Ward) REPM,D A Winston & Slrawn /f292 
12649 92/04/24. Commissioners (Post 750119) Upp 61556 323 61556 333 

9205080083 Memorandum & order (conditionally granUna util motion to continue propd- 
otary treatment of certain exhibits) * Exhibits 16.17,20 & 32 will be treated as proprie- 
tary on interim basis W/Cartificato of Svc Served on 920504 
BQLLWERKGP Atomic Safety A Licensing Board Panel #292 t 2860 92/05/01 
Alabama Power Co Upp 61691 111 61591 121 

920S1 10034 Informs that parties agree that testimony erroneously attributed to Judge 
Carpenter should correctly be attributed to witness Jones Util suggests schedule for 
hearings 

REPKA.DA Alabama Power Co #292 128B0 92/05/04 BOLLWERK.GP. 

CARPENTERS U, MORRIS.PA Atomic Safety A Licensing Board Pane! 2pp 
61609320-61609 329 

920S1 10114 Discusses proprietary pages which should be inserted Into util exhibits 
16,17 & 20 Pages withheld 

REPKA.DA ATabama Power Co REPKA.DA Win slon & Slrawn il/ 292 12803 92/05/ 
06 Docketing A Services Branch 2pp 61610 152 61610 153 

920S1 10106 Memorandum & order (requesting info from Alabama Power Co)* Ro- 
quests add I info re tost graph in exhibit 63 by 920512 NRC comments duo by 
020516 W/Certifical6 of Svc Served on 020507. 

BOLLWERK.QP Atomic Safety & Licensing Board Panel #292 12B90 02/05/07 
Alabama Power Co 4pp 61 All 001 61611 004 


9205040216 Responds to two unaatisfiod items noted in NRC audit repl of SPDS did 
900530 performed on 900205 A 06,per SuppI 1 to NUREG-0737 Items include contin- 
uous display of safety status info A status of radioactivity control 
WOODARD.J D Southern Nuclear Operating Co 92/04/29 Document Control Branch 
(Document Conlrof Desk) 2pp 61595 350 61595'351 


0205200033 Solicits Interest in NRC sponsored current licensing basis workshop on 
920623-24 In Rockville, MD Requests specific panel discussion topic rocommendabons 
A names of aUondees A participants by 920518 

ADENSAM.EG Project Directorate 11-1 92/05/05 HAIRSTON.WG Southern Nuclear 
Operating Co 3pp. 61742 335 61742 337 


9205150007 Advises that effective 920601, util will no fongor screen for addl substances 
of benzodiazepines A barbituratos.por 10CFR26 Certiflcalion submitted on G9122B 
verified that fitness-for-duly program meets 10CFR26 roquirements 
WOODARD.J D Southern Nucloar Operating Co 92/05/06 Document Control Branch 
(Document Control Desk) 2pp 61708 326*61708 327 


9205200264 Corrects amends 92 A 85 to licenses NPF-2 A NPF-8. respectively, re use 
of Vantage-5 fuel at facility 

HOFFMAN, ST Project Dfroclorato 11-1 02/05/07 HAIRSTON.WG Southern Nucloar 
Operating Co 3pp 61755 185 61765 187 


9205270305 Rejects 920410 request for withholding of proprietary info ro facilities NRC 
suggests rev of documents to delete ref to Item G of affidavit. 

H(3FrMAN.ST, Project Directorate 11-1 92/05/14 HAIRSTON.W G, Southern Nuclear 
Operating Co 3pp 61766 353-61705 355 


9205260091 Notification of 920527 meollng w/Soulhern Nucloar Operating Co.tnc in 
Rockville, MD to discuss status of licensing actions re plant 
HOFFMARST Project Diroclorote IM 92/05/20 ADENSAM.EG Project Directorate 
IM 3pp 61765 197-61765 199 


Q. Inspection reports, IE Bulletins A correspondence 


9206160061 Forwards util list of oxhibits to surrebultal tostimony Related correspond- 
ence 

MILLER.J H Alabama Power Co MILLER.J H Balch A Bingham (formerly Balch. 
Bingham, Baker, Hawthorne, Williams A Ward) #292 12902 92/05/07 

BOLLWERK.Q P., MORRIS.PA, CARPENTER, JH Atomic Safety A Licensing Board 
Pane! Ip 61677.165 61677170 

-9205 150096 List Of exhibits to Alabama Power Co surrebultal testimony * Lists exhibits 
for use In util testimony W/ Certificate of Svc Related correspondence 
MILLER ,J H , REPKA.DA, Alabama Power Co MILLER, J,H Balch A Bingham (former 
ly Balch, Bingham, Baker, Hawthorne, Williams A Ward) 92/06/07 5pp 61677 168 
31677 170 

9206160045 Order (Adopting transcript corrociions for ovidontiary hearing sessions con- 
duclod on 020211-14 A 18-22).* Adopts listed rovs to transcript W/Cerlificate of 
Svc Served on 92051 1 

BOLLWERK.G P Atomic Safety A Licensing Board Panel #202 1 2890 02/05/00 
Olfice of Iho General Counsel (Post 660701) 14pp 61677141 61677 164. 

92DS 150054 Memorandum A order (ruling cn NRG Staff motion in limine) * Denies staff 
motion to excludo portions of util profiled surrobutlal testimony W/Certiflcate ol 
Svc Served on 920511 

BOLLWERK.QP Atomic Safety A Liconsing Board Panel. #202 12991 02/05/00 
Office of the General Counsol (Post 660701) Bpp 61677 157-61677.164 

9205169092 Discusses CONAX IPS 107 ropl from util exhibit 53 W/o end. 

REPKA,D A Alabama Powor Co. REPKA.DA Winston A Slrawn #292 12004 02/05/ 
11. BOLLWERK.QP, MORRfS.PA, CARPENTERS H Atomic Safety A Licensing 
Board Panel 3pp, 61677 1 71 61677 173 

9205150123 Provides Board A util w/list of NRC exhibits referred to In rebutlal lostimo- 
ny A no! yol admitted into evidence W/Cortificate of Svc 

HollER.E Office of the General Counsel (Post 860701). #292 12000 92/05/11 
BOLLWERK,Q P , CARPENTER, J H . MORRIS.PA. Atomic Safety A Licensing Board 
Panel 6pp 61877 193*61677.188 

9205220018 Informs that full taxi copies of util oxhibits 16,17 A 20 A Staff exhibit 32 
placod under seal W/Cortillcato of svc. Served on 9 205 19. 

JULIAN.E L. Docketing A Services Branch #292 12927. 92/05/19 Docketing A Sorv- 
Ices Branch 3pp 61735336 61735 338. 

9205290084 Memorandum A order (ostabllshlng schoduta for record A transcript correc- 
tions).* Order establtshing schedule for record A transcript correcllons by 020615 W/ 
Certificate of Svc Served on 920526. 

BOLLWERK.Q P Atomic Safety A Licensing Board Panel #292 12939 92/06/2? 
Office of the General Counsel (Post 860701) 4pp 61760^349 81 789 ‘362 


9205220049 Forwards Insp ropts 50-348/92 09 A 50-364/92 09 on 020309 0413 A 
notice of viofalion 

VEHRELLI.DM Region 2 (Post 820201) 92/05/01 HAIRSTON.WG Southern Nu cig- 
ar Operating Co 3pp 61736 157-61735.161 

-^9205220059 Notice of violation from Insp on 920309*041 3 Violation noted licensoo fail- 
ure to promptly identify A correct dofoctive equipment. 

* Region 2 (Post 020201) 92/05/01 2pp 61736 160 01735 161 

-9205220007 Insp ropis 50-348/92-09 A 50-364/92-09 on 020300-0413 ViolalEons 
nolod Major areas Inspected operations, malnl activities.surveillanco tosling.installalioii 
A lasting of mods 

MAXWELL.QF. MORQAN.MJ, WRIQHT.RW Region 2 (Post 820201). 02/05/01 
14pp 61736 162 61735 177 

0206120171 Forwards Insp ropts 60 348/92*08 A 50 364/92*00 on 020323-27. No viola- 
lions or deviations noted 

JULIAN, C A Region 2 (Post 820201) 92/05/04 HAIRSTON.WG Sou thorn Nuclear 
Operating Co 3pp 61036'042 61630.052 

-9205120179 tnsp ropts 60-348/02 08 & 50-364/92 08 on 920323 27.No violations or 
deviations noted Major aroas Inspected snubber A pipe support insorvlco Insp A pre- 
vious open Items 

CHOU.R.C, BLAKE.JJ Region 2 (Post 020201) 92/04/21. Opp 61636045- 
61036 052. 

9205010009 NRG Into Notice 92*035, ‘’Higher Than Prodicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containmonl at Boiling 
Water Reactor " 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 02/05/06 
Consolidated Edison Co of New York, Inc 6pp 6ie67'349 61687*354. 

9205120170 Discusses NRC Bulletin 88-011 concerning prossurizor surge lino thermal 
slratiflcallon 

WOODARDJ.D. Soulhern Nuclear Operating Co 92/05/08. Document Control Branch 
(Document Conlrol Desk) tp 61671 331 01871 331. 

9205150126 Forwards requalification exam ropt 50 348/02-300 during wk of 920323-30 
PEEBLES.T A. Region 2 (Post 020201) 92/06/08. HAIRSTON.W G Southern Nuefoar 
Operating Co 2pp 61676 001*01876*268, 

^9206150129 RoquaDflcalion oxam ropl 50-348/02-300 during wk of 920323-30 Exam 
ro8ull8*all 13 SROs A 3 ROs passed exam. Related Info end 
PAYNE, DC.. CASTO.CA Region 2 (Post 820201) 02/05/05. 160pp. 61676 003 
61676.258 


H General correaponctence 

9205080026 Commenl on draft NUREQ-1449, “Shutdown A Low- Power Operation at 
Commercial Nucloar Power Plants In US " Bellovoa comments provided by BWROQ to 
be appropriale A beneficial 

WOODARD.J, D, Southern Nuclear OperalEng Co. 02/04/30. MEYER.D.L. Regulatory 
Puhllcallona Branch 2pp, 61 SOI *023 61591,024 

92051 9Q176 Comment on proposed generic communication NRC bulletin 90-001,Soppl 
1, “Loss of Fill Oil in Transmlttora Mfg by Rosemotint.’* Agrees w/NUMARC com 
menls provided to NRC. 

WOODARD.J.O Southern Nuclear Operating Co. 02/06/07 CNlLK.S.J. Oockollng A 
Services Branch. 2pp. 61708099 61 708.1 (JO. 


^ Operating license stage documonte A correepondance 


920501004s NRC Info Notice 92*036. “Intersystom LOCA Outside Containmonl “ 
ROSSI.C.E. Division of Oporatlonal Events Assoasmont (Post 870411) 92/05/07 
Consolidated Edison Co of New York, fne 9pp. 61710.001-61718:009. 

9206040265 Supp1 1 to NRC Info Notice 02*016. “Loss of Flow from Residual Heat Ro 
moval Pump During Refueling Cavity Dralndown ” 

ROSSI, C,E, Division of Oporatlonal Events Assossmonl (Post 870411) 92/05/07. 
Consolidated Edison Co of New York. Ino 4pp. 61 71 8*01 0*61 71 8 013 


R. Perlodio operating reports A related correspondence 

9206040296 “Annual Environ Operating Rept Part B. Radio logical ” W/ 920430 Ur 
WCtODARD.JD. Soulhern Nuclear Operating Co 91/12/31. 72pp. 61608.133- 
61 690 204. 


1205040247 Forwards fitness for duly program conlacls listed on program porformanco 
repts 

KOUP.E Heaclor Safeguards Branch. 92/04/20 MCKNIGHT, J. Infonmotlon A 
Records Management Branch (Post 890827) 4pp. 01663:326 61663.329 


9205150176 Monthly operating ropl for Apr 1992 for JM Farley Nuclear Planl.Unlt 1.W/ 
920611 Itr 

MOREY, D.N., WOODARD, J.D. Southern Nuclear Operating Co. 92/04/30. 6pp 
61732:342 61732*346, 



DOCKETED ITEMS 101 


T. Hearing transcripts on non-antllrust matters 

9235210301 Transcnpt of 920510 proceedings in Bethesda.MD ro AL Power CoJM 
^®Atom?c“sSyTS 263PP 61759 001 61759 347 

9205210303 Transcript of 920519 proceedings in Bothesda.MD re AL Power Co.JM 

«8PP 61750 091 61750 288 

9205220190 Transcript of 920521 meeting In Bothesda.MD Pp 
* Atomic Safely & Licensing Board Panel 92/05/21 600pp 61025 001 61826 170 

V, Operator Examinations 

BonRH ra 1 oa FnnMfirHa reoualificalion exom fopt 50 348/92*300 during wk oi 920323*30 
^ PEEBLES HAIRSTON,Wg" Southern Nuclear 
Operating Co 2pp 61676 001 61676 250 

- 9205150129 Reouallfication exam ropt 60340/92-300 during wk of 920323*30 Exam 
all 13 SROs & 3 ROs passed exam Related Info onci 
PAYNE.DC, CASTO.CA Region 2 (Post 020201) 02/05/05 150pp 61676 003- 
61676 258 

DOCKET 60-3S2 LIMERICK GENERATING STATION. UNIT 1 
F. Security, medical, smargency & fire protection plana 

Q2n5i4n297 Forwards PDR version of revised Emerge ncy Rosponso Procoduros 
® fppm SiMiidlno Revs 0 to EFP-101.ERP’106. ERP*t10.ERP-120,ERP-140.ERP* 
200.^RP*200-1 App,ERP-23*, ERP 300,6RP-340,ERP-350,EflP*360 & ERP*370 W/ 

BECK oTphiladolphte Eleclrlc Co 02/04/16 Dociimont Conirol Branch (DocumonI 
Control Desk) 3pp G1601 001-61602 065 

-9205140304 PDR version of revised Emorgency Response Pfocodures (EI^LJndud^ 
mn Rova 0 to ERP-101.ERP.108.ERP-n0.ERP*1Z0,En^^ ERP-ZOO.ERP-ZOO.I 
App ERP-230,EnP-300.ERP-340,ERP*350, ERP 3®0,ERP'37O & ERP-110 
'Philadelphia Electric Co 02/04/15 250pp 61601 004-61602 065 

9205050177 Fotwords Rov 22 lo "LImorIch poiiofalino Slnllon 
Plan" & Rev 2 to “Peach Bottom Units 2 & 3/ Llmonck Units 1 & 2 Emergency Com- 

BECKlsT^pffadeTphia^Elo^^^^^ DocumonI Control Branch (Document 

Control Desk) 2pp 61503 334 61 583'3eo 

-9205050184 Rev 22 lo ''Limerick Generating Station Units t & 2 Emergency Plan“ 

• Philadelphia Electric Co 92/04/30 5pp 61603 336 61503 340 

-9205050193 Rev 2 lo “Poach Bottom Units 2 & 3/Umorlck Units 1 & 2 Emorgency 
Communications Plan l»rPlQiTQn!*99 P^pceduro •’ 

• Philadelphia Etectric Co. 92/04/30 24pp 61603 341-01 5D3'360 

9206260031 Notification of significant liconsoo mooting 02-70 w/ulil on 020510 to dis- 
cuss update of evncualion lime ostimaloa ^ 

LYASH.JJ Region 1 (Post 020201) 92/05/13 Region 1 (Post 020201), 3pp 
61761 064 61751 066 

9205260049 Notification of 020510 Board meoUng 02*76 w/ulll In King of Prussia, PA to 
discuss update of evacunlion timo ostimotos . 

LYASH.J.J Region 1 (Post 620201) 02/05/14 Region 1 (Post 020201) 3pp 
61751 338-61751 340 

9295260039 Forwards emergonoy preparedness insp roots 50-277/92*03, 60 276/92* 
03,50 352/92-05 & 50-353/92 04 on 020106 0400 Implomontatlon of omorgoncy pro* 

5cfYNEll,jff^?f0Son^^^(Po3t 620201) 02/05/15 SMITH, DM Philadelphia Electric 
Co 5pp 61751 301 61751 322 

-9205260043 Emergency preparedness insp rents 60 277/62*03,50 276/92 03, 50 
352/92 05 & 50 353/92 04 on 920100 0408 Major areas inspocted.changos to emor- 
gency preparedness program, emorgoncy facilities & oqulpmonl & Instrumentation 
CONKIN.C. Region 1 (Post 020201) 02/05/13 17np. 61761.306 61761 322 

9205220187 Advises that 920427 revised physical securlly plan conslslont w/provlsioos 

JOYffER^iH^Regb^^^ 02/05/10 BECK.GJ. Philadelphia Electric Co 

3pp 61776 320 61776 322 

92D529D337 Rev 67 to Limerick Generating Station Off-Normal Procodures Index, 

• Philadelphia Electric Co. 92/05/20 4pp 61096 341-61096*344. 

928 S 280160 Forwards corroctlons/clarlflcations lo ERDS survey & data point library ref 
lil 0 aboriginally submitted via 920219 Itr . ,o /n4s.M.nnnni 

BECK.G J Philadelphia Electric Co. 02/05/21 DocumonI Control Branch (Document 
Control Desk) 30pp 61814*264 61014 203 

P. Opsratlng license stage dooumenta & correspondence 

9205150185 Application far amends to licenses NPF-39 & NPF*B5, Jf 

change request 92 01 -O.lncluding changes to refueling cycles fotn 24 montns 
BECK,G.J Philadelphia Electric Co 91/05/06 Document Conirol Branch (Document 
Conlrot Desk). 16pp 61711.267*61711.280 

-6205150157 Proposed tech specs re change to refueling cycles from 10 to 24 months. 
* Philadelphia Electric Co 91/05/00 5pp 61 71 1-282*61 71 1*286 

9205040247 Forwards fitness for duly program contacts lislod on program performance 
re pis 


isuUP.E Reactor Safeguards Branch 02/04/20. MCKNIQHT.J Information & 
Records Management Branch (Post 690627) 4pp, 61563,326 61563 329 


9205140212 Fofwords response lo NRC 920305 (tr Uansmitling SE fi 
lor plani Fitsi Ton Yr Interval Pump & Valve 1ST Program Limerick aonorating Sla- 
lion Units 1 & 2 First Ten Yf Interval Pump & Valve tST Progrera also , 

BECK.GJ Philadelphia Electric Co 92/05/01 Document Control Branch (Document 
Control Desk) 22pp 61687 004 61688 005 

-9205140214 Rov 2 to Spec MLOOB, ■'Limerick Generating Station, Unsts 1 & 2 First 
Ten Yf Interval Pump & Valve 1ST Program “ 

‘ Philadelphia Electric Co 92/05/01 300pp 61 687 026 61 6B8 005 

9205110092 Suppis 911213 request for approval of change to QA 
descriplion9.incofporaled in updated FSAR.por NRC 920127 Dofrjmdm^l ro bienni 
al audit of procedural deveiojament program revised Marked up updated roAH pag 

BECK.G J Philadelphia Etectric Co 92/05/04 Document Conlro! Branch (Document 
Control Desk) lipp 61650 262-61650 272 

9205190303 Solicits interest in NRC sponsored current licensing workshop on 920^623- 
24 in Rockville, MD Requests specific panel discussion topic recommendaiiona & 
names of members attending & those parllcipating.hy 920518 r-n 

MILLEB.C L Prolecl Directorate 1-2 92/05/05 BECK.G J Philadelphia Electric Co 
5pp 61716 270 61716 274 

9205260206 Forwards amends 54 & 19 to licenses NPF-39 & NPF 85 Amends revise 
SRs 6 pertinent bases of TSs to incorporate most recent recommendations (n ASiMt 
operations & mainl std for snubber testing , m , ^ i rr, 

CLARK, RJ Project Direclorate 1-2 92/05/11 BECK.GJ Philadelphia Electric Co 
4pp 61765 298 61765 323 

-92052602,4 Amanda 54 & 19 to licenses NPF-30 & NPF-OS.respoclively, rovismg SFIS 
& pertinent bases in TSs to incorporate most recant recommendations contained in 
ASME operations & maint std for snubbeMoslmg ctTfiR t 1 n 

MILLER.CL Project Directorate I 2 02/05/11 17pp 61765 302-61765 310 

-9205280216 Safety evaluation supporting amends 54 & 19 to licenses NPF-30 & NPF- 

•^olHce^of^Siuclear Reactor Rogulation, Director (Post 070411) 02/05/11 5pp. 
61765 310 61765 323 

9205220139 Informs that Ur submilling TS Change HniA nlTSc'^ 

dated OlOSOBOalh or Affirmation also incorroctly dated 910508.Correct dale ol TSLH 
Itf & Oath or Affirmation 920508 Corrected Oath or Affirmation onci 
BECKGJ Philadelphia Electric Co 92/05/15 Documenl Control Branch (Document 
Conirol Desk) 2pp 61770 350 61770 350 

9205260178 Application for amends to licenses NPF-39 & 

6 3 1 & 6 4 1 to clarify current requirements (or licensed operator qualifications & Iraln- 

B^CKQJ Philadelphia Eleolric Co 92/05/10 Document Control Branch (Document 
Control Desk) Qpp 61012 311-61812 323 

-9205260180 Proposed tech specs sections 63 1 & 6-4.1 re requirements for licensed 
?ttallJm!l“ W^5/,9 5PP 6,8,2319.6,812323 

Q, Inspection reports, IE Bulletins & correspondence 

9206070277 Forwards Enforcement Conforonco Repls 50-352/92-13 
on 020410 Conference held lo discuss 920325 incident al Unit 1, involving Intake of 

:raVNERlH“RS^ton‘*,“'S?ir& 92/04/2, SMITH, OM. PhlladaIpWa EloCric 
Co 3pp 61621 003 61621 1 18 

(PO,. 82020,,. 2PP 

61621 006 01621 097 

—0208070282 Enforcomanl Conference Repls 50-352/92-13 & 

920410 Presentations by licensee described dotalla of Inlako of radioactive J’®' 

dialion worker on 020325, root cause analysis & eh o rt ^ Jong ^ 

SHERBINI.S, PASCIAK.W Region 1 (Post 020201) 92/04/20 21pp 61621 098 
61621 116 

0205010009 NRC Info Notice 92-035. ■'Higher Than 
Unlsolabte Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 

ROSS|!cT^ D ivision of Operational Events ^®|®®®y®5U^687 354^^ 02/05/06 

Consolidated Edison Co. of New York. Inc 6pp B1667 349 61667 354 

9205160126 Ack receipt of 920423 llr informing NRC of stops taken to correcl violations 

WaSs^NofRlfc^Raoto SMITH, DM PWladalphla Elea- 

trie CO 2pp 61677.001-61677 007 

9205010045 NRC Info Notico 02-030, “Intorsyslem LOCA ^ul^e Conlainmenl ■■ 
nn<i8lOE Division o, Oparalioaal Evania Assossiaan, rt’os, 8704,,! 92/05707 
S&EdteS!to.ofNosvYork,lnc 9pp 6,7,8 001 i, 718009 

92050402D6 Suppl 1 ,0 NRC Into Notico 02.016, "Loss of Flow from Residual Heat Ro 

RO^SI*CE''Dlvl5!on^ol'*Op8iStonal°Evon1s''As8SB8mBn, (Post 8704,, > 92/06/07 
XawYork.lno 4pp 617,80,0^,7100,3 

9205210054 Forwards insp ropts 50 352/92-14 & 50 353/92-14 on 920429 24 & nollce 

COOPER RW. Region 1 (Post 020201) 92/05/12 SMITH.DM Philadelphia Eleclrlc 
Co 4pp 61723*162-61723 176 

»92OB210077 Notice of violation from Insp on 920429 24 Viol alJorj noted, workers on 
RWP 920704 entered unit 1 fuel transfer canal (n violation of RWP prohlbiiion on on 

WBlonUPosI 82020,) 92/05/12, Ip 61723 166.6,723,66 
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-9205210092 Insp repis $0-352/92*14 & 5&353/92-U on 920420 24 Violaiions 
noted Major areas (nspecled roviow of status of radioactivo matorial, staffing & qualifi 
cations of contractor technicians. A LARA & tours of radiological controls area 
SHERBINI.S, PASCIAK.W Region 1 (Post 820201) 92/05/06 9pp. 61723167 


9205260039 Forwards oruerigency preparednoss insp rents 50-277/92-03, 50 270/92- 
03,50 352/92 05 & 50 353/02 04 on 920106 0408 Impisrnentation of omergency pre- 
paredness program offoctJve 

JOYNEfl.JH Rogion 1 (Post 820201) 92/05/15 SMITH.DM Philadelphia Eloclnc 
Co Spp Q1751 30f-6J751 3S2 

-9205260043 Emergency preparedness insp repts 50-277/02 03,50-278/92-03. 50 
352/02-05 & 50-353/92-04 on 920106 040Q Major areas inspected changes to omer- 
gency preparedness prraram, emergency faculties & e<iuipniGnl & Instrumenlalion 
CONKIN.C, MCCABE,E Region I (Post 820201) 92/05/13 17pp 81751306- 
61751 322 


R. Periodic operating reports & related correspondence 

9205190014 Forwards monthly ope rating repis for Apr 1992 for Limerick Generating 
Station, Units 1 & 2 & revised rept for Mar 1992 for Unit 1, correcting error ro refueling 
oulago hours as forced out^e hours W/o revised rept 

LEITCH.GM Philadelphia ^ectrlc Co 92/05/12 Documonl Control Branch (Docu- 
ment Conlrol Desk) Ip G1743 342 61743 353 

-9205190915 Monthly operating repis for Apr 1992 for Limerick Generating 
Station, Units 1 & 2 

WECK,K Philadelphia Electric Co 92/04/30 lipp 01743 343 61743 353 


S. Reportable occur rencee, LERs related correspondence 

9205010111 MPDES noncompliance notification on 9203 22, cooling tower blowdown 
water discharged into Possum htollow Crock Caused by procedure doficlency Sys Op 
crating Procedure S09 4 A expected to be revised by 920501 
DOERING.J Philadelphia Eleclric Co 92/04/23 BAUER, R Pennsylvania, Common- 
wealth of Spp 81547 324-61547 326 

920S1B0172 LER 92-006 00 on 620417 & 28,main control room annunicator alarm re- 
ceived indicating high toxic gas concentralion In fresh air Intake Cause 
undotormlned Prevenlivo mainl program for toxic chemical analyzers implomenled W/ 
920512 Itr 

WAOSEN.GJ, DOERING, J Philadelphia Electric Co 92/05/12 Spp 61716144- 
61718 148 

9205190053 LER 92-005-00 on 9204 15, security system experienced unscheduled 
outage & flrawatch insp not performed Caused by cognitive personnel error In 
security Security shift sergeant counsel od.W/62051 2 Itr 

MADSEN.GJ, DOERING, J Philadelphia Electric Co 92/05/12 5pp 61766,110 
61766 114 

9205160160 LER 02-007 00 on 920423, mam control room verrlilallon sys chlorine isola- 
tion manually Initialed in response to rising conconiration In chlorine detection 
ays Caused by offsile release of chlorine Clilorine sys reset VV/028515 Ur. 
MADSEN.GJ, DOERING, J Philadelphia Eleclric Co 92/05/15 Spp 61716:139- 
61718-143 ^ 


V. Operator Examl nations 

9205260170 Applicalion lor amends to licenses NPF-39 & NPF 8 5, revising TS Sections 
6 31 6 6 4 1 t-Q clanfy current requirements for licensed operator qualifications & traln- 
ino 

BtCK.G J Philadelphia Electric Co. 92/05/19 Document Control Branch (Documonl 
Control Desk). 0pp 61012 311-61812 323 

-920526018 S Proposed tech specs sections 63 l & 6 4 1 ro requirements for licensed 
operator qualifications & training 

* Philadelphia Electric Co 02/05/ 19 5pp 61812 319 61612 323 


DOCKET 60-353 LIMERICK GENERATING STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

0265140297 Forwards PDF version of revised Emergency Rosponse Procedures 
(ERP), Including Revs 0 to ERP-101,ERP-106, ERP'116,ERP-120,ERP-140,ERP- 
200.ERP-200T App,ERP-23-, ERP-300.ERP-340.ERP-350,ERP-360 & ERP-370W/ 
92050-4 memo 

BECK.Q J Phiiadetphia EBoclric Co 92/0-4/15 Document Control Branch (Document 
Control Desk) Spp 61681 001-61662 065 

<-9205140304 PDR version of revised Emergency Rosponse Procedures (ERP), Includ- 
ing Revs 0 to ERP.101,ERP-106,ERP-110.Enp-120.EnP-140, ERP-200,ERP-200-1 
A^,ERP-230,ERP-300,EnP-340,ERP-3SO, ER P-36 O.ER P-370 6 EHP-110 
^ Philadelphia Electric Co. 02/04/16 260pp 61681.004-61682065 

9205050177 Forwards Rev 22 to "LImorick Genorating Stallon Units 1 & 2 Emergoncy 
Plan*^' & Rev 2 to ^'Peach Bottom Units 2 6 3/ LImorick Units 1 6 2 Emergency Com- 
munlcatlona Plan Imptamenlfng Procedure" 

BECK.Q J Philadelphia Electric Co 92/04/30. Document Conlrol Branch (Document 
Conlrol Desk). 2pp. 61663 334-61683,369. 

-9205050164 Rev 22 to "Limerick Generating Station Units 1 & 2 Emergoncy Plan," 

* Philadelphia Electric Co. 92/04/39. 6pp 61563:336 61663.340. 

-920S050193 Rev 2 lo "Peach Bottom Units 2 & 3/Limorlck Units 1 & 2 Emergency 
Communicatfona Plan Implementing Procedure '* 

* Phiiadetphia EloctrlcCo 92/04/30, 24pp 81503:341 615B3.360 

9205280031 Notification of significant ticensoa meeting 92-78 w/uti) on 920518 to dis- 
cuss update of evacuation lime estimates 

LYASliJJ Region 1 (Post 820201), 92/05/13 Region 1 (Post 820201) 3pp 
61751 064 01751,066 ^ i vh 


9205280049 Notificaiion of 920518 Board meeting 92-78 w/ultl in King of Prussia, PA to 
discuss update of evacuation time estimates 

LYASH.JJ Region 1 (Post 820201) 92/05/14 Region 1 (Post 820201) 3pp 
61751 338 61751 340 

9205260039 Forwards emergency preparedness insp rents 50-277/92 03, SO 278/92- 
03,50-352/92-05 & 50 353/92-04 on 920106*0408, Implomonlation o! omergency pre- 
paredness program offectivo 

JOYNER.JH Region 1 (Post 020201) 02/05/15 SMliTH.DM Philadelphia Eleclric 
Co 5pp 61751 301 61751 322 

-9208260043 Emergency preparedness insp roots 50 277/92-03,50 278/92 03, 50- 
352/92-05 & 50-353/92 04 on 920106-0408 Major areas inspected changes to emer- 
gency preparedness program, emergency facilities & equipment & instrument etion 
CONKlN.(J Region 1 (Post 020201) 92/05/13 17pp 61751 306 61751 322 

9205220167 Advises that 920427 rovised physical security plan consistent w/provislons 
of 1 0CFR50 54(p) & acceptable 

JOYNER.JH Region 1 (Post 820201) 92/05/18 BECK.G J Philadelphia Eloclric Co 
3pp 61778 320-61778 322 

9205290337 Rev 67 lo Limerick Generating Station Off-Normal Procedures Index 
* Philadelphia Electric Co 92/05/20 4pp 61896 341-61896 344 

Q206280160' Forwards corTOctions/clarilications to ERDS survey & data point library ref 
files, originally submitted via 920219 Hr 

BECK.GJ Philadalphla Electric Co 92/05/21 Document Control Branch (Document 
Control Desk) 30pp 61814 264-61814 2D3 


P. Operating license stage documanle & correspondence 


9 2051 601 65 Application for amends lo licenses NPF-39 & NPF 65, consisting of TS 
change request 92-01-0, Including changes to refueling cycles from 16 lo 24 months 
BECK.GJ. Philadelphia Efectrlc Co 91/05/00 Document Control Branch (Document 
Control Desk) 16pp 61711,267 61711-286 

--9205160167 Proposed tech specs re change to refueling cycles from 18 to 24 months 

* Philadelphia Electric Co 01/05/08 Spp 61711 262-61711.286 

9205040247 Forwards fitness for duty program contacts listed on program performance 

K(5uP,E. Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information 8 
Rocords Managemont Branch (Post 890827) 4pp 61663,326 61563 329 

9205140212 Forwards response to NRG 020305 Itr, transmitting SE & supporting TER 
for plant First Ten Yr Interval Pump & Valve 1ST Promam "LImorick Qonorating Sta 
tion Units 1 & 2 First Ten Yr Interval Pump & Vatvo 1ST Program" also end. 

BECK.GJ- Philadelphia Eloclric Co, 92/05/01 Document Conlrol Branch (Document 
Control Desk) 22pp 616B7 004-61686 005 

-9205140214 Rov 2 lo Spec ML-OOB, "LImorick Generating Station.Units 1 & 2 First 
Ten Yr Interval Pump & valve fcST Program " 

* Philadelphia Electric Co 92/05/01 300pp. 61607 026 61608 005 

9205110092 Suppis 911213 request for approval of chango to QA program 
descriptions,lncorporatod in updated FSAR.por NRC 020127 Itr Commitment ro bienni- 
al autlll of procedural doveJopmant program revised Marked up updated FSAR pages 

BECK.Q J Philadelphia ElQClric Co 92/06/04. Document Control Branch (Docunneni 
Control Desk), lipp 61650 262-61650 272 

9205190303 Solicits interest In NRC sponsorod current licensing workshop on 920623- 
24 in Rockville, MD.Roquests specific panel discussion topic recommend a lions & 
names of members attending & those parlicipatfng,by 920510. 

MILLER, CL Project Directorate 1-2 02/05/05 BECK.Q J Philadelphia Eloclric Co 
Spp 61716 270-6 171 6-274 

9205260208 Forwards amends 64 & 19 lo liconsos NPF-30 & NPF 85 Amends revise 
SR 8 & pertinent bases of TSs to incorporato most recent recommendations In ASME 
operations & maint sld for snubber losling 

CLARK.RJ ProfQct Directorate 12. 92/05/11. BECK.GJ. Philadolphia Electric Co 
4pp 61765 298 61765*323 

-9205200214 Amends 54 & 19 to licenses NPF-39 & NPF- 85, respectively, revising SRs 
& perllnonl bases In TSs to incorporate most recent recommendations contained in 
ASME operations & mainl std for snubber testing 
MILLER.C.L Project Direcloraie 1-2 92/05/1 1. 17pp 61765 302 61765.318 

•'9205200216 Safety evaluation supporting amonda 54 8 19 lo licenses NPF-39 & NPF- 
85,r68peclivo(y 

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/05/11. 6pp 
81765 310 01765:323 


9205220139 Informs Ihal Mr submitting TS Chango Request (TSCR) 02-01.0 incorroctly 
dated 910506 Oath or Affirmation also incorrectly dated 910508 Correct date of TSCR 
Ilf & Oath or Affirmation 920508 Corrected Oath or Affirmation end 
BECK,G J, Phltadolphla Electric Co, 92/05/1 5 Document Control Branch (Docunnonl 
Control Desk) 2pp 61770.358 81770 359 

9205260170 Application for amends to licenses NPF-39 A NPF- 8 6, re vising IS Seclions 
0 3 1 & 0.4.1 to clanfy current requirements for licensed operator qualifications & train 
fng 

BECK,Q J Philadelphia Eleclric Co 02/05/10 Document Conlrol Branch (Document 
Control Desk). 8pp 61812311-61812 323. 

-92O520O1BB Proposed loch specs seclions 6,3,1 8^ 6 4.1 re requirements for licensed 
operator qualifications & training 

* Philadelphia ElGctriG Co 02/05/19 Spp 61612-319 61812:323 
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Q, Inspection reports, IE Bullolins & correspondence 

9205070277 Forwards Enforcement Conference Repls 50 352/92' 13 & 50 353/92*13 
on 920410 Conference held to discuss 920325 incident at Unit 1, Involving intake of 
radsoacliva mall hy radiation worker. 

JOYISGR.J.H Region 1 (Post 820201) 92/04/21 SMITH.DM Philadelphia Electric 
Co 3pp 61621 093*61621 110 

»g 20 5070260 Notification of significant iicenseo meeting 92*55 w/utii on 920410 in King 
of Prussia, PA to conduct enforcomenl conference re radiological practices & proce* 
dural compliance per Insp Repts 50-352/92-13 & 50-353/92*13 
DOERFLIEN.LT Region 1 (Post 020201) 92/04/06 Region 1 (Posi 820201) 2pp 
61621 096-61621 097 

-9205070262 Enforcement Conference Repts 50 352/92-13 & 50 353/92-13 on 
920410 Preaenlatlons by licensee described details of intake of radioactive mall by ra- 
diation worker on 920325, root cause analysis & short- & long-term corrective actions 
SHERBINI.S, PASCIAK,W Regiorr 1 (Post 820201) 92/04/20 21pp 61621 003 
61621 tia 

920$(>100a9 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Soiling 
Water Reaclor " 

ROSSkCE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 340 61667 354 

9295150125 Ack receipt of 920423 Hr informing NRC of steps taken to correct violations 
noted in insp repts 50 352/92 03 & 50-253/92 03 

WENZINGER.EC Region 1 (Post 620201) 92/05/06 SMITH, D M Philadelphia Elec- 
tric Co, 2pp. 61677 001-61677 007 

9205010046 NRC info Notice 92-036, "Intorsystem LOCA Outside Containment ” 

ROSSI ,CE, Division of Operational Events Assessment (Post B70411) 92/05/07 
Consolidated Edison Co of New York, Inc 0pp 617180O1-6171B00Q, 

0205040265 SujppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re 
meval Pump During Refueling Cnvify D/aindown " 

ROSSI AE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010-61710 013 

920S2100S4 Forwards insp repts 60 352/92-14 & 50 353/92-14 on 92Q420 24 & notice 
of violallon 

COOPER,R,W Region 1 (Post B20201) 02/05/12 SMITH.D M Philadelphia Electric 
Co 4pp 61723162-61723175 

-9205210092 Insp repts 50 352/92-14 & 50 353/92*14 on 920420-24 Violations 
noted Major areas inspected, re view of status of radioactive material, staffing & qualifi- 
cations of contractor tochniclans,ALARA & tours of radiologlcai controls area 
SHERBINl.S, PASCIAK.W Region 1 (Post 620201) 92/05/06 9pp 61723 167- 
61723.175 

9205260039 Forwards emergency proparedno&s insp repls 50 277/92-03, 50 270/92- 
03,50-352/02-05 & 50 353/02-04 on 9201 06 0408. tmplomenlaiion of emergency pre- 
paredness program effective 

JOYNER.J.H Region 1 (Post 620201) 92/05/15 SMITH.D M Philadelphia Electric 
Co 5pp. 617S1 301-81751 322 

-93€ 526004 3 Emergency preparedness insp repts 60-277/92 03.50 278/92-03, 50 
352/92 05 & 50-353/92-04 on 920106 0400 Major areas inspected changes lo err^or- 
gency prepared ness program, emergency facilities & equipment & instrumentation 
GONKtN.C Region 1 (Post 620201) 92/05/13 17pp, 61751 306-61751 322 


R. Periodic operating reports & related correspondence 

9205190014 Forwards monthly operating ropts for Apr 1992 for Limerick Generating 
StaUon.Unils 1 & 2 & revised ropt for Mar 1 992 for Unit 1 .correcting error ro refueling 
out^o hours as forced outage hours W/o revised rept 

LEITuHGM. Philadelphia Efteclrlc Co 02/05/12 Document Control Branch (Docu 
merit Control Desk), 1p 61 743-342-61 743 353 

-9295190016 Monthly operating repts for Apr 1992 for Limerick Generating 
Statlon,Unif8 1 & 2 

MECK.K Philadelphia Electric Co. 02/04/30. 1 1pp 61743 343 61749 353 


S. Reportable occurrenceSj LERs A related correspondence 

9235010111 NPDES noncompliance notillcatlon on 920 3 22 .cooling tower blowdown 
water discharged into Possum Hollow Crook Caused by procedure deficiency Sys Op- 
oratinn Procedure S09 4 A expected to be revised by 920501 
DOERINQ.J, Philadelphia Electric Co. 92/04/23 BAUER.R Pennsylvania, Common- 
wealth of 3pp 61547 324-61547.326. 


V. Operator Examinations 

920526017a Application for amende lo licenses NPF-39 A NPF-8 5, revising TS Sections 
6 3.1 & Q 4 1 to clarify currant requirements for licensed operator qualifications A train- 
ing 

BfcCKA J Philadelphia Electric Co 92/05/19. Document Control Branch f Document 
Control Desk) 8pp. 61812.311-61812 323 

-9205260168 Proposed tech specs sections 6 31 & 6 4 1 re requirements for licensed 
operator qualifications & training 

’ Philadelphia Eieclrlc Co. 92/05/19. 5pp 61612 319 61812 323 


DOCKET B0-3B4 HOPE CREEK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergenoy & fire protection plans 

9205210169 Revised EPlPs, Including Rev 11 to EPIP 301 S,Rqv 12 to EPIP 3O2SR0V 6 
to EPIP a03S,Rev 4 to EPIP SOSS.Rev 5 to EPIP 307S,R6V 4 to EPIP 3085, Rev 3 lo 
EPI P 309S & Rev 0 to EPiPs 3 1 05,3 1 1 S,31 2S,31 3S & 31 45 
* Public Service Electric & Gas Co of New Jersey 92/04/20 200pp 01776.147- 
81777.038 


9205180304 Revised EPlPs.mcludincj Rev 5 to EPIP 601 .Rev 10 to EPIP 602 & Rev 10 
to EPIP 603 

* Public Sen/iCG Eleclnc & Gas Co of Now Jersey 92/04/24 73pp 61722 043 
61722 113 

9205010161 Forwards Rev 2 to artificial island security plan Change reflects incorpora- 
tion of commilmonl to Reg Guide 5 66 into security plan Rev withheld (ref 
10CFR50 4(b)(4) 

LAB RUN A, S Public Service Electric & Gas Go of New Jersey 92/04/27 Document 
Control Branch (Document Control Desk) 3pp 61548 258 61548 260 

9205040302 Revises completion schedule for now centralized warehouse facility within 
protected area Warehouse slructuro complete Integration of facility into protected 
area pend iT^ inatallation of security cameras & socunty door interlocks 
LAQFtUNA.S Public Service Electric & Gas Co of New Jersey 92/04/27 Document 
Control Branch (Document Control Desk) 2pp 61594 320 61594 321 

9205040311 Forwards response to initial SALP Repts 50 272/90 99, 50 311/90 99 & 
50 354/90 99 dtd 920325 Minor exceptions to rapt findings ro emergency action level 
in event classification dotinoated in end 

MILTENBERGER.S Public Service Eleclnc & Ges Co of New Jersey 92/04/29 Doc 
umont Control Branch (Document Control Desk) 3pp 61 594 345 61594 347 

9205200244 Revised EPIPs.includirg Rev 4 to EPIP 101 1 & Rev 10 lo EPIP 1006 & Rev 
28 to table of contents 

* Public Service Electric & Qaa Co of New Jersey 92/05/08 59pp 61755 001 
61755 059 

9205180341 Revised EPlPs, In eluding rev 9 lo EPIP OOlH.rev 12 to EPIP 302H,rov 10 to 
EPIP aOSH.fOV 4 to EPIP 305H,rev 1 to EPIP 307H.rov 4 to EPIP 305H.rov 3 to EPIP 
309H,rev 0 lo EPIP 3lOH.rev 0 to EPIP 31 1H & rev 0 lo EPIP 312H 

* Public Service Electric & Gas Co of New Jersey 92/05/12 175pp 61750 001- 
61750 252 

9205190063 Forwards final SALP Repts 50-272/90-99,50 311/90-99 & 50-354/90 09 
for period 900601 -91 1228 Overall assessment Indicated that organization maintained 
accop^lable level of performance, go nerally consistent w/previous performance 
MARTINJT Region 1 (Post 820201) 92/05/12 MILTENBERGER.S Public So ivlce 
Electric & Gas Co of Now Jersey 5pp 61707 059-61707*130 

-9206190088 Final SALP Ropt 50-354/90-99 for 900801-911228 

* Region 1 (Post 820201) 92/02/27 28pp 61707,099 61707,130 

9205260197 Respor^ds lo 920421 requost to evaluate BAWOG resolution process for 
determining If applicable EOPs differ from procedures & actions specified in updated 
FSAR for each event 

RUSSELL, W1 Associate Director for ln‘5poction & Technical Assessment (Post 
670411) 92/05/12 BINZ.R D Public Service Electric & Gas Go of New Jersey 2pp 
61707 286 61797 287 

920S26QQ03 Ack receipt of 920427 Itr transmitting Rev 2 to security plan Rev consistent 
w/ provisions of IQCfRSO 54 (p) & accoptable for Inclusion in plan 
JOYNER,JH Region 1 (Post 820201) 92/05/19. MILTENBERQER.S Public Service 
Eleclnc & Gas Co of New Jersoy 4pp 61780 318-61760 321 


?, Operating license stage documents & correspondence 

9205040320 Submits results ef review of safety evaluation of potential Impact on Hope 
Creek from postulated accidental release of ammonium hydroxide at Salem Toxic limit 
will not exceed Reg Guido 1 70 Table C 1 limits within 2 minutes of doloction 
LABRUNAS Public ServIcQ Electric & Gas Co of Now Jersey 92/04/30 Document 
Control Branch (Document Control Desk) 3pp 61595 204 61695 296 

920&11D059 Forwards details rolativo to methodology used in re- evaluation of capability 
of two SuppI 3 HPCI MO Vs to perform design basis luncllon.in roaponse lo 920219 
RA1 re Generic Ltr 69 10, SuppI 3 

MILTENBERQER.S Public Service Eloclrlc & Gas Co of New Jersey 92/05/01 Doc- 
ument Control Branch (Docu m on I Control Desk) 4pp 61650 240 01650 243 

9205200063 Notification of 920623-24 workshop in RockvIlle.MD re current licensing 
basis, Re quests recommendations for specific panel discussion topics 8 names of 
nnombQrs of staff who will attend workshop 

MIULER.C.L Project Directorate 1-2 92/05/05 MILTENBERGER.S Public Service 
Electric & Gas Co of New Jersey 5pp 61724 344 01724 346 

9205210305 Forwards amend. 60 to license NPF-57 & safety evaluation Amend revises 
teoh specs re snubber visual insp requirements 

DEMBEK.S. Project Directorate 1-2 92/05/07 MILTENBERGER.S Public Service 
Elaclric & Gas Co of New Jersey 3pp 61756 203 61766 222 

-9205210306 Amend 50 lo license NPF'57, revising lech specs ro snubber visual Insp 
requirements 

MILLER ,CL Project Directorate 1-2 92/05/07 15pp 61750 206-61756 220 

-9205210307 Safely evaluation et^porting amend 50 lo license NPF-57 

• OfflcQ of Nuclear Reactor Rogulalion, Director (Post 870411) 02/05/07 2pp. 
61766-221-61756 222 

9205180203 SuppI to 910726 appHcatfon for amend lo License NPF-57, modifying TS 
3 4 3 1 re leakage delocllon sys, per Generic Hr 88 01 & altering wording in Bases 
Soctlon 3/443.1 re accuracy of util procod ural leakage calculations 
LABRUNAS Public Service Electric & Gaa Co of New Jersey 92/05/11. Document 
Control Branch (Document Control Desk) 3pp $1721.255 61721.261 

-9205180207 Proposed TS Bases Section 3/4.4.3 1 re accuracy of procedural leak cal- 
culations 

* Public Service Electric & Gas Co of New Jersey 02/05/11 4pp 61721 258- 
61721 261 

9305260021 Notification of aignificent Iicenseo meeting 92-75 w/util on 920612 re gen 
oral discusslort of activities & performance 

WHITE ,JR Region 1 (Post B20201). 92/05/11 Region 1 (Post 620201) 2pp 
61751 036 61761*036 
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92052000 ad SummajY of 920506 meeting w/util in flockville.MD to discuss currenl li 
censing Issues & NRG concerns w/ficensee responses to goneric issues as noted In 
latest Salem & Hops Creek SALF repts 

DEWBEK.S Project Difectorale I 2 92/05/13 Project Directorate 1-2 5pp 6t747 255- 
61747 259 

92052602 7S Advises that response to genenc Hr 91-06 meets requirements of sub) 
neric Itr RES will perform review of responses & NRC will determine if further action 
needed 

DEMBEK.S Project Directorate 1-2 92/05716 MILTENSERGER.S Public Servjco 
Electric & Gas Co of New Jersey. 3pp 61794 290-61794 292 

9205290209 Application for amend to license NPF 57, proposing exception lo spec 40 4 
for tRMs & SRMs when operational Conditions 2 or 3 Is entered from Condition 1 
LABRUNA,S Public Service Elecinc & Gas Co of New Jersey 92/05/19 Document 
Conlro'l Branch (Document Control Desk) lOpp 61867 300 61887:319 

-9205290211 Proposed changes to spec 4 04 & administrative procedures for SRMs & 
in Ms 

♦ Public Service Electric & Gas Co of New Jersey 92/05719 lOpp 61807 310 
61887319 


Q, JnspecUon reports, IE Bufletlns & correspondence 

9205040311 Forwards response lo initial SALP Repts 50-272/00-90, 50-311/90-09 & 
50 354/flO 99 dtd 920325 Minor exceptions to rept findings re emergency action level 
In event classification daljneateol in end 

MILTENBERGER,S Public Service Electric & Gas Ct> of Now Jersey 92/04/29 Doc 
ument Control Branch (Docurnont Control Desk) 3pp 61594 345 €1594 347. 

9205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
UnisolablQ Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
SMatfer Reactor 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349-61667.354 

92D501Q945 NRC Info Notice 92 036, “Inlersyslom LOCA Outsido Containment” 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co or New York, Inc 9pp 61718 001*01718 009. 

9205040265 SuppI 1 to NRC Info Notice 92-016, 'loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown ” 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, fnc 4pp 81718 Qt 0-6171 8 013. 

9205210305 Forwards amend 50 to license NPF-57 & safety evaluation Amend revises 
lech specs re snubber visual insp requiremonls 

DEMBEi<,S Proiecl Directorate J-2 92/05/07 MILTENaERQER,S Public Service 
Electric & Gas Co of New Jersey. 3pp 61756 203-61756 222 

”92052 1€306 Amend 50 lo license NPF 57, revising lech specs re snubber visual Insp 
requirements 

MILLER, CL Projacl Dareclorato t-2 92/05/07 15pp 61756 206 61756 220 

”9205210307 Safety evalufillon supporting amend 50 to license NPF'57 
• Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/07 2pp 
61756221-61756 222 

9205150154 Forwards insp repls 50 272/92 05,50-31 1/92-05 & 50-354/92-05 on staled 
dates No violations noted Overall, good radiological controls Impfementod at site 
JOYNER.JH Region 1 (Post 820201) 92/06/11 MILTENBERGER,S Public Service 
Efecfnc & Gas Co of New Jersey 3pp 61677 009-61677.120 

-9205160158 Insp repls 50-272/02 05,50-311/92 05 & 50-354/92-05 on slated 
dates No violations noted Major areas inspected radiation protection 

P rams.incfuding organlzallon & staffino.lraimno & qualifications audits & AlARA 
ITZ,RL, PASCIAK.W Region I (Post 820201). 92/05/06 10pp 61677 102- 
61677.120. 

9205190063 Forwards final SALP Repls 50-272/90 99,50-311/90 99 & 50-364/90-99 
for period 900801-91 1226 Overall assessment Indicated that organtealion maintained 
acceptable level of porfornnance,gone rally consistent w/previous performanc-e 
MARTiN.T.T flegion 1 (Post 820201). 92/05/12. MILTENBERGER.S Public Service 
Efeclric & Gas Co of New Jersey 5pp 61707 059 61707 130 

-9205I900B8 Final SALP Rept SO 364/90 99 for 900801 -9 1 1 228 
* Region 1 (Post 820201) 92/02/27. 28pp 61707 090 61707130 

92052000 69 Summary of 920506 meeting w/ulil fn Rockville.MD lo discuss currenl H- 
censlng Issues & NRC concerns w/ficensee responses lo generic (ssuos as noted in 
faiest Salem & Hope Creek SALP repls 

DEMBEK,S Project Dlrectorata I 2 92/05/13 Project Directorate I 2. 5pp 61747*255- 
61747 259, 

9205270133 Forwards corrected pages 3 6 4 lo exam rept 50-354/91 -250L 
BETTENHAUSEN,L Region 1 (Post 820201) 92/05/20 MILTENBERGER,S Pubiic 
Service Efeclric & Gas Co of New Jersey 3pp 61762 337-61762 3 41 

”9206270204 Correcled pages 3 & 4 !o exam rept 60-354/ 9-1-2501 Issued on 020214, 
' Region 1 (Post 820201 ) 92/05/20 2pp. 61762.340-61762 341, 


R. Periodic operating reparie & related correspondence 

9295010215 ''199-1 Annual Radio logical Environ Operating Rept for Jan-Dee 1991 " W/ 
920427 Hr. 

LABRUNA.S Pubiic Service Electric & Gas Co of New Jersey RTL-ENV-91-01 91/ 
1 2/31 1 83pp, 61 585 OOt 61 585 1 74 

9205040317 "1901 Annual Environ Operating R-epl (Non Radlalogical) for Jan Dec 
1091 '■ W/ 920410 Hr 

MILTENBERGER.S. Public Service Electric A Gas Co of New Jersey. 91/12/31. 9pp. 
61594 348 81594 356 

9205200001 Monthly operating rept for Apr 1992 for Hope Creek Generation 
Station.Unll 1 W/fl20515 Itr 

ZABIELSKLV, HAGAN.JJ Public Service Electric S Gas Co of New Jersey 92/04/ 
30. 12pp 61765 111-61755 122 


6. Reportabls occurrences, LERs & related correspondence 

9205150361 LER 92-005-00 on 920415, centre I room ventilation Isolation & omorgoncy 
filter started resulting in ESF actuation Caused by inadequale selfchsckmfl by 
technician Technician counseled & event reviewed during training W/020513 Hr 
AVERSA.L . HAGAN.J J Public Sen/ice Efeclric & Gas Co of New Jersey 92/05/13, 
Bpp 61766 132-61766 137 


V. Operator Examinations 


9205270133 Forwards corrected pages 3 & 4 lo exam rept 50 354/91 -250L 
BETTE NHAUSEN.L Region 1 (Post 820201) 92/05/20 MILTENBERGER.S Public 
Service Electric & Gas Co of New Jersey 3pp 61762,337-61762 341 

-9205270204 Corrected pages 3 & 4 to exam rept 50-354/91 -250L issued on 920214 
• Region 1 (Post 820201) 92/05/20 2pp 01762 340 61762.341 
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F. Security, medical, emergency & firo protection plans 


9205060212 '“Nuclear Power Plant (SONGS) Emergency Response Plan City of San 
Juan Capistrano " 

JONES, G, JUUAN.SB San Juan Capistrano, CA 92/02/29. 244pp 61 617*001 
61617 244 

9205010239 Ack recaipl of 920304 Hr Iransmilting Rev 10 to securiN force training & 
qualification plan Changes consistent w/ provisions of 10CFR50S4(p) & acceptable 
for Inclusion Into plan 

REESE.JH Region 5 (Post 820201) 92/04/22 KRIEGER.RW Southern California 
Edison Co 2pp 61548 355 61548 356 

9205050223 Rev 5 0 to "Emargency Plan for SONGS Units 1,2 & 3" W/ 920420 fir 
ROSENBLUM.RM Southern California Edison Co 92/04/29 350pp 61583 001 
61583 333 

9205190214 Revised page 45 of Capistrano Unified School District Plan. 

* Southern California Edison Co 92/05/05 3pp 61740 1 34-61 740T 36 

9205200326 Forwards Rev 36 to physical secunty plan Rev withheld (ref 10CFR7d 2t) 
KRIEGER.R W Southern California Edison Co 92/05/1 2 Document Control Branch 
(Document Control Desk) Ip 61760312-61760 312 

9205260048 Revised EPIPs, Including TON 2-1 to Rev 2 to S0123*VI(I 0 200, TCN 5-6 lo 
Rev 5 to S0123-VIII-10,TCN 1-5 lo Rev 1 to SOI 23-VII 1-10 1 & TCN 0-3 to Rov 0 lo 
S0123-Vlll-10.2W/9205ie Itr. 

PLAPPERT.RD Southern California Edison Co 92/05/18. 175pp 61812 001- 
61612 231 

9206270184 Forwards 920422 FEMA final exercise Itr & 911023 FEMA final exorcise 
rept No deficendes were observed during exercise Twenty-four areas requiring cor- 
rective actions identified 

REESE, JH Region 5 (Post 820201} 92/05/18. RAY.M B Southern California Edison 
Co Ip 61763137-61763.208 

**9206190198 Forwards 920422 Hr from D Kwiaikowski of FEMA, transmitting final oxer- 
else rept for 911023 exercise at plant No deficiencies Identified, however 24 areas re- 
quiring C/A (denllfied 

ERICKSON, R A Emergency Preparedness Branch 92/04/30, REESE, J Region 5 
(Post 020201) 2pp 61703.130-61763.208. 

-9205190204 Forwards final rept for 911023 exercise of offsite radiological emergency 
response plans site-specific to plant No deficiencies observed, however, 24 areas re- 
quiring C/A Identified! Concludes that EP at pi ant, adequate 

KWIATKOWSKI.D Federal Emergency Management Agency 92/04/22, CONGEL.FJ. 
Division of Radiation Protection & Emergency Proparedness (Post 07041 1). Ip. 
61763 139-61763139 

”9205190208 "Exercise Evaluation Rept, Off-Site Radiological Emergency Plans & 
Preparedness.San Onofra Nuclear Generating Station, 91 1023." 

* Federal Emergency Management Agency 91/10/23 73pp. 61763.140-61763 20B 


i. Financial Information 


9205200144 Forwards cash flow statement for yr ending 911231 & annual rept lo SEC 
for yr ending 911231 

ULBRICHT.T.M Southern California Edison Co 92/05/12 Document Control Branch 
(Document Control Desk), 47pp 61784*288 61784*334 


P. Operating license stage documents & correspondence 

9205290166 Forwards safey evaluation accepting conlinued reactor operation following 
inadvertent containment spray events, provided that specific circumstancas of event 
do not warrant immediate reactor shutdown 

MUHLEY.TE Office Of Nuclear Reactor Regulation, Director (Post 070411). 92/03/ 
13 MARTINJT Region 1 (Post 820201) EBNETER.S D Region 2 (Post 820201) 
DAViS.A B Region 3 (Post 820201) 2pp. 6101 1 333-81811.341 

-9205290170 Safety evaluation accepting continued reactor operation following Inad 
vertent containment spray evonts.provided that specific circumstances of event do not 
warrant immediate reactor shutdown 

“ Office of Nuclear Reactor Regulation, Director (Post 870411). 91/01/20 7pp 
61811:335 61811,341. 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP,E Reactor Safeguards Branch 92/04/20. MCKNIQHT.J Information & 
Records Managemenl Branch (Post 090827) 4pp 61663 326-61563*329 
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920505® 003 Advises that ulll volunteers to participato in pilot program for compilation of 
curirent licensing basis for facilities, per Goneric Ltr 02 03 Util expects to participate in 
920622 workshop w/D Wigginton 

RAY,H B Southern California Edison Co 92/04/20 Document Control Branch (Docu- 
mont Control Desk) Ip 61607 350 61607 350 

920S160240 Solicits interest in NRC sponsored workshop on sublecl of current licensing 
basis to be held In Rockville, MD on 920623 24 Requests recommendations lor specif- 
ic panel discussion topics by 020510 

FI ELDS B Project Directorate V 92/05/04 RAY.H B Soulhorn California Edison 
Co GUILES, E A San Diego Gas & Electric Co 6pp 61603 001-61683 006 

6205260011 Advises that railroad shipments of llquiftod petroleum gas past facilities in 
creased more than 50% In 1991 Exp la si vo hazards analysis will bo revised .using site 
spGCitic data, when available & will be submitted by 930215 

nOSENBLUM.RM Southern California Edison Co 92/05/15 MARTIN. J 8 Region 5 
(Post 820201) 2pp 61786 350 61786 351 

92052 10270 Forwards recommendations for panel discussion topics & names of per- 
sonnel attending & willing to be panel members. In response to NRG 920504 Hr ro 
current licensing basis workshop 

ROSENBLUM.RM Southern California Edison Co 92/05/20 Document Control 
Branch (Document Control Desk) 2pp 61750 310 61750 31 1 

9205290044 Notification of 920603 meeting w/utll in Rockvilfe.MD to discuss procure 
manl & commercial grade dedication programs at plant 

FIELDS.MB Project Directorate V 92/05/21 QUAYJ R Project Directorate V 2pp 
61 707 330 61707 337 

920529-0311 Notification of 920602 meoting w/utll in Rockvilla.MD to discuss Procure 
ment & Commercial Grade Dedication Programs 

FIELDS.MB Project Dlroclorato V 92/05/26 MURLEY.T. MIRAGLIA.F, 
RUSSELL.W NRC - No Detailed Affiliation Given 3pp 61799 241 61799 243 


O. Inspection reports, IE Bullollns & correspondence 

9205050152 Forwards fnap repts 50-206/92-09,50-361/92 09 & 50 362/92 00 on 
920307 12 No violations notod 

MILLER.LF Region 6 fPoai 020201) 92/04/17 RAY.H.B Soulhorn California Edison 
Co 3pp 61540 213 61540 226 

-9205050162 Insp ropls 60 20 6/ 92*09, 5 0-36 1/92 09 & 50 362/02*09 on 920307*27 No 
violations noted Major areas inspected, containment Integrated leak rate tost & follow 
up of licensee action on open Itema 

WAR BUT, P Region 6 (Post 820201) 92/04/17 lipp 61540 216 81540 226 

9205130007 Forwards Insp repts 50-206/02*13,50 381/92 13 & 50 362/92-13 on 
920330 0403 No violations noted 

YUHAS,GP, Region 6 (Post 820201) 92/04/24 RAY,H B Southern California Edison 
Co 2pp 61651 001*61651 009 

-9205130056 Insp repts 60 206/92* 13, 50*301/02* 13 & 50 362/02*13 on 920330 
0403 No vinlattons notod Major areas Inspected licensee program for periodic evolua 
tlon of public health & safety Issues resulting from char\ges In population 
CHANEY.H D., YUHAS.G P Region 5 (Post 020201) 92/04/24 7pp. 61651 003 
G1 651 000 

9205010009 NRC Info Notice 92 035, "Higher Than Prodlctod Erosion/ Corrosion In 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor " 

ROSSI ,CE Division of Operational Events Assessment (Post 870411} 02/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61607’349 81667 354 

9205010046 NRC Info Notice 92 038, "Intersystom LOCA Outside Containment ” 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 81710 001-61718 009 

9205040266 Suppt 1 to NRC Info Notice 99 016, "Loss of Flow from Residual Moat Re* 
moval Pump During Refueling Cavity Draindown " 

ROSS!,CE Division ol Operational Events Assessment (Post 07041 1) 92/05/07 
Consolidated Edison Go of Now York, Inc. 4pp G1710 010-61716 013. 

9205140265 Responds to NRC 920402 Ur ro violations noted in Insp Ropt 50-361/99* 
06 Corrective actions Rev 1 to temporary facility mod issued to assess Impact of 
mods on environ qualification of installed components 

RAY.H B Soulhorn California Edison Co. 92/05/ 1 1 Document Control Branch (Docu* 
mont Control Desk) 4pp 61704 246 61704 249. 

9205270063 Forwards insp ropt 50 361/92-11 & 50 362/92-11 on 920316*20 No viola- 
tions or deviations noted 

MILLER.L F Region 5 (Post 020201) 92/05/12 RAY.H B Southern California Edison 
Co, 2 pp. 61762 194 61762 205. 

-■9205270075 Insp repts 50 361/02*11 & 60*382/92*11 on 920318*20 No violations Or 
dev! aliens notod Major areas Inspected' implementation of plant mods for diver&o 
scram sys & DEFAS 

GODY,A Region 5 (Post 820201) 92/05/12 lOpp 61782196 61762 205 


R. Periodic operating reports & related correspondence 

92050402B6 "1991 Radiological Environ Monitoring Ropt for SONGS,Unlts 1,2 & 3 " W/ 
020430 ltr, 

ROSENBLUM.RM Soulhorn California Edison Co 01/12/31 SOOpp 61572 001* 
61572 349 

929a26Q162 Monthly operating rapt for Apr 1092 for San Onofre Nticloar Generating 
Statlon.Unlts 2 & 3 W/9205t5 ltr 

FARR, MM., RAINSBERRY,J.L. Southern California Edison Co 92/04/30, 16pp 
61812205 61812310 


S. Reportable occurrences, LERs & related correspondence 

9295210268 LER 92-004 01 -on 02021 0,dyo-pene Irani exam of pressurizor vapor space 
lavel instrument nozzle rovoalod presence of crack Caused by primary water strosa 
corrosion cracking. Vapor nozzles will be replaced w/Inconel 600 W/920518 ltr. 
KRIEQER.RW Southern California Edison Co. 92/05/16 7pp 61701 248*61791,264, 


920S26009B LER 92*007 00 on 920226, TDAFWP P-140 tripped on overspeed during 
startup tor inservice teal surveillance Caused by tn trod uc lion ol accumulated con- 
densed stoam into pump turbine Replaced clogged steam trap slrainBr.W/920519 Hr 
KRIEGER.RV/ Boulharn California Edison Co 92/05/19 9pp 61B14 124 61814 131 

9205200028 PNO'V-92 016 on 92052O,rosulls of routine random drug teat for licensed 
oporator, con dueled on 92051 4,con1irmed to be positive Access to plant protected 
oroa withdrawn on 920520 Pross roloeae not planned at present time 
NORDERHAUG.L , GARCiA.E Region 5 (Post 820201) 92/05/20 Ip 61804 265 
61684 265 

9205260254 LER 92 000-00 on 9204 24, auto mafic turblna trip /reactor trip 

occurred Cau sod by failure of transformer 2B13X Transformer was replaced W/ 
920522 ltr 

KRIEQER.RW Southern California Edison Co 92/05/22 Opp 61814 220 61814 225 


V, Operator Examinations 

9205130106 Advises that individuals listed on end no longer have job responsibilities -& 
duties that require operator or senior operator license Ucensos considered to have ex- 
pired, effective 920504 

KRIEGER,JW Soulhorn California Edison Co 92/06/07 Document Control (Branch 
(Document Control Desk) 2pp 6167& 358 61676 359 

9205200204 Informs that C Elliott employment was terminated on 920414 License 
SOP 4164-3 haa expired, tn accordance W/10CFR65 55 

KRIEQER.RW Southern Calilorni a Edison Co 02/05/14 Document Control Branch 
(Oocurnem Control Desk) Ip 61772 301-61772 301 
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F SocurttVi medical, emergency & fire protection plane 

9205060212 "Nuclear Power Plant (SONGS) Emergency Response Plan City of San 
Juan Capistrano " 

JONES, G. JULIAN.SB San Juan Capistrano. CA 92/02/29 244pp 61617 001- 
61617 244 

9205010239 Ack receipt of 920304 Ur transmitting Rev 10 to security force training & 
qualification plan Changes consistent w/ provisions of 10CFR5054(p) & accept a 
for fncfuaion mlo plan 

REESE, J H Region 5 (Post 820201) 92/04/22 KRIEGER.R W Soulhorn California 
Edison Co 2pp 61546 355-61540 356 

9205050223 Rev 5 0 to ‘^Emergency Plan for SONGS Units 1,2 & 3" W/ 020429 (tr 
ROSENBLUM.RM Soulhorn California Edison Co 92/04/29 350pp 61563 001* 
61583 333 

920S190214 Rovisod page 45 of Capistrano Unified School District Plan 

* Southern California Edison Co 92/05/05 3pp 61740 134 61740 136 

9205200326 Forwards Rev 36 lo physical security planRov withhold (ref 10CFn73 21) 
KRIEQER.R W Southern. California Edison Co 02/05/12 Document Cor^trol Branch 
(Document Control Desk) Ip 61760312-61760312 

0205260046 Revised EPIPs.Irrcluding TCN 2-1 lo Rov 2 to SOI 23 VIII 0 200, TCN 5-6 lo 
Rev 5 lo SOI 23 VII1 10, TCN 1 5 to Rov 1 to S0t23-VilM0 1 & TCN 0-3 lo Rev 0 lo 
S0123-VIII-10 2W/020518 Ur 

FLAP PERT, RD Southern California Edison Co 92/05/ IB 175pp 61612 001* 
61612231 

6205270184 Forwurds 020422 FEMA final exercise (tr & 011023 FEMA final exorcise 
rapt No doficonclea wore observed during exorcise Twenty-four areas requiring cor- 
rective actions identified 

REESE, J H Region 5 (Post 020201) 92/05/10 RAY.H B Southern California Edison 
Co 1p 61763 137 61703 206 

— 92051 9019B Forwards 920422 Hr from D Kwiatkowskl of FEMA, transmitting final oxer* 
cIsQ rept for 911023 oxerclso at plant No deficiencies identified, however 24 areas re 
qulrlng C/A identified 

ERICKSON, R A Emoroency Preparedness Branch 92/04/30, REESEJ Region 5 
(Post 620201) 2pp 61763 130*61763 208 

*-9206190204 Forwards final ropt for 911023 exercise ol offsilo radiological omorgency 
response plana silo speclIJc to plant No doticioncies observed, however, 2 4 areas re- 
nuirlng C/A Idantifiod Concludes that EP at plant, adequate 
KWIATKOWSKI.D Foderal Emergency Managemonl Agency 92/04/22 CONGEL.FJ 
Division of Radiation Protection & Emergency Preparedness (Post 070411) 1p 
01763 130 61763 139. 

••9205190208 "Exorcise Evaluation Ropt,Off-Sito Radiological Emergency Plans & 
Proparodno&s.San Onofro Nuclear Ganeraling Station, 91 1023 " 

• Federal Emergoncy Management Agency 01/10/23 73pp 61763 140 61763 208 


I. Financial information 


9208200144 Forwards cash flow statement for yr ending 011231 & annua] ropt to SEC 
for yr ending 011231 

UtBRICHT,T M Soulhorn California Edison Co 92/05/12 Docu mont Control Branch 
(Document Control Desk) 47pp 61784 208 61704’334 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listod on program performance 
ropla. 

KOUP,E Roactor Safeguards Branch 92/04/20 MCKNIGHT, J. Information & 
Records Managomer^l Branch (Post 09082?) 4pp 61663 320 61563 320 
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9205050003 Advises lhal ulil vdunleers to partjcipate in pilot program for compilation of 
current licensing basis for facilities, per Generic Ltr 92 03 Ulil expects lo participate in 
920622 workshop w/O Wigointon 

RAY,H B Southern California Edison Co 02/04/28 Document Control Branch (Docu 
ment Control Desk) ip 61607 358-61607 35B 

9205150240 Solicits interest in NRC sponsored workshop on subject of currant licencing 
basis to be held In FlockvillQ.MO on 920623-24 Requoals recommendations for specif- 
ic panel discussion topics by 920513 

FIELDS, MB Pfoieci Diroclorate V 92/05/04 RAYHB Southern California Edison 
Co GUILES, E A San Diego Gas & Electric Co 6pp 61683001 61683 006 

9205260011 Advises that railroad shipments of liquified petroleum gas past facilities m 
creased more than 50% in 1901 Explosive hazards analysis will be revisod.usmg <sito 
specific data, when available &. will be submitted by 93021 5 

ROSENBLUM.RM Southern Colifornta Edison Co 92/05/15 MARTI N,J B Region 5 
(Post 620201) 2pp 61785 350 61786 351 

9205210276 Forwards recommendations lor panel discussion topics & names of per- 
sonnel attending 6 willing to bo panot members, in response to NRC 920504 ltr re 
current licensing basis workshop 

ROSENBLUMi,RM Southern California Edison Co 92/05/20 Document Cor^trol 
Branch (Document Control Desk) 2pp 61 756 310-61756 311 

9205290044 Notification of 9206D3 meeting w/ulil in Rockville, MD to discuss procure- 
ment &. commercial grade dedication programs at plant 

FIELDS. M 0 PfolQct Oiroctorate V 92/05/21 QUAY,T R Project Directorate V 2pp 
61797336 61797 337 

92Q5290311 Nolificabon of 920602 meeting w/uiil In RDCkVJllo,MD to discuss Procure- 
menl 6 Commercial Grade Dedication Programs 

FlEiDS,MB Project Directorate V 92/05/26 MURLEYJ , MIRAGLfAJ, 
RUSSELL.W NRC - No Detailed Aflilialion Given 3pp 61709 241-61799 243 


Q. (lisp eef Ion reports, IE Bulletins & correspondence 

92050S0152 Forwards tnsp repts 50 206/02-09.50 361/92 09 & 50 362/92*09 on 
920307*12 No violations noted 

UILLER.L F Reoion 5 (Post 820201) 92/04/1/ RAY.H B Soul hern California Edison 
Co 3pp 61540 213*61640 226. 

«920505C?f 82 Irtsp roots 50 208/02-09.50361/92 Off & 50-362/0209 on Q20307-27 No 
violations noted Major areas inspected containment integrated leak rale tost & follow- 
up of iK^ense© actron on open dems 

NARBUT.P Region 5 (Post 820201) 92/04/17 lipp 61540 216 61540 226 

9205130007 Forwards insp repts 50*200/92-13,50 361/92-13 & 50-362/92-13 on 
920330 0403 No violations noted- 

YUHAS.GP Region S (Post Q20201) 92/04/24 RAY.H B Southern California Edison 
Co 2pp 61651 cot 61651 009 

-9206130(155 Insp ropls 50 206/92 13.50-381/62-13 6 50*362/92 13 on 020330 
0403 No violations noted Major areas Inspected licensee pregram for ponotfic evalua- 
tion of public health A safety issues resulting from changes in population 
CHANEY.HD, YUHAS.G P Region 5 (Post 020201) 92/04/24 7pp 61651003 
61651 009 

9205010009 NRC Info Noiico 92-035, “Higher Than Predictod Erosion/ Corrosion in 
Unisofabfo Reactor Coolant Pressure Boundary Piprng tnside Containment at Bolling 
Water Reactor ’’ 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consol idated Edison Co of New York, fnc 6pp 61667 349*61667 354 

9205010045 NRC Info NoIlco 92 036, ' 'Intersystem LOCA Outside Containment ” 
ROSSl.CE Division of Operational Events Assessment (Post 670411) 02/05/07 
Consolidfltod Edison Co of New York, tnc 9pp 61716 001*61718009 

9205049 2 55 Suppl 1 lo NRC fnfo Notice 92-016, “Loss of Flow (rom Residual Hoai Ro- 
movfll Pump Durmg Rofueljng Cavity Dramdown.'' 

ROSSl.CE Division of Ooorallonal Evonls Assessment (Post 670411) 92/05/07 
Consolidated Ediaon Co of Now York, Inc 4pp 61716 010 61718013 

9205270063 Forwards insp rapt 50-361/02-11 & 50 362/92-11 on 020316 20 No viola- 
tions or deviations noteci 

MILLER, LF Region 6 (Post B 2020 1) 92/05/12 RAY.H Q Soulhorn California Edison 
Co 2pp 61762 194-61762 205 

”9205270076 Insp repls 50-361/02-11 & 60 362/92*11 on 020316 20 No violations or 
deviations noted Major areas inspected implemontation of plant mods for diverse 
scram sya A DEFAS 

GODY.A Region 5 (Post 620201) 92/05/12 lOpp 61 762 196-61 762 '205, 


B, Periodic operaUng reports & related correspondence 

9205040206 "1991 Radiological Environ Moniloring Rept for SONGS.Units 1*2 & 3" W/ 
920430 ltr 

ROSENBLUM.R M Soulharn California Edison Co fll/12/31. SOOpp 61572001 
81572349 

9205260162 Monthly operating #ept for Apr 1092 for San Onofro Nuclear Generaflnn 
Stalion.Units 2 & 3 W/9205i 5 ltr 

FARR,MM, RAINS0ERRY.J L Southern Celilornia Edison Co 92/04/30 16pp 
61612295 61812310. 


S, Reportable occurrences, LERs & related corrospon donee 

9205120131 PNO-V-92'Q13'On fl20424,foactor coolanl pump P004 lost control & tripped 
from tE 2 porceni power Licensee plans lo invesligafe & repair oil leaka.leko unit lo 
mid l-opp to affect repairs .including feplacemonl of roaclor piimip 
CALD'WELL.CW,, WONQ.HJ Region 5 (Post 620201) 92/04/27 Ip 61635 327- 


92O52&OO20 PNO-V-02-016 on 020620, re suits of routine random drug tost for licensed 
op9fGtor,conduclod on 0205t4,conrrimed to bo posiUvo Access to plant protected 
area wflhdrawn on 920520 Press rofeas© not ptannod at prosenl time 
NORDERHAUQ.L Region 6 (Post 8202Q1) 02/05/20 Ip. 61864,26$ 81684 265 


V, Operator Examinations 

9205130106 Advises that individuals listed on enci no longer have job responsibititios & 
duties that require operator or senior operator license Licenses considered lo have ex 
trod, etfecUvQ 920SOi 

RIEGER, J.W Southern California Edison Co 92/05/07 Documonl Control Branch 
(Document Control Desk), 2pp 61678 358 61670 359 

9205200204 Informs that C Elliott employment was terminated on 9204 14 License 
SOP-41 64*3 has oxpired.ln accordance W/10CFR55 55 

KRIEGEH.RW Southern California Edison Co 92/05/14 Document Control Branch 
(Document Control Deak) Ip. 61772 301 -Q 1772.301 


DOCKET $0-364 JOSEPH M FARLEY NUCLEAR PLANT. UNIT 2 


F Security, medical, emergency & fjre protection plana 


9205040248 EPIPs including ,Rov 4 to GO*EIP*137,Rev 4 to GO-EIP-t3B & Rev 2 to 
GO El P-1 39 W/ 920429 ltr 

MOORE, B L , BYAN.J B Southern Nuclear Operating Co 92/04/29 29pp 61596322- 
61596 350 

920 S 070173 Revised EPIPs.including Rev 4 to FNP O-EIP-9 2 & Rev 6 lo FNP 0 EIP-9 3 
* Alabama Power Co 92/05/04 51pp 61633 041-61633 091 

9205260162 Public version of Rov 84 to Procedure FNP O-EIP-8 ro on-call schedule W/ 
620512 reloaso memo. 

Alabama Powor Co 92/05/04 f2pp 61765 267-61765 297 

9205220149 Ravised EPIPs.including rev 13 to GO EIP-114 6 rov It lo GO EIP-118 W/ 
920510 ltr 

MOOBE.B L Southern Nuclear Operating Co 02/05/18 69pp 61766 283 61766 353 


Q. Adjudicatory correspondanco 


9205220030 Motion to continue proprietary treatmont of cortain exhibits * Util moves 
that Board conlmuG prqpriolaiy treatmont to listed exhibits W/Corlific ate of Sve 
RGPKA.DA Alabama Power Co REPKA.DA Winston & Strawn MILLER, JH Dalch 
& Bingham (formerly Bafch, Bingham, Oakor, Hawlhorno, Williams & Ward) /f202 
12021 92/04/16 Atomic Safely & Licensing Board Panel 0pp 61735 347 61735 355 

9205000060 Alabama Power Co rosponso to NRC Staff motion lo exclude certain surre- 
buttal loalimony * Motion should bo denied In all rospecls W/Comficato of Sve 
MILLER, JH Alabama Power Co MILLER, J H Batch & Bingham (formortv Balch, 
Bingham, Baker. Hawthorne, Williams & Ward) REPKA.DA Winston & Slrawn fr202 
12849 02/04/24 Commissioners (Post 760118) lipp 61556323 01556333 

920E08Q003 Momorandum & order (conditionally granting util motion to continue pfopn 
otary treatmont of certain exhiblls)/ Exhibits 16,17,20 & 32 will ba treated asproprio 
lary on interim basis W/CortificalQ of Sve Sorvod on 920504 
BOLLWERK.Q P Atomic Safety & Licensing Board Panel //292 12066 92/05/01 
Alabama Power Co 11pp. 61591 11 1-61$01 121 

9205110034 Informs that parties agree that tostlmony erroneously attributed to Judge 
Carpenter should correctly be attributed to witness Jones Util suggests sclieduld /or 
hearings 

REPKA.DA Afabama Power Co ^2Q2 12800, 92/05/04 BOLLWERK.GP, 
CARPENTER, J H , MORRIS, P A. Atomic Saloly & Llconsing Board Panel 2pp 
61609 328-61009,329 

9205110114 Oiscussea proprietary pages wfrich should bo Inserted Into util exhibits 
16,17 6c 20 Pages wilhhetd 

REPKA.DA Alabama Power Co REPKA.DA Winston & Slrawn 202 12693 92/05/ 
06 Dockoling & Sorvicos Branch, 2pp 01610 152 61610 153 

9205110106 Momoronefum & order (roquoallnn info from Alabama Power Co)* Rc- 
quoats addi info re teal graph In oxmbit 63 by 020512 NRC commonis due by 
920515 W/Certifiento of Sve Sorvod on D20507 

aOLLWERK.G P Atomic Safely & Llconsing Board Panel //202 12690 92/05/07 
Afabaima Power Co 4pp 61611 001-61611 004 

9205150081 Forwards ulil fist of exhibits fo surrobuttal loalimony Rolaied correspond- 
enco, 

MILLER, J H, Alabama Power Co MILLER, J,H Balch & Bingham (formerly Bakli, 
Qingheim, Baker, Hawthorne, Williams & Word) jy202 12002 92/05/07 

OOLLWERK.G P . MaRRIS.P A , CARP ENTER, J H, Atomic Satoly & Licensing Board 
Panel Ip 61677 165 61677170. 

”9205150066 list of exhibits to Alabama Power Co surrebuital testimony * Lists exhibits 
for use In util lostimorvy W/Cortificale of Bve Rotated correspond once 
MILLER, JH,, REPKA.DA Atobarha Power Co MILLER, J.H Daich A B^rjgfrnm fferirer 
ly Balch, Blngliam, Baker, Hawlhorno, Williams & Ward) 02/05/07, 5pp 61677 166 
81677 170. 

020515004S Order (Adopting Iranscnpt corrections for ovldonliafy hearing sessions cor\ 
ducted on 020211-14 & 18-22)’' Adopts listed revs to IranscripLW/Cerlificato of 
Sve Sorved on 92051 1, 

QOLLWERK.O P- Atomic Safety & Llconsing Board Panel /y292 12099 92/OS/08 
Office of the General Counsel (Post 860701) 14pp 61677 141-01077 164. 

92051 6Q064 Memorandum & order (ruling on NRC Stall motion In limine) * Donlos staff 
motion to exclude portions of util profiled surrobutlal lostimony.W/CQrlilEcalo of 
Sve Served on 020511 

BOLLWERK.Q P, Atomic Safely & Liconslng Board Panel 12001 92/05/08 
Office of tho General Counsol (Posl 860701) 8pp 61677 167*01677 164 

9205160092 Discusses GONAX lPS-107 rept from ulil exhibit 63.W/0 end 
REPKA,D A. Alabama Power Co, REPKA.D.A Winston & Slrawn m2 12904. 92/05/ 
11 80tLWERK.QP,. MORRIS.P A., CARPENTER.JH Atomic Safety a Licensing 
Board Panel 9pp, 61677:171 61677.173 “ 
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d2061S0123 Pfovldoa Board & util w/list of NRC exhibits referred to In robutlat leslimo 
yet admitted into evidence W/Certifjcafo of Svc 
yS. oi the General Counsel (Post 060701) #292 12909 92 / 05/11 


•9206120179 Insp repts 50-348/92 08 & 50 364/92 08 on 920323 27 No violations or 
aeviations noted Mapr areas inspected snubber & pipe support insorvice insp & pre 
vious open Items 

CHOU.RC, BLAKE, JJ Region 2 (Post B2020t) 92/04/21 8pp 61636 045- 


9205220018 Informs that full text copies of util exhibits 16.17 & 20 & Staff exhibit 32 
placed under seal W/Certificale of Svc Served on 920519 

jiULIAKEL Do-ckeling Services Branch #292 12927 02/05/19 Docketing & Senr- 
icos Branch. 3pp ei 735 336-61735 330 ^ 

&2€52900^ jAomorandum & order (establishing schedule for record & transcript corrac 
tionsV Order establishing schedule for record & transcript corrections bv920615W/ 
Cor If [cate of SvG.Sorved on 920526 uy oiaw/ 

BOLLWER^K.Q P. Atomic Safety & Ucenalng Board Panel #292 12939 92/05/22 
Office of In a General Counsel (Post 860701) 4pp 01789 349 61789 352 


92(15010009 NRC Info Notice 92 035, “Higher Than Predicted Erosion/ Corrosion in 
unisofMfe Reactor Coolant Pressure Boundary Piping inside Containment at Boiling 
Water Reader “ » 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consofidaled Edison Co or New York, tnc 6pp 6166/ 349 61667 354 

9205120178 Discusses NRC Qullettn 08-011 concerning pressunzer surge line thermal 
sfratification 

WOODARD.J D Southern Nuclear Operating Co 92/05/06 Documont Control Branch 
(Document Control Desk) ip 61671 331-61671 331 


H. General correspondence 


9205080028 Comment on draft NUREQ-1449. “Shutdown & Low-Power Operation ai 
Comnnerclal Nuclear Power Plants In US” Believes comments provided hv BWROG lo 
bo appropriate & beneflcfal 

WOpDAflD.J.D Southern Nuclear Operaling Co 92/04/30 MEYER.DL Reoulatoiv 
Publicaliona Branch 2pp 61591 023 61591,024 ^ ^ 


9205190176 Comment on proposed generic communication NRC bulletin 90-001, Suppl 
1. Loss of Fill Oil in TransmiUors Mfg by Rosemount" Agrees w/NUMARC com 
mo/Ks provicffld to NRC 

WOODARD.J D Soulhorn Nuclear Operating Co 92/05/07 CHILK.S j Dockelino & 
Sorvlcaa Branch, 2pp 61708'O90 61708 100 ^ 


9205120261 Submits Hept 92 002 re 920422 steam generator lube plugging & repair 
work Complete results of SG lube ISI will be reported.per TS 4 4 6 5 b 
WOODARD.J D Southern Nuclear Operating Co 92/05/06 Document Control Branch 
(Document Control Desk) 2pp 61665 255 61665 256 

9205010048 NRC Info Notice 92 036, “Intersystem lOCA Outside Ckjntaminent “ 
ROSS1.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61718 009 

9205040266 SuppI 1 lo NRC Info Notice 92 016, "Loss of Flow from Residual Heal Re 
meval Pump Dunng Refueling Cavity Draindown " 

ROSS1.CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Ck) of New York, Inc 4pp 61710 010 61718 013 


P. Operating lloanae stage documents & correspondence 


9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Raaclor Safeguards Branch 02/04/20 MCKNIQHT.J Information & 
Rocoras ManaQOmonl Branch (Post 890027) 4pp 61563 320 61663 329 

92D5Q40216 Responds to two unsatisfied Horns noted in NRC audit rept of SPDS did 
&(>0530 poreormcid on 000205 & OG.per Suppl 1 to NUREQ.0737 Homs include contin- 
uous dfspfay of safety status Info & status of radioactivity control 
WOODARD.J D. Soulftorn Nucloar Oporatinn Co 92/04/29. Document Control Branch 
COociimcnl Gonlrol Desk) 2pp 61 595 350-81 505 351 


9205050267 Forwards Info re unoxpeclod Insp findings & atoam line break prodlctod 
loakago per safaty evaluation associated w/ Amend 87 lo Liconso NPF-8 covermn in- 
todm pfdQfllna criteria 

WOODARD.J 0. Soulhorn Nuclear Operating Co 92/05/01 Document Control Branch 
(Document Control Desk) 3pp. 61609 320 61509'331 


9205200033 Sollcile intarosl in NRC sponsored current llconsing basis workshop on 
020623-24 In Rockville, MD Requests specific panel discussion topic rocommandations 
A names of altandoos & participants by 020518 

ADdNSAM.E.G. Project Dire clor ate 11-1.92/05/05 HAIRSTON, WQ Southern Nuclear 
Operating Co 3pp 61742 335 61742.337 


9205150007 Advises that effective 02060 1,ulll will no longer screen lor addi substances 
of benzodiazepines & barbiturates, per 10CFR2Q.Cortiflcatlon submiltod on 891228 
verified that fitnoss-f or- duty program moots 10CFR26 requirements. 

WOODARD.J D Southern Nuclear Operating Co, 02/05/06 Document Control Branch 
(Documeni Cot^trol Desk) 2pp 61708 326 61708 327 


9205200284 Corrects amonds 92 & 85 to licenses NPF-2 & NPF- 0 , roapocllvoly.fe uie 
of Vantag 9-6 fuel at facility. 

HOFFMAN.S.T Project Directorate 11-1. 02/05/07 HAIRSTON.WG. Southern Nuclear 
Operating Co. 3pp, 61755 165 61765167 


9205270305 Rojocts 920410 request for withholding of proprlelaiy Info re facilities NRC 
suagoBts rev of documents lo doloto ref to item Q of affidavit. 

HOFFMAN, S T. ProjOGt Difociorale 11-1 02/05/14 HAIRSTON.W Q Southern Nuclear 
Oporalin-gCo 3pp 61785 363 61786 355 


8206260091 Nollllcatlon of 920527 mooling w/Southorn Nuclear Operating Co, Inc In 
RocKvItlo.MD to discuss status of licensing aclions re plant 
HOF FMAN.S.T. Project DIrocloralo lt-1 92/05/20 ADENSAM.EG Project Directorate 
II -1 . 3pp. 01 765, 1 97 61 765.1 00 


Q. Inspecllon reports, IE Bulletins A correspondence 

9205060267 Forwards info re unexpected Insp findings a steam line break predicted 
toakogo per safety evaluation associated w/Amend 67 to License NPF 0 covering in- 
terim plugqlna criteria 

WCX)DAPiD,J D. Soulhern Nuclear Operaling Co 92/05/01 Document Control Branch 
(Document Control Desk) 3pp. 616e9.329-616B9'33l, 

9206220049 Forwards Insp repts 60-346/02-09 & 60 364/92-09 on 920309 0413 a 
rrottee of viiofatfon 

VEnRELLI.O.M. Region 2 (Post 620201) 02/05/01 HAIRSTON.W Q. Soulhorn Nude- 
ar Operaling Co 3pp, 6173S'167-61736'101 

-9205220069 Notice ol violation from insp on 920309-04 l3.Vlo1ation noted.ticonsee fail- 
ure lo pronnplly Identify & correct defective equipment 
• Region 2 (Post 820201). 92/05/01 2pp. 61735 100 61735.161 

-9205220007 Insp repts 50-346/92-09 & 50-364/92-09 on 920309-0413 Violations 
noted Major areas Inap ecledtope ratio ns, maint aciivHles,survelllance testing, installation 
& tastirig of moda . 

MAXW^L.QF,. MORQAN.M.J. WRIQHT.R W. Region 2 (Post 620201) 92/05/01. 
Upp. 81 736.1 62-01 736*177. 

0205120171 Forwards Insp repts 60 348/92-08 8 50-364/02-08 on 920323-27 No viola- 
tions or deviations noted 

JULIAN.G A. Region 2 (Post 020201). 92/05/04. HAIRSTON, W.Q Soulhern Nuclear 
Operating Co 3pp. 61636 042-61636 052 


R. Periodic operating reports 8 related correspondence 

9205040298 "Annual Environ Operaling Rept Part B Radiological " W/ 920430 Hr 
WOODARD,JD Southern Nuclear Operating Co 91/12/31 72pp 61598 133 
61698,204. 

9205150178 Monthly operating repl for Apr 1992 for JM Farley Nuclear Planl.Unit 2 W/ 
92051 1 Ilf 

MOREY, D N , WOODAROJ D Southern Nuclear Operating Co 92/04/30 5pp 
61710312^61710316 


S. Repoiisble occurrences, LERb & related correspondence 

9205010263 Special repl on 920329, seven day time limit tor equipment hatch was 
©xceoded Caused by extensive work being performed Coniatnmeni equipment hatch 
closed orr 920406 

WOODARO,J D Soulhern Nuclear Operaling Co 92/04/28 Documenl Conlrol Branch 
(Document Control Desk) 2pp. 61540 357-61548 358 


T Hearing transcripts on non-antitrust matters 

9205210301 Transcript of 920518 proceedings in Bethesda.MD re AL Power Co.JM 
Farley Nucloar Plant, unlls 1 & 2 Pp 1,320-1,583 

* Atomic Safety & licensing Board Panel 92/05/18 263pp 61759 001 61759 347 

920S2103Q3 Transcript of 920519 proceedings in Bethesda.MD re AL Power CoJM 
Farley Nuclear Plant, units 1 & 2 Pp 1,584*1,770 

* Atomic Safely & Licensing Board Panel 92/05/19 186pp 61758 001-61758 288 

9205220198 Transcript of 920520 meeting In Belhosda,MD Pp 1,771-1,1995 

* Atomic Safety & Licensing Board Panel 92/05/20 231 pp 61802 014 61602 307 

9205220198 Transcflpl Of 920521 meeting in Bethesda.MD Pp 1,996-2,309 

* Atomic Safety & Licensing Board Panel 92/05/21 600pp 61825001 61 826 179 


DOCKET 50-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & lire protection plans 

9205050085 Forwards FEMA rept for facility 911002 offsite portion of exercise rept No 
deficiencies identified NRC encourages assistance In helping appropriate organiza- 
tions to resolve corrective actions W/o end 

CLINE,W-e. Region 2 (Post 820201), 92/03/30 HAIRSTON.WG Georgia Power Co 
3pp 61539:203 61539 205. 

9205120047 Forwards Insp lepts 60-321/92-09 & 50-366/92-09 on 920406-10 No viola- 
tions noted 

HERDT.AR Region 2 (Post 820201) 92/04/20 HAIRSTON.WG Georgia Power Co 
3pp. 61037 287-81 63? 297 

-9205120054 Insp repts 50-321/92-09 & 50 366/02 09 on 920406-10 No violations 
noted Major areas Inspected evaluation of plant fire protection & prevention implemen- 
tation Program & follow uo on previous insp findings 
MILLER, W H. Region 2 (Post 820201) 92/04/17 app 61637 290-61637 297 


H, General correspondence 

9205110024 Comment on draft NUREQ 1449, "Shutdown & Low Power Oporalion at 
Commercial Nuclear Power Plants in US" Informs that licensee believes BWROG 
comments to be appropriate & beneficial. 

MCCOY.CK Georgia Power Co 92/04/30 MEYER.DL Regulatory Publications 
Branch. 3pp. 61609 021-61609 023 

9205190100 Comment on proposed generic communication NRC bulletin 90 001, Suppl 
1, '*Lo !)5 of Fill Oil In Transmitters Mfg by Rosemount" Agrees w/NUMARC com 
ments provided to NRC 

MCCOY, C.K, Georgia Power Co 92/05/07 CHILK,S.J Docketing & Services Branch 
2pp, 61708 097-61708 09B 
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P Operating license stage document A correspondence 

9205040247 Forwards IHness for duty program contacts listed on program performance 
fopts 

KOUP,£ Reactor Safoguards Branch 92/04 ^20 MCKNIGHT, J Information & 
Records Management Branch (Post G90B27) 4pp 61563 326 61563 329 

9205010300 Provides response to request for addi info re pressure sensor actuation sys 
for safety relief valves 

HAIRSTON.WG Georgia Power Co 92/04/28 Document Conlrot Branch (Document 
Control Desk) 6pp 61649 326-61549 331 

9205220244 Solicits inleresl in NRG sponsored current licensing basis workshop on 
920623-24 in Rockville, MD Requests specific panel discussion topic recommondations 
& list of attendees & participants by 920516 

MATTHEWS, DB Project Directorate |l-3 92/05/05 HAIRSTON.WG Georgia Power 
Co 4pp 61757 356 61757 360 

9205150226 Informs that licensee will no longer screen for addI substances of benzo 
diazepines & barbiturates .effective 920601 

HAIRSTON.W G Georgia Power Co 92/05/11 Document Control Branch (Document 
Control Desk) 2pp 61711 356-6171 1 357 

9205160011 Requests extensbn from Sept 1992 to 921215 to submit individual plant 
exam rapt.per Generic Ur 60-20 EffoRs <o p/ovrds analyses consistent w/requfre- 
ments of genenc Itr $ NUREG-1335 look longer than originally estimated 
HAIRSTON.W G Georgia Power Co 92/05/1 1 Document Control Branch (Document 
Control Desk) 2pp 61739 328-61739 320 

9205270325 Requests FR publication of notice of issuance ol amends 179 & 120 to 
licenses DPfl-57 & NPF-5 Amends revise TS re protective Inslrumenlation for facility 
by adding notes to unit 1 tables 3 1-1 & 3 2-1 

JABBOUR.K N Project Directorate lf-3 92/05/19 NRC - No Detailed Affiliation Given 
3pp 61705 356 61765 35B 

9205290267 Forwards amends 179 & 120 to licenses DPR-57 A NPF-5. 

respectvely Amends modify TS to allow placing inoperable channel In tripped condi- 
tion & to allow temporary bypassing of RWCU sys difforontlal flow isolation inslrumen- 
lallon 

JABBOUR.K N Project Directorate 113. 92/05/19 HAIRSTON.WG Georgia Power 
Co 4pp 61799 223-61799 240. 

-9206290294 Amends 179 & 120 to licenses DPR 57 & NPF-5, respoclivoty, modifying 
TS to allow for placing inoperable channel fn trippod condition & to allow lemporary 
bypassing of RWCU sys differential flow isolation instrumenlalion 
mATTH^S.DB Projecl Directorate lf-3 92/05/19 lipp 61799 227-81799 237, 

-9206290301 Safety evaluation supporlrng amends 179 & 120 to llconses PPR-57 & 
NPF-5 .respectively 

* Office of Nuclear Reactor Regulation, Direclor (Post 070411). 92/05/19 3pp 
61799 238 61799‘24a 

9205260095 Nolficatlon of 920520 meeting vr/util In RockvIfle.MD to discuss plant TS 
concerning action slate me nls 

JABBOUR,KN Project Directorate 11-3 92/05/20 MAHHEWS.OB Proiocl Director- 
ate 11-3 4pp 61765 191 61755 194 

9205270262 Forwards amends 180 & 121 to ficonsos DPR-57 & NPF-5. rospectivety & 
SE Amends remove RSCS, enhance operation of RW.M & make minor associated ad- 
ministrative corrections. 

JABBOUR.K N Project Directorate 113 92/05/20 HAIRSTON.WG Georgia Power 
Co 4pp 61799001-61799 040 

-9205270272 Amends 100 & 121 lo licenses DPR-57 & NPF-5, rospoclively, removing 
RCSC.enhancing operation of RWM & making minor associated aamfnialralive correc- 
tions 

MATTHEWS, D B. Project Directorate II-3 92/05/20. 31 pp 61799 005 61799 035 

-9205270277 Safety evaluation auppo/ting amends 180 & 121 to licenses OPR-57 & 
NPF'5, respectively 

* Office of Nuclear Reactor RaguJalion, Director (Post 870411) 02/05/20, 6pp 
61799 036 61790 040, 


Q. Inspection reports, IE Bulletins it correspondence 

9206050026 Forwards fnsp rapis 50 321/92-05 & 50-366/92-06 on 920216 0314 No 
violations noted 

NERDT.AR. Region 2 (Post 820201} 92/04/02 HAIRSTON.WG Georgia Power Co 
3pp 61539 040 61539.059 

-9205060034 Insp repia 50-321/02-05 &. 50 366/92-05 on 920216 0314 No violations 
noted Major areas Inspected surveillance tesling, maint.temporaiy changes to 
procedures, resolution of degradations Involving safety sys & review of open items 
WERT.LD, MUSSER.R A, SKINNER.PH Region 2 (Post 020201) 92/04/01 tepp 
61639 043-61639 050 

9205120047 Forwards insp repts 50-321/92 09 & 50-366/92-09 on 920406-10 No viola- 
tions noted 

HEROT.AR. Region 2 (Post 620201). 92/04/20 HAIRSTON.WG Georgia Power Co 
3pp 61637 287-61637.297 

-9206120054 Insp repts 50 321/92 09 A 50-366/02-09 on 920406 10.No violallons 
noted.Major areas Inspacled evaluation of plant fire protection & prevention Implemen- 
tation program & follow-up on previous Insp findings. 

MILLER.WH, BEUSLe.GA Region 2 (Post 820201) 92/04/17 Qpp 61637*290 


9205120037 Forwards Insp repia 60-321/92 04 & 50-366/02-04 on 020224 26 & 
920331 Some concerns Identified No response lo concerns requ 08 tfld.bowev 0 r, written 
response lo clarify commitments to generic Ur 89-10 requested within 60 days 
JULIAN, C A Region 2 (Post 820201) 92/04/24 HAIRSTON.W.Q Georgia Power Co, 
3pp 61636,107 61 636*135 

-920S120040 Insp repta 50-321/92-04 & 60-366/92 04 on 920224-26, Concerns 
noted Major areas jn5pe>cled program developed in response to generic Itr 89-10, 
"Safety Related MOV Tesling & ^rveillanco." 

SMITH, C., SPARKS, a, TINGEN.S Region 2 (Post 820201) 92/04/16. 26pp. 
61636:110 61636135 


9205190105 Forwards msp repts 50 321/92-00 & 50-366/92-06 on 920315-0418 & 
notice of violation Violation involving design control problems indicates deficiencies m 
programs which could have resulted in significant operability issues 
HERDT,A R Region 2 (Post 820201) 92/04/30 HAIRSTON.W G Georgia Power Co 
3pp 61706 289 01708 312 

“9206190109 Notice of vlotation from Insp on 920315 0410 Violations noted drawings of 
control circuitry of numerous safety motor-operated valves Incorrect & instrument set- 
point index document contained Incorrect safety level switch setpoints 
* Region 2 (Post 820201) 92/04/30 2pp 61706 292-61706 203 

“9205190193 Insp repts 50-321/92-08 & 50 366/92-08 on 920315 0410 Violations 
noted Major areas inspected operations, surveillance testing.maint.open items & 
review of design control deficiencies involving personnel error 
WERT.LD, MUSSER.R A. SKINNER.PH Region 2 (Post 820201) 92/04/30 17pp 
61706 294-61706 312 


9205010009 NRC Info Notice 02 035, "Higher Than Predicted Erosion/ Corrosion In 
UnisQiable Reactor Coolanl Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSf.CE Division of Operattonol Events Assessment (Post 870411) 92/OS/OS 
Consolidated Edison Co of Now York, Inc 6pp 61667 349-61667 354 

9206010045 NRC Info Notice 92-036, "Inlersyatem LOCA Outside Containment" 
R03SI.CE Division of Operational Events Assessment (Post 870411) 92/05/07. 
Consolidated Edison Co of New York, Inc 9pp 61710 001-61718 009 

9205040265 Suppl 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolldatod Edison Co of New York, Inc 4pp 61718 010-61718 013 


R. Periodic operallng reports A related correspondence 


9205150029 Monthly operating repts for Apr 1992 for El Hatch Nuclear Plant, Units I & 
2W/920511 Mr. 

BBARD.RM, HAIRSTON.WG Georgia Power Co 92/04/30 t2pp 6170B314- 
61706 326 


S. Reportable occurrences, LERs & related correspondence 


9205050271 LER 92 004 00 on 920316,whGn fuel oil transfer pump CO01C 
romoved.EDG (ofl w/no operable fuel oil transfer pump Caused by personnel error 
due to Inadoquato self verification Personnel counseled & trained W/920430 itr 
TIPPS.SB, MCDONALD, RP Georgia Power Co 92/04/30 6pp 61667*138- 
61667143 


9205160232 LEH 92-005 00 on 92041 9, loss of power to RPA bus "B" & ESF sys actu- 
ations occurred.Causod by component failure Failed relay replaced & returned to 
avc W/92051 1 Itr 

TIPPS.SB, HAIRSTON.WG Georgia Power Co 92/06/11 5pp 61718*134- 
01710138 

9206180015 Special Rept 2-92-002 on 020407.slgnal from tnaxial lime history acceler- 
ometer contained excessive amount of noise & Instrument declared inoperable for 
more than 30 days Cause not determined Root cause anolysis underway 
HAIRSTON, WG. Georgia Power Co 02/05/11. Document Control Branch (Docuirient 
Control Desk) 5pp 61761 110 61761 114 


DOCKET 50-368 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergenoy & fire protection plans 


9206050067 Rev 2 to EPIP OP-1 903 077, "US Army Corps of Engineers " 

* Entergy Operations, Inc 02/04/24 3pp. 61690 336 81590.338 

9205040063 Forwards Initial SALP repts 50 313/02-99 & 50-368/92-99 for 901231 - 
920229 Notable improvements made In plant operations & radiological controls areas 
MARTIN, R D Region 4 (Post 820201). 92/04/27 CARNS.N S Entergy Operations, 
Inc 5pp 61512 162 61512.102 

-9205040086 SALP ropls 50-313/02-09 & 50-368/92-99 for 001231 - 920229 Notable 
Improvomonls made In plant operations & radiological controls areas Emergency pro 
parednoss program well-supporlod by mgt. 

* Region 4 (Post 820201) 92/04/27. 26pp 61512.167-61512 192 

9205290106 Rev 11 to Procodure/Work Plan 1903 062, "Communication Sys Operating 
Procedure," 

‘ Entergy Operalions, Inc 92/05/10 22pp 61007 320 61887*341 

9205150096 Forwards insp repts 50 313/92-17 & 50 368/92-17 on 920417 No viola- 
lions or deviations noted Osgreo of protoction afforded explosives associated w/ 
steam generator tube plugging questioned 

BEACH.A0, Region 4 (Post 820201) 92/06/11 CARNS.N.S Entergy Operations, Inc 
4pp. 61676 300 G1 676 314 

-9205150106 Partially withheld Insp repts 50-313/92-17 & 60-360/92-17 on 920417 (ref 
10CFR73 21) No violations or deviations noted Major areas in spaded *phy si cal security 
program, 

MURRAY, B Region 4 (Post 020201). 92/05/06 2pp 61676 313-61676,314 

9205260070 Ack receipt of 920326 & 0424 Itrs transmitting objectives & scenario pack 
age for 1992 emergency preparedness exercise 

BEACH.A.B Region 4 (Post 820201). 92/05/20, CARNS.N.S. Entergy Operations, )nc 
6pp 61762 064 61762 060 
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P. Operating ficenae stage documents & correspondence 

6205040247 Forwards fitness for duty program contacts listed on program performance 
rep Is 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J Information a 
Records Management Branch (Post 690827) 4pp 61563 326 61563 329 

9205070133 Forwards safety evaluation ro licensee request for approval to use alterna- 
live requirements of 10GFR50 55a, "Codes & Stds," for plant Staff concludes that ap- 
proval of proposed alternatives may bo granted 

LAHKINSJT Project Directorate 1V-1 92/04/24 CARNS.NS Er^tergy Operations. 
Irw 5pp 61692 352*61592 35B 

-9205070139 SER granting relief from 1986 Edition of Code for welder qualifications on 
bash tliat proposed alternatives provide acceptable level of quality & safety 

* OjficB of Nuclear Reactor Regulation, Director (Post 070411) 92/04/24 2pp 
61592*356 61592 350 

9205010072 Summary of 920416 meeting w/llcensee In Rockville.MO re ANO 2 SG 
tuho leak forced outage List of attendees end 

PETERSON, SR Project Directorate 1V-1 92/04/27 Project Directorate IV-I 26pp 
61616062 615160BB 

9205070246 Forwards SE approving relaxation of reg guldo 1 97, "Environ Qualifjcation 
Requirements " 

PCTEflSON.SR Project Otrectoralo IV. t 92/04/26 GARNS.NS Entergy Operations, 
Inc Spp* 61807 093 61607 099 

-'92050702SO Safety evaluation approving relaxation of reg guide 1 97, "Environ QuafiFi- 
catton” roquiremenls 

* Office of Nuclear Reactor Rogulation, Director (Post 670411) 92/04/27 3pp 
01607 097.61607 099 

9S05050260 Revises 910627 application for amend to License NPF-6, changing TS 
3 e 2 5 & associated bases ro containment penetration conductor overcurront protec. 
live devicas.por NRG request 

FISICARO.J J Entergy Operations, Inc 92/04/29 Document Control Branch (Docu- 
ment Control Desk) 2pp 61569 332-61569 330 

-9205060261 Proposed TS 36 25 ro containment penolralion conductor overcurront 
protective devices 

^ Entergy Operations, Inc 92/04/29 5pp 61680 334-61569 336 

0205180076 Forwards amend 134 to tlconso NPF-e & safety evaluation Amend revises 
TSs based on recommendations provided in generic Hr 07.00 ro opplicBbllity of LCD & 
SR of TS30A40 

PETERSON, SR Project Directorate IV-I 92/05/05 CARNS.NS Entergy Operations, 
Inc 3pp 61710 095 61710 170 

-9206160084 Amend 134 to license NPF-6,revl3infl TS basod on recommendation pro- 
vded in generic Itr 67.09 re applicability of LCO & SR of TS 3 0 & 4 0 
U(RKINS,JT Pfoioct Directorate IV.1 92/05/05 6Goo 61710096 61710165 

-920S 180090 Safety evaluation si^portlng emend 134 to license NPF.6 

* Office of Nuclear Reactor Regulation, Director (Post 070411), 92/05/05 6pp 
61710,166 61710 170 

42Q620002S Solicits Interest in NRG sponsored current liconsing basis workshop on 
9206S3 24 in Rock vilIe,MD Requests specitic panel discussion topic recommendations 
& names of attendees & participants by 620516 

LARKINS, JT Project Dlrodorale IV'1 92/05/05 CARNS.NS Entergy Operations. 


Inc 4pp 61742 326 61742 331 


9205200111 Forwards request for addl info ro offsite powar sources Into noodod by 
staff to complete review & to determino if requiromonts of QDC 5 will bo mot 
PETERSON, S R Project Directorate tV-1 02/05/05 CARNS.N S Entergy Operations, 
IfW 7pp 61724.337 81724 343 

9205200138 Forwards amends 160 & 135 to liconsos DPR-51 & NPF 6, rospeclivoly & 
safety evaluation Amends add moasuroment range to seismic monitoring inslrumontn 


lion requirements & corrects typo error in moasuroment range 
PETER SON, S.R.ALEXION.TW Projocl Oirectoralo IV-1 02/05/05 CARNS.NS En- 
tergy Operations, Inc. 3pp 61722 264 61722 296 

-92Q5S00143 Amends 160 & 135 to licenses DPR.51 & NPF-e.rospocUvely, revising TS 
by adding meaasurement range to seismic monitoring Inslrumontalion requirements & 
correcting typo error in moasuroment range 

LARKIN^J.f Project Directorate tV-l 92/05/05 9pp 61722 287 61722*296 

-9205200147 Safety evaluation supporting amends 160 & 135 to ticensos DPR*$1 & 
NPF‘6,re5pecliv0ly 

* Office of Nuclear Roactor Rogulation, Director (Post 670411) 92/05/05 2pp, 
61722:297 61722'298 

9205180228 Forwards response to NRG request for add) Info re 001009 application for 
an^end to License NPF 6, changing TS for electrical power sys - diesel generator to 
incorporate recom men dal Ions in Generic Llr 64*15 

CARNS,NS Entergy Operations, Inc 92/05/12. Document Control Branch (Docu* 
monl Control Desk) 7pp 81710 314*61719 329 

-9205180229 Proposed TS 3/4 B 1 re electrical power aye - ac sources, 

* Entergy Operations, Inc, 92/05/12, 9pp 61710 321-61710,329 

920 5 180320 Advises that 29 tubes wore plugged & 392 tubes were sleeved In 2E.24A 
SQ In 2E’24B,i t tubes were plugged & 56 tubes were sleeved SubJ tubes plugged or 
sfeoved during forced outage Tabtes re lubes that wore ptugged/sleeved end 
FISICARO.J,J Entergy Operations. Inc 92/05/12 Document Control Branch (Docu 
menl Cor^lrol Desk) 16pp. 61717 2D6*01717'3O1, 


O. Inspection reports, IE Bulletins ft correspondence 


-9205040080 SALP repts 50 313/92-99 ft 60 368/92-99 for 901231 920229 Notable 

improvoments made in plar^l operations ft radiological controls areas Emergency pre* 
paredness program wo! l-supported by mgl 
* Region 4 (Post 820201) 92/04/27 26pp 61512 167-61512 192 

9206050310 Forwards addl info to- support 890831 relief requests from first 10 yr inserv* 
Ice insp iniQival consisting of listing of limited inservice Insp exam coverage estimates 
for first insp interval 

FISICARO.J J Entergy Operations, Inc 92/04/30 Documont Control Branch (Docu. 
mont Control Desk) Qpp 61569 320 61 589 328 

9205070204 Forwards Insp Repts 50-313/92 07 ft 50 368/02 07 on 920301*26 & notice 
of violation Violation re failure to identify seven tubes w/indtcations near tube sheet on 
hot log side of SG noted but not cited 

BEACH, A B Region 4 (Post 620201) 92/05/04 CAHNS.N S Entergy Operations, Inc 
3pp 61631 333-61631 360 

-9205070208 Insp Repts 50 313 92*07 ft 50-368/92 07 on 920301-28 Violation 
noted Major areas Inspecledonsite followup of LERs.itoms of regional intefesl.onsito 
response to Gvonta, rnonlhly maint observation & refueling activities 
JOHNSONpW D Region 4 (Post 620201) 92/04/20 24pp 61631 337 61631 360 

0205130134 Ack receipt of 920422 Itr informing NRC of stops taken to correct violations 
noted in insp repts 50 313/9205 ft 50-368/92-05 

BEACH, A B Region 4 (Post B20201). 92/05/05 CARNS.NS Entergy Operations, Inc 
2pp 61651 206G1651 213 

9205010009 NRC Info Noltco 02-035, "Higher Than Predicted Erosion/ Corrosion in 
Uniso table Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Wo( 0 r Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667 354 

9205010045 NRC Info Nollco 92 036, "tnlersystem LOCA Outside Containment" 
ROSSI.CE Division of Oporatlonal Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61718 009 

9205040285 Suppi 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61710010 61718013 

9206160096 Forwards Insp repts 50-313/92*17 ft 50 366/92-17 on 920417 No viola- 
tions or daviations noted Degree of protection afforded explosives associated w/ 
steam generator tube plugging questioned 

BEACKAB Region 4 (Post 620201) 92/05/11 CAHNS.N S Entergy Operations Jnc 
4pp 61676 309 61676314 

-9205150106 Partially withheld insp repts 50 313/92-17 & 50 366/92-17 on 920417 (ref 
10CFR73 21) No violations or deviations noted Major areas Inspected physical security 
program 

MURRAY, B Region 4 {Post 629201) 92/05/06 2pp 61676 313 61676314 


R. Periodic operating reports ft related correspondence 

9205190313 Monthly oporatinn ropt for April 1992 tor Arkansas Nuclear One Unit 2 W/ 
92051 5 llr 

WHITT.MS, FISICARO.J J Entergy Operations, Inc 92/04/30 7pp 61733 313- 
61733.319 


S. Reportable occurrences, LERs ft related correspondence 

9206220202 lER 92 004-00 on 920 41 2, foreign matl discovered In EDG fuel oil 
lank Caused by inadequate cloanllnosa ft forelpn matl exclusion controls Foot valve in 
fuel oil day lank removed ft cleaned ft fuel oil filters replaced W/920519 Hr 
SCOrr.TF. RSICARO,JJ Enlorgy Operations, Inc 92/05/19 7pp 61014 005- 
61814 091 

920529Q206 LER 02*003 00 On 920501, Imtiatod manual roactor trip after mismatch in 
charging ft letdown flowralos observed Cause unknown Cause for recurring high DP 
Identified ^ 920901 Procoduro 2203 01 2L revised W/920522 Hr 
SCOTT,T*F, FISICARO,JJ, Entergy Operations, Inc 02/05/22 5pp 61946104- 
61946108. 


DOCKET 50*369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


F. Seourltyi medical, emergency ft fire protection plans 

9205050124 Advisos that Revs 35^36 ft 37 to emergency plan for facilities meets plan 
nlng aids of 10CFR50 M7(b) ft requirements of App E to 10CFR50 
CUNE.WE Region 2 (Post 820201) Q2/04/07 WCMEEKIN.TC Duke Power Co 
3pp. 61 640- 197-6 1540 199 

9205140296 Forwards public version of EPiPs RP/O/A/5700/03 ft np/O/A/5700/ 
04 V//92O504 rotaaso memo 

MCMEEKIN,T C Duko Power Co 92/04/07 Documont Control Branch (Document 
Control Desk) 4pp 61710 237-81710 276 

-9205180130 Public version of EPIPa RP/0/ A/5700/03 ft RP/O/A/ 5700/0 4 
HASTY.RL Duke Power Co 62/04/07 40pp 61710 241 61710 278 

9205 1 40300 Forwards public version of revised Crisis Mgl Implementing 
Procedures, Including Rev 45 to CMIP-I.Rov 27 to CMIP-13 & notification of deletion 
of CMIP S.Procedure CMIP-a reserved for future use W/020504 release memo 
TUCKER ,H B Division of Freedom of Information ft Publications Services (Post 
BOO 205) 02/04/07. Document Control Branch (Document Control Desk) 3pp 
61703 279*61703 332 


9205040063 Forwards initial SALP repts 50*313/02*99 & 50-368/02-99 for 901231 • -9205186103 Public version of revised Crisis Mgt Implementing Procedures 

920229 Notable improvements made In plant operations ft radiological controls araas (CM! P),lncluding Rev 45 to CMIP't.Rov 27 to CMIP-13 ft notification of delation of 

MARTIN,RD Region 4 (Post 820201) 92/04/27 CARNS.NS Entergy Operations, CMIP.8 Procedure CMIP 8 roserved for future use 

Inc 5pp 61512 162-61512.192 * Duke Power Co 92/04/07. 52pp 61703 280 61703 332 



110 DOCKETED ITEMS 


9205150177 Forwards public version of revised EPIPs, including Change 0 lo HP/a/B/ 
1009/15 & HP/1/Q/1Q00/15 ro pos(-accldent conlainment air sampling sys 
operating W/920S04 release memo 

MCMEEKIN.TC Duke Power Co 92/04/21 Do-cunnent Control Branch (Docarmenl 
Control Desk) Gpp 6 16&3 123 61683 183 

-'9205150183 Public vorsion of revised EPIPs^including Change 0 to HP/2/B/ 1009/15 & 
HP/1 /B/ 1009/15 re posl-accidenl containment air sampling sys operating 
‘ Duke Power Co 02/04/ 20 57pp 61683 125.01683 IB3 

9205010184 Fonvarda Rev 45 to secunty plan, deleting App 5 personnel screening pro- 
gram &. commits to perform personnel screening usin-g facility access program Rev 
withheld (<ef 10CFR73 21) 

MCMEEKIN.T C Duke Power Co 92/04/27 Document Control Branch (Document 
Control Desk) 2pp 61548 261 6154B262 

92050 SQ233 Certifies that access authonzation prograrn, meeting requiromente of 
10CFR7 3 56. implemented by util Program meets or exceeds all elemonts of Reg 
Guide 5 66 Physical Securily plan rovisod lo reflect program change 
TUCKER.HB Duke Power Co 92/04/27 Documant Control Branch (Document Con- 
trol Desk) Ip 61S853S6G1S85356 

9205130235 Forwards public version of revised Crisis Mgt Implomonting Procedures 
(CMIP). including Rev 46 lo CMIP-I.Rsv 39 lo CMIP-4.Rev 45 lo CMI P-5, Rev 49 to 
CMlP-a.Rev 40 lo CM IP-7. Rev 42 to CMIP-9 & Rev 3 to CMIP’15 
TUCKER.H B Duke Power Co 92/04/30 Document Control Branch (Document Con- 
trol Desk) 2pp 61672001-61672 290 

-9205130243 Public version of revised Crisis Mgt Implemenllno Procedures 
(CMIP).(ndudm 9 Rov 46 to CMI P-1, Rev 39 to CMlP-4.Rov 45 to CMIP 5, Rev 49 lo 
CMtP-6,Rov 46 to CMIP 7.Rbv 42 to CMIP 9 5^ Rev 3 to CMIP-16 
• Duke Power Co 92/04/30 250pp 61672 003 61672 280 

920B19O12O Ack receipt of 0109 13 Ur In response to oxercisa weakness discussed In 
insp repts 50-369/91-15 & 50 370/01-15 Staff found responso acceptable 
CLINE,!// E Region 2 (Post 620201) 92/04/30 MCMEEKIN.T.C Duko Power Co 
3pp 61706 259 61706 261 

9205120080 Forwards safeguards insp repts 50 369/02*12 & 50-370/92-12 & on 
920406 1 0 & noUcQ of violation Insp details & notice of violation withhold (rof 
lOCf fl73 21) 

COLUNS.DM Region 2 (Post 620201) 92/05/07 MCMEEKIN.TC Duko Powor Co 
4pp 61636 167-61636171 

-9205120004 Safeguards insp repts 50 369/92-12 & 50-370/92-12 on 9204 06 1 9 Viola- 
tions noted Malor areas inspected security program plans, security audits, protected 
area & vital area barriers Details withheld (rof 10CFR73 21) 

THOMPSON, D . MCGUIRE.D R Region 2 (Post 629201) 92/05/05 Ip 61636171- 
61636171 

9205100087 Advises that 920427 Rev 45 to physical security plan consistent w/provl- 
sbns of 1DCFR59 54(p) 6 ^ accoptable Clarification re placement of roquiromentB for 
access authonzsllon program under listed heading roqueslod 
COLUNS.DM Region 2 (Post 620201) 92/05/12 MCMEEKIN.TC Duke Power Co 
3pp 61736 300 61736 392 


K Utility Final Safety Analysis Report (FSAR) & amends 

9200290204 Forwards latest rov to NcQuire Nu clear Station aotoclod llconseo commit- 
mem manual chapter 160 of FSAR 

MCWEEKINJC Duke Power Co 92/05/13 Documor^t Control Branch (Oocumonl 
Control Desk) 2pp 61912,314-61912 322 

-9205290212 Chapter 16 0 to FSAR (or McGuire Nuclear Station 
8UR8A,L Duke Power Co 92/05/07 7pp 6191231661012322 


P. Operating license siege documents & correspondence 

920504D247 Forwards filnoss for duty program contacts listed on program porformanco 
repts 

KOUP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J, tnlormatlon & 
Records Management Branch (Post 890827) 4pp 61563 326-61563 329 

9205120228 Discusses rev 41 & 42 to crisis rngl plan for nuclear stations 
CLINE, WE. Region 2 (Post 620201) 92/04/23 TUCKER.HB Duke Povyor Co 6pp 
61636 334-81635.330 

9205110043 Forwards suppi to 890210 application for amends lo Lfconsos MPF9 & 
NPF- 17, revising TS 4 6 1.1 2 e re DG IB-month survailiance mode roslrictions.por 
91081 & 20 conforenco calls w/NRC 

MCMEEKINiT C Duko Powor Co. 92/04/30 Document Control Branch /Documoni 
Coitlro) Desk). 4pp 61650^244-61650 261 

-9205110047 Proposed Tech Spec 4.81 1 2.0 re DQ 10-monUi BurvelllancG mode ro- 
sir lotions 

* Duke Powor Co 92/04/30. 14pp 61 650 '240-61650 261 

9200220240 Solicits interest in NRG sponsored currant licensing basis workshop ori 
920623 24 In RocKvItle.MD, Requests specific panel discussion topic rocommondatlons 
& list of aUendees & participants by 02051 8. 

MATTHEWS.D.B. Prolect Directorate IW 92/95/05. MCMEEKIN.T C* Duke Powor Co 
4pp. 81(767 339 61757 342 

9205180121 Informs that all actions associated w/rosponso to GL 90-03 re relaxation of 
stall position in QL 83-26, Ham 2 2 Part 2 concerning vendor Interface for safety rolal- 
ed components comp^^ato,per 900914 & 9104SO Itrs 

TUCKER, H B Duka Power Co 92/05/06 Oocumonl Control Branch (Documont Con- 
trol Desk). Ip, 61724 305 61724.305. 

9206190219 Forwards amends 131 & 113 to licenses NPF9 & NPF-17, rospoctively & 
SE Amends Involve editotfal corrections & changes to RCS survolllanca frequency thai 
stemmed from DPG Investigation Into incident at unit 2. 

REEOJ A Prolect Di rector ale 11-3 92/05/07 MCMEEKIN.T.C. Duke Powor Co 4pp, 
61716 263 61716304. 


-9205190223 Amends 131 & 113 to licenses NPF 09 & NPF-1 7, re spec lively, involving 
editorial corrections & changes lo RCS surveillance iroquency that slomraod from 
DPC investigaticn into incident at unit 2 

MATTHEWS.DB Projecl Directorate 11-3 92/05/07 lOpp 61716 293 61716 302 

-9205190224 Safety evaluation supporting arT;end3 131 & 113 lo licenses NPF-9 & 
NPF-l7.respectivoly 

* Olfico of Nuclear Reactor Regulation, Director (Post 870411) 92/05/07 2pp 
61716 303 61716 304 

9205270109 Forwards 920429 self-assessment presentation meeting summary in 
Region II ofc re results of self assessment & perceived strengths & woaknessea Iden- 
tified 

REYES.LA Region 2 (Post 820201) 92/05/07 MCMEEKIN.TC Duke Power Co 
21pp 61 763 333-61763 353 

9205270009 Suppls 901119 responso to Generic Ltr 09-13. “Sve Water Sys Probloms 
Affecting Safety Related Equipment" Component cooling water & spent fuel pool 
mods delayed due to changing design scope 

MCMEEKIN.TC Duke Power Co 92/05/13 Document Control Branch (Document 
Control Desk) 3pp 61034 366 61034 358 


Q. Inapeclfon reports, IE Bulletins & correapondence 

9205270023 Forwards Insp Repts 50-369/91-20 & 50 370/91-20 on 910705 0812 Viola 
tion noted ra Impropor voltage gain settings appllod to components In overtemp delta- 
lomp reactor trip circuitry. 

MERSCHOFF.eW Region 2 (Post 820201) 91/06/16 TUCKMAN.M S Duke Powor 
Co 3pp 61075 337 61875 343 

-9205270024 Insp Repts 50-369/91-10 & 50-370/01-16 on 910705 0B1 2. Violation 
noted Ma|or areas Inspected calculating overtomp dolta-temp trip setpoints 
VANDOORN.PK. CO^DPER.TA. BEUSLE.(3A, Region 2 (Post 820201) 91 /OB/ 16 
4pp 61075 340 61875 343 

9205270088 Fowards correclod insp repts 50-369/91-20 & 50-370/91-20 on 910705- 
0812 Rept number on summary shoot should road 50-369/91-20 & 50 370/91-20 in 
lieu of 50 369/91-10 & 50 370/91-10 

HEROLAR Region 2 (Post 820201). 91/11/14 MCMEEKIN.TC Duko Power Co. 
3pp 61762 287 61762 291. 

-9205270093 Corrected Insp ropta 50-369/91-20 & 60-370/91-20 on 910705 081 2,No 
violations noted Major areas Inspected, calculating overlamp dolta-temp trip setpoints 
VANDOORN.P.K , COOPERJ.A., BELISLE.QA Region 2 (Post B20201). 91/08/16 
2pp 61762 290 81762 201 

9205080081 Notification of cancelled 920507 meeting w/util In Rockville, MD to discuss 
results of SG fnsps.putled tube exams, crack growth rate prediction & future Insp plans 
for SGs Meeting agenda end 

REED.TA Profect Oiroclorato 11-3, 92/03/19 MATTHEWS.DB Project Dlrecloralo II 
3 4pp 61647.340 61647 351 

0206000167 Forwards insp repts 50 369/92-07 8 50-370/92-07 on slated dates No vio- 
lations or deviations noted 

PEEBLES.! A, Roglon 2 (Post 820201) 92/04/09 MCMEEKIN.TC Duko Powor Co 
3pp 61540 257-61540 268 

»»92 050501 74 Insp repts 60-369/02 07 & 00-370/92 07 on slated dates No violations 
nolod.Major aroas Inspected poat-refuoling startup teats & review ol routine core sur- 
voillancQ program 

BURNETT, P.T, CRLENJAK.RV Region 2 (Post Q20201) 92/04/08 8pp 61540 260 
61540.268 

9205050205 Fonwarda insp repts 50-369/92 03 & 60-370/92 08 on 920223-0321 & 
nolicG of violation 

HERDT.AH Reglor^ 2 (Post 020201) 02/04/13 MCMEEKIN.TC Duke Powor Co 
3pp 61540 302 61S40 310 

-9205050210 Nollco of violation from Insp on 020223 0321 Violation noted on 
020228 , diesel generator 1A fuel oil lank level below min Tech Spec 3.8 i i require- 
mont 

* Region 2 (Post 020201) 92/04/13 2pp 61540*305 61640'306 

-9206050215 Insp ropls 60-369/62-00 & 60-370/02 00 on 020223 0321 No violations 
noted Major areas Inspoctod plant oporotions safety verification, surveillance 
tosting.mafnt activlUes. followup on LERs & previous insp findings. 

VAN DOORN.P.K,. COOPER.f A, BELISL^Q A Region 2 (Post 820201) 92/04/13 
13pp 61540*307-01540:319 

9205120201 Forworda insp repts 50 369/92-09 & 60 370/02 00 on 920323-37 No viola- 
tions or deviations noted 

GLINE.WE. Roglon 2 (Post 820201). 92/04/23 MCMEEKIN.T.C Duka Powor Co 
3pp. 61635,066 61630 076 

-9205120204 tnsp roplS 60-369/92-09 & 60-370/&2-00 on 920323-a7.No violations or 
(fovlatlons notod Major areas Inspoctedicontrol room pressurization & air filtering 
syB.transportation of radioactive mall & solid waste mgt 

.fONES.DW. DECKER,? R. Region 2 (Post 820201). 92/04/20. Bpp 61636060- 
61 636 076 

9205190120 Ack recoipl of 910013 ltr in response lo exercise weakness discussed In 
Inap repts 60 369/9M6 & 60-370/01-15 Staff found response acceplable 
CLINE, WE. Region 2 (Post 620201). 92/04/30. MCMEEKIN.T.C Duke Powor Co 
3pp. 6 1706, 250-6 1706*261. 

9206010009 NRC Info Notice 02-035. "Higher Than Predicted Erosion/ Cofifoslon In 
Unisolable Reactor Codon I Prossure Boundary Piping Inside Containment at Qoilir^ 
Water Reactor " 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 92/05/08. 
Consolidated Edison Co of New York, Inc 6pp 01667*349 61667.354 

9206010045 NRC Info Notice 92-036, "Inter ay stem LOCA Outside Containment " 
ROSSI.CE. Division of Operational Evonla Assessment (Posl 870411), 92/05/07 
Consolidated Edison Co, of Now York. Inc, 9pp. 61716,001-61718*000. 
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020504026$ Sujppl 1 to NRC Info Nolice 92-0 1 6, "Loss of Flow from Residual Heat Ro^ 
moval Pump During Refueling Cavily Dralndown " 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 02/05/07 
Consol Waled Edison Co of New York, Inc 4pp 61718 010-61710 013 

9205120060 Forwards safeguards Insp repts 50'>36g/92>l2 & 50-370/92-12 & on 
926406 10 8l notice of violation fnsp defaifs £ notice of viofadon withtiefd (ref 
10CFR73 21} 

COLLI NS. DM Region 2 (Post 820201) 92/05/07 MCMEEKIN.TC Duke Power Co 
4pp 61636 1 67*61636 171 

-9205120084 Safeguards Insp ropts 60-369/92*12 & 50 370/92*12 on 920406-10 Viola^ 
tkins noted Major areas inspected security program plans, security audits, protocted 
area & vital area barriers Details wUhhoid (ref 10CFR73 21) 

THOMPSON, a. MCGUIRE.DR Region 2 (Post 820201) 92/05/05 Ip 61636 171- 
61636171 

9-205270060 Forwards insp repts 50*369/92-10 & 50*370/02*10 on 920322 0418 Non* 
cited violation noted re unnecessary opening of nuclear svc water valvoe to suction of 
turbine driven auxiliary feedwater pump 

HERDT,AR Region 2 (Post 820201) 92/05/07 MCMEEKIN.TC Duke Power Co 
4pp 61762 176 61762 189 

-920527006S Insp repts 50*369/92*10 & 50 370/62*10 on 920322 0418 Noncited vio- 
lation noted Major areas inspected plant operalions.safety veriflcatlon.surveitlance 
testing, malnt activities 6 followup on LERs 

VAN DOORN,P.K, GOOPER.TA, BELISLE.G A Region 2 (Post 020201) 92/05/07 
lOpp 61762 180*61762 189, 

9205180201 Confirms current plans for oddy current Insp Bobbin coil eddy current insp 
& analysis will be performed on all cold logs In SG 1A hot leg Up to six tubes will bo 
selectad to bo pulled for further test & Insps 

MCMEEKIN,TA Duke Power Co 92/05/08 Document Control Branch (Document 
Conliol Desk) 3pp 61716 356 61716 358 

9205220242 Confirms commitments documented In 920506 Ur, which provided current 
plans re eddy current Insp for plant Requests meeting w/utll to discuss rosulls of SG 
repair outage & ongoing Investigations & analyses Into lube degradation 
VARQA,SA Divi^on of Reactor Pro eels * I/ll (Post 870411) 02/05/11 

MCMEEKIN.TC Duke Power Co 2pp 61757 354*81757 355 

9205270068 Forwards Insp repts 50*369/92*11 & 50 370/92-11 on 920406*10 No viola* 
lions or deviations noted 

JULIAN ,CA Roglon 2 (Post 820201) 92/05/12 MCMEEKIN.T.C. Duke Power Co 
3pp 61762 206*61762.236 

-9205270078 Insp repts 50-369/92*11 & 60*370/92-11 on 920406*10 No violations or 
deviations noted Major areas inspected, program developed In response to NRC ge* 
rede Ur 89-10, 

HUNT.MD, THOMAS, M, ZEILER.J Region 2 (Post 620201) 92/05/05 31pp 
61762 209-01762.236 

9208210008 Responds to violations noted In Insp Repts 50*369/02-00 6 50 370/92- 
OB Corrective aclions-fuel oil storage tank valves closed & locked & 5,000 gallons of 
fuel oil returood from fuel oi) storago tank IB to tank 1A 

MCMEEKIN.TC. Duke Power Co 92/05/13. Document Control Branch fDocumonl 
Conlrol Desk) 9pp. 81760 316*61760 323. 


R. Periodic operating reports & related correspondence 

9205040065 Annual environ operating rept.per environ protection plan of App B to 
TSs.W/920424 Ur. 

MCMEEKIN.T-C Duke Power Co 91/12/31 5pp 61649’352*ei649 356. 

9205190107 Forwards operating status of McGuire Nuclear Station for month of 
ApnL1992 & a revised copy of Unit Shutdowns & Power Reductions pages for 
MoGcifra Unit 2 for month of March t992 

MCCRAW,E.O. Duke Power Co 02/05/13 Document Conlrol Branch (Document 
Conlrol Desk). 2pp 61731 282-61731 296 

-4005196110 Monthly operating ropt for April 1092 for McGuire Nuclear Station. 
WILLfAMS.RA Duke Power Co 02/04/30 10pp 81731.204 61731 293 

-9205180144 Monthly operating repl for March 1992 for McGuire 2 
SIWMONS.N.C Duke Power Co 92/03/31. 3pp 61731 894 81731*206 


S. Reportable occurrences, LERs & related correspondence 

82061 20159 PNO-1l-92'033'on 020504 .unit 1 commenced controlled shutdown from 
100% power due to crack In steam generator Cause unknown No press release 
issued & state & local aulhoritles not notified. 

MILLER, W , BLAKE.J J Region 2 (Post 020201) 02/05/04. Ip. 61630,025*61636,025 

9205268189 LER 92 004.00:on 92041 4,Traln IB ESF actuation occurred when perform 
Ing Train 1B motor-driven auxiliary feedwater pump removal from svc-Caused by mgl 
defciencles. Alert or flag will be added to compulorizod program.W/920514 Ur 
PEDERSEN, T.L, MCMEEKIN.TC. Duke Power Co 92/05/14 lipp 01814.101- 
61614,191. 

8205279286 Inplant Review Rept 92-05’on 920409,8tandby shutdown sys logged Inop- 
erable as result of power supply being removed from valve 1CA-1 61 .Caused by air 
entrainment In makeup water piping New assured makeup source Installed. 
MCMEEKIN.T.C. Duke Power Co, 92/05/15 Document Control Branch (Document 
Control Desk). 4pp. 61813 014 618ia’017. 
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F. Security, medical, emergency & ffre protection plans 

9205050124 Advises that Revs 36,36 6 37 to emergency plan for lacilltles meets plan 
nine stds of 10CFR60 147(b) & requirements of App E to 10GFR60. 

CLINE.W.E Region 2 (Post 820201). 92/04/07. MCMEEKINJ.C Duke Power Co. 
3pp. 61640,197 81640*199. 


8205140296 Forwards public version of EPIPs RP/O/ A/ 5700/03 & HP/0/ A/5700/ 
04 W/920504 releaso memo 

MCMEEKIN,T C Duke Powor Co 92/04/07 Document Conlrol Branch (Document 
Coni rol Desk) 4pp 61710 237*61 7 1 0 27 8 

-9205160130 Public version of EPIPs RP/O/ A/5700/ 03 & RP/O/A/ 5700/0 4 
HASTY,RL Duke Power Co 82/04/07 40pp 61710 241-61710 278 

920SI 40300 Forwards public version of revised Crisis Mgt Implementing 
Procedures, Including Rev 45 to CMIP*1,Rev 27 to CMiP-13 & notification of deletion 
of CMIP-8 Procedure CM IP 8 reserved for future use W/920504 release memo 
TUCKER, HB Division of Freedom of Information & Publications Services (Post 
890205) 92/04/07 Documonl Control Branch (Document Control Desk) 3pp 
flf 7O3'270 61703 332 

-9205 180103 PubCic version of rovlsod Crisis Mgt tmplomentJng Procedures 
(CM IP), Including Rov 45 to CMIP-1,Rgv 27 to CMIP 13 & notification of deletion of 
CMIP 8 Procedure CMIP-8 reserved for future use 
•Duke Power Co 92/04/07 52pp 61703 280 61703 332 

9205160177 Forwards public version o1 rovisod EPIPs.including Change 0 to HP/2/B/ 
1000/15 & HP/1 /B/1 009/15 ro post accident containment air sampling sys 
oporatlng W/920504 release memo 

MCMEEKIN.TC Duke Power Co 02/04/21 Document Control Branch (Documonl 
Corilrol Desk) 3pp. 6t6B3 123 61683 103 

-9295150183 Public version of revised EPIPs.including Change 0 to HP/2/0/1 009/1 5 & 
HP/l/B/1009/t5 ra post-accident containment air sampling sys operating 

* OuhG Power Co 92/04/20. 67pp 61683 125 61683 183 

9205910184 Forwards Rev 45 to security plan, deleting App 5 personnel screening pro 
gram & commits to perform personnel scrooning using facility access program Rev 
wimheldfrof 10CFf?732f) 

MCMEEKIN,T C Duka Power Co 02/04/27. Document Control Branch (Document 
Conlrol Desk) 2pp 61548.281*61548,262 

920$0502a3 Cerlilios that access authorization program, meeting require monts o1 
10CFR73 66.implOfnentod by util Program meets or exceeds all olemonts of Reg 
Guido 5,66 Physical Bocurityjilan rovisod to rot loot program change 
TUCKER.H B Duko Powor Co 92/04/27 Document Control Branch (Document Con- 
trol Desk) Ip 61605 356 81595 356 

9205130235 Forwards public version of rovisod Crisis Mat Implementing Procedures 
(CMIP).includlno Rev 46 to CMIP-l.Rov 39 to CMIP-4,Rev 45 to CMIP S.Rov 49 to 
CMIP-6,Rev 48 to CMIP /, Rev 42 to CMlP-9 & Rov 3 to CMIP-15 
TUCKER.H 6, Duka Powor Co 02/04/30 Document Conlrol Branch (Document Con* 
trol Dosk) 2pp 61072 001 B1672 290 

-8205130243 Public version of rovisad Crisis Mgt Implementing Procedures 
teMIP),lnc1:uding Rov 46 lo CMIP-I.Rov 39 to CMIP*4.Rev 46 to CMIP*5 ,Rqv 49 to 
CMIP B.Rov 48 to CMIP-7,Rev 42 to CMIP-9 & Rav 3 lo CMIP-16 

* Duko Powor Co 92/04/30 250pp 61672 003*61672 280 

0205199120 Ack receipt of 910913 Ur in rosponsa to exercise weakness discussed In 
Insp ropta 50-360/91-15 & 50-370/01-16 Staff found rosponso acceptable 
CLINE.WE Roglon 2 (Post 620201) 92/04/30 MCMEEKIN.TC Duko Powor Co 
3pp 61706 259 61706 261 

9205120080 Forwards safeguards Insp repts 60 360/92*12 & 50 370/92*12 & on 
920406 10 notica of violatton (nsp details & notico of violation withheld (ref 
10CFR73 21) 

COLLINS, DM Roglon 2 (Post 820201) 92/05/07 MCMEEKIN.TC Duke Powor Co 
4pp 81636.167 61636 171. 

-92061200B4 Safeguards Insp ropts 50 369/02*12 & 60*370/92*12 on 920406*10 Viola- 
tions nolod Major areas Inspected socurity program glares, security audits, protected 
area & vital aroa barriers Details withhold (rol 10CFR73 21) 

THOMPSON.D Region 2 (Post 820201) 92/05/05 Ip 61636171-61636171 

9205180087 Advisoa that 926427 Rov 45 to physical security plan consistent w/provi- 
sjons of 1 0CFR50.64(p) & acceptabto Cfarllicatlon re placomont of requirements for 
access authonzalion program undor listed heading requested 
COLLINS, DM Roglon 2 (Post 620201) 02/05/12 MCMEEKIN.TC Duke Power Co 
3pp 01736 300 61736 302 


K. Utility Pinal Safety Analysis Report (PSAR) & amends 

6205260204 Forwards latest rov to NcGuiro Nuclear Station selected licensee commlt- 
mont manual chapter 160 of FSAR. 

MCMEEKIN.TC Duko Powor Co 02/05/13 Document Control Branch (Document 
Conlrol Desk). 2pp 61012 314*61012 322 

-9205290212 Chaptor 160 lo FSAR for McGuIro Nuclear Station 
BURBA.L, Duko Power Co 02/05/07. 7pp 6101 2 316 61912 322. 


P. Operating license stage documents A correspondence 

9205040247 Forwards filnsss for duty program contacts Hated on program performance 
repts. 

KOUP.E Reactor Safeguards Branch 02/94/20 MCKNIGHT, J. Information & 
Records Managemonl Branch (Post QDO027) 4pp. 61563 325 61563 329, 

9205 1 20228 Discusses rev 41 & 42 to onsis mgt plan for nuclear stations 
CLINE.WE Region 2 (Post 020201) 92/04723, TUCKER.H 0 Duke Power Co 6pp 
61638 334 61630 338 

9205110043 Forwards suppl to 600210 application lor amends to Uconses NPF*6 A 
NPF-17,rQvising TS 4 81 , 12.0 re DQ IB-month surveillance mode restrictions, per 
010615 & 20 conferanco calls w/NRC 

MCMEEKIN.TC Duke Power Co, 92/04/30. Document Control Branch (Document 
Control Dosk) 4pp 61659 244 61650 261 
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~9205 110047 Proposed Tech Spec 4.8 1 1 2e re DG 18‘morith surveillance mode re* 
stncilons 

* Duke Power Co. 02/04/^30 14pp 61650 248*61650 261 

9205220240 Solicits interesi; in NRC sponsored currant licensing basis workshop on 
920B23'24 in Rockvilla.MD Reriuests specific panel discussion topic recommendations 
& list of attendees .& participants by 0205 18 

WATTH6WS.D B. Project Directorate 1 1-3 92/06705 MCMEEKIN.TC Duke Power Co 
4 pp. 61757.339*61757 342. 

9206180121 Informs that all actions associated w/response te GL 90 03 re relaxation of 
staff position in GL 83-26Jtom 2 2 Part 2 concerning vendor interface for safe1y*refat* 
ed components complete, per 900914 & 910430 Itrs 

TUCK EH, H B Duke Power Co 92/05706 Document Control Branch (Document Con- 
trol Desk) 1 p. 6 1 7 24 ‘305*6 1 724.3 05 

9206190219 Fow/ards amends 131 & 113 to licanses NPF 9 & NPF-17. respectively & 
SE Amends involve editorial corrections &. changes to RCS surveillance frequer^cy that 
stemimed from DPC investigalion Into incident at unit 2 

REED.T.A Pfoiecl Direclorala 11-3 92/05/07 MCMEEKIN.TC Duke Power Co 4pp 
61716289 61716304, 

-9205190223 Amends 131 & 113 to licensaa NPF 09 A NPF*17,respactlv6l'y. Involving 
editorial corrections & changes to RCS surveillance frequency lhat stemmed from 
DPC investigation into Incident al unit 2. 

MATTHEWS.DB Project Directorate II 3 92/05/07 lOpp 61716 293*61716302 

-9205190224 Safety evaluation supporting amends 131 & 113 to licenses NPF*9 & 
NPF-17, respectively. 

** Office of Nuclear Reactor Roguiatlon. Director (Post 870411) 92/05/07 2pp 
61716 303-61716,304 

9205270109 Forwards 920429 aelf-asseasment presentation meeting summaiy In 
Region II ofc re results of eelf-assessment & perceived strengths & weaknesses Iden- 
tified 

REYES,UA Region 2 (Post 820201) 92/05/07. MCWEEKIN.T.C Duke Power Co 
21pp 61763 333 61763 353 

9205270809 Suppis 901119 response to Generic Ltr 69 13, "Svc Water Sys Problems 
Affecting Safaty*Re1ated Equipment/* Component cooling water & spent fuel pool 
mods delayed due to changing design scope 

MCMEEKINjT.C Duka Power Co 92/05/13. Document Clontrol Branch (Document 
ConIrolDesk) 3pp 61834 356 61834 358 


Q, Inspection reports, IE Bulletins & correspondence 

9205270023 Forwards Insp Repts 50 369/91-20 & 60-378/91*20 on 91 0705-00 12,VrDla* 
tion noted re Improper voltage gain settings applied to components in overtemp delta- 
temp reactor trip circuitry 

MERSCHOFF,EW Region 2 (Post 620201) 01/08/16 TUCKMAN.M.S. Duke Power 
Co 3pp. 61875.337-61875.343, 

-9205270024 Insp Repts 60-369/91-18 & 60-370/9M8 on 910705-0612. Violation 
noted Major areas Insjpectad cafcufating ovortemp della-temp trip setpoints 
VANDOOflN.PK, COOPER.T.A. BELISLE.QA Region 2 (Post 820201) 91/08/16. 
4pp 61 875’340 61875343, 

9206270080 Forwards corrected Insp repts 50*369/91-20 & 50-370/91*20 on 910705- 
0612 Rep I number on summary sheet should read 60*369/91*20 & 60*370/91*20 in 
lieu of ^*369/91 -18 & 50-370/91*1 B. 

HERDT,AR Region 2 (Pest 820201) 91/11/14 MCMEEKIN.TC Duke Power Co. 
3pp. 61 762 287 81762 291 

-9205270093 Corrected Insp repta 60-369/01*20 & 50-370/91-20 on 910705-0012 No 
Eolations noted Major areas Inspected, calcufallrtg overtemp delta temp trip solpolnts 
VANDOORN.PK, CCXDPER.TA,, 0ELISLE,G A Region 2 (Post 820201) 91/08/16 
2pp. 61762 290-61762 291. 

9206060081 Notincatlon of cancelled 020507 meeting w/utii in Rockville, MD lo discuss 
results of SG inapB.pulled tube exams, crack growth rate prediction & future Insp plans 
lor SGs Meeting agenda encl. 

REED,TA Project Directorate N-3 92/03/12. MATTHEWS, D.B. Project Directorate II* 
3 4pp. 61647.348 61647 351, 

9205050167 Forwards Insp repta 50*369/02*07 & 60-370/02*07 on stated dates No vio 
lallons or deviations noted. 

PEEBLES,!. A Region 2 (Post 620201) 92/04/09. MCMEEKIN,TC. Duka Power Co. 
3pp 81546*257*61540 268 

-9205050174 Insp repts 50*369/92*07 & 60 370/92*07 on Stated dates.No violations 
noted Major areas Inspect ed.post'refuel mg startup tests & review of routine core sur- 
veillance program. 

BURNETT, P.T., CRIENJAK.R.V Region 2 (Post 820201). 92/04/08 8pp. 61540*260- 
61640-268. 

9206060205 Forwards insp repts 50-369/92-08 & 60*370/92-08 on 920223-0321 & 
notice of vialation. 

HERDT,Aa Region 2 (Post 820201). 92/04/13. MCMEEKIN.TC Duke Power Co 
3pp, 61540-302 61540 319. 

-9205050210 Notice ef violation from In&p on 920223-0321. Violation noted on 
g20226.dieael generator 1A fuel oil lank level below min Tech Spec 3.B.1.1 require 
menL 

* Region 2 (Post 620201). 92/04/13 2pp. 61640.305 61540,306. 

-9206050216 Insp repls 60-389/92*08 & 50 370/92-08 on 920223 0321, No violations 
noted Major areas In sped ed plant operations safely voriflcatlon.survelllance 
testlng^malnt activities, followup on LERs & previous Insp findings, 

VAN DOORHP K , COOPER, f A., QELISL^aA Region 2 (Post 820201). 92/04/13 
13pp, 61640.307-61640 319, 

8206120261 Forwards Inap repts 50 369/02-00 a 60-370/02-09 on 020323-37 No viola- 
lion 9 or deviations noted, 

CLINE.W.E Region 2 (Post 820201) 92/04/23 MCMEEKINXC. Duke Power Co. 
app. 61636.086-61636 076 


-*9205120204 Insp repts 50-369/92-00 & 50-370/92 09 on 020323*27 No wolstlons or 
deviations notedMajor areas Inspected control room pressurization & air liltonng 
sys.lransportdtion of radioactive mall & solid waste mgt 

JONES.OW, DECKER.tr Region 2 (Post 820201) 92/04/20 8pp 61636 069 
61636 076 

9205190120 Ack receipt of 910913 Hr in response to exorcise weakness discussed in 
Insp repls 50*369/91-15 & 50-370/91-15 Staff found response acceptable 
CLPNE.WE Region 2 (Post 820201) 92/04/30 MCMEEKIN.TC Duka Power Co 
3pp 61706.259-61706 261. 

9205010009 NRC Info Notice 92*035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolabfe Reactor Coolant Pressure Boundary Piping Inside Containment al Bolling 
Water Reactor " 

RO-SSI.CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, inc 0pp 61667 349-61667 354 

9205010045 NRC Info Notice 92*036, "Intersyatonn LOCA Outside Containment" 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 92/05/07 
Consolidated Edison Co, of New York, Inc 9pp 61710 001-61716 009 

9205040265 Suppl 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dralndown " 

ROSSI.C.E. Division of Operational Events Assessment (Post 6704 It) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61716 010*61716 013 

9205120060 Forwards safeguards Insp repts 50-369/92-12 & 50*370/92*12 & on 
920406*10 & notice of violalion.lnsp details 8i notice of violation withhold (ref 
10CFn73 21). 

COLLINS.DM. Region 2 (Post 620201) 92/05/07 MCMEEKIN.TC Duke Power Co 
4pp 61636,167-61636 171. 

-9205120084 Safeguards Insp repta 50-369/92-12 & 60-370/92*1 2 on 920406-10 Viola- 
tions notedMajor areas Inspected security program plans, security audits, protected 
area & vital area barriers Details withheld (rot 10CFR73 21). 

THOMPSON.O, MCGUIRE, D.H. Region 2 (Post 820201) 92/05/05 Ip 61636171- 
61636 171, 

9206270060 Forwards Insp repts 50-369/92-10 & 50-370/92-10 on 920322 0418.Non* 
cited violation noted re unnecessary opening of nuclear svc water valves to suction of 
turbine driven auxiliary feedwater pump 

HEflOT.A.R Region 2 (Post 020201) 92/05/07. MCMEEKIN.TC Duke Power Co 
4pp 61762*176-61762 109 

-9205270066 Insp repls 60*369/92-10 & 50-370/92*10 on 920322*0418 Noncited vio 
lation noted.Ma|or areas Inspected plant operations, safety veil licat Ion, surveillance 
testing, main! activities & followup on LERs 

VAN DOORN.PK., COOPER.TA, BELISLE.QA Region 2 (Post 020201) 02/05/07 
10pp. 61762 100-61762 189. 

620S1B0201 Confirms current plans for eddy current insp Bobbin coil eddy current Insp 
& analysis will be performed on all cold legs In SG 1A hot leg Up lo six tubes will bo 
selected to be pulled lor furlhor test & Insps 

MCMEEKINT C Duke Power Co 92/05/00 Document Control Branch (Document 
Control Desk) 3pp 61716 366*61716.358 

9206220242 Confirms commitments documented In 020508 ltr, which provided current 
plana re eddy current Insp for plant.Requ0st8 meeting w/ulll to discuss results of SG 
repair outage & ongoing Investigations & analyses into tube degradation 
VARGA,SA. Division of Reactor Projects • 1/11 (Post 870411) 02/05/11 
MCMEEKIN.TC Duke Power Co. 2pp 61757 354-61757 356 

9205270066 Forwards Insp repts 50-369/92-11 & 60-370/92*11 on 920406-10 No viola* 
lions or deviations noted 

JULIAN, C A Region 2 (Post 820201) 92/05/12. MCMEEKIN.TC Duke Power Co, 
3pp. 61762.206 61762,236. 

-9205270070 Insp repls 60-369/92-11 & 60-370/92*11 on 920406*10 No violations or 
devlatlona noted Major areas inspected* program developed In response lo NRC ge- 
neric Hr 89*10. 

HUNT.M.D, THOMAS, M.. ZEILER.J. Region 2 (Post 620201) 92/05/05 31pp. 
61762*209 61702‘236 

9205210006 Responds lo violations noted In Insp Repts 50*369/02 08 & 50*370/92* 
OS.Qorreclfve actlons.fuel oil storage tank valves closed & locked & 5,000 gallons of 
fuel Dll relumed from fuel oil storage tank IB lo tank 1A 

MGMEEK(N,T.C. Duke Power Co. 92/05/13 Document Control Branch (Document 
Control Desk). 0pp. 61760.315-61760 323 


R. Periodic operating reports A related correspondence 

9205040065 Annual environ operating rapt, per environ protection plan of App B lo 
TS8.W/920424 Ur. 

MCMEEKIN.T.C, Duke Power Co 91/12/31. 6pp 61549.352*81649-356. 

9205190107 Forwards operating status of McGuire Nuclear Station for month of 
Aprll,1992 & a revised copy of Unit Shutdowns & Power Reductions pages for 
McGuire Unit 2 for month of March 1992. 

MCCRAW.EO Duke Power Co. 92/05/13. Document Control Branch (Document 
Control Desk). 2pp 61731 282-61731,206 

-9205190114 Monthly operating rept for March 1992 for McGuire 2 
SIMMONS.NC. Duke Power Co. 92/03/31. 3pp 61731.294 81731-296 


S, Reportable occurrences, LERs & related correspondence 

9205059328 LER 92*005 00 on 9204 01 .noticed that handle on Isolation valve for con 
lainment pressure control sys transmitter was not fully extended in open 
direction Cause not determined. Transmitter relumed to operable status W/020501 Hr 
PEDERSEN, T.L , MCMEEKIN.TC Duke Power Co. 92/05/01. 7pp 61667*144* 
61667-160. 
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0205110269 LER 92-006 00 on 920409, Unit 2 experienced a Turblno/Reaclor 
Trp Caused by equipment failure Personnel manually exercised Reactor Trip 
breakers W/ 920508 ttr 

PEOERSEN.TL, MCMEEKIN.TC Duke Power Co 92/06/0B flpp 61692 029- 
61692 037 


DOCKET 60-373 LASALLE COUNTY STATION, UNIT 1 


-0205200105 Rev t to "Main CR Temp Transient Following SQO" 

PETERSON.RJ Commonwealth Edison Co 307-0290 001 R01 92/05/12 87pp 
61771 010 61771 076 

-9205200 1 06 Rov 1 lo "Auxiliary Efectric Equipment Room Temp Transients during 
SBO" 

PETERSON.RJ Commonweallh Edison Co 307 0289 001 R01 02/05/11 97pp 
61771 077 61771 210 


F, Security, medical, emergency & fire protection plane 


0205280011 Forwards Insp repts 50-373/91-24 & 50 374/91-24 on 911118- 22 No vio- 
lations noted 

QREGER,LR Region 3 (Post 820201) 91/12/05 REED.C Commonwealth Edison 
Co 2pp 61772 164 61772 166 


-9205260017 Partially withhold insp repts 50-373/91-24 & 50 374/91-24 on 911110- 
22 No violalions noted Major areas inapeclod physical security msp involving physical 
bamers Droleclod area & access control-personnel Withhold ref 10CFR73 21(c)(2) 
KNICELEY,JR, CREED, J R Region 3 (Post 020201) 91/12/04 Ip 61772 166 
61772 160 


0205210226 Public version of revised proceduresjncluding Rev 8 to LZP-1 130-1, Rev 1 
lo L2P-1 390-8 & Rev 4 to LZP-1 550-1 1 W/ 92051 1 release memo & 9204 14 Ur 
* Commonweallh Edison Co 92/04/14 27pp 61756 007-61756 033 


9205050066 Advises that scenario manuals for 920524 emergency plan oxerclso dollv- 
ered to Region III. 

SCHUSTER J.K Commonweallh Edison Co 92/04/24 DAVIS, A Q Region 3 (Post 
020201). Ip 61590339 61590 339 

02O5D1Q167 Advises lhai access aulhonzatlon program which meols requirements of 
1C1CFR73 66 implemented on 920427 Util intends to utilize temporary unescorted 
access provisions of rule ..... 

REE DC Commonwealth Edison Co 92/04/27 MURLEY.T E Otfico o< Nuclear Reac- 
tor Regulation, Director (Post 87041 1) Ip 61549 332 61549 332 


p. Operating license stage documents & correspondence 


-9205200108 Rov 1 lt> "RCIC Pump Room Temp Translenl Following SBO" 
PETERSON.RJ Commonwealth Edison Co 3C7-0290-002 R01 92/05/12 21pp 
61771 211-61771 251 

-9205200112 Rev 1 to "Diywoll Temp Transient Following SSO " 

PETERSON.RJ Commonwealth Edison Co 3C7 0390-002 ROt 92/05/11 45pp 
61771 252 61771 297. 

“9205200115 Rev 1 lo "Suppression Pool Temp Transient Following SBO" 
PETERSON.RJ Commonwealth Edison Co 3C7 0390-001 R01 92/05/11 41pp 

61771 290-6177 1 330 

“9205200117 Rev 0 to "Calculation for EQ Impact Due to SBO Conditions" 

• Sargent & Lundy, (nc CQD 055096 ROO 92/05/1 1 7pp 61771 339 61771 345 

-92052 00119 Rov 0 to "Evaluation of NPSH Roquiremonts tor HPCS.RHR & RCIC 
Pumps & Backpressure Liimilalions of RCIC Turbina Following^SBO " 

LANDRY,AC Commonweallh Edison Co ATD0117 ROO 92/05/11 55pp 

61772 001-61772 039 

920S28066S Forwards amends 83 & 67 lo licenses NPF-11 & NPF-18^ respectively & 
SE Amanda add now setpoint roquiremonts lo Section 4 9 6 of TS for main refueling 
mast 

SIEGEL.BL Project DIrectorato JII-2 92/05/19. KOVACH.TJ. Commonwealth Edison 
Co 2pp 61797 213 6 1 797.220 

-9205289071 Amends 83 & 87 to llcensos NPF-11 & NPF-1 0.raspoclivoly, adding now 
solpoinl roquiromonts to TS Section 4 9 6 for main refueling mast 
aARRETT.RJ Project Difoclorato 111-2 02/65/19 I0pp 61707 215 61797 224 


92051SO197 Discusses review of ull) responses to gonorlc Ur 89-10, suppi 3, "Consider- 
ation or ResuHs of NRC-Sponsored Tests of Motor Operated Valves *' 

BAHRETT.RJ Project Directorate IU-2 92/04/16 KOVACH.TJ Commonwealth 
Edison Co, 7pp 61603.093 61683 099 

0205040247 Forwards fllnoss for duty program contacts listed on program performance 

IffiuP.E Reactor Safeguards Branch 92/04/20 MCKNIQHT.J Information & 
Records Management Branch (Post 890827) 4pp 61563 328 61563 320. 


92051SOO32 Authorizes release of Input data files for plant PR A study conducted by 
Sandia to State of IL,por 920429 tolcon Util doos not fully endorse use of data since 
info does not reflect current plant design & performance 

PIET.P.L Commonwealth Edison Co 02/05/05 NIZIOLEK.F llllnolB, Stale of 1p 
61708^274 81700 274 


9205200084 Requesis that liconseo provide info for specific panel discussion topics & 
names of staff members who will attend & parllcipalo as panot mombor on 920823-24 
current licensing basis workshop 

BARRETr,RJ Project Directorato 111-2 92/05/05. KOVACH.TJ Commonwealth 
Edison Co. 4pp 61722 329 61722-332 


92051 G0359 Application for amends lo llcensos DPR-19,DPR-26,OPR-20, DPR-30,NPF- 
II^IIPp.^3^MPF-37,NPF 66,NPF-72,NPF'77,rovlalng admlnlslratlvo controls section lo 
starxlardize onsite review function 

SIWPKINJW Commonweallh Edison Co 92/05/07 MURLEY.T.E, Office of Nuclear 
Reactor Regulation, Director (Post 870411) 2Bpp 61719 001-61719 230 


-0295140364 Proposed changes lo Tech Specs rovlslng admlnlslralivo conlrols 
* (Commonweallh Edison Co 92/05/07 200pp 61719 026 81719 238, 


“9205280078 Safoly ovoluatlon supporling amends 83 & 67 to llcensos NPF-1 1 & NPF- 
lO.respeclivoly. 

* Office of Nuclear Reader Regulation, Director (Post 870411) 92/05/19 6pp 
61707'225 61797 229. 

0205270238 Confirms 920522 rngt meoling at Region III ofc lo discuss util environ moni- 
toring at six listed nuclear silos 

GREENMAN.EG Roglon 3 (Post 920201) 92/05/22 REED.C Commonwealth 
Edison Co 2pp 61826358 61026 359 

9205280023 Notification of significant llcor^see moelEng w/util on 920522 to discuss util 
environ monitoring at qI! nuclear stations 

HSIA,AH Roglon 3 (Post 820201). 92/05/22 Region 3 (Post 820201) 2pp 
81772191 01772 192 


O Inspecllon reports, IE Dullatlns & correspondence 

0205280011 Forwards insp repts 60 373/91-24 & 60-374/91-24 on 911118- 22 No vlo- 
lallona noted 

GREGER.LR Region 3 (Post 020201) 91/12/05 REEO,C. Commonweallh Edison 
Co 2pp 61772.184-81772 166 

-9205280017 Partially withheld insp repts 50-373/91-24 & 50 374/91-24 on 911118 
22 No violations noted Major areas inspected physical aocunty insp Involving physical 
barriers prolectod area & access control porsonnol Withhold ref 10CFR73 21(c)(2) 
KNICELEY.JR. CREED, J.R Region 3 (Post 820201), 91/12/04. Ip. 61772166- 
61772 166 


9205100236 Summary ol 920400 meoling w/ulil re MOV program List ol attondoes end 
PULSIFER,R.M Project Directorate 111-2 92/05/11. Projocl Directorate 11)2. 30pp 
61716090 61716.120 


0205220092 Forwards response to several issues raised during MOV audits per 020408 
meeling at Region III & Generic Ltr 00-10 Values for atom Trlclion coefficients bolter 
than 0 2 not unreasonable 

S1WPKINJ.W. Commonwealth Edison Co 02/05/11. DAVIS. A.B Region 3 (Post 
820201) 12pp. 81780 182-61700 193 

0205270206 Responds to generic Itf 01-11, "Resolution of Generic Issues 48 'LCDs for 
Class IE Vital InsUumont Buses,’ & 49, 'Interlocks & LCOs for Class 1 E Tjo Breakers,' 

g ^irsuanl lo 10CFRB0 64(t)," for plants 

lEQEUB.L Project Directorate 111-2 92/05/11. KOVACH, T J Commonwealth Edison 
Co 3pp 81785 350 61785 352. 


9205120188 Notification of significant llconeoe mooting w/utH on 920514 to discuss mgt 
issues al util corporate & six nuclear stations 

HSIA.A Region 3 (Post 020201) 92/05/12. Region 3 (Post 820201) 2pp. 61637 216 
61637-217. 


9205120211 Confirms plans to hold two separate mootings on 920514 at plant, as dis- 
cussed between A Hsia of NRC & J Schrage of util 

QREENMAN.EG Region 3 (Post 820201) 02/05/12 REED.C Commonweallh 
Edison Co, 2pp 81624 130-61624-131 

9205190212 Confirms plans lo hold mgt meotlng on 920522 In Glen Ellyn.lL to discuss 
uUI Ir^tiatives lo improve onginoering & technical staff performance & operability as- 
sessment. 

GREENMAN.EQ Region 3 (Post 820201) 92/05/12. REED.C Commonwealth 
Edison Co 2pp 61708.046 61708:047 


9205040226 Suppis 010116 response to NRC 911213 Hr re unresolved Item noted in 
tnsp Ropls 60 373/91-19 & 60 374/91-19 Corrective acl ions setpoint calculations In 
progress to determine now permanent degradod voltage trip aelpolnl 
KOVACH, T J Commonweallh Edison Co 02/04/30 (Jocumenl Control Branch (Docu- 
monl Control Desk). 2pp 61595*352-61595 353 


0205010009 NRC Info Nolico 92 035. "Higher Than Prediotod Erosion/ Corrosion In 
Untfiolabfo Reactor Coolant Pressure Boundary Piping Inside Containment al Boiling 
Water Roactor " 

ROSShC.E, Division ol Oporalional Events Assessment (Post 870411) 92/05/08. 
Consolidated Edison Co, of Now York, Inc 6pp 61667 349-el667 354 


9205160008 Forwards Insp repts 60-373/92 08 & 50 374/92-00 on 920221-0414 & 
notice of violation Vlolatron of concern due to recurring nature. 

CLAYTON.B Region 3 (Post 820201). 92/05/06 REED.C. Commonwealth Edison Co 
2pp 61076.037-61676-062 

“9206160014 Notice of vJolation from insp on 920221 0414 Violation notod procedures 
for conlrol rod drive & liquid radwasla sya not adhered lo in listed examples 
CLAYTON, 0 Roglon 3 (Post 020201) 92/05/08. 2pp 61676-039 61675 040 


-9206150017 Insp repts 60-373/92-08 & 60-374/92 08 on 920221 0414 Violations 
notod Major areas fnspecled previously Idenliflod Items.LERs.oporalional safety & 
monthly malnt & survoillonce 

H81A.AH Region 3 (Post 820201) 92/95/08. 22pp 61676 041-61675.062 


0205010045 NRC Info No1lco02 036, ‘•Inlorsyslem LOCA Outside Containment." 
ROaSLC.E, Division of Operational Events Assossmont (Post 870411) 92/05/07 
Consolidated Edison Co ol Now York. Inc. fipp 61718 001-61718.009 


0205200103 Forwards responses to six NRC recommendations presented in SER re 
SQO rule & calculations ro subj, 

SHEILDS.J M Commonweallh Edison Co 92/05/1 B MURLEY.T.E. Offico of Nuclear 
Reactor Regulation, Director (Post 870411). 0pp 61771.001-61772 039 


206040265 Suppi 1 to NRC Info Notice 92-016, "Less of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Dralndown " 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 92/05/07. 
Consolidated Edison Co of New York, Inc. 4pp 61718.010 61718 013 
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--920B110'047 Proposed Tech Spec 49 1 1 2g ra DG IS month survotllanco mode re^ 
Stnction$ 

•Duka Power Co 92/04/30 14pp 91850 248 61650 261 

9205220240 SolJcils Interest in NRC sponsored current licensing basis workshop on 
020623-24 in Rockville, MD Requests specific panel discussion topic recommendations 
& list of attendees &. participants by 920516 

MATTHEWS.D0 Project Directorate 11-3 92/05/05 MCMEEKIN.TC Duke Power Co 
4pp 61757 339-61757.342 

920S18O121 (nfcrms that all actions associated w/ response 1o GL 90-03 re relaxalion of 
staff position In GL 83-20 Jtem 2 2 Part 2 concerning vendor interface for safety-relat- 
ed coin^nenls complete, per 900014 & 010430 lire 

TUCKER, H B Duke Power Co 92/05/06 Document Control Branch (Document Con 
trolDesk) Ip 61724 305 61724 305 

9205190210 Forwards amends 131 & 113 1o licenses NPFD & NPF-17. rospecttvely & 
SE Amends inwlve editorial corrections 6 changes to RCS stnvellJance frequency that 
stemmed from DPC Investigation Into Incident at unit 2 

REED, T A Pro|Bct Directorate 11-3 92/05/07 MCMEEKIN.TC Duke Power Co 4pp 
61716269 61716304. 

-9205190223 Amends 131 & 113 to IJconsas NPF 09 & NPF-1 7, respectively, involving 
edjtorial correcljons & changes to RCS surveillance frequency that stemmed from 
DPC Investigation into Incident at unit 2 

MATTHEWS, DB Project Directorate II 3 92/05/07 lOpp 61716 293-61716 302 

-9205190224 Safety evaluation supporting amends 131 & 113 to licenses NPF 9 & 
NPF-t 7, respectively 

• Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/07 2pp 
61716 303-81716 304 

9205 270109 Forwards 920429 soil assossmeni presentalfon meeting summary in 
Region II ofc re results of self assessment & perceived strengths & weaknesses Iden- 
tified 

REyES,LA Region 2 (Post 820201) 92/05/07. MCMEEKIN.TC Duke Power Co 
21 pp 61763 333 61763 353 

9205270009 SuppJs 901119 response to Generic Llr 09-13, "Sve Water Sys Problems 
Affecting Safety Related Equipment " Component caolEng water & spent fuel pool 
mods delayed due to changing design scope 

WCMEEKIN,TC Duke Power Co 92/05/13. Document Control Branch {Document 
Control Desk) 3pp 61834 356-61834 350 


O. Inspection rapoilBj IE Bullellns & correspondence 

9205270023 Forwards fnsp Repls 50 369/91-20 a 50 370/91-20 on 910705.0812 Viola 
tion noted re Improper voltage gain settings applied to compononis In ovortomp della 
temp reactor trip circuitry 

MERSCHOFF.EW Region 2 (Post 820201) 01/08/16 TUCKMAN.MS Duke Power 
Co, 3pp 61876 337-61875 343 

-9205270024 Insp Hopls 5O309/9MO & 50 370/91-18 on 910705-0812 Violation 
noted.Major areas Inspected calculating ovorlemp delta temp trip setpoints 
VANDOORN.PK, COOPER.TA, BELISLE.G A RogSon 2 (Post 820201). 01/08/16 
4pp. 61675 340 61875 343 

92052700B8 Forwards corroded insp ropts 50 369/91 20 & 50-370/01-20 on 910705- 
0812 Repl number on summary sheet should road 50 360/91-20 & 50-370/91-20 In 
lieu of 50 369/91-18 & SO 370/01-16 

HERDT.AR Region 2 (Post 820201) 01/11/14 MCMEEKIN.T.C Duke Power Co 
3pp 61 762 287-81762 201. 

«9205270a93 Corrected Insp repls 50 369/01 20 & 50-370/91-20 on D10705 0812 No 
violations noted Major areas Inspected calculatlnn overtomp dolla-lemp trip solpoints 
VANDOORN,PK. COOPER.TA., BELISLE.G A Regian 2 (Post 820201) 01/00/16 
2pp 61762 290-61762 291 

9205080081 Notification of cancelled 920507 meoting w/util in Rockvillo.MD to discuss 
results of SG insps.pullod tube exams, crack growth rate prediction & future Insp plans 
for SGs Meeting agenda and. 

REED.T.A Project Direclora to I f-3 92/03/12 MATTHEWS,0 8 Pro|©cl Dlroctorale 11- 
3 4pp 61647 346 81647-351 

9205050167 Forwards insp repta 60 369/92 07 &. 50 370/92 07 on slated dates No vio- 
lations or deviations noted 

PEEBLES,! A Region 2 (Post 820201), 92/04/09 MCMEEKIN.TC Duke Power Co, 
3pp 61540 257-61540 266 

-92050S0174 Insp repls 50-369/92-07 & 50-370/92*07 on stated dafes.No violations 
noted Major areas Inspected post refueling slarfup tests & revlow of routino core ser- 
ve il Ian c^rogram 

BURNETT.P.T., CRLENJAK.RV Rcgian 2 (Post 020201) 92/04/08. Bpp, 61640.260- 
61540 268 

9295050205 Forwards Insp repls 6O-3O0/92-OB & 60-370/D2-08 on 920223 0321 & 
no lice ot viol a Hon 

HERDTAR Region 2 (Post 820201) 92/04/13, MCMEEKIN.TC, Duke Power Co 
3pp 61540 302*61540.319 

-0205050210 Notice of violation from Insp on 020223 0321 Violation notodon 
920220, dlosol generator 1A fuel oil lank fevel below min Tech Spec 3 8.1 1 require- 
ment 

• Region 2 (Posl 820201) 92/04/13, 2pp. 61640.305 61640 308 

-9295050216 Insp repls 50 369/92 08 & 50 378/92 08 on 020223 0321. No violations 
noted Major areas Inspected plant operations safety vorificallon, surveillance 
tasling,malnl activities, followup on LERs & previous Insp findings 
VAN DOORN.PK, COOPER.TA, BELISL^QA, Region 2 (PosI 620201) 92/04/13, 
I3pp, 81540 307-81540-310 

9205129201 Forwards insp repls 60-369/92-09 & 60-370/92-09 on 920323 37 No viofa- 
tions or deviations noted 

CUNE,W.E. Region 2 (Post 820201) 92/04/23. MCMEEKIN.T.C. Duke Power Co. 
3pp 61636066 61636076, 


-9205120204 Insp repls 60 369/92-09 & 50-370/92-09 on 920323-27 No violations oi 
deviations noted Major areas inspected control room pressurization & air filtering 
sys.transportation of radioactive mall & solid waste mgt 

JONES.DW, DECKER.TR Region 2 (Post 820201) 92/04/20 8pp 61630069 
61636 076 

9205190120 Ack receipt of 910913 Itr In response to exercise weakness discussed ir 
insp repts 50-369/91-15 & 50 370/91-15 Staff found response acceptable, 

CLINE.WE Roglon 2 (Post 820201) 92/04/30 MCMEEKIN.TC Duke Power Co 
3pp 61706259-61706 261 

9205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion ir 
tinisolable Reactor Coolant Pressure Boundary Piping Insido Containment at Boiling 
Water Reactor 

nOS&l,CE Division of Operational Events Assessment (Post B70411) 92/05/06 
Consolidated Edison Co of New York. Inc Opp 61667 349-61667 354 

9205010045 NRC Info Notice 92-036. "Inlersystem LOCA Outside Containmonl 
ROSSI, CE Division of Oporatlonal Evonts Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001 61718 009 

9205040265 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Real Ro* 
moval Pump During Refueling Cavity Dralndown *' 

HOSSI.CE Division of Operational Events Assessment (Post 070411) 02/05/07 
Consolidated Edison Co of New York, Inc 4pp 81718 010 61718 013 

9205120060 Forwards safeguards fnsp repts 50-369/92-12 & 60 370/92-12 & on 
020406-10 & notice Of violation Insp details & notice of violation withhold (rol 
10CFR73 21) 

COLLINS.DM Rogion 2 (Post 820201) 92/05/07. MCMEEKIN.TC Duke Power Co 
4pp 61636167 61636171 

-9205120084 Safeguards Insp repts 50-360/92-12 & 50-370/92*12 on 920406*10 Viola 
lions noted Major areas Inspected security program plans.secunty audits.protocted 
area 4 vital area barriers Details withheld (ref 10CFR73 21) 

THOMPSON, D , MCGUIRE.D R Region 2 (Posl 820201) 92/05/05. Ip 01636 171 
81636171. 

9205270060 Forwards insp ropts 50-369/92*10 & 50*370/02*10 on 920322 0418 Non 
cited violation noted re unnecessary opening of nuclear sve water valves to suction of 
turbine dnven auxiliary feedwater pump 

HERDT.AR, Rogion 2 (Post 820201) 92/05/07. MCMEEKIN.TC Duke Power Co 
4pp 61762 176 6 1762- 189 

-9205270065 Insp ropts 50 369/92*10 4 50*370/92*10 on 920322 0418 Nondted vb 
latlon noted Major areas Inspected plant operations, safety verification,surv oil lance 
testing.maint activities & followup on LERs 

VAN DOORN.P K , COOPERJ A , BELISLE.G A Rogion 2 (Posl 820201) 92/05/07. 
lOpp 61762 180 61762 109 

9205180201 Confirms current plans for eddy current Insp Bobbin col! eddy current Insp 
& analysis will be performed on all cold tegs In SG 1A hot teg Up to six tubos wili be 
selected to be pulled for further test & Insps 

MCMEEKIN,T(J. Duke Power Co 92/05/08 Document Control Branch (Decumonl 
Conirol Desk) 3pp 61716 356 61716 358 

9205220242 Confirms commitments documented in 920500 Itr, which provided current 
plans ro eddy current Insp for plant Requests meeting w/utll to discuss results of SO 
repair outaeo & ongoing Investigations & analyses into tube degradation 
vArGA.SA Dlvi^on of Reactor Projects • I/ll (Posl 070411) 92/05/11 
MCMEEKIN.TC Duke Power Co 2pp 61757'354 61767 355 

920527006B Forwards Insp ropts 60*369/92-11 & 50-370/92-11 on 920406-10 No viola 
tiona or deviations noted 

JULIAN.CA Region 2 (Post 020201) 02/05/12 MCMEEKIN.TC Duke Power Co 
3pp, 61762 206 61762.236. 

-9205270078 Insp fopls 50-360/02*11 & 50*370/02*11 on 020406-10 No violations or 
deviations noted Major areas Inspected program developed In reapense to NRC ge 
node Itr 80-10. 

HUNT.MD, THOMAS.M, ZEILER,J Region 2 (Post 820201). 02/05/05. 31pp 
61762 209-61762 236 

9205210008 Responds to violations noted In Insp Repts 60-369/02-08 & 60*370/02 
00 Correctivo actions fuel oil storage tank valves closed & locked 4 5,000 gallens of 
fuel oil returned from fuel oil storage tank IB to tank lA 

MCMEEKIN.TC Duke Power Co 92/05/13. Document Control Branch (Document 
Control Desk) 9pp 61760 315-61760 323 


R, Perlodlo operating reports & related correspondence 


9205040065 Annua! environ operating rept.per environ protection plan of App 8 1o 
TS3,W/920424 Ur. 

MCMEEKIN.T.C Duke Power Co 91/12/31. Bpp 61 649'3B2-81 549 356 

9205190107 Forwards operating status of McGuire Nuclear Stalion for monlh o1 
April, 1992 & a revised copy of Unit Shutdowns & Power Reductions pages for 
McGuire Unit 2 for month of March 1992 

MCCRAW.E.O, Duke Power Co 92/05/13, Document Conirol Branch (Documonl 
Control Desk) 2pp. 61731 282-61 731 ’296 

-0205190114 Monthly operating rept for March 1992 for McGuire 2, 

SIMMONS.N C Duka bovver Co. 92/03/31 3pp 61731 >294 61731*296 


S, Reportable occurrences, LERs & related correspondence 

9205050328 LER 92-005 00, on 920 401, not Iced that handle on isolation valve for con 
leinment pressure control sys transmitter was not fully extended In open 
direction. Cause not determined Transmitter returned to operable status W/92O50t Itr 
PEDERSEN.TL, MCMEEKIN.TC Duke Power Co 92/05/01. 7pp 61667144 
61667.160 
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9305110269 LER 92 006-00 on 920409, Unit 2 experienced a Turbine/Reactor 
Trip Caused by oqutpmonl failure Personnel manually exercised Reactor Trip 
breakers W/920500 Itr 

PEDEftSEN.T L, MCMEEKIN.TC Duke Power Co 92/05/08 9pp 61692 029- 
61692 037 


DOCKET 50-373 LASALLE COUNTY STATION, UNIT 1 


-9205200105 Rev 1 to “Main CR Temp Transient Following SBO" 

PETERSON.RJ Commonwealth Edison Co 3C7-0290-001 R01 92/Q5/12 67pp 
61771 010 61771 076 


-MOWOOlOB Rev 1 to “Auxiliary Electric Equipment Room Temp Transients during 

PETERSON.HJ Commonwoallh Edison Co 3C7-0289-001 R01 92/05/11 97pp 
61771 077-61771 210 


F, Security, medical, emergency & fire protection plane 

9205289011 Forwards insp repts 50-373/91-24 & 60-374/91-24 on 911118- 22 No vio- 
laVons noted 

GREGER.LR Region 3 (Post 820201) 91/12/05 REED.C Commonwealth Edison 
Co 2pp 61772:164-61772 166 

-9205280017 Partially withheld Insp ropta 50-373/91-24 & 50-374/91-24 on 911116- 
22 No violattons noted Major areas Inspected physical security insp involving physical 
bamers- protected area & access control-personnel Withheld ref 10CFn73 21(c)(2) 
KNICELEYJR, CREED.J R Region 3 (Post 620201) 91/12/04 Ip 61772 166- 
61772 106 

9205210225 Public version of revised procedures, including Rev 8 to LZP-1130 1,Rev 1 
to L2P-1380 8 & Rov 4 to L2P-1550-11 W/ 920511 release memo & 020414 Ur 
' Commonwealth Edison Co 92/04/14 27pp 61766 007-61756 033 

920SQ5006S Advises that scenario manuals for 920524 emergency plan exorcise dotiv- 
orod to Region III- 

SCHUSTER.T.K Commonwealth Edison Co 92/04/24 DAVIS, A B Region 3 (Post 
8202011 1p 61590 339 61590 330 

9205010197 Advises that access authorization program which meets requirements of 
10CFR73 5B Implemented on 920427 Util intends to utilize temporary unescorted 
access provisions of rulo 

REED.C; CommonweaUh Edison Co 92/04/27 MUR LEY, T E Office of Nuclear Reac- 
tor Ragulallon, Director (Post 870411) Ip 61549 332 61549 332 


P- Operating license stage documents & correspondence 

92051501 97 Discusses review of uli) responses to genoric Ur 60-10, sunpl 3, “Conslder- 
allen of Heaulte of NRC-Sponsored Tests of Motor-Oporated Valves *' 

BABREH.RJ Project Directorate III-2 92/04/16 KOVACH, TJ Commonwealth 
Edison Co 7pp 61683 093 61683 099 

9205Q40247 Forwards fitness for duty program contacts listed on program performanco 

KtSuPpE. Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Managemont Branch (Post 890827) 4pp 61683 326 61563 320 

9206150032 Authorizes release of Input data filos for plant PR A study conducted by 
Sandia to Stato of IL,per 020429 tolcon Util does not fully endorse use of data since 
info does not reflect current plant design & performance 

PIET, PL Commonwealth Edison Co 92/05/05 NIZIOLEK.F Illinois, Stoto of Ip 
61708 274-61708 274 

9205200884 Requests that licensee provide info for apeclflc pane) discussion topics & 
names of staff members who will attend 8^ participate as ponel member on 020623-24 
current licensing basis workshop 

0ARRETT,RJ- Project Direclorato 111-2. 92/05/05. KOVACH.TJ Commonwealth 
Edison Co 4pp 61722 329 61722 332 

8205180359 Application for amends to liconsos DPR-19.DPR-25,DPR 29, OPR-30,NPF- 
11,NPF-ie,NPF-37,NPF-66,NPF.72.NPF-77, revising administrative controls section to 
standardize cn si to review function. 

SIMPKINXW CommonweaUh Edison Co 02/05/07 MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 670411) 25pp 61710 001-61719 230 

-9205180364 Proposed changes to Tech Specs revising administrative controls 
• CommonweaUh Edison Co 92/05/07 200pp 61710 026 61719 230 

9295190235 Summary of 920408 meeting w/ulll re MOV program List of altondaos end 
PULSIFER.R.M, Project Directorate 1lT-2 92/05/11 Project Directorate III 2, 30pp 
61716 090-61716.120 

9205229002 Forwards response to several issues raised during MOV audits per 920408 
rreedng al Region 111 & Generic Ltr 69-10 Values for stom iriction coofficionts bettor 
then 0 2 not unreasonable, 

SIMPKIN.T.W Commonwealth Edison Co 92/05/11 DAVIS. A B Region 3 (Posl 
829201) 12 pp, 6178O-182-017ao 193 

9205270296 Responds to genorlq Ur 91-11, '*Ro8olutlor> Of Qoneric Issues 48 ’LCOs for 
Class IE Vilal Instrument Busoa,' & 40, 'Interlocks & LCOs for Class IE Tie Breakers, ' 
pursuani \o 10CFR50 54(f),'’ for plants 

SiEGEUBL Project Directorate 111-2 92/05/11 KOVACH.TJ. CommonweaUh Edison 
Co 3pp, 61785 360 81785 352 

9205120188 Notification of significant licensee mooting w/utll on 920514 to discuss mgl 
issues at util corporate & six nuclear stations. 

HSIA.A Region 3 (Post 020201) 92/05/12 Region 3 (Post 820201) 2pp 61637 216- 
61637-217 

920 S 120211 Confirms plans to hold two separate meetings on 920514 al plant,as dis- 
cussed between A Hsia of NRC & J Schrage of util 

GREENMAN.EG Region 3 (Post 620201) 92/05/12. REED.C Commorwyealth 
Edison Co 2pp. 61624 130-61624-131. 

9206190212 Confirms plans to hold mgt meeting on 920522 In Glen EllynJL to discuss 
util Initiatives to improve engineering & technical staff performance & operability as- 

Green W AN, e.G Region 3 (Posl 820201) 02/05/12 REED.C Commor^weallh 
Edison Co 2pp. 61708.046 61708 047. 

9205200193 Forwards responses to six NRC recommendations presented In SER re 
SBO rule A calculations re subj 

SH Elios. J.M. Commonwealth Edison Co 92/05/15 MURLEY.TE. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 9pp 61771 001-61772 039. 


“0205200108 Rov 1 to "RCIC Pump Room Temp Transient Following SBO" 
PETERSON.HJ CommonweaUh Edison Co 3C7-O20O-OO2 R01 92/05/12 21pp 
61771 211-61771 251 

“0205200112 Rev 1 to “Drywoll Temp Transient Following SBO“ 

PETERSON.RJ Commonwealth Edison Co 3C7-0390 002 R01 92/05/11 45pp 

61771 252 61771 297 

-9205200115 Rev 1 to “Suppression Pool Temp Trani,mnt Following SBO” 
PETERSON.RJ Commonwealth Edison Co 3C7 0390-001 R01 92/05/11 41pp 
61771290 61771 330 

-9205200117 Rov 0 to “Calculation for EQ Impact Due to SBO Conditions *' 

* Sargent & Lundy. Inc CQD-055096 ROO 92/05/11 7pp 61771 339 81771 345 

“9205200119 Rev 0 to '’Evalualton of NPSH Requirements for HPCS.RHR & RCIC 
Pumps A Backpressure Limitations of RCfC Turbine Following SBO “ 
lANDRY.AC Commonwealth Edison Co ATO0117 ROO 92/05/11. 55pp 

61772 001 61772039 

9205280068 Forwards arnonds 83 & 67 to llcensos NPF-11 & NPF-1B, respeclively & 
SE Amends add now seipoint requiremenis to Section 4 96 of TS for main refueling 
masi 

SIEGEUBL Project Directorate 111-2 92/05/10 KOVACH.TJ Commonwoallh Edison 
Co 2pp 61707 213-61797 229 

“9206280071 Amends 83 & 67 lo licenses NPF-11 & NPF-10, respectively, adding new 
sol point requiromonls lo TS Section 4 9 6 for mam refueling masl 
BARRETT.RJ Projocl Dtroctoralo III 2 92/05/10 lOpp 61797 215 61797 224 

“920S280078 Safoly ovaluatlon supporting amends 83 & 67 lo licenses NPF 1 1 & NPF- 
18, respectively 

* Offlco of Nuclear Reactor Regulation, Director (Post 870411) 92/05/19 6pp 
61707 225-61797 220 

9205270238 Confirms 020522 mgl meeting at Region III ofc to discuss util environ moni- 
toring at six listed nuclear sites 

GREENMAN.EG Ronion 3 (Post 020201) 92/05/22 REED.C Commonwoallh 
Edison Co 2pp 61026 356 61026 359. 

9205280023 Notification of significant licensee mooting w/ulil on 920522 to discuss util 
environ monitoring at all nuclear elation s 

HSIA, AH. Region 3 (Posl B20201) 92/05/22 Region 3 (Posl 620201) 2pp 

61772 191-61772 192 


Q Inspection reports, IE Bulletins & correspondence 


9205200011 Forwards insp ropts 50-373/01-24 & 50-374/01-24 on 911118- 22 No vio- 
lations notod 

GREGER.LR Region 3 (Post 820201) 91/12/05 REED.C Commonwealth Edison 
Co 2pp. 61772 16 4 61772 1 66 

-9206280017 Partially Withhold Insp repts 50 373/91 24 & 50-374/91-24 on 911118- 
22 No violations noted Major areas in s poet od physical security Insp Involving physical 
barriers protected area & access control porsonnol Withheld ref 10CFR73 21 ic)(2) 
KNICELEY.JR, CREED.J R Region 3 (Posl 020201) 01/12/04 Ip 61772166- 
61772 168 

0205040226 Suppis 010116 response to NRC 911213 ltr re unresolved item noted in 
Insp Ropts 60-373/91 19 & 50-374/91-19 Corrective actio ns. so! point calculations In 
progress lo dolormlno new pormanont degraded voltage trip setpoint 
kOVACH.T J. Commonwealth Edison Co 92/04/30 tjocumont Control Branch (Docu 
monl Control Desk) 2pp 61695‘352-01595 353. 

920S010009 NRC Info Notice 92 035, “Highor Than Prodictod Erosion/ Corrosion In 
Un^solabto Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor'' 

ROSSI.CE Division of Oporatlonal Events Assossmanl (Posl G70411) 92/05/06 
Consolidated Edison Co of Now York. Inc 6pp 61667 349 61667.354 

9205150008 Forwards insp ropls 50 373/92-08 & 50 374/92-08 on 020221-0414 & 
notice of violation Violation of concern due to recurring naluro 
C LAYTON, B, Region 3 (Post 620201) 02/05/06 REED.C Commonwealth Edison Co 
2pp 61676 037-61675062 

“9205160014 Nollco of violation from insp on 920221-0414 Violation noted procedures 
(or control rod dnvo A liquid radwaeta sys not adhered to in listed examples 
CLAYTON.B Region 3 (Post 820201) 02/05/06 gpp 61675 039 61676 040. 

-9206150017 Insp ropts 60*373/92-08 & 50 374/92-06 on 920221-0414 Violailons 
noted Major areas Inspected previously Identified items.LERs.oporational safety & 
monthly moinlA sunrollianco 

HSIA. AH Region 3 (Post 820201) 92/05/08. 22pp 61675 041 61675 062. 

9205010045 NRC Info Notice 02-036, “Interaystem LOCA Outside Containment '' 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co or New York, Inc flpp 61718 001-61718 009 

9205040265 Suppl 1 to NRC Info Notice 92-016, “Loss of Flow from Residual Host Re- 
moval Pump During Refueling Cavity Draindown '' 

ROSSI.C.E Division of Operational Events Assessment (^Posl 870411) 92/05/07 
Consolidated Edison Co of Now York. Inc 4pp. 61718 010 81718^013 



114 DOCKETED ITEMS 


9205160010 Suppl-s 900720 respoHisa to NRC GO- 001. ''Loss of Fill Oil in Rose- 

mcunt Trans iTiitters" All suspoci lot transmiUors replaced & roquiraments of Action 2 
of bulletin Fulfil lad 

SHIELDS^ M Commonwealth Edison Co 92705/07 Oflico of Nuclear Reactor Rogu 
latiorv. Director <Posl 07041 1) Ip 61750 350-61750 350 

Q20S1Q0141 Forwards Relief Request RI-24 to support ImptemontallQn of enhanced ISI 
program for reactor vassal liiead closure studs at 6WRs Requests lhal relief extend 
through remainder of first 10 yr insp interval 

SHIELDS,JM Cornmonweaim Edison Co 92/05/07 WURLEV.TE Office of Nuclear 
Reactor Regulation. Director (Post 670411) Bpp 61728 350 61728 355 

9205 100162 Forwards Relief Requests ni-22 & Rl‘23 to support plans to replace RCIC 
sya steam suppfy inboard vafves 1E51-F063 2E51*r063 during 61th refuefino 

outage Requests that relief be extended through remainder of first 10 yr Insp Interval 
SH1ELDS.JM Commonweafth Edison Co 92/^5/07 MaRLev.TE Office of Nuclear 
Roact-or Regulation^ Director (Post 670411) 7pp 6-1721 26561721 271 

9205260240 Ack receipt of 920221 Itr Informing NRC of steps taken to correct violations 
noted in map Repls 50-373/92 04 & 50 374/92 04 

PEDERSON.C D Region 3 (Post 020201) 02/05/10 REED.C Commonwealth Edison 
Co 1p 61813 193 61813 193 


R, Periodic operating reports & related correependence 

92QS1SD001 Monthly operating repts for Apr 1992 for LaSalle County Nuefoar Power 
Slafi(3ft.W/e2651 f fir 

CIALKOWSKI.MJ, DIEDERtCH.GJ Commonwealth Edlaori Co 92/04/30 27pp 
01739 335 6t739‘363 


S. Raportabla occurrencee, LERs & related correspondence 

9205086177 LER 92'005-QO on 920406, RCIC Turbine tripped on mechanical 
over speed Caused by failure of Governor Valve to close during start of sya Governor 
valve linkage was disassembled from remote servo & bonnet reconnected W/92050& 
Hr 

TENNYSON, M. DIEDERICH.GJ Commonwealth Edison Co. 92/05/06. 8pp 
61667 336-61867 343 

020521QQ79 Special replon 920414, DG IB iripped on reverse power when output 
breaker ACB 1433 opened Caused by large swings in voltage Procedure ro shutdown 
of DG will be revised to lower Kvars before opening output broaker 
DIEDERICH.GJ Commonwealth Edison Co 92/05/14 DAVIS, A B. Roglon 3 (Post 
820201) 1p 61758'291-81758 291. 

9205210013 Special replon 920421 .lockout occurred on SG 1A & SQ doeforod 
Inoperable Caused by OQ 1A omorgency slop madvertonlly pushed instead of ack/ 
reset buttons All trips & alarms reset & SG sirccessfully tasted. 

DIEDERICH,GJ. Commonwealth Edi^n Co 92/05/21 DAVIS, A 0 Region 3 {Post 
820201) 1p 61 777 >220-61 777 220 

92052603 15 LER 92 006 00 on 92Q427,dotermlndd that design setpoint of 4 KV dograd- 
ad voltage relays may bo Insuffident to assure proper operalion.On 920 429, discov- 
ered that HPCS pump cooler fan voltage lower than roquired W/ 020527 Hr 
ViNVARD.HfT. DIEDERICH,G J Commonwealth Edison Co 92/05/27 6pp 
61388 263 61603 269 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


P. Security, medical, emergency 8 fire protection plena 

9206280011 Forwards insp repts 50-373/91-24 8 50-374/91-24 on 011110- 22 No vio 
fations nofod 

GREGER.LR Region 3 (Post 820201) 91/12/05 REED.C Commonwealth Edison 
Co 2pp 61772 164 61772 106. 

-9205260317 Partially withheld insp repts 80-373/91-24 8 50-374/91-24 on 91 11 IQ- 
22 No violations noted Major areas inspected physical security insp involving physical 
barriara-prolecled area & access control-peraonnol Withhold ref 10CFR73.2lTc)(2j 
KNICELEY.J R, Region 3 (Post 620201) 31/12/04. Ip 61 772* 166^61 772.166 

9205210226 Public varslon ol revised proceduresJncluding Rev 8 to LZP-1130 l.Rov 1 
to L2 P-1 380 8 & Rov4 loLZP-1550 11 W/ 920S11 rolease tnomo & 920414 Hr. 

• (^mmonweallh Edison Co. 92/04/14 27pp. 61750 007-61766033 

9205050066 Advises that scenario manuals for 920524 emorgoncy plan oweiso dollv- 
ered to Region ttl, 

SCHUSTER, TK. Commonwealth Edison Co. 92/04/24 DAVIS.AB Region 3 (Post 
820201), Ip 61590 339 61590.339 

921)5010197 Advises that access authonzaiion program which meote roqulremonls of 
10CFR73 66 implomented on 920427.Util Intonds to utilize temporary unescorted 
access provisions of rule 

REED,C Corn mon wealth Edison Co. 92/04/27 MURLEY.T.E. Office of Nuclear Reac- 
tor Regulallon, Director (Post 670411) Ip 61 549 332 61 549*332. 


?. Operating license stage documents & correspondence 

9205150197 Discusses review of ulil responsaa to generic Itr QQ-10, suppi 3, "Consldor- 
alicn of Results of NRC-^onsored Teals of Mator-Operalod Valves 
0ARRETT.RJ Project Directorate III-2 82/04/16. KOVACH.TJ. Commonwealth 
Edison Co. 7pp. 61663093-01663 099 

9205040247 Forwards fitness for duly program conlacls listed on program performance 
rents. 

KOUP.E Reactor Safeguards Branch. 92/04/20 MCKNIGHT, J- Informalion & 
Records Management Branch (Post 890827) 4pp. 61 663,326-61 663 '329 

9206150032 Aulhbrlzas release of tnpul data files for plant PRA study conducted by 
Sand! a to State of IL^per 920420 telcon.U^I does not fully endorse use of data since 
Info does not reflact current plant design 8. performance. 

f^mmonwealih Edison Co 02/05/05 NIZIOLEK,F. Illinois, Stale of ip. 
61706 274 61708:274 ^ 


92Q5200Q84 Requests that licensee provide info for specific panel discussion topics & 
names of staff members who will attend & participate as panel member on 920623 24 
current licensing basis workshop 

BARRETT, R.J Project Directorate III 2 02/05/05 KOVACH J J Commonwealth 
Edison Co 4pp 61722 329 61722 332 

9205180369 Application for amends to licenses DPR-l9,DPR-25,DPR-29, DPR.30,NPF- 
11*NPF-16,NPF-37,NPF-66,NPF.72,NPF-77, revising administrative controls section to 
standardize onsite review function 

SlMPKlNJW Commonwealth Edison Co 92/05/07 MLIRLEY,TE Olfico of Nuclear 
Roaclor Regulation. Director (Post B704 11) 25pp 61719 001 61719*238 

-9205180964 Proposed changes to Tech Specs revising admlnislralivo controls 
* Commonwaallh Edison Co 92/05/07 200pp 61719 026 61719 238 

9205190235 Summary of 92040B moeting w/util re MOV program List of attendoes end 
PULSIFGR.R.M Pfolect Directorate 111-2 92/05/11 Project Directorate Ml 2 30 dd 
61716090 61716 120 

9205220002 Forwards response to several issues raised during MOV audits per 920^08 
meelmg at Region 111 & Generic Ltr B9-10 Values (or stem friction coefficients belter 
than 9 2 not unrea'^onablo 

SIMPKIN.TW Commonwoallh Edison Co 92/05/11. DAVIS.AB Region 3 (Post 
820201) 12pp 61780182-61780 193 

9205270296 Responds to generic Itr 91-11, “Resolution of Generic Issues 48 'LCOs for 
Class IE Vital Inslrument Buses,' & 49. ‘Interlocks & LCOs for Class IE Tie Breakers,' 
pursuant to 10CFR50 54(F).'* for plants 

SIEGEL, BL. Project Diroclorolo 111-2 92/05/11 KOVACH, T J. Commonwealth Edison 
Co 3pp 61705 350 91785 352 

920S120188 Notification of significant licensee meeting w/util on 020514 lo discuss mgt 
Issues at uli) corporate & six nuclear stotlons 

HSfA,A Region 3 (Post 820201) 92/05/12 Region 3 (Post 820201) 2pp 01637 216- 
61637 217 

9205120211 Confirms plans lo hold two separata meetings on 920514 at plantas cits 
cussed between A Hsia of NRG & J Schrabo of util. 

GHEENMAN.EG Region 3 (Post 820201) 02/05/12 REED.C Commonwealth 
Edison Co app 6162^130 61624131 

9206190212 Confirms plans lo hold mgl meeting on 92Q522 in Glen EltynJL to cltscuas 
util Initialivos lo Improve englneoring & lochnical staff porformanco & oporabllily as 
sossmoni 

GREENMAN.EQ Region 3 (Post 020201) 02/05/12 REED.C Commonwealtli 
Edison Co 2pp 61700 046-61700 047 

9205190025 Ack receipt of 10CFR50 54(a) submittal dtd 020408 incorporating changos 
In OA program topical roplNRC anliclpalos moro than 60 days lo compfole 
review Results will be communicated 

WRIGHT, QC Region 3 (Post 820201) 92/05/13 REED.C Commonwealth Edison 
Co 2pp 61705 3461705 346 

920 52001 62 Notifies NRC (hat actions committed in response to Gorjoric Lir 09-13 have 
boon comploled for Unit 2 Actions taken outlined In end 

JACKSON.MA Commonwoallh Edison Go. 92/05/14 Documont Conlrol Branch 
(Document Control Desk) 6pp 61772 307-61772 312 

9205200103 Forwards responses to six NRC rocommondatlons prosontod In SER ro 
S0O rule & oatcutatlons re subj 

SHEllDS.JM Commonwealth Edison Co. 92/05/16 MURLEY.TE, Oflico of Nucloai 
Reactor RoGulallon, Director (Post 070411). Opp 61771 001-61772 039 

-9205200105 Rev 1 to "Main CR Temp Transient Following SBC*' 

PETERSON, RJ Commonwealth Edison Co 3C7 0290 001 R01 92/05/12 67p|> 
61771010-81771:076 

-920 6200108 Rev 1 lo "*Auxlliary Eloclrlc Equipment Room Temp Translonte durinn 
S0O" ^ 

PETERSON, RJ Commonwealth Edison Co 3C7 -0269 001 R01 92/05/11. 97PO, 
6)771077 61771210 ^ 

-9205200108 Rov 1 to "RCIC Pump Room Temp Tranaiont Following SBO" 
PETERSON.RJ, Commonwoallh Edison Co 3C7 0290 002 ROl 02/05/tg aipp 
61771211-61771251 ^ 

-9266200112 Rov 1 to "Drywoll Temp Transient Following SBO" 

PETERSON.RJ. Commonwealth Edison Co 3C7-0300 002 ROl 92/05/11. 45pp 
61771*252 61771 207 

-92052001 IS Rev 1 to "Suppression Pool Tomp Transient Following SBO" 
PETERSON.RJ Commonwaallh Edison Co. 3C7 0300 001 ROl 92/05/11. 41pp 
6177l‘20a.61771‘33Q 

-9205200117 Rov 0 to "Calculation for EQ Impact Duo to SBO Conditions " 

* Sargent & Lundy, Inc CQD-055096 ROO. 02/05/11 7pp. 61771:330 61/71 346 

-9205200119 Rgv 0 to "Evaluotlon of NPSH Roquiromonts for HPCS.RHR & RCIC 
Pumps & Backpressure Limitations of RCIC Turbine Following SBO " 

LANDRY.AC, Commonweallli Edison Co. ATD-0117 ROO, 02/05/11 65pp 
61772 001-61772 030. ^ 

9205280068 Forwards amends 63 67 to licenses NPF-11 & NFF-IO, respsc lively & 

SE Amends add now aotpoint requirements to Section 4 96 of TS for main refueling 
mast. 

SIEGEL, B.L ProJeolDireclorato 1112, 92/05/19 KOVACH.TJ Commonwealth Edison 
Co 2pp. 61707 213-61707 229 


-9205280071 Amends 83 & 67 to liconsos NPF-II & NPF-ia.respoctivoly, adding now 
setpoint requlromonls to TS Section 4.9.6 for main refueling mast. 

BARRETT, RJ. Projocl Directorate If I 2 02/06/19 lOpp 61797 216 61797*224, 

-9206280076 Safety evaluation supporting nmonefs 03 & 67 to licenses NPF-11 & NPF 
iBjespecUvely 

* Office of Nuclear Reactor Regulation, Director (Post 870411) O2/Q5/10 5pa 
01797.225-61797 229. ' 





9205290217 Confirms lhal fulMlow tesf lino lo suppression chamber Installed during 
L2RD4 refueling outage, par 910612 application for amend lo License NPF-ie.chang- 
fng TS re Div III 125-voU dc baltery specific gravity requirements 
SHIGLOS.JM Commonwealth Edison Co 92/05/21 Document Control Branch (Doc- 
ument Control Desk) 2pp 61912 342-61912 343 

9205270238 Confirms 920522 mgt meeting at Region Ml ofc to discuss util environ moni 
tonng at six listed nuclear sites 

GREENMAN.EG Region 3 (Post 820201) 92/05/22 REED.C Commonwealth 
Edison Co ?pp 61826 358 61826 359 

920S280D23 Notification of significant llcenseo meeting w/utll on 020522 to discuss util 
environ monitoring at all nuclear stations 

HSIA,AH Fteoion 3 (Post 620201) 92/05/22 Region 3 (Post 820201) 2pp 
$1772 191-61772 192, 


Q, I nsp action reports, IE Bulletins & correspondence 

9205280011 Porwards insp ropts 50-373/91-24 & 50 374/91-24 on 911118- 22 No vio 
faflona noted 

GREGEPl.UR Region 3 (Post 820201) 91/12/05 BEED.C Commonwealth Edison 
Co 2pp 61772 164-61772 166 

-9205280017 Parlially withheld Insp repls 50-373/91-24 & 50-374/91-24 on 911118- 
22 No violations noted Major areas inspected physical security Insp involving physical 
bairlors protected area & access conlrol'personnel Withhold ref 10CER73 21(c)(2) 
KNICELEYJR., CREED.J R Region 3 (Post 820201) 91/12/04 1p 61772 166- 
6V772166 

9205040225 Suppts 910116 response to NRC 911213 Mr ro unresolved Item noted In 
Insp Repls 50-373/01-19 & 50 374 /9M 9 Corrective actions setpoint calculations In 
progress to determine new permanent degraded vott^e trip setpoint 
KOVACH, T J Commonwealth Edison Co 92/04/30 Document Control Branch (Docu- 
ment Control Desk). 2pp 61595 352-61595 353 

92050100Q9 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unlsolabla Reactor Coolant Pressure Boundary PJping Inside Contalnmonl at Bolting 
Water Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/06/06. 
Consolldaled Edison Co of New York, Inc 6pp 61667 349-01667 354 

9205160008 Forwards insp repts BO-373/92-OB & 50-374/92-00 on 920221-0414 & 
notice of vlolallon Violation of concern duo to recurring nature. 

CUYTON.B. Regions (Post 820201) 92/05/06 REED,C Commonwealth Edison Co 
2pp. 61675037-61675 062 

-9205150014 Nolice of violation from insp on 020221-0414 Violation noted, procedures 
for control rod drive & liquid radwasto sys not adhorod to in listed examples 
CtAyTON,B. Region 3 (Post 820201) 92/05/06 2pp 61676 030 61675 040 

-9205150017 Insp repts 5o 373/92-08 & 60 374/92-08 on 020221-0414 Violations 
noted Major areas Inspected previously Idontlflod llems.LERs, operational safety & 
monthly malnt & surveillance 

HSIA,AH Region 3 (Post 820201). 92/05/06 22pp 61675 041 61675 062 

9205010045 NRC Info Notice 92 036, "Intorsyslem LOCA Outside Contelnmont " 
ROSSLCE, Division of Operational Events Assessment (Post 870411). 02/05/07 
(Consolidated Edison Co of Now York, Inc 9pp. 61710 001-61710*000. 

9205040265 Stipp) 1 to NRG Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI, C.E Division of Operational Events Assossmant (Post 870411) 02/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718*010-61716 013 

9S0S 160010 Suppla 900720 response to NRC QuHotIn 90-001, "Loss of Fill Oil in Rose 
mount Transmitters" All suspect lot transmitters replaced A roqulromonte of Action 2 
of bulletin fulfilled. 

5HIELDS,JM. Commonwealth Edison Co 92/05/07, Office of Nuclear Reactor Ro-gu 
lation.Direc 10 f (Post 070411) ip 61750*360 81760.350 

9205168141 Forwards Roliaf Request RI-24 to support Implomenlftlion of enhanced IS) 
program tor reactor vessel head closure studs at BWRs Requests that relief extend 
through remainder of first 10 yr insp Interval. 

SHIEIDS,J M Commonweallh Edison Co, 02/05/07 MURLEY.T E Offlco of Nuclear 
Reactor Regulation, Director (Post 07041 1) 8pp 61728 350 01728 355 

9205160162 Forwards Relief Requests Rl-22 A Rl‘23 to support plans to replace RCIC 
sys steam supply inboard valves 1E61-F063 & 2E51-F063 during fifth refuollnn 
outage Requests (hat relief be extended tlirough remainder of first 10 yr insp Interval. 
SHiaDS.JM Commonweallh Edison Co. 02^5/O7 MIJRLEY,TE Office of Nuclear 
Reaclof Regulation, Director (Post 07Q41 1) 7pp. 81721.265 61721.271 

0205200240 Ack receipt of 920221 Itr informing NRC of stops taken to correef violations 
noted fn Insp Repts 50 373/02 04 & 50-374/92-04 

PEDERSON, CD, Region 3 (Post 820201). 02/05/19. REED,C Commonweallh Edison 
Co Ip 61813<193-61813*103 


ff. Periodic operating reports & related correspondence 

9205100001 Monthly operating repts for Apr 1092 for LaSallo County Nuclear Power 
Station W/920511 Ur 

CIALKOWSKIM J . DIEDERICH.Q J. Commonweallh Edison Co. 02/04/30 27pp 
61739*336 61739 363. 


S, Reportable occurrences, LERs & related correspondence 


9205280043 TER 92-008-00 on 920420 high difforenlial flow alarm signal received from 
sys Instrumentation while RWCU sys being shut down Caused by RWGU valve closing 
prior to shutdown Stroke testing completed for isolation valves W/92052O Itr 
WASHKO.J , DIEDEflICH.G J Commonwealth Edison Co 92/05/20 6pp 61868 117- 
61688 122 


DOCKET 50-382 WATERFORD GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 


0205060017 Forwards 920320 Ur from D KwlalkowskI of FEMA transmitting final exer- 
cise rent (or 921023 exerctsa of oflaile radiological emergency response plans for 
faclliW No deficiencies Identified Util issues idontifiedl in rapt 

0EACH.AB Region 4 (Post 820201) 92/04/29 BARKHURST.R P Entergy Oper- 
ations, Inc 4pp 61556 0 35 61656 1 25 

-9205060021 Forwards D Kwiatkowski 920320 Itr transmitting FEMA final rept for 
021023 exercise of offsite radiological amergoncy response plans for facility 
ERICKSON, R A Emorgency Preparedness Branch 92/04/08 MURRAY.B Region 4 
(Post 820201) ip 61556 039 615SB 039. 

-9205060024 Forwards final exercise ropt fer 011023 full participalion plume & inges 
lion exposure pathway exercise of offsito radiological omergoncy rosponsa plans sito- 
specfWc fe faciJfty 

IWIATKOWSKIO Federal Emergency Manogomant Agency. 92/04/29 CONGE L.FJ 
Division of Radiation Proieclion & Emorgoncy Preparedness (Post 870411) Ip 
61556,040 61556 040 

-9204280272 "Final Radiological EP Exercise Ropt " 

* Federal Emergency Management Agency 92/02/14 74pp 61556041-61556185 

9205110226 Forwards booklet entitled, "Safety Info - Plans to Help You During Emer- 
genclos" BooWot dialnbuted lo general public In plant area, per lOCFRBO.App EW/ 
one overs{ 2 e encf 

aURSKI.R F Entergy Operations, Inc 92/05/06 Document Control Branch (Docu- 
ment Control Desk) 4pp 61665 042-61665 049 

9206190103 Forwards insp ropt 50-302/92 10 on 920413 17 a notice of 
violation Violation Indicalos lack of attention by some radiation workers to health p)iys 
ics dept 

BEACH, AD. Ronion 4 (Post 820201) 92/05/15. BARKHURST.R P Entergy Oper- 
allona, Inc 4pp €1706 211-61706 223 

-9205190107 Insp rept 50 382/02-10 on 920413 17 Violations noted Major areas 
Inspoclod training 6 qualifications program for health physics & radwaste personnel 
MUnRAY,B Rogiori 4 (Post 820201). 92/05/04 8pp 61706 216-61706 223 

9205209020 Forwards r^^sponso to violations noted in Insp Rept SO 382/02-05 Re 
eponsG withhold 

DURSKI.RF Entergy Operations. Inc 02/05/1 S Document Control Branch (Docu- 
ment Control Desk) Ip 61760310 61760 310 

9205270295 Forwards Insp Ropt 50-382/92-0/ on 920420 24 No violations or devi- 
ations noted Woaknosses noted ro performance of some emorgoncy responee por- 
sonnof 

BEACH.AB Rogion 4 (Post 820201) 92/05/19 BARKHURST.R P Entergy Oper- 
alions, Inc 4pp 61077*078 61077*092 

-92052702B7 Insp Repl 60 382/02-07 on 920420-24 No violations or deviations 
notod.MaJof areas Inspected operational status of emorgoncy preparedness program 
Including, changes lo emergency plan & implementing procedures & training 
MURRA^B Region 4 (Post 8202 01) 92/05/13 lipp 61877 083-61877 002 


H. General correspondence 


9205120130 Informs that listed addross & title should bo used on future correspond 
enca being dtstnbulod to DC Hiniz 

BURSKl.RF Entergy Opornllons. Inc, 02/05/07 Document Control Branch (Oocu 
mom Control Desk) 1 p. 61665 246 61665 245 


1, Financial Information 


9205040042 Louisiana Power & light Co, New Orleans Public Sve tnc & Entergy Corp 
1991 linanclal statomente annual repl. Form 10-K W/920427 Itr. 

BURSKLRF. Entergy Operalione, (nc ' Louisiana Power & Ughl Co. 91/12/31 
353pp 61551 003 61651 355. 


J. Insurance & Indemntty Information 


9205120175 Forwards documenlailon from Nuclear Mutual Ltd as proof of conllnuod pri 
mnary property Insuranco coverage 

BURSKIRF Entergy Operations, Inc 92/05/00 Document Coriirol Branch (Docu- 
ment Control Desk) 7pp 61665 291-61665 297 


P. Operating license stage documents & correspondence 

9206040247 Forwards Illness lor duly program contacts listed on program performance 
repts 

KOUP,E Roaclor Safeguards Branch 92/04/PO. MCKNIGHT ,J Information & 
Records Managemont Branch (Post 890B27). 4pp 61563 326 01 663 329 


9206200316 LER 92-004-00 on 92041 5, reactor manually scrammed ee conservativQ 9206070148 TS Change Request NPF-33-122 to License NPF-30 for removal of Tables 

measure due to main turbine control valve cycling Clause not delormlhed.Exoqsglvp 9 6-1,3 6 2,9 8-1 & 3 S-2 from TSs,par GL 01 03, "Romoval of Component Lists From 

Iwpass valve cycling Initiated acram.Sp 0 ed circuits mon1tored.W/020516 Itr TSs " 

KIEINHAHDT.S., 5lEDERICH,Qd Commonwealth Edison Co 92/06/16, 6pp BARKHURST.R P Entergy Operations, Inc 92/05/05 Documanl Control Branch 

61766 168 61766 172 (Document Control Desk) 8pp 01820 001 61626 159 



116 DOCKETED ITEMS 


-9205070153 Proposed Tech Specs, pe; guidance irk GL 01 -08. “Removal of Compo- 
nent Lists F/om TSs ” 

’ Entergy Operations, Inc 92/05/06 nspp 61620 009 61620 169 

9205200004 Solicits inlorost in NRC sponsored current liconsmgi basts workshop orr 
920623 24 in Rockville, MD Requests specific panel discussion topic recommondalions 
& names of attendees & participants by 92GS16 

LARKINS,JT Proiect Directorate IV-l 92/05/05 BARKHURST.R p Entergy Oper- 
ations, Inc 4pp 61739 216 61729 219 

9205180234 Tech Spec Change Request NPF 36- 125 .changing Tech Specs 3/43 2. 
"ESFA Sys Insirumerlation'’ a 3/4 & 1. “AC Sources- Oporaling “ 

OARKHURST,RP Entergy Operations, Inc 92/05/11 Document Contro! Branch 
(Document Control Desk) 8pp 61719294 61719313 

”9205180239 Proposed Tech Specs 3/4 3 2. "ESFA Sys Instrumentation'" A. 3/4 Q 1, 
“AC Sources Operating " 

* Entergy Operations, tne 92/05/11 I2pp 61719 302 61719 313 


0205060217 Forwards “Qasemat Monitoring Program Rept 4, Jan 1992“ Ropt docu 
menls continued Integrity of basemat as vonfied by program from time of inception of 
monitoring in 18S5 through Aug 1991 

BBRSKI.RF Entergy Operations. Inc 92/05/01 Document Control Branch (Docu- 
ment Control Desk) Ip 61616 225-61 610 269 

-9205060218 “Basemat Monitoring Program Rept 4 *' 

GUTIERREZ.M R , BURKEJ P Entergy Operations, Inc 92/05/01 41pp 61618 227 
61616 2B9 


S. Reportable occurrences, LERb & related corraapondenca 

9205290210 LER 92-003 00 on 920327, unplanned actuation of ESF portion of cor^trol 
room ventilation sys (CRVS) occurred .causing CRV$ to isolate Causa not 
deternnlned New resistor-capacitor filters inslalled W/920528 Hr 
MATHNEY.DG, PACKER.DF Entergy Operations, Inc 02/05/26 6pp 61946 109 
61946114 


Q Inspection reporta, IE BuUetina & correspondence 


9206050Q93 Ack receipt of 920417 Hr informing NRC o1 steps taken to correct violations 
noted in insp rapt 50-3B2/02-06 

BEACH.A B Region 4 (Post 820201) 92/04/28 BARKhURST.R P Entergy Oper- 
ations, Inc, 2pp 61540 347-65540 346 

92Q5060215 Responds to violations noted in Insp Rept 50 302/92 03 Corrective 
actions ad min isl rat wa procedure re dovefopmonl & review of LEFIs, special repts & se- 
curity incident repts revised to add stoenng function to LER proparaiion 
BURSKI.R F Entergy Operations, Inc 92/05/01 Document Control Branch (Docu- 
ment Control Desk) 6pp 61600 271 61600 276 

82Q50S0264 Informs that ell actions necessary to address NRC Bulletin 80 Oil, Items 
1 Q & 1 b complete Item 1 c not applicable to facility Util will update surge line design 
documonlaion (Bulletin Action Horn 1 d) within 180 days 

BURSKI.R F, Entergy Operations, Inc 92/05/05 Document Control Branch (Docu- 
ment Control Desk) app 61613 299 61619 301 

9205130020 Forwards insp rept 50 382/92 09 on 9204 13- 17 No violations notod 
BEACH, A B Region 4 (Post 820201) 32/05/05 BARKHURST.R P Entergy Oper- 
ations, Inc 4pp 61651 027 61651 037 

”9205130027 Insp rept 50 362/02-09 on 920413 17 No vtotalions noted Major areas 
inspected program for feedback of operating experience mfo & followup on proviously 
Identified Insp finding 

BARNES.I Region 4 (Post 820201) 92/05/04 7pp 61651 031 61851037 

9205010009 NRC Info Nolico 02-035, “Hcgher Than Predicted Erosion/ Corrosion in 
Umsolable Reactor Coolam Pressure Boundary Piping Insido Containment al Bolling 
Water Reactor ” 

ROSSI.CE Division of Operational Events Assossmonl (Post 870411) 02/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 340-61667 354 

9205010045 NRC Into Nolico 92 036, “Intersvslom LOCA Outside Conlaininont " 
ROSSI.CE Division of Operaltonal Events Assessment (Poet 870411) 02/05/07 
Consolidated Edison Co of New York. Inc 9pp 61718 001-81716 009 

920S040265 Suppl 1 lo NRC info Nolice 32 316, “Loss of Flow from Residual Hoal Re- 
moval Pump During Refueling Cavity Dramdown ’’ 

ROSSI.CE Division of Oporalional Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 81718 010 61718 013 

920S150112 Ack receipt of 020501 Itr Informing NRC of stops taken to cofrecl violations 
noted in insp rapt 50 3B2/92-03 Reply responsivo to concerns raised In 920403 nolico 
of Violation 

BEACH, A B Region 4 (Post 620201) 02/05/08 BARKHURST.R P Entomy Opor 
aiions, Inc 3pp 61878328 61676 336 

9205190183 Forwards insp rept 50-382/92-10 on 920413-17 & nolice of 
viol ation.ViO I alien indicates lack ot alien lion by somo radiation workers to- health phys- 
ics dept 

BEACH, A B Region 4 (Post 620201) 92/05/15 BARKHURST.RP ErklejgyOpor- 
allons, Inc 4pp 61708 211 61/06 223 


”9205190194 Notice of violation from insp on 920413-1 /.Violation noted inspector d©- 
teimlnod that 12 workers Involved w/unloading transportation cask signed wrong 
porinit 

• Region 4 (Post 820201) 32/05/15 Ip 61706 S1S-61706 216 

”9205190197 Insp rept 50 382/92-10 on 920413*17.Vtolallon8 noted Major areas 
inspected Iraining & qualificallons progrann for health physics & radwasto personnel 
MURRAY .B. Rogloh 4 (Post 020201) 92/05/04. app 61786 216 61706 223 

9205200020 Forwards rospons© to viofaiions noted in Insp Rept 50 382/92-05 Re- 
sponse withheld 

BURSKI.R F, Entergy Operations, Inc 92/05/18 Document Control Branch (Docu- 
ment Control Desk) Ip 61760.310-61760 310 

9205270295 Foiwards Insp Ropt 50-362/92-07 on 920420-24 No violations or d©vi 
aliens^ noted Weaknesses noted r© performanco of aorno ©mergoncy response per- 

BEACH,A,B Region 4 (Post 820201) 92/05/19 BAHKHURST.R.P, Enlorgy Opoj- 
atlons, fnc App 61977 076 91 077 092 


-9206270297 Insp Rept 60-302/92 07 on 920420-24 No violailons or deviations 
noted Major areas inspected.© peralionai status of emergency proparednoss program 
Including, cnangoa to emergency plan & implemonling procodurGS 8 Irainlnn 
MURRAY, B Region 4 (Post 620201) 92/05/13 lipp 61677 083 81877 092. 


R. Periodic operallns reports 8 related correspondence 

operating rapt for April 1992 (or Watorford 3 W/020513 Hr. 
CENTOLANZI.PM , BURSKI.R F. Entergy Operations, Ino 92/04/30 7pp 61706 320- 
oifOB 334 


DOCKET S0-3B7 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, ©mergency & fire protection plans 


9205140317 Package providing basis for conduct of simulated radiological accident at 
plant 

* Pennsylvania Power & Light Co 92/02/19 150pp 61879 005 61679 348 

0205060079 “Emorgency Exorcise*' std for conduct in performance of 020219 NRC 
g/aded exercise 

^ Pennsylvania Powor & Light Co 92/05/06 200pp 61671 001-61571 345 


H. General correspondence 


9204060310 Forwards Regulatory History AA38 2 for proposed rulemaking on stds for 
protection against radiation 

ROECKLEIN.A Radiation Prolaciion & Health Effects Branch 92/02/25 LANHAM,D 
Office of Admlnislralton (Post 890205) GOpp 61 840 001-61871 215. 

”9204230324 Comment on proposod rules 10CFR2, 19, 20, 30, a 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for proleclion against radiation 

KEISER.H.W Pennsylvania Power & Light Co 86/05/08 CH1LK,SJ Office of Iho 
Secrolary of the Commission 4pp 61061009-61861.012 


P. Operating license stage documents & correspondence 

9205040244 Responds to recipient 920331 Hr which raised concern ovor oflectlvoness 
of resident inspoctore in covering plant 

MILLER, CL Project Directorato 1-2 92/04/20 SPARKES,PS. Affiliation Not As 
signed 4pp 61505*344 61585 351 

9205040247 Forwards (itnoss for duty program contacts tisled on program pertormanco 
repts 

KOUPpE, Roaclof Safeguards Branch 92/04/20, MCKNIGHT, J Information & 
Rocords Managomont Branch (Post G90027) 4pp. 615G3 326-61 56a'329 

9205050276 Requests approval to use Glam-trol CT>1 as roplacoment for gaseous chlo- 
rine used to treat microbtologically Induced corrosion (n CWS Use of uam tro) GT 1 
for Zebra mussels & Asiatic clams treatment app roved. Rotated info end 
FIELDS, J S Pennsylvania Power & Light Go 92/04/23 SWERDON.P M Pennsylva 
nia, Commonwealth of 40pp 61608 179 61608 226 

920501 0053 Responds to request for additional info on fuse control re proposed 
amends 151 & 104 to llconsos NPF‘14 & NPF-22, respectively 
KEiSER.HW. Ponnaylvania Power & Light Co 92/04/27 MILIER.CL Pro)oct Direc- 
torate 1-2 2pp 61546 268 61548*269 

9205200078 Notification of 920623-24 workshop In Rockville, MD ro current licensing 
basis Requests recommendations for specific panel discussion topics & names ol 
members of staff who will attend workshop. 

MILLER, C L Project Directorate 1-2 02/05/05 KGISER.H W. Pennsylvania Powor A 
Light Co App 61724 349 61724 352. 

9205280079 Fonvards amend 110 to license NPF-14 & safety evaluation Amend 
changes TS fn support of Unit 1 Cycio 7 reload. 

RALEIGHiJ J Project Directorato I-2 92/05/07 KEISER,H W. Pennsylvania Power & 
Light Co. 4pp 61705*104 81705*245. 

”9205260080 Amend 116 to license NPF-14,changlno TS lo support Unit 1 Cycle 7 
reload 

MILLER, CL. Projact Dlroctorate 1-2. 92/05/07. a7pp 61785.198 01705.234 

”9206260082 Safety ovatuation supporting amend 1 1 8 to license NPF-14 

• Olfice of Nuclear Reactor Reguratlon, Diroctor (Post 870411) 92/05/07 lipp 
61785 235-61766.245. 

9206280251 Forwards safety evaluation re plant EDG crankcase overproasurizallon 
evenfs. 

nALEIQH.J J Project Dlrecloraio 1-2 92/05/11. KEISER.HW. Pennsylvania Power & 
Light Co 4pp, 61 705 005 61 785.033. 

”9206280041 Safely evaluation of EDQ for dockets 50 307 & 60-388 to licenses NPF- 
14 & NPF-22,fosp6ctivoly, 

• Office ol Nuclear Reactor Regulation, Diroctor (Post 870411), 92/05/11 25pp 
61785:009 61705.033 

9205180228 Notifies of maint cleaning of river sIH & sediment from Inside plant Intake 
structure & diffuser pipe during June 1fi92.No silt & sediment will be dredged from 
river In front of Intake structure 

FIELDS, J.S. Pennsylvania Powor & Light Co 92/05/12 ROESEKE,D.W Army> Dept 
of. Corps of Engineers Ip. 61717*366 61717,356 





9205180232 Notifios of maint cleaning of rivar sill & sedimont from inside ptant intake 
bay & ddfuser pipe during Juno 1992 No aiU & sediment will be dredged from river in 
front of intake structure 

FIELDS JS Pennsylvania Power & Light Co 92/05/12 COUNSIL.EE Pennsylvania, 
Commonwealth of Ip 61717 357-61717 357 

920S1<80270 Rosponds to 920313 safety evaluation of station blackout, consisting of 
steps to resolve control room instrument cabinet temp concern Temp differences be- 
tween Insidfl & outside of cablnota expected to be less than 10 F 
KEISEH.HW. Pennsylvania Power & Light Co 92/05/13 MILLER,CL Project Dlrec- 
lOfatol-2 2pp et718323 617lB324 

9205220122 Forwards info re recently discovered error that impacts validity of TS limit 
issued In 920507 Cycfe 7 reload amend Proceeding above 25% rated thermal power 
On 920517 is safe & Justified 

KEtSER.HW Pennsylvania Power & Light Co 92/05/16 MILLER.CL Prolecl Diroc 
torale f-2 1 1pp 91769 350 61 769 360 

92052601 1 4 Notification of 920526 moeling w/util In Rockville, MD to discuss adequacy 
of weld overlay repair performed on Ur\il 1 feedwater piping 

RALEIQK,JJ Project Directorate 1-2 92/05/20 MURLEY.T, MIRAGLIA.F, 

RUSSELL, W. NRC - No Detailed Affiliation Given 5pp 61765 166-61765 190 

9205290278 Requests extension to 920612 for response to NRC 920415 Itr concerning 
aclrvitles of coniract employee Extension requested due to difficulty obtaining employ- 
ment records 

KEISER.HW Pennsylvania Power & Light Co 92/05/20 MARTIN.! T Region 1 (Post 
6202Q1) Ip 61807 356-61667.356 

9205S60014 Forwards Proposed Amend 162 to License NPF- 14, changing TS in order to 
correct flow dependent MCPR operating limits recently approved in NRC 020507 
CveCe 7 reload amend 

KEISER.WH. Pennsylvania Power & Light Co 92/05/21 MILLER.CL Project Direc- 
torate 1-2 5pp 61634 307-61864 320 

-9205230016 Proposed Amend 152 to Licenso NPF-1 4, changing TS to correct flow de 
pendent MCPR operating limits recently approved in NRC 920507 Cycle 7 reload 
amend 

KEISER.HW. Pennsylvania Power & Light Co 92/05/21 ip 61864 312-61864 320 

-9206120159 Proposed TS Figure 3 2 3 1 re How dependent MCPR operating limit 
* Pennsylvania Power & Light Co 92/05/21 8pp 


O. Inspection reportSt IE Bulletins & correspondence 


9205180284 Responds to NRC 920222 Itr ra violations noted in Insp Repts 50 387/90- 
81 & 50 30G/00 B1 Corrective actions AD-OA-1 01, "Procedure Program" revised to 
require periodic review of procedure format & content & industry experience 
KEISER,HW Pennsylvania Power & Light Co 92/05/15 Document Control Branch 
(Document Control Desk) 5pp 61718 261 61718 265 


R. Periodic operating reports & related correspondence 

9205070060 Forwards "1901 Annual Environ Operating Rept (Nonradio logical)" & '‘Ra- 
diological Environ Monitoring Program 1091 Annual Rept' 

KEISER.HW Pennsylvania Power a Light Co 92/04/30 MARTIN.! T Region 1 (Post 
820201) Ipp 61663 054 61663 284 

—9205070063 "tOOl Annual Environ Oporatsrig Rept (Nonradlological) " 

* Pennsylvania Power & Light Co 91/12/31 33pp 01663 055 61663 096 

“9206070067 ' 'Radiological Environ Monitoring Program 1991 Annual Rept" 

* Pennsylvania Power & Light Co 91/12/31 I04pp 61663 097 61663 284 

9205190010 Monthly operating repts for Apr 1992 for Susquehanna Steam Electric 
Station W/ 9205 13 Ur 

FULLEB.LL. KEISER.HW Pennsylvania Power & Light Co 92/04/30 9pp 
61743 317 61743 325 


S. Reportable occurrancesi LERs & related correspondence 

920504029S NPDES noncompliance notification on 920322, Unit 1 cooling tower basin 
dram water discharged to unmonitored discharge point On 920321, water discharged 
from manhole on cooling towar blowdown Ilno.Sys operating procedure to be revised 
DOERING. J Philadelphia Electric Co 92/04/23 BAUER, R Pennsylvania, Common 
vwjaHhof 3pp 6J594 312-61594 314 

9205130076 Followup NPDES noncompliance notification re fire pump tost discharges 
to storm drain duo to damagod test fine valve Confirms that ropair of fire protoctior^ 
tma valve completed & dischargoa returned te circulating water sys 
FIELDS, J S Pennsylvania Power A Light Co 92/05/04 WILKES. JJ Pennsylvania, 
Commonwealth of. Ip 61678 325 61678 325 

9205110154 LER 92 007 00 on 920407tprimary powor supply to RPS distribution power 
sys panel B lost when both electrical protection assembly broakers tripped Caused by 
faulty upstream logic cord Card replace tJ W/920507 Itr 

METEB.JJ, STAilLEY.HG Pennsylvania Power & Light Co 92/05/07 6pp 
61666 065-61668 069 


9205040037 Forwards insp repts 50 387/92-11 & 60 300/92-11 on 920300-13 No viola 
tjons observed, 

ANDERSON.C Region 1 (Post 820201) 92/04/22 KEISER.HW Pennsylvania Powor 
A Light Co 2pp 6161201161512 020 

-9205040043 Insp repts 50 387/02-11 & 50 368/92-11 on 920309-13 No violations 
noted Major areas Inspectod assessment of welding program at units 1 & 2 & Inaorv- 
ice inap program at unit 1. 

MCBREARTY.R , KAPLAN, H J . GRAY.E H Region 1 (Post 020201) 92/04/21 Bpp 
61512 013-61512 020 

9205040046 Discusses radiological controls insp repts 50 307/02- 12 & 50 388/92-12 
on 920323-27 & forwards notice of violation Radiological control program wall defined 
w/strong procgdurel base 

JOYNER, J.H Region 1 (Post 620201) 92/04/22 KEISER.H.W Pennsylvania Power 
aUghtCo 4pp, 61613.001-61513 014 

-9205040067 Notice o! violalion from insp on 920323-27 Violation noted 20 workers 
in^dd of unnf 1 drywell not aware of radiation levels In work area 
‘ Region 1 (Post 820201) 92/04/22 Ip 61513 005-01513 005 

-9205040004 Insp repts 60-307/92-12 & 50-380/92-12 on 920323-27 Violation 
nioted Major areas Inspected. previously Identified Uems.ImplGmontatlon of various radi- 
ation controls programs during performance outage work 

NOGGLE.J. PA3CIAK,W Region 1 (Post B20201) 92/04/21 9pp 61513'006- 
6151^,014 

9305010009 NRC Info Notice 02-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisol ebla Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor ” 

ROSSLCE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667:354 

9205010045 NRC Info Notice 92 036, "Inlersyslem LOCA Outside Contalnmonl ” 
ROSSLC.E Division of Operational Events Assessment (Post 070411) 02/06/07 
Consolidated Edison Co of New York, Inc Opp 61710 001-61718 009 

9205040265 SuppI 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heat Re 
moval Pump During Refueling Cavity Draindown " 

ROSSI .CE Division of Operational Events Assessment (Post 870411) 92/06/07 
Consolldaled Edison Co. of New York, Inc 4pp. 61718 010 61716*013 

9205160150 Forwards insp repts 50 387/92-13 & 60-300/92-13 on 920316-27 No viola- 
b ona noted Positive actions to improve effectiveness of main! program observed 
8ETTENHAUSEN.L Region 1 (Post 020201). 92/05/07. KEISEB.HW Pennsylvania 
Power A Light Co 3pp 61677.002-61677.098 

“9205150151 Insp repts 50-387/92-13 & 60-380/02-13 on 920316 27.No violations 
noted Mafor areas Inspected .followup on corrective actions taken In response to Insps 
50.3&7/90-ai & 60-308/90-81 

CAPHTON.O,, BLUMBEnG.N.J Region 1 (Post 820201) 92/05/06 14pp 61077.085- 


&205UD252 Forwards Util endorsement of NUMARC A BWR Owners Group comments 
Oft 5uppl 1 to NRC Bulletin 90 001 , "Loss of Fill Oil in Transmitters Mfg by Rose- 
mount '^W/o end. 

KEISER.H.W. Pennsylvania Power & Light Co. 92/05/12 NRC - No Detailed Affiliation 
Given tp 01717:360-61717 360. 


9206270020 LER 92-008 00 on 920422 &. 2G,un.planned ESF actuations of RPS logic 
occurred duo to spurious neutron monitoring instrumentation Induced noise upscale 
signals Caused by welding fn vicinity RPS trip logic reset W/920522 Itr 
V^HRY.R R . STANLEY.H G Pennsylvania Power A Light Co 92/05/22 6pp 
61888 059 61880 063. 


DOCKET 60-388 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F- Security, medical, emergency & fire protection plans 

9305140317 Package providing basis for conduct of simulatod radiological accident at 
plant 

* Pennsylvania Powor & Light Co 02/02/19 150pp 61679 005-61679 340 


H. General correspondence 

9204060310 Forwards Regulatory History AA3D-2 for proposed rulemaking on slds for 
proTectlor) against radiation 

ROECKLEIN,A Radiation Protacllon & Health Effects Branch 92/02/25 LANHAM.D 
Office of Administration (Poet 8B0205) 69pp 61040 001-61871 215. 

“9204230324 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 60.61 & 
70 ro stds for protocllon against radiation 

KEISER.HW Pennsylvania Power A Light Co 66/05/00 CHILK.SJ Office of the 
Secretary o1 the Commission 4pp 61861 009 61601 012 


P, Operating license stago ducumente A correspondonce 


9205040244 Responds to reclpjant 920331 Itr which raised concern over oUectiveness 
of rasideni inspectors In covering plant 

MILLER.CL Project Directorate 1-2 92/04/20 SPARKES.PS Affiliallon Not As- 
signed 4pp. 61585 344 61 505 351 


0205040247 Forwards fitness for duty program contacts listed on program performance 
rapls 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 09002/) 4pp 61563 326 61563*320 

0205050275 Requests approval to use Clam, trol CT-l as replacement for gaseous chlo- 
rine used lo treat mlcrobliOlooically induced corrosion In CWSUse of Clam-trot CT-l 
for Habra mussels & Asiatic cTams treatment approved Rolalod info end. 

FIELDS, J.S Pennsylvania Power & light Co 92/04/23. 8WERDON.P M Pennsylva- 
nia, Commonweallh of 40pp. 61608.179 81608 226 

9206010053 Responds to request for additional info on fuse control re proposed 
amends 151 & 104 to licenses NPF-1 4 & NPF-22, respectively 
KEISER.HW Pennsylvania Power A Light Co 02/04/27 MILLER.CL Project Direc 
torate I-2 2pp 61548 268 61540.269 


9205200873 Notification of 920623-34 workshop in Rockvillo.MD ra current licensing 
basis Requests recommendations for specific panel discussion topics & names o! 
members of staff who will attend workshop 

MtLLER.C L. Project Directorate 1-3 92/05/05 KEISER.H W. Pennsylvania Power & 
Light Co 4pp. 61724,340.61724*352. 
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920526 Q251 Forwards safety ovatuatlon re plant EDG crankcase overprossunzation 
events 

RALEIGH, JJ Projeci Direclorale I 2 92/05/11 KEISfeR.HW Pennsylvania Power & 
Light Co 4pp 61765 005 61765 033 

-9205260041 Safely evaluation of EDG for dockets 50-307 & 50-3B6 to licenses NPF- 
H & NPF 2 2,rB3p&cvvGly 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 92/05/11 2Spp 
61785 009 61785 033 

9205160226 Notifies of malnt cleaning of river sill & sodimenl from inside plant intake 
structure & diffuser pipe during June 1992 No silt & sediment will be dredged from 
river in front of Intake structure 

FIELDS.JS Pennsylvania Power & Light Co 92/05/12 ROESEKE.DW Army, Depi 
of. Corps of Engineere. Ip 61717 356 61717 356 

9205160232 Notifies of maint cleaning of river silt & sediment from inside plant intake 
bay 4 difruser pipe during June 1992 No siff & sediment will be dredged from river in 
front -of intako structure, 

FIELDS, JS Pennsylvania Power & Light Co 92/05/12 COUNSIL.EE Pennsylvania, 
Commonwealth of Ip 61717 357 617i7 35? 

9205180270 Responds to 020313 safety evaluation o1 station blackout, consisting of 
steps io resolve control room instrument cabinet temp concern Temp differences bo 
tween inside & outside of cabinets expected to be less than 10 F 
KEISER.HW Pennsylvania Power & Light Co 92/05/13 MILLeR,CL Projeci Direc- 
torate I 2 2pp 61718 323 61718 324 

9205260114 Notification of 920520 meeting w/utit in Rockville, MD to discuss adequacy 
of weld overlay repair performed on Unit 1 feedwater piping. 

RALGIGH.JJ Project Directorate 12 92/05/20 MURLEY.T, MIRAGUA,F, 

HUSSELL.W. NRC - No Oataifod AffifiaKon Given 5pp 61765 166 61765 190 

9205290276 Requests extension to 920612 for response lo NRC 920415 Itr concerning 
activities of contraot omployeo Extension requested due to difficulty obtaining employ- 
men* records 

KEISER.HW PennsyJvania Power & Light Co 92/05/20 MARTIN, TT Region 1 (Post 
829S01) ip (fm7‘3seem7 35e 


Q Inspection reports, IE Bulletins & correspondence 


R. Periodic operating reports & related correspondence 


920S070060 Forwards “1991 Annual Environ Operating Rent (Non radiological)*’ & ‘‘Ra 
diological Environ Monitoring Program 1991 Annual Ropt 

KEISER.HW Pennsylvania power & Lighl Co 92/04/30 MARTIN.TT Reoion I (Post 
820201) Ipp 61663 054-61663 284 

-9205070063 “1991 Annual Environ Operating Rept (Non radiological) '* 

* Pennsylvania Power & Light Co 91/12/31 33pp 61663.055 61663 096 

-9205070067 “Radiological Environ Monitoring Program 1991 Annual Repf* 

* Pennsylvania Power & Light Co 91/12/31 104pp 61663 097 61663 284 

9205190010 Mor^lhly operating repts for Apr 1992 for Susquehanna Steam Electric 
Station W/92061 3 Itr 

FULLER.L L , KEISER.H W Pennsylvania Power & Light Co 92/04/30 9dd 
61743 317 61743 325 


S Reportable occurrences, LERs & related correspondence 


0205040295 NPDES noncompliance notification on 920322,Unii 1 cooling tower basin 
drain water discharged to unmonltorod dischame point On 920321 , water discha/gea 
from manhole on cooling tower blowdown lino Sys operating procedure to bo revEsed 
DOERING J Philadelphia Electric Co 92/04/23 BAUER.R Pennsylvania, Common- 
wealth of 3pp 61594 312 61594 314 

9205130076 Followup NPDES noncompllance notification re fire pump test discharoGs 
to storm drain duo to damaged lest lino valve Confirms that repair of fire p/olec«on 
lino valve completed & discharges returned to circulating water sys 
FIELDS.JS Pennsylvania Power & Light Co 92/05/04 WlLKtS.JJ Pennsylvania 
Commonwealth of. Ip 61678 325 61678 325 

9205270003 LER 92-002-00 on 920422, HPC1 sys declared inoperable after turbine over 
speed tappet assembly failed to automatically resot Caused by swelling of polyuro 
thane tappet head due to elevated temps Modified assembly inaiallod W/020522 Ui 
RYDER,! S , STANLEY, H Q Pennsylvania Power & Light Co 92/05/22 6dd 
61088 054-61808 058. 


9205040037 Forwards fnsp repts 50 387/92*11 & 50 388/92-1 1 on 920309 13 No viola- 
tions observed 

ANDERSON,C Region 1 (Post 820201) 92/04/22 KEISER.HW Pennsylvania Power 
& Light Co 2pp 81512 Of f-Sf 512020 

-9265040043 Insp repts 50 387/92-11 & 50-386/92-11 on 920309*13 No violations 
noted Major areas inspected assessment of welding program at units 1 6 2 & inserv- 
Ice In sp program at unit 1, 

MCeREARfY,R, KAPLAN.HJ. GRAY, EH Region 1 (Post 820201) 02/04/21 Opp 

61512 013-61512 020 

9205040048 Discusses radiological controls insp repts 50 3B7/02-12 & 50-388/92-12 
on 920323 2 / & fonvards notice of violation Radiological control program woll defined 
w/strong procedural base 

JOYNEaj H Region 1 (Post 820201) 02/04/22 KEISER.H W Pennsylvania Power 
& Light Co 4pp 81513 001 61513 014 

-92060400S7 Notice of violation from insp on 020323 2? Violation noted 20 workers 
Inside of unit 1 drywell not aware of radiatiorr levels In work area 
* Region 1 (Post 620201) 92/04/22 Ip 61513 005 61613 005 

-9205040064 Insp repts 50 387/9212 & 60 308/92-12 on 020323 27 Violation 
noted Major areas In spaded previously identified Items, implomenlallon of various radi- 
ation controls programs during performance outage work 

NOGGLE.J, PASCIAK.W Region 1 (Post 820201) 92/04/21 9pp 61613.006- 

61513 OU 


DOCKET 60-389 ST. LUCIE PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205050047 Advises that rovlow of Rev 21 Indicates that changes appear lo decroaao 
offeclivoness of emergency ptan or Inconsistent w/guidance of NUREG 0654, App l & 
that future submitted revs should bo fully annotated within guidance of NUREG 0654 
CLINE, WE Region 2 (Post 020201) 92/04/03 GOLDBERG, JH Florida Power a 
LIgllt Co. Opp 61539 OBB-61539 093 

9206120070 Forwards Insp ropls 50 336/02-05 & 50 380/02-05 on 020225-0323 & 
nolfce of vfolaffons 

SINKULE.M V. Region 2 (Post 820201) 02/04/22 GOLDBERG, J H Florida Power & 
Light Co 3pp 01637 220 61637 247 

-02051200B3 Insp repts 60 335/92 05 & 50-389/92-05 on 920226 0323. Viofaliona 
noted Major areas inspected ptonf oparafions, mainf.survoifianoe.fire proto ction 
roviow, review of nonrouiino events & followup of regional office requests 
ELROD.QA, LESSER.M , SCHIN.R.P Region 2 (Post 820201) 92/04/16 23rd 

01607.225-61637 347 / r K 

9206060007 Rov 22 to radiological emergency plan for St Lucie Plant. W/920450 lir, 
SAGER, D, A Florida Power & Light Co 02/04/30 29pp 61 630' 298 81630 326 


9205010009 NRC Info Notice 02-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor." 

ROSSI, C E Division of Operalional Events Assessment (Post B7041 1) 02/05/06 
Consolidated Edison Co. of New York, Inc 6pp 61087.349 61667 354 

9205010045 NRC Info Notice 92-036, "Inlersystem LOCA Oulsldo ConloJnmont " 
ROSSLOE, Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of New York, Inc, 9pp 61718 001 61718 009 

9205040265 SuppI 1 to NRC Info Notice 02-016. "Loss of Flow from Residual Hoal Re- 
moval Pump During Refueling Cavity Dralndown " 

ROSSI, CE Drvislon of Oporationa! Events Assessmoni (Post 870411) 92/05/07 
Consolidated Edlaon Co. of New York, Inc 4pp 61710 010-61718.013. 


9206180007 Forwards plant attribulo 6 data point librarloa (or facilities to support NRC 
installation onto ERDS computer 

SAGER, D.A Florida Power & Light Co 02/05/04 Documont Control Branch (Docu- 
ment Control Desk), 122pp 61730 001 61730 123 ' 

9205130079 Forwards insp repts 50-335/92-08 & 50 309/02 00 on 920406-1 0.No vtoln* 
lions nolod 

COLLINS, D M Region 2 (Post 820201) 92/05/07. QOLDBERG.J H. Florida Power & 
LiflhI Co 3pp. 61651 ’148-61651 149, 

*^92061 30090 Partially withhold Insp ropls 60-335/92 08 & 60-389/92 08 on 920406 >10 
(ref 10CFR73,21).Ma|or areas inspected physical security program for power loaclofe 
irtdudfrw rngl supporf, socunfy program plans & audrts 

STANSQERHY,W.W. Region 2 (Post 820201) 92/06/07. 1p 01651.149 61651.149. 


9205150160 Forwarda insp repts 60 387/92-13 & 60-380/92-13 on 920316 27.No viola- 
tlona noted. Positive actions to improve offeclivoness of main! pronrain observed 
B6TTENHAUSEN.L Region 1 (P^osl 820201) 92/05/07. KEISER.HW Pennsylvania 
Power & Ughl Co. 3pp 61677 082-61677 098 


-9205150151 Insp repts 50 387/92-13 & 50 388/92-13 on 920316 27, No viofations 
Inspected followup on corrocliva actions taken In response lo Insps 
B0-3B7/90-81 & 50-388/90 81 

CAPHTON.D., BLUMSERG.N J. Region 1 (Post 820201). 92/05/06 14pp. 61677 005- 
61677 098 


9205180262 Forwards ulil endorsemanl of NUMARC & BWR Owners Group comments 
on Suppf 1 to NRC Bulletin 90 001, "Loss of Fiil Oil In Transmlltora Mfg by Rose- 
mount*' W/o end 

KEISER.H.W Pennsylvania Power & Light Co 92/05/12. NRC - No Doloiied Affiliation 
Given, ip 61717 3M61717'360 


92051|0264 Responds to NRC 920222 Itr re violations noted in Insp Repts 60-307/90- 
81 A 60-388/90-61 Corrective actions AD QA-1 01, "Procedure Program" roy^sed to 
procedure format & content & Industry experience 
^SER,H.VV PennsyNanfa Power $ Light Co 02/06/16. Document Control Branch 
(Documerit Control Desk) 6pp 61710.26l-61718‘265 


9205290126 Forwards Rov 34 to physical security plan Rev withheld (ref 10CFn73 2l 8 , 
2,790(aK3Jl 

SAGER, DA Florida Power & Ughl Co. 92/05/18. Documont Control Brandi (Docu 
ment Control Desk) Ip 61822 356 61622.366 


H, General correspondence 


8206260163 Advises that KN Harris no longer omployod by uiif.as of 920430 Name 
should be removed from all distribution lists. 


GnAZIO.ae. RorWa Power & light Co. 02/05/ is Documenf Control Branch fOocu 
rnont Control Desk). Ip, 61612,232 61Q12'232, 


P. Oporatlng license stage documents A correspondence 


8206040247 Forwards (Itnoss for duty program contacts listed on program performance 
repts. 

KOUP.e. Reactor Safeguards Branch 92/04/20. MCKNIGHT, J Information i 
Records Management Branch (Post 090827), 4pp 61663’320 61603*320 . 
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92051301 3 1 Forwards notice of consideration of issuance of amend to liconse NPF 16 
& proposBCf NSHC determination & opportunity for hearing re reduction m safety injec* 
tion lank mminnum pressure from 570 psi to 500 psi 

NORRIS.JA ProiGCI Directorate tl-2 92/04/29 GOLDBERG, J H Florida Power & 
Light Co 2pp 61664 351-61664 361 

''920513013B Notice of constderatton of issuance of amend to license NPF-16 & pro- 
posed NSHC determination & opportunity for hearing Amend would reduce safety tank 
min pressure from 570 psig to 500 pstq 

RAGHAVAN.L Pfolect Directorate 11-2 92/04/29 8pp 61664 353 61664 361 

9205200037 Notification of 920623 24 workshop in flockville.MD re current licensing 
basis. 

BERKOW.H N Project Directorate II 2 92/05/04 GOLDBERG, J H Florida Power & 
Light Co 3pp 61724 3S6-61 724 358 

92051 B0095 Fonwards NPDES permit renewal application which was sent to EPA on 
920427 

SAGER, D A Florida Power & Light Co 92/05/07 Document Control Branch (Docu- 
ment Control Desk) 76pp 61727 255 61727 330 

9205190049 Forwards St Lucie Unit 2 plant specific evaluation for Generic Issue 94 add I 
LTOP protection as suppl to 901220 response to GL 90 06 re Generic Issues 70 & 94 
concerning PORV & block valve reliability & addi LTOP tor LWRs 
SAGER, DA Florida Power & Light Co 98/05/11 Document Control Branch (Docu- 
ment Control Desk) 3pp 61740 338-61740 340 

9 20 52 70036 Forwards response to NRC 920213 tetcon request for addI info re Topical 
Rapt NTH-TR-01. "RETRAN Model Qualification ’* 

BOHLKE.W H Florida Power & Light Co 02/05/19 Documenl Control Branch (Docu- 
ment Control Desk) 21 pp 61626 329 61B26 349 

92052S0241 Forwards temporary request for relief from alternative testing (disassembly/ 
insp) of HPSI pump mmi-fiow chock valve V-3103 Approval needed to support Mode 4 
operation currently scheduled for 920613 

SAGER, D A Florida Power & Light Co 92/05/27 Document Control Branch (Docu- 
ment Control Desk) 4pp 61664 258 61804 261 


Q, inspection reportSi IE Bulletins & correspondence 

9205050112 Ack receipt of 920319 Itr informing NRC of steps taken to correct violations 
noted in insp repts 50-335/91-27 & 50 389/91-27 on 920225 
LANDIS, KD Region 2 (Post 620201) 92/03/31 GOLOBERGJ H Florida Power & 
Light Go 2pp 61639 292-61539 293 

9205120070 Forwards insp repts 50 335/92-05 & 60*380/92 05 on 980225 0323 & 
notice of violations 

SINKULE.M V Region 2 (Post 820201) 92/04/22 GOLDBERG.J H Florida Power & 
Light Co Opp 61637 220 61637 247 

-9205120078 Notice of violation from insp on 920225-0323 Violation noted licensee 
failed to lest intake cooling water temp control valves once every three months since 
900102 & specific written relief had not been granted by Commission 
" Region 2 (Post 020201) 92/04/22 2pp 61637 223-61637 224 

-9205120083 Insp repts 50-335/92-05 & 60 389/92-05 on 020225 0323 Violations 
noted Major areas inspected plant operations, maint,surveillance,firo protection 
review, review of nonroutme events & followup of regional office requests 
ELROD.SA, SCOTT.MA, BUTCHER,RC Region 2 (Post 820201) 92/04/16 23pp 
61637 225 61637 247 

9205190142 Ack receipt of 920413 & 2D lira Informirxg NRC of steps taken to correct 
violations noted in insp repts 50-335/92-04 & 50-369/92-04 Responses meet require- 
ments of 10CFR2 201 

SINKULE.M V Region 2 (Post 820201) 92/05/01 GOLDBERG, JH Florida Power & 
Light Co 2pp 61707 334-61707 335. 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor “ 

ROSSl.CE Division of Operational Events Assessment (Post 670411) 02/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349-61667 354 

9205010045 NRC Info Notice 92-036, "Intersystom LOCA Outside Containment " 
R05SLC E Division of Operational Events Assessment (Post 870411). 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61718 909 

9205040266 Suppl 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Hoat Re- 
moval Pump During Refueling Cavity Draindown *’ 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07. 
Consolidated Edison Co of New York, Inc 4pp 61718 010 61718 013 

9205130079 Forwards insp repts 50-335/92-08 & 50-389/92-08 on 920406-10 No viola- 
tions noted 

COLLINS.O.M Region 2 (Post 820201) 92/06/07 GOLDBERG, J H. Florida Power & 
Lighi Co, 3pp 61651 146-61651 149 

-9205130090 Partially withheld insp repts 50-335/92-08 & 50-389/02-OB on 920406-10 
(ref 1 0CFR73 21) Major areas inspected physical security program for power reactors 
including mgt support, security program plans & audits 

STANSBERRY.WW, MCGUIRE.D R Region 2 (Post 820201) 92/05/07 Ip 
61651 149 61651-149 

9205220150 Provides response to violations noted in Insp Repts 50-335/92-05 & 50- 
389/92-05 Corrective actions pump & valve program changed to failsafe stroke valves 
quarterly & 1ST program reviewed by 1ST engineer & site OA 
GOLDBERG, J.H Rorida Power & Light Co 92/05/18 Document Control Brar^ch 
(Document Control Desk), 3pp. 61778 302-61778 304 

9205280241 Forwards temporary request for relief from alternative testing (disassembly/ 
insp) of HPSI pump mini flow check valve V-3103 Approval needed to support Mode 4 
operation currently scheduled for 920613, 

SAGER, D.A Florida Power & Light Co 92/05/27 Document Control Branch (Docu- 
mant Control Desk) 4pp 618B4 258-61864,261 


R Periodic operating reports & related correspondence 


9205190078 Monthly operating repts for Apr, 1992 for St Lucie, Units 1 & 2 W/920512 Itr 
BHEEN,JJ, SAGER.DA Florida Power & Light Co 98/04/30 9pp 61731 273 
61731 261 


S. Reportable occurrences, LERe & related correspondence 

9205010133 In House Event Repl 92-023 on 929 421, turbine generator failed to trip 
during manual reactor trip Root cause analysis still in progress Solenoid valves ra 
moved & sent to mdopondent lab for analysis 

SAGER.DA Florida Power & Light Co 92/04/24 Documenl Control Branch (Docu- 
mont Control Desk) 5pp 61547 352 61547 356 

92 05050 2 92 Part 21 repl ra crack like indlcationa found in Monel 400 socket weld tee 
fillings supplied by Tioga Pipe & Supply Co Fabrication suspended & metallurgical 
ayams conducted Uti) procurament process modifiod 

BOHLKE.W H Florida Power & Light Co 92/04/2B Documenl Control Branch (Docu 
menl Control Desk) 4pp 6 1 589 303-61 589 306 

9205180236 Special repl on 92042 1 .turbino generator (ailed to trip following manual re- 
actor trip Caused by failures in rodundanl &. eToctrically Independent turoina tripping 
schemas l&C disassembled & (rip block msp acted 

SAGER.DA Florida Power & Light Co. 92/05/14 Document Control Branch (Docu- 
ment Control Desk) 12pp 61719 252-61719 263 

9265260166 LER 92-001 -00 Oh 920421, reactor manually tripped when difiicuUies en 
countered in mamtaing neutron flux axial shape index limits Caused by inadequacy in 
index mgt guidelines Procedures & design changed W/920620 Ur 
YOUNG.RJ, SAGER.DA Florida Power & Light Co 02/05/20 5pp 61814 155- 
61814 169 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT. UNIT 1 


A. Application/con structlon stage documents correspondence 


9205010106 Provides followup of issues from 920324 mgt meeling re Individual plant 
exam, corrective action program on QA record s.mtegrated design insp & environ quail 
ficalion 

VARGA, S A Division of Reactor Prolocls - l/ll (Post 870411) 92/04/17 
MEOFORD.MO Tennessee Valley Authority. 5pp 61516 234 61516 238 

9205040247 Forwards fitness for duty program contacts listod on program performance 
repts 

KOUP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp 61563 326-61563 329 

9205060106 Forwards SSER re corroctive action program for cable issues, methodology 
for ofectneaf cabto hot pipe separation 

TAM.PS Project Directorate II 4 (formerly TVA Projoct Diroclorale) (Post 900603) 
92/04/24 MEDFORD.MO Tennessee Valley Authority 2pp 61681 198 815B1'203 

-9205060112 Safety evaluation re corrective action plan for cable issuos.methodology 
tor electrical cable hot pipe separation 

* Office of Nuclear Reaclor Regufalion, Oiroclor (Post 870411) 92/04/24 4pp 
61561 201-61581 203 


9205220067 Discusses ompfoyoe concern special program Matrix & acfdl concerns end 
EBNETER.S.D Region 2 (Post 820201) 9a/04m MEDFORD.MO Tennessee 
Valloy Authority 15pp 61735 299 61735 313 

9205050252 Responds to NRC 920331 telco n request for addi info re shear testing ol 
shallow undercut anchors 

GARRITY.JH Tennessee Vallay Authority 92/04/30 Documenl Control Branch 
(Document Conlrol Desk) 7pp 61SB9 339 61 589 345 

9205060120 Forwards "Project Plan for Program Assurance of Completion & Assurance 
of Quality (or Vi/alls Bar Nuclear Power Plant Results of prototype review indicalod 
that transfer of ERCW sys in 1990 to operations was premalure 
GARRITY,J H. Tonne 5SO0 Valley Authority 92/04/30 Document Control Branch 
(Documenl Control Desk) 5pp 61616 053-61616 085 

-9205060123 “Project Plan lor Program for Assurance of Complolion & Assurance ol 
Quality for Walls Bar Nuclear Power Plant " 

CLONINGER.T H , PEHL.TL, CAPOZZI.A P CYGNA Energy Services 92/64/10 
Sapp Ol6l6058 8feieOS5. 

9206080009 Forwards response to NRC roqu03t for addi Info on controlling safety relal 
ed portion of fire protection sys for mlcrabiclo{].lc ally- Induced corrosion 
QARRITY.J H Tennessee Valley Aulhorily 02/05/0 1 Documenl Conlrol Branch 
(Documant Control Desk) Bpp 61649 327-61649 334. 

92051 40226 Forwards request for addi info re environ qualillcalion program at 
fac)(ity,per 920324 mgt meeting 

TAM.PS Project Directorate 1 1-4 (formerly TVA Project Direclorato) (Post 900803) 
02/05/01 MEDFOnD,M.O Tennessee Valley Authority 19pp 61674 284 61674 302. 

9205200051 Concludes 11/12 classification be confirmed using RQ 1 165 & NUREQ- 
1032.evaiualion of stallort blackout accidents at nucloar power plants In tables A 2 & 
A3 

TAMpP.S Project Direclorate 11-4 (formerly TVA Project Directorate) (Post 900603) 
92/05/04 MEDFOnD.M.O Tennessoa Valloy Authority 4pp 61741,356 61741 359 

9205080071 Summary of 920429 mealing w/TVA at Walts Bar site re status, needed 
actions, priorities & schedules of various licensing Issues 

TAM.PS Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603) 
92/05/06, Project Directorate IM (formerly TVA Proiecl Directorate) (Post 900603) 
15pp 61607:111-61607 125 
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’05220249 Notili-cation of 920520 mooling w/ufil lo discuss status, needed actions & 
priorities of vanous licensing Issues, mcfudina but not limited to outstanding 
Is sues, confirmatory is sues, proposed license conditions & corrective actions 
TAM.P S Project Diroctorate 11*4 {formerly TVA Project Directorate) (Post 900603) 
92/05/11 HEBDON.KJ Project Diroctorale ll'4 {formerly TVA Project Directorate) 
(Post 900603) 2pp 61757 328-61757 330 

105270005 Forwards Rev 5 to “Watts Gar Nuclear Plant QA Records Corrective Action 
Program Plan '* Rev asta Wishes sampling & statistical analysis methodology based on 
cfassicaf statistics w/95/5 acceptance criteria 

MUSELER.W J Tennessoe Valley Authority, 92/06/15 Document Control Branch 
(Oocumonl Control Desk) 2pp 61030 100-01 Q30 168. 

9205279007 Rov 5 to 'Watts Bar Nuclear Plant QA Records CorrecUvo Action Pro- 
o^am Plan ” 

’^Tonnassee Valley Authority 92/05/14, 61pp 61030 102-61830 188 


. Securliy, modlcai, emergency & fire jrrotecHon plana 

205000009 Forwards response to NRC request (or add I info on controlling safety relat- 
ed portion of fire protection sys for microbiolcgically Induced corrosion 
QARniTV,JH Tennessee Valley Authority 92/06/01 Documonl Control Branch 
(Document Control Desk) epp 61649 327-61649 334 

205140157 Clarities info m 920407 Ur re ERDS data transmission proposal, discussed In 
NRG 920326 ItrRav/ data,worklng Info & conjectural scenarios should be shared at 
technical working level on as received basis 

MOBLEY,MH Tennessee, State of 02/05/05 HEDDON,FJ Division of Reactor 
Projects • I/ll (Post 070411) 4pp 61706.170 61700,173 


i. General correspondence 

1205210011 Advises that silo vice presidents at Bellelonto & Watts Bar exchangod 
positions, offoctwo 910504 J Garnty now vice president at Bellofonto & B Museter now 
Vico presidont at Watts Bar Distribution lists should bo changed as listed 
BURzyNSKI.M J Tennessee Valley Authority. 02/05/15 Document Control Branch 
(Document Control Desk) 2pp 61777 157 01777 158 


( Utlllly Final Safely Analysis Report (FSAR) a amends 

1205110008 Forwards Amend 70 lo FSAR (or Walts Bar Nuclear Plant Unite 1 & 2 W/o 
onct 

MUSELER.WJ Tennessee Valley Authority 92/05/06 Document Control Branch 
(Document Control Desk) 3pp 61650 286 61650 290 

3205110000 Amendmont 70 to FSAR (or Watts Bar Nuclear Plant W/920506 Itr 
MUSELER.WJ Tennessee Valley Authority 02/05/06 lOOpp 61647 210 61647 310, 


Q, Inspection raponsj IE Bullellns & coirospondonco 

9205120202 Forwards insp repls 50 300/02-07 & 50-391/02-07 on 920316.16 No viola- 
tions or doviailons noted. 

COLL INS, DM Region 2 (Post 820201) 92/04/06 UEOrORD.MO Tonnossoo Valley 
Aufh wily, 4pp 61 C36 003-6163609) 

•9205120210 Insp ropls 60 390/92 07 & 50-391/92-07 on 020316 16 No vlofailona 
noted, Major areas Inspected licensees Illness for duty (FFD) program required by 
10CFR26 

MASNYK.OM,, MCGUIRE.OR. Ronlon 2 (Post 820201) 92/03/30 5pp 01636 087- 
61630 091. 

9205120134 Foiwarda Insp ropts 50 390/92-05 & 50 301/02 05 on 020221-0319 & 
not ICQ of violation 

REY6S.LA Region 2 (Post 020201 ) 02/04/17 MEDFORD.MO Tonnossoo Volley 
Authority 6pp 61635 326 61635 301 

-0205120137 Notice of violation fromi insp on 920221-0310, Violation noted.chaln hoists 
altachod to plant hanger 47A4S0 21 303 & usod for mod work which rosultod In hang- 
ers being 5ub[ lo indetormlnato load conditions 
* Region 2 (Posl 820201), 92/04/17 2pp 01635333 61635‘334. 

--9205120140 Insp repls 50-390/92-05 & 50 391/02-05 on 020221-0319 Violations 
notad, Major areas Inspected resumption of const activities, cable installation & work 
control closure packanos, 

WALTON.QA, BARR.KP Region 2 (Post 820201). 92/04/17 27pp 61635-335- 
61635-361 

9206050313 Responds to viotatlons noted in Insp Repts 60-390/92 03 & 60-301/92- 
03 Corroclivo actions malls Improvement project Initiated lo resolve concerns re tnvon* 
t cry tin a tl & mall managers & other key poraonnel trained 

QARRITY,JH Tonnosseo Valley Authority. 92/04/20, Document Control Branch 
(Document Control Desk) 25pp. 61 588 338 61586 362 

9205010009 NRC fnfo Notice 92 035, "Highor Than Predicted Erosion/ Corrosion In 
Unisofablo Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSf.CE Division of Operational Events Assossment (Post 070411) 92/05/06, 
Consolidated Edison Co of Now York, Ino 6pp, 61697:349 61667:354. 

9205010045 NRC Info Notice 02-036, "Intersyatom LOCA Outsido Oonteinmont ” 

ROSSI, CE Division Of Oporatlonal Events Assossmont (Poat 970411) 92/05/07. 
Consolidated Edison Co of New York, Inc, Qpp 61718-001 01718 009. 

9205040295 SuppI 1 to NRC Info Notlco 02 019, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown." 

ROSSI.CE, Division of Operational Events Assossmont (Post 070411), 02/05/07. 
Consolidated Edison Co of Now York, Ino. 4pp 91718:010 61718:013 

9205190036 Forwards Westlnghouse authorization Ur A accompanying affidavit & copy- 
right notice for WGAP-1277 re structural ovalualion of pres&u riser surgo 
llnes.consldering effects of thermal stratification, per NRC Bullelin 88-011, 
MUSELER.WJ. TonnassoQ Valley Authority, 92/05/07 Documonl Control Brunch 
(DocumontConIrol Desk) 2pp, 01/30-239 61 739-249. 


“92051 900 38 Requesls withholding of WCAP.12777, “Structural Evaluation of Se 
quoyah & Watts Bar Units 1 & 2 Pressunzor Surge Lines. Considering Effects ol Ther 
mal Stratification,'* (ref 10CFB2 790(b)(4)) 

LIPARULO.N J Westinghouse Eleclrlc Corp 92/04/21 MURLEY.T Documonl Con- 
trol Branch (Document Control Desk) 9pp 61739 241-61739 249 

92Q5280021 Responds to 920414 concern that in various lIrs.SE or SER, NRR may 
have made commllmants for Region II lo Inspect Implementalion of certain Issues 
TAM,PS Project Directorate 11-4 (formerly TVA Project Directorate) (Post 0DO6O3) 
92/05/13 BARR.KP Region 2 (Post 820201) 3pp 61797 162-61797 154 

9205290255 Responds to NRC 920417 Itr re violations noted in insp rept 50-390/92-05 
& 50-391/92 05 Corrective actions site procedure SSp-7 56 Issued & affected mods 
engineering & Croft personnel being retrained 

MUSELERAVJ Tennessee Valley Authority 92/05/14 Document Control Branch 
(Documonl Control Desk) 5pp 61813 254-61813 258 


R, Periodic operating reports A related correspondence 


9205010276 "Annual Radiological Environ Monitoring Rept (or 1991 " W/ 920428 Ur 
QARBITY.JH Tennosseo Valley Authority 91/12/31 12app 61552 046-61552173 


$. Reportable occurrencoSj LERs & related correspondence 


9206010164 Interim deficiency rept re Inadequacies in MOV diagnostic equipment sup- 
plied by ITI Movats Corp Initially reported on 920403 Util continuing to evaluate delj 
cloncy & expects to issue final rept by 920630 

GARRITYJH Tennessee Valley Aulhonty WBRD-50-390/g2-06 92/04/28 Docu 
ment Control Branch (Document Control Desk) 5pp 61649 320 61549 324 

9206080019 Final deficiency rept re adverse trend of foreign mati in plank ays Initially 
reported on 910215 Procedure development & silo wide training Implemented to 
strengthen procedural program for control of foreign malls 

GABRITYJH Tennessee Valley Authority WBRD 50-390/91-03 92/04/30 Docu- 
monl Control Branch (Document Control Desk) 4pp 01 61 3-354-61 613-357 

9206270327 Final deficiency rept re dead weight In 480-vott stiuldown Iransformora 
bushing conductors Initially reported on 010521 Seismic restraints will ba Installed to 
cornponsate for loads experienced by bushings 

MUSELER.WJ, Tennessee Valley Aulhonty 92/05/21 Document Control Branch 
(Document Control Desk) 4pp 61830-093 61830 096 


DOCKET 50-391 WATTS BAR NUCLEAR PUNT, UNIT 2 


A Applloatlon/constructlon stage documents & correspondence 


9206010108 Provides followup of Issues from 920324 mat mooting re Individual plant 
exam.corroctlve action program on QA records, Integroted design insp & environ quail 
(ication 

VARGA, S A Division of Reactor Projects - I/ll (Post 870411) 92/04/17 

MEDFORD.MO Tennessee Valley Authority Bpp 61516 234-61516-238 

9205040247 Forwards fitness for duty program conlacis listed on program performance 
ropts 

KOUP.E Reactor Safeguards Branch 92/04/20. MCKNIGHTJ Information & 
Records Management Branch (Post 890827), 4pp 61 563 326 61 563 329 

9206220067 Discusses employee concern special program Matrix & addi concerns end 
CBNETER.SD Region 2 (Post 820201) 92/04/24 MEDFORD.MO. Tennessee 
Valley Aulhonty 16pp 61735 290 61735 313 

9205050262 Responds to NRC 920331 telcon request for addI info re shear testing ol 
shallow undercut anchors 

QARRITY.J.H, Tennossoo Valley Authority. 92/04/30 Document Control Branch 
(Docornent Confrof Desk) 7pp. 6f5G9 330 61589-345 

0205060120 Forwards "Projocl Plan for Program Assurance ol Complollon & Assuranco 
of Quality for Walts Bar Nuclear Power Plant " Results of prototype reviovv Indicaled 
that transfer of ERCW sya In 1990 to operations was premaiuro 
GARRITY.J H Tennessee Valley Aulhonty. 92/04/30 Document Control Branch 
(Documonl Control Desk) Bpp 61616-053 61616-085, 

-9205060123 "Project Plan for Program for Assurance of Complollon A Assuranco of 
Quality for Watts Bar Nuclear Power Plant " 

CLONINGER.TH, PEHL.TL, CAPOZ2l,AP CYGNA Energy Services 02/04/10 
28pp 61616 058 61610,085 

9205080009 Forwards rosponso to NRG request for addi Info on controlling safety rolat- 
ed portion of fire protection ays for mlcroblologically'lnduced corrosion 
GARRITY,JH. Tennessee Valfoy Authority, 92/05/01. Document Control Branch 
fOocumonl Control Desk) Bpp 61849 327-61640 334 

9205140225 Forwards request for addi Info re environ qualification program a1 
facility, per 920324 mgt meeting 

TAM.P.S Project Dfrecloralo 11-4 (formerly TVA Project Directorate) (Post 000603) 
92/05/01. MEDFORD.M.O. Tennessee Valley Authorily lOpp 61674 264 61674-302. 

9205200051 Concludes 11/12 classification be confirmed using RG 1 165 & NUREG 
1032, evaluation of station blackout accidents at nuclear power plants In tables A2 & 
A3 

TAM.P.S Project Directorate (I 4 (formerly TVA Project Directorate) (Post 900603) 
02/05/04. MEDFORD.M.O, Tennesaeo Valley Authorily 4pp. 61741,356-61741,350 

9205080071 Summary of 920429 meeting w/TVA at Watts Bar site ro status, needed 
actions, priorities & schedules of various licensing Issues. 

TAM.P.S, Project Directorate 11-4 (formerly TVA Project Directorate) (Post 000603). 
92/05/06 Project Directorate II 4 (formerly TVA Project Directorate) (Post 900603) 
16pp 61607.1 11-61607-1 25. 
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9205220249 Notification of 920520 meeting w/util to discuss status, needed actions & 
priorities of various licensing issues. Including but not limited 1o outstanding 
issuDS.confirmatory msuos, proposed license conditions & correctivo actions 
TAM.P S Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603) 
92/05/11 HEBDON.FJ Project Directorato IM (formorty TVA Projecl Directorate) 
(Post 900603) 2pp 61757 328 61757 330 


F, 8l8curltyp medical, emergency & fire protection plena 

9205080009 Forwards response to NRG reauest (or arfdl info on controlling safety relat- 
ed portion of fire protection sys for microbiologicaliy induced corrosion 
GARRITY.J H Tennessee Valley Authority. 02/05/01 Document Control Branch 
{Docurment Control Desk) 8pp 61649 327 61649 334 

9205140167 Clarifies info in 920407 Itr re ERDS data transmission proposal. dllscu&seol In 
NRC 920320 Itr Raw data.workmQ info & conjoctura! scenarios should bo shared at 
technical working level on as received basis 

MOBLEY, M H fennessQG, State of 92/05/05 HEBDON.F J Division of Reactor 
ProjGCtS • I/ll (Post Q70411) 4pp 81700 170-61708 173 


H General correspondence 

9205210011 Advises that site vlce'prosidonts at Bellefonle & Watts Bar exchanged 
positlons.effective 910504 J Garnty now vice president at Bellefonle & 9 Musoler now 
Vico presidont at Watts Bar Distribution lists should be changed as listed 
BURZVNSKI.M J Tennessee Valley Authonty 92/05/15 Docurnenl Corilrol Branch 
(Document Control Desk) 2pp 61777 157-617/7 156 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9205110000 Forwards Amend 70 to FSAR for Watts Bar Nuclear Plant Units 1 & 2 W/o 
end 

MUSELER.WJ Tonnessee Valley Authority 92/05/06 Document Control Branch 
(Document Control Desk) 3pp 61650 280-61650 290 

92051 10080 Amendment 70 to FSAR for Watts Bar Nuclear Plant W/920508 Itr 
MUSELER.WJ Tennessee Valley Authority 02/05/06 lOOpp 61047 219 61647 310. 


O. Inspection reports. IE Bulletins & correspondence 

9205120202 Forwards msp repts 50-300/02*07 & 60-391/02 07 on 020316*10 No viola- 
tions or deviations notod 

COLLI NS, DM Region 2 (Post 020201) 92/04/06 MEDFORD, MO Tennesseo Valley 
Aulhorily 4pp 61636083 61636 091. 

«9205ia0210 (nsp repts 50-390/02-07 & 50 391/02 07 on 020316 18,No violation*^ 
noted Major areas Inspected licensees fitness for duty (FFD) program required by 
10CFR2C 

MASNYK.O M , MCQUIRE,D R Region 2 (PoM 820201) 02/03/30 6pp 61636 087- 
61636091 

920B120134 Forwards insp repts 50-390/02-05 & 50*391/02 05 or\ 920221 0319 & 
notice of violation 

REVes.LA Bogion 2 (Post 820201). 92/04/17 MEOFORO.MO Tennessee Valloy 
Authonly 5pp 61635 328*61635 361 

-9205120137 Notice of violation from insp on 920221 -03 lO.Violatlon noted chain hoists 
attached to plant hanger 47A450-21-303 & used for mod work which resulted In hang- 
ers being bud) to indoterminato load conditions 
* Region 2 (Post 620201) 92/04/17 2pp 61636 333 61635 334 

9205050313 Responds to violations notod In Insp Repts 50-390/92-03 & 60-301/02 
03 Corrective actions metis Improvomont project Inlllalod to resolve concerne re Inven- 
tory mat! & mat! managers & other key personnel Iralned. 

GARRITY.JH. Tennossoo Valley Authority 92/04/29 Document Control Branch 
(Document Control Desk) 26pp 61506 338-61586 362. 

9205010009 NRC Info Nolice 92-035, "Higher Than Prodictod Erosion/ Corrosion in 
Unlsolablo Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor ” 

ROSSI,CE Division of Oporationol Events Assessment (Post 670411), 02/05/06. 
Consolidated Edison Co of Now York, Inc. 6pp 61667,349 01667 354 

0205010048 NRC Info Notice 92 036, “Intorsystem LOGA Oulsido Containment 
ROSSI, CE. Division of Operational Evenio Assossment (Post 870411), G2/05/07- 
Consolldoled Edison Co of Now York, Inc Opp 61718'0O1'61718 009 

9206040265 SuppI 1 to NRC Info Nolico 92-016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Dralndown '* 

ROSSI, CE Division of Operational Events Assossment (Post 870411), 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61718.010-61710,013 

9205160035 Forwards Westinghouse authorization Ur & accompanying affidavit & copy- 
right notice for WCAP-1277 re alructural evaluation of pressurize r surge 
lino 3, con side ring ollects of Ihormal at ratification, per NRQ Bulletin 88-011 
MUSELER,WJ Tennossoo Valley Authority, 92/05/07. Document Control Branch 
(Document Control Desk) 2pp. 61730*239 61739*249 

-9205190038 Requests withholding of WCAP- 12777, "Structural Evaluation of Se- 
quoyah & Watts Bar Unite 1 & 2 Pressurizer Surge Lines, Considering Effects of Ther- 
mal Stratification,'* (ref iOCFR2 790(b)(4)) 

LIPARULO.NJ, Westinghouse Electric Corp, 92/04/21. MURtEY.T. Document Con- 
trol Branch (Document Control Desk) 9pp. 81739 241-61 /39‘240 

9205280021 Responds to 920414 concern that In various Itrs.SE er SER, NRR may 
have made commitments for Region II to Inspect Implemonlolfon of cartafn lesues 
TAW, PS Pfojecl Directorate 11-4 (formerly TVA Projoct Oirocloralo) (Post 900693) 
02/05/13 BARR.KP Region 2 (Post 820201) 3pp. 617G7<162-01707‘154. 

9205260255 Responds to NRC 920417 itr re violations noted In Insp rept 50 399/92-05 
& 69*391/92-05 Corrective actions site procedure SSP-7,66 Issued & affected raeds 
engineering & craft personnel being retrained. 

MUSELER^J. Tennessee Valley Authority 92/05/14. Document Control Branch 
(Document Control Desk). 6pp, 61813 254 61813*266 


R, Periodic operating reports it related correspondence 


9205010276 "Annual Radiological Environ Monitoring flept for 1991 " W/ 920428 Itr 
QARniTY.JH Tennessee Valley Authonty 91/12/31 I2app 61552 046-61552 173 


S. Reportable occurrences, LERs 8i related correspondence 


9205010164 Inlenm deficiency rept re inadequacies in MOV diagnostic equipment sup- 
plied by ITI Movals Corp Iniially reported on 920403 Util continuing to evaluate defi- 
ciency it expects to Issue final rept by 920630 

GARRITY.JH Tennessee Valley Authority WBRD-50.3B0/92 06 92/04/20 Docu- 
ment Control Branch (Document Control Desk) 5pp 61549,320-61549 324 

9205270327 Final deficiency rept ra dead weight in 480 volt shutdown transformers 
bushing conductors tniliaily reported on 910521 Seismic rastraints will be installed to 
condensate for leads experienced by bushings 

MUSELER.WJ Tennessee Valley Authonly 92/05/21 Docurnenl Conirol Branch 
(Document Conirol Desk) 4pp 61830093 61030 096 


DOCKET 50-396 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 1 


F Security, medical, emergency & fire protection plans 


9205050134 Forwards FEMA Itr did 920227 concerning sirens lor plant falling below 
90% operability requiromoni specified In FEMA guidance memo AN-1 & FEMA REP- 
10 . 

CLINE.WE Region 2 (Post 820201). 92/04/19 SKOLDS.JL South Carolina Electric 
& Gas Co 2pp 61540 001 61540 004 

-9-204030164 Advises that 1061 annual operability average for plant early warning siren 
sys fell below 00% operability requirement speciliod in FEMA guidance New Motorola 
siren control sys installed FEMA will continue to monitor new sys 
KWIATKOWSK1.0 Federal Emergency Management Agency 92/02/27 CONGE L.FJ 
Division of Radiation Proteclion & Emergency Proparodness (Post 670411) 2pp 
61540.003-61549 004 


6295080003 Forwards Amend 30 to physical security plan & summary of plan 
changes Ends withheld (ref 10CFR73 21) 

SKOLDS.J L South Carolina Electric & Gas Co 92/05/04 Document Control Branch 
(Document Contfol Desk) Ip 61662 235 61662 235 

6295160314 Rev 3 to Emergency Plan Proceduro EPP-024, "Conduct of Drills & Exor- 
cises " W/O20513 Ur. 

NETTLES.KW South Carolina Etoctric & Gas Co 92/05/13 37pp 61731 236- 
61731:272 


H General correspondence 


9206110071 Comment ondorslnn comments made by NUMARC re proposed rule MISC 
(92-1), "Conversion to Metric Sys" Concurs w/NRC position that staff will not allow 
licensees to convert sys of units where conversion might be dstrirnental to heaCth 
SKOLDS.JL South Carolina Electrio & Gas Co 92/^4/27. CHILK.SJ Offico of Iho 
Socfotary of the Commission Ip 61 609.1 00-61 609 108 

Q2051 80046 Comments supporting proposed rule ro conversion to metric sys 
SKOLDS.JL South Carolina Etoctric & Gas Co 02/04/27. CHILK.SJ Docketing & 
Services Branch ip 61660 224 61600*224. 


K- Utility Final Safety Analysis Report (FSAR) & amends 


0205110167 Amend 92-06 to VC Summer Nuclear Station FSAR W/920S06 Hr 
SKOLDS.J.L South Carolina Etoctric & Gas Co 92/05/06 75pp. 61665.088* 
61665.154 

0295260084 Amend 02 06 to VC Summer Nuclear Station FSAR.W/020515 Ur. 
SKOLDS.JL South Carolina Elodrlc & Gas Co 92/05/ IS 29pp 61879 084- 
61870 094. 


P. Operating license slags documertts & correspondence 


9295040247 Forwards fitness for duty program conlacts listed on program performance 
repts 

KOUP,E. Reactor Safoguards Branch 92/04/20 MCKNIGHT, J Information &. 
Records Management Branch (Post 009827) 4pp 61663 326-61663 329 

0206109279 Requests that ticensoe provide Info for specilic panel discussion topics & 
names of members of staff who will attend & parti cipato as panel members for 
920623 24 current licensing basis workshop 

ADENSAM,EG. Project Diroctorate H-1 02/O5/d5 SKOLDS.JL South Carolina Elec- 
tric & Gas Co. 3pp 61718 270 617116 231 

9205290047 Discusses 920309 request for approval to incinerate oil contaminalod w/ 
very low levels of licensed radioactive mails 

WUNDER.GF Project Directorate IM, 02/05/19 SKOLDS.JL South Caro Im a Elec- 
tric & Qaa Co. 3pp 61797 333 61707:335 


Q, Inspection reports, IE Bulletins & correspondence 


9205D5D143 Forwards insp rept 50-395/92 06 on 020309-1 0.No violations or deviations 
noted. 

CLINE.WE Region 2 (Post 620201). 92/04/00 SKOLDS.J.L South Carolina Electric 
a Qaa Co 2pp, 61540 031-61540 940 
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'^9205050146 Insp rept 50 396/92 06 an 920309-13 No violahons noled Major aroas 
inspected occupational radiation salet/, including ox am of audits & appraisals, training 
& qualifications & external & internal exposure control 

PHARR.E D , POTTER, J P Region 2 (Post 820201) 92/04/08 16pp 61540 033- 
61540 049 

9205120246 Forwards insp rept 50 395/92-05 on 020301-31 No violations or daviattons 
noted 

VERREtLI.DM Rogion 2 (Post 820201). 92/04/15 SKOLDS.J L Soulh Carolina 
Electric & Gas Co 2pp 61636 347 61636 359 

»9205 120253 Insp rept 50-395/92-05 on 920301-31 No violations or deviations 
noted Major areas Inspected month V surveillance & maint observations .operational 
safety verification & followup review on previous insp i terns 

HAAG.RC. KELLER, LA, CANTnELL.FS Region 2 (Post 820201) 92/04/15 11pp 
61636 349'61636 359 

92052601 SB Forwards Insp Rept 50-395/92-07 on 920309-13 No violations or devi- 
ations noted 

PEEBLES,! A. Rogion 2 (Post 820201) 92/04/15 SKOLDS.JL South Carolina Elec- 
tric & Gas Co 3pp 61813 194-61813 202 

-92052601 60 Insp Ropt 50-395/92-07 on 020309-13 No violBlions or deviations 
noted Major areas inspected post -refueling startup tests for Cycle 7 & subsequent 
monitoring of core & fuel performance 

BURNETT.PT, CRLENJAK.R V Region 2 (Post G20201) 92/04/13 6pp 61813 197- 
61813 202 

9205010009 NRC Info Notice 92 035, '‘Higher Than Predicted Erosion/ Corrosion in 
Unisofablo Ro actor Coolant Pressure Boundary Piping Inside Conlainmenl at Boiling 
Water Reactor " 

ROSSI, CE Division of Operational Events Assesamonl (Post B70411) 92/06/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667*354 

9206010045 NRC Info Notice 92-036, "Intersystem LOCA Outside Containment” 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Cons-olldaled Edison Co of New York, Inc 9pp 6171 6001-61 718 009 

620504026S SuppI 1 to NRC Info Notice 92 016, “Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

flOSSLCE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010 61710 013 


R. Periodic operating reports a related correspondence 

9205080117 Wonihly operating rept for April 1092 for VC Summer Nuclear Station Unit 
1.W/920504 Ur. 

HALTIW ANGER ,J , SKOLDS.J L South Carolina Electric & Gas Co 92/04/30 Spp 
61685 001-61665 005 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


f. Security, medlcalj emergency a fire protection plans 

9205120041 Requests licensee to submit info re annual emergency response drill within 
30 days 

CLINE.W E. Region 2 (Post Q20201) 92/04/23 MULDER, R U Virginia, Univ of. Char- 
lottesville, VA 4pp 61624 174-61624 177, 


P. Operating license etage documents & correspondence 

9205140005 Forwards 911121 memo detailing results of univ conlacts w/ roaclor staffs 
at ToMas A&M Univ & North Carolina State Univ re voni stack monitoring & bid re- 
quest issued by Unhrof Virginia to purchaso/inslall gaseous monitoring sya 
MULDER, R U Virginia, Uriiv of, Charlottesville, V A 91/12/02 BASSETT, C Region 2 
(Post &20201>. 4pp 61700 355 61700.368 


R. Periodic operating roporla & related correspondence 

9205130217 Forwards annual rapt of operations for Jan Dec 1991 .per TSs Socticn 
6 6 2 W/o oncL 

FARRAR.J P Virginia, Univ of. Charlottesville. VA 92/03/26. MENDONCA.M. Non- 
Power Reactors,Decommias!onlng & Environmental Pro). Dir (901216020516) 1p 
61700’afl6 61706 298 


DOCKET 50-397 WPPS8 NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency & fire protection plans 

9205110059 Forwards Insp rept 50-397/92-08 on 920323-27.No violations or devialions 
■noted Rept indicates that licensoo boh In d schedule In processing work packages 
through ALARA planning & work control groups, 

YUHAS.Q P Rogion 5 (Post 820201) 92/04/23 SORENSEN.G C Washington Public 
Power Supply System, 3pp 6l 609 201 61 609,21 8. 

-9206110098 Insp rapt 50-397/92-00 on 920323 27. No violations or doviatlons 
noted Major areas inspected* ALAR A planning, occupational exposure control .training 
health physics contractors & go nora I employoos training. 

CARSON.LC, YUHAS.Q P RogSon 6 (Post 620201) 92/04/23. 14pp. 61609 204- 
61609218, 

9205110193 Revised Plant Procedures Manual.Including Rov 9 to 13,10 3, Rev 6 to 
13 10 6,flGV 7 to 13 10.1t & 13.10.12, Rev 6 to 13 11.4 & 13.12.1,Rev 6 to 
13 11.8,13.12 18,1313.1.13 13 2 & Rev 11 to 1314.4. 

* Washinglon Public Power Supply System. 92/05/05. 160pp 61666.140 61666.306. 

9205190241 Advises that 911106 Rev 21 to physical security plan conslalent w/provi- 
sions of 10CFR50 54(p) & acceptable, Changes Inconsistent w/provisfons of 
IOC PR 73,56 end for clanflcatlon Rov 22 submittecTby 920409 Itr undor review. 
SCARANO.R.A. Region 6 (Post 820201) 92/05/09. SORENSEN, G.G Washington 
Public Power Supply System. 4pp. 61743.286 81743.269 


K. Utility Final Safety Analysis Report (FSAR) & amends 

9205200301 Amend 44 to WNP-2 FSAR W/920421 Itr 
SORENSEN.G C Washington Public Power Supply System 92/04/21 400pp 
61753 071-61754 175 


P. Operating license stage documents & correspondence 

9205040247 Forwards fUness for duty program contacts listed on program performance 
ropls 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT ,J Information & 
Records Management Branch (Post 890027) 4pp 61563 326 61563 329 

9205150210 Solicits interest in 920623 24 current licensing basis workshop In 
RockvlIle.MD 

DEAN.WM Project Diroctoraio V 92/05/04 SORENSEN.G C Washington Public 
Power Supply System 4pp 61702 354 61702 357 

920S270307 Informs of complotion of harsh environ setpoint calculations for equipment 
SGlpolnt methodology program plon.per Mar 1992 commitment Implamontation of 
equipment setpoint changes in process 

SORENSEN.G C Washington Public Power Supply System 92/05/07 MARTIN, J 0. 
Region 5 (Post 820201). Ip 61813 054-61813 054 

9205130185 Summary of 929416 meeting w/utll in Rockville, MD re licensee Megawatt 
improvement program List of attendees end 

DEAN.WM Project Directorate V 92/05/08 Project Directorate V 02pp 61684001- 
61664 082 

9205100065 Forwards App B, "8X8 Extended Burnup." of EMF-92-040 for review & ap- 
proval of mechanical oosign analysis to extend assembly exposure limits from 35 
QWD/MTU to 37 QWD/MTU 

SORENSEN,QC Woshington Public Power Supply System 02/05/11 Documenl 
Control Branch (Document Conirol Desk) 2pp 61739 284-61730 295 

-9205180068 App B. "0X8 Extended Burnup,'’ of EMF-02-040, "WNP-2 Cycle 8 Reload 
Arralysls " 

* Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp & Exxon 
Nude EMF-92-040 APP B 92/06/11 10pp. 61730 286 61739-295 

9205160148 Notification of 920526 mooting w/util In Rockville, MD to discuss installation 
of adjustable speed drives (ASDs) on reactor recirculation sya pump motors, 
DEAN.W.M Project Directorate V 92/05/11 QUAY.TR Project Dirociorate V 3pp 
61711 35B 61711 361 

9205190341 Forwards amend 103 to license NPF-21 & sofoty ovalualion Amend modi 
fies jet pump surveillance requirement contained in TS 3 4 1 3 
DEAN,W.M Project Dirociorate V 02/05/12 SORENSEN.G C Washington Public 
Power Supply System 3pp 61 722 004 61722 012 

-920S1 90347 Amend 103 to license NPF-21, modifying jot pump surveillance require- 
monl containod in TS 3 4 1 3 

QUAY.TR Project Directorate V 02/05/12 4pp 81722 007-61722 010 

'•9205190350 Safety evaluation supporting amend 103 to license NPF-21 

* Office of Nucloar Reactor Regulation, Director (Peat 870411) 98/05/12 2pp 
61722 011-61722 012 

920S200279 Forwards supplemental Ur re unsatisfactory HHS-certifiod lab 
performance Services of Laboratory of Pathology not used until Inconsistencies 
resolved New lab Is CompuGItem Laboratorios 

SORENSEN.QC Washington Public Power Supply System 92/05/13 Documont 
Conirol Branch (Document Control Desk) 2pp 61764 203 61754 294 

9206290041 Submits ropt on flaw In reactor recirculation piping, per Gonoric Ltr 88 01. In- 
dication in ISI wold 20RRC<6)-8 reexamined on 020421 to determine any sI 2 q 
change Results listed on one 1 submitted for approval for restart on 920620 
SORENSEN.G C Washington Public Power Supply System. 02/05/14 Document 
Control Branch (Document Conirol Desk) 8pp 81755 003-61756 090. 

9205210038 Suppis 920306 & 0415 response lo NRC safely evaluation of util station 
blackout analysis, add res sing NRG concerns re providing capability to achieve or con 
firm containment Isolation vatvo closure during station blackout ovont 
SORENSEN.G C. Washington Public Power Supply System 92/05/14 Documont 
Conirol Branch (Document Control Desk). 11pp. 61777-233-01777*243 

9206280120 Fon/vards omond 104 to license NPF-21 & safely evaluation. Amend ox 
lends certain ECCS actuallon insirumontaiion STI from one lo throe monlhs & In 
creases allowable out-of-avc time for instrumentation from two lo six h for testing 
DEAN.WM Project Diroctorato V 92/05/16 SORENSEN.Q.C Washington Public 
Power Supply System 3pp 61704 302 01794 310 

"9205260178 Amend 104 to license NPF-21 .extendi no certain ECCS actuation (nstru 
monl alien STIs from one to ihreo months & Increoslng allowable oul-of avc time (or 
Ifistru mania lion from two lo six h for tosling purposes. 

QUAY.T R, Project Diroctorato V 02/05/16. 11pp. 61794-305-61794.315, 

"9205260184 Safely evaluation swortlng amend 104 to license NPF-21. 

*' Office of Nuclear Reactor Rogulallon, Director (Post 070411) 92/05/15. 4pp 
01794:316 01704.310 

9205290226 Forwards amend 105 to license NPF-21 & safely evaluation. Amend re- 
vises TS to reflect addition of independent, safety-grado,S/RV poallion Indicator 
DEAN.W.M Project Directorate V. 92/05/16 SORENSEN.G C. Washington Pubtte 
Power Supply System 3pp. 61799 188-61 799-202 

"9205290226 Amend 105 to license NPF-21, re vising TS to reflect addition of 
independenl.aafoty-grade.S/RV position indicator. 

QUAY.T.fi Project Diroctorato V 02/05/15 0pp. 61799-101-61709 109 

"9205290230 Safety evaluation ai^porling amend 105 to license NPF-21 

* Office of Nucloar Reactor Regulation, Director (Post 870411) 92/05/15. 3pp 
61799 200 61709 202. 
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9205290114 Forwards SE granting relief request lo inservice testing program for pumps 
8 l valves (RV'27) Relief request provides for alternative method w/wnich lo lest se- 
locted check valves which may function as RCS pressure isolation valves 
QUAYTR PfOlGCl Directorate V 92/05/19 SORENSEN»G C Washington Public 
Power' Supply System 4pp 61812 268*61812 275 

^9205290116 SE granting relief request tO m&enrlce testing program for pumps & valves 
(RV*27) Relief request provides alternative methocf w/whlch to test selected check 
valves, most of which function as RCS pressure Isolation valves 

* Office of Nuclear Reactor Regulation, Director {Post Q70411) 02/05/19 4pp 
61812 272-01812 275 

9205290190 Responds to telcon w/WM Doan re 001231,911915 & 920410 applications 
for amend lo License NPF-21 re scram discharge vof sBlpofnts.RCIC actuation (natru* 
monlalfon & surveillance requirements 5 Generic Ltr 08-01 .respectively 
SORENSEN, Q C Washington Public Power Supply System 92/05/20 Document 
Control Branch (DocumenI Control Desk) 2pp 61912 344*61012 360- 

^9205290193 Proposed lech ^ecs re reactor coolant sya 

* Washington Public Power Supply System 92/05/20 5pp 61912 34 0 61912 350 


0. Inspection reporls, IE Bulletins & correspondence 


9206110045 Forwards insp rapt 50-397/02*10 on 920323 27 No violations noted 
MILLER,UF Region 5 (Post 820201) 92/04/23 SORENSEN, GC Washington Public 
Power Slip ply System 3pp 61609 052*61609 063 

^9205110052 Insp rept 50*397/92-10 on 920323 27 No violation notod Major areas 
Inspected erosion/ corrosion program activitos 

NARBUT.P Rogion 5 {Post 820201) 92/04/23 9pp 61609 055*01609*063 


9205110009 Forwards Insp rept 50*397/92*08 on 920323*27 No violations or deviations 
noted Ropl indicates that licensee behind schedule in processing work packages 
through ALAR A planning & work control groups 

YUHfe,G.P Region 5 ffost 620201) 92/04/23 SORENSEN, G C Washington Public 
Power Supply Syaiom 3pp 61609 201 61600 218 


-920S1 10098 Insp ropl 50*397/92 08 on 920323 27 No violations or deviations 
noted Major areas inspectad'ALARA planning, occupational exposure conlrol.training 
heallh physics conlraclors & gpnoral employees training 

CARSON,LC, YUHAS,QP Region 6 (Poal 020201) 92/04/23, 14pp 01609 204- 
61609 216 


9205060080 Responds lo NRC 920430 Hr re violations notod in Insp rept 60 307/91-16 
on 910916 Corroclivo actions motor operalod valves within scope of Generic Ltr 80 10 
will be evaluated for dtlferential prossuro conditions 

SORENSEN,GC Washington Public Power Supply System 02/04/30 Document 
Control Branch {Document Control Desk) 2pp 61590 332-01500,033 


9205270186 Fonvards olGctrical distribution sya functional insp ropl 60-397/92-01 on 
920113 0214 & notice of deviation Weaknesses In Imptomontation of configuration 
CO ntroLmaint, quality oversight & surveillance identified 

MARTIN,JB Rogion 5 {Post 020201) 92/05/06 MAZUR, DW Woshinglon Public 
Power Supply Syaiom 6pp 61764 068 61704 133 

--9205270169 Notice of dovlallon from insp on 920113 0214 Deviation notod as of 
9202l4,liconsoe had not submiiltod soparato TS amend roquosling new aolpolnls for 
degraded voltage protoction circuitry 

' Rogion 5 (Post 020201) 92/06/05 Ip 6 1 764*073*6 1764*073 


-9205270192 Insp rept 50 397/02 01 ori 020113*0214.Dovlatlons noted Major areas 
Inspected plant olocirical distribution sys 

MILLER, LF, Region 5 (Post 020201) 92/04/24, 59pp 61704 074 61764 133 


9205010000 NRC Info Notico 92*035, "Hlghor Than Prodlctod Erosion/ Corrosion in 
Unlsolable Reactor Coolant Prossuro Boundary Piping Insido ConlaInmonI at Bolling 


ROSSLCE Division of Operational Events Assessment (Pest 070411) 92/05/06 
ConsolidDlod Edison Co of New York, fne epp 61667 349 01667 364 


9205010045 NRC Info NotIco 92-036, 'Mnlorayslem LOCA Outside Containment ” 
ROSSLCE Division Of Oporatlonol Evonls Assossmonl (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc Opp 61710.001 61718 000, 


9205040265 Siippl 1 to NRG Info Notice 92-016. "Lose of Flow from Residual Hoal Ra 
movfll Pump During Refuolino Cavity Draindown " 

ROSSI, CE Division of Opcrallonal Events Assosamonl (Post 070411) 92/06/07 
Consolidated Edison Co of Now York, Inc 4pp. 61718.010 61710 013 


9205260093 Informs that no further staff action roqulrod re Bulletin 08 001. “Dofocls In 
Woslinghouse Circuit Breakers*' & Issue considered closed 

DEAN.WM Project Dirocloraio V. 02/06/12 Project Directorate V 2pp 61705 195- 
61705.100 


9205200226 Responds lo NRC 020330 Mr re violations notod In Insp Rept 60-307/92-03 
on 020124 0308.Corroclive actions, Teat Procedure PPM 8 3 230TP revised lo require 
drywoll lo dryweH tost (low path to sallsfy TS requirements 

GRUMME.L.L. Washington Public Power SupiJly System. 02/05/13. Document Control 
Branch {Document Control Desk) 8pp 61772.202-01772*209, 

9205270210 Notification of significant llconooo mooting w/util on 020527 In Walnut 
Crook, CA lo discuss apparent violations contained in electrical distribution sye loam 

ZI?Sm^MAN.R P. Rogion 6 {Post 820201), 92/05/16. Rogion 6 (Post 020201) 2pp 
61764:024-01764 026 


n. Periodic operating reports & related correspondence 

9205040301 "Operational Ecofogicn! Monitoring Program for Nuclear Plant 2 1091 
Annual Rept " VV/020424 Mr. . r,,, . . i*. ut 

8ELL,JC. Washington Public Powor Supply System. 01/12/31 ZELLER, JJ Washing- 
ton, State of. 100pp. 61649 001*61649 i64 

0205130249 "Radiological Environ Monitoring Program 1991 Annual Ropl for Nuclear 
Piani 2 " W/920428 hr 

SORENSEN, QC Washington Pubfic Power Supply System, 91/12/31, 200pp 
61673 006-6l673’2fl6. 


9205130060 Forwards “1991 Annual Environ Operating Rept" One NPDES permit vio 
lalion occurred on 920521 re pH exceeding 9 0 for one h.reachmg max of 10 1 No 
design or operational changes or tests In 1991 involved unraviowed environ questions 
SORENSEN, GC Washington Public Power Supply System 92/94/21 Document 
Control Branch (Document Controt Desk) Ip 61673 207-61673 288 

-9204270408 “1901 Annual Environ Operating Ropl “ 

* Washington Public Powor Supply System 91/12/31 tp 61673 288 61673'288 

9205210298 Monthly operating repl for Apr 1992 (or WNP-2 W/92Q506 Hr 
HUTCHISON, L , BAKER, J W Washington Public Power Supply System 92/04/30 
4pp 61750 312 61758 315 


S. Reportable occurrences^ LERs ft related correspondence 

92OS10DO67 LER 92-015 00 on 9204 1 3.un explained pressure drop in AOS “B" secion 
of containment instrumenl air sys header occurred Caused by Inadequate wntlen 
procedures Valve CIA-V-41 B inspected & PPM-8 9130 replaced W/920506 Mr, 

KING.D L , BAKER, J W Washington Public Power Supply System 92/05/06 7pp 
61766115 61766 1 21 

9205200210 LER 92-012-00 on 9203 18, determined that ramoval of access plugs over 
RHR pump rooms A & B exposed both rooms to potential flooding from common 
source Caused by faulty mgt methods Interim guidance provided W/92051 4 ltr 
FULLER.RE, 0AKER.J W Washington Public Power Supply System 92/05/14 7pp 
61014 012-01814018 

9205200222 LER 92-013*01 on 92031 0.annunclator for RHR B/G VLV open permissive 
found (It & RHR pressure switch found Isolated during startup Causa not 
determined Pressure switch returned to sve & annunicator & permissive cleared W/ 
920514 ltr. 

SWANK.D A, BAKER, JW Washington Public Power Supply System 92/05/14. 6pp 
81014 010 61014 024 

9205200154 LER 91 003-01 on 91 0201, review of SP tor testing downstream standby 
gas treatment HEPA fillers Indtcaled that melhods used not in compliance w/TSs due 
to inadequate alr-aeroso) mixing Appropriate procedures modified W/92Q521 ilr 
FIES.CL, BAKER, JW Washfngton Public Power Supply System 92/05/21 8pp 
81088 154-61088 161 

9205280162 LER 02-01 6*00 on 920424, deter mined that RCIC sys not adequately Irana 
(erred lo remote shutdown panel Caused by misapplication of dosfgn Inputs Power 
supply for RCIC control sya <48 volt dc) will be modified W/920621 Mr 
SWANK.D A, 0AKER.JW Washingtori Public Power Supply Syaiom 92/05/21. 6pp 
61940.094-61946 099 


V, Operator Examinations 


9205D10255 Forwards "WQahlngton Nuclear Plant • 2 Licensed Operator Reqtiafificallon 
Program Corrective Action Plan,Ro80fullof> Documentation," in response to NRC 
920402 request 

PARRISH, JV Washington Public Power Supply System 92/04/15 MARTIN, J0 
Region 5 (Post 820201) PP 61552 174 61552 203 

**9205010256 "Washington Nuclear Plant ■ 2 Licensed Operator flequalification Pro 
gram Corroclivo Action Plan Resolution Documonlation " 

^ Washington Public Powor Supply System 92/04/01 28pp 61552 176*61652 2C 

0205040157 Requests extension of operator licensing exams from Aug 1992 to N 
1992,pof Generic Ltr 80*03 Exams for new licenses & license upgrades will be admli, 
Istoreci In Mar & reQualificallon oxams will be admlnialored In Nov 
SORENSEN.QC Washington Public Powor Supply System 92/04/28 Document 
Control Branch (Document Control Desk) 3pp 61650 339*61550,341 


9205200142 Ack 020428 roQueal ro changes to two time periods allotted lo unit 2 for 
operator licensing oxam A informs that as long as each licensed operator passes op- 
erating tost once each CY roqulroment is mol. ^ ^ 

DEAKW.M Project Diroclorala V 92/05/12 SORENSEN.QC Washington Public 
Power Supply System 3pp 61765275 61765*277 


DOCKET 50-400 SHEARON HARRIS NUCLEAR POWER PUNT, UNIT 1 


F, Security, medical, emergency ft fire protection plans 


9205050104 Forwards Insp ropt 60 400/02*04 on 920216 0320 & nollce of 
violation VioTallons Involve failure to properly identify deficiencies & Implement correc 
live actio f%s lo prevent repetition of problem ^ , „ o , , 

REYES, LA Rogion 2 (Post 820201). 92/04/13 WATSON.R Carolina Power & Light 
Co 3PP 61539:270-8163 9 291 


-9205050111 Insp rapt 50*400/92-04 on 020215 0320 Violations notod Major areas 
Inspected plant operations.rndJoIogical controls.sacurily.firo 

prolGClion,aurveillanco.maint & spent fuel handling activities. 

TEDROW.J, SHANNON, M. CHRISTENSEN.H Rogion 2 (Post 020201) 92/04/10 
15pp, 61539,275 01 639*291 , 

9205050081 Advises lhal 020409 Rev 6 to physical socunty plan consistent w/prqyi 
slons of 10CFR50,64(p) & acceptaWo Certain portions require clartflcatron.as dis- 
cussed during 929416 tofeon 

COLLINS, O.M Region 2 (Post 820201) 92/04/28 WATSON.R A. Carolina Power & 
Light Co Zpp 01541 071-61541 072 

9205060193 Provides utils commur^icatlons description & survey qi/estionnaira info ro 
Emeifloncy RosponBO Data Sys . 

MCCARTHY, Dd Caroline Power & Light Co 92/04/30. Document Control Branch 
{Document Control Desk). 6pp 81697*150-61607.165 


92051 6D198 Revised Plant Emergency Procedures (PEP),Vol 2, Part 5, including Change 
3 to Rav 8 10 PEP-301, Rev 7 to PEP*Z15, Change 4 lo Rev 6 to PEP-21 7,Ch8nge 3 lo 
RflV 6 to PEP-323 & Fav 4 to PEP-382 W/92051 2 Ur. . 

VAUGHN, G E. Carolina Power & Light Go 92/05/12 55pp 61729 260 61720,314 



124 docketed items 


P. Operating license stage documents & correspondenco 

9205190310 Requests that licensee provide Info for specific panel discussion topics &. 
names of member of staff who- will attend & participate as panel members for 920S23 
24 c urr eni j^c e n SI ng bas is workshop 

ADEN SAM, E.G Proloct Directorate II \ 92/05/05 WATSON.RA. Carolina Power & 
Light Co 3pp 61718 1BB 61718 190 

9205270265 Informs of reassignment of proiocl managers for listed lacllitlea 
ADENSAMEG Project Directorate IM 92/05/07 WATSON.RA Carolina Power A 
Light Co 3pp 61785 339 61785341 

9205180078 Revised applicatior^ for amend to License NPF-63, changing TSs re RCS 
boron concentration & level of boric acid in Bone Acid Tank Proposed TSs 
changes.supporttng analyses & conclusions of 920310 submittal remain valid 
STARKEY.RS Carolina Power A Light Co 92/05/11 Documont ConUol Branch 
(Oocuma hi Control Desk) 7pp 61739 296 61739 311 

-9205180080 Proposed Tech Specs re RWST & safety inloclion accumulator boron 
concentration spray additive tank A bone acid tank levels 
• Carolina Power & Light Co 92/05/11 9pp 61739 393-61739 311 

9205210171 Notification of 020529 mealing w/util in Rockville.MD lo discuss status of 
licensing actions 

LE.N Project Directorate 11-1 92/05/18 ADENSAM.EQ Project Dirocloralo I1 1 App 
61755 293 61755 299 


Q Inspection reports, IE Bulls tine & correspondence 

9205Q5Q175 Forwards I asp rept 50 400/92-05 on staled date No vlolaliona or doviations 
noted 

JULIAN.CA Region 2 (Post 820291) 92/04/09 WATSON.RA, Carolina Power & 
Light Co 2pp 61640 269 61 540 274, 

-92050 50179 tnsp rept 50-400/92-95 on staled dates No viola tiorts or deviations 
noted Major areas inspected followup on bulletin 87 02, "Fastener Testing To Dator- 
mlne Conformance W/ Applicabla Matl Specs" & generic Ur 90 05 
KLEINSORGE.WP. BLAKE, J J Region 2 (Post 620201) 92/03/31. 4pp 61540,271- 
61540 274 

9205050104 Forwards fnsp rept 50 400/92-04 on 920215 0320 & notice of 
violation Violations Involve failure to properly identify deficiencies & imploment correc- 
tive actions lo prevent ropelilion of problem 

REYES, LA Region 2 (Post 820201) 92/04/13 WATSON, R Carolina Power & Light 
Co- 3pp 61 539 270-81 639 291 

-92050S0107 Notice of violation from insp on 920215 03 20. Violation notod corrective 
actions in response to May 1991 violation re failure of plant drawings to reflect sys 
mods inadequate 

* RetJion 2 (Post 020201) 92/04/13 2pp 61539 273 61539-274 

-9205050111 tnsp rept 50 400/92-04 on 920215 0320 Violations noted Major areas 
Inspected plant opera lions, radiological controls, security, lire 

protection.surveillance.maint & spent fuel handling activities 
TEDROWJ, SHANNON, W. CHRISTENSEN, H Region 2 (Post 820201) 02/04/10 
16pp 61639 276 81530 291 

9206120214 Forwards Insp rept 50-400/92 07 on 920321-0417 No violaiions or dovi 
atlons noted 

VERRELLI.D M Region 2 (Post 820201). 92/04/22 WATSON.R A Carolina Power & 
Light Co 2pp 6163B 303-61636 313. 

-920 S 120221 Insp rept 60 400/92-07 on 920321-0417 No violations or deviations 
noted Major areas Inspected plar^t operation s, radiological controls, security, followup of 
onsite events & observation of facility operations 

TEDNOW,J , SHANNON,M , CHRISTENSEN.H, Region 2 (Post 820201) 02/04/22 
gpp, 61636305 61638 313 

92050 1 0009 NflC Info Notice 92 035, "Higher Than Prodlcted Erosion/ Corrosion In 
Unisofable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSI.CE. Division of Operational Events Assessment (Post 070411), 92/05/08 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667’354. 

9205190147 Forwards MOV program insp rapt 50 400/92-06 on 920406-10.No viola- 
tions or deviations identified 

JULIAN .C. A Region 2 (Post 820201) 02/05/00 WATSON.R, A Carolina Power & 
Light Co 3pp. 61706 122-61709 1 47. 

-9206190151 Insp rept 50 400/92-06 on 920400 10 No violations or deviations 
Idenllfiod Major areas Inspected program developed in response lo QL 09 10, "Safoly- 
Relaled MOV Testing & Surveillance " 

TAYLOR, P., SMITH.C, SCHNEBU.G Region 2 (Post 620201). 92/04/30 23pp, 
61706.125-61706147 

9205(^0046 NRC Info Notice 92-036, "Intorsyslem LOCA Outside Contalnmei^t,” 
ROSSI.C.E Division el Operational Events Assessment (Post 070411) 92/05/07 
Censolidatod Edison Co, of New York, Inc 9pp 61718 001 61716'009 

920504 02^95 SuppI 1 lo NRC Info Notico 92 016, "Loss of Flow from Residual Hoat Re- 
moval During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 92/05/07. 
Consolidated Edison Co of New York, Inc, 4pp 61718.010 61718.013 

92051M29T Responds to NRC 920413 Hr re violations noted In Insp rept 60 400/92- 
04.Corr6ctiiva actions procedures OMM-014 & TMM 100 will bo revised by 920630 & 
92060 1.te^cliv0ly 

VAUGHN.d E. Carolina Power & Light Co 92/05/12 Document Control Branch (Doc- 
ument Cof^lrol Desk) 6pp. 61731.348 61731.352. 


H. Periodic operating reports & related correspondence 

operating rept for April 1902 for Harris Nuclear Power Plant Unit 

1,W/H4U515 Ur 

Carolina Power 6^ Light Co. 92/04/30 6pp. 

b I / .eaO'Ol 739,25 5, 


9205130202 Forwards amended "Shearon Harris Annual Operating Rept (or 1991 " 
Amended rept corrects error which stated that no challenges to PORVs occurred In 
1991 One challenge lo PORVs occurred during reporting period 
VAUQHN.G E Carolina Power & Light Co 92/05/06 Document Control Branch (Doc- 
ument Control Desk) Ip 61700 284-61700 207 

-9205130203 Amended "Shearon Harris Annual Operating Rept for 1991 " 

* Carolina Power & Light Co 91/12/31 3pp 61700 265-61700 207 


S. Reportable occurrencea, LERs & related correspondence 

9205140108 Special rept on 920420, RCS subcooling monitor declarod inoperable to in 
stall now & improved disk drives in ERF info sys Monitor out of sve for more than 7 
days New disk drives & circuit board upgrade completed by vendor on 920412 
VAUGHN.G E Carolina Power & Light Co 92/05/08 Document Control Branch (Doe 
ument Control Desk) 2pp 61700 305 61700 306 

9205290265 LER 92-004-00'on 920422, rev to FSAR allowed radiation monitoring sys to 
be disfunctionel Caused by inadequate safety review by util personnel of proposed 
FSAR rev FSAR revised & database switches changed W/ 920521 Ur 
ELLIS.K. KINNANT.es Carolina Power & Light Co 92/05/21. 4pp 61686 243 
61688,246 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & fire protection plans 

92Q5040267 Submits safeguards event log for calendar quarter ending 910331 No salo- 
uards events occurred dun ng reporting period 

ERG.W L Dairyfand Power Cooperative 92/04/24 Office of Nuclear Reactor Regu- 
lation. Director (Post 87041 1 ) Ip 61595 328-61695 328 


I, Financial Information 


9205270224 Forwards annual financial rept & cortiflad financial statements for 10904 
1991 W/o annual financial rept 

MUELLER, RC Dalryland Power Cooperative 92/05/08 Document Control Branch 
(Document Control Dosk) 13pp 61877 284-61677 205 


Q Inspection reports, IE Bulletins 4 correspondence 

9206010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unlsolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor " 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp 61667 349 81667.354. 

920S010045 NRC Info Notice 92-036, "tntersystem LOCA Outside Containment" 
ROSSI, CE Division of Operational Events Assessment (Post 870411). 02/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61718 001-61718 009. 

920S040265 Simp] 1 to NRC Info Notice 62 016, "Loss of Flow from Residual Heat Re- 
rr^oval Pump During Refueling Cavity Draindown." 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 92/05/07. 
Consolldatod Edison Co. of New York, Inc 4pp 61718 010-61718 013 


DOCKET BO-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plana 

9205010224 EPIPs Including.Rev 16 to EPIP S EPP-2.Rov 23 to S EPP-14 & Rev 11 to 
S-EPP-17W/920428 Ur. 

WILCZEK.S W , DAHLBERG.L A . MCCOHMICK.M J. Niagara Mohawk Power Corp 
02/04/28 80pp 61649 101-61549 179 

9205260007 Responds lo NRC Augmoniated insp Team Rept 60 410/02-1 6 on 920324- 
20 re 920323 loss of control room annunciators. Corrective actions lessons learned 
transmittal Will be sent to all personnel lo stress urgency of corroctivo main! 

SYLVIA, BR Niagara Mohawk Power Corp. 92/06/13. HODGES, M.W. Region 1 (Post 
020201) epp 6 1786.329-61 786*334. 


I, Financial Information 


9205280191 Forwards "Niagara Mohawk Power Corp Annual Rept 1991," "Rochester 
Gas & Electric Corp Annual Rept 1991," "Now York Stale Eloctric & Gas Corp 1091 
Annual Repl,” "Central Hudson 1991 Annual Rept" & "LILCO 1991 Annual Rept." 
WILCZEK.S W. Niagara Mohawk Power Corp. 92/05/20. Document Control Branch 
(Document Control Desk). Ip 61976.001-61076 001. 

-*9206280192 "Niagara Mohawk Power Corp Annual Ropt 1991 " 

OONLON.W,J., ENDRIES,J.M Niagara Mohawk Power Corp 91/12/31 52pp 
01975*213-61976 204. 

-9205280196 "Rochester Qas & Electric Corp Annual Ropt 1901." 

KOEER,R W Rochester Gas 4 Electric Corp. 91/12/31. S6pp. 61976 158 61976*212. 

-9205280190 "New York State Electric 4 Gas Corp 1 091 Annual Rept." 

CARRIGGJ.A, New York State Electric & Gas Corp 91/12/31. 48pp 61976,110* 
61975.165 

-9206280202 "Central Hudson 1991 Annual Rept " 

MACK.JE. Central Hudson Gas & Eleclric Corp 01/12/31. 52pp 61975055- 
61976.109 

-9205280203 "LILCO 1991 Annual Repl" 

CATACOSINOS.W. Long Island Lighting Co, 91/12/31 62pp, 61075*002-61 976.054 
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P Operating llcen»e stage documentB & correspondence 


920S040247 Forwards fitnoss for duty program contacts listed on program performance 
repls 

KOUP,E Reactor Safeguards Grar^ch 92/04/20 MCKNIGHT, J Informatloni & 
Records Management Branch {Post 090827) 4pp 61563 326 61563 329 

9205200023 Requests reccomendatlons for panel discussion topics & names of staff at- 
tending & participating in current licensing basis workshop 

CAPRA.RA Projoct Directorate M 92/05/05 SYLVIA, BR Niagara Mohawk Power 
Corp 4pp 61732'363'61732 356 

9205210232 Discusses rosults of ultrasonic insp of facility high pressure core spray 
nozzle safe end to safe end extension weld Proposals to restart facility w/o repairing 
wold KC-32 acceptable 

MENNING.JE Project Directorate 1-1 92/05/06 SYLVIA,B R Niagara Mohawk 
Power Corp Gpp 61756 001-61756 006 

9205260045 Advises that 920325 Rev 7 to QA program consistent w/ provisions of 
10CFR50 54(a)(3) & acceptable 

BETTENHAUSEN.L Region 1 (Post 620201) 92/05/14 SYLVIA. QR Niagara 
Mohawk Power Corp 2pp 61761 33 1-61 761 -332 


Q. inspection reports, IE Bulletins & correspondence 


9205040110 Ack receipt of 02O31Z Itr informing NRC of slops tokon to correct violations 
noted in insp ropis 60-220/92-05 & 50-410/92 05 

JOYNER. JH Region 1 (Post 820201) 02/04/21 SYLVIA.BR Niagara Mohawk 
Power Corp 4pp 01512 343-61512 353 

9205040067 AcK receipt of 920316 Itr Informing NRC of steps taken to correct violations 
noted in Insp ropts 60-410/01-24 & 60-220/01-24 on 011216-920104 
HEHL.CW Region 1 (Post 620201) 92/04/22 SYLVIA.B.R. NIagaro Mohawk Power 
Corp 2pp 61515 212 61515 221 

-9205040076 Responds to NRC 920214 Hr re violations noted In lr>sp ropt 50-410/02- 
24 on 011216 - 920104 CorrecUve actions disciplinary action has been tokon against 
day crew foreman responsible for event In violation 

SYLVIA,B R Niagara Mohawk Power Corp 92/03/16 Region 1 (Post 620201) 6pp 
61616214-61515 210 

-9205040172 Affidavit of BR Sylvia concerning eulhorization to sign & file documents 
w/NRC 

SYLVIA.BR Niagara Mohawk Power Corp 02/03/16 Commiselonors (Post 750110) 
Ip, 61516 220 61515 221 

9206010009 NRC Info Notice 92-036, "Hlgtrer Than Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolant Pressuro Boundary Piping Inside Containment at Bolling 
Water Reactor.” 

ROSSI, CE Division of Operational Evonta Assossmonl (Posl 070411) 92/05/06 
Consolidated Edison Co of New York, Ino 6pp. 61667 340 616e7‘354 

9206010046 NRC Info Nolico 92-036, "Jntorsystem LOCA Oulaldo Containment ” 

ROSSI, C.E, Diviaion of Oporallonal Evonta Aseeasmonl (Post 070411), 92/05/07. 
Consolidated Edison Co of New York, Inc Opp 61710 001 61710 009. 

9206040266 Suppl 1 to NRC Info Nolico 92-016, "Loss of Flow from Residua) Heat Ro- 
movai Pump During Rofuoling Cavity Drelndown ” 

ROSSI, CE Division of Operational Events Assessment (Post 070411). 92/05/07 
Consolldotod Edison Co of Now York, Inc 4pp 61710 010 61716 013. 

9205190020 Forwards Insp repto 50-220/92-13 & 60 410/02-10 on 020427 0501 No 
violations noted Radiological housokooplng problems continued to bo Identified at unit 
2 . 

JOYNER.JH Region 1 (Post 020201) 02/05/12 SYLVIA.BR Niagara Mohawk 
Power Corp 3pp 61705.347 61 706'368 

-9206190039 Insp ropIS 60-220/92-13 & 60 410/02-16 on 920427 0601. No violations 
noted Major areas Inspoclod.mel organization, ALARA, radiological controls .Internal 
dosimetry, respiratory protoollon & external dosimetry 

FURIA.J, PASCIAK.W Region 1 (Post 620201). 02/06/06 7pp 61705 360 
61705 356 

9205260007 Rosponds to NRC Augmentatod Insp Team Ropl 60 410/02-16 on 920324- 
29 re 920323 loss of control room annunclalora. Corrective aolions'lessons foarnod 
transmittal will bo sent to all personnol to stross urgency of correclivo maint. 
SYLVIA.BR Niagara Mohawk Power Corp 92/06/13. HODGES, MW Region 1 (Posl 
020201). Opp O17B6.329«81780 334 


R. Perlodio operating roporte A related correspondence 


9205010214 "Annual Environ Operoling Ropl dan Ooo 1901.'' W/020426 Itr, 
MCCORMtCK,MJ Niagara Mohawk Powor Corp. 01/12/31. 4pp 6164e<332- 
61648*335. 

9205060074 "Annuol Radiological Environ Oporaling Repl for 1091.” W/ 020427 Ilf. 
DAHLBERQ.K,, MCCORMICK, MJ Niagara Mohawk Powor Corp, 01/12/31. 160pp. 
61631'001-61G31.164 

9206080056 "Annual Radiological Environ Operating Ropt for Jan-Dec 1991 ” W/ 
920427 Hr. 

DAHL0ERQ,K.A„ MCCORMICK,M.J. Niagara Mohawk Power Corp 91/12/31 161pp 
61023 050 61623 236 

9206200336 Monthly oporaling ropt for Apr 1692 for Nino Milo Point Nuclear 
Stalion.Unll 2.W/0205t3 Itr 

SAUNDERSON,R . MCCORMtCK,M J. Niagara Mohawk Power Corp. 02/04/30 5pp. 
61736 340 01736.360 


S. Reportable occurrences, LERa & related correspondence 

0205010282 LER 92-008 00 on 9203 27, Unit 2 experienced ESF actuations Caused by 
personnel errof-Techmcian involved counseted, procedure revised & directive lo help 
minimize risk of relay slate verification methods Issued W/920425 Itr 
COATES.KL, FIRLIT.J F Niagara Mohawk Power Corp 92/04/25 6pp 61570309- 
61570314 


9205060062 LER 92-007-00 on 920326.loss of oulput power from un Into rupti bio power 
supply occurred Caused by equipn^ent failure -aue to grease inside breaker Failed 
breaker scheduled lo bo replaced W/020427 Ur 

CONWAY.J, FIRLIT.J Niagara Mohawk Powor Corp 92/04/27. Spp 61601 209- 
61601 293 


920B1S0066 Special rept on 920406, Drv 1 standby EDG output breaker (BKR 101-1J on 
emergency switchgear 2ENS'SWG101 did not close Caused by malfunction of manual 
trip latch lever. D aviation /Event Roport (DER) 2-92 0-1424 initialed 
FIRLITJ F, Niagara Mohawk Power Corp 92/05/06 DocumonI Control Branch (Docu 
meni Control Desk) 2pp &1711 207 61711 2BB 

9205290304 Nolificallon of 920519 moeling vv/ulil in Rockvilie.MD to discuss roauJls ot 
failure analyaie performed on phase main transformer B that failed on 010813 
MENNING.JE Project Directorate M. 92/05/06 CAPRA.R A Projecl Directorate 1-1. 
4pp 61755 200 61755 203 

9205200215 Special repl on 0204 21. gaseous effluonl monitoring sys main stack elfluont 
monitoring Instrumentation declared inoperable Caused by flow controller 
faiture Controller returned to vendor for repairs & work reguesl Issued 
FIRLtT,J.F Northern States Power Co fi2/0'5/08 Document Control Branch {Docu- 
ment Control Desk) 2pp. 61774 350 61774 351 

920S206267 LER 92-0 12-00 on 9204 12, discovered that test mathoda used on RHR 
motor-operated globe valves not in compliance w/ASME Code .Section Xt & mode 
switch discovered In refuel position Caused by personnel error Testing suspondod W/ 
920512 Hr 

CONWAY.J Niagara Mohawk Power Corp FIRLIT.J F Northern Stales Power Co 92/ 
05/12, 6pp 61766 148-61766 163 

9205280077 LER 02 01 1-00,on 02041 6, second ary containment (reactor bldg) Isolated & 
one reactor bldg omorgoncy recirculation unit cooler started automatically due to spu- 
rious high radiation level signal Suppl to LER will be submitted W/02 05 18 Itr 
CONWAY.J T , FIRLIT,J F Niagara Mohawk Power Corp 02/05/18 4pp 61946 100- 
61946*103 

0205200102 LER 92-010-00 on 920423, low air flow signal caused socondaiy contain- 
ment isolation & Iniliation of standby gas treatment ays & emergency roactor bldg unit 
coolers Caused by personnel error SOTS secured W/020521 Itr. 

DEGnACIA,A„ FtRLlT,J F. Niagara Mohawk Power Corp 02/05/21 6pp. 61808.130- 
61600 143 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


p. Securiiy, medical, emergency & fire protection plans 


920S010226 Oiscussea Imptamenling access authorization program (hat meets requiro- 
menlB of 10CFR73 56 by impfomonllng all elements of Rog Guido S 66 
SfEBER,J.D. Duquosno Light Co 92/94/24 Document Control Brencti (Document 
Control Desk) Ip 61540 348-61548 348. 

0205180131 Advises that 920227 Rev 14 to physical security plan consistent w/provJ- 
sions of 10CFR50.54(p} & acceptable for inclusion In plan w/lialod exception 
JOYNER.J.H. Roglon 1 (Post 020201) 92/05/08. SIEBER.J D Duquosno Light Co 
4pp 61722 269 6172 2 2 7 2 


I. Financial Information 


9205110104 Forwards “DOE 1991 Annual Ropt lo Shareholders/* "OH Edison 1991 
Annua) Rwt,” "Penn Powor 1991 Annual Rept,” "Centerior Energy 1991 Annua) 
R^l” 6 'Toledo Edison Co 1991 Annual Ropt” 

SIEBER.J. D Duquosno Light Co 92/05/01 Oocumont Control Branch (Document 
Control DGSk) Ip 61742.004 61742 1 05 

-9205110196 "DOE 1991 Annual Rept to Sharoholdora ” 

VONSCHACK.WW. OQE 01/12/31 62pp 61742005-61742056. 

-9205110197 ”OH Edison 1091 Annual Ropl.'' 

ROGERS.J.T, HOLLAND,WR Ohio Edison Co 91/12/31 44pp 61742057- 
61742100. 


-9206110199 'Tonn Power 1091 Annual Rept” 

ROGERS,JT. KENSINQER.R.L. Pennsylvania PGWor Co 91/12/31. 24pp 
61742*101 61742 124. 


-0205110200 "Canlortor Energy 1981 Annual Repl ” 

MILLER, RA, FARUNG.BJ Contorior Energy. 01/12/31 eOpp. 61742.125- 
61742 166 


-0205110204 "Toledo Edison Co Annual Rept 1991 " 

‘ Toledo Edison Co 01/12/31. 27pp 617-12 160 01742*195 


K* Utility FInai Safety Analysis Report (FSAH) A amends 


9205130254 Rev 4 to "Beaver Valley Power S1ation,Unil 2 Updated FSAR " W/920501 
llrW/ie oversize drawings 

SIEBER.J D Duquesne Ught Co 92/05/01. 500pp. 6 109 6' 2 37-6 1697 260. 
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P. Operating llcerme stage documents & cormpondence 

92O5C<t0247 Forwards fitmess for duty pro-gram contacts listed on program perforinanco 
roots 

KOUP^E Roaclor Saloguards Branch 92/01/20 MCKNIGHT^J Information & 
Records Managem ant Branch (Post 89C 627) Ipp 61563 326 81563 32D 

9205070130 Forwards amend 46 to liconsa NPF-73 & safety evaluation Amend rovisos 
App A TS limiting condition for opejalion 3.1 3 4, Increasing allowable control rod drop 
time 

DEAGAZIO.AW Pro|act Dirooiorate 1-4 92/05/01 SlEBER.JO Ouquesne Light Co 
3pp 61 592 30Q 61592 337 

-8205070140 Amend 46 to license NPF /Sjevising App A TS limiling condition lor op- 
eration 3 1 3 4, by increasing allowabTo control rod drop time 
STOLZ.JF. ProlQCl Diroclorato 1-4 92/05/01 21pp 61592 311 61S92 330 

-9205070150 Safety evaluation supporting amend 46 to llcenso NPF'73 

• Of lice o1 Nuclear Reactor flegulation, Director (Post 870411) 92/05/01 7pp 
61592 331-61592 337 

8205130176 Forwards “Beaver Valley Unit 2, Cycle 4 Core Operating Umlis Rept ” 
Reload core design will be verified by performlrjo std Wastlnghouse reload core phys 
fca efartup tests & results vttll ba submitted per TS 6 9 t 3 

SIEGER, JD Duquosne Light Co 92/05/04 Qocumoni Control Branch (Documont 
Conlrol Desk) 3pp 61676 316-61676 324 

-9205130176 "Beaver VaSley Unit 2, Cycle 4 Core Operating Limits Rept 

* Duquosne Light Co 92/04/30 6pp 61678 319 61676 324 

8205200034 Nohlication of 050623 24 workshop re current licensing basis in 
Rock ville.MD Requests recommondationa tor apeclllc panel discussion topics & 
names of mombors of stalf who will attend workshop 

ST0L2,J F Project Directorate 1-4 92/05/05 SlEBEnj D Duquesne Light Co 3pp 
51724 359 61724 361 


Q. Inspection reports, IE BuLtetIns & correspondence 

9205000130 Foiwards Safety Insp Ropts 59 334/92-10 & 50 412/82-09 on 920413- 
17 No saloty concerns or violations noted 

JOYNER.JH Region 1 (Post 820291). 92/04/27 SIEDEH.JD Duquosne Light Co 
3pp 61623.030-61623.039 

-9205000134 Safety Insp Ropts 50 334/92-10 & 50-412/92-09 on 920413 17 No 
safety concerns or violations noted Major areas inspoclod radioactive liquid & gaseous 
effiucnl conlrol programs including, mgt controls, audits & calibr 
JANQ.JC, BORES, RJ Region 1 (Post 820201) 92/04/21. 7pp 61623.033- 
6t623-039 

9205010009 NRC Info Notice 02-035, “Higher Than Prodicted Erosion/ Corrosion In 
Unlsolabie Roactor Coolant Pressure Boundary Piping Inside Conleinmont at Bollingi 
Water ReaeJor" 

ROSSI, CE Division of Oporetional Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp- 61667 340*61607.354 

9205010045 NRC fnfo Notice 02*036, “Intersyslem LOCA Outside Containment." 
ROSS!,CE Division of Oporatior^al Events Assessment (Post 8704 11J 02/05/07 
Consolidated Edison Co of New York. Inc Opp 61710001 61710009 

9205040265 Si^pl 1 to NRC Info Notice 92-010. "Loss of Piow (roin Roslduai Heal Ro- 
moval Pump During Rofueling Cavity Draindown” 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 02/06/07. 
Consolidated Edison Co of New York, Inc 4pp 81710010 61710013 

9205188342 Responds to nollce of violation 60 412/Q1 80 01 a 01-80 02 a 1o notice of 
deviation 60-334/81 BO-03 for Beaver Valloy Power Station, units 1 & 

2, respectively Corrective action Design analysis 1 0OOO-E-207-0 performed. 

SIEBtR,J D. Duquosne Lfghl Co 92/05/08 Document Control Branch (Documom 
Conlrol Desk) Bpp 61730 272 61730 279 

9205190081 Forwards insp repts 50-334/92-06 a 60-412/82-03 on 820413- 17.No vio- 
la tPons noted. 

JOYNER,J H Region 1 (Post 020201) 02/05/06 SIEBER.J D Duquesne Light Co 
3pp 61707.153 61707.163. 

-9205190066 Insp ropts 60 3a4/D2-C}0 6 50 412/02 03 on 920413-17 No violations 
noted M^or areas inspoclod fob coverage during outage oondilions, 

NOGGLE^,J, PASCIAK.W Region 1 (Post 620201) 92/05/00 Cpp 61707.156- 
61707,163, 

8205280027 Nolitlcation of significant licensee meeting 92-76 w/utj| on 020510 to dis- 
cuss enforcement conference to discuss inoperable EDG sequencer relays & leaking 
tern Mrary containment penetration during rofueling 

ROGGE, J. Region 1 (Post 820201). 82/05/12 Region 1 (PosI 820201) 3pp 
61751.061-61751.063 


R. Periodic operating reports & related correspondence 

8205010298 "NPDES Discharge MojillorSng Ropl tor Mar 1092 (or Geavor Valley Power 
Station." W/020421 Hr. 

NOONAN .T,p. Duquesne Light Co. 02/03/31. 4lpp 61552 263*61662 303. 

6205010294 Forwards ”1991 Annual Environ Rept Radlologlcar 8 "1091 Annual Envi- 
ron Rept Non Radiological," per TSs 691 10 & 6.9 1.11 .Corrected page lor 1900 
annual environ rept, radiological also end. 

SIEBER.J 0, Duquesne Llgnt Co. 02/04/27 Document Control Branch (Document 
Control Desk) 2pp. 61697.001-61508 008 

-9205010295 Corrected page 63 of "1880 Annual Environ Repi, Radiological," corroot- 
Ing mwn external radiation (mr/day) of control location from 16 to 0.1 6. Change to 
NPDES Permit 0025615 perm] ting use of Betz (CT-1) enc! 

" Duquesne Light Co 90/12/31 4pp 61607.003*61597.006. 

-9206010296 ''1901 Aninual Environ RepbRadiologlcal " 

* Duquesne tight Co 91/12/31. 100pp. 61597007-61587:168. 


-82050102S7 “1991 Annual Environ Rept, Non Radiological " 

• Duquesne Light Co 91/12/31 200pp 61597 169 61598 06B 

920S150D15 Monthly operating repts for Apr 1992 for Beaver Valtay Power Station, Units 
1 & 2W/820506 Itr 

JONE5.0 T , SIEBER.J D Duquesne Light Co 92/04/30 9pp 61708 335-61708 343 

9205290164 '‘NPEDS Discharge Monitoring Rept for April 1992 for Beaver Valley Power 
Station” W/920520 Itr 

NCfONAN.TP Duquesne Light Co 92/04/30 36pp 61910 236 01910 271 

9205100286 Rev 1 to "Annua! Rept of all Challenges to PORVs & Safety Valv68,1991" 
correcting Unit 2 info re reactor turbine trip duo to closure of three of four governor 
valves 

SIEBER.J D Duquesne Light Co 92/05/12 Document Control Branch (Document 
Control Desk) 2pp 6171B 259-61 71 B 260 


S. Reportabta occurrences, LERe A related correspondence 


920504010B LER 82-004-00 on 920330,threo diesel generator sequancing relays in 
motor driven auxiliary feedwater & quency spray pumps found Inoperable Caused by 
use of faulty design change during last outage Relays replaced W/920428 Itr 
NOONAN, TP Duquosne Light Co 92/04/29 7pp 61670 351*61670.357 

9205150010 LER 62-005-00 on 920409.sound of air flow in east cable vault room hoard 
-& temporary seal on spare electrical penetration leaking air out of 
centainmen! Caused by procedure deficiency. Cabling removed W/92051 1 Ur 
NOONAN.T P. Duquosne Light Co 92/05/11 7pp 61718 117*61710 123 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 


9205140300 Forwards public version of revised Crisis Mgt Implemanting 
Pfocedufos.including Rev 45 to CMIP-1,Rev 27 to CMIP-13 & notification of dolaiion 
of CMIP-0 Procedure CMIP-8 reserved for future use W/020504 release memo. 
TUCKER.HB Division of Freedom of lnformalior> & Publications Services (post 
660205). 92/04/07 Document Control Branch (Document Control Desk), Spp 
61703.270 61703 332. 

-9205180103 Public version of revised Crisis Mgt Implementing Procedures 
(CMIP), Including Rev 45 to CMIP-I.Rev 27 to GMIP-13 & notification of deletion of 
CMIP 0 Pfocodufo CMIP-0 reserved tor future use 

* Duke Power Co 92/04/07 62pp. 61703 280 61703 332 

9205050131 Forwards insp repts 50 413/02-05 & 50-414/02-0$ on Q20303 06 No vtota- 
lions or deviations noted 

CLINE, WE Region 2 (Post 820201) 92/04/10 TUCKMAN.M S Duke Power Co 3pp. 
61539 341-61539*360 

-9205050135 Insp ropts 50 413/92 05 & 50-414/92-05 on 920303 06 No vlolaliona 
noted, Mojor areas Inspected annual emergoncy exorcise 
SARTOR, W.M Region 2 (Post 820201) 92/04/10, tOpp 61639 344-61630 360, 

9205120160 Advises that Rev 92-1 to emergoncy plan consistent w/ provisions of 
10CFR50 47(b) & acceptable. 

CLINE, W E Region 2 (Post 820201). 92/04/23. TUCKMAN.M S, Duke Power Co. 3pp 
61636 026 61636 028 

9205040180 Forwards Rev 30 to security plan, deleting App 5 personnel screening pro- 
gram & committing to perform screening using util access auihonzatlo^i 
proQram.lmplemontotfpor Reg Guide 5 66 Rev withheld (ref 10CFR73 21). 
TUCKMAN.M S Duke Power Co 02/04/24 Document Conlrol Branch (Dooumetil 
Control Desk) Ip 61673 341-61573 341. 

920505D233 Certifies that access authorization program, mooting requirements of 
lOCFR73.58,lmpl0manled by util, Program meets or exceeds alf etomonls of Rag 
Guido 6 66 Physical security blan revised to reflect program change, 

TUCKER, H.B Duke Power C;o 02/04/27 Document Conlrol Branch (Document Con- 
trol Desk). 1p 61595 356 61586*356 

8205130235 Forwards public version of revised Crisis Mgt Implementing Procedures 
(CMIP), including Rev 46 to CMIP-1 ,Rgv 39 to CMlP-4,Rov 46 to CMIP-6.Rev 40 to 
CMIP-0,Rov 49 lo CMIP-7, Rev 42 to CMIP-B & Rev 3 to CMIP-IS, 

TUCKER.H.B. Duke Power Co 92/04/30. Document Conlrol Branch (Document Con- 
trol Desk), 2pp. 61672*001-61672 200. 

-8205130243 Public veralon of rovised Crisis Mgt Implementing Procedures 
(CMIP),lncluding Rev 46 lo CMIP-I.Rev 39 to CMlP-4,Rov 46 to CMJP-5,Rov 40 to 
CMIP-8, Rev 48 lo CMIP-7, Rev 42 to CMIP-0 & Rev 3 to CMIP-16 

* Duke Power Co 92/04/30 26Qpp, 61672.003 61872.290 

8205100077 Advises that 920424 Rev 30 to physical security plan consistent w/provl- 
slons of 10CFRB0.64{p) & acceptable. Requests clarification of placement of require- 
ments for access authorization program under staled heading. 

COLLINS, D-M Region 2 (Post 620201). 92/05/12. TUCKMAN.M.S. Duke Power Co 
4pp, 61738 306-6 1739'309. 

920*5280031 Forwards Insp Repts 60-413/92-12 & 60-414/92-12 on 920413- 16 & 
notice of violation Rept details & notice of violation withheld (ref 10CFR73,21) 
COLLINS, DM Rogton 2 (Post 820201). 92/05/19, TUCKMAN.M 8 Duke Power Co 
4pp. 61 664' 321 -61 884.325 

-92052B0033 PartlQ)ly withheld Insp Repta 50-413/02-12 & 50*414/92-12 on 020413-18 
(ref 10CFR73,21). violations noted Major areas Inspected physical security program 
inciuding.mgt support, audita, plans & procedures & safeguards event logs 
TOBIN.W.J., MCGUiRE.DR, Region 2 (Post 820201). 92/05/16. fp, 61B84-326- 
01884 326, 
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P Operating liceriBe stage documonts & correspondonce 

920S050185 Ack rocoipt of 920324 llr requesting amend to temporary waiver of comph 
ance granted by NRC on 920320 in order to allow for unit 2 prossurizer end hatch to 
be open for addi 6 h period on 920324 

E0NETEn.SD Region 2 (Post 020201) 92/03/24 TUCKMAN.MS Duke Power Co 
4pp 61540 288-61540 201 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MC KNIGHT J lnformatior» & 
Records Management Branch (Post BQ0Q27) 4pp 61 563 326 61 563 320 

9205010151 SuppI to 900607 application for amends to Licenses NPF-35 & NPF-52.re 
vising TS 3 7 5 b re standby nuclear svc water pond (SNSWP) SNSWP & max alfow 
able temp of SNSWP to account for 2 4 F discrepancy revised 
TUCKMAN.M S Duke Power Co 02/04/22 Document Control Branch (Document 
Control Desk) Spp 61549 306-61649 319 

--9205010164 Proposed Tech Spec 3 7 5 b re Standby Nuclear Svc Water Pond 
•Duke Power Co 92/04/22 lOpp 61549 309 61549 319 

9205120228 Discusses rev 41 & 42 to crisis mat plan for nuclear stations 
CLINE, WE Region 2 (Post 820201) 92/04/23 TUCKER.H B Duke Power Co 5pp 
61636 334 61636 330 

9205070109 Clarlfios corrections to safety evaluation attached to util 020400 llr re accu' 
mulator tank Instrumentation issue. 

martin, R E Project Directorate 11-3 92/04/27 TUCKMAN.M S Duke Power Co 
3pp 61603 304 61603 30B 

9205080260 Requests FR publication of notice of consideration of issuance of amends 
to licenses NF^-35 & NPE-52 & proposed NSHC request re dotormlnation & opportu* 
nily for hearing on 920413 request for rev to TS 3 6 6 5 

MARTIN.R E Projoct Oiroctorato II-3 92/04/20 NRC - No Dotaited Affiliation Given 
4pp. 61602 249 61692 262 

9205220233 Solicits Interest In NRG sponsored current licensing basis workshop on 
920623 24 in Rockville, MD Requests speciftc panel discussion topic recommendations 
& list of attendees & participants by 920510 

MATTHEWS, DB Project Diroctoralo 11-3 92/05/05 TUCKMAN.M S Duke Power Co 
4pp 61757 331-61757 334. 

9205180121 Informs that all actions associated w/roaponso to QL 90-03 re rolaxallon of 
staff position In Ql 83 28JtGm 2 2 Part 2 concerning vendor inloifaco lor safely relat- 
ed components complolo.por 000914 & 910430 Itrs 

TUCKER.H B Duke Power Co 92/05/06 Document Control Branch (Document Con 
Irol Desk) Ip 61724 305 61724 305 

9206180366 Forwards amends 96 & 00 to IJconsos NPF35 & NPF 52 rospoctivoly & 
SE Amends roviso TS to roflocl reorganteation ro doconlrelizlng coiporote mgl of nu- 
clear aclivitlos to oach of ullls throe alto facilitJOs 

martin, RE Project DIroclorato 11-3 92/05/07 TUCKMAN.M S Duke Power Co 
4pp 61716236 01716 205. 

”9206180388 Amends 06 & 00 to iiconsos NPF-35 & NPF-52, rospoctivoly, rovislng TS 
to reflect re organization ro docontrallzing corporate mgl of nuclear aclivillos to oach of 
utils throe nucloar alto facltltlos 

MATTHCWS.DB Projoct Dlroclornlo 11-3 02/05/07 22pp 01716,239 61716 260 

”9206180369 Safely evaluation supporting amends 06 & 00 to llcensoa NPF-35 & NPF- 
52, res pec lively 

» Of lice of Nucloar Roactor Regulation, Director (Post 070411) 92/05/07. 5pp 
61716-261-61716 265. 

9206190292 Applicotion for amends to Llcensoa NPr-35 8. NPF 52, modifying TS Ro 
qulrement 4 0 2 1 1 d & associated hasos to allow 18 month svc lost of 12b volt vital 
intrumonlalion & control power ays ballorioa to bo conducted during power operations 
TUCKMAN.M.S. Duko Power Co. 02/05/14 Documont Control Branch (Document 
Control Desk) 4pp 61731 33l)-61 /31 347 

”9285 190293 Proposed TS 4 8 2 1 1 d & associatod basos ro shutdown requlromont for 
conducting svc tost of 125-vo)t dc vital Insirumonfation & control sys baltorjos. 

* Duko Power Co 92/06/14 14pp 61731 334-61731 347 

9205290200 Apnilcation for emends to Liconsoo NPF 35 & NPF-52, changing TS to 
permit use of B&W konotic sleeving process, describod In Rov 1 to BAW-2046P. 
TUCKMAN,MS Duko Power Co 92/05/19 Documont Control Branch (Document 
Control Desk). 4pp 61010 348 61010 350 

”9205290201 Pfoposod TS 4 4 6 4 re acceptance criteria for RCS 

* Duko Power Co 02/06/10 Opp 61010 352-61910 350 


920S050131 Forwards map ropls 50 413/92-05- &. 50 414/92-05 on 920303-06 No viola- 
tions or deviations noted 

CLINE.WE Region 2 (Post 820201) 92/04/10 TUCKMAN.M S Duko Power Co 3pp 
61539 341 61539 360 

-92O5DS0135 tnsp repts 50-413/92 05 & 50 414/92 05 on 920303 06No Violations 
noted Major areas inspectod annuaE emergency exercise 
SARTOR.W M Region 2 (Post 620201) 92/04/10 16pp 61539 344-61639 360 

0205(140237 Informs that licensee 920408 response to NRC Bulletin 88 01 1, "Pressuriz 
er Surge Line Thermal Slratification." adequately addresses action recommended by 
bulletin 

MARTIN.R E Pf0|oc1 Directoralo 11-3 92/04/21 TUCKMAN.M S Duko Power Co 
4pp 61549 024-61549 0 2 7 

9205270156 Forwards insp rcpls 50-413/02 09 & 50-414/92 09 on 920306 0404 & 
notice of violation 

HEROT.A R Region 2 <Po&l 620201) 02/05/04 TUCKMAN.M S Duke Power Co 
4pp 61764 046 61764 067 

”9205270162 Notice of violation from insp on 920303 0404 Viofalcon noted personnel 
failed to perform hand & foot frisk or whole body survey upon akiting contaminated 
racti citron control zone 

* Region 2 (Post 820201) 92/05/04 3pp 61764 050 61764 052 

“9205270109 Insp repts 50-413/92 09 & 50 414/02 09 on 020308 0404 Violations 
noted Major areas inspected review of plant operalions.survml lance observations & 
main! obsorvallons 

ORDERS.WT, HOPKINS.PC. ZEILER.J Region 2 (Post B20201) 92/05/04 15pp 
61784 053 61764 067 

9205120098 Ack receipt of 92041C Itr informing NRC of stops taken to correct violations 
noted in Insp repts 50 413/92-01 & 50-414/02 02 on 020316 
JULIAN, C A Region 2 (Post 020201) 92/05/05 TUCKMAN.M S Duke Power Co 
3pp 61636 101 61636 103 

9205010009 NRC Info Notice 92 035, ‘'Higher Than Predicted Erosion/ Corrosior^ In 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Conlainmenl at Boiling 
Water Reactor '' 

ROSSI, CE Division of Operational Events Assossmoni (Post 670411). 02/06/06 
Consolidated Edison Co of Now York, Inc Opp 61667 349 61667 364 

9205010045 NRC Info Notice 92-036, "fnlersystem LOGA Outside Containment ” 
ROSSI.CE Division of Operational Events Assossmont (Post 070411) 92/05/07 
Consolldalod Edison Co of New York, Inc 9pp 61718 001 61718009 

9205040265 SuppI 1 to NRC Info Nolicc 92-016. "Loss of Ffow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI.CE Division of Operational Events Assossmoni (Post 870411) 92/05/07 
Consolidated Edison Co oi Now York, Inc 4pp 61718010 61718013 

9205100301 Responds to inspector followup item noted In ESFSI Insp Ropls 50-413/ 
92 01 & 58 414/02-01 Coffcc live actions procedure re annunciator response for 
panel 1(2)AD-11 revised & studies of ground fault dotoction undortekon 
TUCKMAN.M S Duke Power Co 92/05/14 Documont Control Branch (Document 
Control Desk) 22pp 61 731’t 49-61 731 170. 

9205270090 Forwards corrected llr ack rocoipt of response to violations noted in insp 
repts 50-413/92 01 & 50 414/02-01 tncorrecl in^ fopl numbers Inadvorlently used 
JULIAN, C A Rooion 2 (Post 020201) 92/05/16 TUCKMAN.M S Duka Power Co Ip 
61 702 292 61 762 295 

“9206270099 Corrected llr ack receipt of llr Informing NRC of steps taken to correct 
violationa fiolo-d In Insp ropls 50 413/9201 & 58 414/9201 Insp ropl 50-413/92-01 & 
60 414/92 02 were inadvertently used 

JULIAN, C A Region 2 (Post 820201) 92/05/15 TUCKMAN.M S Duke Power Co 
Opp 61762 203 61762 205 

9205280031 Forwards Insp Repts 60-413/92-12 & 50 414/92-12 on 020413 16 & 
notice of violation Rent details & notice of violation withhold (ref 10CFR73 21 ) 
GOLLINS.OM Region 2 (Post 620201) 02/05/19 TUCKMAN.M S. Duke Power Co 
4pp 61QB4 321 61804 325 

”9206280033 Partially withhold Insp Repts SO-4 13/92-1 2 & 50-414/02-12 on 820413-16 
(rof 10CFR73 21) Violations noted Major areas inspected physical security program 
including, mot support, audjts.Flans & procoefures & safeguards ovont logs 
TOBIN.WJ., MCGUIRE, DR Region 2 (Post 620201) 02705/15 Ip 61884 325 
61804 325 


R. Periodic operating reports & related correspondenco 


Q. Inspection reports, IE Bulletins & correspondence 


9205040242 “1901 Annual Radiological Environ Operaling Rept " W/92042a llr 
TUCKMAN.M S Duko Power Co. 01/12/31. OOOpp 61587 001 615B9 223 


9205060102 Forwards Insp ropta 50-413/02 08 & 52 414/02-00 on 920309-1 3.No viola- 
tions or dovialions noted 

CLINE.WE Region 2 (Post 020201) 92/03/30. TUCKMAN.M S Duko Power Co 3pp 
61639 256 61630 266 


9205190095 Forwards monthly operating rapls for Apr, 1902 for Catawba Nucloar Sta- 
tion & revised montfity operallnj ropl (or Mar, 1992 for Unit 1 

MCCRAW.EO Duko Pov/or Co 92/05/13 Document Control Branch (Document 
Coni rol Desk) 2pp 61740.184 61740 1DQ 


”9205050109 Insp ropls 60 413/02-00 & 50 414/02 00 on 920300-13, No violations 
noted. Major areas inspoclod control room prossunzallon & air filtering 
sysjranaportation of radioactive malt, solid waste mgLPASS & iroining 
JONES.DW, DECKER, T.n. Region 2 (Post 620201). 02/03/27. 10pp. 61631)260- 
61530’260 

9205060110 Forwards Insp ropls 60 413/02-06 & 60 414/92-06 on 020209 - 0307 No 
violations or dovialions noted 

HERDT.A.R, Region 2 (Post 820201) 02/03/30, TUCKMAN.M S Duke Power Co. 
3pp. 61640-103-61540.106 


”9206190098 Monthly operating repts (or Apr, 1092 lor Calawbei Nucloar Station 
WiLUAMS.R A. Duko Power Co 02/04/30. lOpp 61740 105-61740 194 

“9205190102 Flovisod monthly operating ropl for Mnr,1B92 for Catawba Nuclear 
Station.Unlt 1 

SIMMONS, NG DukaPowerCo 92/03/31. 2pp 01740 195-61740 198 
S. Reportable occurrances, LERs fk related correspondence 


“9205050116 Insp repts 60-413/02-06 & 60-414/02 08 on 920209-0307 No violations 
notod.Major areas inspoclod roviow of plant opefaiions.survQlillanco 
obaervations.maint obsorvallon & LERa 

ORDERS.WT., HOPKINS.P.C, ZEILER.J Region ? (Post 828201). 02/03/30 11pp. 
61540,106 61640.196. 


9206060286 LOR 80 001-01 on 001 1 16,concorr> noted that pressunzer safaty valve 
blowdown groalor Ilian aasumed In oafoly analyses Caused by funcllonal design 
dollcloncy.F^edwator line break accident reanalyzed W/920427 llr 
FUTRELL,R , MCCOLLUM, WR Duka Power Co 92/04/S7 9pp 61592 037- 
61BO2045 



■■ 
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&205t8030i{ LER 92 00-4 01 on 9203 14, discovered that l^mit switch contacts in incorrect 
position on Af ays motor driven pump B discharge to SG 1C isolation valvaOn 
921)302 design defect noted w/circuit Veiva replaced W/9205C6 Hr 
FUTRELL.R. MCCOLLUM, WR Duka Power Co 92/05/06 lOpp 6I7IB 15?. 
61710 166 

9205 2703 17 Special rept on 92 0430, discovered malfoncllon In meto-orological insliu 
mentation sys.Automot V when read-only rnemory board failed Sys inoperable for 
more than 7 days Unil shipped back to itifg & addi cablinfl added 
TUCKMAN.M S Duka Power Co 92/05/14 Document Control Branch (Document 
Comrol Desk]! 2pp 61613 05261613053 


DOCKET 50 414 CATAWBA NUCLEAR STATION, UNIT 2 


F Socirrlly, medical, emergency & fire protection plane 

9205140300 PoiWArde pirbloc version of revised Crisis Mgt Implemonling 
Procedirres.includmg Rev 45 lo CMIP-1,Rav 27 lo CMIP ?3 & nolificalien ol deletion 
of CMIP-8 Procedure CMIP S reserved for futuro use W/920504 reloasa memo 
TUCKER, H B Division ol Freedom ol Inlormation & Publications Services (Post 
690205) 92/04/0? Document Control Branch (Oocumonl Control Desk). 3pp 
61703 279-61703 332 

”9205100103 Pirbfic version of revised Crisis Wgt Jmpfamontme Procedures 
{CMIPKmdudjng Rev 45 lo CM IP- 1. Rev 27 to GMJP-13 & nolificalfon of deletion of 
CMIP 8 Procedure CMIP-8 reserved for (uturo use 
^ Duke Powor Co 92/04/07 52pp 61703 280 61703 332 

92050S0131 Forwards Insp repta 50 413/92 05 & 50 414/92-05 on 920303-06 No viola- 
tions or deviations aoled 

CtfNE,WE Region 2 (Post 620201) 02/04/10 TUCKMAN.MS Duko Power Co 3pp 
61539 341 61539 360 


9205070109 Clarifies corrections lo safety evaluation attached to util 920400 Itr re accu- 
mulator tank inslru mentation issue 

MARTIN.RE, Prolecl Direclorate 113 92/04/27 TUCKMAN.M S Duke Power Co* 
3pp 61603 304-61603,306 

920S060280 Reuuesis PR publication of notrce of consideration of issuance of amends 
to licenses NPF-35 & NPF 62 & proposed NSHC request re doterminalion & opportu- 
nily for lieanng on 920413 request for rev to TS 3 6 5 5 

MARTIN^R E Prelect Orrectorate 11-3 92/04/29 NRC - No Detailed Affiliation Given 
4pp 61592,249-61692,252 

9206220233 Solicits Interest In NRC sponsored Current licensing basis workshop on 
920623-24 In Rockville, MD Requests specific panel discussion topic recommendations 
& fist of atterid'ods ^ participants by 920518 

MATTHEWS, D B* Projecl Directorate lf-3 92/05/05 TUCKMAN,M S Duke Power Co 
4pp 61757 331-61757 334 

9205160121 Informs that all actions associated w/ response to GL 00 03 re relaxation of 
staff position in GL 83-28Jtom 2 2 Part 2 concerning vendor Interface for safety rofal- 
ad components complete, per 900914 & 910430 Itrs 

TUCKER.H B Duka Powor Co 92/05/06 Document Control Branch (Document Con- 
trol Desk). Ip 61724 305 61724 305 

9205180307 "Twenty -Second Quarterly Update to Slailup RepLCalawba Unit 2,Cyclo 

TUCKMAN.M S. Duke Power Co* 92/06/07 Document Control Branch (Document 
CemiolOesh) 2pp 61717‘2&0-61717 261 

9205169395 Forwards amends 96 A 90 to licenses NPF-35 & NPF-52 respectively & 
SE, Amends ravfso TS to re (fact reorgsriizalion re decentralizing corporate mgt of nu- 
clear activiiies to each of utils three site faciHties 

MARTIN, R E Profecl Directorate 11-3 92/05/07 TUCKMAN.M S Duke Power Co 
4pp 61716236 61716265 


-9205059135 Insp repts 50 413/92 05 & 50-414/92-05 on 920303 06 Ne wolatrons 
noted Malor areas Inspected annual emergency exercise 
SARTOR.WM Region 2 (Post 82020 1J 92/04/10 |6pp 61530 344-61539 360 

9205120160 Advisos that Rev 92-1 to erflergarcy plan consistent w/ provisions of 
10CFR50 47(b) & acceptable 

CLINE.WE Region 2 (Post 820201) 92/04/23 TUCKMAN.M S, Duke Power Co 3pp 
61635 026-61636 020 

9205049180 Forwards Rev 30 lo security plar>,dQratiiig App 5 personnel screening pro 
gram A commiUmp to perform screenrng using util access authonzatlon 
prewram, implemented per Reg Guido 5 66 Rev vfllhheld {ref 10CFR73 21). 
TUCKMAN.M.S Duke Powor Co 92/04/24 DocumenI Conirol Branch (Document 
Control Desk) Ip 61573 341 61673 341. 

9205050233 Certifies that access aulhonzalion program. meeting requframenls of 
10CFR73 56Jmpl0mentocf by utiJ Program meets or exceeds all elements of Reg 
Guido 6 66 Physical security plan revised to reflect program change 
tucker, H B Duka Power Co 92/04/27 Document Control Branch (Document Con* 
trolDesk) ip 615Q5356 61S853S6 


”9205180368 Amends 06 & 90 to licenses NPF-3$ & NPF-52,respeclively, revising TS 
to refloct roorqanizaiion re decentralizing corporate mgt of nuclear activities to each of 
utils three nuclear site facilitios 

MATTHEWS.D-S Project Directorate IW 92/05/07 22pp 61716 239-61718,260 

”9205180389 Safety evaluation supporting amends 96 & 90 lo licenses NPF-35 & NPF- 
52, respectively 

* Office of Nuclear Reactor Regulation, Diroclor (Post 070411) 92/05/07 5pp 
61716261-61716 265. 

9205190292 Application for amends to Licenses NPF'35 & NPF-52. modifying TS Re- 
quirement 4 8 2 1 i d & associated bases to allow 16 monlh sve test of 125 volt vital 
inlrumentalion & control power sys batteries to be conducied during powor operations 
TUCKMAN.M S Duke Power Co, 92/05/14 DocumenI Conirol Branch (Document 
Control Desk) 4pp 61731 330-61731 347 

”9205190293 Proposed 75 4621 1d & associated bases re shutdown requirement for 
conducting sve test of 125-voll do vital instrumentation & conlrof sys batteries 

• Ouk© Power Co 92RJ5/t4 14pp 61731,334-61731 347, 


9205130236 Forwards public version of revised Crisis Mgt Implementing Procedures 
(CMiP), including Rev 46 lo CMIP I, Rev 39 to CMIP4.Rev 45 to CMIP5,Rev 49 to 
CMIP 6.Rev 48 toCMIP-r. Rev 42 to CMIP-9 A Rev 3 toCMIP-15 
TUCKER, RB Duke Power Co 02/04/39 Document Conirol Branch (DocumenI Con- 
trol Desk) 2pp 61672 001-61672 290 

”0^5130243 Public version of revised Crisis Mni Impfemenlrng Procedures 
(CMIP), Including Rev 46 lo CMIP-1,Rav 39 lo CM IP-4, Rev 45 to CM IP-5, Rev 49 to 
CMIP 6.RflV 48 to CMIP 7, Rev 42 to CMIP-9 A Rev 3 to CMIP-15 
‘Duke Power Co 92/04/30 250pp 61672 003 61672 290 


9206290200 Application for amends to Licenses NPF-35 A NPF-6 2, changing TS lo 

? orinit use of B&W kenelic sleeving process, described In Rev 1 to BAW-2045P 
UCKMAKMS Duke Power Co. 92/05/19 Document Control Branch (DocumenI 
ConlTdlOesk) 4pp 61910 34 &-ei 910*359 

”9205290201 Proposed TS 4.4 6 4 re acceptance criteria for RCS 
• Duke Power Co 92/05/10 app 61910.352 61010 359 


Q. rnapecllon reportsj IE BuPletlns & correspondence 


9205180077 Advises that 920424 Rev 30 lo physical security plan consistent w/provi- 
sions of lOCFRSO 54(pJ| & acceptable Roquesis clarification of placement of require 
menis lor access authorization program under slated heading 
COLLINS.DM Region 2 (Post 320201) 92/05/12 TUCKMAN.M S. Duko Power Co 
4pp 61736 306 61736 309 


9205950102 Forwards insp repts 60-413/92-08 & 52-414/92 06 on 920309-13 No viola- 
tions or deviations noted 

ClIwe.WE. Region 2 (Post 820201). 92/03/30 TUCKMAN.M S Duke Power Co 3pp 
61539 256-6t5& 266. 


9205280031 Forwards Insp Repts 50-413/92*12 &. 50 414/92*12 on 920413- 16 a 
notice of violation Rept details & notice of viofalron withheld (ref 10CFR73 21) 
COLUNS,DM Roglon 2 (Post 820201) 92/05/19, TUCKMAN.M S Duke Power Co 
4pp 61884321 618&4 325 


*-9205050109 Insp repts 60-413/02-08 a 60-414/92 08 on 920309 13 No violations 
noted Major areas inspected control room pressurization & air filtering 
sys, transportation of radreactive malP.solld waste mQt.PASS & training 
JONES, DW-. OECKeR,T.fl* Region 2 (Post 620201) 92/03/27 lOpp 61539 269* 
61539 268 


”9205280033 Partially withhold Insp Repts 50 413/92-12 & 60-414/92-12 on 920413 16 
(ref 10CFfl73 21) Violations noted Mafor areas inspected physical security program 
incfuding.mgl support, audits.pJans & procedures 8 safeguards event logs 
TOBIN, WJ Region 2 (Post BZOaOl) 92/05/16 Ip 61684 325 61864 325 


9205050110 forwards Insp repts 50-413/02 06 & 50-414/92-06 on 920200- 0307 No 
violations or deviations no tea 

HEROT,AH Region 2 (Post 820201). 92/03/30 TUCKMANvMS, Duko Power Co 
3pp 61540.133-81540196, 


P. Operating license stage decuments & correspondence 

9205050185 Ack receipt of 020324 Ur requosting amend to temporary waiver of compli 
a nee granted by NRC on ■920320 In order to allow for unit 2 pressunzor end hatch to 
be OMn for addI 6 h period on 920324 

EBNETEfl.S D Region 2 (Post 820201) 02/03/24 TUCKMAN.M S. Duke Power Co 
4pp 61540 283 61540^291 

020 S 040247 Forwards fftnoss for duly program conlacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Information & 
Records Management Branch (Post 800827) 4pp 61563 326 61663 323 

9205010161 SuppI to 900607 applicolion for amends te Licenses NPF-35 & NPF-52, re 
vising TS 3 7,5 b re standby nucloar sve water pond (SNSWP)SNSWP & max allow- 
able temp of SNSWP to account for 2 4 F discrepancy revised 
TUCKMAN.M S Duke Power Co 02/04/22, Oocumonl Cerilrol Branch (DocumenI 
Conirol Desk) 3pp 61549 306 61549 310. 

-*9205010154 Proposed Tech Spec 3 7 5 b re Standby Nuclear Sve Walor Pond 
• Duke Power Co. 92/04/22 10pp. 61549'309-61S49 310 

9205120229 Discusser rav 41 ■& 42 to crisis met plar> for nuclear stations 
CLINE, WE Region 2 (Post 820201) 02/04/23 TUCKER.H 0 Duko Power Co Bpp, 
61636 334-61636 338 


”9206050116 Insp ropta 60-413/92-06 & 50-414/82-06 on 920209 0307.No vioJations 
ooled Mafor areas Inspected .review of plant ^>pofation8^survelllanc0 
observations, malnt observation A LERs 

ORDERS.W.T. HOPKINS.PG. ZEjLER.J Region 2 (Post 620201) 92/03/30 lipp 
ei540;186-61 540:196. a v kk 

9205050 13t Forwards insp repis 60-413/92-05 & 50-414/92-05 on 920303 06 No vioJa- 
boos or deviations noted 

CLINE,WE, Region 2 (Post 820201) 92/04/10 TUCKMAN.M S Duke Power Co 3pp 
61539^341-61539.360 

“9205056135 Insp repfs 50-413/92-05 & 50 414/92-05 on 920303 06 No violations 
noted Major areas Inspected annual emergericy exercise 
SARTOR, WM Region 2 (Post B2O201) 92/04/10 16pp 61639 344-61539'360, 

9205040237 Informs that llcerTsee 020400 response to NRC Bulletin 88-011, "Pressunz- 
or Surge Lino Tihermat Stratification,*' adequately addresses action recommended by 
buKelin, 

MARTIN.RE. Project Directorate 11-3 92/04/21 TUCKMAN.M.S Duke Power Co 
4pp. 61649 024 6)649 027 

9205270158 Forwards insp repts 60-413/92-09 & 60-414/92-09 on 920300-0404 & 
notice of vloJation. 

HenDT,An. Region 2 (Post 820201). 92/05/04 TUCKMARM S Duke Power Co 
4 pp. 61 764 '046-61 764 ,067, 



DOCKETED UtMb 


“9205270162 Notice of violation from insp on 020300 0404 Violation noted pe^sonnef 
fc? perform pand & toot frisk or whole body survey upon oxilmn contaminated 
radiation control zone ^ ^ y ■ ^ unawy 

* floofonS (ftost aSOjyOf) O 2 /O 5 /O 4 3pp 61764 050 6^764 052 


-92051^0123 fnsp rept 50 416/92-10 on 920413 17 No violations or deviations 
noted Uaior areas inspected emergency operating procedures followup insp 
KfWG.LP, CRLENJAK.RV Region 2 (Post 820201) 92/05/04 4pp 61706 265- 
61706268. 


-0205270169 inap ropls 50-413/02*09 & 50-414/92-09 on 920308 0404 Violations 
noted Ma|or areas inapoctod roviow ot plant opGrallons.survolllanCB obs&rvations 4 
malnt obsarvatlona 

HOPKtWS.PC, ZetLERJ Region 2 (Post 020201) 02/05/04 16pp 
81/64 053^61 /64 067 


9205130189 Forwards Rev 6 to “Grand Gulf Nuclear Station Fire Hazards Analysis 
(Spec GGNS-M-5000) " 

Cuttle. WT Entergy Operations. Inc 02/05/07 Documeni Control Branch <Oocu 
meat Control Desk) 2pp 61683 239 616B3 281 


920S120D96 Ack rocolpl of 020416 Itr Informing NRC o1 steps taken to correct violations 
noted In inSp ropts 50 413/92 Oj & 50 414/92*02 on 920319 
JUUAN^CA Region 2 (post 620201) 92/05/05 TUCKMAN^MS Duke Power CO 
3pp 61636 101-61536 19? 


0205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Oo^fOston /n 
Urtfecfotrto Reactor Coofaril Proasuro Boundary Piping Inside Containmenl at Boiling 
Water Reactor “ 

ROSGI,C E DMalor^ of Oporational Events Assossmont (Post 870411) 92/05/06 
Gonsolidatcd Edison Co 0 / Now York, inc Gpp 61667 349 61667 354. 

0205010046 NRC Info Nolico 02-036. “Intorayslom LOCA OuJsido Containment" 
ROSSI, Ce, Division of Operational Events Assossmont (Post 870411) 92/05/07 
Consolidnlod EUlsan Co of Now York, Inc 9pp 61718 001 6<710'aO9 

0205040285 SuppI 1 to NRC Info Notico 02*016, “Loss of Flow from Residual Heat Ro 
moval Pump During Rofuoling Cavity Dralndown " 

ROSSI, C E Division of Oporational Events Assessment (Post 870411) 92/05/07 
Consolltlalod Edison Co of Now York. Inc 4pp 61710 010 61718 013 


-9205130191 Rev 6 10 "Grand GuU Nuclear Station Fire Hazards Analysis (Spec 
GGNS-W-SOOOJ " 

* Entergy Operations. Inc 92/04/24 41pp 61683 241 61683 281 


H General correspondence 

9204060310 Forwards Regulatory Hisloiy AA38 2 for proposed rulemaking on slds for 
protection against radiation 

ROECKLEIN.A Radiation Protection & Health Elfocts Branch 02/02/25 UNHAM.D 
Ofliceof Administration (Post 890205) 69pp 61840 001 61871 215 

-9264240096 Comment on proposed rules 10CFR2.19, 20.30, 31 .32,34.35.39,40. 50.61 & 
70 re slds lor proleclion agam'^t radiation 

KfNGSLEY.OD Misstssippi Power & Light Co 86/05/12 OocKeling & Services 
Branch 7pp 61861 236 61861 242 


P. Operating license stage doepmenta A corraapondenca 


9205190301 Responds to inspector followup item noted in ESFSI Insp Repis 50 413/ 
02-01 & 50 414/02-01 Corrociiva octjpns procedure re annunciator response for 
panel 1 (2) AD- 1 1 revised & studies of ground fault detection undertaken 
TliCKMAN.MS Duko Power Co 92/05/14 Document Conlrol Branch (Document 
ConffOl Ooak) ?2pp, 6r/3t 149-61731 170 

0205270090 Forwards corrected Itr ack receipt of rosponso to violations noted in Insp 
ropts fiO'4 13/92 0? & 60-4t4/92-.0t,(ncorfOcl insp ropl numbers inadvertently used 
JULIAN, C A Region 2 (Post 020201) 02/05/15 fUCKMAN.M S Duke Power Co Ip 
ei7G2 202-61762 205 

-*020527 Q099 Corrected itr ack recolpl of Hr Informing NRC of slops taken to correct 
violAlians noted in insp ropts 50*413/92-01 A 50 414/92-01 Inspropt 504i3/9201 & 
50 4 1 4/O2-02 woro Inadvortontly used 

JULIAN, C A Region 2 (Post 820201) 92/06/16 TUCKMAN.MS Duke Power Co 
3pp. 61702 203 61762 295 

9206260031 Forwards Insp Ropls 50 413/02-12 A 50 414/02-12 on 920413- 10 A 
notico ol violation Rept doialls A notice of violation withhold (ref 10CFR73 21) 
COLL1NS.DM Region 2 fPosl 820201) 02/05/19 TUCKMAN.MS OukePoworCo 
4pp. 61Q04 321 61004 325 

-0205200033 Partially withhold Insp Repis 60-413/92-12 A 60 414/02-12 on 920413-16 
(ref 10CFR73 21) Violations noted Malor areas inspected physical security program 
Including, mat support, audits, plans A procedures & safeguards event logs 
roaiN.Wd, MCQUlFtE.OR Region 2 (Post 820201) 92/05/15 Ip 61804 325- 
61084 325 


R, Periodic operating reporta & related correspondenco 


9265050021 Confirms 920331 meeting to discuss shutdown risks associated w/upcom* 
mg refueling outage 

REYES.LA Region 2 (Post 820201) 92/03/20 COHLE.vyT Entergy Operations, 
Inc app 61540120 61540122 

9205040247 Forwards fitness for duly program contacts listed on program performance 

KfSlJP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT ,J. Information A 
Records Management Branch (Post 690827) 4pp 61563 326*61663 32B 

9206040282 Forwards application for amend to License NPF-29 .changing TS 3/4 3 1 re 
reactor protection sys insirumentatton,3/4 3 6 re control rod block ms iru mentation A 
3/4 3,7,6 re source range monitors, per violations In Insp rept 60*416/92-04 
COTTLE,W T Entergy Operations, Inc 92/04/30 Document Control Branch (Docu- 
ment Control Desk) 2pp 61563 166*61563 198 


-92060402B4 Application for amend to License NPF 29, changing TS 3/4 3 1 re realtor 
protecMon sys instrumentation, 3/4 3 6 re control rod block in stru mentation & 3/4 3.7 6 
re source range monltors.per violations in Insp rept 50-416/92-04 
COTTLE.WT. Entergy Operations, Inc 92/04/30 13pp 61563 166-61563 18 O 


“0205040286 Proposed TS 3/4 3 1 re reactor protection sys lnslruman\ation.3/4 3 6 re 
control rod block instrumentation & 3/4 3 7 6 re source range monitors 
* Entergy Operations, Inc 92/04/30 I7pp 61563 181 61563 198 


9205050004 Forwards "Resolution of High Groundwater Levels at Grand Gulf Nuclear 
Station " Rept aummanzos outstanding Issues re determination of groundwater excee 
dance problems at facility & corrective actions to resolve problem 
COTTLE.WT Entergy Operations, tnc 92/04/30 Document Control Branch (Oocu 
menl Control Desk) 4pp 61584 271*61564 304 


0205040242 "fOOf Arrniraf nadfologteaf Environ Oporaffng Ropl " W/ 020428 ffr 
TUCKMAN.M S. Duko Power Co 01/12/31 800pp 61687 001*61509*223 


9205190095 Forwards monthly oporatino ropts for Apr. 1992 lor Calawba Nuclear Sta- 
tion A revised monlhly operdling ropl tor Mar, 1992 for Unit 1 
MCCRAW.EO Duko Power Co 92/06/13 Document Conlrol Branch (Document 
COfTtroi DesM 2pp 6 1 740 164-61740 196 


-920 51000 98 Monthly oporatlnn ropts for Apr, 1992 lor Catawba Nuclear Station 
WIUIAMS.RA Duko Power CO 02/04/30 lOpp 61740 106 61740 194 


3. Reportable accurrencas* LERe A related correspondence 

9205010008 spoclat ropt on 020303, vibration A loose parts monitoring sys was rfjdared 
I nopor able Caused by signal not prosont on channel Work request was written to 
repair channel dufingi future oulago of sufficient length . , „ . 

TUCKMAN.M.S Duko Powgr Co 92/04/22 Document Conlrot Branch (Document 
Control Desk) 2pp 61640.266 61640*267 

020S270317 Special rept:on 920430.dl8covorod malfunclioti 
mentation sya.Auiomet V when road only memory board (ailed Sys Inoperable for 
more than 7 daye.UnIt shipped back to mfg & addi cabling added. 

TtJCKMAN.M S Duko Fowor Co 92/05/14. Document Conlrol Branch (Document 
Control Desk) 2pp 61013*062-61 013*053 

DOCKET 60-416 GRAND GULF NUCUAR STATION, UNIT 1 


F, Sttcurity, medical, emergency & fire protection plane 

9205050147 Advi5.es that mods to Change 22-001-91 to emergency^ 
olng atd^ of 10CFR60.47(b) & requlreirients of App E to ^ 

list ot doficlonclos A potential areas for < 

CLINE, W E. Region 2 (Post 020201). 92/03/27. COTTLE.W.T Entergy Operations, 
Inc 14pp. 61640.054 61640.067. 

9206010088 Change 22-001-02 to “Grand Gulf Nuclear Station Emergency Plan Non- 

Safety Related “w/920424 Ifr 070 R 1 846 300 

CX)TTLE,WT Entergy Operations, I no 02/04/24 31pp 61548.270 61648 300 

9205100121 Forwards Insp rept 60-41 on 920413^7 ^0 vtoWtons notod 

PEE0LES.T.A Region 2 (Post 020201). 92/05/08 COTTLE.WT Entergy uperauons, 
1nc app, 61700 262-61706*206. 


“020SOS0005 “Resolution of High Groundwater Levels at Grand Gulf Nuclear Station" 

• Bechtel Carp 92/04/30 25pp 61564 275 61564 304 

9205190362 Solicits Intefost in NRC sponsored current licensing basis workshop on 
920623*24 in Rockville.MD Requests specific panel discussiorx topic rscommendaiions 
Rnaipesof attendees A participants by 920518 ^ , 

LARKINS, JT Prelect Directorate lV-1 92/05/05. COTTLE, W T Entergy Operations, 
Inc 3pp 61716 121 61716 124. 

9205130023 Application for amend to License NPF-29,changing TS re primary comain 
ment penetration conductor overcurrent prolecliVB devices, under exigent 

COmE^WT^ Ent^gy ^ 92/05/06 Document Control Branch (Docu 

menl Control Desk) %p 61674 30? 61674 319 

-9205130025 Proposed TS Table 3 8 4 1-1 re primary containment penetration conduc- 
tor ovorcuirent piotecttv© devices 

* Enlergy OperaUons, Inc 92/05/06 6pp 61874 314 61674 319 

02Q526Q2Q9 Forwards notice of considorailon of issuance ol amend to license NPF-Jd9 
& proposed NSHC detormlnallon & opportunity for hearing to Increase trip setpoints of 
four circuit breakers lor suppression pool makeup ^ 

O’CONNOR, P.W, Project Directorate tV-1 92/05/07 COTTLE.WT Entergy Oper- 
ations, inc, 3pp 61785 261-61765 262 

-9205280032 Notice of consideration of Issuance ol amend to license NPF-29 & pro- 
posed NSHC determination & opportunity for hearing to increase inp setpoints of four 
circuit breakers lor suppression pool makeup vatyos 

OCONNOR.PW Project Directorate IV' 1 92/05/07 9pp 61765 254 61785 zd 4 
9205270263 Forwards environ assessment & finding of no significant Impact re request 

oper. 

ations, Inc 4pp 61705 307-61785 314 

-9205270270 Environ assessment & finding of no significant Impact Proposed amend 
wouto terminaio cooling tower drift program of EPP & alier rei to program to reflect 

O’CONNOR, PW Project DirecloraleW-i 82/05/11 4pp 61705-31 1-61705 314 

92Q5260146 Notification of 920520 mealing w/util in Rockyillo.MD to provide ovofwew 
^ of util progress to dale & plans for future fPE studies refaled to four operating BWR/6 

O’O^NORPW. Project Directorate IV-1 92/05/12 LARWNS.JT Project Diiector- 
aiolV-l 5pp 61765 278 61765 282 
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9205280055 Submils addi info to aupport NRC ravisw of 920506 application for amend 
lo License IN PF'29, changing TS re containment penelralron conductor ovorcurrenl 
protective devices 

COTTLE.WT Entergy Operations, Inc 92/05/15 Document Conirol Branch (Oocu 
mont Control Desk) Gpp 61 B8 4 299*61864 304 

9205220069 Notification of 920522 rn eating w/ulil in Rockville, MD to discuss Seimens 
NP Corp fuel performance at GGNS 

O’CONNOR, PW Project Directorate IV-1 92/05/18 MUftLEY.T., MIRAGLIA.F, 
RUSSELL.W NRC - No Detailed Affiliation Given 5pp 61756 353.61756 357 

9205270326 Forwards amend 96 le license NPF29 & safely evaluation Amend re- 
quests terminalron ol CT Drift Program & changes refs to program to reflect program 
tflimlnation 

O’CONNOR, P-W Project Directorate JV-I. 92/05/18 COTTLE,WT Entergy Opor* 
aliens. Inc Opp 61773 327 61773 338 

--92(}5270329 Amend 96 to license NPF 29, requesting termination of CT Drift Program 
&. changing refs to program lo rei led programs lermrnaliQn 
LARKINS.JT Project Oirectoralo IV 1. 92/05/18 Bpp 61773 330 61773 335 

<.^9205270331 Safety evaluation supporting amend 06 to license NPF-29 
* Office of fsfucfear Roactor Regulation, Director (Posi 870411) 92/05/18 3pp 
61773 336-61773 338 

9205280173 AcMsos that uUI will increase operating MCPR lor all 8x8 fuel assembfias 
within Powerplex by 0 06, per 920522 meeting Change will be (mptemented for addI 
conservatism & requires no change lo Cycle 6 TS amond 

COTTLE.WT, Entergy Dperalfons. (nc 92/05/26 Document Conirol Branch (Docu 
man! Conirol Desk) 2pp 61884 149 61884 150 


Q, Inspeollon reports, IE Bulls tins & corroapondonce 

9205050083 Forwards insp repl 50-416/92-05 on G20201 0313 No violations or devi- 
aliens noted 

VERRELU.DM Region 2 (Post 020201) 92/03/27 COTTLE,WT Entergy Oper- 
alions, Inc 3pp 61539 191-61539 202 

-9205050087 Insp rept 60-416/02 05 on 920201 0313 No violations or deviations 
noted Major areas Inspected operational safety verifica1ion,n>alnl & survoilianco 
observation, action on previous InsP findings 4 oreparatfoni for refueling 
MATHIS, J L . HUGHEY.C A , CANTREIL.F S Region 2 (Post 820201) 92/03/27 9pp 
61539 194 61539-202 

9205050092 Forwards Insp rept 50*416/92-07 on 920303 06 & notfeo of violation NRC 
concerned that recent candidates for oporaling licenses wore poorly prepared for 
exam 

QiaSON.AF. Region 2 (Post 820201) 92/04/03 COTTLE.WJ Entergy Oporalions, 
Inc 4pp 61539 211 61 539 226 

-9205056095 Notice of violation from Insp on 926303 06 Violation noted two instructors 
who taught plant-specific sya &/or transient response & analysis were not evaluated & 
certified (ecnnically competent lo leach assigned lectures 
* Region 2 (Post 820201) 92/04/03 2pp 61539216-61539 216 

-9205050096 Insp rept 50 416/92*07 on 920303*06 Violations noted Major areas 
in spaded licensed operator training & followup of previously inspoctod Items 
LAWYER.LL, PEEBLESJA Region 2 (Post 02O2Ot) 92/04/03 7pp 61S30 217- 
61539 226 

9295050017 Ack receipt of 920326 Hr informing NRC of steps taken to correcl violations 
noted in insp rept 50.416/92*02 

VERRELU.DM Region 2 (Post 820201) 92/04/07 COTTLE.WT Entergy Oper- 
ations. Inc 3pp 61540 117-61540 119 

9205050222 Dentes 920109 request for permission (o permanently extend lime limit for 
Ming inservico insp summary, 

LARKINS, JT Project Directorate IV-1 92/04/22 COTTLE, W.T Entergy Operations. 
Inc 3pp, 61668 320*61568 331 

9206940292 Forwards application for amend lo License NPF*29,changfng TS 3/4 3 1 re 
roactor protecUon sys instrumonta1fon.3/4 3 6 ro control rod block Inslru mentation & 
3/4 3 7 6 re source range monitors.per violations in Insp rept 50*416/02 04. 
COTTLE.WT Entergy Operations, Inc 92/04/30 Document Conirol Branch (Docu 
menl Control Desk). 2pp 61563 168 61563 108 

-9205940264 Appficaffon for amend lo License NPF-29,changlng TS 3/4 3 1 ro reaclor 
protocfion sys i nslru menl allon, 3/4 3 6 re conirol rod block Inslrumentafion A 3/4, 3.7 6 
ro source range monitors.per violations in fnsp rept 60-416/92-04 
COTTLE.WTEntergy Operations. Inc 92/04/30 13pp 61663 168 61563:180, 

9205040313 Responds io violation noted (n fnsp Rept 50-416/92*300 Corrective 
actio ns .(Procedure 01 -3-04-1 re licensed oporalor training program revised lo specify 
requiremonls for candidate counseling A training conducteef 
GOTTLE,WT. Entergy Operations, Inc, 92/05/01. Document Control Branch (Oocu 
menl Confrol Desk) lipp 61654.340 61654 350 

920S010009 NRC Info Notice 92-0-35, "Higher Than Prodlcled Erosion/ (Corrosion In 
Ifnisolablo Roactor Coolant Pressure Boundary Piping Inside Containment at Boifing 
V^fl^Gr RggcIov* 

ROSSI.CE, Division of Operational Events Asseasmonf (Post 870411). 92/05/06 
Consolidated Edison Co. of New York, Inc. 6pp 61667.349-61667 354 

0206190121 Forwards Insp rept 50-416/92-10 on 920413-17 No violations noted 
PEEBLES.TA Region 2 <Posl 820201) 02/05/96 COTTLE.WT Enlerny Operations. 
Ine. 3pp 61706 262-61706268 

-920S190123 fnsp ropl 50 416/92*10 On 920413-17 No viofations or deviations 
noted Major areas Inspected emergency operating procedures followup fnsp 
KING.LP., CRLENJAK.RV. Region 2 (Post 820201), 92/05/04. 4pp 51706 265- 
61706^268. 

0205270137 Forwards fnsp rept SO 416/92-09 on 020314-0410 A notice of violation 
VERRELU.DM Region 2 (Post 820201), 92/05/06, COTTLE, W.T Entergy Oper- 
ations, Inc 4pp 61763*001 61763 020 


-920S270144 Nolice of violation from Insp on 920314-0410 Violation noted procedure 
01-8 07-01 inadequate A allowed scope of work order to be changed w/o operability 
review by control order prior to resuming work 
* Region 2 (Post 820201) 92/05/06 3pp 61763 005 61763 007 

-9205270145 Insp rept 50-416/92-09 on 920314 0410 Violations noted Major areas 
Inspected operationat safety veriflcation.mainl observe lion, surveillance observation A 
ESF sys waikdown 

MATHIS.JL. HUGHEY.CA. CANTRELL.FS Region 2 (Post 820201) 92/05/06 
I3pp 61763 008 61763 020 

9205010045 NRC Info Notice 92-036, "Intorsysteni LOCA Outside Containment " 
ROSSI.CE Division of Operallonal Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 9pp 61710 001*61718 009 

9205040265 Simpl 1 lo NRC Info Notice 92-016. "Loss of Flow from Residual Hoat Re- 
moval Pump During Refueling Cavity Dralndown" 

ROSSI.CE Division of Operallonal Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010-61710 013 


R. Periodic operating reports A related correspondence 

9205040215 "Quarterly Status Rept for Period Ending 920331 re Degraded Core Acci- 
dent Hydrogen Control Program W/920429 Itr 

COTTLE.WT Entergy Operations, Inc 92/03/31 5pp 61 59 6’23 4-6 16 96 238, 

9205190013 Monthly operating rept for Apr 1992 for Grand Gulf Unit 1 W/020512 Itr 
DAUGHTERY,LF„COnLE!wT Entergy Operations, Inc 92/04/30 5pp 61743 337- 
61743 341 


S. Reportable occurrences. LERs A related correspondence 

9205180268 LER 92-004-00- on 02041 4, discovered that both divs of drywell purge sys 
inoperable Caused by incomplete component designation stencilled on 
valve Incomplete stoncll corrected A operator training program revised W/92051 5 Hr 
DURKE.BA, COTTLE.WT Entergy Operations. Inc 92/05/14 6pp 61757 056- 
61757 061 

0205270316 LER 92 002 00 on 920320,detor mined that actuators for suppression pool 
makoup sys dump valves underslzed.por Generic Llr 89-10 Caused by use of min 
flowrate In actualor8.Tor{iue switch sotting raaol W/92051 6 Itr 
ABRAHAM.W,B , COTTLE. W.T Entergy Operations. Inc 92/05/16 7pp 61814 247- 
61814 253 

9205260057 Special Ropl 02-002 on 920605, containment A drywell accident range area 
radiation monitors removed from sve for more than 72 h Preplanned alternate method 
of monitoring area radiation monitors established to work area 
COTTLE.WT Entergy Operations, Inc 92/05/15 Document Conirol Branch (Docu- 
menl Conirol Desk) 2pp 61804*297 61904 298 

0206270057 LER 92-005-00 on 020421, inadvertent RWCU sys Isolation 

occurred Caused by personnel orror.Conduct of Operations procedure,01-S 06-2 A 
Conirol A Use of Oporations Section procedur0,O2-S 01*2 were modified W/920 521 
llr. 

JOHNSON.R S . COTTLE, W T Entergy Corp 92/05/21 5pp 6188Q 082-61888 086 


V. Operator Examinations 

9205060092 Forwards Inap rept 60 416/02*07 on 920303 08 A notice of violation NRC 
concerned that recent candidates for operating licenses wore poorly prepared for 
exam 

GJBSON.AF. Region 2 (Post 820201) 92/04/03 COHLE.WT Entergy Oporations, 
fne 4pp 61530 211 61539 226 

•‘9206050096 Insp ropl 50*416/92-07 on 920303-06 Violations noted Major areas 
Inspected licensed operator training A followup of previously inapocted items 
LAWYER.LL., PEEBLGS.TA, Region 2 (Post 620201). 92/04/03 7pp 61539 217- 
6153 9 226 

9206040313 Responds to violation noted In Insp Ropl 50 416/92-300. Corrective 
action s.Procedure Ot-S04-1 ro licensed operator training program revised to specify 
requlroments for candidate counseling A (raining conducted 
COTTLE.WT Entergy Oporations, Inc 92/05/01 Document Control Branch (Docu* 
ment Conirol Desk), lipp, 61654 349 61554 359. 
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W. Decommissioning Stage Documents A Correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
rapts, 

KOUP.E Reactor Safeguards Branch. 92/04/20 MCKNIQHT.J Information A 
Records Managomont Branch (Post 890827) 4pp, 61563:326-61563 329. 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency A fire protection plans 

9205010200 Advises lhat access authorization program Implemented A became effec* 
live on 920427 All elements of Reg Guide 5 66 Implemented per 10CFR73.56. 
OPEKA.J.F Connecticut Yankee Atomic Power Co, 92/04/28 Documenl Control 
Branch (Document Control Desk) 2pp 61549 346.61649'347 

9205060149 Ack receipt of 920325 Hr transmitting Rev 16 lo physical security 
plan.Ohanges conslstenl w/provfslons of 10CFR5D54(p} A acceptable for Inclusion In 
plan 

JOYNER.JH, Region 1 (Post 820201) 02/05/01 OPEKA.J F, Northeast Nuclear 
Energy Co 4pp. 61865O11'61665’014. 
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0205110096 Discusses Gfnafgoncy preparedness insp repis 50*245/ 92-07. 50 396/92* 
07 & 50-423/92 07 on 020127 31 & forwards notice of violation 
COOPER.RW Rogion 1 (Post 920201) 92/05/06 OPEKA.JF Northeast Nuclear 
Energy Co 8pp 61609 210 61609 225 


9205010051 Forwards order approving proposed ownership of Filchburg by UNITIL Corp 
subj to listed conditions 

STOLZ,J F Pfolact Directorate I-4 02/04/28 OPEKAJ F Connecticut Yenkee Atomic 
Power Co OPEKA.JF Northeast Nuclear Energy Co 3pp 61516 048 61516 052 


-9205110106 Notice of violation from insp on 920127 3i Violation noted periodic drills 
sufficient to assure that key skills were developed & maintainod were not conducted 

* Region i {Post 920201) 92/05/06 1p 61609 22S'e 1609 225 

9205160119 Forwards Initial SALP Ropts 50-245/90-99.50 336/90 99 & 50 423/90 99 
for period 901216 92021 5, Weaknesses reflecting declines in performance In funcHon- 
af areas noted Requests written comments within 20 days of 920522 meeting at plant 
MARTIN.TT Region 1 (Post 020201) 92/05/07. OPEKA.JF Northeast Nucfear 
Energy Co 6pp 61877 271-61677 311 

-9205150122 SALP ropls 50-245/90-09,50 336/90-99 & 60 423/90 99 for 901216 
920215 

* Region 1 (Post 920201) 02/04/10 35pp 61677 277 61677 311 

9205260073 Notification of significant licensee meeting 92 64 w/ulil on 920522 to dis- 
cuss SALP mgt meellnn 

WENZINQERiEC Region 1 (Post 820201) 92/05/07 Region 1 (Post 920201) 2pp 
61752 069 61752 070 

9205190277 Forwards DH Kwialkowski 020401 Ur & FEMA post oxerciso assessment 
for plant Sopt 1991 full participation exorcise No deficloncies noted NRC concludes 
that offsite emergency preparedness adequate to protect public health & safety 
JOYNER. J.H Region 1 (Post 820201) 92/05/11, OPEKA.J.F Norlhoasl Nuclear 
Energy Co 3pp 61706 001*61706 121 

-9205060102 Forwards final exercise ropt for 910026 full partlcipatron joint exercise of 
offsite radiological omorgency response plans site specific to plant, No deficiencies 
idontiflod 

KWIATKOWSKI.D Federal Emergency Management Agency, 92/04/01, CON GEL, FJ 
Division of Radiation Protection & Emergency ProparecInoBS (Post 870411) Ip 
61706 004 81706 004 

-9205060259 'TInal Exorcise Assessment, Joint Stale & Local Radiological Emergoncy 
Responso Exorcise for Milestone Nuclear Power Station." 

* Federal Emergency Management Agency 92/03/14 116pp. 61706’005 61706'121 

9206270322 Revised EPIPa, including Rev 10 to EPIP 4001, Rev 10 to EPIP 4007, Rev 4 
to EPIP 4010A,Rov 7 to EPIP 4010a,Rov 8 to EPIP 4010C,Rov 10 to EPIP 4301.Rov 
3 to EPIP 40 1 1 , Rov 3 to EPIP 46 1 6 & Rev 4 to EPt P Form 4611*1 
MCCANCE.WT, DEMBEK.T. DILLON.P Northeast Nuclear Energy Co 02/05/19 
lOOpp 61930 109 61030 333 


H. General corroepondence 

9205060066 Responds to 020408 Itr forwarding B Eldridgo Itr whlofi raised questions 
about NRCs policy for onsito storage of low level racfwasto at nuclear power 
reactors NRC responded to 0 Eldridgo Itr on 020421 

TAYLOR.JM Ofc of the Executive piroctor for Operations, 92/04/27 DODaCJ 
Senate 5pp 61600 290*61600 287 

-9206060070 Expresses concarns re NRC actions on on sita storage at nuclear power 
facIlitleSiSpocIfically.Millatono Roquoals that procoss be opened to support true public 
participation 

ELDrFdQE.B Affiliation Not Assigned 92/04/20. BERNERO.R. Office of Nuclear Ma 
terial Safety & Safeguards. 1pp. 0^1600;205 01600 287. 

9205130103 Comment supporting NRC program re olimlnotion of roqulromonla marginal 
to safety 

OPEKA.JF Northoasl Ulilillos 02/05/04 MEYER,DL Regulatory Publications 
Branch 3pp. ei85M60 61651.161. 


L Financial Information 


9206100262 Discusses proposed acquisition of Public Svc Co of NH by NE^UT A two 
pending amends to SoabrooK OL related to matter Spoclffo financial data requested 
at 92031 1 meeting end 

ELLIS, W.B Nonhoast Utilitloa 02/05/13. TAYLOR, J M. Ofo of Iho Exocutivo Director 
for Operations 7pp 61718.a42-01718’34B, 


M. Antltruat oorrespondanco 

9206070037 Confirma merger of Fitchburg & UNITfL Corp on 020420 Closing of morpor 
fulfills condition re completion of transfer of Fitchburg fntorost In license conlainoe In 
NRC 020428 order. 

VOIGT, H.H. Fitchburg Gas & Elocirlo Light Co, VOIGT,! tH. LoBoouf. Lemb. Loiby & 
MacRao 92/04/30. Office of Nuclear Reactor Regulation, Director (Post 870411). lp 
61690 344-81690 344 


P. Operating license atage documents & correspondence 

9206260113 Forwards exeeutive summary of spoclal revlow group ropt did 020330 (n 
response to allegations of harassment & Intimidation at Northeaet Utils 
TAYLORJ M. Ofc of the Executive Diroclor for Operations 02/04/00. ELLIS, W B 
Northeast Utilities lOpp 61706:338 61705.347 

9206040247 Forwards flinosa for duly program contacts listed on program performance 
ropts. 

KOUKE Reactor Safeguards Branch 02/04/20 MCKNIGHT, J Informfltion & 
Records Management Branch (Post 890027) 4pp, 61 56 3*32 6 61 663.320 

9206810010 Discusses 020327 mot moollng w/ulil in King of Prussla.PA re resqlla of 
sell-assessment activities lhat Tod to development of performance enhancement 
progrom list of attondoos & mooting handouts end 

HEHL.CW Region 1 (Post 020201). 02/04/21 OPEKAJ.F, Northoaat Nuclear Energy 
Co. 4epp. 01409:002*61490 048, 


-92050100&7 Order approving transfer of Ij corpse NPF 49 to Fitchburg by UNITIL Corp 
subj to listed condilrona 

MIRAGLIA.FJ Offico of Nuclear Reactor Regulation, Diirector {Rost 870411) 92/04/ 
28 Fitchburg Gas & Electnc Light Co 2pp 61516 051-61516 052 

9206010131 Suppis 020410 Itr ro status of ongoing assessment of ctreumsiances sur- 
rounding record keeping by plani equipment operators at Millstone & auxiliary opera- 
tors at Haddam Neck, Disciplinary aclion taken re Part 55 licensed ope rate rs 
OPEKA.J F Northeast Nuclear Energy Co 92/04/28 MARTIN.TT Region 1 (Post 
020201) 3pp 61547 345 61547 347 

9205040260 AMlication for emend to License NPF -4 9, changing TS to remove License 
Conditions 2C{5) re inservico insp program & 2C(1Q) re initial tost preqram 
OPEKA.J F Northeast Nuclear Energy Co OPEKA.J F Northeast UtiHtios 02/04/28 
Document Control Branch (Document Control Desk). 5pp 61595 311*61595 310 

-9205040261 Proposed TS deleting License Conditions 2 C(5) ro inservice insp program 
& 2C(10) ro Initial test program 

• Northeast Nuclear Energy Co 92/04/20 4pp 61695 316-61505 319 

9205070065 Forwards Wostinghouso nonpropnelary repla WC A P-1 3003 & WCA P-13057 
& proprietary ropts WCAP*13002 & WCAP-13056 re margin to ovarfill analysis tor 
SGTR for Units Ihraa loop & four-foop operation Proprietary ropts withheld 
OPEKA.JF Northeast Nuclear Energy Co OPEKA.JF Norlheasl Utililles 92/04/26 
Document Control Branch (Document Control Dosk) 6pp. 01047 001-61647.090 

-9205070069 Requests lhat proprietary ropi WCAP-130O2, "Margin to Overfill Analysis 
for SGTR for Millalono Nu clear Power Slallon Unit 3 Four Loop Operation" bo with- 
held (rof 10CFR2 790) 

DIPIA2ZA.RP Wostinghouso Electric Corp 91/08/29 MURLEY.T Document Control 
Branctt(DocumontConirolDosk) 9pp 01647007-61647015 

-9205070070 Roquesis that proprietary ropt WCAP-1305B, "Margin to Overfill Analysis 
for SGTR for Mili stone Nucloar Power Slalron Unit 3 Three-Loop Operation'* be with- 
held (rol lOCFfl2 790) 

DIPIA22A,HP Weslinghouso Electric Corp 01/10/22, MURLEYJ. Document Control 
Branch (Document Control Desk) 9pp 61647 016-61647 024 

-9205070077 Nonpropriolflry "Margin 10 OvorfilJ Analysis for STGR for Millstone Nucle- 
ar Power Station Unit 3 Four Loop Operation " 

STACKHOUSE,J L , LEWiS.R.N Westinghouse Eioclric Corp WCAP-13003 91/08/ 
31 32pp 61647.025-61647 057 

-9205070090 Nonpropnelary "Margin to Overfill Analysis for SGTR for Millstone Nucle- 
ar Power Station Unit 3 Throe- Loop Operation *' 

STACKHOUSE.JL,. LEWIS, R N Westinghouss Efoc trio Corp WCAP.13057 91/10/ 
31 32pp 61647 058-61647 000 

92060700 37 Confirms morgor of Fitchburg A. UNITIL Core on 020428 Closing ol merger 
fulfills condition ro compTotlon of transfer of Fitchburg Interoal In llcor^se coaialnod in 
NRC 920428 order 

VOIGT, MH Fitchburg Gas & Electric Light Co VOIQT.H H LeQaeuf, Lamb, Loiby & 
MacRao. 02/04/30. Office of Nuclear Reactor Regulation, Diroctor (Post 07041 1) Ip 
61509 344-61599.344 


9205070298 Requests reliol from ASME Boiler & Pressure Vessel Code Section XI ro 
qulrements to mako interim repairs to leak In piping os alterriativo to IWA-7000 repair/ 
IWA-7000 replaconnoM,in response to GL 00-06 . , 

OPEKAJF Northeast Nuclear Energy Co. OPEKA.JF No/thaast Utililles 92/05/01 
Document ConlroJ Branch (Oocument Control Dosk), 12pp 61920 326 61820337 


9206110030 Application for emend to License NPF-49, revising TS 4 710b to dolote 
phraso "arid ino first Insp interval determined using this criterTon shall bo based upon 
previous insp as ostabllsnod by roqui remen Is in of foe I before Amend 62 " 

OPEKA.J F. Northoasl Nuclear Energy Co, OPEKA.J F Northeast Utilities 02/05/01 
Document Control Brariich (Documanl Con I rol Dosk). 5pp, 61650309 61650 315 


-9205110033 Proposed Tech Spec 4 7,10 b re snubber visual In&p 
* Northeast Nuclear Energy Co 92/05/01 2pp 61850814 61 650’31 5 


9205110017 Updates 891215 rosponso to Gonoric Ltr 80 10 ro safely related motor op- 
erated valve testing & survoillanca, dot in eating commitmenls All necessary tochnica! 
Glements to address gonoric Itr not yet In place. 

OPEKAJF. ConnectTcol Yankee Atomre Power Co 02/05/04 Document Coniro) 
Branch (Document Control Desk) 3pp, 61650327 61650329 


9205140009 Suppis 020410 A 20 responsas ro status of util assessment Of circum- 
stancGs concerning record keaping by plant equipment operators at 
facilities Disciplinary actions administered based on discipline guldolino matrix 
OPEKAJ.F Northeast Nucloar Energy Co 92/05/05 MARTIN.TT Region 1 (Post 
620201). 4pp, 81700,351*81700 354 


0205190264 Requests that licensee provide info for specific panel discussion topics & 
namofi of member of staff who will attend & parllcfpato as panel m amber for 02O623- 
Z4 current licensing basis workshop ^ ■ 

STOLZ.J r. Project Directorate !-4, 02/05/05 OPEKA.J F Connecticut Yankee Atomic 
Power Co. 4pp 61716-275 01716*270 


9205190346 Forwards staff evaluation ot Internal events portion of indapandont plant 
exam submitted by llconseo on 980031 in rosponse to ganoric Hr 89-20 Respensa ac 
ceptable, 

RCJONE'ii'.V.L. Project Diroclorato 1 4 02/06/05 OPEKA.J F Connecticut Yankee 
Atomic Power Co 29pp 61710 200 61718 228 


9205180163 Discusses proposed acquialtlan of Public Svc Go of NH by Northoasl Ulifs 
& two panding amends to Seabrook OL re acquisitlon.Oulage schedules on which ax- 
pendituras & Dudgels based listed 

OPEKAJ.F. Northeast Ulilillos 92/06/13 TAYLOR.J.M. Ofc of the Executive Diroctor 
for Oporalions 2pp 01718.305 61710.306 
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9205-260010 Submits schedule change for installation of alternate ac source, per station 
blackout rule (10CFR5063) New DG & associated equipment scheduled to be doliv- 
erod In Fall 1992 & testing will be completed during 1993 refueling outage 
OPEKA,JF Northeast Nuclear Energy Co OPEKA.Jf Northeast Utilities 92/05/18 
MURLEYpT E Office of Nuclear Reactor Regulatjon, Director (Post 870411) 3pp 
61730 322*61780324 

9205200046 Application for amend to License NPF-49*chang!ng TS Figure 3 1-5^ "Re- 
quired Shutdown Margin for Mode 5 W/RCS Loops Not Filled, Section 3 4 13, "RCS 
- Hot Shutdown” & 4 4.1 13. “RCS - Hoi Shutdown Surveillance Requirennonts ■' 
OPEKA,J F Northeast Nuclear Energy Co OPEKA.JF Northeast utilities 92/06/20 
Oacumanl Control Branch (Document Control Desk) 4pp 61804 199 618B4 209 

-9205280048 Proposed TS 3/4 1 1,3/4 1 2 & 3/4 1 3 re reactivity conlrol 8ys.borallon 
sys & movable control assemblies, respectively 
• Northeast Nuclosf Energy Co 92/05/20 7pp SI BB4 2D3 61884 209 

9205290174 Forwards environ assessment a finding of no sigmficanl impact re 910321 
applicalEon for amend to license to reflect transferof control of util 
RCDONEY.VL Project Directorate I-4 92/05/20 OPEKA.J F Connecllcul Yankee 
Atomic Power CIo OPEKA.JF. Northeast Nuclear Energy Cki 2pp 61811 357- 
61811 361 

-9205280178 Environ assessment & finding of no significant impact re proposed amend 
to OL to reflect transfer of control of ull 

STOLZJ F Project Directorate 1-4 92/05/20 3pp 61811 359 61811 361 

9205260270 Forwards flr^al rapt, "Northeast Utdis Independent Review Team Plant 
Equipment Operator Performance Concerns " 

OPEKA,J F connecllcul Yankee Atomic Power Co 92/05/21 MARTIN, TT Region 1 
(PostB2020l) 2pp 61824 308 61824 358 

-9205260272 "Northeast Ulils Independent Review Team Plant Equipment Operator 
Performance Concerns ” 

CALLAGHAN, P Northeast Ul ill! lea 92/05/20 59pp 61824 3 02-61 B24-35B. 

9205260012 Notification of slgnUccant licensee meeting 92 64 w/ulll on 020507 to dis- 
cuss S ALP mgl meeting 

WENZINGER.E C Region 1 (Post 820201) 92/05/22 Region 1 (Post 820201) 3pp 
61751 001-61751 003, 


0. Inspection reports, IE Bulletins & correspondence 

-9205040055 AcK receipt of 920410 Itr Informing NRG of steps taken to correct violations 
noted In msp rapt 50 423/91-27 

ANDERSON, CJ Region 1 (Post 820201), 92/04/20 OPEKA,JF. Northeast Nuclear 
Energy Ce 2pp 61612143 61612 150 

9205040260 A|y)licalion (or amend to License NPF 49, changing TS to remove License 
CJondiUons 2 C(5) re Inservice inyi program & 2 C-flO) re Initial test program 
OPEKA.JF. Norihoasl Nuclear Energy Co OPEKA.JF, Northeast Ulmlies 92/04/28 
Document Control Branch (Document Control Desk) 6pp 61595 311*01595 319 


928S160119 Forwards Initial SALP Repts 50*245/90 99,50-336/90-99 & 50-423/00.99 
for period 901216*920215 Weaknesses reflecting declines In porformance In function 
a I areas noted Requests wntten comments within 20 days of 920522 meeting at plant 
MARTIN, TT Region 1 (Post 820201) 92/05/07 OPEKA.JF Northeast Nuclear 
Energy Co 6pp 61677 271-61677 311 

-9285150122 SALP repts 50-245/90-99,50-336/90 99 & 50-423/90-99 for 901216 
920215 

* Region 1 (Post 020201) 02/04/10 35pp 61677 277-61677 311 

9205260073 Notification of significant llcensoa meeting 92-64 w/util on 920522 to dis- 
cuss SALP mot meeting 

WENZINGErIEC Region 1 (Post 820201) 92/05/07 Region 1 (Post B20201) 2pp 
61752 069-61752 0 70 


R. Periodic operating reports & related correspondence 


9285070051 "Annual Radiological Environmental Operating Rept Jan-Dee 1991 " W/ 
920428 Itr 

OPEKA,JF Northeast Nuclaar Energy Co OPEKA.J.F Northeast Utilities 91/12/31 
9 9pp 61 600 001 -61 600.1 02 

9205070013 Forwards "Annual Environ Protection Plon Operating Rept, 1991, Millstone 
Unit 3 Environ Protection Pfan" & "Monitoring Marine Environ of Long Island Sound at 
Millstone Nuclaar Power Station,Annual Rept 1091." 

OPEKA.J F Northeast Nuclear Energy Co. OPEKA.J F Northeast Utilities 92/04/30 
Document Control Branch (Document Conlrol Desk) Ip. 61632 001-61633 01 1 

-9206070014 "Annual Environ Protection Plan Operating RepLIOOl, Millstone Unit 3 
Environ Protection Plan *' 

* Northeast Nuclear Energy Co 91/12/31. 17pp 61632 002-61632 018 

-9205070016 "Monitoring Marino Environ of Long Island Sound at Millstone Nuclear 
Power Station, 1901 Annual Rept " 

* Northeast Utilities 91/12/31 350pp 61632 019-61633 011 

920514028B Monthly operating rept for Apr 1992 for Millstone Nuclear Power 
StQtion,Unlt3W/920511 Itr 

ELMS, A L , SCACE.SE Northeast Nuclear Energy Co. SCACE.S E Northeast Utilities 
92/04/30 5pp. 61703.356 61703 360 


8. Reportable occurrences, LERs & related correepondence 


9205010223 LER 02-009 00 on 920325, discovered that required channel chocks for full- 
range containment pressure Indication deleted from conlrol room rounds Caused by 
personnel error Channel checks Incorporated into togs W/920424 Itr 
LOOMIS.LE, SCACE,SE Northeast Nuclear Energy Co SCACE.SE Northeast Utili 
tias 92/04/24, 4pp 61569 366 61 569'359. 


-9205049261 Proposed TS deleting License Conditions 2 C(6) ra [nsorvlco insp program 
& 2 C(10) re imtial last program 

* Northeast Nuclear Ef^ergy Co 92/04/28 4pp 61595 316 61695 318. 

920S110030 Application for amend to License NPF-49, revising TS 4 7.10 b to doloto 
phrase "and tna first fnep interval detormfned using this criterion shall be baaaol upon 
previous insp aa established by requlromonts In effect before Amend 62." 

OPEKA,JF. Northeast Nuclear Energy Co OPEKA.JF Northeast Utilities 92/05/01 
Document (Conlrol Branch (Document Control Desk) 5pp 61650 309 61650 315, 

-9205116033 Proposed Tech Spec 4 7 10 b fo snubber visual (nsp 

* Northeast Nuclear Energy Co 92/05/01 2pp, 61650 314 61650 315 

9205140271 Forwards structural evaluation pf Haddam Neck & Millstone Unit 3 pressur- 
izer surge line, considering effects of thermal straWIcaKon.per NRC Bulletin 00- 
011 Proprietary portions of analyses also end Pfopriale^ portions withheld 
OPEKA,JF, Connecllcul Yankee Atomic Power Co OPEKA.JF Northeast Nuclear 
Energy Ce OP EKA.JF, Northeast Ullli lies 92/05/01 Document Conlrol Branch (Doc- 
ument Control Desk) 3pp 61714 002-61714*126 

—9205 1402 B1 Requests that proprietary info on surge tine transients w/ stratification for 
Millstone Unit 3 he withheld (ref 10CFR2.790) 

LIPARULA,N J. Westinghouso Electric Corp 92/04/29 MURLEYJ Document Control 
Branch (Document Control Desk). 8pp. 61714 012 01714,010, 

--920514029O "Structural Evaluation of Mill stone Unit 3 Press urizor Surge 
Una, Considering Effects of Thermal Stratification " 

LIU.TH, GRAY.MA, VALASEK.LM Weslinghouso Electric Corp 92/03/31 53pp 
61714.074 61714 126, 


9205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bollinci 
Water Reactor." 

ROSSLCE Division of Operational Events Assessment (Post 870411). 92/05/06 
Consolidated Edison Co of Nevir York, fnc 6pp 51 667‘349-01 667*364. 


9205110096 Discusses emergency preparedness Insp repta 50-245/82-07, 60-336/92- 
07 & 50-423/92-07 on 920127-31 & forwards notice of violation. 

COOPER, RW Region 1 (Post 020201). 92/05/06. OPEKA.JF Nerlheast Nuclear 
Energy Coi 6pp. 61609 21S 61609 226. 


-9206110105 Notice of violation from Insp on 8201 27-31. Violation noted periodic drills 
sufficient to assure that key skills were developed & maintained wane not conducted, 
* Region 1 (Post 820201). 92/05/88. Ip. 61609 225-61609*225 

Notice 02-036, "Inlersyatem LOCA Outside Containment,” 
ROSSl,C E Division of Operatior^aJ Events Assessment (Post 870411). 92/05/07. 
Consolidated Edison Co. of Now York, Inc. 9pp. 61718*601-61718 009 

9205040265 Suppl 1 to NRC Info Notice 02-016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown *’ 

ROSSI, C.E. Drvlaien of Operational Events Assessment (Post 870411), 92/06/07 
Consolidated Edison Co of New York, Inc, 4pp 01716*010 61718*013. 


9205060191 LER 92-010 00*on 920401 .discovered that surveillance requirements not 
met re testing of atmosphere cleanup filter units Caused by failure to Identify proper 
surveillance test requirements Procedures reviSBd.W/920501 Itr 
MCDONALD, R J , SCACE,S E Northeast Nuclear Energy Co SCACE.S E Northeast 
Ulllltlos 92/05/01 4pp. 61601.297-61601*300 

9206120294 LER 92-01 l-QO.on 820405, reactor manually tripped due to toss of operating 
condensate pumps.cau3tng hotwell level to fluctuate Caused by design 
deficiency Traveling water screens A,B,C & F replaced W/920505 Itr 
HULME,N.O, SCACE.S.E. Northeast Nuclear Energy Co. SCACE.SE Northeast Utili- 
ties 02/05/05 5pp 61702 240 61702 244 

9205140190 LER 92-01 2-00'on 020407, Inadvertent feedwater Isolation signal generated 
duo to reactor trip breaker testing Caused by procedural inadequacy Procedure 
changed to require porformfng steps In sequonco,W^20507 Ur 
KELLER, R N , SCACE.S.E Northeast Nuclear Energy Co SCACE.S E Northeast Utili- 
ties 92/05/07. 4pp 61718 065 61718 068 

9205210243 LER 92 013-00 on 920411, determined that temporary sampling lor turbine 
btdg alack monitor Improperly connected .Caused by inlet & discharge sample lines In 
advertently crossed. Sample pump procedures to bo revised W/920511 Itr 
FORREST.BN, SCACE.SE Northeast Nuclear Energy Co SCACE.SE. Northeast 
Utilities 92/06/11 4pp. 81701.244-61791:247. 


V. Operator Examinations 


9205010131 Supple 020410 Itr re status of ongoing assessment of circumstances sur- 
rounding recordkeeping by plant equipment operators at Millstone & auxiliary opera- 
tors at Haddam Nock Disciplinary action taken re Part 55 licensed operators. 

OPEKA.J F Northeast Nuclear Energy Co. 92/04/28 MARTIN, T.T Region 1 (Post 
820201). 3pp. 61547 345 61547*347 

9205190319 Provides update to plant-specific nuclear training manuals Manuals are 
used to augmonl classroom.slmulator & on-the-job instmctlonln various operator traln- 
fng program8*W/o ends. 

OPEKA.J.F. Connecticut Yankee Atomic Power Co 92/05/12. Document Control 
Branch (Document Control Desk). 2pp 61733 320*61733.321. 


DOCKET 50-424 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plane 

9205050057 Informs that rev 14 to emergency plan Inconsistent w/ previous plan com- 
mitments &. unacceptable Clarification re total time to complete relocation from pri 
mary emergency operations facility should be addressed 

CLINE, Region 2 (Post 820201) 92/04/13 HAIRSTON, W.Q Georgia Power Co 
4pp 61639 096 61639*099. 
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920504025B Ack receipt of 320331 Ur transmitting Rev 22 to physical socunty & contin- 
gency plan Most changes consislerl w/ provisions of 10CFR50 54(p) & acceptable for 
Inclusion into plan All elements of Rag Guide 5 66 must be clariliDd 
COLLINS, DM Region 2 (Post 020201) 92/04/28 HAIRSTON.WG G bo ra fa Power 
Co 3pp 61505 300 61595 310 

9205100092 Informs NRC thaLeffeclive 920601. util will no longer scroen for acfdl sub- 
stances of benzodiazepines & barbiturates 

MCCOY ,C K Georgia Power Co 92/05/12 Document Control Branch (Documei^t 
Control Desk) 2pp 61724 243-61724 244 

9205260067 Informs that corrections to Rev 14 commitments will be as Indicated on 
end emergency plan pages, por 920429 tolcon 

MCCOY.CK Georgia Power Co 92/05/16 CLINE.W E Region 2 (Post 820201) 2pp 
61013 355-61813 350 

^9205270164 Corroclions to Rev 14 to Emergency Plan pages H A & 1-7 
* Georgia power Co 92/05/16 2pp 61013 357 61813 356 

9206290267 EPtPs induding.Rov 22 to 91002-C.Rev 10 to 91203 C & Rev 9 to 9 1601- 
CW/920516 Itr 

SHIPMAN .WB Georgia Power Co 92/05/ 1G SGpp 61867 069 61807 125 

9205290131 Ponwards correclions to Amend 22 to phyalcaf socunly & contingency 
plan.lnltially submitted on 920331, per NRC 020426 reguest lo clarify SecUon 5 1 3 re 
access authorization End withheld (rof 10CFR73.21) 

MCCOY, CK Georgia Power Co 02/05/27 Dociimeni Control Branch (Document 
Control Dosk) 2pp 61822 351-61022 352 


H. General correopondonce 

9205110024 Commonl on draft NUREQ 1449, “Shuldowrt & Low Power Operation at 
Commercial Nuclear Power Plants in US ” Informs lhat licensee believee BWROG 
comments to be appropriate & bonoficiel 

MCCOY, CK Georgia Power Co 92/04/30 MEYER.DL Regulatory Publications 
Branch 3pp 61609 021-61609 023 

9205190160 Comment on proposed generic commun leal ion NRG bullolin 90-001,.Suppl 
1, "Loss of Fill Oil In TransmlUera Mfg 6y Rosomount " Agrees w/NUMARC com- 
ments provided to NRC 

MCCOy.C K Georgia Power Co 92/05/07 CHILK.S J Dockoling & Services Branch 
2pp 61706 097-61706 090 


p Operating license stage documents & correspondence 


9205040265 SuppI 1 to NRC Info Nntjco 92-016, "Loss of Flow from Residual Heat Ra 
moval Pump During Refueling Cavity Cramdown " 

ROSSI.CE Division of Operational Events Assessment {Post 870411) 92/05/07 
Conso-lida tad Edison Co of Now York. Inc 4pp 61716 010-61716 013 

9205130097 Requests extension until 920710 (or submitting response to NRC 920304 
Itr re vtolatlons noted m Insp Repts 50-424/92-01 S 50-425/92 01 .per 920504 discus- 
sion 

MCCOY.C K Georgia Power Co 92/05/06 Document Control Branch {Document 
Control Desk) 2pp 61683 349 61663 350 


R, Periodic operating reports & related correspondence 

9205080042 '*1991 Annual Rept Part 2 " W/fl20429 Itr 
MCCOY.C K Georgia Power Co 01/12/31 140pp 61616 174 61616 346 

9205160168 Monthly operating repls for Apr 1992 for Voslla EleclrSc Generating 
Plant, Units 1 & 2 W/920512 Ur 

HCXDPER.GL, MCCOY.C K Georgia Power Co 92/04/30 13pp 61711 308- 
61711 320 


S. Reportable occurronce&i LERs & related correspondence 

9205150205 LER 92 001-00 on 9204 15, stroke time testing not perrormed on contain- 
ment I sol alien valve to demon strata operability, par TS 4 63 1. Caused by cognitive 
personnel error Personnel rosponsible for error counseled W/e2051 i Itr 
SHEIBANI.M , MCCOY.C K Georgia Power Co 62/05/1 1, 4pp 61757 001-61757*004, 

9205190325 LER 91 015-01 an gi0820,loakaGO limits wore oxceedeef during LLRT of 
conlainment isolation valve (CIV) Caused by manuiaclurer’s casting mark on valve 
hingo prevonting closure Casting marfe on valve removed W/ 9265 13 Dr 
SHEIBANI.M. MCCOY.C K Georgia Power Co 92/05/13 4pp 61766 128-61766.131 

9205270120 PNO II 02-036 on 02051 4,controlled shutdown of Unit 1 was Initiated from 
160% power Caused by unidentified teak rate of 2 6 gpm -Corrective action will ba de- 
termined pending identificallon of source 

SKINNER.P Region 2 (Post B20201) 92/65/14 Ip 61763354 61763 354 

9205220176 LER 02-002-00 on 920424, potential for delays In cycling ESP AS sequencer 
discovered & sequencers operated outside design basis Of rcuitry defeated & vendor 
plan of aclion being developed W/9205ia Itr 

SHEIBANI.M-, MCCOY.C K Georgia Power Co 02/05/16 5pp. 61814 066-61614 072 


9204170100 Proviclos Info ronuostod by Commission in 920227 memo ro operation of 
d lose I gonorators and associated in si rumen I alien at plant 

TAYLOR. JM Ofc of Iho Exocutivo Director for Oporallons SECY-02-131 02/04/14 
13pp 61658 341 61650 353 

9205040247 Forwards fitnoss (or duly program contacts listed on program performance 
repts 

K(jUP,E Reactor Safeguards Branch 92/04/20 MCKNIQHT.J Information & 
Records Management Branch (f^ost 000827) 4pp 01603 326-61663 329 

92060S0331 Advises that proposed change ro reactor trip breaker maint program con- 
slslant w/Qenorlc LIr 83'20, "Required Actions Based on Generic Implications of 
Salem ATWQ Events," & acceptable 

HOOD.DS Projocl DIroclornte II 3 92/04/23 HAIRSTON.WG Georgia Power Co 
4pp 61 666 355-61 666 360 

0205220244 Sollclls Intoro&t In NRC sponsored current licensing basis workshop on 
920623 24 in RocKvIllo.MD Requests specilic panel discussion topic rocommendaliona 
& list of altendees & participants by D20610, 

MATTHEWS.D.B Proloct Diroclorato 11-3 02/05/05 HAIRSTON.WG Georgia Power 
Co. 4pp. 61757 356 61757.300 


0. Inspection reports. IE Bulletins & corroapondonce 


9206050069 Informs of schoduled reactor operator licensing oxams 50 424/92-301 on 
920602 03 & 22-20 Rof mat) & guidolinos end 

PEEBLES.T-A Region 2 {Post 020201) 92/03/30 HAIRSTON.WG Georgia Power 
Co lipp 61530 135-61630146 

0205120238 Forwards insp repts 50 424/92-04 a 50 426/92 04 on 920223 0321 No 
violations or deviations noted 

HERDT.An Region 2 (Post 020201) 02/04/16 HAinSTON.W-Q Georgia Power Co 
3pp. 61624 081*61C24'107 

-9206120244 Insp ropts 60 424/92-04 & 60 426/02 04 On 920223 03 21. No violallona 
noted Major areas In a poc tod. plant operations. 8urvolllanco,malnt.rQfuollng activities & 
review of LERs 

BONSER.B.n, STARKEY.R.D., BALMAlN.P A Region 2 (Post 020201). 02/04/16 
24pp. 61624 004 01624 107 

9205190113 Forwarda synopsis of NRC Ole of I nvo a ligations complolo rept ro alloged 
wilholding of Info by util mgl during onforcomont confortneo on 900522- Informs Inal 
no viofatlon of NRC roquiromonts found basod on results of Invostigalion- 
EBNETER.S.D Region 2 (Poal D20201) 92/04/20. HAIRSTON.WG- Georgia Power 
Co 4pp, 61707 276 61 707'2fl1. 


9205270181 Confirms tofeon botwoon AR Hordi & CK McCov concerning onforcomenl 
conforonco to bo conducted at Region tl ofo on 020513 to eiscuss events surrounding 
aurvelllanco performed on 020126. 

REYES.LA Region 2 (Post 820201) 92/05/06. HAIRSTON.W.Q Georgia Power Co. 
3pp. 61784.137*01764.130 


9205010009 NRC Info Notice 02 036. '’Higher Than Prodlctod Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Conlainment at Boiling 
Water Reactor.” 

ROSSI, C.E. Division of Operational Events Assoasmoni (Post 870411) 02/05/06. 
Consolidated Edison Co. of Now York, Inc. 6pp. 61687*349 01667:364 


9205010046 NRC Info Notice 92-036, "Intersyatom LOCA Outside Containment.” 

ROSSI, C.E. Division of Oporallonal Events Assessment (Post 870411) 92/05/07. 
Consolidated Edison Co. of Now York, Inc. 0pp. 6171O'OO1-61710’OO9. 


020S220192 LER 02 003 00 on 920502.hlgh level radial Ion alarm annunciated for fuel 
handling bldg radialion monitors & fuel handling bldg Isolation occurred Cause not da- 
tormlnod Performance monitoring will conlllnuoW/020518 Ur 

SHEia A NI.M, MCCOY.C K Georgia Power Co 02/05/18 4pp 61814.077 01014080 


V Operator Examinations 

9205050069 Informs of scheduled reactor operator licensing exams 5O-424/02'3O1 on 
92 0002 03 & 22-26 Ref mall & guidelines end. 

PEEBLES.TA. Region 2 (Post 820201) 92/03/30 HAtRSTON.W Q Georgia Power 
Co 11pp 61530 135-61539 145 

9205060220 Notification ot contract execution .task order 157. "RO Licensing Initial 
Exarns.Vcigllo Nuclear Power Plant," lo ‘Technical Assfsiance to Support Licensing 
Activities, awarded to Sonalysla.inc 

HUGHES, A Contract Admin Isl ration Branch t (Post 900603) FIN L-1209-2 92/04/ 
30 SCHWINKWJ Office of Nuclear Ro actor Regulalpon, Director (Post 670411) 
PULSIPHER, K NRC - No Oelallod Affiliation Given Ip 61601 .297-61 601-301. 

-9205060228 LIr conlrflcl NRC 03 89 93 1, daf in Ilf zing task order 187. "RO Licensing Ini 
tial Exams, Voglle Nuclear Power Pl0nt,” lo "Technical Assistance to Support Licens- 
ing Act! villes ” , 

SCOrr.M L Contract Administration Branch 1 (Post 900603) FfN 1-1289 2 92/04/ 
17. PETERSEN, LR Sondysls, Inc 4pp S15Q1 298' 81 691 301 


DOCKET 60-425 ALVIN W. VOQTLE NUCLEAR PLANT, UNIT 2 


f, Seourlty, medical, emergency A fire protactfon plane 


9205050067 Informs that rev 14 lo emergency plan Inconsrslent w/ previous plan conn- 
mitments & unacceptable Clarification ra total lime to complete relecalion from pri- 
mary emorgoncy operations facilily should bo addressed 

CLINEW-E. Region 2 {Post 820201), 92/04/13 HAIRSTON.WG Georgia Power Co 
4pp 61630 096-81639 009. 


9205040266 Ack receipt of 920331 Ur Iransmitfing Rov 22 to physical security & contin 
gancy plan Most changes conslalonl w/ pro\^sion3 of 10CFR60 B4(p) & acceptable for 
Inclusion into plan All ©laments of Rag Guide 566 must bo clarlficti. 

COLLINS, DM Region Z {Post 820201), 92/04/28 HAIRSTON.WG Georgia Power 
Co 3pp 81695308 01596 310 


9205180092 Informs NRC that. of foci tvo 920601, util Will no longer screen for addi sub 
Blances of benzodiozopines & barblturatos 

MCCOY.C K. Georola Power Co. 92/05/12. Document Control Branch {Document 
Control Desk) 2pp. 61724 243 61724.244 


9206260067 Informs lhat corrections to Rev 14 commillfnenta will ba as indicated on 

end omorgency plan pags9,por 020429 leicqn. „ 

MCCOY.C K Qsorgia Power 92/05/10 CLINE.W E. Region 2 (Post 020201) 2pp. 
61813-365 01013 350. 


^9205270164 Corrections to Rov 14 to Emergency Plan pages H-A & 1-7 
* Georgia Power Co 02/05/18. 2pp 61813 367-61813 358 

0205290267 EPIPs Incfuding.Rev 22 to 91002 -C,Rbv 10 lo 91203-C & Rev 9 to 01601 • 
C,W/92O610 itr 

SHIP M AN, W B. Georgia Power Co. 92/05/10 66pp 61807 069-61887*126 



134 DOCKETED ITEMS 


920S290131 ForwarcFs correctfons to Amend 22 to physical socunty & contingency 
pfan .initially submitted on 920331, per NRC 020420 request to clanfy Section 5 1 3 re 
access authorization End withheld (ref 10CFR73 21) 

MCCOY ,CK Georgia Power Co 92/05/27 Document Control Branch (Document 
Oinlrol DeskJ 2pp 61622 35t-6l822 352 


H> General correspondence 

9205110024 Comment on draft NUREQ-1449, "Shutdown & LoW'Power Op oration at 
Commercial Nuclear Power Plants in US *’ Informs that licensee batisves BWROG 
comma ats to be appropnate & beneficial 

MCCOV.CK Georgia Power Co 92/04/30 MEYER, DL Regulatory Publications 
Branch app 61609 021-61609 023 

9205190180 Comment on proposed generic communicntion NRC bulletin OOOOl.SuppI 
1, "Loss of Rll Oil in Transmitters MFg by Ros amount " Agrees w/NUMARC com 
ments provided to NRC 

MCCOY,CK Georgia Power Co 92/05/07 CHILK.SJ OocKeting & Services Branch 
2pp 61708 097 61706 098 


P. Operating license stage documents & correspondenco 


9204170-190 Provides info requested by Commission in 920227 memo re operation of 
diesel generators and associated Instrumentation at plant 

TAYLOR.JM Ofc of the Execuirvo Director lor Operations SECY-92-131. 02/04/14 
13pp 61656.341 61653 353 

9205040247 Forwards fhtness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 690627) 4pp 61563.326-61563 329, 

9205050331 Advises that proposed change re reactor tnp breaker maint program con- 
sistent w/Generlc Ltr 83 28, "Required Actions Based on Generic Implications of 
Salem ATWS Events,” & accept a bio. 

HOOD,DS Project Directorate 113 92/04/23. HAIRSTON.WQ. Georgia Power Co 
4pp 61586 355 61566.356 

9205220244 Solicits Interest in NRC sponsorod current ficonsing basis workshop on 
920623-24 fn Rockville, MD Requests specific panel discussion topic recommendations 
& list of attendees & participants by 920518 

MAnHEWS,OB Projecl Directorate 11-3 92/05/05 HAIRSTON,WG Georgia Power 
Co 4pp 61757:350-61757 360 


Q. Inspection reportSj 1E BulEetlns & correspondence 


9205120238 Forwards ii>sp repts 50 424/92-04 & 50-425/92-04 on 9 20223-0321. No 
violations or deviations noted 

HERDT.AR Region 2 (Post 620201) 02/04/10 HAIRSTON.WQ. Georgia Power Co 
3pp. 61624081-61624 107 

-9205120244 Insp repis 50 424/D2-04 & SO 425/92 04 on 020223 0321 No violations 
notod Major areas I ns peeled pi ant operations, survoillance,ma!nt.re fueling acUvitlos & 
review of LERs 

aONSER.Bft„ STARKEY.RD, BALMAfN.P A. Region 2 (Post 020201) 92/04/16 
24pp 61624 084-61624 107. 

9205190113 Forwards synopsis of NRC Ofc of tnveallgallons compfoto rept ro allogod 
wilholding of Info by util mgl during enforcement conferenco on 900522.lnform8 inal 
no violation of NRC require menls found based on results of Investigation 
EBNETER.SO. Region 2 (Post 620201) D2/94/20 HAIRSTON, W.Q. Georgia Power 
Co 4pp 61707 278 61707 281 

9206270161 Confirms lelcon between AR Herdl A CK McCoy concerning enforcement 
conference to be conducted at Region II ofc on 920513 to discuss events surrO'Unding 
survelllar^ce performed on 020128 

REYES.L A Region 2 (Post 820201). 92/05/05. HAIRSTON.WQ Georgia Power Co. 
3pp 61764.137-81764*139 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolanl Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor." 

ROSSI, CB Division of Operational Events Assessment (Post 870411) 92/05/06. 
Consolidated Edison Co of Now York, Inc 6pp 61667.340-61667 354 

9205010045 NHC Info Notice 92-036, "fntersyatem LOGA Outside Containment." 
HOSSI.CE Division of Oporalional Evonta Assessment (Post 870411) 92/05/07 
Consolidated Edison Co oi New York, Inc. 0pp. 01718:001-61718 009, 

9205040265 SujppI 1 to NRC Info Notice 92 016, "Loss of Row from Resfdual Heat Ro- 
moval Pump During Refueling Cavity Draindown." 

ROSSI,C,E, Division of Oporalional Events Assessment (Post 870411). 02/06/07. 
Consolidated Edison Co. of New York, inc. 4pp 01716 010-61710:013. 

9206130097 Requests extension until 620710 for submillino response to NRC 920304 
Hr re violations noted In Insp Repts 60 424/92-01 & 50 425/92-01, per Q20504 discus- 
sion 

MCCOY.CK Georgia Power Co 92/05/08, Document (Donlrol Branch (Documenl 
Control Desk). 2pp. 61683.349-61683 360 


R. Periodic operating reports & related correspondence 

9205060042 "1991 Annual Repl Pari 2." W/920429 Hr. 

MCCOY. C.K. Georgia Power Co. 91/12/31. 140pp, 61516:174-61616 346 

9205150188 Monthly operating repts lor Apr 1992 for Voglle Electric Generating 
Plant.Unll8l&2.W/6205l2ltf. r' a v 

HOOPER.GL, MGCOY.CK Georgia Power Co. 92/04/30 13pp 61711*308- 
01711 320. 


S. Reportable occurrencee, LERs & related correspondence 

9206010014 LER 92 003-00 on 020 40 2, discovered that Unit 2 had operated in condition 
prohibited by TS Caused by incorrect calibration procodures TCP was mltlated for all 
eight procedures W/020427 Mr 

SHEIBANI.M , MCCOV.C K Georgia Power Co 92/04/27 4pp 615B9 334-61569 337 

9205010034 Special rept on Q20331,K1 relay to latch in closed position & short genera- 
tor field Caused by spring load collar not fully returning to normal position Appropriate 
procedures will be changed by 920615 to ensure collar Is checked 
MGCOY.CK Georgia Power Co 92/04/27 Document Control Branch (Document 
Control Desk) 2pp 61548 301-61548 302 

9205150195 LER 92-004-00 on 920423,partial safety Injection actuation occurred during 
TS surveillance testing duo to procedure inadequacy & personnel error Procedure step 
to reset 2-HS-40O6d block handswitch deleted W/g2051 1 ltr 
SHEIBANI.M . MCCOY, C K Georgia Power Co 92/05/11 4pp 61710 124-61718 127 

0205150199 Rov 1 to Special Rept 2-91-1 on 910521, mechanicaf governor oil level ap- 
peared low after dropping to bottom of sight glass due to small span of governor oil 
tovet sight glass Chango made to OG standby status mode checklist 
MGCOY.CK Georgia Power Co 02/05/11 Documenl Control Branch (Document 
Control Desk) 3pp 61717 055 61717 067 

9205210015 LER 92 005 00 on 020421, plant vent radiation monitor deonorgized when 
ESFAS tesllnq initiated On 920422, noted that grab samples not taken for noble 
gases Caused oy personnel er/or Foreman counseled W/9205 14 ltr 
SHEIBANI.M, MGCOY.CK Georgia Power Co 92/05/14 4pp 61791 235-61791 236 

9205220186 LER 92 006-00 on 920426, upstream loop 4 MSIV opo nod .causing tevel (n 
SG to swell & resulting in feedwater Isolation Caused by procedure 
inadequacy Procedure revised to ensure appropriate stoamllne temp,W/920518 ltr 
SHEIBANI.M . MCCOY.C K Georgia Power Co 92/05/18 4pp 61814 073 61B14 076 

9205220199 LER 92-007 00 on O2O420.SQ level transmltler 2LT-553 momentarily 
spiked ofiscalo high, causing main feedwater sys Isolation Caused by drain valve for 
level transmitter partially open Valve closed & plug tightened W/920518 ltr 
SHEIBANI.M , MCCOY.C K Georgia Power Co 92/05/18 4pp. 61B14 081-81814 084 


V. Operator Examinations 

9205060220 Notification of contract execution, task order 157, "RO Licensing Initial 
Exams,Vontle Nuefear Power PJant," to "Technical Assistance to Support Licensing 
Activitios,' ^awarded to Sonalysls.lnc 

HUGHES, A Contract Adminislration Branch 1 (Post 900603) FIN L-1 289-2 02/04/ 
30 SCHWiNK.WJ Office of Nuclear Reactor Regulation, Director (Post 870411) 
PULSIPHER, K NRC - No Detailed Affiliation Given Ip 61581 297-61581,301 

-9206060228 Llr contract NRC-03-aD 031,definlli2ing task order 157. "RO Licensing Ini- 
tial Exams, Vogtlo Nuclear Power Plant," to "Technical Assistance to Support LIcens 
ing Aotivllles,*^ 

SCOTT, ML Contract Administration Branch 1 (Post 000603) FIN L-1 289-2 92/04/ 
17 PETERSEN, LR Sonalysls, fne 4pp 61 581 ■298-61581*301 


DOCKET STN-50-437 FLOATiNQ NUCLEAR PLANT 


Q. Inspection reports, IE Bulletins & correspondence 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolabfo Reactor (Coolant Pressure Boundary Piping Inside Containment at Boiling 
F^0£iclof 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, Inc. 6pp, 61667,349 61667 354 

9206010045 NRG Info Notice 02-036, "Intersystom LOCA Outsido Containment" 

ROSSI, CE Division of Oporalional Events Assessment (Post 070411). 92/05/07. 
Consolidated Edison Go. of New York, Inc 9pp 61718 001-61718 009 

9205040265 SuppI I to NRC Info Notice 92-016, "Loss of Flow from Residual Hoal Ro- 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc. 4pp 61718.010-61718 013. 


DOCKET 50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Applfcatl on/construction stage documents & correepondence 

92Q504O247 Forwards fitness for duly program contacts listed on program performance 

K(5up,E Reactor Safeguards Branch. 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 690827) 4pp. 61563 328-61563 329 

9206070108 Notification of 920506 mealing w/ulll In Rockville.MD to discuss acceptable 
safe shutdowrt for facility 

THADANI.M.C Project Directorate 1-4. 92/06/01 MURLEY.T, MIRAQLIA.F, 
RUSSELUW NRC - No Detailed Affiliation Given. Gpp 61603,301-61603 303 

9205 140202 Forwards safety evaluation accepting util addi Info ro methods to determine 
dynamic properties of plant foundation matls.Safety evaluation accepting ulil fixed- 
base analysis procedure also end 

THADANI,M,C. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
000603). 92/05/01. MEDFORO.M.O, Tennessee Valley Aulhonly, 6pp 61677 350- 
01677.360. 

-9206140230 5ER concluding that info provided by applicant, adequate to demonstrate 
that shear wave velocity of 10,000 fl/seo assumed for seismic ana lysis, appropriate for 
plant site rock foundation 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/05/01 2pp 
61677.354-61677.355 


DOCKETED ITEMS 135 


^9205140234 SER conduding that fixod base model adequate for seismic reanalysis of 
Category I structures at plant Rocammends that util carefully review dosrgn of struc- 
tures & equipment/ components most fikely to be affected by effects of rocking 
* Office of Nuclear Reactor Regulation. Director (Post 870411) 92/05/01 4pp 
61677 356-61677 360 


H. Qeneral correspondence 


9205010045 NRC Info Notice 92-036. ‘’Intefsyslem LOCA Outsido Containment " 
ROSSI.CE Division of Operationat Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York. Inc 6pp 617lfl 001*61718 009 


920604 0265 SuppI 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heat Re- 
movaf Pump During Refueling Cavity Draindown ’’ 

ROSSI.CP Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolldalod Edison Co of Now Yo/k, Inc 4pp 61718 010-61718 013 


9205210011 Advises that site vice-presidents at Beilefonto & Watts Bar exchanged 
positions.effectivo 910504 J Garrity now vice president at Belle fonte & B Muaeler now 
vice president at Watts Bar Distribution lists should be changed as listed 
BURZYNSKI.MJ Tennessee Valley Authority 92/05/15 Document Control Branch 
(Documont Control Desk) 2pp 61777:157-61777158 


0 Inspection reports, IE Bulletins & correspondence 

9205120212 Forwards Jnsp ropts 50 438/92-03 & 50 439/92-03 on 020303 04 & 23- 
27 No violations or deviations notod 

WILSON.BA Region 2 (Post 020201) 92/04/21 MEDFORD.MO Tennossee Valloy 
Authority 3pp 61636.284-61636 207 

-9205120217 Insp ropts 60 430/92 03 i 50*430/02-03 On 920303-04 & 23 27 No vio- 
lations or deviations noted Major areas Inspected review status of reactivation plans 
& activities, cone eras resolution program & closed loop team pilot program 
LITTLE.WS. BARR.KP Raglon 2 (post 020201) 92/04/20 lipp 61636 207- 
61630.297. 

9206010009 NRC Info Notico 92*035. "Hiohor Than Prodictod Erosion/ Corrosion In 
UnisoJablo Reactor Coolant Pressure Boundary Piping Inside Containment al Bolling 
Water Reactor " 

ROSSf.CE Division of Operational Events Assossmont (Post 870411), 92/05/06 
Consolidated Edison Co of Now York, Inc Cpp 61687 349-61667 364 

9206010045 NRC Info Notice 92*036, "IntoroystQm LOCA Oulsldo Containment'* 
ROSSI.CE Division of Oporatlonal Events Assossmont (Post 870411) 02/05/07 
ConsOlidalod Edison Co. oi Now York, Inc Opp 61718 001 61718 009 

9205040266 SuppI 1 to NRC fnfo Notice 02 01 G, "Loss of Flow from Residual Keal Ro 
moval Pump During Refueling Cavity Draindown “ 

ROSSI.CE. Division of Oporational Events Aasosament (Peat 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc. 4pp 6l7ie'0l0 81710 013 


docket 60-499 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A> Applfcatlon/constructlon stage documents & correepondonco 


9205040247 Forwards fitnoss for duty program contacts fisted on program performance 
ropts 

K0UP,E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Managomont Branch (Post 090627) 4pp 61563 326 61563 329 

9206070106 Notification of 020606 maoting w/ulll In Rockviilo.MD to discuss acceptable 

sato shutdown lor Ipcitity 

THADANI.M.C, Project Diroctoralo 1-4 02/05/01. MURLEY.T. MinAQUIA.F,, 

RUSSELL.W NRC - No Dotaiiod Affiliation Given 3pp. 61603.301 61603 303 

9206140202 Forwards safoiy ovaluatlon ftccopllng ulil addl info ro methods to dolormln© 
dynamic properlios of plant foundation mails Safety ovaluatlon accepting util fixed- 
base analysis procoduro also onci 

THADANI.M C Pfojoct DIroclorato II 4 (formerly TVA Projocl Diroolorate) (Post 
900603). 02/06/01, MEDFORD.MO Tonnossoo Valley Aulhorlly 6pp 01677:360 
61677 360 


..-9205140230 SER concluding that Info provided by applicanl.adoquato to demonstrate 
that shoar wove velocity of 10,000 ll/soc assumed for solsmio analysis, appropriate for 

plant silo rock foundation _ « 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 02/05/01 2pp 
61677 364*6107 /.366 


-9205140234 SER concluding Dial flxod-baso model ado quota for solsmlc roanalysla of 
Cateaofv I atrucluros at plant Rocommonds that ulil carefully fovlow dosign of slruc- 
luros A oquipmoni/ compononts most likely to bo affoclod by odocts of rocking 
* Offico of Nuclear Reactor RagulaHon, Diroclor (Post 070411). 02/05/01 4pp 
61677:366 61677 3G0 


H. General correspondence 

9206210011 Advises that alto vice proaldonlo at Gollofonlo & Walls Bar oxchangod 
positions, offoctivo 010604 J Qnrrity now vlco prosldonl at Bollofonlo A D Musolor now 
Vico prosidont at Watts Bar Distribution llsla should bo changed as Hated, 
BUR2YNSKI,MJ Tonnoasoo Volloy Authority. 02/06/16 Oocumont Control Branch 
(Document Control (Oosk) 2pp, 01777’167‘61777:160 


Q. Inspection reports, IE Bulletins A corrospondence 


9205120212 Forwards insp ropts 60 430/02*03 A 50 439/02 03 on 020303 04 A 23- 
27 No viofaliona or doviallons notod, ^ ,, 

WILSON.BA. Region 2 (Post 020201). 92/04/21. MEDFORD.MO Tonnossoo Valloy 
AuthorlVy. 3pp. 61630,284-61030207 


-9205120217 Insp ropls 60 436/G2'03 A 50-439/02 03 on 020303 04 A 23-27 No vlo- 
laUona or dovlatlena notod Major areas inopoclod, review status of roaclivalion plans 
A activltle5,conGorn8 rosolulfon program A closed loop tonrn pilot program 
LimB.W.a, BARR.KP, Roglon 2 (Post 820201), 02/04/20. 11pp. 61036'2O7- 
61636:297. 


9206010009 NRC Info Nollco 02*035, "HIghor Than Predicted Erosion/ Corrosion In 
Unlsolftblo Reactor Coolant Proasura Boundary Piping Inside Conialnmoinf al Bolfmg 
Water Reactor." Ao/Atme 

ROSSI.C.E. Division of Oporatlonal Events Assoasmont (foy 070411). 02/05/06 
Consolldalod Edison Co. of Now York, Inc 6pp 01667‘34O 61067364. 


DOCKET 50<-440 PERRY NUCLEAR POWER PLANT, UNJT 1 


F Security, medical, emergency A fire prolecllon plana 

9205060013 Temporary Change 5 to rov 10 to OM15AEP, "Emergency Plan for Perry 
Nuclear Power Plant " W/92a591 Itr 

tVSTER.MD Centerior Energy 92/05/01 37pp 01600 310-61600 346 

9205060071 Revised EPJPs.including Tempo/ ary Change Number (TCN) 3 to Rev 4 to 
OMISBEPI-AI.TCN 2 to Hey 4 to EPI-AIJCM i to OM15BEPI-A1 A Rov 4 to 
OM 1 5B EPI Al 

LYSTER.MD Centenor Energy 92/05/01 I26pp 61590 001*61500 116 

9205060100 Rev 16 to Emarga/icy Public Info Organization fnsiruclions Manual, A pp B, 
"Personnel /Accoas Lists" & Admin la l-raltve Program Change 1 to Rev 7 to JPC-lll, 
"Definitions A Abbreviations W/020591 Itr 

LYSTER,M D Contonor Energy 02/05/0 1 1 0pp 61 6 1 9 3 22-61 61 9 339 

0205110068 Forwards Rov 1 to facility ERDS Data Point Library Ref Fife, por 920408 & 
22 tolcon RAIs , 

LYSTER.MD Cenlerior Energy 92/05/04 Document Control Branch (Documenl 
Control Cask) SGpp 61650 039 61650 096 

9205210094 Informs that 920501 rev 10 to plant omergency plan acceptable 
PEDERSON.CD Region 3 (Post 820201) 02/05/15 LYSTER.MD Cleveland Electric 
Iflumlnaling Co 2pp 61723 268 61 723 269 


M, Arfcfitruat correspondence 


9205110010 Notice of hearing (oral argument on partias summary disposilFon fifings). 
Notifies of 020610 hearing in Bolhesda.MD to permit presentation of oral arfluments 
ro summary disposi lions, W/Cortlficalo of Sve Served on 020505 
MILLER, ME Atomic Safety & Liconsmg Board Panel /^292 I2Q76 92/05/04 5pp 
61609o320 6160 9 3 24 


9205110122 NRC Slaff answer to motion for summary disposilfon of inlervenor.Cit)/ of 
Cfovel and, OH * Concludes that City of Clevoland motion for summary disposition 
should be denied W /Certificate of Sve 

HOM,S R OfficG of the General Counsel (Post 860701) tf292 12894. 92/05/07 
Atomic Safoiy & Licensing Board Panel 13pp 61610 1 54 61610 166 


9206110159 Applicants reply to opposition cross motions for summary disposition A ro- 
sponsos to applicants motion for summary disposition * Applicants conclude NRC has 
no authority to retain anil trust llconsing conditions W/Certificato of Sve 
CHARNOFF.DD Ohio Edison Co CHARNOFF.DB Shaw. Pittman. PoHs & Trow- 
bridge. MURPHY.jp Clovofand Efoctric Illuminating Co //292 12698 92/05/07 
Atomic Safety & Ltconsing Board Panel 145pp 61610 181 61610326 


9205299078 Reply of City of Clevoland, OH to arguments of applicants & NRC Staff w/ 
rospeci to issues of law of caso.res fudicata, collalerat esloppel & laches * W/Cortifi- 
cate ot Sve & sve list 

QOLDBERG.R., STROTHER.CD, WILLIAMS,DR Clovoland, OH //292 12038 92/ 
05/26, Atomic Safely & Licensing Board Panel 3Bpp 61700 126 61700 164 


P. Operating llcanae stage documonia & correspondence 

0205040247 Forwards fitness for duly program contacts listed on program performance 

KtSiuP.E Boaclor Safeguards Branch 02/04/20 MCKNIGHT. J Information & 
Records Managomont Branch (Post 890B27) 4pp 61563 326 61563 329 

0205060160 Forwards SE re licensee 890417 & 910315 responses to statten blackout 
rule, per lOCFRSO- 63 Staff finds responses insufftclant to access whether facility fully 

f^ALLTn 'pro^lect Directorate IU-3 02/04/23 LYSTER.MD CloveJond Electric illumi- 
nating Co 3pp 61694 011-61594 058 

-92QS060170 Safety evaluation ro llcensoo 890417 & 010315 responsss to station 
blackout rule Staff finds responses Insulficiont to assess whether facliily lulJy conlonms 

w^r4j|0 

' Office of Nuclear Reactor Regulation. Director {Post 670411) 92/04/23. 2epp 
61 694*014 61504 050 

0205110270 Forwards Rov 0 to "Evaluation of Flaw Indicalionfs) Feedwater 

Nozzle to Safe End Wo Ids."' summary toclinicalrGpt.porGanonc Ur B6-01 _ . 

LYSTER,M,D Cento rior Energy. 32/05/08. Documanl Control Branch (Document 
ContfoJDosh) 3pp 61666 328 51666,340 

-9205110273 Rev 0 to "Evfliualion of Flaw Indicalfon(a) In Porry Feedwater Nozzle to 

92/35/Oa lOpp 6,666 331-61666 3.O. 

0205270193 Confirms plans re 020527 mgl maollng \n Glen Ellyn.lL to discuss current 
status of main steam isolation valves which failed leak rate testing, root cause of fall- 

QREEN^MAN^^Q *negion 3 (Poat 020201) 92/05/19 LYSTER.M D Cenlodor Service 

Co 2pp 61763 217 61 763'2|0 

9206260167 Suppla 911018 Ur re snubber optimization of teedfwater ays Results of 
posl-mechanlcal stress impro vomeral program revaalocf no significant change In size of 

LYSl^^D^^^^nlefiof Enorgy 02/05/20 Documanl Control Branch (Documenl 
Control Desk) 23pp- 61012*335 61012:360 
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9205200153 Confir^os that commit mG/il.conlauned in 920^104 Itr.to incorporate new limit 
on drywall unidantifiod leakage rate increase limit into plant procedure s 
completed Sections of applicabfo procedures end 

LYSTER.M D Cenlenor Energy 92/05/21 Document Control Branch (Documont 
ConlrolDeak) 3pp 61884 082-61804 084 

9205290203 Forwards ' COLR for Parry Nuclear Plant, Unit 1, Reload 2, Cycle 4 & Rev 0 
to 23A7147, ’'Supplemental Raroad Licensing Rent fn/ Perry Nuclear Power Plant Unit 
1, Reload S.Cycle 4 “ Rev 0 to 23A7147AA withheld (ref 10CFR2 790> 

LYSTER.MO Centerior Energy 92/05/22 Documont Control Branch (Document 
Ck)ntro! Desk) 5pp 61916 307’619ia363 

-9205290300 "Core Operating Limits Rept for Perry Nuclear Plant.UnK 1, Reload 
3, Cycle 4 '' 

RINCKEUJM Centerior Energy 92/05/22 24pp 61915312 61916 312 

-9205290316 Rev 0 to "Supplemental Load Licensing Rept for Perry Nuclear Plant, Unit 
1 ,Reload 3, Cycle 4." 

JONES, GG General Electric Co SAVOIA.PJ Centerior Energy 23A7147 ROO 92/ 
03/81 24pp 61916313 61916363 


O Inspection re port IE Bulletins & correspondence 

9205050058 Forwards safety insp 50-440/92 03 o-n 920227-0413 No violations noted 
KNOP,flC. Region 3 (Post 820201) 92/04/27 LYSTER.M Centenor Servico Co 
LYSTER,M Cleveland Electric lllumlnallng Co 2pp. 61539 100 81539 132 

-9205060078 Safety insp rept 50-440/92-03 on 920227-0413 No violations no ted, Major 
areas Inspected. LER followup.survalllanco observations, licensed operator requallflca- 
tion program, operational aafo^ venficatlon & event followup. 

LANKSBURY.R D. Region 3 (Post 620201), 92/Q4/27 31pp 61530 102 61539 132 

9205010009 NRC Info Notice 02 035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
R0flctor 

ROSSI, CE Division of Operational Evonts Assessmont (Post 070411) 92/05/06 
Consolidated Edison Co. of New York, Inc 6pp 61667 349 61667.354 

9205010045 NRG Info Notice 92-036, "Intarayslem LOCA Outside Containment " 

ROSSI, C.E Division of Operatfanal Events Assessment (Post 870411) 02/05/07 
Consolidalad Edison Co. of New York, fnc Opp 61718 001-61716 009 

9205040265 Suppl 1 to NRC Info Notice 92-016, "Loss of Flow from Rosidual Hoal Re- 
moval Pump During Refueling Cavity Draincfown " 

R0SSI,CE Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co of New York, Inc 4pp 61716 010-61716013 

9205180032 Forwards safely Insp rept 50-440/92-08 on 920420 24 Unresolved Item re 
operability of ventilation ays In emergency operations facility & technical support clr 
observed 

PEDERSON.CD Region 3 (Post 820201). 92/05/08 LYSTER.M D Cleveland Etoclric 
Illuminating Co 2pp 61690 190 61600 201 

-92051 S0044 Insp rept 60-440/92-08 on 02a420-24.No violations noted Major areas 
inspected review of actual emergency plan activation (IP 8 2701), operational status of 
EP program (IP 82701) & actions on previously Identified items 
ORTH.SK., MCCORMICK, JW Region 3 (Post 820201) 92/05/09 lOpp 61690 192- 
61690 201 

9205219108 Forwards fnsp rept 60 440/92-07 on 920413-14,29 30 a C506-06 No vioJa- 
tions noted. 

GARDNER.RN Region 3 (Post 820201) 92/05/15 LYSTER.M D Centerior Service 
Co.2pp 61723 295 61723 303 

-9205210113 Insp rept 60-440/92-07 on 920413-14,29-30 & 0506 06 No violation or 
deviations noted Major areas Inspected Inservlc© insp acUvIllos, review of 
programs,daia,procedures & observation of work activities 

WARO.KD. jACOBSON,JM Region 3 (Post 820201) 92/05/15, 7pp. 61723 297- 
61 723 303 

92052S0004 Forwards Insp repls 50-440/02-06 & 60 441/92 06 on 020413 17 No vio- 
lallons noted 

PEDERSON.C.D, Redon 3 (Post 820201), 92/05/16. LYSTER.M.D Cleveland Electric 
Illuminating Co 3pp 61749,334 61 74 9-343 

-9205220031 Insp repts SO 440/92-06 & 50-441/92-06 on 920413-17 Ne violations 
noted Major areas inspected radiation protection program during station third rofuoling 
outage 

KUNOWSKI.MA, SCHUWACHER.M C Region 3 (Post 820201) 92/05/13 7pp 
61749.337-61749,343. 


R. Periodic operating reports & related correspondence 

9205190008 Monthly operating rept for Apr 1992 for Parry Unit 1.W/ 920516 Hr. 
HEQRAT.H L, LYSTER,M D Centerior Energy. 92/04/30 6pp 6 1740’ 172-61 740 177. 

9205130107 Submits correction to 020427 cover Ur for annual operating rept lor Perry 
Nuclear Power Plant, Unit 1 (or Jan-Dec IGfll Original submittal incorfeclly Identified 
reporting period yr as 1 990. 

LYSTEF^MD. Centenor Enorgy, 02/05/06 Document Control Branch (Document 
ConUolDesk) Ip 61700 205 6^1700 295. 


S. Reportable occurrencee, LERs & related correspondence 

9205050277 Special rapt on 92031 S.small earthquake occurred 4 miles nortliwosl of 
plant On 920323, seismic recorders romoviod from sve 8 remained Inoperable for more 
than 30 days Several Instnumented locaHons available lo record motion. 

LYSTER.M.D. Centerior Energy. 02/05/01, Document Control Branch (Document 
Control Desk) 2pp, 61686.336 61586,337 

9205180244 LER 02-OO8'O(^on 920416,loss of adm Ini strati vo control of contain menl iso- 
lation valve resulted In TS violation Caused by Inadequate procodures Standing order 
Issued to all licensed & non licensed operators W/ 92051 6 Itr. 

HEQRAT,H L, LYSTER.M D. CenterJor Energy 92/05/15 4pp 61757 016 61767,018 


9206260217 LER 92-009-00 on 920424 & 25.df3COvered that HVAC sys operated in 
normal instead of Isolation mode of operation w/ control room airborne operators 
inoperable Caused by personnel error Operators trained W/92Q522 Itr 
HEQRAT.H L. LYSTER.M D Centerior Energy 92/05/22 5pp 61B14 203 61814 207 


V Operator Examinations 

920S050058 Forwards safety insp 50 440/92 03 on 920227-0413 No violations noted 
KNOP.RC Region 3 (Post 820201) 92/04/27 LYSTER.M Centerior Service Co 
LYSTER.M Cleveland Electric Illuminating Co 2pp 61539 100-61539 132 

-9206050078 Safety insp rept 50 440/92-03 on 920227-0413 No violations noted Major 
areas Inspectod LER followup.survelllancd observatlons.licensod operator requatifica- 
lion program, operational safety verification & event followup 
LANKSBURY.R D Region 3 (Post 820201) 92/04/27 31pp 61539 102 61539 132 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


A, Appticatlon/conatructlon atage documents & correspondence 

9206040247 Forwards fitnesa for duty program contacts listed on program performance 
repls 

KOLIP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890027) 4pp 61563 326 61563 320 


F. Security, medicol, emergency & fire protection plans 

0205060013 Temporary Change 5 lo rev 10 to OM15AEP, "Emergency Plan for Perry 
Nuclear Power Plant " W/920501 Ur 

LYSTER.M D Centerior Enorgy 92/05/01 37pp. 61600 310 61600 346 

9205060071 Revised EPIPa, including Temporary Change Number (TCN) 3 to Rev 4 to 
OM15BEPl-A1,TCN 2 lo Rev 4 lo EPI-A1,TCN 1 lo OM15BEPI-A1 & Rev 4 lo 
OM150 EPl-AI 

LYSTER.M O Cento rior Enorgy 92/05/01 126pp. G1500 001-61590 1 16 

9205060100 Rev 16 to Emergency Public Info Organization Instructions Manuat.App B, 
"Personnel/ Access Lists" & Aamlnlstrativo Program Change 1 to Rev 7 to JPC III, 
"Oofinllions & Abbreviations W/920501 Itr 

LYSTER.M D Centerior Energy 92/05/01. 18pp 61619 322 61619 339 

9205210094 Informs that 920501 rev 10 to plant emergency plan acceptable 
PEDERSON.CD Region 3 (Post 820201) 92/05/15 LYSTER.M D Cleveland Electric 
Illuminating Co 2pp 61723 260 61723 269 


O Inspection reports, IE Bulletins & correspondence 

9205010009 NRC Info Notice 92-035, '‘Higher Than Prodicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor " 

ROSSI, CE Division o( Oporational Events Assessment (Post 870411) 92/05/06 
Coftsolidatod Edison Co of New York, Inc. 6pp 61667,349 61667’354 

9205010046 NRC Info Notice 92-036, "Inlorsyalem LOCA Outside Containment" 
flOSSI.CE Division of Oporational Events Assessment (Post 870411), 92/05/07 
Consolidated Edison Co. of New York, Inc 9pp 61718 001-61718 009 

9205040265 Suppl 1 to NRC Info Notice 92 016, "Loss of Flow from Residual Heat Re- 
moval Pump ljuring Refueling Cavity Dralndown " 

ROSSI, CE, Division of Operational Events Assessment (Post 870411). 02/05/07 
Consolidated Edison Co. oi Now York, Inc 4pp 61718,010-61716 013. 

9205220004 Forwords Insp repts 50-440/92 06 & 50-441/92-06 on 920413- 17.No vio- 
lations noted 

PEDERSON.CD Region 3 (Post 820201 ) 92/05/15. LYSTER.M.D Cleveland Electric 
Illuminating Co 3pp 61749 334-61749 343 

-9205220031 Insp repts 50 440/92-06 & 50 441/92-06 on 920413-17 No violations 
noted Major areas inspected. radiation protection program during station third refueling 
outage 

KUNOWSKLMA, SCHUMACHER.M C Region 3 (Post 820201) 92/05/13 7pp 
61740 337 61749 343 


DOCKET 50-443 SEABROOK NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9206210229 Public version of Rev 3B of "Seabrook Plan for Massachusetts Communl 
ties," App H, reflecting first quarter 1992 updote W/920511 roleaso memo & 620422 
Itr 

FEIGENBAUMJ.C Public Service Co of Now Hampshire. 92/04/22 120pp 

61766.034-61766.163 

9205160197 New cover sheet & spine to emergency response manual, reflecting dosig 
nation of production emergency response manual as station emergency response 
manuaf.W/92051 6 Itr 

FEIGENBAUM.T.C. Public Service Co. of New Hampshire 92/05/16. 4pp 61720.353- 
61729357 

0205270046 Forwards SALP Rept SO 443/90 99 for 901 101-920229 Superior level of 
performance achieved In areas of emergency preparedness & security 
MARTIN, TT. Region 1 (Post 820201) 92/05/21 FEIGENBAUM.T 6 Public Service 
Co of Now Hampshire 7pp 61762T08 61762 137 

-9206270051 SALP rept 50 443/90 99 for 901 101 -920229,0 verail performance accept 

• Region 1 (Post 820 201) 92/05/21, 23pp 817e2’1 15-61762.1 37. 
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Q. Adjudicatory correapondonce 

9205180170 FofV/arda motion of Seacoast Anli Pollution looguo to join in appeal of Ofc 
of Consumer Advocate for filinn w/court re useful life of plant 
BACKUS, R A Seacoast A nlt-Pollulion League BACKU^RA Backus, Moyer & Solo 
mon 92/05/04 ZIBEL.HJ Now Hampsfiiro, Slate of 6pp 61716 347 61716 352 

9205190010 Fonwards New Hampshire Yankee response to Seacoast Anlipollutlon 
League motion to Join in appeal of Ofc of Consumer Advocate filing before State of 
NH Supreme Court during Mar 1992 session 

HAFFER.EA Sheehan, Phinnoy, Bass & Groan, PA 92/05/07 ZIBEL.HJ New 
Hampshire, Stale of 5pp 61743 357-61743 361 


H. General correapondence 

9205220039 Responds to 929219 Ilf re Northeast Util lake over of Soabrook 
Station SALP repl will be available at end of Apr 1992 & will bo provided upon 
releaso Concern also expressed ro firing of Millstone omployeo 
TAYLOR, JM Ofc of the Executive Director for Operations 92/04/17 SMITH B 
Senate 3pp 61802 001-61002 007 vi 


J Insurance & Indemnity Information 

9205290251 Forwards Endorsement 37 to MAELU Policy MF-0127. Endorsement 45 to 
NELIA Policy NF 0296 & Endorsomenl 44 to NELfA Policy NF-0296 
FEIGENBAUM.T. Public Sorvico Co of New Hampshire 92/05/26 MURLEY.TE 
Officfl of Nuclear Reactor Flegulalion, Director (Post 870411). 8pp 61916 200- 


K. Utlltly Final Safely Analysis Report (FSAR) & amends 

9205290027 Rov 1 to Soabrook Station, Unit 1 updated FSAR.W/920522 Ur 
DRAWBRIDQE.B L Public Service Co of Now Hampshire 92/05/22 I.SOOdd 
61835 001-61830 203 


P. Operating license stage documents & correspondence 

9203250214 Informs Commission of actlvlliea ro proposed mergor of PSNH w/Norlfteasl 
Utils (NLI) & acquisition of Soabrook Nuclear Slnlion by NU & sooks aulhorlzallon to 
approvo necessary license changes 

TAYLOR, J M Ofc of the Exoculivo Director for Operations SCCY-02-099 92/03/20 
14pp 61680.296 61600 300 

0206010266 Forwards NRR input to briefing package for Ctmirman Sotio 020439 site 
visit. 

CALVO.J Assistant Diroclor for Ronlon I Roactors 02/04/20 HEHL.C.W Region 1 
(Post 020201) 4pp 61516 342 81616 345 

9206040247 Forwards filnoas for duty program contacts listed on program porformanco 
ropts 

KOUP.E Roflclor Safeguards Branch 92/04/20 MCKNIGHT, J. Information & 
Records Managomont Branch (Post 600027) 4pp 01 663 326 61663 329. 

9205070235 Discusses rovlow of green tickot corrospondonco & inrerms that no action 
Is approprlQto course for sub) matter 

VARGA S A. Pfoiecl Direclornto 1-2 02/04/23 PARTLOWJQ Associate Director for 
Projects (Post 070411), 20pp. 61630 327 61630 360 

9204290361 Informs of Issuanco of first NRC reel associated w/individual plant Q«om 
(IPE) IlGonsoo submittal, NRC & llcenaoo conclusions & process & schodulo for re 
malning IPE reviews 

TAYLCjR.J M Ofc of Iho Exoculivo Director for Operations SECY-92-1i51 02/04/24. 
0pp 61770 336 61770 342 

6206070272 Informs that vorslon of WCAP-13t01, "RTD Dypnss Elimination Rept fpr 
Soabrook Nuclear Station" will bo withhold from public dieclosuro.per 920117 request 
EDISON.Q. Projool Diroctoralo 1-3 02/04/20. c5tPIAZZA,R P WostlngihousQ Eloctrio 
Corp Bpp 61607.106*61607 110 

9205040269 Recommends that NRC aulhorizo Stall to approve transfer of ulit mgt,nots 
that annual stockholders moeling schodulod for 020514 & note that license condition 
will bo added If transfor approved. 

TAYLOR, J.M Ofo of (ho Exoculivo Diroclor for Oporailons SECY 02*166 92/04/29, 
Opp 61680.209 61680 205 

9206140306 Informs that NRC has rovlowod sorvioo wnlor sys probloms affocllng 
safely related sys, per Qonorio LIr 80-13, Supp) 1. Ulil rosponaos appear to be odo- 
qualo 

EDISON.Q Project DIroclorata (-3 02/05/01 FEIGENBAUM.T G, PuWlc Sorvic© (3o 
of Now Hampshire 4pp. 61877 324-61677.027 

9205060269 Forwards License Amend Roqueal 01 -It to LIconso NPF86 for cqdg 
safely valve solpoint toteranco rolaxntlon &. Topical Ropl YAEC-1047, ‘■‘Soabrook Sto 
tion Code Safety Valve Sotnolni Toloranco Relaxation.’' 

FEIQENBAUM.T.C, Public Sorvico Co. of Now Hampshiro 02/06/05 Documoni Con 
irol Branch (Document Control Desk) 2pp 61630’240 61630:297. 

**9205060272 License Amend Request 01-11 to License NPF 68 for code oafply valve 
solpoint tolerance relaxation 

DRAW0RIOQE.B.L Public SofVice Co. of Now Hampahlro. 02/05/05. 4pp. 61630:242 
61630'246. 

-9205060273 Proposed Tech Specs lor code aafoty valve solpoint toloranco relaxalloq. 
* Public Service Co. of Now Hempshiro. 92/05/05 20pp. 81630.246 61630.265. 

-9205060278 "Seabrook Slallon Code Safety Valvo Solpoint Toloranco Rolaxation/* 
ABDELGHANY,J,M , DISTEFANO.J, SALVO.J.M Yankee Atomic Electric Co. YAED- 
1847 02/03/06. 32pp 61630 260 01630 207. 

9205200092 Roquosls that llconaoe provide Info for specific panel dlscusalon lopips & 
names of staff mombors who will attend & participate as panel members for 9?06?6» 
24 current licensing basis workshop, 

NERSES, V Pfoloct DIrectoralo 1-3 02/05/06. FEIQENBAUM.T.C. Public Service Co 
of Now Hampshiro. 5pp. 61722 310 61722*322. 


9205210261 nocommonds that Commission approvo proposed transfer of Soabrook op 
orations & partial ownership to Northeast Utils 

TAYLOR.J M Ofc of the Exacutive DIreclor for Operalions SECY-92-156A. 92/95/15 
ISpp 61799 254 61799 263 

92052900S9 Staff requirements memo re SECY 92-099, "Seabrook Nuclear Generating 
Station Status Of AcquJsilicn By Northeast Util *' 

CHILK.SJ OtficG of the Secretary of the Commission 92/05/15 TAYLOR.J M Oteof 
the Executive Director for Operations Ip 01797*329-61797 329. 

9205220148 Approved eolalion vote response shoe! w/commonts re SECY-92-1 66A. 
“Seabrook Station - Status of Aquisilion by Northeast Utils " 

REMICK Commissioners (Post 7501 19) 92/05/16 CHILK.SJ Office of the Secretary 
o1 the Commission 2pp 61764 353 61764 354 

9205220164 Approved notation vole response sheet w/commants re SECY-92-1 66A, 
“Soabrook Station • Status of Aquisilion by Northoasl Uhls " 

ROGERS, KC Commissioners (Post 750119) 92/05/18 CHILK.SJ Office of the Sec- 
retary of the Commission Ip 61764 352-61764 352 

9265220207 Approved vote re SECV-92-156A, "Seabrook Slallon - Status of Acquisition 
by Northeast Utils " 

DE PLANQUE Commissioners (Post 7501 19). 92/05/16 CHILK.SJ Office of the Sec- 
retary of the Commission Ip 61757 325-61757 325. 

9205260089 Approved notation vote response sheet w/comments re SECY -92-1 56A, 
"Seabrook Station - Status of Acquisition by Northeasl Util "■ 

THE CHAIRMAN, SELIN.L Commissioners (Post 750119) 92/05/18. CHILK.SJ 
Office of the Socretary of the Commission Ip. 61773 233 61773 233 

9205290033 Informs Ihot (Jornmlssionor Curtiss vote & comments on SECY-92-156 will 
serve as his vole on SECY-92'1S0A Vole & commenta end 

GRAY.J R Commissioners (Post 750119). 92/06/18. CHILK.SJ Office of the Sooro- 
lary of the Commission 4pp 6179733861797341, 

9205290052 Staff requirements memo ro SECY 92-1 56A, "Soabrook Station Status Of 
Acquisition By Northeast Util 

CHELK.S J Offico of Iho Secretary of the Commission 92/05/19 TAYLOR.J M Ofc of 
the Exocuttvo Director for Operations 2pp 61707 331-81707 332 

92 0 5290057 Staff requirements memo re SECY-92 -156, "Seabrook Station ■ Status Of 
Acquisition By Northeast Utile "■ SECY-02 156 being closod w/o further action 
CHtLK.S J Offico of the Secretary of the Commisdon 02/05/19 Office of the Secro 
(ary of the Commission Ip. 617D7 330 61797 330 

9205290121 Advises that commitments ro application for amend to license authorizing 
transfer of operations & partial ownership to newly formed subsidiaries 
acooptablo NRC will (ssuo rtecassary licensing documents (o approve transfer 
MURLEY.TE Office of Nuclear Reaclor Rosulatlon, Director (Post 870411), 92/05/ 
10 ELLIS, W0, Northeasl utililios 3pp. 61012 265 61812267. 

9205290100 Staff require mon Is memo re briefing on proposed transfer of PSNH owner- 
ship of Seabrook to Northeast Uliia 

ChflLK.S.J Office of the Secretary of the Commission 92/05/20 TAYLOR.J M Ofc of 
the Executive Director (or Operations Ip 61707 316-61797 316 


Q. Inspeotlon reporte, IE Bullet Ina & correspondencQ 

929S220039 Responds to 020219 hr ro Northoasl Util takeover of Seabrook 
Station SALP rept will bo available at end of Apr 1092 & will be provided upon 
rolease.Concern also expressed re finng of Millstone omployeo 
TAYLOR, J.M Ofc of the Executive Director for Operations 02/04/17. SMITH, B 
Senate 3pp, 61002 001-61002 007, 

9206120162 Provides response to request for addi info re Insp rept 50-443/91-81 & 
motor operated valvo program contiola re switch setpoint error analysis & step faction 
coofffcients 

FEIGENBAUM.T C Public Service Co of Now Hampshiro 92/04/30 Document Con- 
trol Branch (Documoni Control Desk). 12pp 61671 332-01671.343 

9206120139 Discusses Inap rept 50-443/02-05 on 920303 0406 & forwards notice of 
violation. 

LINVlLLe,JC Region 1 (Post 820201) 92/05/05 FEIGENBAUM.T C Public Service 
Co. of Now Hampshire 6pp 61637.050-61637 120. 

*-9206120142 Notice of violotion from insp on 920303 04 06 .Viol at ion noted licensed & 
nonliconsod opera tore did nol racieve station managers documented authonzation 
prior to working more than 24 b wilhln 48 b period. 

• Region 1 (PosI 626201) 92/05/05 Ip 61637*066 61637*056 

-92051 201 4S Insp ropl 60-443/82-06 on 6203 03 04 06. Viola lions noted Major areas 
Inspected engineereo safely feature sys waikdown.mot overtime .radiological 
controls, maim, a urvelllanco & illness- for-duty program. 

LAHARUS.WJ Region 1 (Post 020201). 02/05/05 60pp 61637 057-61637*120 

9206010(K)9 NRC fnfo Nolico 02-035, "Higher Than Prodicled ErosPon/ Corrosion i 
Unisolablo Reaclor Coolant Pressure Boundary Piping Inside Containment at BolNn 
Water Reactor.'* 

HOSSI.C.E. Division of Operatlonel Events Assossmenl (Post 070411) 92/05/Of 
Consolidated Edison Co. ot New York, Inc. 6pp 61667 349-61667*354. 

920S01004S NRG Info Notice 92-036, "Intersystem LOCA Outside Containment." 
ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co of Now York, Inc 9pp 6171&*001-61716*009 

9 20504026S Suppi 1 lo NRC Info Notice 02-016, "Loss of Flow from Residual Meat Re- 
moval Pump During Refueling Cavity Draindown 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co oj Now York, Inc. 4pp 61716 010-61716 013. 

9206190265 Suppis 890630 response to NRC Bullelln 68-001, "Pressurizor Surge Line 
Thermal Stratilicatlon *' Pressurizer surge tine meets applicable design 
roquirement8,based on Westinghouse Owners Group status repts 
FEIQENBAUM.T.C. Public Service Co of Now Hampshire 02/06/12 Document Con- 
Irol Branch (Document Control Desk). 5pp 61740’23a 61740*242. 
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&2O520OOO2 Documents closeoi^l of NRC Bulfetin GQ-001, “Defects in Wostlnghouse 
Ctrcuit Bwakofs ” 

EDISON, GE Project Dirocloral© 1-3 92/05/12, FEIQENBAUM.TC Public Service Co 
of Colorado 4pp 61795346-61795351 

9205270046 Forwards SALP Rept 50-443/90-99 for 901101-920229 Superior level of 
peiformance echievad In areas of errergencv preparedness & security, 

MARTIN.T.T Region f (Post 920201) D2/05/2t FEIGENBAUW.TC. Public Service 
Co of New Hampshire, 7pp 61762 108 61 762 J 37 

--9205270051 SALP repl 50-443/90-99 for 901 101-920229 Overall performance accept- 
able 

' Region 1 {Post 620201) 92/05/21 23pp 61 762 1 15 61 762 137 


R. Periodic operating reports related correspondence 

9205060046 "Seabrook Station Annual Radiological Environ Operating Rept" W/ 
920427 Ur 

FEICaENBAUM.T C Public Service Co of New Hampshire 91/12/31 200pp 

61596001*61506166 

9204070195 Forwards "Rept of FacilJty & Procedure Changes Made at Seabrook, Per 
10CFR5O69 for Period Apr 1991 -Dec 1991 *’ 

FEIQENBAUiM.T Public service Co of New Hampahiro 92/03/31, Document Control 
Branch (Document Control Desk) 2pp. 61421 144 61421 .321 

-9204220186 "Repl of Facility & Proceduro Changes Wade at Seabrook Station Per 
1QCFR50 59 for Petlofi Apt-Dec 1991/' 

• Public Service Co of New Hampshire 91/12/31 176pp 61421 146-61421 321. 

9205190353 Monthly operalmg r^t for April 1992 for Seabrook 1 W/ 920513 Itr, 
NAROONE.P , F^GeNBAUmj C. Public Service Co of New Hampshire 92/04/30, 
6pp 61740,233-61740237 


$. Reportable occurrences. LERs A related correapondence 

9205040D06 LER 92-004-00 on 920325,discropancy Identified w/manner fn which valve 
closure stroke time testing performed for 20 Valcor solenoid operated valves Caused 
by dealqn & testing inadequacies Design change rmplonnantod.W/920424 Itr. 
PbSGHtt.,J.M., FcfGENBAUM,T PubIfc Service Co of New Hampshire 92/04/24 
5pp 61546 351-61546 355 

9205180018 LER 92 003-01 on 920309,datormlnod that Integrity of concrete structure 
which encls condensate storage tank not venfled once per 12 h on 901222,910512 & 
1109 Caused by failure to follow procedures. W/92050B Itr, 

PBSCHEL.J M , FEIGENBAUWgT.C Public Service Co of New Hampshire 92/05/08. 
6pp 61766 967-61766091. 


T. Hearfrig transcripts on non*antl trust mattera 

9205280127 Transcript of 920SI1 public meeting fn Rockville,MD ro briefing on pro- 
posed transfer of PSNH ownership of lacilily to Northeast Utils Pp 1-92 Supporting 
documentation end 

♦ Commissioners {Foal 759119), 92/05/1 1 92pp. 61785051-61785 109. 


V. Operator Examfnallona 

9205080017 Advises that raaclof operator licensing exams scheduled for wk ol 
920024 Ref matisjialed on end, should be furnished by 920524 Rules & guidolinos to 
be In ©fleet during administration of wnllen exams also listed on end 
ESELGROiaPW Region 1 (Post 620201) 92/04/27 FEIQENBAUM.TG. Pubfio 
Service Co of New Hampshire. 18pp 61610341-61610356 

9205120139 Discusses Insp repl 50-443/92-05 on 920303-0406 & forwards notice o1 
violation 

UNViLLE,J.C. Region 1 (Post 820201) 02/05/05 f EIGENBAUM.T.C Public Service 
Co of New Hampshire epp 61037 050 61837 120 

•9205120142 Notice of viplalion from insp on 020303 04 06, Violation noted licensed & 
nonllceosed opera tors did not recieve slat Ion managors -documented authorization 
prior to working more than 24 h wifhin 46 h period 
* Region 1 {Post 820201). 92/05/05, Ip. 61637.058-61637 056. 

-9205120143 Insp rapt 60*443/02-05 on 020303-0406 Viofalions noted Malar areas 
Inspectad.engineerod safety feature sys walkdown,mnt overtime, radio loflical 
conlrols,nafnt,surv0illance ■& fitness- for duly program 
LAZARUS .WJ. Region 1 (post 620201) 92/05/05 60pp. 6 1637*057-61 637' 120. 


DOCKET 6M44 SEABROOK NUCLEAR STATION, UNIT 2 


A. Appilcatlon/conalructlon alaga documanta & correspondence 

^203260214 Informs Commission of activities re proposed merger of PSNH w/Norfheast 
Utifs (NU) & acquisition of Seabrook Nuefear Station by NU & seeks authorfzaUon to 
approve necessary license changes. 

TAYLOR, J M. Ofc of the Executive Director for Operalions SECY-92-099. 02/63/20. 
I4pp ei6&0 206^1680309 

9205010286 Fonvards NRR Input to briefing package for Chairman Selin 920430 alto 
vlail 

CALVO,J. Assistant DIreclor for Region I Reactors 92/04/20, HEHLC.W. Region 1 
(Post 620201) 4pp. 61516.342-61516,345 

920S040247 Forwards fitness lor duty program contacls listed on pfogram performance 
ropts 

KOUPE Reactor Safeguards Branch. 92/04/20 MCKNIGHT, J. Information & 
Records Management Branch (Post 890827) 4pp 61 563:326-8 1563,320 


9204290351 Informs of issuance of first NRC rept associated w/lndivldual plant exam 
(IPE) licensee submittaLNRC & licensee conclusions & process & schedule tor re- 
maining IPE reviews 

TAYLOR, JM Ofc Of the Executive Director tor Operations SECY.92-151 92/04/24 
app 61770 335 61770 342 

9205040269 Recommends that NRC authorize Staff to approve transfer of util mgt.nole 
that annual stockholders meeting scheduled tor 9205 14 & note that license condillon 
will be added if transfer approved 

TAYLORJM, Ofc of (he Exectilive Director tor Operations SECy-92-156 92/04/20 
gpp 61680*289 61680 295 

0205210261 Recommends that Cammlsslon approve proposed transfer of Seabrook op 
erations & partial ownership to Northeast Utils 

TAYLOR.JM Ofc of the Executive Director for Op amti on s SECy-92-156A 92/05/15 
15pp 61799 254-61790 268 

9205290059 Staff requirements mono re SECY-92-099. "Seabrook Nuclear Generating 
Station - Status Of Acquisition By Northeast Util " 

CHILK,S J Office of the Secretary of the Commission 92/05/16 TAYLOR, J M Ofc of 
the Executive Director for Operations 1p 61797 320 61797*329 

9205220146 Approved notation vote response sheet w/commenis ro SECy-92-156A, 
"Seabrook Station - Status of Aquisihon by Northeast UtHa *' 

REMICK Commissioners (Post 750119) 92/05/18 CHILK.SJ Office of (ho Secretary 
of the Commission 2pp 61764‘3&3 61764 354 

9205220154 Approved notation vote response sheet w/commenta ro SECY-92-1 56A, 
"Seabrook Station - Status of Aquishion by Northeast Ulifg " 

ROGERS.KC Commissioners (Post 760119). 92/05/18 CHILK.SJ, Offico of the Sec- 
retary of the Commission Ip 61764.352-61764 352 

6205220207 Approved vote re SECY-92-1 56A, “Seabrook Station - Status of Acquisition 
by Northeast Utils " 

DE PUNQUE Commissioners (Post 760119) 92/05/18 CHILK.S J. Offico of the Sec- 
retary of the Commission Ip, 61757'325 61767 325 

9205260009 Approved notation vote response sheet w/comments re SECY-92-1 66A, 
"Seabrook Station - Sfalus of Acquisition by Northeast Util *' 

THE CHAIRMAN, SELINJ. Commissioners (Post 750119) 92/05/18 CHILK.SJ 
Office of Ihe Secretary of the Commission Ip 61773 233 61773*233 

9206290033 Informs that Commissioner Curtiss vote & comments on SECY-G2-166 will 
serve as his vote on SECY-92-166A.Voie & comments encf 
GRAY.JR Commissioners (Post 750119) 92/05/18, CHILK.SJ Office of Ihe Secre- 
tary of (he Commission 4pp. 61797:336 61797 341 

9205290052 Staff requirements memo re SECY-02-1 56A, "Seabrook Station - Status Of 
Acquisition By Northeast util. 

CHILK.SJ Office of the Secrolaiy of the Commission 92/05/19 TAYLOR, JM Ofc of 
the Executive Director for Operations 2pp 61797 331 6179/ 332 

9205290057 Staff requirements memo re SECY-92-150, "Seabrook Station ■ Status Of 
Acquisition By Northeast Utils" SECY-92-168 being closed w/o further action 
CHILK.SJ Office of (he Secretary of the Commis^on 92/05/19. Office of the Secre- 
tary of Ihe Commission. Ip 61797.330-61797 330 

9205290100 Staff requirements memo re briefing on proposed transfer of PSNH owner- 
ship of Seabrook to Northeast Utils. 

ChllLK^S J Office of the Secretary of the Commission. 92/05/20 TAYLOR. J.M Ofc of 
Ihe Executive Director for Operations. Ip 61797.316 61797'316. 


G. Adjudicatory correspondence 

9205 180 178 Fonvards motion of Seacoasl Anil-Pollullon Leaguo to join In appeal of Ofc 
of Consumer Advocate for filirig w/ court re useful life ofj)lant. 

DACKUS.R A Seacoasl Antl-Pollullon League BACKUS, R.A Backus, Meyer & Solo- 
mon 92/05/04 ZtBEL,H.J. Now Hampshire, State of 6pp 61716 347-6171 6 352 


M. Antitrust correspondence 

9204270508 Informs Commission of completed actions re finding of no significant 
change per antitrust poat-operaling license review of facility 

TAYLOJi,JM Ofc of the ^ecutive Director tor Operations. SECY-92-144 92/04/20 
47pp. 31770 001-61 770 047, 


Q. Inspection reporta, IE Bulletins ft correspondence 

9205010009 NRC Info Notice 92-035. "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Roaclor Coolant Pressure Boundary Piping Inside Containment at Boiling 

ROSSI,C,E. Division of Operational Events Assessment (Post B70411) 92/05/06. 
Consolidated Edison Co of New York, Inc 6pp 61667.349-61667 354. 

9205010045 NRC (nfo Notice 02-036, "Intersystem LOCA Outside Containment ” 

ROSSI, C.E Division of Operational Events Assessment (Post 670411), 92/05/07. 
Consolidated Edison Co. of New York, Inc 9pp. 61718.001-61716.009 

9205040265 SuppI 1 to NRC Info Nolle© 92-016. "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavlly Draindown " 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411), 92/05/07 
Consolidated Edison Co, of New York, Inc. 4pp 61718 010-61718 013. 


T- Hearing transcripts on non-antItrust matters 

92052601 S7 Transcript of 920511 public meeting In Rockville.MD re brleflrig on pro- 
posed transfer of PSNH ownership of facility to Northeast Ulif8,Pp 1-92 Supporting 
documentation end. 

* Commlsslonofs (Post 750119). 92/05/11. 92pp 81 786*05 1-61 785*1 89 
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DOCKET 50-446 COMANCHE PEAK STEAM ELECTRIC STATIONr UNIT 1 
F> Security, medical, emergency & fire protection plans 


9205010073 Forv^ards insp rept 50 445/92 1 1 & 50 440/92 11 on 920323-0403 No VJO 
lations or deviations wore identified 

BEACH, A B Region 4 {Post B202O1) 92/04/26 CAHILL, WJ Texas Utifilies Electric 
Co {TU Electric) 5pp 61499 116 61499 123 


9205010073 Forwards insp rept 50-445/92-11 & 50 446/02-11 on 920323-0403 No vio 
lations or deviations ware idontifiod 

aEACH.AB Region 4 (Post 020201) 02/04/26 CAHILL.WJ Texas Utilities Etectnc 
Co (TU Etectnc) 5pp 61499 116-61499 128 

-9205010080 Insp rapls 50-445/92-11 & 50-446/92-11 on 920323*0403 No violations 
noted Major areas inspeclod Unit 2 fire protection program for compliance w/commit- 
menls to appendix A of branch technical position 9 5 1 

GAGLIARDOJE Region 4 {Post 020201) 92/04/23 Opp 61499121-61499 126 

9205050242 Discusses confirmatory testing of Thermo Lag fire barrier 
sys Comprehensive confirmatory testing program indlatod to envelope full range of 
protected conduit & cable tray configurations Testing scheduled for second wk in 
June 

CAHILL.W J , WALKER.R D Texas Utilities Electnc Co (TU Electric) 92/05/01 Docu 
ment Conlrol Branch (Document Control Desk) 2pp 61686 334 G15S6 335 

92050Q0176 Forwards Rev 12 to physical security plan & supplementary summary of 
changes Ends withheld (ref 10CFR73 21) 

CAHILL,WJ. MARSHALL, JS Texas Utililies Electric Co (TU Eloclric) 92/05/04 
Document Conlrol Branch (Document Control Desk) Ip 61662 234-81662 234 

9206130005 Submits results ol evaluation of Thermo Lag 330-1 fire barner sysj}Qr NRC 
concerns raised at 920212 meetino Confirmatory tost rescheduled for 920615 19 
CAHILL.WJ Texas Ulilltios Electnc Co (TU Efeclric) 92/05/06 Document Control 
Branch (Document Control Desk) 3pp 61683*295 61603 297 

9205220064 Revised EPI Ps. including PCN EPP-205 R7-6 to rev 7 to EPP 205,PCN EPP- 
306 R9-1 to rev 9 to EPP-306 & PCN EPP.904R2-2 to rev 2 to EPP.904 W/920513 Ur 
WALKER.R Texas Utilities Electric Co (TU Electric) 92/05/13 13pp 61773 345- 
61773 357 


M. Antitrust correspondence 

9205260129 Forwards Texas Utils Electric reply brief in opposition to Cap Rock Electric 
Cooperative, Inc request for temporary injunctive relief nied In District Court, Midland 
CountyJX District court denied Cap Rock request 

SAMPLES, M.D Worsham, Forsythe, Sarnpels & Woolridgo (formerly Worsham, For- 
sythe a Sarnpels) 92/06/10 RUTBERG,J Office ol the General Counsel (Post 
060701). flOpp 61813 259-61013 340 


P. Operating license stage documents & correspondence 


9205040247 Forwards fitness for duly program contacts listed on program performance 
repts 

KOUP,E Reactor Safeguards Branch. 92/04/20 MCKNIGHT, J Information 8 
Records Management Branch (Post 890027) 4pp 61663 326 61563 320 

9205050242 Discusses confirmatory testing of Thermo Lag fire barrier 
sys Comp re hen SI VO confirmatory testing program initiated to envelope full range of 
protoctod conduit & cable tray configurations Testing scheduled for second wk In 
June 

CAHILL.WJ , WALKER.R D Texas Utilities Electric Co (TU Electric) 92/05/01 Docu 
ment Control Branch (Document Control Desk) 2pp 61566 334 61586 335 

9205070296 Requests that implementation period of enct License Amend Requests be 
extended to 30 days, in order to provide addi time for document updates & procedure 
changes. 

CAHILL.WJ Texas Utilities Electric Co (TU Electric) 92/05/04 Document Conlrol 
Branch (Document Control Desk) 2pp 61620 324 61620 32B 

9205200054 Solicits interest in 920623-24 workshop in Rockville.MD re current licensing 
basis 

BLACK, SC Project Directorate IV-2 92/05/05 CAHILL.WJ Texas Utilises Electric 
Co (TU Electric) 3pp 61742 344-61742 346 

9206200129 Forwards SE accepting licensee response to Generic Ltr 62-33 concerning 
Implementation of Reg Guido 1 97, rev 2 

BERQMAN.TA Project Diroctorate IV-2 92/05/06, CAHILL, WJ Texas Utillllee Elec- 
tric Co (TU Electric) 3pp 61722.299 61722 304 

-9205200135 Safety evaluation supporting licensee response to Generic Ltr D2-33 con- 
cerning Implementation of Reg Guide 1.97, rev 2, 

* Office of Nuclear Reactor Regulation, Director {Post 670411) 92/05/00 3pp 
61722,302.61722*304 


9205270229 Forwards Rev 8 to "ODCM for Comanche Peak Steam Electric 
Station.Units 1 & 2 " 

CAHILUWJ, WOODLAN.DR Texas Utilities Electric Co, (TU Electric) 02/05/21. 
Document Control Branch (Document Control Desk) 7pp 61870 001-61878*202 

-9205270231 Rev 8 to "ODCM for Comanche Peak Steam Electric Station, Units 1 & 
2 " 

* Texas Utilities Eloctrlc Co (TU Electric) 92/06/21 160pp. 61878 008-61878 202 

9205280024 Submits addI info re amend 79 to CPSES FSAR.revislng tables 71-2 3 & 
7.1 -2.4, removing applicability of GDC 54 from auxiliary feedwater sys Instrumentation 
(AFSI) Roevaluallon determined that GDC 64 is applicable lo AFSl 
CAHILL.WJ Texas Utilities Electric Co (TU Electric), 92/05/21 Document Conlrol 
Branch (Document Conlrol Desk) Ip 61884.266 61884*266. 


-9205010088 Insp repts 50 446/92-11 & 50-446/92-11 on 920323 0403 No violations 
noted Major areas inspected Unit 2 fire protection program for compliance w/cemmit- 
menlB to appendix A of branch technical position 9 5-1 

GAGLIARDOJ E Region 4 (Post 020201) 92/04/23 6pp 61499 121-61499 128 

9205070216 Informs that util finds info fn SALP rept for 910203-920201 accurate & that 
util agrees w/ overall conclusions & recommendations Actions in response to recom 
mondalions to improve areas of weaknesses tdenlified being initiated 
CAHILL.WJ Texas Utilities Electric Co (TU Electric) 92/04/29 MARTIN, RD Region 
4 (Post 820201) 2pp 61623 269-61623 270 

9205050062 Suppis 680708 & 890526 responses to NRC Bull elm 80 004 re potential 
safety-related pump loss Mod to chemical & vol control sys consists of replacing four 
diaphragm valves w/ globe valves In inin ilow recirculalton lino 
CAHILL^ J Texas Utilities Eleclnc Co (TU Electric) 92/04/30 Document Conlrol 
Branch (Document Control Desk) 2pp 61 590 340 61 590 34 1 

9206050071 Responds to NRC 920331 ltr re violations noted in Insp Repts 50 445/92- 
202 & SO 446/61-201 oa 911110-1213 Correcliva actions calculation will be added to 
DGE-ME-260 re RHR dosign bases & FSAR will be reviewed for potential impact 
CAHILL.WJ Texas Utilities Electric Co (TU Etectnc) 92/04/30 Document Conlrol 
Branch (Oocumeni Control Desk) IGpp 61554 316 61554 334 

9206060041 AcK receipt of 620326 & 0414 Itrs Informing NRC of steps taken to correct 
violations noted in insp repts 50 445/92 04 & 50 446/92 04 

BEACH, A B Region 4 (Post 629201) 92/04/30 CAHILL.WJ Texas Ulililies Electric 
Co. (TU Electric) 3pp 61556 170 61556 100 

9205010009 NRC info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
Unlsolable Ro actor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor “ 

ROSSI.CE Divfslon of Operational Events Assessment (Post 870411) 92/05/06 
Consolidalod Edison Co of New York, Inc 6pp 61667 349 61667 354 

9205130122 Foiwards final SAIP repts 5-0-445/9’2-90 & 50-446/92 99 on 910203 - 
920201 

MARTIN.RO Region 4 (Post 820201) 92/05/06 CAHILL.WJ Texas Utilities Eloclric 
Co (TU Eloclric) 5pp 61651 165 61651 205 

9205010045 NRC Info Notice 92-036, “Inlersystom LOCA Outside Containment” 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consoli dated Edison Co of New York. Inc 9pp 6171B001 01718009 

9205040265 Suppi t to NRC Info Notice 92 016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Dralndown"' 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 6171801061718013 

9205150117 Forwards insp repts 50 445/02-10 50-446/92-10 on 920315 0425 No 

violations or deviations noted 

BEACHAB Region 4 (Post 020201) 92/05/08 CAHiLL,WJ Texas Ulililies Electnc 
Co (TU Electric) 4P 61675 177-01675 198 

-9205150124 Insp ropls 50 445/92-10 & 50-446/02 10 on 920315 0425 No violations 
or deviations noted Major areas inspected event rept followup, onsite followup of 
evontSiOperatlonal safety venficalion A survolllance observation 
VANDELUA Region 4 (Post 02020 1 ) 02/05/07 IBpp 61675 181 61675198 

9205290005 Forwards insp repts 50-445/92 13 & 50 446/92 13 on 020413-17 No viola- 
tion noted 

BEACH, A B Region 4 (Pont 820201) 92/05/22 CAHILL, WJ Texas Ulililies Etoclrlc 
Co (TU Eleclnc) 4pp 617D0 165 61790 180 

-9205200010 Insp repls 60 445/92-13 fi 50 440/92 13 on 920413-1 7 No violalions 
noted Major areas inspected unit 1 postconslructlon hardware validalion program ro* 
suits 

YANDELL.LA Region 4 (Po 3 1 820201) 92/05/19 20pp 61700 160 61790186. 

9205290013 Ack receipt of 020430 Hr intorming NRC of slops taken to correct violations 
noted in Insp repts 50 445/91-202 & 50-446/^91-201 

BEACH, A B Region 4 (Post 020201) 02/05/22 CAHILL.WJ Texas Utilities Eloclnc 
Co. {TU Eloclric) 3pp 61790 201 61790 222 

9205290060 Forwards Insp rents 50-445/92-12 & 50-446/92-12 on 920322-0502 No 
violations or doviallons Iden tilled Incident ro ballory exhaust Ion work activity of par- 
ticular concern duo to potential for personnel Injury 

BEACH, AD Region 4 (Post 820201) 02/05/26 CAHILL.WJ Texas Ulilalles Electric 
Go (TU Electnc) 4pp 81790 315 61790 335 

-9205290084 Insp ropts 50 445/92-12 & 50 446/92-12 on 920322 0502 No violations 
or deviations noted Major areas Inspeclod plant si at us, followup on corrective actions 
(or violations & followup on licensee actions on const deficioncles 
YANDELL.LA Region 4 (Pe si 820201) 92/05/19 17pp 61790 319-61790335 

9206290239 Responds to NRC 920423 ltr ra violations noted in Insp Repls 50 445/92 
08 & 50-446/02-08 on 920202 0321 Corrective actions task team appointed to resolve 
procedural & hardware Smpilcalions & reassembly work suspended 
CAHILL.WJ Texas Utilities Electric Co (TU Electric) 92/05/26 Document Control 
Branch (Document Control Desk) 8pp 61916 28G-61916 295 


B Poriodic operating reports & related correspondence 


Q. Inspection reports, IE Bulletins & correspondence 

9205040019 Ack receipt of 920326 Hr Informing NRC of steps taken to correct violations 
noted in Insp repts 50-445/92-04 & 50-446/92-04 on 920228 Addi info requested 
during 920401 lelcon expected by 920427 

BEACH,A.B Region 4 (Post 820201). 92/04/19 CAHILL.WJ. Texas Utilities Electric 
Co (TU Electric). 3pp 61612*085-61512 087 


9205060115 Forwards "Annuat Radiological Environ Opera ling Rept for 1991 For Co- 
manche Peak Unit 1.” W/o end 

CAHILL.WJ.. WOODLAN.DR Texas Utililles Eleclrlc Co (TU Electric) 92/04/30 
Documenl Conlrol Branch (Document Conlrol Desk), tp. 61598*250 8 1 596 250, 

920619030B Monthly operating rept (or Apnl 1992 for CPSES 1.W/92051 5 !tr 
DAVIS.Q , WOODLAN.D R . CAHILL.W J Texas Utilities Eloctrlc Co (TU Eledric) 92/ 
04/30 5pp 61731 356 61731 360 



138 DOCKETED ITEMS 


9205200002 Documenls closeout of NRC Bullotin 88-001. "Dafecls lo Weslinghouso 
Circuit BreaKeis ” 

EDISON, G E Project Direclorato f-3 92/05yi2. FEIGENBAUMJC Public Service Co 
of Colorado 4pp 61 7G5-34Q 61795 351 

920S270046 Forwards SALP Rept 50-443/90 90 for 901 101-920229 Superior level of 
performanco achieved \n areas o( emergency preparedness & security 
MARTIN.T.T Region 1 (PosI 320201J. 92/05/21 FEIQENBAUM.TC Public Service 
Co of New Hampshire 7pp 61762 108 61762 137 

--920-5270051 SA1.P rep! 50 443/90 99 for 901 101-92Q229.Overa!l performance accept- 
able 

• Region. 1 {Post 820201) 92/05/21 23pp. 61762 115 61762 137 


Periodic operating reports & related correspondence 

92050 5694 & “Soabrook SlaUon Annual Radiologica) Environ Operating Rept'* W/ 
920427 Itr 

FEIQENOAUM.TC Public Service Co of New Hampshire 91/12/31 200pp 

61566 001 61586 186 

9204070165 Forwards “Rapt of Facility & Procedure Changes Made at Seabrook Per 
lOCFRSOSS for Penod Apr 1991 -Dec 1991 ” 

FEiGENBAUM.T Public Service Co ol Now Hampshire 92/03/31 Document Coniro I 
Branch (Document Conirol Desk) 2pp 61421 144-61421 321. 

-9204220165 "Ropt of FaciliW & Procedure Changes Made et Seabrook Station Per 
10CFR5059 for Period Apr-Doc 1991 ” 

• Public Service Co of New Hampshire 91/12/31 176pp 61421 146 61421.321. 

9205190353 Monthly operating rept for April 1992 for Seabrook 1.W/ 920513 Itr. 
NARDONE.P, FEIGENBAUM^T.C Public Service Co. of New Hampshire 92/04/30 
5pp 61740 233 61740 237 


S Reportable occurrences, LERs & related correspondence 

92050400D6 LER 92-004-00 on 920325, discrepancy identified w/manner In which valve 
closure stroke time testing pGrformed for 20 Valcor solenoid operated valtves Caused 
by design & testing Inadequacies Design change implemented VV/920424 Itr. 
PESCHEL,J M , FEIGEN0AUM.T Public Sennce Ck> of New Hampshire 92/04/24. 
5pp 61646351-61546^355 

9205150018 LER 92 003-01*on 920309,dotermined that integrity of concrete etruclure 
which ends condensate storage tank no! vonflod once per 12 h on 901222,910612 & 
1109 Caused by failure to follow procedures W/920508 (ir 

PESCHEL,J M , FEIQENBAUM J C Public Service Co of New Hampshire 92/05/08 
6pp 61755067-61766 091 


T. Hearing franecrlpta on non -anil trust matters 

9205260127 Transcript of 920511 public mealing in RocKvilla.MD re bnefir^ on pro- 
posed transfer of PSNH ownership of facility lo NodhoaBl Utils Pp 1-92.^pporting 
documental Ion end 

‘ Commisslor^ers (Post 750119) 92/05/1 1 92pp. 61785051-61786 189 


V. Operator Enamlnatlons 


9204290351 Informa of issuance of first NRC rent associated w/individual plant eKam 
(IPE) licensee aubmittal.NRC & licensee conclusions & process & schedule for re- 
mainlno IPE reviews 

TAyLdR,JM Ofc of the Executive Director for Operations SECY.92-161 92/04/24 
flpp 61770336 61770 342 

9205040269 Recommends that NRC authorize Staff to approve transfer of uhl mgt.nole 
that annual stockholders meeting scheduled for 920514 & note that license condition 
will be added If transfer approved, 

TAYLOR,JM Ofc of the Executive Director for Operations SECY-92-166 92/04/29 
9pp 61680 289 61680 295 

92Q5210261 Recommends that Commission approve proposed transfer of Seabrook op 
erationa & partial ownership to Northeast Utils 

TAYLOR, J.M Ofc of 1 ha Executive Director for Operations SECY-92-1 56A 92/05/15 
15pp 61799 254-61799.268 

9205290059 Staff requirements memo re SECY-92-099, “Seabrook Nuclear Generating 
Station - Status Of Acquisition By Northeast Uti) *' 

CHILK.SJ Office of the Secretary of the Commission 92/05/16 TAYLOR, J M Ofc of 
the Executive Director for Operations. Ip 61797 320 61797 329 

9205220146 Approved eolation vote response sheet w/comments re SECY-92- 156A, 
"Seabrook Station • Status of Aquisitlon by Northeast Utils “ 

REMICK Commlssfonera (Post 760119). 92/05/18 CHILK.S J Office of the Secretary 
of the Commission. 2pp 61764 3 53-61764 354. 

9205220164 Approved noialion vote response sheet w/comments re SECY-92-1 5eA, 
“Seabrook Station - Status of AquisHlon by Northeast Utils " 

ROQERS,KC Commissioners (Post 750119). 92/05/18 CHILK.S J Office of the Sec- 
relaiy of the Commission Ip 61764 352 61764 352 

920S220207 Approved vote re SEGY-92-150A, “Seabrook Station - Slalus of Acquisition 
by Northeast Utils “ 

DE PLANQUE Commissioners (Post 760119) 92/05/18 CHILK.S J. Office of the Sec- 
retary of the Commission 1p 61757 325-61757.325 

9205260089 Approved notddon vote response sheet w/comments re SEGY-92-156A, 
“Seabrook Slatlon - Status of Acquisition by Northeast Util," 

THE CHAIRMAN. SELIN, I Commissioners (Post 750119) 92/05/16 CHILK.S J 
Office of the Secrelaiy of the Commission. Ip. 61773 233-61 773’233 

9205290033 Informs that Commissioner Curtiss vote & comments on SECY-02‘156 will 
serve as his vole on SECy-92-166A Vote 8 comments end 

GRAYJR. Commissioners (Post 760110) 92/05/18 CHILK.S J. Office of the Secre- 
tary of the Commission 4pp. 61 797 ‘338 617D7341 

9205290052 Slaff requirements memo re SECY-92-1 58A, “Seabrook Station - Status Of 
Acquisition By Northeast Util 

CHILK,S J. Office of the Seer alary of the Commission. 92/05/19. TAYLOR, J.M Ofc of 
Ihe Executive Director for Operations 2pp 61797 331-61797-332 

9205290057 Staff requirements memo re SECV-92-156, “Soabrook Slatlon - Status Of 
Acquisition By Northeast Utils SECY-02-156 being closed w/o further aclion 
CHILK.S J. Office of the Secretary of the Commisdon 02/05/19 Office of the Secre- 
tary of the Commission. Ip 61797*330 61797 330 

0205290100 Staff roquirements memo re briefing on proposed transfer of PSNH owner- 
ship of Soabrook to Northeast Utils 

CHILK.SJ Office of the Secrelary of the Commission 92/05/20 TAYLOR, J M Ofc of 
the Executive Director for Operation s, Ip. 61797 316 61797*316. 


92050B0017 Advises that reactor operator licensing exams scheduled for wk of 
920924 Ref rnatlsjlsted on end, should be furnished by 920524 Rules & guidelines (o 
be in effect dunnn administration of written exams also llstod on end 
ESELGROTKPW Region 1 (Post 62020t) 62/04/27, FEIGGNBAUM.T C. Public 
Service Co of New Hampshire 16pp 61610,341 61010356 

9205120139 Discusses insp rept 50 443/92 05 on 920303-0406 8 forwards nollce of 
vlofation 

MNVILLE,JC Region 1 (PosI 020201) 92/06/05. FEIGENBAUMJ C. Publio Service 
>0 Of Now Hampshire 6pp 61637 050 61637.120 

205120142 Notice of violation from insp on 920303 0406 Violallon noted licensed & 
lOnllcensed operators did not rocieve st&llon msnagore documented aulhonzation 
mor lo working more than 24 h within 48 h period 
* Region 1 (Post 620201) 92/05/05 Ip 61637 056 61637056 

-9285120148 hsp ropt 50-443/92 05 on 920303 0406 Vioialfons noted Major areas 
inspected engineered safety feature sys waFkdown.mgl overtime.radiologlcal 
con Iro I s.mainl.sufvel lienee A. fitness- for-duly program. 

LAZARUS.WJ. Region 1 (Post 820201). 92/05/05 60pp 61637.057-61637*120. 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. ApplICBtlon/conBlriictlan stage doeuments ft oorreapondence 

9203250214 Informs Commission of activitloa ro proposed margor of PSNH w/NortheasI 
Utils (NU) & aCquIsUion of Seabrook Nuclear Station by NU & seeks aulhorirallon to 
approve necessary license chengea 

TAYLOR, J M Ofc of the Execuuve Director for Operations SECy-92‘099. 92/03/20. 
14pp 61680 206 61080309 

9205010286 Forwards NRR fnpul to briefing package for Chairman Selin 920430 site 
visit 

CAL VO. J Assislanl Dlroclor for Region I Reactors 02/04/20, HEHL.C.W, Region 1 
(Post 820201 ). 4pp 61516,342-61 616 345. 


O. Adjudfoalory correspondence 

9205180178 Forwards motion o1 Seacoast Anti-Pollution League to join In appeal of Ofc 
of Consumer Advocate for filing w/court re useful life of plant 
BACKUS,RA. SeacoasI Anll-Polfullon League BACKUS.RA Backus, Meyer & Solo- 
mon. 92/05/04 ZIBEL.H J Nev/ Hampshire, State of. 6pp. 61716 347-61716 352 


M. Antitrust correspondence 

920427059S Informs Commission of compleled actions re finding of no significant 
change per antitrust post operating ifeenae review of facility. 

TAYLOR, JM. Ofo of the Executh/e Director for Operations SECy-92-144 92/04/20 
47pp, 61770.001-61770*047. 


Q, Inspection reports, IE Bulletins ft correspondence 

9205010009 NRC Info Notice 92-035, “Higher Than Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor." 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 92/05/06. 
Cof>8otldaled Edison Co. of New York, Inc 6pp 61667*349 61667'354 

0205010045 NRC Info Notice 92-036, 'Iniersystem LOCA Outside Containment,'' 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 92/05/07 
Consotidaled Edison Co, of New Yo/k, Inc 9pp 61718.001-61718 009. 

9205040266 Supp1 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re 
rjroval Pump During Refueling Cavity Dralndown." 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp. 61718 010 61 718*01 3. 


T. Hearing transcripla on non-antltruat matters 


0205040247 Forwards litness for duty program contacts listed on program performance 
ropts* 

KOURE. Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Information & 
Records Managemenl Branch (Post 890827). 4pp 61 563' 326 61663 329 


9205260127 Trafiscrlpl of 920511 public meeting in Rockville.MD re biieflnj on pro- 
posed transfer of PSNH ownership of facility lo Northeast Utils Pp 1-92. Supporting 
documentation encF, 

♦ Commissioner^ (Post 750119), 92/05/11. 92pp 61785.051-61785:169, 
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DOCKET 50'445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

9205010073 Forwards insp rspt 50 445/92«H & 50 446/92-11 on 920323 0403 No vio- 
lations or deviations were identified 

BEACH.A0 Region 4 (Post 820201) 92/04/26 CAHILL.WJ Te>cas Utilities Electnc 
Co (TU Electric) 5pp 61499 116 61499 128 

“9205010080 Insp rCpts 50 445/92-11 & 50 446/92-11 on 920323-0403 No violations 
noted Major areas inspected Unit 2 fire protection program for compliance w/commit- 
menls to appendix A of branch technical position 9 5-1 

GAGLIARDOJE Region 4 (Post 820201) 92/04/23 8pp 61499121 61499 128 

9205050242 Discussas confirmatory testing of Thermo Lag fire barrier 
ays Comprehensive confirmatory testing program initiated to envelope full range of 
protected conduit & cable tray conriguralionsTesting scheduled for second wk in 
June 

CAHILL.WJ , WALKER.R 0, Texas Utilities Electric Co (TU Electric) 92/05/01 Docu 
menl Control Branch (Document Control Desk) 2pp 61586 334 61586335 

9205080176 Forwards Rev 12 to physical security plan & supplementary summary of 
changes Ends withheld (ref 10CFR73 21) 

CAHILL.WJ. MARSHALL.JS Texas Utilities Efeclric Co (TU Efeclnc) 92/05/04 
Document Control Branch (Document Control Desk) Ip 61662 234-61662 234 

9205 130005 Submits results of evaluation of Thermo Leg 330-1 fire barrier sys.per NRC 
concerns raised al 920212 meeting Confirmatory test rescheduled for 920615 19 
CAHILL.WJ Texas Utilities Electric Co (TU Electric) 92/05/06, Document Control 
Branch (Document Control Desk) 3pp 616B3 295-61663 297 

9205220054 Revised EPIPsjncfuding PCN EPP-205 R7-e to rev 7 to EPP 205.PCN EPP- 
305 R9-1 to rev 9 10 EPP-305 & PCN EPP-904R2-2 to rev 2 to EPP-904 W/920513 Ur 
WALKER.R Texas Utilities Electric Co (TU Electric) 92/05/13 13pp 61773 345- 
61773-357 


M. Antitrust correspondence 

9205260129 Forwards Texas Utils Electric reply brief In opposition to Cap Rock Efeclric 
Cooperallvejnc request for temporary injunctive relief filed In Distncl Court, Midi and 
CountyJX District court denied Cap Rock request 

SAMPLES.M D Worsham. Forsythe, Sampels & Woolridge (formed/ Worsham, For- 
sythe & Sampels) 92/05/18 RUTflERG.J Office of the General Counsel (Posl 
860701) 90pp 61013 259*61813 348 


P, Operating license stage documents & ccrrespondence 


920S040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT. J Information & 
Records Management Branch (Post 090827) 4pp 61563 326 329 

0205050242 Discusses confirmatory testing of Thermo Lag fire barrier 
ays Comprehensive confirmatory testing program fnitiated to envelope full range of 
protected conduit & cable tray configurations Testing scheduled for second wk In 
June 

CAHILL,W J , WALKER.R D Texas Utilities Electric Co (TU Electnc) 92/05/01 Docu- 
ment Control Branch (Document Control Desk) 2pp 61686 334 61666 335 


9205070296 Requests that Implementation period of end License Amend Requests be 
extended to 30 days, in order to provide addi time for document updates & procedure 
changes ^ 

CAHILL, WJ Texas Utilities Electric Co (TU Electric) 92/05/04 Document ConUol 
Branch (Document Control Desk) 2pp 61620 324-61620 325 


9205200054 Solicils Interest in 920623 24 workshop in Rockville, MD re current licensing 

BLACK, SC Project Directorate IV-2 92/05/05 CAHILL.WJ Texas Utilities Elaclric 
Co (TU Electric) 3pp 61742 344-61742 346 


9205200129 Forwards SE accepting licensee response lo Generic Ur 62-33 concerning 
implementation oi Reg Guide 1 97, rev 2 

bSiGMAN.TA Project Direclorale IV-2 92/05/06 CAHILL.WJ Texas Utilities Efec- 
Iric Co (TU Electric) 3pp 61722 299 61722 304. 

“9205200135 Safety evaluation aupporting licensee response to Qenenc Ur 82-33 con- 
cerning Implementation o1 Rog Guido 1 97 .rev 2 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 02/05/06 3pp 
61722 302-61722.304, 


9205270229 Forwards Rev 0 to ‘'ODCM for Comanche Peak Steam ElocWc 

CAWLLlw'If.^WOOOLAN.DR Texas UU^ies Electric Co (TU Eleclnc) 92/05/21 
Document Control Branch (Document Control Desk) 7pp 61878 001-61878 202, 

“9205270231 Rev 8 to "ODCM for Comanche Peak Steam Efectnc Siatfon. Units 1 & 

* Texas Utilities Electrfc Co. (TU Electric). 92/05/21 150pp 61878.00B 61878 202 

9205280024 Submits addI Info re amend 79 to GPSES FSAR.revising lables 7 1-23 & 
7 t.2 4jamovlng applicablfity of GDC 54 from auxiliary feedwater ays Inatromentalion 
(AFSI) Reevaluation determined that QDC 54 Is applicable lo ArS). 

CAHILLWJ, Texas UllMlas Electric Co (TU Electric), 92/05/21 Document Control 
Branch (Document Control Desk) ip, 61884,266 61884-266 


Q, Inspection reports, IE Bulletins & correspondence 


9205040019 Ack receipt of 920326 Itr Informing NRC of stops taken to corroct violattona 
noted In insp repts 50-445/92-04 & 50 446/92-04 on 920226 Addi info requested 

BEA<?KA*?B!^R6glon^4^^Po^^^^ CAHILL.W.J, Texas Utilities Electric 

Co. (TU Electric). 3pp 61512'085-61512 087 


9205010073 Forwards insp fopt 50 445/92-11 & 50-446/92-11 on 920323-0403 No VIO 

92/04/26 CAHILL.WJ Texas Utilities Efectric 
Co (TU Electric) 5pp 61499 116 61499 128 

— 92O5O1'OO0O Insp repts 50 445/92-11 & 50 446/92 11 on 020323 0403 No violations 
noted Maiof areas inspected Unit 2 fire protection program for compliance w/commit- 

menls to appendix A of branch lechr^ica! position 9 5 1 

GAQLIARI&.JE Region 4 (Posl 820201) 02/04/23 Opp 61499 121-61499 128 

9205070216 Informs that util finds info in SALP rept for 910203-920201 accurate & that 
util agrees w/overall concfusions & recommendations Actions in response to recom 
mandations to improve areas of weaknoases identified being initiated ^ , 

CAHILLWJ Texas Utilities Eleclrcc Co (TU Electric) 92/04/29 MARTIN, fl D Region 
4 (Post 820201) 2pp 61623 269-61623 270 

920S0S00S2 Suppts 680708 & 890526 responses to NRC Bulletin 86 004 re potenllal 
safety-related pump loss Mod to chemical & vol conlrol sys consists of replacing four 
diaohrapm valves w/ globe valves m min How recirculation line . « . . 

CAHILLWJ Texas Ulrlities Electric Co (TU Efeclric) 92/04/30 Document Control 
Branch (Documenl Control Desk) 2pp 61590 340 61590 341 

9205050071 Responds to NRC 920331 (tr re violations noted In Insp Repts 50-445/92- 
202 & 60 446/91-201 on 911 118 1213 Corrective actions calculation wjli bo added to 
DBE-ME-260 re RHR design bases & FSAR will be reviewed for potonlial impad 
CAHILL.W J Texas Utililtes Electric Co (TU Electric) 92/04/30 Docum&nl Conlrol 
Branch (Document Conlrol Desk) iapp 61554 316 61554 334 

9205060041 Ack receipt o1 920326 & 0414 Itrs informing NRC of steps taken to correct 
violalions noted in Insp repts 50-445/92 04 & 50 446/92 04 

BEACH A B Rog ion 4 (Post 820201) 92/04/30 CAHILL.WJ Texas Utilities Efectnc 
Co (TU Electric) 3pp 61566178 61556 180 


9205010009 NRC Info NqIicg D2-036, "Higher Than Predicted Erosion/ Cerroslori In 
Unisolabte Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consoll dated Edison Co of Now York, Inc 6pp 61667 349 61667 354 


9205130122 Forwards knal SALP repts 50-445/92 99 & 60-446/92-99 on 910203 
920201 

MARTIN.RD Region 4 (Post 620201) 92/95/00 CAHILL,WJ Toxas Uhl i lies Efoctrfc 
Co (TU Electric) 5pp 61651-166-61651 205 


9205010945 NRC Into Noli CO 02 03S. "Inlersyslem LOCA Outside Contain merit " 
ROSSI, CE Division of Operational Events Assessment (Post D70411) 92/05/97 
■(Consolidated Edison Co of Nsw York. Inc 0pp 61716 001 61718 009 


9205040 2 6S SuppI 1 to NRC Info Nolico 92-016, "Loss of Flow from Residual Heal Re 
moval Pump During Refueling Cavity Dralndown " . . . . 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/0B/07 
Consolidated Edison Co or Now York, Inc. 4pp 61716010 61718013 


9295160117 Forwards insp repts 50 445/92-10 & 69 446/92-10 on 02031 5 0425 No 
violations or deviations noted _ , 

BEACH, A B Region 4 (Post 820201) 92/05/08 CAHILL, WJ Texas Ulilitios Eleclfic 
Co (TU Electric) 4P 61675 1 77-6l675’1 98 


“9206150124 Insp repts 50 445/92-10 & 50 446/92-10 on 920315 0425 No violations 
or deviations noted Major areas Inspected evcnl ropi folfowup.onsile followup of 
events, operational safely verification & sufveillanco observation 

■ 4 A n I.... J r>f^nAA',\ A'l/nR/n*? -I (Inn RlATC ' 




9295290005 Forwards msp ropts 50 445/92-13 & 50-446/92-13 on 920413-17 No viola- 

BEACH?A B Region 4 (Pool 620201) 92/05/22 CAHILL.WJ- Texas Utilities Efeclric 
Co (TU Electric) 4pp 61790 165 61790 108 

“9205299010 Insp repts 60 445/92-13 & 50 446/92-13 on 920413-17 No violations 
noted Major areas inspected unit 1 poslconsl rue lion hardware validation program re- 
sults 

YANDELL.L A Region 4 (Posl 820201) 92/05/19 20pp 617S0 169 617GO 188. 


9205290013 Ack receipt of 920430 Hr fnlormlng NRC of slaps taken to corroct violalions 
noted In Insp ropta 50-445/91-202 A 60 446/91-201 ^ ^ ^ 

BEACHpAB Region 4 (Rost 620201) 92/05/22 CAHILL.WJ Texas U till ties Electric 
Co (TU Electric) 3pp 61790 201 61790 222 


9206290050 Forwards Insp rapta 50'445/92>12 & 50-446/02 12 on 920322 0502.No 
violalions or deviations Identified I nddonl re battery oxhausi fan work activity of par- 
ticular concern duo to potenllal for parson nellnjury r.. , , 

BEACHAB Region 4 (Post 820201) 02/05/28. CAHILL.WJ Texas Utilities Electric 
Co (TU Electric) 4pp 61709 315 61790 335 


“■9205290064 Insp ropts 50 445/92-12 & 50-446/92 12 on 920322-0502 No violations 
or devrallons noted Major areas inspected plant stal us, followup on corrective actions 
for violations & followup on Hcansee actions on cons) dejiciencies 
YANDELL.L A Region 4 (Posl 820201) 92/05/19 17pp. 61 700 319 61790 335 


9205290230 Responds lo NRC 920423 Ur re violations noted in Insp Ropts 5P 445/92 
08 & 50 446/92 00 on 9 2 O202-O321, Corrective actions task team appointed to resolve 
procedural & hardware implicalfons & reassembly work suspended 
CAHILL.WJ. Texas Utilities Electric Co (TU Eleclnc) 92/05/26 Document Control 
Branch (Document Control Desk) 8pp. 61916 288 61916 295 


R Periodic operating reporta & related correspondence 

920S06O115 Forwards “Annual Radiological Environ Oporaing Rept for 1091 For Go 
manch© Peak Unit 1.“ W/o enct 

CAHILL,WJ, WOODLAN.DR Texas Ulilillos Electric Co (TU Eloclrlc) 02/O4/3D 
Document Conlrol Branch (Document Conlrol Desk). Ip 615'96 250 61695250 

920519030B Monthly operating rept for April 1992 for CPSES 1 W/020515 Hr 
DAVIS, O . WOODLAN,D R , CAHILL.WJ. Texas Utilities Electric Co (TU Eleclnc) 92/ 
04/30 5pp. ei73V356 61731*360, 
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S. Reportable occiirrencaa, LERs & related correspondence 

9205050241 LER 92-007 00 on 020401, tram B diesol -generator declared inoperable to 
perform scheduled prevenUva maint Caused Dy personnel error fn dividual 
counselGd,prooeduro enhanced & standardhted tracking device developed W/920501 
Hr 

BUSCHBAUM,D E , CAHILUWJ Texas Utilities Eteclnc Co (TU Electric) 02/05/01 
6pp 61801 341-81601 346 

9205120291 LER 92 008 00 on 020406, cor^lrol room healing ventilation & air condition 
ing {HVAC) ays realigned to emergency recirculation mode Caused by personnel 
error Electrical control DUilding AO has bcencounsolledW/020506 Itr 
BUSCHBAUM^D E , CAHILL,WJ Toxaa UliSiUes Electric Co (TU Electric) 92/05/06 
Bpp 61702 261 61702 268 

9205190250 Supplemental & (Inal deficiency ropl CP 88 036 for units 1 & 2.respeclively 
ro chennical vol & control sys charging pumps alternate min flow recircutating 
piping Final rapt for unit 2 not roporlablo under 1DCFR50 55(o) or 10CFB21 
CAHILUWJ Texas Utilities Electric Co (TU Electric) 92/05/11 DocumenI Control 
Branch (Document Control Desk) 2pp 61740 200 61740 207 


DOCKET SO-446 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. Appllcatlon/conelructlen stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
rents 

KOUP.E Reactor Safeguards Branch 02/94/20 MCKNIGHT, J Informolion & 
Records Man ago me nl Branch (Post 690627) 4pp 61563 326-61563 329 

9205050091 Forwards summary of 920422 meeting w/util re overall Uriit 2 project 
status 

BEACH, A B Region 4 (Post 820201) 92/04/20 CAHILUWJ Texas Ulilitios Elacirlc 
Co (TU Electric} 5pp 61540 341-61540 346 

9206050242 Discusses confirmatory testing ef Thormo-Lag fire barrier 
sya Qomprohonslva confirmatory testing program Initiated to onvelope full range of 
piotocted conduit & cable Iray configurationsTosling schedulod for second wk In 
Juno 

CAHILL.W J , WALKER.R D Toxaa Utilities Electric Co (TU Eleclric) 92/05/01 Docu- 
ment Control Branch (DocumenI Control Desk) 2pp 61506 334-61 506 335 

9205200054 Solicits Interest In 020623-24 workshop In Rockville.MO re current licensing 
basis 

BLACKS C Prolecl Direclorato IV-2 92/05/05 CAHILUWJ Texas Ulildles Electric 
Co (TU EteClriC) 3pp 61742 344 Q1742 346 

9205200 UB Requests responso te questions re application of leak boforo'break melh 
odology 1o justify eliminaiion of acc-umulator line pipe whip reslrainls within 30 days of 
reeeipl of Hr 

HOLIAN,B Project Directorate IV-2. 92/05/05 CAHILL,WJ Texas Utilities Electric 
Co (TU Electric) 3pp 61722 261 61722 283 

9205190321 Prowdes Info to support util use of 1 h firo-ratod cable & clarlflos provisions 
of automatic firo suppression & dotection copabilily in areas where coble 
instalCodCabla routed In cable trays or In free air 

CAHIU,WJ Texas Utilities Electric Co (TU Electric) 92/05/13. Document Control 
Branch (Dacumonl Control Desk) 2pp 61740 137-61740 138. 

92D5270229 Forwards Rev 0 to '‘ODCM for Comanche Peak Steam Electric 
Stalion,UnUs 1 & 2 " 

CAHILUWJ.. WOODLAN,DH Texas Utilities Electee Co (TU Electric). 92/05/21 
Document Conlrol Branch (DocumenI Conlrol Desk) 7pp 61678 001-61878*202. 

-9205270231 Rav & to "ODCM for Comanche Peak Steam Eleclric Station, Unlls 1 & 
2 ” 

* Toxas Ulllilios Eleclric Co (TU Electric) 92/05/21 150pp. 61078 008 61676 202 

9205289024 Submits addi Info re amend 70 to CPSE8 rSAR.revising tabtos 7 1-2,3 & 
7,1-2 4,rQfnoving applicability of QDC 54 from auxiliary feodwator sys Insiiumenlation 
(AFSI) Hoovalqation deto/mlnod that GDC 64 is applicable to AFSI 
CAHILUWJ. Texas litllllias Eleclric Co (TU Eleclric) 92/05/21 DocumenI Conlrol 
Branch (Document Control! Desk) 1p 61604 266-81004 266 


F. Security, medical, emergency A fire protection plans 

92D5010073 Forwards insp lept 60 445/02-11 & 60 446/92-1 1 on 020323-0403 No vio- 
lations or deviations were Idonlifled 

BEACH, A 8 Region 4 (Post 820201) 02/04/26. CAHILUWJ Texes UUIIllos Electric 
Co (TU Eleclrfc) 5pp 61499 1ie6U90’12a 

-9205010080 Insp repls 60 445/92-11 & 50-446/92-11 on 020923 0403 Ko violalJons 
noted Major areas Inspected Unit 2 tiro proleclion program for compliance w/ comm II 
mania to ^endix A of branch technical position 0 5-1 

GAQLIAnDO.J.E Region 4 (Post 620201) 92/04/23. flpp 61499.121-6149D.128 

9206050242 Discusses confirmatory testing of Thermo Lag firo barrier 
sysComprehensivo confirmalory testing program inillalad (o envelop a full range of 
prolecled conduit & cable tray configu ratio ns Testing scheduled for aecondl wk In 
June, 

CAHILL, WJ Texas Ulilitios Eleclric Co (TU Eloclric) 92/05/01 Documont Control 
Branch (Document Control Desk) 2pp 61566334-61585 335 

9206080176 Forwards Rev 12 to physical security plan & supplementary summary of 
chanoos Ends wllhheld (ref 10CfT(73 21) 

CAHILL, WJ , MARSH ALL, J,S Texas Ulilitios Electric Co (\U Eiectrio). 02/05/04. 
Document Control Branch (DocumenI Control Desk), ip. 61662:234-61662*234 

9205130005 Submits resulis of avaluallon of Thermo Lag 330-1 fire barrier sys, per NRG 
concerns raised at 920212 meeling Confirmatory test rescheduled for ©20615-19 
CAHILL, WJ Texas Utiliiles Eleclria Co. (TU Eleclrlo). 92/05/06, Document Control 
Branch (DocumenI Control Desk) 3pp, 61 e63'2 05-6 1683 297 


9205190321 Provides info to support util use of 1 h fire rated cable & clarifies provisloris 
of automatic fire suppression & detection capability In areas where cable 
inslafffld Cable roufed in cable frays or frr free arr 

CAHILL,W J Toxas Ulitilies Electric Co (TU Electric) 92/05/13 Document Corttrol 
Branch (DocumenI Control Desk) 2pp 61740 137-61740 130 

9205220054 Revised EP IPs, including PCN EPP-205-H7 6 to rev 7 to EPP 205, PCN EPP* 
305-R9 1 to rev 9 to EPP-305 & PCN EPP-904R2-2 to rev 2 to EPP-904 W/920513 Ur 
WALKER.R Texas Ulilllies Electric Co (TU Electric) 92/05/13 13pp 61773 345- 
6177^357 


M. Antitrust correspondence 

9205080153 Requests opportunity to meet w/NRC in order to respond to extensive ef- 
forts by util to discredil Cap Rock & recent filings by Cap Rock re uli) ongoing anb- 
competitive acfiviUas 

ADRAGNAJ M Cap Rock Efectnc Cooperative. Inc ADRAGNA.J M Miller, Balis & 
O’Neil 92/05/06 hUTQERG.J Office of the General Counsol (Post 860701) 5pp 
61665016 61665 022 

9205260129 Forwards Texas Utils Electric reply brief in opposition to Cap Rock Electric 
Cooperative, Inc request for tamporary Injunctive relief filed In District Court, Mid land 
County .TX Oi strict court dented Cap Rock request 

SAMPLES, MD, Worsham, Forsythe, Sampels & Woolridge (formerly Worsham, For- 
sythe & Sampels) 92/06/18 RUTBERG.J Office of the General Counsel (Posi 
060701) 90pp. 61313*256 61013 340 

9205280164 Forwards bnef of Cap Rock Electric Cooperative, Inc filed In Districl Court 
for Midland County on 020423 re power supply agreement between Texas Utils Elec 
Inc Co & Cap Rock 

ADRAGNA.J M Cap Rock Electric Cooperative, Inc ADRAGNA.J M Miller, Galis & 
O’Noll 92/05/20 RUTBERG.J Office of the General Counsel (post 860701) Sapp 
61664 067-61884 146. 


Q, Inspection reports, IE Bulletlna & correspondence 

Q20S040019 Ack receipt of 020326 Itr informing NRC of stops taken to correct violations 
noted fn insp ropta 50-445/92-04 & 50-446/92-04 on 920226 AddI info requested 
during 920401 telco n expectod by 920427, 

BEACH,A8 Region 4 (Post 820201) 92/04/19 CAHILUWJ Toxas Ulilitios EloeWe 
Co (TU Eloclric) 3pp 61612 085 61512 087 

9205010073 Fonvards insp ropl 50 445/92-11 & 50-446/92-11 on 020323 0-103 No vio- 
lations or deviations woro Idenlifiod 

BEACH.AB Region 4 (Post 020201) 92/04/26 CAHILL.W J Toxas Ulilitios Eloctnc 
Co CTU Eleclric) 5pp 61499.116-61499120 

-92060100BO Insp repls 50-445/92-11 & 50.446/92-11 on 020323 0403 No violations 
noted Major areas inspected Unit 2 fire protection program for compllanco w/commn- 
monts to appondix A of branch technical position 9 5-1 
GAGLIARDO.J E. Rogton 4 (Post 820201) 02/04/23 Opp 61499 121-61499 128 

9205070216 Informs Ihot util finds info In SAIP root for 910203 920201 accurate & that 
util agroos w/ overall conclusions & recommsnaations Actions in rosponso to racom- 
monoations to improve aroas of woaknossos Idontiflod being inIDatod 
CAHILL.W J Texas UUlillos Electric Co (TU Electric) 92/04/20 MARTIN.RD Rofilon 
4 (Post 920201) 2pp 61623 269 61623 270 

020505D662 Supple 060708 8 800526 responses to NRC Bulletin 88 004 ro potential 
safety related puimp loss Mod to chemical 6 vol control sys consists of replacing four 
diaphragm valves w/ globe valves In min flow recirculation lino 
CAHILL.W J Toxaa Utilities Electric Co (TU Eleclric) 92/04/30 DocumenI Conlrol 
Branch (Document Conlrol Desk). 2pp 61690 340-61690 341 

9205050071 Responds IQ NRC 920331 Ur re violations nolod in Insp Repts 50 445/92- 
202 & 50-i46/©l-201 on 911118-1213 Correcllve actions calculation will be added to 
DBE-ME-260 ro RHR dooign bases & FSAR will bo reviewed for potential Impact 
CAHILUWJ Texas Ulitilies Electric Co (TU Electric) 92/04/30 DocumenI Control 
Branch (Documont Control Desk), 1Dpp 61654,316 61654 334 

9205060041 AcK receipt of 920326 & 0414 Itrs Informing NRC of stops taken to correct 
viofafions noted fn Insp repls 50 445/92-04 & 50 446/92-04 
BEACH.AB. Region 4 (Posi 820201) 92/04/30 CAHILUWJ Toxas UtililiOB Electijc 
Co. (TU Eloctnc) 3pp 61656 178-61556 180 

9205010009 NRC Info Notice 92 035, “Higher Than Predicted Erosion/ Corrosion in 
UnisolabiD Reactor Coolant Pressure Boundary Piping Inside Containment el Boiling 
Water Reactor ** 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 02/05/00 
Consolidated Edison Co of Now York, Inc. 0pp 61667 349-61807.364 

92051^0122 Forwards final SALP repts 60^446/92-99 & 60-446/92-90 on 910203 - 
020201 

MARTIN, R D Region 4 (Post 820201) 92/05/06 CAHILUWJ Toxas Ulilitios Electric 
Co (TU Electric}. 6pp 61651 165 61651.205 

9205010045 NBC Info Notice 92-036, “Intersyslem LOCA Outside Containment " 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 92/05/07 
Conaoirdated Edison Co of New York, Inc Opp 61716 001-61718 009. 

9206040266 Suppl 1 to NRC Info Notice 02-016, "Loss of Flow from Residual Heat Re 
movat Pump During Refueling Cavity Dralnciown " 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 02/05/07. 
Conaolldated Edison Co of New York, Inc 4pp. 61710 010 61716:013 

92051S0117 Forwards insp repts 50-446/92-10 & 60-446/92-10 on 920315 042S No 
violailons or deviations noted. 

BEACH, A.B. Region 4 (post 820201). 92/06/00. CAHILUWJ. Texas Utilities Electric 
Co (TU Eleclrjc). 4P 61675 177-61676.198 

«©205160124 Insp reels 60 445/92-10 & 50 446/92-10 on 020316 0426 No violailons 
or deviations notod.MeJor areas inspected- event ropt followup, onslle followup of 
oven td,operal tonal safety verification & surveillance observation. 

YANDELL,LA Region 4 (Post 820201) 92/05/07, 18pp 61 675*1 81 -61 675' 190 
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9205290005 Forwards insp ropts 50 445/92*13 50 446/92-13 on 920413 17 No viola 

tion noted 

BEACH, A B Region 4 (Post 820201) 92/05/22 CAHILL.WJ Toxas Ulililios Electfic 
Co (TU Electric) 4pp 61790 165-61700 188 

-9205290010 Insp ropls 50 446/92-13 & 50-446/92-13 on 020413-17 No violations 
noted Major areas inspected unit 1 postconsl ruction hardware validation program re- 
sults 

YANDELL.LA Region 4 (Post 820201) 92/05/10 20pp 61790 169-61790 18B 

920S290013 Ack receipt of 920430 Ur Informing NRC of slops taken to correcl violations 
noted In insp repts 50-445/91-202 & 50-446/91-201 

QEACH.A B Region 4 (Post 820201) 92/05/22 CAHILUWJ Texas Uli lilies Electric 
Co (TUEleclnc) 3pp 61790 201-61790 222 

9205290050 Forwards insp ropls 50 445/92-12 & 50 446/92-12 on 920322 0502 No 
violations or deviations identified Incident re battery exhaust fan work activity ol par- 
ticular concern due to potential for personnel injury 

0EACH.AB Region 4 (Post 820201) 92/05/26 CAHILL.WJ Texas Uti lilies Electric 
Co (TUEIecUic) 4pp 61790 316-61790 335 

-9205290064 Insp reptg 50-445/92-12 & 50 446/92-12 on 920322-0502 No vioJallons 
or deviations noted Major areas inspected plant status, followup on corrocUve actions 
for violations & followup on licensee actions on const deficiencies 
YANDELL.LA Region 4 (Post 820201) 92/05/19 I7pp 61700 319-61700335 

9205290239 Responds to NRC 920423 Itr re violations noted in Insp Repts 50-445/02- 
08 & 50 446/02-08 on 020202 0321. Corrective actions lask team appointed to rosotvo 
procedural & hardware implications .& reassembly work suspended 
CAHILL.W.J Texas Utilities Electric Co (TU Efeclric) 92/05/26 Documonl Conlrol 
Branch (Document Control Desk) 8pp 61 916 268-61916 295 


8. Reportable occurrencea, LERs & related correspondence 

9205190260 Supplemental & final doficfoncy ropt CP-66-036 for units 1 & 2,respeclively 
re chemical vol & control sya cliarging pumps alternate min flow recirculating 
pIpIng.Final ropl for unit 2 not reportable under 10CFR60 65 (e) or 10CFR2I, 
CAHILL.WJ Texas Utllitiea Eleclrlo Co (TU Eloctnc) 92/05/11 Document Conlrol 
Branch (Document Control Desk) 2pp. 61740*206-61740207 

9205180179 Final Ooficiency Rept CP-91 -006 re falturo of motors on Llmitorquo 6 ft 
pound valvQ operators to moot rated capacity at max differontfa! prossuro Inillally ro 
ported on 910926 Deficient motors replaced w/new motors 

CAHILL.WJ Texas Ulllitios Electric Co (TU Electric) 92/05/16 Document Control 
Branch (Oocumenl Control Desk) 3pp 61716353-61716355 
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F. Socurlty. medical, emergency & fire protection plana 

9205050172 Informs that NRC will be conducting operational safeguards rosponse eval- 
uations at facility for wk of D20S10-22. 

GREGER.LR Rogion 3 (Post 020201) 02/04/24 REED,C Commonwoallh Edison 
Co 2pp 61641 300 61541 307. 

9205010197 Advises that access aulhorizalion program which meals roquiroments of 
10CFR73 66 implemonted on 920427 Util Intends to utilize tomporary unescorted 
access provisions of rule 

REED.C Commonwoallh Edison Co 92/04/27. MURLEY.T.E OfOco of Nucf oar Reac- 
tor Regufalion, Director (Post 870411) 1p 61649 332-61540 332 

920S1 10149 Advisos that required revs to EOPs & training programs to addross NRC 
SSER of util aclions ro station blackout rule comptotod. 

SIMPKINJW Commonwealth Edison Co 92/04/30. MURLEYJE, Ofitco of Nucloar 
Reactor Rogulatlon, Director (Post 67041 1). 1p. 61847 331 61647 331 

9205100016 Responds to NRC 020400 Itr ro violations natod In Insp Repts 60-454/92* 
07 & 60 455/92 07 on 920309 13Correc1ivo actions Nro marshalls ofc Issued meme 
re requlromonts for onsuring liro watches properly posilionod to cover assigned Jobs 
KOVACH, TJ Commonwoallh Edison Co 02/06/08 Documonl Conlrol Branch (Docu 
menl Control Desk) 3pp 01743‘354-61743 356. 

9205270134 Forwards Insp repts 60-454/02-03 & 50 455/02-08 on 920424-0505 No 
violation notod 

GUYTON, 0. Rogion 3 (Post 820201) 92/05/16. HEED,C. Commonwealth Edison Co 
2pp 61 764*172 61764*188, 

-9206270140 Insp ropts 60 454/92 08 & 50-455/92 OB on 920324-050S No violations 
noted.Major areas Inspected oporational safety venficaUon.curronl mall 
condillon.housekooplna & plant do a nil ness, radiological conlrots & socurlty. 

HSIA.AH Region 3 (Post 020201) 92/05/16 10pp, 61764 174-61764*180 


P, Operating license stage documenta & correspondence 

9205040247 Fonvards filnoss for duty program contacts listed on program pedormanco 
repts 

KOUP.E Roactor Safoguards Branch 92/04/20. MCKNIGHT.J Information & 
Records Management Branch (Post 690827). 4pp 61563.326-61663 329, 

9205050074 Coffoclad Rov 0 F to page 11-19 of Chapter 1 1 of ODCM, 

’ Commonweallh Edison Co. 02/04/21. 2pp. 61690 334-61690335 

9205150206 Forwards SE finding util responses to request lor plant specific info to havo 
satisfactorily addressed overfill criteria. 

PULSIFER.RM Proloct Dlreclorata 111-2 02/04/23. KOVACH, TJ Commonweallh 
Edison Co. 3pp. 61803.100 61683 1 12. 

-9205160217 Safely ovaluatlon finding util rosponsea to request for plant spociflc info 
to have satisfactorily addressed overfill criteria. 

* Offico of Nucloar Reactor Regutatlori, Director (Rost 870411) 92/04/23. 10pp. 
61683*103 01683:112 


9205110149 Advises that roquered revs to EOPs & training programs to address NRC 
SSER of util actions re station blackout rule completed 

S1MPKIN.TW Commonweallh Edison Co 02/04/30 MURLEY.T.E Office of Nuclear 
Reactor Regulation, Direclor (Post 87041 1) 1p 61847 331-61047 331. 

9205120226 Informs that NRC recently received inio re activities at plant (Rllt'92-A 
0038) Details of concorn end End witnheld (ref 10CFR2 790) 

NORELIUS.CE Region 3 (Post 820201) 92/05/01 REED.C Commonwealth Edison 
Co 2pp 61624168 61624 169 

9205206064 Req.irests that [icer^see provide info for specific panel discussion topics & 
names of staff members who will attond a participate as panel member on 920623-24 
current licensing basis workshop 

BARRETT.RJ Project Directorate 1112 92/06/05 KOVACH.TJ Commonweallh 
Edison Co 4pp 61722 329 61722 332 

9205150191 Forwards correctod TS bases pagos Change lo Bases page 3/4 3-3, re- 
moves low T signal ref in description of P-4 interlock func irons 
PULSIFER.RM Project Directorate III-2 92/05/06 KOVACH.TJ Commonwealth 
Ed(Son Co epp 61683 087 61683 092 

9205210257 Informs that WCAP 12307, "Evaluation of Thermal Stratification for Byron 
& Braldwood Units 1 & 2 RHR Lines," considered proprietary & will be wilhhald from 
public disclosure (ref 1 0CFR 2 79 0),per request 

PULSIF6R.RM Project DIrecloralo III-2 92/05/06 LIPARULO.NJ Westinghouse 
ElectneCorp 3pp 61756 161 61756 163 

9205109350 AppHcalfon for amends lo ilconsQa DPR-19,DPR-25.DPR-29, DPR-30,NPF- 
11,NPF-16.NPF-37,NPF-66,NPF»72,NPr-77, revising adminlstratcva conlrots section to 
standardize onsite review function 

SI MP Kl N.T W. Commonwea3lh Edison Co S2/05/07 MURLEY.TE Offleo of Nuclear 
Reactor Regulation, Director (Post 870411) 25pp 61719 001-61719 236 

-9205180364 Proposed changes to Tech Specs revising administrative controls 
‘ Commonwoallh Edison Co 92/05/07 200pp 61719 026-61719 238 

9206140287 Provides details re redefinition of Kerolest VaWe Replacemonl Program 
scope & schedule at plants Lists revised action plan.consistlng of fivo categories .for 
remaining Y-pattern pacKloss metal diaphragm valves 

SIMPKIN,TW. Commonwealth Edison Co 92/05/11 DAViS.AB Region 3 (Post 
620201). 3pp 61703344 61706 348 

9205190236 Summary of 920408 meeting w/ulll re MOV program List of attendees end 
PULSIFER.R M Project Directorate III 2 02/05/1 1 froject Diroctorate tl(-2 30pp 
61716 090-61716120 

9205220002 Forwards response to several Issues raised dunng MOV audits per 020408 
meeting al Region III & Generic Llr 89-10 Values for stem friction coofticlenls bettor 
than 0.2 not unreasonablo 

SIMPKIN.TW Commonwealth Edison Co 02/05/11 DAVIS, A B. Region 3 (Post 
820201), 12pp 61780 162-61780 193 

9205120188 Notilication of significant licensee meeting w/ulil on 920514 lo discuss mgl 
issues at utit corporate & six nuclear static r>s 

HSIA.A Region 3 (Post 820201) 02/05/12 Region 3 (Post 820201), 2 pp 61637,216- 
61637 217, 

9205120211 Confirms plans lo hold two separate meellngs on 920514 at pPanl.aa dis- 
cussed between A Haia of NRC & J Schrene of uti) 

GREENMAN.EQ Region 3 (Post 820201) 92/05/1? REED.C Commonweallh 
Edison Co 2pp 61624 130 61624 131 

9206100212 Confirms plans to hold mgl meollng on 020522 in Qfen Ellyn, IL lo discuss 
util ■inillati-ves to Improve onginoorlng & technical staff performance & operability as- 
8O8sm0nt 

GHEENMAN,E.G Region 3 (Post 820201) 92/05/12, REED.C Commonweallh 
Edison Co 2pp 61708 046 61708047 

0205190025 Ack rocelpl Of 10CFR60 64(a) submittal did 920408 Incorporating changes 
in OA program topical rept. NRC anticipates more than 60 days to complete 
review.Results will bo communicated 

V/RIQHT.QC Region 3 (Post 820201), 92/05/13 REED.C Commonwealth Edison 
Co 2pp 61705 345 61705 346 

9205220211 Forwards info only copy of revised pages lo updated FSAR re 
UHS. Updates result of doslgn basis reconstdutlon for UHS & In support of amend to 
TS, 

CHHZANOWSKI.a Commonwoallh Edison Co 92/05/18, MURLEY.T.E Offico of Nu- 
clear Roactor Regulation, Director {Past 870411). 7900 61700*278 61798 362 

9205270152 SuppI to OB1 130 & 900604 applications for amend to Licenses MPF- 
37,NPF 66,NPF-72 & NPF 77,changmg TS 3 0 4,4 0 3 & 4 0 4 lo remove unnocossaiy 
rostiic lions on operational mode changes, per Generic Ltrs 87 00 & 00-14. 
SIMPKIN.TW (Commonwoallh Edison Co 92/05/21 MURLEY.TE, Offico of Nucloar 
Reactor Reg ulallon, Director (Pest 670411) 2pp 81877 076-61877 077. 

920527023B Confirms 920522 mgt moeling at Rogion III ofc to discuss util environ moni- 
toring at six tiatod nuclear sites. 

GREENMAN.EQ Region 3 (Post 820201). 92/05/22 REED.C Commonwealth 
Edison Co ?pp 61826358 61826 359 

9205290023 Notification of significant liconsea meellng w/ulll on 920522 to discuss util 
environ monitoring at alt nuclear stations 

HSIA,AH Region 3 (Post 820201) 02/05/22 Region 3 (Posl 820201), 2pp. 
61772*101 61772 102 


Q. Inapeotlon reporls, IE Bulletins A correspondence 

0205050020 Discusses rosulls of Investigation & hearing re complaint (Jed on 861003 
by QC inspector concerning Improper termination Violation occurred, Notice of violation 

DAVIS.AB Rogion 3 (Post 020201) 02/04/2? REED.C. Commonwealth Edison Co 
5pp 61539.016-61539 021, 
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-9205050028 Notice of violation based on investigation & hearing conducted by U^S 
Dept of Labor under case 87-ora-4 Violation noted employee of Hatfield Electric Co 

improperly terminated on 86091 2 

DAVIS, A 0 Region 3 (Post 820201} 92/04/22 2pp 61539 020^61539 021, 


9205160206 Forwards SE finding uiit responses to request for plant specific info to have 
satisfactorily addressed ovarfill criteria 

PULSIFER.RM Project Directorate lll'2 92/04/23 KOVACH.TJ Commonwealth 
Edison Co app 61683:100-61683 112 


9205010009 NBC Info Notice 92 035, “Higher Than Predicted Erosion/ Corrosion m 
Unlsolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 


HOSSLCE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of New York, tnc 6pp €1667 349 61.667.354 


9205210274 Informs that WCAP 12425. “Evaluation of Byron & Braldwood Units 1 & 2 
Auxiliary Spray Lines per NRC Bultetirv 68 OB." is propnelary & will be withhold from 
public disclosure (ref l0CFR2 790).per request ^ , 

PULSIFER.RM Project Directorate 111-2 92/05/06 LIPAHULO.NJ Wosllnghousa 
Electric Corp 3pp 61756 172 61756 174 

9205010045 NRC Info Notice 92 036, “Intersyslem LOCA Outside Containment *' 
ROSSLCE Division ot Operational Evania Assessment (Post 870411} 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61718009 


9205940265 SuppI 1 to NRC Info Notice 92 016, “Losa of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown “ 

ROSSLCE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010-61716 013 


9205190016 Responds to NRC 920400 Ur ro violations noted m Insp Repts 50-454/92- 
07 & 50 455/92-07 on 920309-13 Co rroctive actions fire marshalls ofc issued momo 
re requirements for ensuring tiro watches properly positioned to cover assigned jobs 
KOVACH.TJ Commonwealth Edison Co 92/05/08 Document Control Branch (Docu 
monl Control Desk) 3pp 61743 354-61743 356 

9205270134 Forwards insp repts 50 454/92 08 & 50 455/92 08 on 020424 9505 No 
violation noted ... ^ 

CLAYTON, B Region 3 (Post B20201 ) 92/05/15 REED,C Commonwealth Edison Co 
2pp 61764 172 01764 168 


“9205150217 Safety evaluation finding util responses to request for plant specific inta 
to have sotisfactorily addressed overfill criteria 

** Office of Nuclear Reactor Regulation, Director (Post 870411) 92/04/23 1Dpp 
61663 103 61683 112 

92O504Q126 Summarizes plans & evaluations re Cycle 4 reload core & provides Cycle 4 
Core Operating Limits Rapt, per Generic Ltr 86-16 Description of Cycle 4 reload design 
& reload safetv evaluation review end 

CHRZANOWSKI.D. Commonwealth Edison Co 92/04/27 MURLEY.T E Office of Nu 
clear Reactor Regulation. Director (Post 870411) 4pp, 61550,342-61550 350 

“9205040128 "Byron Station Umt 2, Cycle 4 Coro Operating Rept “ 

* Commonwealth Edison Co. 92/04/27 5pp 61550 346 61550 350 

920511.0149 Advises that required revs to EOPs & training programs to address NRC 
SSER ot util actions re station blackout rule completed 

SIMPKIN.T W Commonwealth Edison Co 02/04/30 MURLEY.T E Office of Nuclear 
Reactor Regulation, Director (Post 870411) Ip 61647 331-61647 331 

920512022$ Informs that NRC recently received Info re activities at plant (RIII-92A- 
0038),Do1alls of concern end End withhold (ref 10CFR2 790) 

NORELIUS.C E. Region 3 <Post 820201} 92/05/01 FEEO.C Commonwealth Edison 
Co 2pp 61624*160-61624 169 

6205200084 Requests that locensee provide info for specific panel discussion topics 6 
names of staff members who will attend & parllcipata as panel member on 920623-24 
curront licensing basis workshop 

BARRETT ,flJ Project Directorate 1112 92/05/05 KOVACH.TJ Commonwoallh 
Edison Co 4pp 61722 329 61722 332 


•9205270140 Insp repls 50 454/92 08 & 60 455/92 08 on 920324 0505 No violations 
noted Major areas Inspecled operational safety verification, curront mall 

condition, housekeeping & plant cleanliness, radiological controls & security 
HSIA.AH Region 3 (Post 820201} 92/05/15 19pp 61764.174 61764'18G 


Q2Q5150101 Forwards corrected TS bases pages Change to Bases page 3/4 3-3, re- 
moves Low T signal ref In description of P-4 interlock functions. 

PULSIFER.RM Project Directorate 111-2 92/05/06 KOVACH.TJ Commonwealth 
Edison Co 6pp 61603 087-61683 092 


R. Periodic operating reports & related correapondenca 

9205190322 Monthly operating repts for Apr 1992 for Byron Nuclear Stallorr, Units 1 & 
2W/920SOB ltr 

EHILE.D , PLENlEWICZ.R Commonwealth Edison Co 92/04/30 14pp 61733 322* 
61733 335 


S. Reportable occurrences. LERs & related correspondence 

9205060248 LER 92-002 00 on 920403, loss of one of two ESF Unit crossties 
noted Caused by personnel error.Review of electrical non-techmcal sutvellfances per- 
formed & procedures revised W/920430 Hr 

WEGNER, R . PLENlEWICZ.R Commonwealth Edison Co 92/04/30 5pp 61601i312. 
61601316 
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F. Security, medical, emergency & fire protection plans 

9205050172 Informs that NRC will be conducting operational safeguards response oval 
oations at facility for wk of 920519 22 

GREGER.LR Region 3 (Post 820201) 92/04/24. REED.C Commonwealth Edison 
Co 2pp 61541.306 61541 307 

9205010197 Advises that access authorization program which meals requirements of 
10CFR73 56 implemented on 920427 Util IntcAOS to utilize temporary unescorted 
access provisions of rule 

REED.C Commonwealth Edison Co 92/04/27 MURLEY.T E Offico of Nuclear Reac- 
tor Regulation, Director (Post 870411) Ip 61549 332-61549 332 

9205110149 Advises that required revs to EOPs & training programs to address NRG 
SSER of util actions re station blackout rule comptetod 

SIMPKIN.T W Commonwealth Edison Co 92/04/30, MURLEY.T E. Office of Nuclear 
Reader Regulation. Director (Post 870411), 1p 61047 331-61647 331. 

9206190016 Responds to NRC 620409 Ur re violations noted In Insp Repts 60-454/92- 
07 & 50 455/92 07 on 920309 13Corroclivo actions fire marshalls ofo Issued memo 
re requirements for ensuring fire watches properly positioned to cover assigned jobs 
KOVACH.TJ Commonwealth Edison Co. 92/05/08, Document Control Branch (Docu- 
ment Control Desk) 3pp 61743-354 61743 356 

9205270134 Forwards insp repts 50 454/62 08 & 60455/92 06 on 620424-0505 ^0 
violation noted. 

CLAYTON.e Region 3 (Post 820201) 92/05/15, REED.C CommonwGallh Edison Co. 
2pp 61764 172-61764 186 

-9206270140 Insp repts 50 454/92-OB & 50 465/92-06 on 920324 0505 No violations 
noted Major areas fnsp0cted.operalional safety verification, current mail 

condition, housekeMing & plant cleanlinoss.fodfofoglcal controls & security. 

HSfA.AH. Region 3 (Post 820201) 92/05/16 lSpp 61764:174 61764' 10B 


9205210267 Informs that WCAP-12367, “Evatuation of Thermal Stratification for Byrcn 
& Braidwood Units 1 & 2 RHR Lines,'* considered proprietary & will bo withhold from 
public disclosure (ref 1 0CFR2 790), per request 

PULSIFER.RM Pfojecl Directorate III-2 92/05/06 LIPARULO.NJ Woslinghouso 
EtecIrIcCorp 3pp 61756 161 61756163 

9205180359 Application for amends to licenses DPR-1 9,DPR-25,DPR-20, DPR-30,NPF- 
11,NPF-18.NPF-a7,NPF-6e,NPF-72,NPF-77.f0vlslng admlnislrallvo controls secllon to 
standardize onsite review function 

SIMPKIN.T W Commonwealth Edison Co 92/05/07. MURLEY.T E Office of Nucloar 
Reactor Regulation, Director (Post 670411) 25pp 61719 001-61710 230 

“9205180364 Proposed changes to Tech Specs revising administrative controls 
* Commonwealln Edison Co 92/05/07. 200pp. 61719 026*61710 238 

9205140287 Provides details re rodoflnllion of Kerolesl Valve Replaoomonl Program 
acopo & schadulo at plants, Lists revised action plan, consisting of five categodoSjfor 
remaining Y-pattorn packlesa metal diaphragm valves 

SIMPKIN.TV\/. CommoJiwoallh Edison Co. 92/05/11 DAVIS.AB Region 3 (Post 
920201) 3pp 61708,344*61708 346. 

9206190236 Summary of 020406 mealing w/util re MOV program List of attondoes end 
PULSIFER.RM Project Direcloralo llT.2. 92/05/11, Project Dlroclorato 1112 30pj> 
61716 000-61 7 16' 120. 

9205220002 Forwards response to several issues raised during MOV audits per 920403 
mooting at Region III & Generic Ltr 69-10. Values for stem friction coofficionls bettor 
than 6 2 not unreasonable 

SIMPKIN.T W, Commonwealth Edison Co 92/05/11. DAVIS,AD. Region 3 (Pest 
820201) 12pp. 61780.182-61780193 

0206120180 Notification of significant licensee meeting w/utll on 920614 to discuss mgt 
Issues at util corporate & six nucloar stations 

HSIA.A Region 3 (Post 820201) 92/05/12 Region 3 (Post 820201) 2pp. 61637 216- 
01637.217. 

9205120211 Confirms plans to hold two separate meolings on 920514 at plant, as dis- 
cussed between A Hsia of NRC & J Schraga of util 

GREENMAN.E.G Rogioni 3 (Post 820201) 92/05/12, REED.C. Commonwealth 
Edison Co, 2pp 61 824* 130*61 624 131. 

9206190212 Confirms plans to hold mgt meeting on 020522 in Glen Ellyn.lL to discuss 
util Initiatives to Improve engineering & technical stafi performance & operability as 
sessment 

QREENMAN.EG Region 3 (Post 820201) 92/05/12 REED.C Commonwealth 
Edison Co 2pp. 61700.046-61708 047 

9205220211 Forwards info only copy of revised! pages to updated FSAR re 
UHS Updates result of design basis reconstitution for UHS & In support of amend to 
TS. 

CHRZANOWSKI.D. Commonwealth Edison Co 98/05/18 MURLEY.T.E Office of Nu- 
clear Reactor Regulation. Director (Post 870411) 7900 01798 278 61706.362 


P, Operating license stage documents & correspondenco 

9205040247 Forwards fitness for duty program conlaclB listed on program performance 
repts 

KOUP,E Reactor Safeguards Branch 92/04/20 MCKNIGHTJ. Information & 
Records Management Branch (Post 690627) 4pp 61563 326 61663*329 

9205050074 Corrected Rev O.F to page 11-19 of Chapter 11 of ODCM, 

* Commonweallh Edison Co 92/04/21 2pp. 61590 334-61590,335 


9205270152 SuppI to 8B1130 & 900604 applications for amend to Licenses NPF- 
37,NPF-00,NPF-72 & NPF-77, changing TS 3 0 4,4 0.3 & 4.04 to remoyo unnecossaiy 
roslrlctlons on operational mode changos.per Generic Ltrs 87-09 & 89-14 
SIMPKIN.T W Commonwealth Edison Co. 92/05/21 MURLEY.T.E Office of Nuclear 
Reactor Regulatlof^, Director (Post 870411). 2pp. 61877:076 81877’077 

9205270236 Confirms 920522 mgt meoling at Region III ofo to discuss util environ moni- 
toring at six listed nuclear sites 

GnEENMAN,E.Q. Region 3 (Post 820201). 92/05/22. REED.C Commonwealth 
Edison Co. 2pp. 01 026'368-61 826.359. 
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9205260023 Notification of significant ticon&ee meeting w/util on 920522 to discuss util 
environ monitoring at all nuclear stations 

HSIA.AH Region 3 (Post 820201) 02/05/22 Region 3 (Post 620201) 2pp 
61772 191*61772 192 


0. Inspection reports, IE OulletInB & correspondence 

9205050020 DiscussGS results of investigation & hearing re complaint fjled en 861000 
by QC inspector concerning Improper termination Violation occurred NdHco of violation 
end 

DAVIS, A B Region 3 (Post 820201), 92/04/22 REED,C Commonwealth Edison Co 
5pp 61539 015-Q1539 021 

-^9205050028 Notice of violation based on InvosUgation & hearing conducted by US 
Dept of Labor under case 07 era-4 Violation noted empfoyee of Hatfield Electric Co 
improperly terminated on 060912 

DAVIS.AB Region 3 (Post 020201) 92/04/22 2pp 61530 020-61539 021 

9206040072 Porwards Insp rept 50-455/92 OS on 920224,0313,16 8 0423 Wo violations 
noted 

RING.MA Region 3 (Post 620201) 92/04/28 REED,C Corrmonweallh Edison Co 
2pp 61512 217-61512 225 

-.9205049074 Insp rept 50 455/92 05 on 920224,0313,16 & 0423 No violations 
noted Major areas Insbectod insejvica insp activities 

WARD.KD, JACOaSON.JW Rogicn 3 (Post 829201) 02/04/27 7pp 61612 219 
61512 225 

9205010009 NRG Info Nolle e 92-035, * ‘Higher Than Predicted Erosion/ Corrosion In 
Unisolabla Reactor Coo lent Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor.'' 

ROSSI.CE Division of Operational Events Assessment (Post 070411), 92/05/06 
Consolidated Edison Co or Now York, Inc. epp 61667 940 61667 354 

9205210274 Informs that WCAP* 12425, "Evatuatlon of Byron & Braidwood Units 1 & 2 
Auxiliary Spray Linos per NRG Bulletin 00 00," Is proprietary & will be withheld from 
public olsciosuro (rot 10CFn2,790),per request 

PULSIFER.RM Projeol Dlroctorato 1112 92/05/06 LIPARULO.NJ Wostinghouso 
Electric Corp 3pp 61756172 61756:174 

9206010045 NRC Info Notice 92 036, “Intorsyalom LOG A Outside Containment 
ROSSI.CE Division of Operational Events Assessment (Post 870411), 02/05/07 
Consolidated Edison Co of New York, Inc Opp 61710'(>01i 6171COOO 

9205040265 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Rofuellng Cavity Dralndown " 

ROSSI.CE Division of Operational Events Assoasmeni (Post 870411), 92/05/07 
Consolidated Edison Co of Now York, Inc, 4pp 61718,910 61716 013 

9205190016 Responds to NRC 020400 Ur re violallons noted In Insp Repts 50-464/92 
07 & 50 456/02 07 on 020309 13 Corrective actions firo marshalls ofc issued memo 
re requirements for onsuring firo walctias properly posiUonod to cover assigned jobs 
KOVACH, T J Commonwealth Edison Co 02/05/08 Documoni Cor>lrol Branch (Docu 
monl Control Desk) 3pp 81743 354-61743 356 

0206270134 Forwards insp ropts 50*464/02-00 & 50-455/92-08 on ©20424*0605 No 
violation noted 

CLAYTON.D Region 3 (Post 820201 ) 92/05/15, REED.C Commonweaim Edison Co 
2pp Q17G4.172 61764 180 

..9205279140 Insp rapla 50-454/92-OD & 50 455/62-00 on 920324-05'05 No violations 
noted Major areas inapectod operational safety vorlficallon.currenl moll 
condillon.housoKoopIng & plant oleanlinoss, radiological controls & security 
HSIA.AH Roglon 3 (Peat 820201) 02/05/16 lOpp 61764 1.74*61764*100 


R. Periodic operating reports & related correspondence 

9206100322 Monthly oporaling ropis for Apr 1092 for Byron Nuclear Sldtlon,Unll8 1 & 
2 W/020508 Ur 

EHILE.D, PLENieWICZ.R. Commonwaallh Edison Co, 02/04/30, 14pp 61733 322* 
61733335 


9205290202 Revised lllinops Dept of Nuclear Safety 10 mile EPZ monitoring point map 
for Braidwood W/one oversize end 

* Commonwealth Edison Co 92/05/15 4pp 61806350*61696 353 

9205290324 Forwards Rev 25 to security plan Rov withheld (ref 10CFR73 21) 
KOVACH.TJ Comm onweallh Edison Co 92/05/21 Document Control Branch (Docu 
m ant Control Desk) Ip 61822 365 61022 365 

9205290322 Rev OG to ODCM Chapter 11, pages 11 1,11*5*11-6.11-7 & 11-7* Figure 11- 
3 

* Commonwaallh Edison Co 92/05/31 6pp 6191 1 063-5101 1 068 


P, Operating license stage documenta & correspondence 


9205C46247 Forwards htnass for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT, J rnformation & 
Records Management Branch (Post 890827) 4pp 61563 326 61 563 329 

9205160206 Forwerda SE finding util responses to request for plant specific info to have 
satisfactorily addressed overfill criteria 

PULSIFEn,RM Project Diroclorate 111-2 92/04/23 KOVACH,TJ Commonwealth 
Edison Co 3pp 61683 100*61083 112 

-9205150217 Safety evaluation findina util roaponses to request for plant specific info 
to have satisfactorily addressed overfill crilena 

• Office of Nuclear Reactor Regulation* Director (Post B70411) 92/04/23, lOpp 
61603 103-61683 112 

9205150221 Informs that testing schedule for next integrated leak rato testing consid- 
ered acceptable 

PULSIFER.RM Projacl Directorate 111-2 92/04/20, KOVACH.TJ Commonwealth 
Edison Co 2pp 61603113*61603 114 

9205110149 Advises that required revs to EOPs & Ueining programs to address NRC 
SSER of ulll aclions re slallen blackout rule comploled 

SIMPKIN.TW. Commonwealth Edison Co 92/04/30. MURLEY.TE OlUce of Nuclear 
Reactor Regulation, Director (Post B70411) 1p 61647 331-61647 331. 

9205160191 Forwards corrected TS bases pages Change to Bases page 3/4 3-3, re- 
moves Low T signal ref In description of f- 4 interlock functions 
PULSIFER.RM Proleci Diroctorata III 2 92/05/06 KOVACH.TJ Commonweallh 
Edison Co 6pp 616B3 0B7-61663 092 

9205210257 Informs that WCAP- 12387, "Evaluation of Thermal Slratiftcalion for Byron 
8 Braidwood Units 1 &. 2 RHR Lines," considered proprietary &. will be withhold from 
public disclosure (ref tOCFR2 70O),per request 

PULSIFER.RM Project Diroclorale 1112 02/05/96 LIPARULO.NJ, Weslinghouso 
Electric Corp Opp 61756 161-61766 163 

9205180359 Appficallon for amends to licenses DPfl-f9,DPR-25,DPH 29, DPR OO.NPF- 
1 1,NPF-18,NPF 37,NPF-66,NPF.72,NPF*77,ravising administrative controls section to 
standardize onsite review function 

SIMPKIN.TW Commonwealth Edison Co 92/05/07. MURLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 870411) 25pp 61710 001-6171© 238. 

-9205100354 Proposed changes to Tech Specs revising adminisirative controls 

• Commonwealth Edison Co 02/05/07 200pp 61719 026 61719 233 

9205190065 Ack receipt of 020504 Hr responding to NRC 920220 Ur concerning info re 
employees being required to work double shifts Investigation sufficient to support 
concluslona No addi questions remain 

GREENMAN.EG Region 3 (Post 820201) 92/05/08 REED.C Commonweallh 
Edison Co 2pp 01707 164-61707 165 

9205140287 Provides details re redefinition o1 Korotesl Valve Replacement Program 
scope & schedule at plants Lists revised action plan.consisbng of five categories.for 
remaining Y-paltorn packloss metal diaptiragm valves 

SIMPKIN,T,W Commoawoallh Edison Co, 92/05/11. DAVIS.AB Region 3 {Posi 
620201). 3pp 61708 344-61708 346 


Si Reportable occurrences, LERa & related correspondence 

0205060227 LER G2 002-00 on 0204 19, con la In monl vonlllallon iBOiallon occurred duo to 
voltago Iransiont Causod by lightning alriko Ail ESF actuations rose! W/920428 Ur 
WEGNER, R., PLENIEWICZ.R Commonweallh Edison Co. 92/04/20 4pp 61608 007- 
61668 010 
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F. Security, medical, emergonoy A fire protactlon plans 


6205010107 Advises Hint access flulhoflzollon program which moots roqulremonls of 
10CFR73 66 Implomontod on 920427.Uli1 Inlonds to utilize temporary unescorted 
accoas provisions of rulo 

REED.C Co mmoji wealth Edison Co 92/04/27 MURLEY.T E Office of Nuclear Reac- 
tor Rogufatlon, Director (Post 070411), Ip 61640 332*01640 332 

9206220132 Rov 3 to Procodufo BwZP 000-1 AI.App A, "Transportation Accident 
Chockllsf " 

* ConsmonwoQlth Edison Go 92/04/29 7pp 01770 343-61770 349 


6205110140 AdviBoa lhat required rove to EOPa & training programs to address NRC 
SSER of util aclions re station blackout rule complotod, _ , 

SIMPKIN.T.W Commonwealth Edison Co. 02/04/30, MURLEY.TE, Offico of Nuclear 
Reactor Rogulallon, Diroclor (Poal 070411) lp. 61647:331 61647.331, 


9205200206 Rov OA to EPIP 400 T3 A, "Map Jf\ Evacuate to Braidwood Station via 
Main Roads Issue Map to Load & Trail Evacuallon Conirollors " 

LAMBROS.S Commonwealth Edison Go 02/05/05 15pp 61754,231-61764 245 


9205190235 Summary of 020408 moating w/util ro MOV program LIsl of atlandees end 
PULSIFER.RM Project OirectoralB 1(1-2 92/05/U Project Directoraie lll-Z 30pp 
61716 090 61716 120 


9205220002 Forwards responso to several Issues raised during MOV audits per 020408 
moolfng at Region 111 & Generic Ur 89-10 Values for stem friction coefficients bolter 
than 0 2 not unroasonable, 

SIMPKIN.T.W Commonweallh Edison Co 92/05/11 DAVIS.AB Region 3 (Post 
D20201) 12pp 01780,182-61780 193 


9205120188 Notificalion of slgnlffcant licensee mooting w/ulil on G20514 to discuss mgl 
Issues at ulll corporate & six nuclear stations 

HSIA,A Regior^ 3 (Post 620201) 02/05/12 Region 3 (Poal 620201) 2pp 61637 216 
61637 217 


9205120211 Confirms plans to hold two separate maelings on 920514 at plant, a a dis 
cussed botweon A Hsia ol NRC & J Schrabo of util 

QREENMAN.E.G Region 3 (Pest B20M1) 92/05/12 REED.C Commonwealth 
Edison Co Zpp 61824.130-61624-131 

9206190212 Confirms plans to hold mgt meeting on 020522 in Glen EllynJL to discuss 
util inillalivos lo improve engineering & technical staff performance & operability os- 
sossmont 

GREENMAN.E.G Region 3 (Post 820201) 92/06/12 REED.C. ComrnDnwoalth 
Edison Co 2pp 01700 046*61700 047 

9205190025 Ack receipt of 1OCFR50 B4(a) submittal did 920408 Incorporating changes 
in QA program topical rept NRC eallcipates more than 60 days to comploto 
review RosuTts will he communicated 

WRIQHT.QC Region 3 (Post 829201) 92/05/13 REED.C Commonweallh Edison 
Co 2pp 61706 345-61706 346 
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9206280102 Responds to 900507 Itr expressing concerns re SaBem RHF & RHR incl' 
dent at BraidsYood when relief stuck open & pressurize; vlrluably dried out 
STONE, J 0 Prelect Directorate 12 92/05/(3 TOSCH.K New Jersey, State of 5pp 
61794 27e>61794 289 

9205270152 Suppl to BB1130 & 900604 applications for amend to Uconses NPF- 
37,NPF 66,NPF*72 & NPF>7 7, changing TS 3 0 4.4 0 3 & 4 0.4 to remove unnecessary 
roslrictlona on operational mode changes. per Goneric Ltrs 87-09 & 89-14 
SIMPKtN.TW Commonwealth Edison Co 92/05/21. MURLEYJE Office of Nuclear 
Reactor Regulation, Director (Post 670411) 2pp 61877 076 61877 077 

9205270238 Confirms 920522 mgt raaetmg at Region III otc to discuss util envuon moni- 
toring at SIX listed nuclear sites 

GRKNMAN.EG Region 3 (Post 620201) 92/05/22 REED.C Commor^waalth 
Edison Co 2pp 61026 358 61826359 


V. Operator Examinations 

9205210241 Notification oJ contract 0xecution.Task Order 146, “RO Licensing Roquatifl 
cation Exams,Braidwood Nuclear Power Ram.'' to "Technical Assistance To Support 
Licensing Activitios," awarded to Sonalysts.Inc 

HUGHES,A, Contract Administration Branch 1 (Post 000603) FIN L-1289 2 92/05/ 
11 SCHWINK.WJ Office o1 Nuclear Reactor Regulation. Director (Post 670411) 
PETERSEN, L NRC - No Detailed Affiliation Given Ip 6(756 288 61756 292 

-9205210263 Ltr contract, NRC 03 69 031, Task Order 146, "RO Licensing Roqiialifica- 
lion Exams.Braldwood Nuclear Power Plant," to "Technical Assistance To Support Li- 
censing Activities," awarded to Sonalysts.Inc. 

SCOTT, M L Contract Administration Branch 1 (Post 900603) FIN 1-1280-2 92/03/ 
24 PETERS EN. L R Sonalysts.Inc 4pp 61756 289-61756 292 


9205200023 Notification of significant licensee meeting w/util on 920522 to discuss util DOCKET STN-SO«457 BRAID WOOD STATION, UNIT 2 

environ monitoring at all nuclear stations 

HSIA.AH Region 3 (Post 020201) 92/05/22 Region 3 (Post 820201) 2pp 

61772 191-61772 192 F. Security, medical, emergency & fire protection plans 


92Q520DO84 Requests that licensee provide Info for specific pane! discussion topics 8 
names of staff members who will attend & padlcipale as panel member on 920623 24 
curronl (fcensfng basis workshop 

BARRETT, RJ Project Olrectorale III-2 92/05/05 KOVACH,TJ Commonwealth 
Edison Co 4pp 61722 329-61722.332 


9205010197 Advises that access authorization program which moots requirements of 
10CFR73 56 Implemented on 020427 Util Intends to utilize temporary unescorted 
access provisions of rule 

REED.C Co mmonweatlh Edison Co 92/04/27 MURLEY.TE Office of Nuclear Rose 
lor Regulation. Director (Post 870411) Ip 61 549' 33 2-6 1549.332 


Q. Inspection reports, IE Bulletins &: correspondence 

9205040228 Responds to NRC 920330 Itr ra violations noted In Insp Ropts £0 45 6/92- 
04 & 50-457/92-04 Corrective actions evaluation conducted re use of compononl ab 
normal position log & Operator Aid 92 009 Issued to clarify nitrooen sys. 

KOVACH.T J Commonwealth Edison Co. 02/04/29. Document Control Branch (Docu- 
mant Control Desk) 3pp 61B95 354 61505'356. 


9205220132 Rev 3 to Procedure Bw2P 090-1 AI.App A, ‘'Transportation Acctdenl 
Checklist " 

* Commonwealth Edison Co 02/04/20 7pp 61770 349-61770 340 

9205110149 Advises that required reva to EOPs & training programs to address NRC 
SSER of util actions re^ station blackout rule completed, 

SIMPKIN.T.W CommonweaUh Edison Co 02/04/30 MURLEY.TE Office of Nuclear 
Roactor Rogufallon, Director (Post B7041 1) Ip 61647 331-61647 331 


9205120144 Ack receipt of 920423 11/ Informing NRC of stops taken to correct violations 
noted in lasp repls 50 456/92 05 & £0-457/ 92-05 

R1NG.M A Region 3 (Post 620201) 92/06/04 REED.C. Commonwealth Edison Co 
2pp 61624 022-61624 027. 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/06 
Consolidated Edison Co of New York, Inc 6pp, 81867 349 61667*354 

9205210274 Informs that WGAP- 12425. "Evaluation of Byron & Braidwood Ur^ils 1 & 2 
Auxiliary Spray Lines per NRC Bulletin 88 06," is proprietary will bo withheld from 
public disclosure (ref iaCFR2790),por roquest. 

PULSIFER.RM Project Dirociorals lll-S 92/05/06 LIPARULO.N.J Woslinghouse 
Electric Corp 3pp 61756 172-61756 174. 

9205010045 NRC Info Notico 92-930, "Intersystem LOCA Outside Containment " 

ROSSI, CE Division of Opa/ational Events Assessment (Post 870411). 92/05/07. 
Consolidated Edison Co. of New York, Inc 9pp 61710 001-6171D 000 

9205040265 Suppl 1 to NRC Info Nollco 02-016, "Loss of Flow from Rosidual Heat Ro 
moval Pump Ounng Refueling CavUy Draindown " 

ROSSI, CE Division of Operational Events Assessment (Post 670411), 02/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718010-61718013. 

9205150013 Forwards Insp ropta 60-456/92.07 & 60-457/02-07 on 920313 0420 & 
notice of viol all on Violation of concern duo to continued recurrence of parsonnol 
errors 

CLAYTON, B Region 3 (Post 820201) 92/05/08 nEED,G Commonwealth Edison Co 
2pp 61675.086 61675*078 

^9205150028 Notice of violation from insp on 920313 0420 Violation noted licensee 

E ofsonnel failed to comply w/stalion procedure BwAP 330-1 & failed to racognlzo that 
cron conceniraJlen of safely fnjecltoi) 1A above TS Ml?. 

CLAYTON, B Region 3 (Post 820201) 92/05/08. 2 pp 61675.06861676*069 

-9206160036 Inap repts 50 456/92 07 6 60-457/&2-07 on 020313-0420. Violations 
noted Major areas Inspected LER review, operational safety verification, monthly 
malnl/survelllanco observation ,rapf rev/ow & Commfsstoner vteff. 

FABER.M Region 3 (Post 020201) 92/05/00 0pp 01876 070-61676 078. 


R Periodic operating reports & related correspondence 


®2?6040213 “Annual Radiological Environ Operating Ropt for 1991." W/ 920424 Hr 

CommonweaUh Edison Co. 91/12/31. DAVIS, AD. Rogion 3 (Post 
020201) 200pp, 61696.025-61596:233 


9206200295 Rev OA lo EPIP 400 T3A, "Map #1 Evacuate to Braidwood Station via 
Main Roads Issue Map to Lead & Trail Evacuation Controllers,'' 

LAMBROS.S CommonweaUh Edison Co 92/05/05 f5pp 01754 231-61764 245 

9206290202 Revised Illinois Dept of Nuclear Safety 10 mile EPZ monitoring point mao 
for Braidwood W/ona oversize end 

• Commonwealth Edison Co 92/05/15 4pp, 61896 350-61 B96 353 

9206200324 Forwards Rov 25 to security plan Rev withheld (rei t0CFR73 21) 

KOVACH ,T.J. CommonweaUh Edison Co 92/05/21 Document Control Branch (Docu 
ment CofTtrof Ooak) tp 6te22 355 61622 355 

9205290322 Rev O.G fo CDCM Chapter (1, pages (t f,f (-5, 1 1-6.11-7 &. tt-7. Figure 11 

* CommonweaUh Edison Co 92/05/31 6pp 61011 063-61011 060 


P. Operating license stage documents & correspondence 


9206040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.e Reactor Safoguarda Branch 92/04/20 MCKNIGHT ,J. Inlormatlon & 
Records Managomenl Branch (Post 090827). 4pp 81S03'326 61663 329 

9265160208 Forwards SE finding ulll responses lo request for plant specific Info lo have 
satisfactorily addressod overfill criteria 

PULSIFER.RM Project Olroctorate 111-2. 92/04/23 KOVACH.T .J. Commonwealth 
Edfaon Co. 3pp. 61663 100 61683 112. 

-9205160217 Safety evaluation finding util responses to request for plant specific Info 
to have satisfactorily addressed ovenill criteria 

* Office of Nuclear Roactor Regulation, Director (Post 870411) 92/04/23. lOpp 
61603*103-61683*112. 

9205160221 Informs that testing schedule lor next inlegraled leak rate testing consid- 
ered acci^tablo 

PULStFER.RM Project Directorate 111-2. 92/04/29 KOVACH.T J Commonwealth 
Edison Co. 2pp. 61683.113 61683 1 14 

9206110149 Advises that required revs to EOPs & training programs to address NTIC 
SSER of util actions re station blackout rule completed 

SIMPKIN.T.W. Commonwealth Edison Co, 92/04/30 MURLEY.T E. Office of Nuclear 
Reactor Regtalallon, Director (Post 870411) 1p 01647*331*61 647.331. 

9206200064 Requests that licensee provide info for specific panel discussion topics & 
names of staff mambers who will attend & participate as panel mombor on 920623 24 
current licensing basla workshop, 

BARRETT.ftJ. Pr-^oct Direclorale III-2 02/05/05 KOVACH.T J. CommonweaUh 
Edison Co, 4pp. 01722.329-61722 332 


9206040034 Forwards "Annual EnvJren Operating Repl for Braidwood Nuclear Power 
Station for 1991 *’ W/o end. r « k 

SIMPKINJ.W. Commonwealth Edison Co. 92/04/28. MURLEY.T E, Office of Nuclear 
Reactor Regulation, Director (Post 870411). 2pp 61563:164-61663,105. 

^^SUllor?^^^ Braidwood Nuclear Power 

6f700*i2B'6n6o Co 92/04/30 27pp 


S. Reportable occurrences, LERa Si related correapondenee 

9206046192 LBR 92 005-00 on 9 20403, power* range Input !e Loop 1A ovortemp delta 
temp reactor protection function Inoperable, Caused by component failure, Nuclear 
to replace failed lfansmi1l0rW/O2O43O Itr. 

WALRATH.G,. KOFRON.K.L. Commonwealth Ediaon Co. 02/04/30 4pp, 61571.340- 


92Q61S0191 Forwards corrected TS bases pages Change to Bases page 3/4 3-3, re 
moves Lew T signal rel In description of P-4 interlock functions 
PULSIFER.R.M. Project Directorate 1112 92/05/06 KOVACH.T J Commonwealth 
Edison Co. 6pp, 61683 087-61683 092 

9206210267 Informs that WCAP-123a7, "Evaluation of Thermal Stratification for Byron 
& Braidwood UnlfB 1 & 2 RHR Lines/' considered proprietary & will bo withheld from 
public disclosure (rof 10CFR2.700),per requesl. 

PULSIFER.RM. Project Dlreotorate 111-2 92/05/08 LlPARULO.NJ. Woallnghouso 
Electric Corp 3pp 01756.161*61756*163. 

9206160369 Application for amends to licenses OPR-19,DPR-26,DPR-29, DPR-30.NPF- 
ff,NPF-ie,NPF-37,NPF60,NPF-72,NPF-77,revfsfn9 administrative controls secllon to 
standardize onsite review funcllon. 

SIMPKIN,TW. Commonwealth Edison Co 92/05/07 MURLEY.T E Office of Nuclear 
Reactor Reflulallon, Director (Post 870411) 26pp 61719 001-61710 230 

-0206180364 Proposed changes to Tech Specs revising administrative controls 
* Commonwealth Edison Co. 92/05/07. 200pp. 61710.026-61719 238 
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9205190068 Ack roceipl o( 920504 Hr responding to NRC 920220 Hr concerning inlo re 
empfoyees being required to work double anifts Investigation sufficient to support 
conclusions No addi questions remain 

GREENMAN.EG Region 3 (Post 820201) 02/05/08 REED.C Commonwealth 
Edison Co 2pp 61707 164-61707 165 

9205140267 Provides deleils re redofmition of Kerotost Valve Replacemonl Program 
scope & schedule at plants Lists rowsed action plan.conslsljng of five categones,for 
remaining Y pattern packloss metal diaphragm valves 

SIMPKIN.TW Commonwealth Edison Co 92/05/11 DAVIS, A 8 Region 3 (Post 
820201) 3pp 61708 344 61708 346 

9206190235 Summary of 920408 mooting w/ulil ro MOV program List of attendees end 
PULSIFER.RM Project Directorate 111-2 92/05/11 Project DirocloralG III-2 30 dd 
61716 090-61716 120 

9205220002 Forwards response to several issues raised during MOV audits per 020408 
meeting at Region III & Generic Ltr 09-10 Values for stem friction coefficients better 
than 0 2 not unreasonable 

SIMPKIN.TW Commonwoallh Edison Co 02/05/11 DAVIS, A B Region 3 (Post 
820201) 12pp 61780102 61780 193 

9205120188 Notihcation of significant licensee meeting w/util on 920514 to discuss mgt 
issues at util corporate & six nuclear stations 

HSIA,A Region 3 (Post 820201) 92/05/12 Region 3 (Post 920201) 2pp 61637 216 
61637217 

9205120211 Confirms plans to hofd two separate moetmgs on 920514 at plant, as dis- 
cussed between A Hsia of NRC & J Schrago of util 

GREENMAN.EG Region 3 (Post 820201) 92/05/12 REED.C Commonwealth 
Edison Co 2pp 61624 130 61624 131 

9205190212 Confirms plans to hold mgt mootinn on 920522 in Gton Ellyn, IL to discuss 
util initiatives to improve engineering & technical staff performance & operability aa- 
sessment 

GREENMAN.EG Region 3 (Post 020201) 02/05/12 REED.C Commonwealth 
Edison Co 2pp 61708 046 61708 047 

9206280182 Responds to 900507 Ur expressing concerns ro Salem RHR & RHR inci 
dent at Braidwood when relief stuck open & pressunzor virtually dried out 
STONE.JC Project Dirociorale 1-2 92/05/13 TOSCH.K Now Jersey, Slato of 6pp 
01704 278 01794 209 

0205270152 SuppI lo 801130 & 900604 oppficatlons for amond to Licenses NPF- 
37,NPF-66,NPF“72 & MPF-77, changing TS 3.04,4 03 & 404 lo remove unnecessary 
restrictions on oporatlonal mode changes.per Generic Lira 87-09 & 69-14 
SIMPKIN.TW Commonwontth Edison Co 92/05/21 MURLEYJ E Office of Nuclear 
Reactor Regulation, Director (Post 870411) 2pp 61877 076 61877 077 

9205270238 Confirms 920522 mgt mooting at Region III ofc lo discuss util environ mom 
torinq at six listed nuclear sites 

GREENMAN.EG Region 3 (Post 620201) 92/05/22 REED.C Commonwealth 
Edison Co 2pp 61820 350 61826 350 

9205260023 Notification of significant licensee mooting w/util on 920522 to discusa util 
environ monllorlng at all nuclear stations 

HSIA.A.H. Region 3 (Post 020201) 02/05/22 Region 3 (Post 620201) 2pp 
61772-101-61772 102 


Q. Inspection reports^ IE Qullotlns & correspondence 

9205040220 Responds to NRC 920330 ltr ro violations noted In tnsp Repts 50 456/02- 
04 & 60 457/02-04 Corrective actions evaluation conducted re use of component ab 
normal position log & Operator Aid 02 009 Issued to clarify nilrogon sys 
KOVACH, T J Commonwoallh Edison Co 02/04/20 Document Control Branch (Docu 
mont Control Desk) 3pp 61695 354 61695 356. 

6205120144 AcK rocoipt of 920423 Hr Informing NRC ol steps taken to correct violations 
noted In insp rents 60 456/92-05 & 50 457/02 05. 

RING, M A Roglon 3 (Post 020201) 92/05/04 REED.C CommonwoaUh Edison Co 
2pp 61624 022-81 624'027, 

9205010009 NRC Info Nolico 02-035, "Higher Than ProdlctacJ Erosion/ Corrosion In 
Unisoloblo Reactor Coolant Pressure Boundary Piping Insido Containmont at Boiling 
Water Reactor " 

ROSSI, CE Division of Operational Events Assessmonl fPosl 070411), 02/05/06 
Consolidated Edison Co of Now York, Inc Qpp 61667-340 81667 364, 

9205210274 Informs that WCAP- 12426. "Evaluallon of Byron & Braidwood Units 1 & 2 
Auxiliary Spray Linos per NRC Dullelln DO 08," Is propriolary & will bu withhold from 
public oiscloauro (rof 10CFn2.790),par roquosl 

PULSIFER.RM. Project DIrocloratQ 1112. 02/06/00. LIPARULO.NJ Wosllnghouso 
Eloclfic Corp. 3pp 61760 172-61756 174 

9206010045 NRC Info Nolico 92 036, "Intorsyslem LOCA Outside Containmont " 

ROSSI, CE Division of Operational Events Asaossmont (Post D70411) 02/05/07 
Consolidated Edison Co of Now York, Inc. Opp, 01718:001 61718 009, 

9205040265 SuppI 1 to NRG Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dra Indown," 

ROSSI, CE. Division of Operational Events Assessment (Post D70411) 02/05/07 
Consolidated Edison Co of Now York, Inc 4pp 6171 8 010 61710 013, 

9205150013 Forwards Insp ropta 60-466/02 07 & 60 467/02 07 on 920313 0420 a 
notice of violation Violation of concern duo to continued rocurronca of personnel 
errors 

CLAYTON,B. Roglon 3 (Post 020201) 92/06/00 REED,C. CommonwoaHh Edison Co 
2pp 61675 066 61076-078 

-9205160028 Nollco of violalion from insp on 920313-0420 Violation noted llconsoe 
porsonnal failed to comply w/statlon procedure BwAP 330-1 & failed to recognize that 
boron concontration of safely injection 1A above TS limlia 
CLAYTON, 0 Roglon 3 (Post 020201) 92/05/08. 2pp 61676 060 61676 069 

--9205160038 Insp ropta 50 456/02-07 & 60 457/02 07 on 620313 0420 Violations 
noiod.Major areas jnapoclod‘LER review, operational safety vedficalion, monthly 
malnt/aurvelllance observation, rap I review & Commlssfonor visit 
FABER.M Region 3 (Post 820201). 62/05/06 Opp 61676 070 61676 078 


R, Periodic operating reports & related correspondence 

9206040213 "Annual Radiological Environ Operating Ropt for 1991 " W/ 020424 Hr 
KOFRON.K L Commonwealth Edison Co 91/12/31 DAVIS.A B Region 3 (Post 
620201) 20 Opp 61596025 61596 203 

9205040034 Forwards "Annual Environ Operating Ropt for Braidwood Nuclear Power 
Station for 1991 " W/o encl 

SIMPKIN.TW Commonweallh Edison Co 92/04/28 MURLEY.TE Office of Nuclear 
Reactor Regulation. Director (Post 070411) 2pp 61563 164 01563 165 

9205140014 Monthly operating repts ter Apr 1992 for Braidwood Nuclear Power 
Station W/920510 Ur 

PERSHEY.CE, KOFRON.K L Commonwoallh Edison Co 92/04/30 27pp 
61700 325-61700 350 


V Operator Examinations 

9205218241 Nolification of contract execution .Task Order 148, "RO Licensing Roquafiti- 
caUon Exams, Braidwood Nuclear Power Plant," to "Technical Assistance to Support 
Licensing Aclivillos," awarded to Sonalysts.Inc 

HUGHES. A Contract Adminlstralton Branch 1 (Post 900603) FIN L 1289-2 92/05/ 
11 SCHWfNK,WJ Office of Nuclear Raactar Regulation, Director (Post 870411) 
PET£RSEN,L NRC - No Detailed Affiliation Given Ip 61756 288 61756 202 

“9205210263 Hr cen trad, NRC 03- 8 9 -031, Task Order 148, "RO Licensing RaqualJfica 
tion Exams.Braidwood Nuclear Power Plant," to "Technical Assistance To Support Li 
censing Activities," awarded to Sonalysts.Inc 

SCOTT.M L Contract Administration Brar^ch 1 (Post 900603) FIN L-12e9 2 92/03/ 
24 PETERSEN.LR Sonatysts. Inc 4pp 61 75B 209-61766 292 


DOCKET 60-458 RIVER BEND STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

92051S0099 Responds to exercise weaknesses noted m Insp Rept 50 458/92-01 on 
•920226 CorrocUvo actions short notification mossags form developed In order to meet 
1 5 minute notification guideline 

ODELL,W H Gulf States Ulifities Co 92/05/07. Document Conirol Branch (Document 
Control Desk) 4pp 61730 260 61739 203 

9206160108 Forwards summary of 920420 meeling w/ulll at plant re results of fire pro- 
tection Insp <50-456/02-04) Attendance list & licensee presentation also end 
GEACH.AB Region 4 (Post 820201) 02/05/06 DEODENS.JC Gulf Power Co 09pp 
61675 205 61675 291 

9205270294 Responds fo NRC ltr ro oxorcise weaknesses noted in Insp Ropt 50 458/ 
92 06 on 920-302-05 Oorroctivo actions importance using correct wind direcllon & sce- 
nario number will be- omphasized during training for CR « other staff 
OOELL.W H, Gutf States UtifilEos Co 02/0-5/21. Documervt Control Branch (Oocumont 
Control Desk) 2pp 61813 050 61813 059 


I, Financial Information 

9205210281 "Gulf States Utils Co Annual Rop1,1091 " Aurfiled financial statemonta for 
Caiun Electric Power Cooperative, Inc also onci W/920514 tfr 
ODELL.WH. OONNELLY.JL Gulf States Ulilities Co 91/12/31 aipp 61760001- 
61780 080 


P, Operating license stage documents ft correepondence 

9205040247 Forwards filnoss for duly program contacts listed on program performance 
ropts 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNiGHT.J. Information & 
Records Management Branch (Post 890827). 4pp 61563 328-61563 329 

9205060058 Informs that CSNI will sponsor workshop on Application of living pro babilrs 
tic snloty analyses In Hamburg, Foder a) Republic of Germany on 92061 1 Participants 
oncouragad lo sponsor paper at workshop 

PICKETT.D V. Project Directorate IV-2 92/04/20. DEODENS.JC Gulf Slates Utihtfes 
Co 2pp 61592-306 61592 307. 

9205200121 Requests that llconsoe provide info for spocific panel discussion topics & 
names ol staff mombors who wili attend & participale as panel member for 920623 24 
current licensing basis workshop 

BLACK.se Project Direclorale IV-2 92/05/05 DEODENS.JC Gulf States Uli lilies 
Co. 3pp 61722-305 61722 307 

92 0 5200286 Forwarda contractor.SL Forknor,lndap©ndonl review of praprielary portion 
of EA-PT-91 003, "River Bend Station Plant Transient Analysis Methodology" & 
resume to assist NRC in connplotloA oJ revlsw of ropt 

ODELL.WH. Gulf Stales Utilities Co 92/05/16 Documonl Control Branch (Document 
Control Oeak) Opp, 61 764 284-61 754 292 


Q. Inapectton reports, IE GullatlnB a correspondence 

9205040056 Forwards insp rept 60 450/92-12 on 020413 16 No vrolations noted 
BEACH, A.e. Region 4 (Post 020201). 92/04/27. DEODENS.JC, Gulf States Utifilios 
Co 3pp 01512-161 61512 160 

“9205040050 Insp rept 50-450/02-12 on 920413-1 6 No violaliona noted, Maior areas 
insDOctod llconsoe proerams for OA ol mainl 6 last equipment & calibr of Instrumenls 
yA/ESTERMAN.TF Roglon 4 (Post 820201) 92/04/27 7pp. 61512-164-61512.160 

920 5040047 Forwards insp rept 50 458/92-08 on slated dates & nolico of violation 
BEACH.A.B. Region 4 (Post 620201) 92/04/28. DEODENS.JC Gutf Stales Utilitios 
Co 3pp 61513016 61513 035 ' 



146 DOCKETED ITEMS 


-'•9205D400<50 Notice of violation from insp on stated dates Violelion noted written pro 
cedures not properly establish ad & implemented for surveillance & test activities 
* Regiort 4 (Post 820201) 92/04/26 Ip 61513 018 61513 01ft 

-9205040051 tnsp repi &0 45a/92'Qa on stated date Violations noted Major areas 
inspoctQd fotlowup of previously identified litem.LERs. onsite followup of 
evanls.oporational safely verification & maint & aurveilfanco observations 
HARRELL.PH Region 4 fPo St 020201) 02/04/21 17pp 81513 010-61513 035 

9205060010 Forwards corrected notice of violation to tnsp repl 50 45Q/92-09 
BEACH, A 6 Region 4 {Post 620201) 02/04/29 DE0DENS,J C Gulf Sfatos Utilities 
Co 2pp 61556 021*61556 023 

-9205060012 Corrected notice of violation from Insp on 920323-27 Violation notedinfo 
notices & potentially reportable conditions Identified in which info rasponaos from dept 
heads were not provided to nuclear licensing 
' Region 4 (Post 820201) 92/04/23 Ip 61556023 61556023 

9205060045 tnsp 50>450/92>03 has been cancelled 
BEACH, A B Region 4 (Post 620201) 02/04/30 DEDDENS.J C Gulf States Ulitittes 
Co 2pp 61556 191-61556192 

0206000023 Reviews 911115 & 920113 responses to violations noted In Insp Rept 50 
456/91-21 Withdraws notice of viotaiion since temp control switch returned to eve & 
subsystem restored to fully eporablo status prior to exceeding LCO statomont 
MARTIN.RO Region 4 (Post 820201) 92/05/04 DEDDENS.J C Gull States Utilities 
Co 3pp 61613 358 61613 361 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion [n 
Unisolable Reactor Coolant Prossure Boundary Piping Inside Cor^talnment at Boiling 
Water Reactor " 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 61667 349 61667 354 

9205180109 Responds to NRC 920506 Itr re violations noted In Insp ropt 50-458/92- 
04 Corrective actions test procedure dovetopod 

ODELi,W H Gulf Slates Utilities Co 92/05/06 Document Control Branch {Document 
Control Desk), 22pp 61724 276 61724-297. 

920501 0045 NRC Info Notice 92*036, "Inlorsystem LOCA Oulsido Conlainmen! ” 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 92/05/07. 
Consolidated Edison Co of New York, Inc 9pp. 61718,001-01716 009 

920B040265 SuppI 1 to NRC Info Notice 92-016. "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI, CE Division of Operational Evanii Assossmont (Post 870411) 92/05/07 
Consolidated Edison Co of fslew York. Inc 4pp 61710 010-61718013 

9205180009 Responds to oxorciso weaknesses noted In Insp Rept 50 458/92*01 on 
920226 Corrective actions short notification message form dovotoped in order to meet 
16 minute notification guideline 

ODELL.WH Gulf States Utilities Co 92/05/07 Documont ConUot Branch (Document 
Control Desk). 4pp 61730 280 61739 283 

9205150108 Forwards summary of 920420 meeting w/uUI at plant re resuUs of flro pro* 
lection Insp (50-458/92*04) Allen dance list & liconseo presentation also end 
BEACH. A 8 Region 4 {Post 820201) 92/05/08 DEDDENS,JC Gull Power Co 89pp 
61675 205 61675 291 

-9205190148 Forwards msp rept 50 458/92 16 on 020420 24 No violations or deviations 
noted 

aEACH.A0 Region 4 (Post 620201) 92/05/15 DEODENS.JC Gulf States Utilities 
Co 3pp 61707 338-01707 350 


9205110179 LEH 92-008 00 on 02O4O2.discovered lhat contammant bldg broached 
during mod to standby sve water ays piping on 920331 Caused by inadequate past- 
design review process Coro alterations suspended & personnel briofed W/d205D4 Hr 
ENGLAND.LA. ODELL.WH Gulf Slates Utitilios Co 92/05/04 7pp 61668 006- 
61668 002 

9205130224 LER 91-008-02 on 91041 B.deficlsncles noted in Fire Hazards Analysis 
(FHA) requirements Caused by errors made during original development of 
FHA Review 5* verification of FHA by independent conlractor initiated W/920506 Ur 
ENGLAND.ua. ODELLWH Gulf States UtiMiOB Co 02/05/06 lOpp 61702 305- 
61702 314 

9205260041 Special rept on 92O517,employe0 sustained head injury in 
drywall Employoe considered contaminated because area was 
conlnminalod Subsequent surveys of Injured employee found no contami nation 
ODELL.WH Gulf Slates Utilities Co 92/05/10 3pp 61767 321 81707 323 

9205270125 PNO IV-02-022 on 92051 0.worker injured while working in main steam 
tunnel surveyed 8 found to be contaminated with levels of 1,000 to 4 000 
d pm Procedures implemented to contain conlamination Personnel counaetad Stal'a of 
LA notified 

MURRAY.B, HARRELL.PH. Region 4 (Post 620201) 92/05/20 2pp 61762 334 
61762 335 

0205270302 ROon 9 20 5 19, employee sustained Injury in steam tunnel Surveys con 
firmed that emptoyeos protective clothing was 

contamlnatod Employee, hospital, ambulance, associated equipment & personnol ware 
surveyed negalive 

ODELL,W H Gulf Slates Utilitios Co 92/05/20 Documont Control Branch {Document 
Conlro) Desk) 3pp, 61613 011-61813 013 


DOCKET 50-461 CLINTON POWER STATION, UNIT 1 


E. NRC Safety Evaluation Report (SER), supple & correspondence 

9206290241 Drscussos 690404 conlalnmenl purgo evaluation rept based on OimorEonce 

g ained during first operating cycle for plant Section 6 2 4 1 ,nUREQ- 0853,SSER 6 has 
eerr setfsM 

CARPENTER, CR Project Directorate 1113 92/05/18 SPANGENQERG.F. IllinoCs 
Power Co. 3pp 61612-262*61812 264 


F, Security, medical, emergency & fire protection plane 

9205140175 Revised EPIPs, Including Rev 4 to EC 03 & Rov 3 to EC 04, EC 05 A EC- 
06 

YAROSZ.W.L, SPANQENBERQ.F Illinois Power Co 92/04/16 59pp. 61709 111- 
61706 169 

920S050036 Forwards tnsp repl 50-461/92*08 on 920406-10 Violations noted, but r^ot 
cited 

QREGERLR Region 3 (Post 820201) 92/04/24 PERRY, JS Illinois Power Co 2pp 
61539 074*61639 077 

-9206060044 Partially wilhlield insp rept 50-461/92-08 on 920406*10 (rol 
10CFR73 21). Violations notod.bul not cited Major areas inspoclod physical 
socurityjncluding licensee audit program, access control vehicles & training & qualifica- 
llon 

BELANQER.J.L . CREEO.JR. Region 3 (Post 820201) 92/04/24 2pp 61530 076* 


-92051-90152 Insp repl 50 456/08-16 on 920420 24 No violations or deviations 
noted Major areas inspected REMP 

MURRAY.B Region 4 (Post 820201) 92/05/11 lOpp 61707 342 61707.350 

92062780 17 Ack receipt of 020506 Hr Informirtg NRC of steps taken to correct violations 
noted in insp ropt 50 468/02 04 on 920327 

BEACH, A B Region 4 (Post 820201). 92/05/20 DEDDENS.J C Gulf Stoles Ullllties 
Co 4pp 61762 010 61762 013 

9205270294 Reseonds to NRC Hr re exercise weaknossoa noted in Insp Repl 50 458/ 
92 06 on 920302-05 Corrective actions Importance using correct wind direction & sce- 
nario number will be emphasized during training for CR & other staff, 

ODELL.WH. Gulf States Ulllitios Co. 92/05/21- Document Control Branch (Document 
Control Desk), 2pp 61813 050 01013 050 


R. Periodic operating reports & related correspondence 


9205040211 ^’Radiological Environ Operating RepLRivor Band Station (or 1Q01.'* W/ 
020427 Hr- 

ODELL, W.H. REED.M. GRAHAM, PO Gulf Status Utililies Co 91/12/31. 54pp 
61595 240 61695 293 


Operating rept for Apr 1992 for River Band Slatlon 1 W/920515 Itr 
HENDL,GF. ODELL.W.H. Gulf Stales Utilities Co. 92/04/30 6pp 61760 353- 
61760 357 


S, Reportable occurrences, LERs & related correspondence 

9205050246 LER 92-007*00 on 920326, design deficiency Idenllfied (n control circuits for 
motor operated valves required for aHornalo shutdown of plant Caused by lack of 
thermal overload protocti on Valves reworked-W/ 920427 Hr. 

ENGLAND, L A , ODELL, W H. Gulf States Ulikties Co, 82/04/27. lOpp, 61601:347- 


9205070162 LER 02 003 01:on 020222,-dalermined lhat structural sloal supporting re* 
quired Rra barrier walla & floors could not bo considered tiro resiatant rating of 3 
h.Cau8ed by Inadequate tovef of evalualton Fireproofing spec revlaod W/&20430 Hr. 
ENGLAND, LA., ODELL.W.H Gulf States Utilities Co 92/04/30 6pp, 61668031- 
61668 036 ^ 


9205010229 Forwards Rsvs IOC & 10D to physical security plan & providoa cerldication 
that olemenls of Rog Guide 6 66 Implomontod to sellafy 10CFR73 56Rov8 withhold 
fref10CFR73 21(c)(2)) 

SPANQENBERG.F lllinoN Power Co 92/04/27 Documonl Control Branch (Docu 
ment Control Desk) Ip 61648.257-61548 257 

9205040304 Responds to violations noted In Insp Ropta 50 461/91-20 iSi 60-161/91 
23Corr0clivo actions enhancements to fire pump ft fission product monitor Implo 
menled & corroclivo action program condition repts will ho revised 
SPANQENBERG.F. Illinois Power Co 92/04/28 DAVIS, A B Region 3 (Post 820201) 
4pp 61655.350 61655-353. 

9205210173 Revised EPIPa, including Rov 7 to AP-02,Rov 8 to EC-OD ft Rev 8 to FE-05 
YAROSZ.W.L. Illinois Power Co. 92/04/20 100pp. 61760.102*61760 305 

92QS20OO12 Forwards insp repl 50 461/92 06 on 020317-0430 Violation noted but not 
cited Violation not aubj to enforcement action 

LANKSBURY.R.D Region 3 (Post 020201) 02/05/20. PERRY, JS Illinois Power Co 
2pp 61772 167 01 772.1 OD 

-9206280016 Safely Insp ropt 60-461/92*06 on 92031 7-0430. Violation noted but not 
cited Major areas Inspocted.provious Insp findings, oporatlonol safoty.rofuoUne 
activilfos,cold weather preparations, maint ft Bun/olllanco ft socunly. 

LANKSBURY,fl.D Region 0 (Post 820201) 92/05/19. 22pp 61772 169 01772 190 


P. Operalifiig llcensa stage documents ft correspondence 


9204000310 Forwards Regulatory Hialoiy AA38-2 for proposed rulemaklnn on aids for 
protection against radiation 

ROECKLEIN.A- Radlalion Protocfion ft Health Effocls Branch 92/02/25 UNHAM.D 
Office of Adminlalralion (Post 890205) 69pp. 61840.001 61871 215. 


-9204070SBO ‘Implications of Proposed 10CFR20 Changes Upon Radiation Prolecbon 
Depi at Clinton power Station 

' Wadman & Associates 89/06/00. 61 pp, 61853*261-61853-302. 


9205040247 Forwards fitness for duly program contacts listed on proofam performance 
repia. 

KfDUP.E. Reactor Safeguards Branch 92/04/20 MCKNIGHT, J Information ft 
Records Managomant Branch (Post 890827). 4pp 61563 326 61563*329. 



DOCKtTtD ntWft> 14/ 


9205010076 Forwards amend 62 lo liconso NPF-S2 & safely evalLtalion Amend revises 
TS 46 1 2d. "Primary Containmonl Leakaae." by granting exemption from Type C 
local leak rale testing roquiremenls of App J of 10CFR50 

CARPENTER.CE Project Directorate llt-3 92/04/24 SPANGENaEPlG.F Illinois 
Power Co 2pp 61516 279 61516 292 

-9205010082 Amend 62 lo license NPF-62, revising TS 4 6 1 2 d, "Primary Containmonl 
Leakage," by granling exemption from Typo C local leak rate lesling requirements of 
App J of 10CFR50 

HANNON. JH Project Directorate III -3 92/04/24 Bpp 61516 281*61516 280 

-9205010084 Safety evaluation simporimg amend 62 to license NPF 62 
‘ Office of Nuclear Reactor Regulation. Director (Post 870*111) 92/04/24. 4pp 
61616289 615162D2 

9205040319 Withdraws 881231 application for amend to License NPF-62, changing TS 
3/4 3 2 re containment & reactor vessel isolaliort control sys Benefit gained by pro 
posed change outweighed by addi cost ■& effort 

SPANGENBERG.F Illinois Power Co 92/04/24 Document Control Branch (Docu 
ment Control Desk) 2 pp 61594 360 61594 361 

9205150235 Forwards amend 63 lo license NPF-62 & safety evaluation Amend modi 
ties TS 6 3. "Unit Staff Qualifications,” by deleting redundant wording re "Radiation 
Protoclion Manager" qualifications In TS 6 3 1 

GODY.A T Project Directorate III 3 92/04/27 SPANGENBERG.F Illinois Power Co 
2pp 61682 349 61682 357 

—0205150236 Amend 63 to license NPF 62, modifying TS 63, "Unit Staff Qualifications," 
by delating redundant wording re "Radiation Protection Manager” qualifications In TS 
6 3 1 

HANNON, JN Project Direcioralo HI -3 92/04/27 4pp 61682 351 61682 354 

-9205150237 Safety evaluation simporting amend 63 to licorrso NPF-62 
* Office of Nuclear Reactor Regulation. Director (Post 870411) 92/04/30. 3pp 
61682 355-61602 357 

9205180115 Forwards "EA & Finding of No Significant Impact,” re 911223 requosl 
CARPENTER.CE Project Directorate Mi 3 92/04/27 SPANGENBERG.F illmois 
Power Co 2pp 61710 086 61710 091 

-9205180134 Environ assessment & finding of no significant impact re Issuance of ex- 
emption & amend lo License NPF-62 concerning combined leakage rale for all con 
tainment penetrations & valves subj lo Types B & C lOBls EIS unwarranfed 
HOPKINS,JB Project Directorate 1 11-3 92/04/27 4pp 61710 080 61710 091 

9205180167 Forwards exemption from certain requiromants of App J to 10CFR50 ro 
local leak rate testing of RCIC vacuum breaker line associated w/contalnmenl pene- 
tration 1MC 44, per 911223 request 

CARPENTER.CE Project Directorate (11-3 92/05/04 SPANGENBERG.F tilinois 
Power Co 2pp 61710 078 61710 005 

-9205180202 Exemption from local leak rale testing of RCIC vacuum breaker line asso- 
ciated w/conlainment poneirallon 1 1 MC-44 & leakage rales associated w/valvo pack- 
ing & body-lo bonnet seal of lest boundary valve 1E61-F374 
BOHER.BA Division of Reactor Projects - III.IV.V (Post 901216) 92/06/04 Illinois 
Power Co 6pp 61710 080 81710 005 

9206180057 Forwards Rev 0 lo “Coro Operating LImlla Ropl for Reload 3, Cycio 4 " 
Idanlifles minor error fn poviously reviewed & approved overprossurizollQm analysis 
prasontod In NE0C-3164P. "Max Extended Operating Domain & Feedwater " 
SPANGENBERG.F Illinois Power Co 92/05/00, Document Control Branch (Docu- 
ment Contro) Desk) 2pp 61730.203-61730 300 

-9205180060 Rev 0 lo "Core Operaling Limits Rept for Reload S.CycIa 4 " 
SPANGENBERG.F Illinois Power Co 02/05/00 16pp 61730 285 61730,300 

0205280106 Forwards Rev 0 lo “Clinton Power Station Raw Water Treatment & En 
hancomenl Program,” as followup to 900129, 1231 & 010404 rospomos lo Gonoric 
Ltr 89-13, "Sve Water Sys Problems Affecting Safoly-RelalocI Equipment " 
SPANGENBERG.F Illinois Power Co 92/OVl0 Documont Control Branch (Docu 
ment Control Desk) 2pp 61787 327-61707 353 

-9205280109 Rev 0 lo "Clinton Power Station Raw Water Troalmonl & Enhancomont 
Program " 

MILlER.J A., SPANGENBERG.F , BHAYANA.G K (Hinois Power Co 92/04/30 25pp 
61787 320 61787 353 

9205270014 Confirms plans discussed between J Hopkins & J SIpek re 920604 mgt 
mooting In Glen Ellyn.lL to discuss current plant status, raw water treatment initiatives 
& overview of third refueling outage 

GREENMAN.EQ Region 3 (Post 820201) 92/06/16 PERRY, J.S. Illinois Power Co 
2pp. 61762 001-61762 002 


Q, Inspection reports, IE Bulletins & correspondence 

9205060042 Forwards insp root 60 461/92-07 on 920311-12 & 24-26 No violalions Iden- 
tified 

RING, M A Region 3 (Post 820201) 92/04/22 PEBRY.JS tihnois Power Co. 2pp 
61640 320 01640 320. 

-9205060061 Insp rept 50 461/02-07 on 020311-12 & 24-20 No violations noted Meier 
area Inspected. insp of fnsoArlco Insp activities Including roviow o( program 
procedures.obsen/ation of work activities & review of liconso e action on generic ftr 09- 

SCHAPKER.J.F , JACOBSON.J M Region 3 (Post 820201) 92/04/20. Bpp 
61540:322-61640 329 

9205050038 Forwards insp rept 50-461/92-08 on 920408 10 Violations noted, but not 
cited 

GREGER.L R. Region 3 (Post 620201) 02/04/24 PERRY.J S Illinois Power Co. 2pp 
61539 074-81530 077 

-9205050044 Partially withheld insp rept 50-461/92 08 on 920406-10 (ref 
10CFR73 21} Violations noted.but not died Major areas inspected physical 
security. including licensee audit pro gram, access control-vehicles & training & qualifica* 
tion 

BELANGER.J L . CREED. J.H. Region 3 (Post 820201) 02/04/24, 2pp 61639.076- 
61639,077 


9205040304 Responds to violations noted in insp Ropls 50-461/91-20 & 50 481/91- 
23Correclive actions enhancements to fire pump A. hasten product monitor iruple- 
merited & corrective action program condition ropls will be revised 
SPANGENBERG.F Illinois Power Co 92/04/28 DA VIS, A B Region 3 (Post 820201) 
4pp 61555 350 61555 353 

9205070192 Forwards Safely Insp Bopl $0 461/92 03 on 920301-12 & 0407-10 A 
notice of violation 

GREGER.L R Region 3 (Post e 20201) 92/04/29 PERRY, J S Illinois Power Ce 2pp 
61662 094 61662 113 

-9205070193 Notice of viotahon from Insp on 920302-12 & 0407 10 Violation noted on 
9 10924, gross beta analysis not pertormod on required sample tor datermlnalion of E- 
bar 

GREGER.LR Region 3 (Post 820201) 92/04/29 Ip 61662 096 61662 096 

-9205070194 Safety Insp Rept 50 461/92 03 on 920302-12 & 0407-10 Violations 
noted Major areas inspec tod chemistry program including.procedures.orgarization JL 
trairing.reac1or sys water QC programs & QA & QC programs in lab 
HOUSE.Je, SNELL.W Region 3 (Post 820201) 92/04/28 17pp 61662 097< 
61662 113 

9205010009 NRC Info Nolice 92 035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Coolant Pressure Boundary Piping Insido Containmonl at Boiling 
Water Reactor ” 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/06 
ConsolldalGd Edison Co of New York. Inc 6pp 81667 349 61667 354 

0 2050 10045 NRG Info Notice 92 036, "Inlersystem LOCA Oulside Containment ’’ 

ROSSI, CE Division of Operational Events Assessmanl (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc 9pp 61718 001-61716 009 

9205040265 Suppl 1 lo NRC Info Nolice 92 016, “Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Draindown " 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 81716 010-61716 013 

9205160105 Responds to NRG 920507 Hr re violations noted in insp rept 5Q 461/92 04 
on 9204 10 CorrocliVG eettons RP-Ops porsonnel will develop & implement guidance 
concerning types of activities wtiich are not allowed for shift turnover time 
SPANGENBERG.F lINnote Power Co 92/05/07 Documonl Conlrol Branch (Docu- 
ment Control Desk) 3pp 61724 273 61724 275 

9205280012 Forwards insp rept 50 461/92 06 on 920317-0430 Violation noted but not 
cited Violation not subj to cnforcomenl action 

LANKS&UnY.RD Region 3 (Post B20201) 92/05/20 PERRY.J S lilmois Power Co 
2pp 61772167-61772 190 

-9206280015 Safety Insp rept 50 461/92-06 on 920317 0430 Violation noted but not 
cited Major areas Inspected previous insp findings, operational safety.refuellng 
aclivillos.cold weather prepa.ration9,ma[nt & surveillance & security 
LANKSBURY.H.D Region 3 (Post 820201) 92/05/19 22pp 61772 169 61772 190 

9205270090 Ack rocoipt of 920507 Hr informing NRC of steps taken to correct violations 
noted in insn repl 50 461/02 04 

PEDERSON, CD Region 3 (Post 820201) 92/05/22 PERRY JS Illinois Power Co 
ip 61762 297-61762 207 


R. Perlodl'C operating reports & related correspondence 

9205050326 "Clinton Power Station Annual Environ Operahng Rep1.1991 "■ W/9204a0 
Ur 

SPANGENBERG.F Illinois Power Co 91/12/31 27pp 61504 307 61584 334 

0205190006 Monthly eperaling repl for Apr 1992 for Clinton Power Station Unit 1 W/ 
02051 1 Hr 

SPANGENBERG.F IHinois Power Ce 92/04/30 5pp 61740 161 61740165 


S. Reportable occurrences, LERs & related correspondence 

9205290297 LER 02-000-00 on 0204 2 S.con tain ment & drywell [nslrumont air sys isola 
Uon valves closod unexpectedly Caused by design of instrument air isolation logic Mod 
to chango logic will be ovalualod W/920582 ltr 

SHUniOW.WL, SPANGENBERG.F Illinois Power Co 92/05/22 7pp 61B8B256 
61068 262 


DOCKET STN-S0-4B2 WOLF CREEK GENERATING STATION 


F. Security, medical, emergency & fire protection plans 

9205290074 Forwards insp rapt 50 482/92-10 on 920504-00 No violations noted 
BEACH. A B Region. 4 (Post 620201) 02/05/26 WITHERS, B D Wolf Creek Nuclaar 
Operating Corp 4pp 61791 010-61791 024 

-9206290085 Insp rept 50-482/92-10 on 920S04 08 No violations noted Major areas 
inspected physical socurity program.including mgt support, security program plans & 
audits, protected & vjlal area barriers Details withhold (ref 10CFR73 21) 

MURRAY.B Region 4 (Post 829201) 92/05/22 2pp 61791 023 61701.024 


H. General correspondence 

9204060310 Forwards Regulatory History AA38-2 for proposed rulemaking on stds for 
protaclion against radlolion 

R DECKLE IffA Radiation Prolecllon & Heollh Elfecls Branch 92/02/25 LANHAW.O 
Officaof Administration (Post 890205) 69pp 61840 001-61871,215 

-9204240174 Comment on proposed rules 10CFR2,1 0,20.30,3 1.32, 34, 35,3 9, 40. 50,61 A 
70 re stds for proloction against radiation 

KOESTER.GL Kansas Gas & Electric Co 86/05/12 Office of the Secretary of the 
Commission 12pp, 61862 044 61862 055 



148 DOCKETED ITEMS 


I Financial Information 

92 0501 0260 Forwards audited consolidated slalemont of cash flow & 1992 internal cash 
flow projection as evidance of guarantee of payment of deferred premiums 
RHODES.F T. Wolf Creek NucPear Operating Corp 92/04/2B MURLEY.T E Office of 
Nuclear Roactor Regulation, Diroctor (Post 67041 1} 7pp 61552 304 61552 310 


J InBUrartce A Indemnity tnforniatlon 

9205010260 Forwards audited consolidated statement of cash flow & 1992 internal cash 
flow projection as evidence of guarantee of payment of deferred premiums 
RHODES.F T Wolf Creek Nuclear Oparating Corp 92/04/28 MURLEY,T E Office of 
Nuclear Reactor Regulation, Director (Po5tB70411) 7pp 61552 304 61552 310 


-9205150103 EDSFI insp rept 50 482/92 01 on 920310 0410 Violations notedMajor 
areas inspected functional design & capabilities of EDS & mechanical sys necessary 
to support EDS 

WAGNER.PC, STETKA.TF Region 4 (Post 820201) 92/05/08 34pp 61677 237- 
61677 270 


9205200003 Ack receipt of 920424 Itr informing NRC of slops taken to correct violations 
noted In Insp rept 50-482/91-202 on 920326 

BEACH, A B Region 4 (Post 820201) 92/05/12 WITHERS, B D Wolf Creek Nuclear 
Operating Corp 3pp 61717 002-61717 010 


9206200017 Ack focetpl of 920408 Itr informing NRC of steps taken to correct violations 
noted In insp repl 50 402/91-17 

BEACH.AB Region 4 (Post 820201) 92/05/12 WITHERS, B D Wolf Creek Nuclear 
Operating Corp 3pp 61717 039-61717 043 


P. Operating license stage documents A correspondence 

9205010021 Informs that amend concorning expiration date not necessary^ Notice of 
withdrawal of application for amend to license end 

RECKLEY.WD Profoct Directorate IV 2 92/04/17 WITHERS.B D Wolf Creek Nucle- 
ar Operating Corp Ip 61516 042 61516 044 

-9206010 923 Notice of withdrawal of amend to facility operating license Amend with- 
drawn (fire to u 13 1 merger 

RECKLEY.WD Project Directorate I V-2 92/04/17 2pp 61516 043 61516(144 

9205040247 Forwards fitnass for duty program contacts listed on program performanco 

W§UP,E Reactor Safeguards Branch 92/04/20, MCKNIGHT, J Information & 
Records Management Branch (Posi 890827). 4pp 61563 326 61563 329 

9205200086 Accepts proposed ILRT tost schedule of performing next ILRT during refu- 
elino outage VII. 

BLACK, SC Project Direclorale IV 2 92/05/04 WITHERS.B D Wolf Creek Nuclear 
Operating Corp 2pp 61722 327-61722 328 

9205080162 Fo/wards rosulla of addi demo nstral ions of SG tube rupture operator action 
limes for facility 

WITHE RS,B D Wolf Creek Nuclear Operating Corp 92/05/05 Document Control 
Branch (Document Control Desk) lipp 61650 167 61650.177 

9205200043 Solicits interest In 920623-24 workshop in Rockville, MD re CL8. 

BLACK, SC PfojGCl Diroctoralo lV-2 92/05/05 WITHERS.B D Wolf Creek Nuclear 
Operating Corp 3pp. 61742 341-61742 343 

9205270103 Provides Info for WCGS concerning repfacoment of RTD bypass 
sys Amendment SO.Io WCGS Facility Operallng License NPF-42 approved tocnnical 
specification changes lo allow replacement of RTD bypass ays 
RHODES.F T Wolf Creek Nuclear Operating Corp 92/05/20 Document Control 
Branch (Documenl Control Desk) 3pp 61 826 355 61826 357 

9205270033 Proposes lirnlted extension to final completion dale for initial test program 
required by Generic Ltr 69-10 Six-monlh extension until 941231 necessary in order to 
encompass addI refueling outage 

RHODES, FT Wolf Creek Nucloar Operating Corp 92/05/22 Document Control 
Branch (Document Control Desk) 3pp 61677 296 61877 300 


0. Inspeellon reports, IE Bulletins A correspondence 

920S010047 Ack receipt of 920327 Itr Informing NRC of steps taken to correct violations 
noted in insp rept 56 482/91-36 

BEACH.AB Region 4 (Post 620201) 92/04/24 WITHERS.B D, Wolf Creek Nuclear 
Operating Corp 4pp 61400 061 61 499 095 

>•9205010054 Responds lo NRC 920226 Itr re violations noted In Insp rept 50 402/91- 
36 Corrective actions CCP Immediately started & PDP secured A control room opera- 
tors halted low power physics testing 

BAILEY, J A Wolf Creek Nuclear Operating Corp 92/03/27 Docketing & Services 
Branch. 11pp 61499 085 61499 095 

9205080026 Forwards Insp rept 60 482/92 07 on 920413-17 No violations or deviations 
noted 

BEACH. A B Region 4 (Post 820201) 92/04/29 WITHERS.B.D Wolf Creok Nuclear 
Operating Carp 3pp 61556154 61656 162 

-9205060031 Insp repl 50-482/92-07 on 920413 17.No violations or deviations 
noted Major areas Inspected document control program A Implementation 
BARNES, I Region 4 {Post 820201) 92/04/29 6pp 61556-1 58 61556 1 62 

9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside CJonlalnmont at Boiling 
Water Reactor" 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/00 
Consolidated Edison Co of New York, Inc 6pp. 61667*34 9 61667 354 

9205010046 NRC Info Notice 92-036, "(nlorsyatom LOCA Outside Containment " 

ROSSI, CE Division of Operahona! Events Assessment (Post 07-0411) 92/05/07 
Consolidated Edison Co of Now York, fnc, 9pp 61718,091 61716 009 

9205040285 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Ho- 
moval Pump During Refueling Cavity Dralndown'* 

ROSS1.CE Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Go ot New York, Inc 4pp, 61718 010 61718 013 

9205180048 Responds to NRC 920507 Hr re vlofations noted In Insp rept 50 482/92- 
02.Correc1lvo actio ns control room personnel started "A" centrifugal charging pump & 
secured PDP.W/one ovoraize drawing. 

WITHERS.B D. Wolf Creak Nuclear Operating Coro 92/05/07 Document Control 
Branch (Document Control Desk) (3pp 61784 194-61764.200. 

920S160098 Forwards EDSFI insp repl 50 4B2/92-01 on 920310 0410 Violations 
noted Quick availability of design documentation Is program strength Design of elecbt 
cal distribution sys superior 

BEACH.B Region 4 (Pest 820201) 92/05/11. WITHERS, 8 0 Wolf Creek Nuclear Op 
orating Corp. 3pp 61677*234-61677 270 


9205100116 Forwards insp repl 50 482/92 05 on 920308-0418 No violations noted 
BEACH.AB Region 4 (Post 820201) 92/05/14 WITHERS.B D Wolf Creek Nuclear 
Operating Corp 3pp 61707 283-61707 312 

-9205190122 Insp rept 50 482/92 05 on 920308-0418 No violations noted Major areas 
inspected plant stalus.followup of previously Idontifiod insp item, op o rational safety ver- 
ification, surveillance observations & malnl observations 
HOWELL, A T RegEon 4 (Post 820201) 92/05/1 1 27pp 61707 286 61707 312 

920S 190189 Ack receipt of 920507 Itr Informing NRC of steps taken to correct violations 
noted in Insp rept 50 482/92-02 on 920126 0307 

BEACH.AB Region 4 (Post 820201) 92/06/15 WITHERS.B D Wolf Crook Nuclear 
Operating Corp 3pp 61708 026-61700 035 

-9205190197 Responds to NRC 920409 Hr ro violations noted in insp rept 50 482/92- 
02 on 920126 0307 Correclive actions WCNOC Is aggressively addressing improvo- 
ments fn procedural guidance through efforts of Mgl Action Plan 
WITHERS.B D Wolf Creek Nuclear Operating Corp 92/05/07 NRC • No Dotallod Af- 
filiation Given. 7pp 61708 030 61708 035. 

9205290074 Forwards Insp repl 50 482/92-10 on 920504-08 No violations noted 
BEACH, A B. Rogton 4 (Posl 820201) 02/05/26 WITHERS.B D Wolf Creek Nuclear 
Operating Corp 4pp 61791 018-61791 024 

-9205290085 Insp rept 50-482/92-10 on 920504 08 No violations noted Major areas 
Inspected physical security program, including mgt support, security program plans A 
audil8,protected & vital area barriers Details withheld (ref 10CFR73 21) 

MUBRAY.B Region 4 (Post 820201) 92/05/22 2pp 61791 023-61791 024 


R. Periodic operating reports A related correspondence 


9205040200 "Wolf Creek Generating Station Annual Environ Operating Rept 1091 " W/ 
920429 Itr 

RHODES, F.T Wolf Crook Nuclear Operating Corp 91/12/31 30pp 61658059- 
61550 087 

9205050339 "Wolf Creek Generating Station 1091 Annual Radiological Environ Oporal- 
Ino Ropl " W/920430 Itr 

RHODES, F.T. Wolf Creek Nuclear Operating Corp 91/12/31 lOOpp 61600 227- 
61609 011 

9205190046 Monthly operating repl for April 1992 for Wolf Creek Generating Slalfon W/ 
02051 2 Hr 

WILLIAMS, M. BAILEY, J A Wolf Creek Nuclear Operallng Corp 92/04/30 7pp 
61730 265 61739 271 


S. Reporlable occurrences, LERs A related correspondence 

9205260200 LER 92-009 00. on 920417.fa1lure of humidity sensors resulted In inoporabil 
ity of bolh trains of CREVS Caused by normal wear of sensors Sensors will bo re 
placed every 36 months & procedure INC L-1000 conducted every 18 monlbsW/ 
020518 IIJ 

WIDEMAN.SG,, BAILEY.JA Wolf Crook Nuclear Operating Corp 92/05/18 6pp 
61814*197-61014*202 

9205270042 LER 92-008 00 on 9203 2 8, discovered that 30 minute monitoring A logginn 
of fndicalod axial flux difference for excoro channel nol performed per Tech 
Specs Caused by inadequate procedure Proceduros revised W/920521 Itr 
WIDEMAN.SG, BAILEY.J A Wolf Creek Nuclear Operating Corp 92/05/21 Bpp 
61800 069-61800 076 

9205200281 Special Rept 92 001 -on 920422, invalid failure of EDG A occurred when 
output breaker Irlppod on reverse power Caused by megawatt motor used lo load 
EDG reading 0.2 MW w/EDG In standby Meiers rezeroeu lo ensure proper load ap 
pliod 

BAILEY,J.A Wolf Creek Nuclear Operating Corp 92/05/26 Documenl Control Branch 
(Document Control Desk) 3pp 61896*347-61896 349. 


DOCKET STN'50-4B3 CALLAWAY PLANT, UNIT 1 


F. Security, medical, emergency A fire protection plans 

9205180208 Advises that 920316 Rev 18 lo physical security plan consistent w/provi 
slons of 10CFR50 64(p) A acceptable 

PEDERSON.CD. Region 3 (Post 820201). 92/05/11 SCHNELL.D F. Union EIocIfIc 
C o Ip. 61724 242-61724:242 

9205190337 Forwards changes lo dala point library .consisting of list of data point library 
computer poInts.Changos In rosoonse lo J Jolicoeur 920408 request re ERD3 
STILLER,MA Union hloclrlc Co 92/05/11 Document Conlrol Branch (Documenl 
Control Desk) 19pp 61743 200 81743 290 
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P Operating license stage documents A correspondence 

9205040247 Forwards (ilnoss for duty program contacts listed on program performance 
ropls 

KOUP.E Reactor Safeguards Pranch 92/04/20 WCKNIGHTJ Information & 
Records Management Branch (Po3tG90G27) 4pp 61563 326 61563 329 

920520003G Forwards corrected amend 60 to license NPF-ao Correction regards typos 
on TS pages 3/4 3-10 & 20 

WHARTON, L R Project OIrectorala III-3 92/05/06 SCHNELL.D F Union Electric Co 
2pp 61739 210 61739 213 

*-0205210279 Corrected Amend 69 to llconse NPF 30, revising typos on TS pages 3/4 
3-19 & an 

• Project Directorate III 3 92/05/06 Ip 61739 212-61739 213 

9206260261 Forwards Rev 0 to “Calfaway Cycle 6 Coro Operating Limits Rept ” 
SCHNELL,DF Union Electric Co 02/06/20 Document Control Branch (Document 
Control Desk) 2pp 61013 220 61613 235 

-9205260262 Rov 0 to "Callaway Cycle 6 Core Operating Limits Rept " 

SECKER,Jn, RIOS,LR. HONE.M J Union Electric Co 92/03/31 I4pp 61813 222 
61813 235 


Q inspection raporls, IE Bulletfna & correspondence 

9205070217 Forwards Insp Rept 50-483/92-05 on 920406 08.27 & 28 No violaifons 
noted 

RINQ.M A Region 3 {Post 820201). 92/05/01 SCHNEUL.D F Union Electric Co 2pp 
61623 261-61623 268 

-9205070225 Insp Rept 50 463/D2-05 on 920406 00,27 & 28 No violations or d avi- 
ations noted Ma|or aroaa Inspected review ol programs, data, procedures.obsorva lion 
of work act I Vi ties, re view of orosion/corroslon activltios & licensee action on open item 
WARD.KD, JACOBSONJM Region 3 (Post 020201) 92/04/29 6pp 61623.263- 
61623 26Q 

9205010009 NRC Info NolJco 92-036, "Highor Than Predlctod Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor " 

ROSSLC.E Division of Operatianal Events Assessment (Post 670411) 02/05/06 
Consolidated Edison Co of Now York, Inc. 6pp 61667 349 61667*354 

9206180204 Responds to 020330 Itr re SALP 10 Board Rept 50-483/92 01 for period 
900201-020131 

SCHNGLL,D F Union Eloctfic Co 92/06/06 DAVIS, A B Hogion 3 (Post 820201) 
4pp 61724 220 61724 232 

9205010045 NRC Info Notice 92-036, "Intorsystom LOCA Outside Conlainmoni/’ 

ROSSI, C E Division of Operational Events Aasossmonl (Post 87041 1) 92/05/07 
Consolidated Edison Co of Now York, Inc Opp 01710 001-61715 OOO 

9205040205 SlippI 1 to NRC Info Notice 02-01 6, "Loss of Flow from Roaldual Heat Re 
moval Pump During Rofuotlng Cavity Dralndown ■' 

ROSSLC E Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 6171801061710 013 

9205160050 Forwards insp ropl 50 483/02-06 on 020406 tO Violations notod but not 
citod. 

PEDERSON.CO Region 3 (Post 820201) 02/05/07 SCHNELL,OF. Union Electric 
Co 2pp 61676 202-61675 304 

-9205160083 Insp rept 50 409/02 00 on 020406 10 Violations noted but not cited Major 
areas Inopoctoa organization, mgt controls & training, audit a & oppralsolB.oxtornat & in- 
lornal exposure con Irol, planning & scheduling & control ol radioactive inail 
MARKLEY,AW. NELS6 n,D,W, SNELL, W Region 3 (Post 020201). 02/05/07 11pp 
01675 204-61676.304 

920S210002 Subn^ilB Rept 02 02 re 920420 Insorvlco Insp of SG B & C lubes Twoniy- 
nino luboe plugged as rosull of Insp listed Two tubes plugged In SQ D as precaution* 
nry measure using data from lillh insorvico insp. 

DIOSSER.JD Union Electric Co. 02/05/13 Decumonl Control Oranch (Oocumoot 
Control Desk) 3pp. 61760 340 61759 350 

9205270021 Forwards Final SALP 10 Ropt 60-403/02-01 for Fob 1900 through Jan 
1002Dotarmlnad that gonernf housokooplng during normal operations good but de 
dined during refueling outages 

DAVIS, AO Region 3 (Post 020201) 92/05/18. SCHNELl.DF Union Electric Co 
3pp. 01762 023 01762 040 

-820627002B rinQl SALP 10 Rept 60'4G3/ 92-01 for Fob 1800 through Jan 1902 
• Region 3 (Post 020201), 02/05/10. lOpp, 81762 026 61762 040 


R. Periodic operating roporte & related correspondence 

9205040281 '’Callnway Plant Annual Environ Oporolinn Ropt for 1901." Vi// 020430 Mr 
SCHNELL.O.F Union Electric Co 01/12/31 lOOpp 61603 002 61603,160. 

9206190330 Monthly oporntlnn ropt tor April 1002 tor Callaway Unit 1, W/920S11 Ur. 
MCCANN, RJ., BLOSSEn,J,D Union ElQCIric Co. 02/04/30 7pp 61733 344- 
61733-350. 

9205180263 Forwards corroclod "Callaway Plant Somfannual Radfoaclivo EffluonI Ho- 
foaso Ropla" for Third & Fourlh Quarters 1009 & Firal & Second Quarters 1907, 
SCHNELL.DF, Union Electric Co 92/06/1S. Document Control Branch (OocumorU 
ConlrolDosk) 9pp 61718-337-01718 341 

-9206180265 Revised "Callaway Plant Somiannual Radioactive Effluent HoleaaoRopi" 
for Third & Fourth Quarlora lOOO.consIstfng ol Inblo re solid waste & Irradiated fuel 
shipments 

‘ Union Eloctric Co. 69/12/31 Ip. 61/18:340 01710-340. 

-9206180266 "Callaway Pleni Somiannual Radioactive EffluonI Reloaso Ropt " Firsi & 
Second Quartora 19Q7,con8l8ling of labia ro solid waslo disposition & soldIfJcatiorv 
agent 

‘Union Eloclrio Co 07/06/30. tp 61718-341-61710 341 


S. Reportable occurrencea, LERs & related correspondence 

9205150207 LER 92-005-00 on 920410.auxillarY feedwater swapover to ESW occurred 
when instrument AC power bus was de energized w/ ESFAS cabinet de- 
energized Caused by undervoltago condition on bus Procedures will be revised W/ 
920511 Hr 

SHARKEY.TP. BLOSSER.J D Union EleeVtc Co 92/05/11 6pp 61718 128- 
61718 133 


V Operator Exemrnatlons 

9206290075 NotificaliDn of contract oxeculion.iask order 150, "RO Licensing Initial 
Exams, Calf away NPP," to ‘Technical Assistance 1o Support Licensing Aclivibes" 
Contractor S(>nalysls,lnc 

HUGHES, A Contract Administration Branch 2 (Post 900603) FIN L- 1289 2 02/05/ 
21 SCHWINK.WJ Offtce of Nuclear Reactor Regulation, Director (Post 87041)) 
PULSIPHER.K NRC - No Detailed Affiliation Gtvon tp 61797 320-61797 324 

-9206290091 Ltf contract NflC-03-89-001, defining task order 150, "RO Licensing Initial 
Exams.Caflaway NPP," to "Technical Assistance to Support Ltcensin-g Activities ” 
MATTIAM J Contract Administration Branch 2 (Post 900603) FIN L-1289-2. 92/05/ 
00 PETERSON.LR Sonalysls. Inc 4 pp 61797 321-61797:324 


DOCKET STN-S0-49a SOUTH TEXAS PROJECT, UMliT 1 


F. Security, medical, emergency & fire protection plans 

9205040029 Advises that ulil plana to discontinue nuclear secunty in^ternal assossmont 
proorams, described in App F of ulil 880622 lir Elimination of redundant program will 
enable util to alfocate resources more effoc lively 

JUMP.WJ Houston Lighting & Power Co. 02/04/24 Document Coalrof Branch (Doc- 
ument (Control Desk) 3pp 61550 317-61550 319 

9206060237 Rov 1 to Station Procedure OEHP01 ZN-1N01, "Nonsafoty Related Emer- 
gency Classification," to address woaknasses in fnsp Repls 50-498/91-20 & 50*499/ 

JUMP.WJ Houston Ughtlng & Power Co. 92/04/28 34pp 615B5 308-61585-343 

9206110190 Informs that end Mrs did 911210 & 1 3, respectively ro secunty measuros 
associated w/lemporary const util response to notice of violation 91-21,delormlnedi 
to contain safeguards Info per 10CFR73 21 (b) 

JUMP.WJ Houston Lighting & Power Co 92/05/04 Document Control Branch (Ooc- 
ument Control Desk) 3pp 61565 076-61665 084 

-920S1 10192 Parlially deleted Itr re Phase li security measures during ramodofang of 
main! opera tioria facility to begin on 911216 

JUMP.WJ Houston Uiflhtmg & Power Co 91/12/10 Document Control Branch (Doc- 
ument Control Desk) 3pp 61665 079 61665 084. 

0205130073 Suppls 920210 Itr re revised rmn staffing for radiation proteclicn techni 
dans in omergoncy plan In area of radiological accloont assessment & support of ac- 
cident assosamonl Change otfeclive on 920416 

JUMP.WJ Houston Uighling & Power Co 92/05/06 Document (^ontroJ Branch (Doc- 
ument Control Desk) 3pp 61663 282 61603 284 


P. Operating license stage documents & correspondence 


9205010147 Forwards safely ovalualton acceplinp licensee responses to confirmatoiy 
issues 2.3.4 & 5 (NRC Itr of 070330) Informs that response to Issue 1 incomplete & 
response requested within 60 days of receipt of Itr 

OICK.GF Project DFroclorato lv-2. 92/04/20 HALL.OP Houston Lighting & Power 
Co 2pp 61516.172-61516 190 

-9205010150 SER accepting licensoo rGsponsos to confirmatory issues 234 & 5 of 
plant fipeellfc SG overfill issues ^ 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 92/04/20 17pp 
61516174 61510-190. 

9205040247 Forwards fitness for duty program contacts I Is! ad on program parformanca 
ropls 

KOUP.E. Reactor Sofoguards Branch 92/04/20- MCKNIGHT. J Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61563-329 

9295050347 Forwards SE granting licensee 920305 request for relief from ASWE Sec- 
lion XI code requirements, per 10CFR50 55at3)(0 

DICK.GF Project Directorate IV-2 92/04/21. HALLAP. Houston Lighting & Power 
Co 2pp 81566 339 61666:342 

-9205050348 Safely eyalualior^ granting ulil request for roJiaf from ASME Section XI 
code requirements ^ ^ 

* Office of Nuclear Reactor Regulation, Director (Post 670411) 92/94/21 2pp 
61666-341-61660342 

0208080165 Forwards corrected page of safely evaiualion.which Includes correct basis 
for nranllng reJIef from ASME section XI code requiromonls. 

DIGK.GF Project Directorate tV-2. 02/04/22 HALL,D.P Houston LlgHting & Power 
Co, 3pp 61668-342-61560 344 

9205290037 Revised QA Plan.consislinn of Changes QA-006 & QA-0O8 to Rev 5 to 
Chapter 10 &ChangoQA 007 to Rev 7 10 ChaptGr20 

DEAN.JJ, HARVEY.CL Houston Uightinig & Power Co 92/04/24. 29pp 61911-151- 
61911 179 


9205050340 Suppla request for rolsaf from ASWE Boiler Pressure Vessel 
(^o,SeGtloa xi requirements for essenUal cooling water piping ays 
ROSEN, S.L Houston lighting & Power Co 92/04/30 Decuman t Control Branch 
(Documont Control Desk). 4pp. 61605-268 61805 271 

9205200031 Solicits interest In 920823 24 workshop In Rockville.MD ro CL0 
BLACK SC Project Directorate lV-2 02/05/05 HALL.OP Houston Lighting & Power 
Co 3pp 61742 338 61742 340 
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9205210195 Forwards amends 96 A 27 lo Itcansea NPF-76 & MPF-ao, respeclively & 
forwards safety evaluation Amends revise TS by removing TS fable 4 4-5 re gchedule 
for reactor vessel mall specimen withdrawal. 

DICK,G F Pro[Gcl Dfrectorals lV-2 92/05/06 HAIL,0 P- Houston tighling & Power 
Co 2pp 61755-316 61755 336 

-9206210197 Amends 36 & 27 to licenses MPF-76 & NFF-80, respectively, revising TS 
by removing TS table 4 4 5 re schedule for reactor vessel mall specimen withdrawal 
BLACK.S C Project DiracloratO IV 2. 92/05/06 13pp 61755-320-61756 333 

-9205210199 Safety evatualion supporting amends 36 & 27 to licenses NPF-76 & NPF- 
80,re«pfictiva1y. 

* Office of Nuclear Reactor Regulallan, Director {Post 67041 1) 92/05/06 3pp 
61756-334-61765 336. 

9205130021 Forwards Relief Requests 50,45,51.46,7 & 6 from ASME Boiler & Pressure 
Vessel Code Section XI req,uirements re inservlce testing of pumps & valves 
JUMP.W J Houston Lighting & Power Co. 92/05/67 Document Control Branch (Doc- 
ument Control Desk). Spp 61668 261-61668 266 

920S2 70312 Discusses closeout of generic Itr 91 OS.roquest for action re resolution of 

g eneric issue A 30, "Adequacy of safety Related DC Power Supplies " 

'JCK,GF Project Oiractorala 17-2 92/05/12 HALL.DP, Houston Ughting & Power 
Co 2pp 61766 314-61786315. 

9205200013 Inlorms that changes to OA program description meets lOCFRSO.app B re- 
quire me n1 3 & acceptable. 

BEACH.AB Region 4 (Post 820201) 92/05/13. HALL.DP Houston Ughttng & Power 
Co 4pp 61717 020 61717 034 

9205260001 Advises that AW Harrison will represent ulil at 920623 & 24 NRC current 
licensing basis workshop Recommended topics for discussion listed. 

JUMP,V?J Houston Ugnlinft &. Power Co 92/05/18. Document Control Branch (Doc- 
ument Control Desk) 2pp 61780 316 61760317. 

9205280253 Informs that request for exemption from requirements of 10CFR50e2, "Re- 
quirements for Reduction of Risk From ATWS Events for Ught-Waler Cooled Nuclear 
Power Plants," denied 

BOGER.0A Assistant Director for Region Mi Reactors (Post 901216) 92/05/18. 
HALL.D P Houston Lighting & Power Co. 3pp. 61794 334 61794:336 

9205280297 Informs that request for exomption from 10CFR50 82 has bean denied. 
BOGER.BA Division of Reaolo/ Projects • IIUV.V (Post 901216). 92/05/18. 
HALL.D.P Houston Lighting a Power Co. 3pp. 61794'349.81794:351. 

9206260194 AppCication for amenda to Licenses NPF-70 & NPF-60.changIng TS 
43.1.1.Table 4 3-1, Note 14 re trip actuating device opsrational test for manual reactor 
trip Temporary waiver of compliance from TS 4 3 1.1 also discussed. 

HALL.DP Houslon Lfghting & Power Co 92/05/20 Document Control Branch (Docu- 
ment Coni rol Desk) lOpp 61612324 61612337 

.*9205260167 Proposed TS Table 4 3-1,Nota 14 le trip actuating devlca operational lest 
to verify operability of undervoltaga & shunt trip circuits for manual reactor trip func- 
tion 

* Houston Lighting & Power Co 92/OS/20 4pp 81812.334-61812.337 


O. Inspection rsports, IE Bulletins & correspondence 

9205040196 Responds to weaknesses noted in Insp Repls 50 498/92 04 & 50-499/92 
04 Corrective actions Document Change NoUco MD-2329 issued lo update vendor 
drav4ng & clanfying memo issued re loose sway strut. 

JUWP.WJ Houston Lighting & Power Co 92/04/28 Document Control Branch (Doc- 
ument Control Desk) 4pp 61 550 35 1 -61 650 364 

9205950237 Rev 1 to Station Procedure OERP01-ZN-IN01, "Nonsafoty Related Emer- 
gency Classification;' lo address weaknesses in Insp Repls 50-498/91-20 & 50-499/ 

JUMP.WJ Houston Lighting & Power Go 92/04/28. 34pp. 61686308 61585343 

6205110176 Informs that violation 9205 01 re failure to follow procedures during RCS 
flow transmitter reatoralion addressed as sub) of end lER 92-003 Util In full compll 
ance & appropriate actions being taken to provenl recurrence 
JUMP.W J Houston Lighting & Power Co 92/05/04. Document Control Branch (Doc- 
ument Control Desk). 2pp 61 685. 1 fl 5 6 1 665 202 

9205110190 Informs that end Itra did 911210 & 13, respectively re security measures 
associated w/lemporaiy const &. util response to notice of violation 9 1 -21, determined 
to contain safeguards Info per 1QCFR73 2i(b1 

JUMP.W J. Houston Ughting & Power Co 92/05/04. Document Control Branch (Doc- 
ument Control Desk) 3pp 61665.078 61685.064 

920 5910009 NRC Info Notice 92-035, '"Highar Than Predicted Erosion/ Corrosion In 
Unisoi^le Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor." 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 92/05/00, 
Consolidated Edison Co of New York, fnc 6pp 61667 349 61667:354. 

9205010046 NRC Info Notice 02 036. "fntersyalam LOCA Outside Containment." 
ROSSLCE. Division of Operational Events Assessment (Post 870411) 92/05/07. 
Consolidated EdIsor>Co. of New York, Inc 9pp 61718,001-61718 009 

9205040265 Supp! 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Oralndowm" 

ROSSI.CE Division of Operational Events Assossmervt (Post 870411) 92/05/07. 
Cor>8olldatad Edison Co of New York, Inc. 4pp, 61718,010-01718 013. 

9205140136 Responds lo violations noted in Insp Repts 60-498/92-06 8 50-499/92-06 
on 9202 24-2 a.CorrectIve actio ns .pure has® orders Issued lo obtain both Kalsl & Wes- 
tinghouse MOV actuator u prating program test results. 

JUMP.W.J, Houslon Llghjlng & Power Co, 92/05/08, Document Control Branch (Doc- 
ument Control Desk), bpp, 61708*190 61 70d'1 94. 

9205270333 Reguests that listed documentaUon be made available during pre-lnsp site 
visit scheduled for 920608-10 In preparation for sve water ays operational perform- 
ance Insp 

DIG K,G.F Fjojact Directorate lV-2, 92/05/13 HALL.D.P. Houston Lighting & Power 
Co Spp 61773 316 61773-320 


9205210004 Advises that investigation of Items 6 a & 6 b from Insp Repts 50-408/91-21 
& 50-499/91-21 completed & files available (or NRC review 

JORDAN.T J Houston Lighting & Power Co 92/05/14 Document Control Branch 
(Document Control Desk) 2pp 61759 353 61759 354 

9205220014 Forwards insp ropts 50 498/92-11 & 60-499/92-11 on 92041 3-1 7,No viola- 
tions noted 

BEACH.A B Region 4 (Post 820201) 92/05/15 HALL.D P Houston Lighting & Power 
Co Spp 61735 023 61735 043 

-9205220022 Insp repls 50-498/92-11 & 50-499/92-11 on 920413-17 No violations 
noted Major areas Inspected liquid & gaseous radwasto mgt programs 
MURRAY.B Region 4 (Post 820201) 92/05/13 16pp 61735 028 61735 043 

920S2 60076 Ack receipt of 920327 Ur informing NRC of steps taken to correct viola^ons 
noted In fr>sp repts 50-490/91-34 & 50 499/91-34 

BEACH, A B Region 4 (Post 820201) 02/05/19 HALL.DP Houston Lighting & Power 
Co. 3pp 61 752 084 61752 095 

9205290015 Forwards insp repts 50-498/92-08 & 50 499/92-08 on 920316 0425 A 
notice of viofatfon 

BEACH,AB Region 4 (Post 820201) 92/05/22 HALL.DP Houston Lighting & Power 
Co 4pp 61790 224-61790 258 

-9205290031 Notice of violation from insp on 920315 0425 Violation noted four elecin 
cal circuit breakers not tagged 

* Region 4 (Post 020201) 92/05/22 2pp 61790 228-61790 229 

-9205290060 Insp repts 50 498/92 08 & 50-499/92-08 on 920315 0426 Violations 
noted Major areas Inspected followup of written repts of nonrouline events, C/A for 
violations A devlaliof>& & events at operating power reactors 
HOWELL.A T. Region 4 (Post 820201} 92/05/18 20pp 61790 230 81790 258 

9205290024 Forwards Insp repts 50-498/92-12 & 50 499/92-12 on 920504-08 No viola 
lions noted 

BEACH.AB Region 4 (Post 820201) 92/05/26 HALL.DP Houslon Lighting A Power 
Co 3pp 61790 262-61700 273 

-92Q5290029 Insp repts 60-498/92-12 & 60 499/92-12 on 920504-08 No violations 
noted.Mejor areas Inspected’licensee rediallon protection program Including eytarnal 
exfiosure controls & Internal exposure controls, 

MURRAY, B. Region 4 (Post 820201). 92/05/21 9pp. 81700 286-61790:273. 


R, Periodic operating reports & related correspondence 

9205040293 "South Texas Project Electric Generating Station Annual Radiological Envi- 
ron Operaling Rapt 1 991 " W/920430 Ur 

JUMP.W.J Houston Lighting & Power Co 91/12/31 88pp 61563 199 61563 281. 

9205050126 "Annual Environ Operating Rept (or South Texas Project Electric Genorat* 
Ing Station Jan- Dec 1091," W/920426 Itr 

JUMP.W J Houston Lighting & Power Co 91/12/31 22pp 61611 087-81611 109 

9205140173 Monthly operating repls for Apr 1002 for South Texas Project Units 1 & 
2 W/ 920511 Itr 

KENT.AP, JUMP.WJ Houston Lighting & Power Co 92/04/30 14pp 61704 344- 
61794.357. 


S. Reportable occurrences, LERs & related correspondence 

920st10176 Informs that violation 9205 01 re failure to follow procedures during FG3 
(low transmlUer restoration addressed as subj of end LER 02-003 Util In full complj 
ance & appropriate actions being taken to prevent recurrence 
JUMP.W J Houston Lighting & Power Co 92/05/04 Document Control Branch (Doc- 
umenl Control Desk) 2pp 61665 195 61665 202 

82OS150049 Special rept'on 9204 09 .channels A & C of reactor vessel water tevof Indi- 
cation sys (RS/WUS) Inoperable Caused by typo of copper wiring used In 
clrcutl RVWLIS probes for channels A A C replaced 

JUMP.W.J. Houston Lighting A Power Co 92/05/08. Document Control Branch (Doc- 
ument Control Desk). 6pp 61711 289-61711.203 


V. Operator Examinations 

0205260074 Informs that licensing exams will be conducted at facility during wk of 
fi20907*Requlred ref matl needea for exam end. 

BEAGH.A B Region 4 (Post 820201) 92/05/20 HALL.DP Houston Lighting A Powof 
Co. 11pp. 61752 071-61762 081. ^ 
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F. Security, medical, emergency & fire protection plans 

9205040029 Advises that util plans lo discontinue nuclear security Internal assessment 

a ams.descnbed In App r of util 8B0622 Ur Elimination of redundant program will 
le util to allocate resources more effecttvely 
JUMP.W J Houslon Lighting & Power Co 92/04/24 Document Control Branch (Doc- 
ument Control Desk), 3pp, 6^1550 317-61560.319. 

9205050237 Rev 1 to Station Procedure OERP01-ZN-1N01, "Nonsafety flolalod Emer- 
gency Classlflcallon," to address weaknesses In Insp Repls 60-498/91-20 A 60 499/ 

JUMP.WJ Houston Ughting A Power Co 92/04/28 34pp 61585 308 61585 343. 

9205110190 Informs that end Itrs dtd 911210 A 13, respectively ra security measures 
associated w/ temporary const A ullt response to notice of violation 9l.-21,delermlnod 
to contain safeguards Info per 10CFR73.21(b). 

JUMP,W.J. Houston Lighting A Power Co 92/Q5/04. Document Control Branch (Doc- 
ument Control Desk). 3pp. 61 665-076 61606.084. 
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“9205110192 Partially deleted Jlr re Phase II security measures during remodeling of 
maint operations facility to begin on 911215 

JUMP,w J Houston Lighting & Poiwer Co 91/12/10 Document Control Branch (Doc 
umenl Control Desk) 3pp 61665 079-61665 004 

9205130073 Suppis 920210 Ur re revised min staffing for radialton protection lechni 
clans in emergency plan in area of radiological accWonI assessmeni & support of ac- 
cident assessment Change effective on 920416 

JUMP.W J Houston Lighting & Power Co 92/05/06 Document Control Branch (Doc 
u men t Control Desk) 3pp 616B3 2B2 61683 204 


P, Operating license stage documents & correspondence 

9205010147 Forwards safely evaluation accepting licensee rosponsos to confirmatory 
issues 2 3 4 & 6 (NRC ttr of B70330) Informs that response to issue 1 incomplete & 
response roquosted within 60 days of receipt of Ur 

DICK.G F Project Directorate IV-2 92/04/20 HALL.D P Houston Lighting & Power 
Co 2pp 61516172-61516 190 

“9205010150 SER accepting licensee responses to confirmatory Issues 234 & 5 of 
plant spocilic SG overfill Issues 

* Office of Nuclear Reactor flogulalton, Director (Post B70411) 92/04/20. 17pp 
61516 174-61516190 

9205040247 Forwards fitness for duty program contacts listed on program performanca 
roots 

KOUP,E Reaclor Safeguards Branch 02/04/20 MCKNIGHT.J Information & 
Records Managomenl Branch (Post 890827) 4pp 61563 326-61563 329 

9205060347 Forwards SE granting Keens oe 920305 request for relief from ASME Sec- 
lion X( code requirements, per 1 QCFR50 55a(3)(0 

DICK.GF Project Direclorale IV-2. 92/04/21 HALL,OP Houston lighting & Power 
Co 2pp 61566 339-61566 342 

“9205050348 Safety evaluation granting util request for relief from ASME Section XI 
code requlremenls 

* Office of Nuclear Reactor Regulation, Director (Pest 870411). 92/04/21 2pp 
61566 341-61566 342 

9205060165 Forwards corrected page of safety evaluation, which includos correct basis 
for Granting relief from ASME section XI code requlromonla 

DICK.GF Project Directorate jV-2. 92/04/22 HALL.DP. Houston Lighting & Power 
Co 3pp 61660 342-61560 344. 

9205290037 Revised QA Plan, consisting of Changes QA 000 & QA 000 to Rev 5 to 
Cfiapter 1 0 & Change QA-007 to Rev 7 to Chapter 2 0 

DEAN.JJ, HAnVEY,CL Houston Lighting & Power Co 92/04/24 29pp 61911 151- 
61911 170. 

9205050340 Suppis request for relief from ASME Boiler & Pressure Vessel 
Code.Seclion XI requirements for essential cooling water piping ays 
ROSEN.SL Houston Lighting & Power Co 02/04/30 Document Control Branch 
(Documonl Coniro) Desk) 4pp 61605 260 01605 271 

9206200006 Forwards WCAP 13182* “Analysis of Capsule V From HL&P Co South 
Texas Unit 2 Reactor Vessel Radiation Surveillance Program” & WCAP-13251, “Eval 
ualion of PTS for South Texas Unit 2,” lOCFRSO.App H 

JUMPtWJ Houston Lighting & Power Co 02/05/04 Document Control Branch (Doc- 
ument Control Desk). 2pp, 61748 001 61748 198 

“9205200009 “Analysis of Capsule V From HL&P Co South Texas Unit 2 Reaclor 
Vessel Radiation Surveillance Program ” 

CHICOTS,JM. WRIQHLGN. MEYER.TA WesHnghouse Electric Corp WCAP- 
13182 02/02/29 lOOpp 61748 003-61748 1 02 

“920520001 1 “Evalualion of Pressurizer Thermal Shock for South Texas Unit 2 “ 
CHICOTS,J M . TEREK, E , MEYER.T A Woslinghouso Eloctric Corp WCAP-13251 
92/03/31 16pp 61748 104-61748 190 

9205200031 Solicits Intorost In 920623 24 workshop in Rockvillo.MD re CLB 
BLACK.se Project Directorate IV-2 92/05/05 HALL.D P Houston Lighting & Power 
Co. 3pp 61742 330-61742 340 

9205210196 Forwards amends 36 & 27 to (icensos NPF-76 & NPF-80, respectively & 
forwards safely evaluation Amends revise TS by removing TS tabio 4 4-6 ro schedule 
for reactor vessel mall specimen withdrawal. 

DICK.G.F. Project Directorate IV-2 92/05/06 HALL.DP Houston Lighting & Power 
Co 2pp 61755.310-61755 336. 

“9205210197 Amends 38 & 27 lo licenses NPF-76 & NPF-80, respectively, revising TS 
by removing TS table 4 4-5 ro sctiedufe for reaclor vessel mall specimen withdrawal 
BLACK S.a Project DIrectorale IV-2. 02/06/06. 13pp 61765.320 61755 333 

“9205210196 Safety evaluation supporting amends 36 & 27 to licenses NPF-7a a NPF 
OOjespoctivoly 

* Office of Nuclear Reaclor Regulation, Director (Post 870411). 02/05/06 3pp, 
61755 334-61755 336 

9205130021 Forwards Relief Requests 50,45,51,46,7 & 6 from ASME Boiler & Piessuro 
Vessel Code Section XI requirements ro inservico testing of pumps & valves 
JUMP.W J Houston Lighting & Power Co 02/05/07. Document Control Branch (Doc- 
ument Control Desk) 6pp. 61680.201-61688 266 

9205270312 Discusses closeout of generic Hr 91 06, request (or action re resolution of 
generic issue A-30, “Adequacy of Safety Related DC Power Supplies " 

OICK.GF Project Directorate IV-2- 92/05/12 HALL.D.P Houston Lighting & Powor 
Co 2pp 617a6-314-6178B315 

9205200013 Informs that changes to QA program description meets 10CFR50,app 0 re 
quirements & acceptable 

BEACH,A B Region 4 (Post 820201) 92/05/13. HALL.DP Houston Lighting & Power 
Co 4pp 61717*020 61717 034 

9205260001 Advises that AW Harrison will represent util at 920623 & 24 NRC current 
licensing basis workshop Recommended topics for discussion listed 
JUMP.W J, Houston Llgnting & Power Co 92/05/18 Document Control Branch (Doc- 
ument Control Desk) 2pp 61780 316-61780 317 


9205280253 Informs that request for exemption from requirements of 10CFR50 62, "Re 
quirements tar Reduction of Risk From ATWS Events for Lighl-Waler-Coofed Nuclear 
Power Plants." denied 

BOGER.BA Assistant Director tar Region III Reactors (P-osl 901216) 9 2/05/ IB 
HALUD P Houston Lighting & Power Co 3pp 61794 334 61 794 336 

9205280267 Informs that request for exemption from 1DCFR5062 has been denied 
BOGER.BA Djvision of Reactor Projects - III.IV.V (Post 901216) 92/05/10 
HALL.DP Houston Lighting & Power Co 3pp 61794 349 61794 351 

9205260184 Application for amends to Licenses NPF-76 A NPF-aO, changing TS 
4 311 .Table 4 3-1 .Note 14 ro trip actuating device operational teat for manual reaclor 
trip Temporary waiver of compliance from TS 4 3 1 1 also discussed 
HALL.DP Houston Lighting & Power Co 92/05/20 Document Control Branch (Docu 
monl Conirol Desk) lOpp 61812 324 61812337 

“9205260187 Proposed TS Table 4 3-1, Note 14 re trip actuating device operational lest 
to verify operability of undervoltage & shunt trip circuits for manual reactor trip func- 
tion 

* Houston Lighting A. Power Co 92/05/20 4pp 61812 334-61012 337 


O. Inspacfion reports, IE Bulletins & correspondence 

9206040195 Responds lo weaknesses noted in Insp Repts 50 498/92-04 & 50-499/92 
04 Corrective actions Document Change Notice MD-2329 Issued to update vendor 
drawing & clarifying memo Issued re loose sway strut 

JUMP.W J Houston Lighting & Power Co 92/04/26 Document Control Branch (Doc- 
umonl Control Desk) 4pp 61550 351-61550 354 

9205050237 Rev 1 to Station Procoefuro OERP01-ZN-IN01, "Nonsafely Related Emer- 
gency Classification,” to address weaknessas In Insp Repts 50 458/91-20 & 50-499/ 
91-20 

JUMP.W. J Houston Lighting A Power Co 92/04/28 34pp 01 505 308 61585 343 

9205110190 Informs that end llrs did 911210 A 13, respectively ro security measures 
associated w/lcmporary const A uUI roaponso lo nolico of violation 91 -21, determined 
to contain safeguards info per 10CFn73 21(b) 

JUMP.W J Houston Lighting A Powor Co 92/05/04 Document Control Branch (Doc 
umenl Control Desk) 3pp 61685076 61665 084 

9Z0S010OO9 NRC Info Notico 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unlsolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 
Water Reactor ” 

ROSSI.OE Oivislon of Oneradonal Events Assessment (Post 870411) 92/05/06 
Consolidated Edison Co of Now York, Inc 6pp 81667 349-81667 354 

9205010045 NRG Info Notice 02-036, "Interayalem LOCA Oulsido Conlainmanl ” 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 92/05/07 
Consolidated Edison Co of Now York, Inc 6pp G171D 001-61710 009 

9205040265 Suppf 1 lo NRC Info Notice 92-016, “Loss of Flow from Residual Heal Ro 
moval Pump During Refueling Cavity Draindown ” 

ROSSI.CE Division of Operational Events Assessmeni (Post 870411) 92/05/07 
Consolidated Edison Co of Now York, Inc 4pp 61716 010 61718 013 

9205140138 Responds to violations noted in Insp Repts 50-498/92 06 A 50 499/92 06 
on 920224 20CorrGClivo actions purchase orders issued to obtain both Kalsi A Woa 
tinghouso MOV actuator u prating program lest rosuils 

JUMP.W J Houston Ltahling A Powor Co 92/05/06 Document Control Branch (Doc- 
umonl Control Desk) opp 01708 190 61700 194 

9205270333 Requests that Dated documentation be made available during pre-msp site 
visit ached uleef lor 920608-10 in preparation for sve water sya oporallonat perform 
ance insp 

OICK.GF, Pfolecl Directorate IV-2 02/05/13 HALL.DP Houston Lighting A Powor 
Co 5pp 01773 316 61773 320 

9206210004 AdvJses that invesllgalion of Items 6 a A 6 b from Insp Ropls 50 498/01-21 
A 60 499/01-21 complelod A fllos available for NRC review. 

JOflDAN.TJ Houston Lighting A Powor CO' 92/05/14 Oocumonl Conlrol Branch 
(Documonl Control Desk) 2pp 61769 353 61759 354 

9205220014 Forwards insp repts 50 498/02-1 1 A 50 499/92-11 on 920413-17 No viola- 
tions noted 

BEACH. A B Region 4 (Post 020201) 02/05/15 HALL.D P Houston Ughling A Power 
Co, 5pp 61735023 61735 043 

“9205220022 Insp repts 60-408/92-11 A 50499/92-11 on 920413-17 No violations 
noted Major areas Inspected liquid A gaseous radwaslo mgl programs 
MURRAY.B Region 4 (Post 020201) 92/85/13 16pp 61735 020-61735 043 

9205260076 Ack receipt of 920327 Ur Inlorminn NRC o-f steps taken to correct violations 
noted in insp repts 50 498/91-34 A 59 499/91 34 

BEACH, A B Region 4 (Post 020201) 92/05/10 HALL.DP Houston Lighting A Powor 
Co Gpp. 61752 084 61752 095 

9205260074 Informs that licensing exams will bo conducted at facility during wk of 
020907. Required rof mall needed tar oxam end 

BEACH, A B Region 4 (Post 820201) 92/05/20 HALL.D.P Houston Lighting A Power 
Co lipp 61752,071-61752 081 

9205290Q15 Folwards insp repts 50 408/92 03 A 50 499/92-08 on 920315 0425 A 
notice of vloTalior» 

BEACH,A B. Region 4 (Post B20201) 92/05/22 HALL.D P Houston Lighting A Powor 
Co 4pp 61790 22^ 61 790 258 

“92D5290031 Notice of viotation from insp or) 9203 15 0425 Violation noted four eloclrl- 
cal circuit breakers not tagged 

• Region 4 (post 820201) 92/05/22 2pp 61790 220 8 1790 229 

“9205290060 Insp repis £0 498/92-08 A 50 499/92 08 on 920315-0425 Violations 
noted Major areas Inspected followup of wrillon repts of nonroulino ovenls.C/A for 
violations A deviations A events at operating power reactors 
HOWELL.AT Region 4 (Post 820201) 92/05/18 29pp 61 790>230 61790 25B 
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9205290024 Forwards msp repls 50 490/92-12 a 50 499/92*12 on 920504 OB No viola 
lions noted 

BEACH.AB Region 4 (Post 820201) 92/05/26 HALL.D P Houston Lighting & Pow©/ 
Co app 61790 262 61790 273 

-9206290029 Insp repts 50 438/92 12 & 50*499/92-12 on 920504-08 No violations 
noted Major areas inspected licensee radialion proteclion program including external 
exposure controls a internal exposure controls 

MURRAY.e Region 4 (Post 820201) 02/05/21 gpp 61790 266*61790 273 


R Periodic operating repoiia & related correapondence 

9205040293 "South Texas Projoct Electric Generating Station Annual Radiologicat Envi- 
ron Ope/aling Rept 199-</' W/&2043Q Hr 

JUWP,WJ Houston Ughling & Power Co 91/12/31 BSpp 61563 1 99*61563 281 

9206050126 "Annual Environ Operating Ropt for South Texas Project Electric Generat- 
ing Station Jen Dec 1991 " W/920428 Hr 

JUMP.W J. Houston Lighting & Power Co 91/12/31 22pp 61611 087*61611*109 

0205140173 Monthly operating repts for Apr 1992 for South Texas Project Units 1 a 
2.W/920511 Hr 

KENTpAP, JUMP.WJ Houston Lighting a Power Co 92/04/30 14ipp 61704 344- 
61704 357, 


S. Reportable occurrences, LERa a related correspondence 

9205050106 Special rep! on 91 1206, emergency mode SDQ #23 tripped w/no test 
mode In pa indicated Caused by foreign matl under seat o( check valves allowing de- 
crease In air pressure Troubleshooting for SDG #23 & #24 has been completed. 
JUMP,W J. Houston Lighting & Power Co 92/04/30 Document Control Branch (Doc- 
umentControlDesk) 5pp 61663347-61563351 

9205160034 Spoclal ropt on 920408,SDG 21 tripped wherk roleasod from emergency 
mode. Cause has not been determined Further analysis & investigation performed on 
SDG 21 Supplemental rept will be submitted by 020730- 

JUMP, WJ Houston Lighting & Power Co 92/05/00 Document Control Branch (Doc- 
ument Control Desk) 4pp 61710 335 61710 343 


V. Operator Examinations 

9205260074 Informs that licensing exams will too -conducted at facility dunng wk of 
920907 Required ref mall neeclad for exam end. 

BEACH.A B Region 4 (Posi 820201) 92/05/20 HALL.OP. Houston Lighling & Power 
Co lipp 61752 071 61752 061 


DOCKET STfl-50*508 WPPSS NUCLEAR PROJECT, UNIT 3 


Q. Inspection reports, IE Bulletins >& correspondence 

9206010009 NRC Info Notice 92 035. "Higher Than Prediclod Erosion/ Corrosion In 
Unlsol^le Resctor Coolanl Prossuro Boundary Piping Inside Conlalnmenl at Bolling 

ROSSI, GE Division o1 Operational Events Assessment (Post 070411) ©2/05/06 
Consolidated Edison Co- of New York. Inc 6pp 61667 349*61667 354. 

9206010046 NRG Info Notice 92-036, "Intorsyslem LOCA Outside Conlalnmenl/* 
ROSSI,C.E Division of Oporallonat Events Assessment (Post 870411), 02/05/07 
Consolidated Edison Co of New York, fnc 9pp 61718 001*61710 009 

9205040235 SuppI 1 to NRC Info Notice 92-016, "Loss of Flow from Residual Heal Re- 
moval Pump During Refueling Cavity Drain down " 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 02/06/07 
Consolidated Edison Co of New York, Inc, 4pp 61716 010-61718 013 


DOCKET 8TN-60.628 PALO VERDE NUCLEAR STATION, UNIT 1 


F* Security, medical, emergency A fire protection plana 

92060S0073 Forwards In&p repts 50 628/92*11,50-529/92-11 & 60-530/92-11 on 
920316-20 No vIoJalions or deviations noted 

YUHAS,G P- Region 4 (Post 820201). 02/04/16- CONWAY,WF, Arizona Public Serv- 
ice Co (formerly Arizona Nuclear Power Projecl). 3pp. 6i 530.150-01530.168, 

-920S050086 Insp repts 50 628/92*11,50 520/92-11 & 60-530/92-11, No violations 
noted.Major areas Inspected followup items, gaseous offfuent control 
program, radiological environ monitoring & meloorolonlcarmonitoring programs 
JANG.J C Region 4 (Post B20201). 92/04/16- 7pp 61639 162 61639,108. 

92050S0157 Forwards Amend 31 to security plan^per 10CFRS0 4(b>(ili) Amend withheld 
(ref 10CFn2 790(d)) 

CONWAY,W‘.F. Arizona Public Service Co (formerly Arizona Nuclear Power Projoct) 
92/04/27. Document Control Branch (Document Control Desk) 2pp 61607:354- 
61607 355 

9205280062 Requests 14-day extonslon until 920516 to respond to NRC 920422 re 
quest for addi Info re concerns recolved by NRC on omployee concerns program & 
socurity. 

CONWAY.W F. Arizona Public Service Co, (formerly Arizona Nuclear Power Project) 
92/05/14 MARTIN.J B. Region 6 (Post 620201) Ip, 61684.306 61804-306 


I. Financial Information 

920S200144 Forwards cash flow statement for yr ending 911231 & annual ropt to SEC 
for yr ending 911231. 

ULBRICHTTM Soulhern California Edison Co. 92/05/12, Document Control Branch 
(Document Control Desk) 47pp, 61 704 288 61 704,334 


J. Insurance A (ndomnlty Information 

9205220106 Forwards Endorsement 71 to NELIA Policy NF-0266, Endorsement 72 to 
NELfA Policy NF-0266 & Endorsement 53 to MAELU Policy MF-0116 
CONWAY.W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/05/14 Document Control Branch (Document Control Desk) 4pp 61778 Ste- 
el 778*31 9 


P, Operating license stage documents A correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP.E Reactor Safeguards Branch. 92/04/20 MCKNIGHT, J Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61563 329 

9205040217 Application for amends to Licenses NPF-41,NPF-51 & NPF-74, amending 
Tech Spec 3/5 7 6 & Bases of Section 3/4 7 6 to reduce essonlial chilled water sys 
oul-of*8vc llmie from 7 d^s to 72 h 

CONWAY.W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
02/04/27 Document Control Branch (Document Control Desk) 3pp 01563 330* 
61663 346 

-9205040223 Proposed Tech Spec 3/4 7 6 & Bases of Section 3/4 7 6, "Essential 
Chilled Water Sys " 

* Arizona Public Service Co (formerly Arizona Nuclear Power Projecl) 92/04/27 
14pp 61563 333 61563 346 

9205060025 Forwards "Individual Plant Examination " for severe accident vulnerabilities 
In response to GL 88-20 

CONWAY.W F Arizona Public Service Co (formerly Arizona Nuclear Power Protect) 
92/04/20 Document Control Branch (Document Control Desk) 3pp 61626.001- 
61629 235 

“9205060036 "Individual P/ant Examination " 

* Arizona Public Service Co (formerly Arizona Nuclear Power Project) 92/04/07 
t.OOOpp 61626 004 61620 235 

9205080061 "Oporatlons QA Plan " 

* Arizona Public Service Co (formerly Arizona Nuclear Power Project) 92/04/29 
121pp, 61651 214 61651 334 

9205150204 Solicits Interest in 920623*24 current licensing basis workshop in 
Rockville, MD 

THOMPSON.CM Project Directorate V 92/05/04 CONWAY.W F Arizona Public 
Service Co (formerly Arizona Nuclear Power Project) 4pp 61702.350*61702 361 

9205190231 Forwards safety evaluation accepling post-accident instrumentation as Cat- 
egory 3 qualification since no operator action based on instrumentation & does not 
erform safety function 

RAMMELL.CM Project Directorate V 92/05/05. CONWAY.W F Arizona Public 
Service Co (formerly Arizona Nuclear Power Project) 3pp 61716.282-61716 288 

“9205190234 Safety evaluation supporting post-accident monitoring of accumulator 
volume & pressure Instrumentation as Category 3 qualification 

* Office of Nuefear Reactor Regulation, Director (Post 870411) 92/05/05 4pp. 
61716 205*61716 288 

9205140273 Advises that util determined that DQ full load rejection testing is not being 
performed & that performance of subj testing (18*month intervals) Is necessary to 
comply w/ Reg Guide 1 108 Amend to TS will be submitted by 920001. 

CONWAY.W F Arizona Public Service Co (formerly Arizona Nuclear Power Project). 
92/05/08. Documont Control Branch (Document Control Desk) 2pp. 61700'269- 
61708 200 


Q. Inspection reports, IE Bulletins & correspondence 

9205050073 Forwards Insp repts 50 520/92*1 1,50-529/92-11 & 60-530/92-11 on 
020316-20 No violations or deviations noted 

YUHAS.G P. Region 4 (Post 020201) 92/04/16. CONWAY.W F Arizona Public Serv- 
ice Co (formerly Arizona Nuclear Power Project) 3pp 61639.159-61539 168 

••9205060086 fnsp repts 50-528/92-11,50-520/92-11 50-530/92-11 No violations 

noted.Major areas Inspected followup items, gaseous effluent control 
program, radiological environ monitoring & meteorological monitoring programs 
JANG,J.G, Region 4 (Post 820201) BOCANEGRA.R. Region 1 (Post 820201) 
YUHAS.Q P Region 3 (Post 820201), 92/04/15 7pp 61639 162-61539 160 

9205040118 Notification of significant open meeting w/util on 920507 to discuss SALP 
rept & various plant operating Issues. 

ZIMMERMAN.RP Region 6 (Post B20Z01) 92/04/27 Region 5 (Post 020201) 3pp 
61512.358 61612,360, 

9205070023 Ack receipt of 920411 Hr informing NRC of steps taken to correct violations 
noted in Insp repts 60-526/92*02, 50*529/92*02 & 50-530/92*02, 

YUHAS,G.P Region 5 (Post 020201). 92/05/01. CONWAY.W F Arizona Public Serv- 
ice Co (formerly Arizona Nuclear Power Project) 2pp 61573*036-61573.044. 

9205010009 NRC Inlo Notice 02-035. "Higher Than Predicted Erosion/ Corrosion in 
Unisofable Reactor Coolont Pressure Boundary Piping Inside Containment at Bolling 
Water Reactor." 

ROSSI, CE Division of Operational Events Assessment (Post 670411). 92/05/06, 
Consolidoted Edison Co. of New York, Inc. 6pp. 61667:349-61867.354. 

9205010046 NRC Info Notice 92-036, "Intersystem LOCA Outside Containment '* 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 92/05/07. 
Consolidated Edison Co of New York, Inc, 9pp 61718’001-6171B.OQ9. 

9205040266 Supp1 1 to NRG Info Notice 92-016, "Loss of Flow from Residual Heat Re- 
moval Pump During Refueling Cavity Dralndown." 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 92/05/07 
Consolidated Edison Co of New York, Inc, 4pp 61718,010 61716*013 
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9205270016 Forwards insp rapis 50-528/92-16,50 529/92-16 & 50-530/92-1 6 No viola 
tions noted 

YUHAS.GP Region 5 (Post 820201) 92/05/12 CONWAY. WF Arizona Public Serv- 
ice Co (formerly Arizona Nuclear Power Project) 3pp 61762 003 61762 009 

-9205270022 Insp ropls 50-528/92- 16.50-529/02.16 & 50-530/92-16 on 920413-15 No 
violations notod Major areas inspocled licensee ovatuatlon of public heatih & safety 
issues resulting from changes in population distribution 

BOCANEGRA,R. MAMISH.N . YUHAS.G P Region 5 (Post 820201) 92/05/12 4pp 
61762 006 61762 009 

920520020G Responds 1o NRC 920407 Ur re violations noted in Insp Rept 50-528/0 2 05 
on 920126 0220 Corrective actions hydrogen tosl boltlos.ftlled by local 
vendor, removed from svc, quarantined & returned to vendor & condition rept Initiated 
CONWAY.WF Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/06/14 Document Control Branch (Document Control Desk) 13pp 61772 272- 


9206270115 Notification of significant licensee meeting w/ulil on 920526 to discuss 
SALP rept & recent plant events 

ZIMMERMAN, RP Region 5 (Post 820201) 92/05/15 Region 5 (Post 820201) 3pp 
61762 328 61762 330 a ^ 


R. Periodic operating reports & related correspondence 

9205150079 Forwards "PNVGS Annual EnvCron Operating Rept for 1991" & "Annual 
Rept for PVNGS Salt Deposition Monitoring Program for Jen-Dee 1991 " 

CONWAY ,W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/04/30 Document Control Branch (Document Control Desk) 3pp 61720 152- 
61721 196 

-92051600B4 "PVNGS Annual Environ Operating Rept for 1991 " 

* Arizona Public Service Co (formerly Arizona Nuclear Power Projecl). 91/12/31 6pp 
61720157-61720.162 

-*9205160090 "Annual Rept for PVNGS Salt Doposlllon Monitoring Program for Jan*Dec 

’ Halliburton Co 91/12/31 600pp 61720163 61721 196 

9205150222 Monlhly operating repls for Apr 1992 for PVNQS.Units 1.2 & 3W/920614 
Itr 

CHAVET.K A , LEVINE, J M Arizona Public Service Co (formerly Arizona Nuclear 
Power Project) 02/04/30 16pp 61686 338 61686 353 


S Reportable occurrences, LERs & related correspondence 

9205200208 LER 02-006-00 on 92041 0.spurioua Train A containment purgo isolation ac 
tuation sys initiated on balanco of- plant ESFAS Caused b/ radiation monitor RU-G? 
dropping offline duo to power supply failure Power supply replaced.W/920509 Itr 
BRADISH.TR, LEVINE, J M Arizona Public Service Co (formerly Arizona Nuclear 
Power Project) 92/05/0D 7pp 61814 005 61814*011 

9205260167 Forwards response lo NRC 920407 request for addi Info re concerns ro 
coived by NRC ro 911027 reactor scram & primary sya cooldown Survolllanco lesling 
for AFW sys adequate to domonsiralo AFW pump operability Concerns unsubslanliat 
od 

CONWAY.W.F Arizona Public Service Co (formerly Arizona Nuclear Power Proloct) 
92/05/14 MARTIN, J0 Region 5 (Post 820201) 12pp 61870 326 01070 336 


DOCKET STN-50-629 PALO VERDE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

92DS050073 Forwards Insp ropls 60 620/92-1 1 ,60-629/02-1 1 & 60-530/02-1 1 on 
920316-20 No violations or deviations noted. 

YUHAS.QP Region 4 (Post 820201) 92/04/16 CONWAY.W.F. Arizona Public Sorv- 
Ica Co (formerly Arizona Nuclear Power Project) 3pp 61539 150 61530 16D 

"0206050086 Insp repls 50-528/92-11,50-529/92-11 & 50 530/02-11 No violations 
noted Major aroas Inspocted followup items, gaseous effluent control 
program, radio logical environ monitoring & moloorological monitoring programs 
JANG.J.C Region 4 (Post 820201). 92/04/16 7pp 61639*162 61530.168 

9205050167 Forwards Amend 31 lo socurity plan, per 10CFR50 4(b)(ili) Amend wilWield 
Oof 10CFF2 700(d)) 

CONWAY.W.F. Arizona Public Senzlco Co (formerly Arizona Nuclear Power Project). 
02/04/27 Document Control Branch (Document Control Desk) 2pp 61807 364 
61607.355, 

9205280052 Requests 14 day extension until 920515 to respond to NRC 9204 22 re- 
quest for addf info re concerns received by NRC on employee concerns program & 
socurity 

CONWAY.W F Arizona Public Service Co (formerly Arizona Nuefoar Power Project) 
92/06/14 MARTIN.J B Region 6 (Post 820201). Ip, 61884*300 61064*306 


I. Financial Information 


9205200144 Forwards cash flow statement for yr ending 911231 & annual rept to SEC 
for yr ending 911231 

ULBRICHT.T M Southern California Edison Co 92/05/12 Document Conirol Branch 
(Document Control Desk) 47pp 61784*288 61764,334. 


J. Insurance & Indemnity Information 

9205220166 Forwards Endorsement 71 to NELIA Policy NF-0266,Endorsemen1 72 to 
NELIA Policy NF-0266 & Endorsement 53 lo MAELU Policy MF-01ie 
CONWAY.W F. Arizona Public Service Co. (formerly Arizona Nuclear Power Projecl), 
92/05/14 Document Control Branch (Document Conirol Desk) 4pp, 61778 316- 
61778 319 


P. Operating license stage documents A corraapondence 

920 5040247 Forwards Illness for duly program confacls listed on program performance 
repls 

KOUP.E Reactor Safeguards Branch 92/04/20 MCKNIGHT.J Information & 
Records Managemonil Branch (Post 890827) 4pp 61563 326 61563 329 

9205040217 Application for amends lo Licenses NPF 41I.NPF-51 & NPF-74, amending 
Tech Spec 3/5 7 6 & Bases of Section 3/4 7 6 to reduce essential chilled water sys 
oul-of-svc time from 7 days to 72 ii 

CONWAY.W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/04/27 Document Conirol Branch (Document Cor^trol Desk) 3pp 61563 330 
61563 346 

-9205040223 Proposed Tech Spec 3/4 76 & Bases of Section 3/4 7 6, "Essonllal 
Chilled Water Sys " 

• Arizona Public Service Co (formerly Arizona Nuclear Power Projcci) 92/04/27 
I4pp 61663 333-61563 346 

920506002B Forwards "Individual Plant Examinallon " for severe accldeni vulnerabllilios 
in response to QL 8G-20 

CONWAY.WF Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/04/28 Document Control Branch (Documonl Conirol Desk) 3pp 61626 001- 
61620 235 

--920S06003S "Individi/at Plant Examination’' 

• Arizona Public Service Co (formerly Arizona Nuclear Power Project) 92/04/07 
l.OOOpp 61626 004-61620 235 

9205080061 "Operations QA Plan " 

• Arizona Public Service Co (formerly Arizona Nuclear Power Project) 02/04/29 
121pp 61651 214-61651 334 

9205140242 Ack rocQipt of llcenseo atalod Intention lo complete ijnpto menial ion of Ge- 
neric Llr 60-10 fn unit 2 by end of rofuellno oulano scheduled to begin fn late 1904 
THOMPSON, CM Project Directorate V 92/05/04 CONWAY.WF Arizona Public 
Service Co (formerly Arizona Nuclear Powar Projecl) 3pp 61674 281 61674 283 

9205160204 Solicits Interest in 020623-24 current licensing basis workshop in 
RockvIllo.MD 

THOMPSON,CM Projocl Diroclorato V &2/03/04 CONWAY.WF Arizona Public 
Service Co (formerly Arizona Nuclear Powar Projocl} 4pp 61702 358-61702 361 

9206190231 Forwards safety ovaluotien accepting post-accidont in&lrumontatlon as Cat- 
egory 3 qualification since no operator action based on In si rumen tat I on & does not 

? orform safety function 

RAMMELL.CM Proloct Dlroctorale V 92/03/05 CONWAY.WF Arizona Public 
Service Co (formerly Arizona Nuclear Powar Project) 3pp 61716'202 61716289 

**9205190234 Safety evaluation supporting post-accident monitoring of accumiilalor 
volume & pressure Instrumentation as Calogory 3 qualification 
* Office of Nuclear Reactor Regulation. Director (Post 678411) 02/05/05 4pp 
61716 265-61716 288 

9205140273 Advises that ulil dolorminocl that DG full load rejection losling is not being 
performed & that performanco of aubj tesltng (1Q*monlh intervals) is nocoasary lo 
comply w/ Reg Guido 1 106 Amend to tS will bo submifled by 920001 
CONWAY.W F Arizona Public Servjco Co (formerly Arizona Nuclear Power Project) 
92/05/08 Documant Co-nlrol Branch (Documonl Control Desk) 2pp 61 708 259- 
61708 260 


Q. Inspection reports, IE Bulletins & correspondence 

9205050073 Forwards Insp repls 50-626/92-11,50-529/02-11 & 50-530/92 11 on 
020316 20 No violations or deviations noted 

YUHAS.G P, Region 4 (Post 620201) 92/04/15 CONWAY.WF Arizona Public Serv- 
ice Co (formerly Arizona Nuclear Power Projecl) 3pp 61639 169 61S39 166 

-9205050066 Insp ropts 50-520/02' 1 1,50*529/02-1 1 & 50-530^92-11^0 violations 
notodMajor areas I ns poctod followup items, gaseous effiuont control 

program.radlologicel environ monitoring & meteorological monlloring programs 
JANQ.J.C Region 4 (Post 620201) BOCANEGHA.R Region 1 (Post 820201) 
YUHAS.G P. Region 3 (Post 020201) 82/04/15 7pp 61530'1 62-6! 639 10D 

9205040118 Notification of significant open meeting w/utll on 020507 to discuss SALP 
rept & various plant operating Issues 

ZIMMERMAN.R.P Region 5 (Post 020201) 92/04/27, Region 6 (Post 020201) 3pp. 
61612 368-61612 300 

9206070023 Ack receipt of 020411 llr informing NRC of slops fakon tt> correct violaliona 
noted in Insp repls 60 528/92-02, 50-520/02-02 & 50-530/02-02 
YUHAS.QP Region 5 (Post 620201) 02/05/01. CONWAY.WF. Arizona Public Sorv 
Ice Co (formerly Arizona Nuclear Power Project) 2pp 61573 036 61573 044 

9205010009 NRC Info NoUco 02-035. "Higher Than Prediclod Erosion/ Corrosion In 
Unlsolablo Reactor Coolant Pressure Boundary Piping Inside Contalrrment at Boiling 
Water Reactor ” 

ROSSLCE Division ol Operalional Events Assessment (Post 670411) 62/95/03 
Consolidalod Edison Co of Now York. Inc 6pp 61667,349 81007*354 

9205010045 NRC Info Notice 02-036, "Inlorsyalem LOCA Outside Corktnlnmonl " 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co of New York, Inc Gpp, 61718601 8171B009 

9206040265 Suppl 1 lo NRC Info Notice 92-010, "Loss of Flow from Roalduat Hoal Re- 
moval Pump During Refueling Cavity Draindown," 

ROSSI.CE, Division of Operational Events Assessment (Post 070411) 02/65/07 
Consolidated Edison Co, of Now York, Inc, 4pp 61710.610 617t0.0t3 

9206270010 Forwards insp repls 50 520/92-16,50-529/92 16 & 50 530/92-16 No viola- 
tions notodi 

YUHAS,G P Region 5 (Posl 020201) 92/06/12 CONWAY.WF Arizona Public Sorv- 
ica Co (formerly Arizona Nuclear Power Project) 3pp 61762,003 61762009 
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-9205270022 Insp repls 50-528/92*16,50 529/92*16 & 60 530/92*16 on 920413*15 No 
violaUons noted Major areas inspected licensee evaluatton of public health & safety 
issues resulting from changes in population distribution 

BOCANEGflA,R, MAWtSH.N , YUHAS.G P Region 5 (Post 020201) 92/05/12 4pp 
61762 006 61762 009 

920 S 270 115 Nolfication of signilicanl licensee meeling w/util on 920526 to discuss 
SALP repl & recent plant events « 

ZIMMERMAN, R P Region 5 (Post 020201) 92/05/15 Region 5 [Post 820201) 3pp 
61762 328 61762 330 


R Periodic operating reports & related correspondence 

9205150079 Forwards “PNVGS Annua! Environ Operating Rept for 1991*' & "Annual 
Rept for PVNGS Salt Deposition Monjtonng Program for Jan*Dec 1991 " 

CONWAY.WF Arizona Kbiic Sennce Co (formerly Arizona Nuclear Power Pro|ect) 
92/04/30 Documenl Control Branch (Document Control Desk) 3pp 61720152- 
61721 196 


9205080061 "Oporations QA Plan " ^ r. .x 

• Arizona Public Service Co (formerly Arizona Nuclear Power Project) 92/04/29 
121pp 61651 214 61651 334 

9205150204 Solicits Interest in 020623*24 current licensing basis workshop m 

THOMPSON, CM Project Directorate V 92/05/04 CONWAY.WF Arizona Public 
Service Co (formerly Arizona Nuclear Power Project) 4pp 61702 356 61702 361 

9205190231 Forwards safety evaluation accepting post-accidonl Instrumonlalion as Cal 
egory 3 qualification since no operator action based on Instrumentation & does not 
porform safety function _ ^ 

TRAMMELL, CM Project Directorate V 92/05/05 CONWAY.WF Arizona Public 
Service Co (formerly Arizona Nuclear Power Project) 3pp 61716 2B2 61716 208 

-9205190234 Safety evaluation supporting post accident monitoring of accumulator 
volume & pressure Instrumentation as Category 3 qualification 

* Office of Nuclear Reactor Regulation, DIroctor (Post B70411) 92/05/05 4pp 
61716 205-61716 288 


-92051500B4 "PVNGS Annual Environ Operating Repl for 1991 ” 

* Anzona Public Service Ck) (formerly Anzona Nuclear Power Project) 91/12/31 6pp 
61720 157*61720 162 

-9205150090 "Annual Repl for PVNGS Salt Deposition Monitormg Program for Jan Dec 
1991 " 

‘ Halliburton Co 91/12/31 6Q0pp 61720163 61721 196 

9205150222 Monthly operating repls for Apr 1992 for PVNGS, Units 1,2 & 3W/920514 
Itr 

CHAVET.KA, LEVINE.JM Arizona Public Service Co (formerly Arizona Nuclear 
Power Project) 92/04/30 16pp 61606 338 61686 353 


DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3 


P Security, medical, emergency & fire protection plans 

92050S0073 Forwards insp repls 50 620/92-11.50 529/92*11 & 50 530/92*11 on 
920316 20 No violaltons or deviations noted 

YUHAS.G P Region 4 (Post 820201) 92/04/15 CONWAY.WF Arizona Public Serv- 
ice Co (formerly Arizona Nuclear Power Project) 3pp 61539 159 61539 160 

-9205050086 fnsp repls 50*520/92*11,50 529/92*11 & 50 530/92*11 No violations 
noted Major areas inspected followup items, gaseous efiluent control 
pro gram,radi 0 logical environ monitoring & meteorological monitoring programs 
JANG.JC Region 4 (Post 820201) 92/04/15 7pp. 61539 162*01539 160 

9205050157 Forwards Amend 31 to security plan, per 10CFR50 4(b)(ui) Amend withheld 
(ref 10CFR2 790(d)) 

CONWAY.WF Anzona Public Service Co (formerly Arizona Nuclear Power Project) 
92/04/27 Document Control Branch (Document Control Desk) 2pp 61607 354- 
61607 355 

9205280052 Requests 14 day extension unlil 920515 to respond to NRC 920422 re- 
quest for addi info re concerns received by NRC on employee concerns program & 
security 

CONWAY.WF Arizona Public Service Co (formerly Anzona Nuclear Power Project) 
92/05/14 MARTIN, JB Region 5 (Post 020201) 1p 61884 306 61884 306 


I. Financial Information 

9205200144 Forwards cash flow statement for yr ending 91 1231 & annual rept to SEC 
(or yr ending 911231 

ULBRICHT.TM ^uihern California Edison Co 92/05/12. Document Control Branch 
(Document Control Desk) 47pp 61784 206-61704 334 


J. Insurance & Indemnity Information 


9205130043 Grants temporary waiver of compliance to utit allowing 24 h oxtonsion of 
intervat for performing monthly functional lost 

ZIMMERMAN.R Region 5 (Post 820201) 92/05/07 CONWAY.WF Anzona Public 
Service Co (formorly Arizona Nuclear Power Project) 3pp 61651.075 61651 077. 

9205270311 Forwards request for temporary waiver of compliance from TS Survoillanco 
flequiremenls 4 3 1 1. Table 4 3-1 Number 1 B 2 & 4 0 2 for periodlcily 
LEvINE.J M Arizona Public Service Co (formerly Anzona Nuclear Power Project) 02/ 
05/07 MARTIN.JB Region 5 (Post 020201) 9pp 61813 030-61813 046 


9205140273 Advises that util determined that DG full load rojeclion testing Is not being 
performed & that performance of sub] testing (lO-month intorvals) is necessary to 
comply w/ Reg Guide 1 108 Amend lo TS will bo submitted by 920901 
CONWAY, W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/06/00 Document Control Branch (Documonl Control Desk) 2pp 61 708 250- 
61708 260 


Q. Inspection reports, IE Bulletins & correspondence 

9205050073 Forwards insp ropts 50*526/02*11,50 520/92-11 & 50 530/02-11 on 
920316*20 No violations or deviations noted 

YUHAS.G P Region 4 (Post 820201) 92/04/15 CONWAY.WF Arizona Public Soiv 
Icq Co (formerly Anzona Nuclear Power Project) 3pp 61530 159 61539 168 

-9205050086 Insp ropts 60 528/92-11.50-529/92*11 & 50 530/92-11 No violations 
noted Major areas Inspected followup items, gaseous effliront control 
program.radlotogical environ monitoring & meteorological monitoring programs 
JANQ.JC Region 4 (Post 820201). BOCANEGRA.R Region 1 (Post 820201) 
YUHAS.G P Region 3 (Post 820201) 92/04/16. 7pp 61539 162-61539 168 

9205040118 Notification of significant open mooting w/util on 020507 to discuss SALP 
rept & various plant operating Issues 

ZIMMERMAN.R P Region 5 (Post 820201). 92/04/27. Region 5 (Post 820201) 3pp 
61512 350*61512 360 

9205070023 Ack receipt of 920411 Itr Informing NRG of stops taken to corroct violations 
noted In insp ropts 50-528/92-02. 50-629/92-02 & 50*530/92-02 
YUHAS.G P. Region 5 (Post 820201). 92/05/01 CONWAY.W F Arizona Public Sorv* 
Ico Co. (formerly Arizona Nuclear Power Project) 2pp 61573 030 61573 044 

9205010009 NRC Info Notice 92 035, "Higher Than Predicted Erosion/ Corrosion In 
Unisolable Reactor Coolant Pressure Boundary Piping Inside Containment at Boiling 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 02/05/00 
Consolidated Edison Co of New York, Inc 6pp 61667 349 61667 354. 

9205010045 NRC Info Notice 92-036, "Inlersyalem LOCA Outside Containment " 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 92/05/07 
Consolidated Edison Co of Now York, Inc. Opp 01716.001*61718 009 


9205220166 Forwards Endorsement 71 to NELfA Policy NF 0266, Endorsement 72 to 
NELIA Policy NF 0266 & Endorsement 53 to MAELU Policy MF-011 6 
CONWAY.WF. Anzona Public Service Co (formerly Arizona Nuclear Power Project) 
92/05/14. Documenl Control Branch (Document Control Desk) 4pp 61778 316* 
61778 319 


P. Operating license stage documents & correspondence 

9205040247 Forwards fitness for duty program contacts listed on program performance 
repts 

KOUP,E Reactor Safeguards Branch 92/04/20. MCKNIGHT.J, Information & 
Records Management Branch (Post 890827) 4pp 61563 326 61503:329 

9205040217 Application for amends lo Licenses NPF 41,NPF-51 & NPF-74, amending 
Tech Spec 3/5 7.6 4 Bases of Section 3/4 7 6 to reduce essential chilled water ays 
out of-svc time from 7 days lo 72 h 

CONWAY.W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/04/27 Document Control Branch (Document Control Desk). 3pp 61563 330- 
61563 346 

-9205040223 Proposed Tech Spec 3/4 7 6 & Bases of Section 3/4 7,6, "Essential 
Chilled Water Sys " 

* Arizona Public Service Co. (formerly Arizona Nuclear Power Project) 92/04/27, 
14pp 61583 333-61563 346 

9205060025 Forwards "Individual Plant Examination " for severe accident vulnerabilities 
in response to GL 86-20 

CONWAY, W F Arizona Public Service Co (formorly Arizona Nuclear Power Project) 
92/04/20 Documenl Control Branch (Document Control Desk) 3pp 61626 001- 


-9205060035 "Individual Plant Examination " 

* ™ Service Co (formerly Anzona Nuclear Power Project) 92/04/07 

1.000pp. 61626004 61629,235 


9205040265 SuppI t lo NRC Info Notice 02 016, "Loss of Flow from Residua) Hoal Ro 
moval Pump During Refueling Cavity Dralndown'' 

ROSSr.CE. Division of Operational Events Assessment (Post 870411) 02/05/07 
Consolidated Edison Co of New York, Inc 4pp 61718 010 61710 013 

9205130016 Determines that augmented insp toam insp should be conducted to verify 
circumstances & evaluate signiTicance of sub) event 

MARTIN, J B Region 6 (Post 820201). 92/05/07. KIRSCH.D.F. NRC - No Dolailod Af- 
filiation Given. 5pp 61651*010-61651 >023. 

920S270016 Forwards insp repts 50 528/92-16,50 529/92-16 & 50-530/92-16 No viola 
Hons noted 

YUHAS.G, P Region 5 (Post 020201) 92/05/12, CONWAY.WF. Arizona Public Sorv 
Ice Co (formerly Arizona Nuclear Power Project) 3pp 81762,003 61762 009 

-9205270022 Insp rents 50 520/92-16,50-529/92*16 & 60-530/92-16 on 920413-16 No 
violations noted Major areas Inspected licensee evaluation of public health & safety 
issues resulting from changes in population distribution 

BOCANEGRAT1, MAMISH.N , YUHAS.G P Region 5 (Post 820201) 92/05/12. 4pp. 
61762 006*61762 009, 

9205270115 Notification of significant ilcensoo mooting w/ulll on 920520 lo discuss 
SALP repl & recent plant events 

ZIMMERMAN.R P Region 6 (Post 820201) 92/05/15. Region 5 (Post 820201) 3pp. 
61762 320*61762 330. a v r kk 


R. Periodic operating reports & related correspondence 

9205150079 Forwards "PNVGS Annual Environ Operaling Ropt for 1991" & "Annual 
Repl for PVNGS Salt Deposition Monitoring Program for Jan Doc 1991," 

CONWAY.W F, Anzona Public Service Co. (formerly Arizona Nucloar Power Proioct) 
92/04/30. Document Control Branch (Documenl Control Desk), 3pp 61720.152- 
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-9205150084 “PVNQS Annual Enwron Ope^■allng Repl for 1001 ” 

* Arizona Public Service Co (formerly Arizona Nuclear Power Project) 91/12/31 6pp 
61720 157-61720 162 

-9205150090 ‘*Annual Rept for PVNGS Salt Deposition Monitoring Program for Jan Dec 
1991 ’■ 

• Halliburton Co 91/12/31 600pp 61720 163-61721 196 

9205150222 Monthly operating repls for Apr 1992 for PVNGS, Units 1.2 & 3W/920514 
Hr 

CHAVET.KA, LEVINE.JM Arizona Public SarvicG Co (formerly Arizona Nuclear 
Power Project) 92/04/30 16pp 61686 338-61686 353 


S Repoilable occurrences, LERs & related correspondence 


9205010292 Forwards response to Outstanding Issues 140 ^ 144 in reJ to rfiv of App 
15E - ATWS analysis of ABWft DSER SECy*91-355 

STfRM.RC General Electric Co 92/04/24 PIERSON, R C Offico of Nuclear Reactor 
Regula lion. Director (Post 87041 1 1 lOOpp 61549 101-61549 305 

9205200162 Forwards 920427 memo to BN L re LOCA outside containment In advanced 
BWRs 

KNECHT.PD General Elsclnc Co 92/04/27 POSLUSNY.C NRC - No Detailed Affili 
alien Given HSA.G Brookbaven National Laboratory 7pp 61784224 61784 229 

9205010062 NolilicaKon of 920506 meeting w/GE in Rockvillo.MD to discuss human 
factors engineering Issues re advanced BWR design 

POSLUSNY.C Slandarcfization Project Directorate (001216-920516) 92/04/28 

PIERSON, RC Slar4dardization Project Directorate (901 216-92051 0) 3pp 61502168 
61562 170 


9205120153 PNO-V-92-015 On 920504,PVNGS.Unlt 3 experienced loss of all control 
room annunciator windows & audible alarms plus COLSS Plant computer became In 
operable & licensee declared an alert 

WONQ.H Region 5 (Post D20201) 92/05/04 2pp 6163 6 013 61636 014 

9205120053 Special repl on 020504, Control Room received alarms on all seven control 
boards Plan computer returned to svc & was declared operable W/020506 Itr 
LEVINE. J M Arizona Public Service Co (formerly Arizona Nuclear Power Project) 92/ 
05/06 3pp 61671 344-61671 346 

9205 130066 PNO'V-92'01 5A on 920504. facility experienced toss of all control room 
panel annunciator windows & audible alarms w/ plant operating at 100% 
power Licensee will conduct post shutdown testing of ays, 

RICHARDS.S Region 5 (Post B20201) 92/05/07 2pp 61651 121-61651:122 

9205130075 PNO-V 92-01 5B'On 9 20504, facility experienced loss of alf control room an 
nuncialor windows & audible alarms Computer became inoperebto & licensee declared 
an alert Plant currently stable Licensee concfucling post SO tosling 
RICHARDS.S Region 5 (Posf 820201) 92/05/07 2pp 61651 144-61651 145 

9205260167 Forwards response to NRC 920407 request for addl info re concerns re- 
ceived by NRC re 911027 reactor scram & primary sys cooldown Surveillance testing 
for AFW sys adequate to demonstrate AFW pump operability Concerns unsubslanlial- 
ed 

CONWAY, W.F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
92/05/14. MARTIN, J B Region 5 (Post 820201) 12pp 61878 325 61878*336 

9205260148 Summary of operating reactors events meeting 92-08 on 920506 
CHAFFEEiA E Events Assessment Branch 02/05/15 ROSSI.CE Division of Oper- 
ational Events Assessment (Post 87041 1) 22pp 61773*207-61773 228 
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A, Appllcatlon/constructlon atago documents & correspondence 


9205140241 Summary of 020325 26 meetmgs w/GE in San Josa.CA re status of opon 
Issues, design interfaces & ITAAC.in ref to NRC review of SSAR for A8WR Draft inter- 
im human factors criteria & GE proprtelary info one) GE propnelary Info withheld 
POSLUSNY.C Standardization Project Drrectorate (901216 920516) 92/04/2B 

Standardization Project Directorate (901216 92061 C) 47pp 01713 001-61713 131 

“9205140246 Draft "Interim Human Factors Review Criteria tor Design Process of Ad- 
vanced Nuclear Power Reactor ” 

* NRC • No Dotalled Affiliation Given 92/03/19 lOOpp 61713,040-61713 161 


9205200188 Forwards proposed draft advanced BWR TS Section 3 31 1/2 re RPS in- 
struiTionlalion/logfc 

FOX.J Gonoral Electric Co 92/04/28 POSLUSNY.C NRC - No Detailed Affilralion 
Given 19pp 61784 250 61784 276 

9205200192 Foiwar<f& mfo re reactor water makeup sys, makeup water preparation sys 
components & HECW ays component descrlption.as background info for advanced 
BWR reviow 

FOX.J General Electric Co 92/04/29 BURTON.B NRC - No Detailed Affiliation 
Given 36pp G1 764 171 61784 206 

9205200241 Forwards nonpropnelary & propnelary info on Section 3 1 1 & app of ad- 
vanced BWR SSAR re environ qualification of safely relalod mecharlcel & oloclrtcal 
equlpmenl EncJ withheld 

FOKJ General Efeclric Co 92/04/29 BURTON.B NRC - No Detailed Affiliation 
Given 5pp 61075 001 61875 005 


92050 50240 Forwards Section 3 7, "Radiation Protection o1 Stage 2 QE Advanced BWH 
Tier 1 Design Cortification Matl,’" containing figures designatiag radiation zones (or re- 
actor bldg, control bldg & radwaste bldg 

STIRN.RC Generat Electric Co 92/04/30 PIERSON.R.C Non Power 
Reactors,Docommlssloning & Environmental Pro) Dir (901216-920516) 35pp 
61605 232 61605 287 


92050700S3 Application to amend liconso.XR-Oiae to allow for shipment of sparo parts 
In support of TRIQA Mark II research reactor dolivored to Banglodash & to extend 
period of license by six years, until 980623 

ASUMUSSEN.K E Gonoral Atomics (formerly QA Technologies. Inc /General Atomic 
Co) 92/04/09 PETERSON, M R Office of International Programs (Post 011117) Ip 
61692*351-61592 351 
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9205050247 Forwards response to Agenda Item 11 discussed during GE/NRC Reactor 
Sys Branch 911 120-21 meeling ro credit for nonsafoty-grada oqulpment 
STIRN.RC General Electric Co 92/04/30 PIERSON, RC Non Powor 
Reactors,Decommlssioning & Environmental Proj Dir (901216-920516) 3pp 
61 580 346 61589 348 

02052 60180 Record of talcon w/QE on 920430 ro dovolopmenl of advanced BWR 
Invcntory.SSAR App 10F 

* NRC - No Detailed Affiltalior> Given 92/04/30 4pp 61870 337 6 1078 339 


P. Operating license stage documents & correspondence 

9205080001 Advises that assembly error made at TRIGA fabrication facility in that two 
wires on potentiometer on CRD mechanisms reversed, per 920311 tolcon 
ASMUSSfcN.K E General Atomics (formerly GA Tacnnologios, Inc /General Atomic 
Co) 92/04/15 ADAMS, A, Non Power Reactors, Decommissioning Environmental 

Pro) D!r (001216 920516) 2pp 61649 358 61649 359 


DOCKET 62-001 GE ADVANCED BWR DESIGN, GENERAL ELECTRIC CO, 


92050 60274 Notification of 920505 meeting w/ulil In Rockville, MD to discuss resolution 
of opon Items in pfant sys review area 

NINH.SQ Standardization Project Directorate (901216 920516) 92/05/01 

MURLEY.T, MIRAGUA.F, RUSSELL.W NRC - No Detailed Atflllation Given 4pp. 
61692 253 61502 266 

9206110208 Notlfrcation of 920506 mooting w/utll in Rockville, MD to discuss advanced 
BWR Tech Spec issues 

NINH.SQ Standardization Project Directorate (901216 920516) 02/05/01 

MURLEY.T, MIRAGLIA.F, RUSSELL.W NRC - No Delalfed Affiliation Given 4pp 
61654*345 61664.348 


9205200183 Advanced BWR Document, Section 3 3. "Piping Design," Section 36 1, 
"Poslulalod Piping Failures In Fluid Sys Inside & Outside Containment" & 362, "Do- 
termination of Break Locations & Dynamic Effects Associated W/ Postulated 
* Gonerat Electric Co 92/03/30 300pp 61775 113-61776093 


9205190207 Forwards draft of flooding analysis for potential piping leaks in reactor svc 
water sys, ^ ^ ^ 

MILLER.GE General Etoctnc Co 92/05/01 BARTON.B NRC - No Datailed AfMi 
atlon Given 5pp, 61791 079 61791 082 


9205200194 Advanced BWR design document, Section 3 7. "Radiation Protoclion," Sec- 
tion 12 3, "Radiation Protection Design Features" & 12A1, "Calculation of Airborne 
Radionuclides " 

• General Electric Co 92/03/30 127pp 61791.097 61701231 

9205060164 Requests that listed ends bo placed on docket & in PDR 
NEASE.RL Slandardizalion Project Diroctorate (901216-920516) 02/04/03, NRG - 
No Detailed Affiliation Given Ip. 61564.343 61504 348 


“9110220297 Forwards DSE accepting GE evaluation procedure for confirmation of ad 
vancod BWR seismic design adequacy Areas requiring further Info listed. 

TERAO.D Structural & Geosciences Branch 91/10/08, PIERSON.RC Standardiza- 
tion Project DIreclorato (001216-920516) 5pp. 01564 344-61664*340 


9206190286 Forwards comments on selected items from Table 1 0-22 experience Info 
applicable to advanced BWR covering slorflQo of low level radwastes at sites & clartfi- 
cellon of surveillance roquIrGmonts for diesel fuel Impurity tests 
FOX.J General Electric Co 92/04/08 BURTON.B NRC - No Delailod Affiliation 
Given. 9pp 61784.250 61764.257 


9206200160 Forwards info ro advanced BWR containment steam bypass leokago 
capability Sensitivity study results domonatrate that currently specified bypass (oakage 
capability of 0,05 It2 Is not at high point of cliff 

F(DX,J General Electric Co 92/05/01 POSLUSNY.C. KUDRtCK.J, BUPTON.W 
NRC - No Detailed Affiliation Given 11 pp 617B4'2O6'61704 215 


9206200182 Forwards info ro advanced BWR HECW sys to replace Info senl on 
920420 

MILLER.QE Generol Electric Co 92/05/01, BURTON.B, NRC - No Dotalled Affill 
alion Given, 4pp 01784 168 61784 179 


9205200211 Forwards propnotary info re Intersyslom LOCA End wllhlietd. 

FaX,J Gonoral Electric Co 02/05/01 POSLUSNY.C. RUBIN, M , THOM AS. G NRC - 
No Dotalled Affiliation Given 1p 61875 006 61875 006 


0206269218 Forwards proprietary info re advanced BWR fuel design End withhold 
FOXJ General Electric Co 92/05/01 POSLUSNY.C NRC - No Oalalled Aff(liatior> 
Given 3pp. 61076 007-61875 008, 


9266280226 Forwards human factors onglnoering ITAAC/dAC action plan, Item (4), 
FOX.J., ROSS.M Gonoral Eloclflo Co 92/04/11. GOODMAN.C. NRC - No Detailed 
Affiliation Given. 12pp 61084*246 61084*266 


9205280268 Draft, "Interim Human Factors Review Criteria for Design Process of Ad- 
vanced Nuclear Power Reactor." 

0’HARA.J., H)GQINS,J Brookhavon National Laboratory. FIN L-2314 92/04/21 
Office of Nuclear Reactor Regulation, Director (Post 870411) 40pp 61022*287- 
61822,320 


020628 0188 Forwards comments on human factors engineering IFAAC/DAC 
FOX,J , ROSS.M, General Eleclnc Co 02/05/03 MCCHEE.v. NRC - No Delailod Af- 
filiation Given 65pp. 61814 204 61814 362 

9205209060 Requ-esls that licensee address end questions ra reviow of advanced BWR 
inserviCQ testing 

POSLUSNY.C Standardization Project Directorate (Q0121 6 920516) 92/05/04, 

MARBIOTT.PW Gonoral Electric Co 12pp 61741 341-61741 352 
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POSUJS«M NK-M. 

Detailed Affiliation Given fOpp 61791063-61791081 

92O5J90O49 Forwards POA punrih-out MCCREF V KELLY G 

OUNCON.J General Becinc Co a?'“ 5/05 POSLUSNY c , MLOHht.v , kelut.g 
MHO - Mo Dalailed Alfiliauon Gwen 3App 6 'B' 1 069 aisi nn 

9JOS260196 Summary of 920210 ' ,2 «' ‘feSjR ^“p'vmternSa*" 

PcTsLUSWC^IlandaSo? DillSorale (901216 020516) 99/05/10 

SteSIiSn PmjSct 920516) 17pp 61 785 034 61 785 050 

92&S1902fl0 Forwards rosponso lo NRC au«siions on Gonorec Ur 80-35 ro dc powor 

mX1lL,D General Eieotrm Co 92 / 06/11 LEE 6 STEWART.J , POSLUSNV.C 
MRC - No Derailed W{vi^a\voi\ Gwen 5pp 61791 075 61791 o/a 

9205190281 Forwards wewgraphs of blowdown mass/snorgy date used In advanced 
SWR subcornpartnieni Pra&siimaliori anaWsos 

SAXENA.U General Elecinc Co 1 CHARG-YANG.L , POSLUSNY.C NRG - 

Mo Delaifed Affiliation Gwon 21pp 61764 230 61764 249 

9205190274 Forwards NRC 920505 fax lo J (GE) clarify injj NRC request & GE 

commitment lo orovide wrileup lo NRG on advajicod BWR PRA doawn insiQtils 
BECKNER,WD^Risk Applicatmn Branch ^2/05/12 Pj|^ERSON,RC Standardization 
PrOiftcl Otfoctorate ^60121^920516^ tp 61791-070 61701*074 

^9205190276 Clarifies NRC request & GE commilmonl to provide wrilenp lo NRC of 
advanced BWR PRA design insights, per 920504 tefcon. Now oulline for advanced 
BWR Chapter 19 fmal SER one! i ^ ar 

KELLY G Risk Application Branch 92/05/05 DUNCAN. J* General Elactric Co 5pp 
61791 071-61791 074 

9205190282 Forwards table of Chapter 14 open items Including. tosl procoduros.pro fuel 

load checks.preop©Ta1ionaU&s1 procedures & interlftces ^ ^ 

FOX.J General Elecinc Co 92/05/13 POSLUSNY.C NRC - No Ootaited AffiHalion 
Given 28pp 61791041-61791 069 

9205190291 FoAvards fax sent lo J Duncan {GE) re NRC quostlona on GE advanced 
BWR severe accident fire submittal & questions on Insights re advanced BWR design 
derived from acfva need BWR PRA ^ 

KELLY.G Risk Application Branch 92/05/14 POSLUSNY»C, Division of Advanced 
Reactors & Special Proiects (901216 92Q516) 6 pp 61701 092-61701 ODtj 

9205200161 Forwards wnteup of looso parts monilonng sye which will appear in SSAR 
via upcommg emend 

FOX.J General Becinc Co 92/05/14 POSLUSNY.C NRC - No Ootaifod Affiliation 
Given 9pp 61784 216 61784 223 


9205260244 Forwards mfo & summanzos GE advanced BWR design process assess- 
ment 

PIERSON.RC Btandardrzalion Prelect Directorate (0012I6-920516X 02/05/1$ 
MARRiOTT.PW General Electric Co 3pp 61794 229 61794 240 


-'920528025f Concludes (haf GE should develop cohtrollod process to assuro condi- 
tions of design certification are not inadvertently compromised during FOAKE 
IW0RO.EV Special Inspection Branch 92/05/08 PIERSOHRC Slandarcfizafion 
Project Directorate (901216-920516) 9pp 61794 232 81794 240 


9205280265 Forwards summary of advanced BWR structural doeign audit at GE 
PJEflSON.RC Sfandardizalron Project Directorate (90121o-020516) 92/05/16 

MARRIOTT, PW General Electric Co 23pp 61794 241-61794 263 


92O607OO2D Forwards draft Sys 60 4 Tier 1 design descriptions & Insps. tosts.analysos 
& nccoplance criteria for Sys 60 t sld design Meeting requested on 92D512 io dis 
cuss end design doscnpiions 

BRINKMAN,CB Combustion Etinlneeeng, Inc BRINKMAN, CB ASEA Brown Bovori, 
Iric 9i2/04/ao Document Control Branch I Document Conj/o) Desk) 6&pp 61631 165- 
61631 232. 

9205070024 Forwards info to supplemonl 020325 rosponsea lo NRC request for addi 
info ro analysis of ruptured reactor coolant pump seal cooler tube & single failure as- 
sumptions for analysis of modorete energy-lino break 

BRINKMAN.CB Combusllon Engineering, Inc BRINKMAN.CB ASEA Brown Bovori. 
Inc 92/04/30 Document Control Branch (Oocumonl Control Desk) 29pp 61600 141- 
61600469 

9205070039 Forwards draft Seclion 7 of dialribullon sys design guide, discussed at me- 
chantcel & piping sys audit moating on 02O422'23 in Char lolto.NC, per commitmonl In 
vendor 920325 Ur 

BRINKMAN.CB Combustion Enafneanng, Inc BRINKMAN.CB, ASEA Brown Bovon, 
Inc 02/04/30 Document Control Branch (Documonl Control Desk) 73pp 61619,001- 
61619 002 

D205070D73 Summary of 920400 meot/ng In Rockvill 0 ,MD to discuss scope of 
design, certification for NUPLEX 80 f & control room for sys BO t- List of altendeos 
end 

WAMBACH.TV Standardization Project Directorate (901216 920518) 92/04/30 NRC 
^ No DelBiled Affillalloni Given 41pp. 61602 294 61602 334 

9205070104 Forwards draff “Sys 60 f Shpldown Risk Evaluation Repf," Part t/n fulfilf- 
mont of commitmonl of Item 5 of 020326 Ur Part 2 of draft & final version will bo pro- 
vided later this summer 

BRINKMAN.CB CombuBlion Engl/joerlno, Inc 0niNKMAf>f,C Q ASEA Brawn Boveri, 
Inc 92/04/30 Document Control Branch (Documonl Control Dosk) Ip 61691,167' 
$1591 300 

-9205070106 Draft "Sya 00 h Sluildown Risk Evaluntlon Ropl,“ Part 1 
* Combustion Enginaorlno, Inc 02/04/30, 15opp 61501.160-61591 360 

0205070134 Forwards nonprop rlotary & proprietary slides presentee) at 920310 maolinn 
w/NRQ ro Sys 80 t reactor coolant pump seal design & performance aa suppi to RA1 
rosponsos.ln rof to 920325 Itr Propriolary slidos withhold (ref 10CFR2 70D) 

BRINKMAN, CO Combustion Enginooring, Inc BRINKMAN.CB, ASEA Brown Bovori, 
Inc 02/04/30 Documonl Control Branch (Document Control Dosk) 20 pp 01633 012- 
$1639.«40 

9205110177 Oofinos ports of Nuplox 80 t design to enable NRC to complete review of 
human factora for Sya 00 j & UCPDR audd, per 920400 moollnp Table listing dockof- 
od <kicamcnt3 oncf 

MATZIE.n A ASEA Brown Bovor), inc 92/04/30 CRUrCHFIELD.D pMsion of Ad 
vanced Reactors & Special Projects (001216-920516) 4pp 61650 291-61650,294 

920B070244 Summary of 920319 mooting w/CE,lncin Roc.kvlllo.MD ro Integrliy of ffCP 
soafs upon loss of coolant & Intorsyatem LOCA considorafions List of attondoos oncl 
WAMDACH.TV StandardiiatEon PfOjoct Diroclorata (001216 920516) 92/05/01 
S lands rdfzallon Projocl Dlrocloraio (901 210 020516) 27pp 61502 261-61 b92'2a7 

9206070265 Summary of 920426 meoling w/C E & DUKEE in Dethesda.MD for C-E to 
present design overview of ABB CE Sys 6 D f Usi of allondacs onci 
NINH.SQ Slandardization Project Diroctoiato (901216-920516) 92/05/04 Standardi- 
zation Project Dirocterate (00121G 920516) 3pp 61592 2Q1-61S92 203 

9205070266 ■Notificalion of 920506 meetir^ w/C-E in Windsor, CT to discuss stolus of 
review of NUPLEX 60 -f Human Factors ffnglnoorinn 

WAMBACH.TV Stancfardizallon Projecl Dtroclotefo (ODt216^9205W) 92/05/04. 
MUHLEY.T., MIRAGIIA.F,, RUSSELL, W NRC - No Detailed Aflitialion Given 3pp 
61502 2 6 6 61602 200 


9205280105 Forwards draft summary of advanced BWR Level 1 PRA updated results to 
be transmitted to NRC including, tabular breakdown of core damage frequency by inill- 
alirw event 5 l accident clasa. 

General Elecinc Co 92/05/21 FOX,JN Oonoral Electric Co 21 pp 


92051902B3 Providoa dlscuastori paper to form basis for lolcon or moeling lo discuss 
Open issues in eteff review of rollablldy assurance program plan lor Sys 90 t Ro 
quesfs to bo fnfo/mod af when uN will bo able to support tolcon 
WAMQACH.T.V. Assteteht Olroctor for Rogion IV/V Roaclors (Post 901216} 92/05/ 
06 KENNEDY.E H Combustion Engineorlng, Inc. 14pp. 61718.171 61710 104 


9205200183 “Request for AddI Info, Performance of Containment Structure Advanced 
BWR " 

* NRC • No Delated AffilJalton Given, 92/05/28 4 pp. 61822 204 61022 206 


Forwards updated advanced BWfl PRA punch list, rof loclmo results of 
920323,24 & 25 discussions 


DUN CON. J General Electnc Co, 92/05/20. 
Given 23pp 61912 206-61 9-12 227 


KELLY, Q NRC * No Doloited Afdlfalion 


DOCKET 52-002 SYSTEM 80+ STANDARDIZED NUCLEAR POWER PLANT OE 8 ., 

Kenney 920110 response to NRC quostions on 00+ aloe 
Pm agroemanl w/NRC on cost-effec 

EcSj?flr?v JTu of util & NRC requirements 

''SEA Brown Bovof. 

BO. Nudoar Pov« 

'pesign Alternatives for Sya 60 ^ Nuclear Power Plant “ 

61 «2^2^61 552^04^°^^®' 02/04/30, 


44pF 


®^^t?C*vfa^ 920312 ^fffioM 7 to Topical Rept CENPD 210, Initially submiUOd 

oraanizatlwi '‘^^^anges cover OA pwgram.oA policy a respenslbililloa of QA 

BRINKMAN,CB ASgA Brown Bover/. 
confrof Branch (Document Control Desk), 8 pp 61550.116- 


61550122 


0205180324 Forwards propnoiary Revs 1 to NPX60 IC-SD700 02, "Sys Description for 
Critical Function & Success Path Monilorlna in NUPLEX 80 h'* & NPXGO IG-SD791-0t, 
"Sys Doscriplion for C?ontrol Complex Info Sya for NUPLEX 60 i " Ropls wJlhfiojd 
ORfMKMAN.CB Combu‘»tfon EnglnDorlnQ. Inc BRINKMAN.CB ASEA Drown Bovori. 
Inc 92/06/06 Dociimenl Conlrol Branch (Document Control Doak) 8 pp 61717,306- 
6l/)73ft, 

9205190164 Forwards Info lo supplomonl previous RAI roaponsos ro Sya 60 t .Ends In- 
ctudo info ro sizo & typo of modollng eloments used In analysis of coniainmerd alruc- 
furo & commitment to uso more consorvalivo radiological dispersion factors 
BRINKMAN.CB Comhusllon Enginooring, Inc. BRINKMAN.CB ABB Atom, Inc, (for- 
tnorly ASEA Atom, fnc ) 92/05/Q& Document Control Branch (Documonl Control 
Dosk), 176pp, 01 741.032-61 741 336 

9205210189 Forwards "Sya G 0 + Function & Task Analysis Hnal Ropt" & **NuplQx 80 t 
Rov 2 to VorifIcaiion Analysis Repi “ 

BRINKMAN.CB. ComUuslIofi EnnJneering. Inc BRINKMAN.CB ABB Atom. Ino. (for- 
merly ASEA Atom, Inc ), 92/05/00 Documonl Control Brancft (Docurnont Control 
Desk), ISOpp 617Bt,00Uf317B4‘UQ 

-9205220006 "'Nuplox 80 h Human Factors DosJon Process Summary” 

* ABB Atom. Inc (ternnorly ASEA Alom, Ino ) 92/05/00 77pp 61761 098 61761*174. 

-9206210162 "Sys 80 i Function & Task Analysis Final Ropi " 

• Combustion Eneinoormo* Inc 09/01/31. 176pp, 61781 175 61703 011 

-9205210164 "Nupfox 60 -f rev 2 to Verification Analysis RopI " 

FULO.aa., FONTAINE, C.W, filSCHOFF.QC Combusliorv Enninooring. Inc. 09/12/ 
31 200pp 61763.012-61784:110 

92Q5270269 Noiificallon of 620519 meeting W/CE In Windsor, CT to discuss status of 
review of NUPLEX 6 O -1 human factors engineering 

WAMBACH.TV Stendofdizallon Projecl Directorate (001218-920516), 92/05/12. 
MURLEy.T, MIRAGLIA.F, RUSSELL.W NRC - No Delallod Affiliation Given 4pp. 
61765 346-61705 349 


I 


I 


f 


f 
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9205220133 Forwards Rev 0 to DCTR 12. "Sys 80+ Reactor Coolant Pump Sea! Loss 
of Seal Cooling, TesI Data Rept,*' to fulfill commitment made at 920422-23 piping & 
mechanical design review meeting 

BRINKMAN ,C B Combustion Engmeofing, Inc BRINKMAN.G B ABB Atom, fnc {for- 
merly ASEA Atom, Inc ) 92/05/14 Document Control Branch (Document Control 
Desk) 2pp 61700 239 61780 263 

-9206220144 Rov 0 to "Sys 80 4 Reactor Coolant Pump Seal Loss of Seal 
Coolmg.TGsl Data Rapt ” 

* Combustion Engineering. Inc DCTR 12 ROO 92/05/14 23pp 61700 241 
61780 263 

9205280060 Responds to issue of diversity for digital instrumentation & control sys for 
Sys 80 I- pdelinoatod fn NRC 920430 Itr Best estimate analysis underway in order to 
make realistic assessment of plant performance given computer failure 
BRINKMAN, CB Combustion Engineering, Inc 92/05/18 CRUTCHFIELD.D Olfrce of 
Nuclear Reactor Regulation, Dir odor (Post 870411) 5pp 61884.189-61804 103 

9205210314 Notification of 920520 meeting w/CE for Sys 80 n In Rockvlllo,MD to dis 
cuss Initlaf comments on CE pilot ITAAC submittal 

BOYCE, T.H Advanced Reactors Pfo|ecl Directorate (901216 920516) 92/05/19 
MURLEY,T. MIRAGLIA,F. RUSSELL.W NRC - No Detailed Affiliation Given 4pp 
61756 349 61756 352 

9206070020 Forwards draft Sys 00+ Tier 1 design descriptions & Insps, tosts.analyses 
acceptance critona for Sys 80+ std design Meeting requested on 920&12 to dis- 
cuss end design dOBcriptions 

BRfNKMAN.CB Combustion Ennlneoring, Inc. BRINKMAN.CB ASEA Brown Boverl, 
Inc 92/04/30 Document Control Branch (Document Control Desk) 66pp 61631,185- 
81631 232 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0026 ROCKETOYNE DIV, (ROCKWELL INTERNATIONAL CORP.), 
CANOQA 

9205010078 Informs that licensee does not Intend to acquire any add! SNM & herewith 
tormlnaling routine NRC form 327 reporting Should any future activity occur, repts will 
bo reinitiated 

RUTHERFORD.P 0 Rockwell International Corp 92/03/31 Office of Nucloar Material 
Safely & Safeguards Ip 61516 093 01516 093 


9205200070 Forwards Amend 43 to License SNM 42 & SER Amend aulherizes exemp- 
tion from requirements of 10GFR70 24(a)(1) for storage of waste malls in 12 trailers In 
area w/o criticality alarm Condition 9 revised to include date of 920313 
HICKEY,J W Fuel Cycle Safety Branch 92/05/10 OLSEN. A F Babcock A Wilcox Co 
tp 61743 245 61743 251 

“9205200071 Amend 43 to License SNM-42 authorizing exemption from requirements 
of t0CFR70 24(d)(1) for storage of waste malls in 12 trailers in area w/o criticality 
alarm 

HICKEY.J W Division of Industrial & Medical Nuclear Safely (Post 870729) 92/05/18 
3pp 61743 246 61743 248 

“9205200074 SER approving Amend 43 to License SNM 4 2. authorizing exemption from 
criticality alarm 

KLASKY.M Fuel Cycle Safely Branch 92/05/10 2pp 61743 249 61743 250 

“9206200076 Advises that netiher environ assessmonl nor EIS warranted for 920313 
request for amer>d to License SNM-42 to authorize exemption from requirements of 
10CFR24(a)(1) for storage of waste mails in 12 trailers In area w/crilicality alarm 
HICKEY,JW Fuel Cycle Safety Branch 92/05/10 Fuel Cycle Safety Branch ip 
61743 251 61743 251 


DOCKET 70-0033 TEXAS INSTRUMENTS, INC,, ATTLEBORO, MA 

9205130058 Forwards proas release A action plan re site decommissioning mgt plan 
sites for info NRC expocts to publish action plan in FR within two wks 
AUSTIN.JH Decommissioning & Regulatory Issues Branch (Post 90123 9) 92/04/10 
KERRIQAN.JE AMAX, Inc 4pp 61678 301 61678 312 

9205270128 Forwards mgt moating rept 70 0033/92 01 on 920414 re status of actions 
takon in regard to cleaning up lo^entiflad areas of conlaminaled soil located on south 
side of bldg 12 at site 

JOYNER.JH Rogion 1 (Post 820201) 92/05/15 VEALE.FJ Texas Instruments, Inc 
3pp 61764 029 61764 034 

“9205270132 Mgt meeting rept 70 0033/92-01 on 920414 Meeting summary discuss 
status of hconsod actions ro cleaning up Idonlifiod areas of conlaminaled soil at site 
ROTH,J, PASCIAK.WJ Region 1 (Post 820201) 92/05/12 3pp 61764 032- 
61764*034 


DOCKET 70-0036 COMBUSTION ENGINEERING, INC,, HEMATITE, MO 


DOCKET 70-0027 BABCOCK & WILCOX CO., LYNCHBURG, VA 

020S050027 Nolification of significant mooling w/B&W on 920414 to review status of 
licensee safety task forces & Intogratod safely analysis 

COLLINS, D.M Region 2 (Post 820201) 92/04/02 Region 2 (Post 820201). 2pp 
61539*060-61539 061 

9206050118 Confirms 020330 arrangemonls made between TO Loo & GL Troup ro 
920414 mgt mooling at facility 

STOHR.J.P Region 2 (Post 820201) 92/04/02 CONNER.JA Babcock 8. Wilcox Co 
3pp, 6 1639 308 61539 310. 

9205120229 Forwards Insp ropt 70 0027/02-04 on 920301*31 No violations or devi 
ationa noted 

COLLINS, DM. Region 2 (Post 820201) 02/04/21. CONNER, J A Babcock & Wilcox 
Co 2pp. 61636'399-61636 346 

“9205120237 Insp ropt 70 0027/92-04 on 020301-31 No violations or dovlallons 
nolod Major areas Inspeclod.facllily oporallons, nwclonr criticality safety, radiallon 
proloctioamall control & accountability & security & safeguards 
ELLIOTT.M.P, MCALPINE,E.J Region 2 (Post 820201) , 92/04/21 6pp 61630.341- 
01636*340 

9205060126 Responds to 020428 Hr forwarding rov 13 to B&W safeguards physical so 
Gurity plan Changed acceptablo Piiyaical socurity portion of safeguards amend revised 
& reissued 

SHERR.T.S Domosllc SQ & Regional OversIghI Branch (Posl 881218), 02/04/23 
OLSEN.AF Babcock & Wilcox Co 1p 61501 204-61681*204. 

9205040112 Provides response ro violations noted In Insp Rept 70 0027/91-202 Correc- 
tive ac1lons:FNMC plan reviewed In detail w/knowlodgeable & responsible personnel 
In processing areas. 

CONNER, J A. Babcock & Wilcox Co 92/04/28. Document Control Branch (Document 
Control Desk) 3pp 61663 282-61663*204 


9205050023 Informs that safeguards insp repi 70 0036/02-01 dtd 020409 should have 
been Identified as 70 0036/02-03 

GREQER.LR Region 3 (Post 820201) 92/04/20 RODE.J A Combustion Engineer- 
ing, Inc Ip 61530 022 61539 022 

9206060262 Notification of 020512 meeting w/C E in Rockville, MO to discuss C E haz- 
ardous analysis mothodology & facility description for consolidation at Hematite facili 

^OONG,S NRC - No Detailed Affiliation Given 92/05/06 TOKAR.M , KEEGAN.E , 
ROBINSON, C NRC - No Detailed Affiliation Given Ip. 61605 298-61605 298 

9206210280 Responds to NRC Bulletin 91-001, "Reporting Loss of Criticality Safety 
Controls " Venoof curronlly updating procedures to boiler assure that events Involving 
degradation of controls will be evaluated 

CONANT,JF Combustion Engineering. Inc CONANT.JF ABB Atom, Inc (formerly 
ASEA Atom, Inc ) 92/05/15 HluKEY.JW Fuel Cycle Safely Branch. 15pp 
61834 341 61634:355 


DOCKET 70-0113 PENNSYLVANIA STATE UNIV,, UNIVERSITY PARK, PA 

9206060175 Requests one-time exemption lo current mall control & accountability regu- 
lations as specified In end Also requests that Info be withheld from public disclosure 
per 10CFR2 700(ci). 

WINSLOW, TP General Electric Co 92/02/24 SHERR.TS Office of Nucloar Material 
Safety & Safeguards 2pp 61681 347 61581 948 


DOCKET 70-0135 BABCOCK & WILCOX CO., APOLLO, PA 

9205130196 Forwards Rov 2 to "Apollo Decommissioning Plan '* 

HAERTJENS.BL Babcock & Wllcox Co 92/05/11 HICKEY*JW Fuel Cycle Safely 
Branch, Ip 81682066 61682 221 


9205050182 Fon^ards supplemenlal info to 920313 application consisling of (able pro 
viding trailer Identification number, quantity of U-235 In each trailer & avorago concen- 
tration of U'235 In each drum 

OLSEN, A F Babcock & Wlfcox Co 92/04/28. HICKEY, J W. Fuel Cycle Safety Branch 
2pp 61682.364-01662*365 

0205070141 Application for amend to License SNM-42, authorizing use of new vault, 
OLSEN. A F Babcock & Wilcox Co 02/04/29 HICKEY.J W. Fuel Cycle Safely Branch 
20pp. 61662 047-61662.067. 

9205160153 Informs that on 920407,technlclan noticed that DCI motor for recovery 
waste line Indicating below low level alarm set point, Mods mado to connect In-line 
monitor ays to unlnierruptable power supply 

LEE.TD. Babcock & Wilcox Co 92/05/07. Document Control Branch (Document 
Control Desk) 3pp, 61720:356-61 728*958 

9205150016 Application for amend to License SNM-42, reflecting that position of training 
officer removed from license since descripllon did not accurately reflect duties of offi- 
cer & changing froquoncy of internal audits to annually, 

OLSEN.A.F Babcock & Wilcox Co 92/05/08 HICKEY.J W. Fuol Cycle Safety Branch 
30pp 61708*284.61708.313. 

9205270165 Submits comments on 920926 Itr ra approval of conceptual plans A specs 
on recycle ays mods, per VPDES Permit VA0003697 Rocycfo water sys modified in ro- 
sponso to NRC violation ro unauthorized release of stormwater runoff, 

STEVENS.OD. Babcock A Wilcox Co 92/05/12. 0ELINSKY,T. Virginia, Common- 
wealth of, 1Bpp. 61909.107-61609,214, 


“9205130198 Rev 2 to "Apollo Decommissioning Plan " W/one ovorsizo drawing. 
• Babcock & Wilcox Go 92/05/31. 1O0pp 81602 067-61682 221, 


9206060 148 forwards map of Apollo borough sowers showing existing sewer line in 
same area 0AW proposing lo relocate Present valid deed holder of land In Nuclear 
Malls a Equipment Corp not BAW as previously assumed 

VIROSTEK.C. Apollo. PA 92/04/90 MCDANIEL, KK. NRC - No Del ailed Affiliation 
Given 0pp 61696 307 61506.314 

9205060041 Advises that Div of Industrial & Medical Nuclear Safety planning lo sponsor 
fuol cycle licensee workshop In mid sept In Washington, DC to bring togelnor NRC of- 
ficials A fuel cycle licensee to discuss NRC programs A policies 
HICKEYJ.W. Fuel Cycle Safety Branch. 92^5/01. HAERTJENS.B Babcock A Wilcox 
Co, STAUTER,JC Cimarron Corp CUNNINGHAM.Q E, General Electric Co. 4pp. 
61690 342*61 690'346 


9205060144 Forwards data for surface aoil background taken in 196S*B6 timeframe A 
recounted In Jan Apr 1902 Recounts performed to document changes A improve- 
ments In countirtg equipment A techniques 

HAERTJENS.BL Babcock A Wifcox Co 92/05/01 MCDANIEL.K.K Fuel Cycle 
Safety Branch 2pp 61596*230 81596:241 


92060601 58 Informs that BAW formally requested termination of Licer>39 8NM-145,in 
020415 Itr. 

TAYLOR.J.M Ole of the Executive Dirocler for Operations. 02/05/04. THE CHAIR- 
MAN. SELIN, I Commissioners (Post 750110) Ip 61596 249 61596^249 
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9205130152 Roquests response to listed questions re evaluation of pathways which 
could lead to slgnilrcanl exposure to radiation & radiation assessment dose to individ' 
uals resl-ding near& 16 sectors surrounding site 

HUTCHISON ,H Atfilralion Not Assigned 92/05/07 MC DANIEL. K NRC Wo Detailed 
Affiliation Given 2pp 61671 0S6 61671 057 

9205130180 Responds to telcon concerns ra rocont iFsting of Baw Apollo site in NRC 
Site Oecommissronlrg Mgt Plan Contaminated sites listed in plan If presence of targe 
amounts of soil contamination or unused sellling ponds noted 
BERNERO.RM Office of Nuclear Material Safoly & Safeguards 92/05/11 
HAERTJENS.B L Babcock & Wifcox Co 2pp 61700 299 61700300 

9205190164 Requests NRC stop proposed pro|ect w/ '"Cease & Desist Order” (or lO' 
stallalion & oparaHon of unlicensed.unlried.unproven, experimental-type 
crushing .screening pi ant, as related by DER spokesman 

HUTCHISON.H Affilialion Not Assigned 92/05/11 MCDANIEL, K NRC • No Detailed 
Affiliation Given 2pp 61749 354-61740 355 

9205220206 Forwards proprietary cost estimate to comptoto deconlamlnelion/ 
decommissioningjncluding costs prior to Jan 1992 & detaifod cost estimate covering 
Jan 1992 to profect comptelion End withheld (ref lOCFRa 790) 

HAERTJENS.BL Babcock & Wilcox Co fl2^5/11 HICKEYJW fuel Cycle Safety 
Branch 2pp 51799 358 61709369 

9205216282 Advises that licensee has not performed radioacliva motl bunals.por au- 
ihorfzation of 10CFR20302 at Apollo site 

HAERTJENS.B L Babcock & Wifcox Co 92/05/15, Fuel Cycle Safety Branch, Ip 
61758 293 61758 293 

9205226116 Forwards required affidavit for withholding ''Hydrogootoglcal Assossment 
Rapt of ^ollo Facility,” fref 10CFR27fi0). omitted from 020423 submittal 
HAERTJENS.BL Babcock & Wilcox Co 92/05/16 HICK6Y.JW Fuet Cycle Safety 
Branch 2pp, 61770 360-61770 361 , 

9205200262 forwards Rev 2 to Apollo Decommissioning Plan, Section 4, "Final Radio- 
logical Survay,"' inctuding revised table of conlonIs.Eist o1 tables & list of figures noces- 
s Hated by revised Section 4 

HAERTJENS.BL Babcock & Wilcox Co 92/05/19 HICKEY.JW Fuel Cycio Safoly 
Branch Ip 61772313 61772,339 

«920520<)284 Rev 2 to Apollo Decommissroning Plan, Section 4, "Ftnal Radiological 
Survey.” 

■ Babcock & WiJcox Co 92/06/1 1 20pp 61772 314 61772 339 

9205260137 Forwards minor changes 1o Rov 2 to decommissioning plan, submitted on 
92051 1,(n order to clarify plan 

HAERTJENS.B L Babcock & Wiicox Co 92/05/22 HICKEY.J W Fuel Cycle Safoly 
Branch 72pp. 61875 122-61875 218 


DOCKET 70-0139 D.E. MAKEPEACE CO., ATTLEBORO, MA 

6205130058 Forwards press reloaso & action plan ro site decommissioning mgt plan 
sites for info NRC expects to publish action plan In FR wilhin two wks 
AUSTIN,J H Decommissioning & Regulatory Issues Branch (Post 001230)- 02/04/10 
KERniGAN,JE A MAX, Inc 4pp 61670301-61678312 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN. TN 


9205010282 Forwards Rev 14 to site training plan Rev withheld 
PAINE,D Nuclear Fuel Services, Inc 02/04/20 EBNETER.S D Region 2 fPoat 
820201) 3pp 61552 311-61552 312 

9205050219 Informs that force-on-force security exercise scheduled for wk of 920521 
has been rescheduled for wk of 920513 

PAINE, D Nuclear Fuel Services, Inc 92/04/24 SHERR.T S Division of Safeguards & 
Transportation (Post B70413) 1p 61573 290 61573 290 

9205120154 Forwards Insp repl 70-0143/92-07 on 920229 0330 No violations or devi 
ations noted 

COLLINS.DM Region 2 (Post 820201) 92/04/27 JOHNSON.CR Nuclear Fuel Serv- 
ices, Inc 2pp 61636 015-61636 022 

“9205120161 Insp rept 70 0143/92-07 on 920229-0330 No violations or deviations 
noted Major areas inspected facility operations, mad control & accountability & nuclear 
critcallty safety, 

BURRIS, SP, MCALPIN£,EJ Region 2 (Post D20201) 92/04/24 epp 61636017- 
61636 022 

9205190132 Forwards insp ropl 70-0143/92-09 on 920406 10 No violations or devi- 
ations rated 

COLLINS, OM Region 2 (Post 820201) 92/05/01 FERGUSON.DB Nuclear Fuel 
Services, Inc 2pp 61707:318-61707 330 

“9205190135 fnsp repl 70-0143/92-09 on 920406-10 No violations noted Major areas 
Inspected onsita review of safety program activities, Including mgt organization & 
controls, nuclear criticality safety & operations 

BASSETT.CH. MCALPINE.E J Region 2 (Post 820201) 92/05/01 9pp 61707 320 
61707-330 

9205270085 Forwards fnsp root 70-0143/92-08 on 920406-10 & notice of 
violation Concern re repatilive failure to properly issue termination repts noted 
CLINE, W.e Region 2 (Post 820201) 92/05/04 JOHNSON, C R Nuclear Fuel Serv- 
ices, Inc 2pp 61 762.254-61 762'286. 

“9206270087 Notico of violation from insp on 920406-10 Violation noted licensee failed 
to provide timely lormiinatior> notices of worker exposure for listed examples 
• Region 2 (Post 820201). 92/05/04 2pp. 61762 256 81762-267 

“9205270009 Insp ropl 70 0143/92-08 on 920406*10 Violations noted Major areas 
inspsctociPu facilitios cfecom missioning, waste ponds decommissionlngjadialion 
proloclion, rad waste mgt & Iransportatlon of radioactive mails 
BOLAND, A T , GLOERSEN.W 0 . DECKER,! R Region 2 (Post B20201) 92/05/01 
2epp 61762 250-61762 286. 

9205000027 Reviews 020402 request for amend to License SNM-124, revising Safe 
guards Amend SG-3 re corlafn R&D operations on unirradialod high temp HTGR 
fuel License Condilion 4 3 revised to read as listed 

SHERR,TS Pomestic SQ & Regional Oversight Branch (Post 881218) 92/05/06 
PAINE, 0 Nuclear Fuel Services, Inc. 1p 61840 360 61649 360 

9205130155 Confirms that 020611 meeting re nuclear criticality safety performance im- 
grovomont program status & ponds & Pu decommissioning project status scheduled in 

PAINE, D. Nuclear Fuel Services, Inc 92/05/06 HICKEY.JW. Fuel Cycle Safety 
Branch, Ip 61684 359-61684 359 


9205030045 Forwards partially wilhhefd insp rept 70-0143/02-202 on 920316-20 No vio- 
lations or deviations noted 

SKERRJ S. Domestic SG & Regional Oversight Branch (Post 681218) 92/04/02 
PAINE, D Nuclear Fuel Services, Inc 1p 61610 335-61610 336. 

“0206090049 Pa rlially withheld Insp Rept 70-0143/02 202 on 920316 20 No violations 
or deviations noted Major areas Inspected licensee matl control & accounting 
program Detail wjlhhold (ref 10CFn2 790) 

JOY,D R , TING.P. Domestic 3Q & Regional Oversight Branch (Post 681218), 92/04/ 
02 Ip. 61610 336 61610 336 

9205220108 Advises that author promoted to Chairman of NFS & DB Ferguson promot- 
ed to company president News release announcing mgt changes end 
JOHNSON, CH Nuclear Fuel Services, Inc 92/04/03 EQNETER.S D. Region 2 fPosl 
820201) 2pp 61772.350-61772.351 

92Q50S0060 Responds to NRC 920227 Itr ro violations noted In Insp Repl 70 0143/91- 
31 & informs lhat NRC evaluated response & found that response meets requiro- 
mentsof 1OCFR2 201, 

STOHR.jp Region 2 (Post 820201). 92/04/06 JOHNSON, CH Ngefoar Fuel Sorv- 
ices, Inc Ip. 61639 -133-61 530.1 33 

9205180292 Forwards current decommissioning protect schedules for plutonium facili- 
ties & for ponds 

PAINE,0 Nuclear Fuel Services, Inc 92/04/06 E9NETeR,SD Ronion 2 (Post 
820201) 6pp 61718 236-61716 240 

9205160261 Forwards monlhlv status ropl for nuclear cnlica'iily safety performance im- 
provement program Station limit cards havo boon Implomonted In several areas & SE 
wasporformed & issued for Bldg 1 1 1 (LEURF) 

PAINE, D. Nueffiar Fuel Services, !no 92/04/09 EBNETER,SD Region 2 (Post 
620201) 18pp 61718.241-51718 258. 


9205130234 Forwards monthly slalus rept for nuclear criticality safety porformance Im 
provemant program Areas complotsd include, station limit cards & new employee 
Irainii^. 

PAINED Nuclear Fuel Services, Inc 92/05/06 Document Control Branch (Document 
Control Desk) 18pp 61604.340 61684-357 

9205140035 Foiwards "Basis for Threshold Concentrations Found In Table 3-1 of Radi- 
oiogical Contngency Plan, Rev 8 Dtd Juno 1990," per License Condition 59 Instruc- 
tions in Table 3 1 will bo revised to more clearly Indicate basis for limits given 
PAtNE,0 Nuclear Fuel Services, Inc 92/05/06 HIGKEY,JW Fuel Cycle Safety 
Branch 4pp 61700 317-61700 320 

9205210116 Forwards revised statement re NRC Bulletin 91-001, “Reporting Loss of 
Cnlicahly Safety Controls.” to address concerns Identified In NRC 920416 Itr 
PAINE, D Nuclear Fuel Services, Inc. 92/05/15 Document Control Branch (Document 
Control Desk) 6pp 61760 328-61760 333. 

9205210246 Summary of 920312 meeting w/NFS re withdrawal of decommissioning 
furtds & 920414 meeting ro proposed license conditions for renewal List of attendees 
& draft license conditions end 

PENN1NGT0N,WS Fuel d^ycle Safety Branch 92/05/19 HICKEY ,JW. Fuel Cycle 
Safely Branch. 38pp. 61760 081 61760*110. 

92052B0030 Application for amend to License SNM-124, authorizing licensee to proceed 
w/R&O lab project lo perforin developmental studies on radioactive matl including U- 
233 & Pu 

PAINE.D. Nuclear Fuel Services. Inc 92/05/20 H;CKEV.JW, Fuel Cycle Safely 
Branch 76pp 61910-272-61910 347. 


DOCKET 70-0203 ARMY, DEPT. OF, WATERTOWN, MA 


920S050098 Forwards insp repl 70 0143/92 06 on 020309 13 No violations or dovi 
ations noted. 

COLLI WS.D.W Region 2 (Post 820201), 02/04/13. JOHNSON.C.R Nuclear Fwot Serv- 
ices, Inc 2pp, 61539:239 61539 246. 


“9295050099 Insp rapt 70 0143/92-08 on 020309-13 No violations noted Major areas 
conU4)l3,lraining.nuclaar crilicalltv fiafety.operalions & main! 
KASNICKI.D. MCALPINE,E.J Region 2 (Post 620201) 92/04/10. 6pp. 61639 241- 


9205060173 Forwards three copies of Rov 6 to physical safeguards plan, including 
orgarfzational changes, security post manning mods & other minor 
clari(icalions,per 1OCFR7a32(0) End withheld ref 10GFR9 5, 

PAINE.D Nuclear Fuel Servicea. (nc 92/04/16 COLLINS.D M Region 2 (Post 
820201). app. 6 1 591 34 4 6168 1 .346 . 


9205130059 Forwards press release & acHon plan re site decommissioning mgt plan 
sites (or info NRC expects to publish action plan In FR within two wks 
AUSTIN, JhH Decommissioning & Regulatory Issues Branch (Post 901230) 92/04/10 
KERRIGAN, J.e, AMAX, Ino 4pp 61678.301-61678 312. 


DOCKET 70-0304 BABCOCK & WfcLCOX CO , APOLLO, PA 

9205050041 Advises that OiV of Industrial & Medical Nuclear Safety planning to sponsor 
fuel cycle ficonsee workshop In mid-Sept In Washington, DC lo bring togelner NRC of- 
ficials & fuel cycle licensed io discuss NRG programs & policies, 

HtCKEY.J-W Fuel Cycle Safely Branch. 92/05/01 HAERTJENS.B Babcock & Wilcox 
Co STAUTEB,JC Cimarron Corp CUNNINGHAM,G E General Electric Co 4pp 
61590342 61690345 
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DOCKET 70-0371 UNC, INC , UNCASVILLE, CT 

920S260035 Forwards replacemont pages 8 & 9 for decommissioning plan Change in 
corporates discussion on outdoor aroas^ 

GREGG.RJ United Nuclear Corp (subs of UNC. Inc) 02/05/ It AUSTIN.J H De- 
commlssiofting & Regutalory Issues Branch (Post 901230) 3pp 61700 354- 
61780 356 


DOCKET 70-0390 COMMERCE, DEPT, OF, NATIONAL INSTITUTE OF STANDARDS 
A 


9205220179 Lists doficioncios noted based on review of 920407 submittal ro ememency 
plan roqulromonts por 1QCFR70 22(i)(1) & 30 32(i)(l) 

TOKAR.M Fuel Cycle Safety Branch 92/05/20 PEVEY.LE National Institute of 
Standards & Technology (formerly National Bureau of Sfanda 2pp 6f7e7 357- 
61787 350 


DOCKET 70-0687 CINTICHEM, INC., TUXEDO. NY 

9205220119 Forwards diagrams from Leggotto, Bras hoars & Graham, Inc Sept, 1991 
draft rept of “Phase II Hydrogootogic Invesflgatlon Cinlichem Facility, Long Meadow 
Road, Tuxedo, NY," consisting of Figures 3,4,6.12,14 & 15 

TRUSKOWSKI.E J Cintlchom, fnc 92/04/27 PARROTT.J , ORLANDO.N NRC - No 
Dotailod Affiliation Given 7pp 61700 220 61700 234 


DOCKET 70-0698 WESTINGHOUSE ELECTRIC CORP, PITTSBURGH, PA 

92051300S8 Forwards press release & action plan ro site decommissioning mat plan 
sites for Info NRC expects to publish action plan in PR within two wks 
AUSTIN.J H Decommissioning & Regulatory Issues Branch (Post 901230) 92/04/10 
KERRIGAN, JE AMAX, fnc 4pp 81678 301 61678312 


DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA 

9205010019 Submits SNM physical Inventory summary repts reflecting plant activity for 
period ending 920309 W/o repts 

WISHAM,C L General Atomics (formerly QA Technologies, Inc /General Atomic Co) 
92/04/07 SHERR,T S Domestic SG & Regional Ovorsmhl Branch (Post 801210) 1p 
61516 040-61516 041, 

9205070047 Forwards revised ropl entlllod, “Decontamination of Area B2 (Main Silo 
Sewage Pumphouse) for Release to Unrostriclod Use," dtd 020130,in support of 
920205 & 0317 requests to State of CA Revised date 920227 
ASMUSSEN.K E General Atomics (formerly QA Technologies, Inc /General Atomic 
Co.) 92/04/30. HICKEY,JW Fuel Cycio Safely Branch 6pp 61621 119-61621 149 

-9205070049 Revised ropt, “Doconlamlnallon of Area 02 (Main Silo Sewage Pump- 
house) for Rolaaso to UnrosUicled Uao 

* General Atomics (formerly GA Tecfinolooios, Inc /General Atomic Co ) 02/02/27 
25pp 61621 125 61621 149 

920S040280 Submits results of review of 920414 Itr re docontamlnation guidelines for 
QA SVA decommissioning proleci Confirms that criteria are Option 1 of Branch Tech- 
nical Position ro disposal of onsite storage of thorium or U wastes 
HICKEY, J W Fuel djycle Safely Branch 92/06/01 ASMUSSEN.K E General Atomics 
(formerly Q A Technologies. Inc. /Genera I Atomic Co) Ip 61595 327-61695:327, 

9205070029 Ack receipt of 020416 Itr Informing NRC of stops taken to correct violations 
noted in Insp repl 70-0734/92-01 

PATE.RJ Region 5 (Post 020201) 92/05/01 RADEMACHER.R N General Atomics 
{formerly QA Tochnologios, Inc /General Atomic Co ) 3pp 61573 025-61573 033 

"9205070034 Responds to NRC 920228 Hr re violalions noted In fnsp repl 70 0734/02- 
01 on 920226 Corrective actions professional level health physicist added to staff & 
workshop scheduled for 920422 

ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc/Gonoral Atomic 
Co) 02/04/16 MARTIN, JB Region 5 (Post 820201) 5pp 61573 020 61673 033 

920S0600B4 Forwards corrected Amend 1 9 to License SNM 696, revising radiological 
contingency pfan.SER & categorical oxefusion W/o SER & categorical exclusion 
HICKEY, J W Fuel Cycle Safety Branch 92/05/04 ASMUSSEN.K E General Atomics 
(formerly GA Technologies, Inc /Qonoral Atomic Co) Ip 61596.252 61596.259, 

-9206060094 Amend 19 to License SNM 606 for General Atomics, revising radiological 
contingency plan 

* Fuel Cycle Safety Branch 92/05/04 5pp. 61596 2 55 61596 259 

9206070196 Forwards Insp Rept 70 0734/92-01 on 920305 0401 No violalions or devi- 
ations noted Dolalls withheld (ref 10CFR73 21). 

COLLINS.D.M. Region 2 {Post 820201) 02/06/04 RADEMACHER.R.N General 
Atomics {formerly GA Technologies, Inc./Qenoral Atomic Co). 2pp. 61662.114- 
61662.116. 

-9206070196 Partially withhold Insp rept 70 0734/02-01 on 920305-0401 (ref 
10GFR73 21). No violations or doviafions nolod Major areas inspectod'shipment of 
SNM of moderate strategic signlficanco 

MASNYK,OM. MCGUIRE, DR. Region 2 (Post 820201) 02/04/30, 1p 61662.116- 
61662.116 

9205260169 Discusses total U content fn samples from confirmatory survey rept did Jan 
1092.Tolat U content In samples from June 1991 confirmatory survey wifhln NRC 
guidelina value of 30 pCI/g 

BERGER, J D Oak Ridge Associated Universities, 92/05/04 HOOKER, C Region 5 
(Post 820201) 4pp 61802-357-61802.360 

9205150069 Requests that current license renewal application be updated lo address 
requirements for decommissioning of financial assurance 6 emergency plans.Advlses 
that renewal subject to denial If not supplemented wdhin 30 days. 

HICKEY.J W Fuel Cycle Safety Branch 02/05/12, ASMUSSEN.K E. General Atomics 
(formerly GA Technologies, Ino./General Atomic Co ) Ip 61675 357-01676:357 


9205220182 Forwards Amend 20 lo License SNM 696.SER & categorical 
exclusion Amend deletes sewage pumphouse station as authorized place of use 
HICKEY.J W Fuel Cycle Safely Branch 92/05/20 ASMUSSEN.K E General Atomics 
(formerly GA Technologies, Inc /General Atomic Co ) Ip 61778 336 61778 344 

-9205220185 Amend 20 to License SNM 696, changing License Condition 9 to delete 
sewage pumptiouse station as authorized place of use 

HtCKEY.J W Division of Industrial & Medical Nuclear Safety (Post 870729) 92/05/20 
5pp 61778 337 61778 341 

-9205220169 SER supporting Amend 20 lo License SNM 696.fel08Sing sewage pump 
house station for unrestricled use 

HORN.M. TOKAR.M Fuel Cycle Safety Branch 92/05/20 2pp 61778 342- 
61778 343 

-9205220191 Advises lhal neither environ assessment nor EIS warranted re 920305 
application for amend to License SNM 696.deloting sewage pumphouse as authorized 
ptaco of use 

HICKEY.J W Fuel Cycle Safely Branch 92/05/20 Fuel Cycle Safety Branch Ip 
61770 344 61778 344 


DOCKET 70-0754 GENERAL ELECTRIC CO., PLEASANTON, CA 


9205060041 Advises lhat Div of Industrial & Medical Nuclear Safety planning lo sponsor 
fuel cycle licensee workshop in mid Sept in Washington, DC to bring togetnor NRC of- 
ficials & fuel cycle IJconseo to discuss NRC programs & policies 
HICKEY, JW Fuel Cycle Safely Branch 92/05/01 HAERTJENS.B Babcock & Wilcox 
Co ARNOLD, WH Louisiana Energy Services LEROY, P Duke Engineering & Serv- 
ices 4pp 61590 342-61590 345 

9205190020 Forwards insp repl 70 0754/92 Ot on 920413-17 No violations noted 
PATE.RJ Region 5 (Post 820201) 92/05/01 DARMITZEL.RW General Electric Co 
2pp 61705 327-61705 334 

-0205190042 Insp ropt 70 0754/02 01 on 920413-17 No violations noted Major areas 
fnspecled followup on opon ilems.mnl & organization .criticality safety, operator 
training, operations review & maInt/surveiTlance testing 

HOOKEn,CA, PATE.RJ Region 5 (Post 820201) 92/05/01 8pp 61705 329 
61705 334 

920B060214 Trip rept of 920413-17 visit lo GE Vallecitos Nuclear Center re GE's Spe 
cial Nuclear Mali License SNM-960 renewal & amondmont action 
SHUM.EY, KLASKY.ML, WILSON, RE Fuel Cycle Safety Branch 92/05/04 
HtCKEY.J W Fuel Cycle Safety Branch 2pp 61596319 61506 320 


DOCKET 70-0824 BABCOCK & WILCOX CO , LYNCHBURG, VA 


9205220010 Forwards response to NRC Bulletin 91-001 ro amounts & use of SNM Naw 
Procedure 6QP-30 gonoratod lo incorporate ovaiualion & notification criteria for 
mgt.nuclear criticality safely specialists & NRC 

BOYD.CC Bnbcock & Wifcox Co 92/05/15 Oocumonl ConlroJ Branch (Documenl 
Control Desk) 3pp 61772 356 61772 360 


DOCKET 70-0832 MINNESOTA MINING & MANUFACTURING CO., ST. PAUL, MN 


9206130058 Forwards press release & action plan re site decommissioning mgl plan 
silos for Info NRC expects to publish action plan {r> FR wilhin two wks 
AUSTIN, JH Decommissioning & Regulatory Issues Branch (Post 901230). 92/04/10 
KERRIGAN, J E. AMAX, Inc. 4pp 61678 301-61670 312 


DOCKET 70-0893 FLORIDA INSTITUTE OF TECHNOLOGY, MELBOURNE, FL 

9205140044 Application for renewal of Liconso SNM 844 for 5 yrs License amended on 
010513 to restrict authorized use of malls to possession, storage. package & transfer 
0OWIE.RC Florida Instltulo of Technology, Melbourne, FL 92/04/14 HOSEY.C 
Region 2 (Post 820201) Opp 61700 312-61700 314 


DOCKET 70-0903 UNITED NUCLEAR CORP,, ELM8FORD, NY 


9205130058 Forwards press release & action plan ro site decommissioning mgt plan 
sites for Info NRC expects to publish action plan in FR within two wks 
AUSTIN.J.H Decommissioning & Regulatory Issues Branch (Post 901230) 92/04/10 
KERRIGAN, JE AMAX, Inc 4pp 61678 301 61678 312 


DOCKET 70-0926 CIMARRON CORP., OKLAHOMA CITY, OK 


9205080142 "Environ Monitoring Results for Cimarron Facility for 1991 " W/920429 Hr 
STAUTER,JC Kerr-McQoe Corp 91/12/31 HICKEY.J W Fuel Cycle Safely Branch 
6pp. 01606 242-61596 247. 

9205130058 Forwards press release & action plan ro site decommissioning mgt plan 
sites for Info NRC expects to publish action plan in FR wilhin two wks 
AUSTIN.J H Docommlssloning & Regulatory issues Branch (Post 901 230) 92/04/ 1 0 
KERRIGAN, J E AMAX, Inc. 4pp. 61678 301-61870.312 

9205050041 Advises that Div of Industrial & Medical Nuclear Safety planning to sponsor 
fuel cycio licensee workshop in mid Sept in Washington, DC lo bring togetnor NRC of- 
ficials 6 fuel cycle licensee to discuss NRC programs & policies 
HICKEY.JW Fuel Cycle Safely Branch 92/65/01 HAERTJENS.B Babcock & Wilcox 
Co ARNOLD, WH Louisiana Energy Services LEROY, P Duke Engineering & Serv 
ices 4pp 61590 342-61590 345 

0205260132 Forwards draft "Confirmatory Radiologicaf Survey, Former Buriat 
Group, Cimarron Corp Facility, Crescent, OK “ Roviow requested 
FRANCE.QM. Region 3 (Post 820201) 02/06/19 MCDANIELS. K Office of Nuclear 
Material Safety & Safeguards Ip 61801 311 61Q01 358 
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■9a052i601^ Fomards draft, "Confsrmatofv Radiological Survoy^Fornnor Burial Ground 
Cimarron Corp Facility, Crascenl.OK" 

SMITH.B W Oak Ridge Associated Universilias S2-/O4/0B FRANC E,G Roqlon 3 
(Post B20201) 1p eifiOl, 312 61801 312 

■9205260135 Draft "Con firm alofy Radiological Survey.Formor Burial Ground Cimarron 
Corp Facility.CrescentOK ” 

SMITH.B.M Oak Ridge Associated UrriversitiBs FIN A-0076 92/04/30 Division of In* 
austnal & Medical Nuclear Safety fPost 870729) 46pp 61001:313*61601 358 


DOCKET 70.1 IW COMBDSTIOW ENGINEERING, INC., WINDSOR, CT 

9205210280 Responds to NRC Bulletin 91*001. "Reportino Logs of Critteallty Safety 
Controls Vendor curronlly updating procedures to better assure that ovenla Invotvina 
OMradatfon of controls will be evaluated 

CONANTJF CombifsUon Engineering, Inc CONANT.JF ABB Atom, fnc (formerly 
ASEA Atonn. Inc ) 02/0S/15 HICKEY.J.W Fuel Cycle Safety Branch 16pp 


DOCKET 70-1113 GENERAL, ELECTRIC CO., WILMrNQTON, NC 


9205050053 Forwards summery of 920401 mgt meeting m Atfanta.QA re compfeilon of 
P9|i^nianca improvement program & reporting requirements for nircloar crittcatity 

§TOHR.JP Replan 2 (Post 020201) 92/04/03 SI LVEBTHORNE,D- General Electric 
Co. 4pp, 61541 007*61841-031 

~920S0500$5 Forwards performance Improvement program stales rept 13 
SILVERTHORNE.O General Efeciric Co 92/04/01 Region 2 (Post 820201). 21pp. 
61541 011*61641-031. a v / 

9205120161 Discusses Info provided In 920316 Ur concerning emergency 
planning, Informs that concept of using logic (low diagrama & classiTfcatlon charts 
commendable Comments on details of diagram & charts end 

CUNE,WE. Regfon 2 (Post 820201) 92/04/09. SILVERTHORNE.D General Gfoclrlo 
Co 3pp 61638.009-61636011, 

9205190972 FonA^ards ORAU analytical results for soil & water samples from excavated 
area beneath FMO.FMOX bldg Info being provided for use fn comparing moasuremanl 
results lo Independent survey data 

CLINE,WE. Reglor* 2 (Post 820201) 92/04/10 5ILVeRTH0RNE,D General Electric 
Co. 1p. 61707211-61707.214. 

-9205190062 Forwards roaulls of analyses on soil & water sampfes from QE focillly.Soil 
samples all contain co neon ballons of u above normal background levels One samplo 
contains high concantr alien of gross activity 

Associated Lfnfvorsitios. 91/12/26. DECKERJ Ronion 2 
(Post 820201) 3pp, 611^7.2(2 61707,214. 

9205120026 Forwards Insp rept 70 1113/92*05 on 920323 27,No vlotatSona or dovi 
aifons noted 

COLLINS, D.M Region 2 (Post 8202()t) 92/04/22 SILV ERTHORNE A General Elec- 
tric Co. 2pp 61638003 61636:103 

•■•9a0S12()045 Insp repl 70-1113/92*05 on 920323 27.No violations or cfovlallons 
noted Major areas inspected mgt & organization controls, nuclear criilcolily 
aafe^,operetions & malnl & testing. 

MCALPINE,EcJ. Region 2 (Post 020201). 92/04/22 epp. 61636 005- 

u1 1fj3 


920S1 90048 Discusses loss of cnticairty safety controls, par NRC bulletin 01 00 1. Use of 
reporting requirements stated in 920407 Hr accoptablo. 

EBNET£R,Sp Redon 2 (Post 620201). 92/04/23. SILVERTHORNE.D. General Eloc- 
Irlc Co. 2pp. 61 707.1 37*01707:1 42. 

-9205190055 Requests NRC approval to replace currortl event reporting requlremonts 
w/requIremeJits aubmltled ii^ response to NRC bulletin 91-001. 

EeNETER.aa Region a (Pom 

9206120262 Forwards insp rept 70-1113/92-201 on 020400 10 No violations or devi- 
ations no led 

& Regional Oversight Branch (Post 861216). 92/04/30. 
OGDEN ,W GeneralElflclflcOo. Ip.ei654:355-61854‘356 

withheld map rept 70.1113/92*201 on 920406*10 (rol 
lOCFR 2. /gold)). Major areas In spec ted. Internal controls, moasuromenis.moasuramont 
controls & physical inventories. 

»°&ip°61?54 3"M ‘ Safeguards 

Forwards Slate of NC 920415 (tr containing resulla of review of remedial 
action plan re subsurface floor leakage of process solution ^ licensee 920504 re- 
sponse. 

eTss. .'fs'-Stew """ 

" Sanyas lo^eAnSped^U^ So" 

FIELDS, H, General EfectrloCo 91/11/07. Ip, 61066.173-61866.173. 

FIELDS, KM General Electric Co 01/11/13. 11pp. 61665.174 61865:164. 

9205140124 Application for amend to License 8NM-1 097, providing addl updated Info of 
bloassay (uflnalvsis) program aa Identified In Soolion 3.2.4 3 2 8? Chaplera 12 6 13 of 
current oNM license, 

K®%1?oT26i-6"ia^ HICKEV,J.W. Fu*I Cyda Safety 

9205150162 Forwards Amendment 24 to license SNW-1097 & SER Amend authorizes 
natSs n\o<h\8 & guidelines for estimating Inlakea of uranium from url 

SflMITI 1*332^^ 02/06/12, WfNSLOW.T P. General Eleciric 


"9205150166 Amend 24 to License SNM*1097 for GE, authorizing use of new blokmelic 
models & guidelinos for estimating intakes of U from urinalysis data 
HICKEY, Jfr Fuel Cycle Safety Branch 92/05/12 Ip 61711 333 61711 333 

—9205 1 50167 Safety evaluation supporling amend 24 lo license SNM-1097, 

FLACK^ED Fuel Cycle Safely Branch 92/06/12 Ipp 61711 334 61711 334 

—9205 1501 69 Advises that neither EIS nor environ assessmonl warranted for 920508 
application for amend to License SNM-1097. 

HICKEY, JN Fuel Cycle Safet-y Branch 92/05/12 Fuel Cycle Safety Branch to 
61711 335 61711335 

0205160242 SuppI to 920214 application for amend to License SNM-1097, adding ox- 

C lanations for crilFcality safely, taking credit for absorption In neutron poisons Rev 35 to 
icensG SNM-1097 end 

WINSLOW, TP General Elecinc Co 92/05/12 HICKEY.J W Fuel Cycle Safety 
Brar^ch 1 ipp 61731 319 61731 329 ^ 


DOCKET 70-1 143 WESTINQHOUSE ELECTRIC CORP , PITTSBURGH, PA 

9205050041 Advises that Div of Induairial & Medical Nuclear Safely planning lo sponsor 
fuel cycle licensee workshop in mld-Sopl in Washington, DC to bring togolner NRC of- 
ficials & fuel cycle llcensoa to discuss NRC programs & poBIcios 
HICKEY, JW Fuel Cycle Safety Branch 92^5/b1. HAERTJENS.B Babcock & Wilcox 
Co JOHNSON, WJ Weslinghouse Eloclric Corp GANNON, WG Cabot Corp 4pd 
61690 342 61690-345 


DOCKET 70-1161 WESTINQHOUSE ELECTRIC CORP., PITTSBURGH, PA 


920S070191 Trip rept of 920408 visit lo WestlnghousG Columbia facility to review cur- 
rent status of ground cento mlnatlon charactorlzation & to discuss issue of onsite bur- 
ials ''Hydrocono'' & auger soil sampling results end 

DECKER,! R Region 2 (Post 020201) 82/04/17. CLINB.WE Region 2 (Post 
020201). 9pp 61590,311-61599-319. ^ ' 


9205070128 Forwards "Rept of Soil 6 Qround-Wator Sampling Outside of Solvont Ex- 
traction Area." 

FJSCHER.R,E Wostlnghouso Efeclric Corp 02/04/30. PENNINQTON.S NRC - No Do- 
tailed Affiliation Given Ip 61660 030 61660 360. 


‘-M0SO7O137 "Ropi of Soil & Ground-Water Sampling Outside of Solvent Extraction 

SANDERS, DP SEC Donohuo. 02/02/20 29pp 81650331-01650.359 

9205190179 Forwards insp ropt 70 1151/82 02 on 920300 13 & 24-28 Violation noted 
but not cited 

COLLINS.OM, Region 2 (Post 620201) 92/05/01 KOQA,RH Westinghouso Eloclric 
Corp 2pp 61706*161-01706 210 


"9206190101 Insp ropt 70 1161/02-02 on 920300-13 & 24 26 No viofalions noted.Major 
areaa Inspoclod nuclear cnticatily aafoly pro gram, In eluding mnl oroanization & 
conlrols^eralor 1 raining & qualfficatlDna & oriticQlily safety 
BASSETTIch, BURRIS.SP, MCALP1NE,EJ Region 2 (Post 620201), 02/04/30 
66pp 61706163-61706 210. ' 


9205060 1 20 Recognizes 020401 changoa to curronlly approved FNMC plan Changes 
conglstoni w/10Crn70.32(c) & accoplablo Llconso Condillon 1 1 of Amend SQ-3 to 
Liconso SNM-1107 being rovisod effective lmmodiatoly,as rofloclod in end 

Domestic SQ & Hoglonal Ovorsighl Branch (Post 661216) 02/05/05. 
SANDERS, C F Woatinghouso Electric Corp 2pp 61865.040 61 665 041. 


9206150200 Roquoeis assistance In pfoparalion of SER for Uconso amend In Juno 1992 
fo Rov 2 lo alto omergoncy plan.Soailon 3 

TOKAR.M Fuel Cycle Sefoty Branch. 92/05/12 COMBS, FC Fuel Cycle Safely 
Branch Ip. 61722,030 €1722 030. 


0205210205 Submits info fo required radioacUvily analysis of site groundwoter at loca 
tion Well 23, 

FISCHER.RE Wostlnghouso Eloclric Corp 02/05/13, PENNINQTON.S. Fuol Cycle 
Safoly Branch. Ip, €1768*204 01766204 


DOCKET 70-1193 CIMARRON CORP., OKLAHOMA CITY, OK 


9205060142 ‘'Environ Monitoring Results lor Cimarron Facility for 1001 " W/920429 Hr. 
STAUTER,J.C. KerrMcGoo Corp 01/12/31. HICKEY.J W Fuel Cycle Safoly Branch 
6pp. € 1 606*242 0 1 606.247, 


DOCKET 70-1201 B&W FUEL CO., LYNCHBURG, VA 


9205 13() 163 Informs that addl raqulrementa oulllnod In 920416 Hr re NRC Bulletin 91* 
001 . ■ Roportlng Loss of Crlllcafity Safety Controls" Incorporated Into onci Radiation 
PfotocUon Procedure (RP) RP-020,Rev 0 

LESTER, KS B&W Fuol Co, 92/05/07 Documojil Control Branch (Document Control 
Desk) Ip. 61699.348 01609 363 


"9205130169 Rpv 0 Jo Radiation Protection Procoduro (RP) RP-020. "Reporting Loss of 
Cri Icality Conlrota," Incorporating addl roquiremenla outlined In 920416 Itr ro NRC 
Bullolin €1 001. 

• B&W Fuel Co, 92/05/07, 6pp 6 1099*340 €1690 353, 


In fosponso to NRC 910926 request for addl Info ro 
for amend to License SNM-1 168, consisting of Chapters 4,14 & 16 
of SNM license revised to fneorporato mods roqueatod by NRu 

92/05/16, HICKEY.J Fuel Cycio Safoty Branch. 65pp 


9206220125 Discusses records of to Icon w/B&WFC.B&WFC response to NRC com- 
ments on 910702 jpropesod amend application (or increase of U enrichment will not 
bo avajabfo until 820618 Instead of planned date of 020501. 

?mV 70O 236^61^0^236 TOKAR.M. Fuol Cycle Safety Branch 
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DOCKET 70-1257 SIEMENS NUCLEAR POWER CORP., RICHLAND, WA 


9205210166 “Advanced Nuclear Fuels Corp Emergency Plarr” 

MALODY.C W . PROBASCO.T C , FRAIN.R G sfemens Nuclear Power Corp (formerly 
Advanced Nuclear Fuels Carp & Exxon Nude 90/01/16 450pp 61779 001- 
61760:076 


9205060179 Forwards formally revised pages from licensee safeguards plan (EMF- 
12)W/oencl 

EDGAR, J B Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp & 
Exxon Nude 02/03/12 CREED, J R Domestic SO & Regional Oversight Branch (Post 
881210) 2pp 61681 342-61581 343 

9205040102 Discusses NRC operational safety assessment Copy of audit repl available 
for exam by NRC inpoclors 

EDGAR,J D Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp & 
Exxon Nude 92/04/24 Document Control Branch (Document Control Desk) ip 
61561 357-61561 357 


0205010001 Advises that amend to License 8NM-1227 not required No further action 
will bo taken on request & proposed stirage of U02 power is authorized in existing 
license 

HICKEY, JW Fuel Cycle Safely Branch 92/04/28 EDGAR.JB Siemens Nuclear 
Power Corp (formerly Advanced Nuclear Fuels Corp & Exxon Nude 3pp 61548-263- 
61548 265 


9206070184 Responds to NRC 020407 Itr re violations noted In Insp Rept 70-1257/02- 
01 Corrective actions exam undertakon to ensure that all areas properly sampled for 
airborne contamination & permanent area air sampler Installed 
EDGAR, J 6 Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp, & 
Exxon Nude 02/05/01 Document Control Branch (Document Control Desk) 5pp 
6159D.295-61609.299 

9206080039 Forwards Insp Reel 70-1267/92-201 on 920413-16.0n6 non-dlod violation 
noted Rept withheld (ref 10CFR2 790). 

SHERR.TS. Domestic SQ & Regional Oversight Branch (Post 881218) 92/05/05 
EOGAR.J B Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp & 
Exxon Nude, ip 61610 337-81610 337 

9206140040 Submits addl info In response to NRC 920410 request re NRC Bulletin 01- 
001,88 followup to licensee 920116 Itr Notification requirement applies to all criticality 
safety refafod conditions that require notifying NRC 

EDGAR, J B Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp & 
Exxon Nude 92/05/06 HICKEY, JW Fuel Cycle Safety Branch 2pp 61700 315- 
81700316 

9205130048 Ack receipt of 920501 Itr Informing NRC of stops taken to correct violations 
noted in Insp rept 70-1257/92 01 

PATE.RJ Region 5 (Post 820201). 92/05/08. EDGAR. J B Siemens Nuclear Power 
Corp (formerly Advanced Nuclear Fuels Corp & Exxon Nucio 2pp 61651 086- 
61651 0&2 

9205290073 Rev 6 to EMF-32 “Siemens Nuclear Power Corporation Richland Fuel Fab- 
rication Plant Emergency Plan Part III Implementing Procedures," revising Section 
i20& 17.0. 

* Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp & Exxon 
Nude 02/05/12 14pp. 61894 319-61004 332 

9205180340 Notification of 920527 meollng w/licensee In Walnut Creok.CA to discuss 
mgt oversight & technical staffing as requested by Region V ofc 
SCARANO.R.A Region 5 (Post 820201) 92/05/13 Region 6 (Post 820201). 2pp 
61736-326 61736 327 

9205270018 Notification of significant licensee mooting w/util on 920527 (n Walnut 
Creek, CA to discuss licensee mgt ovorslght & technical staffing as requested by 
region Vofo. 

SCARANO.R A Region 5 (Post 820201) 92/05/13 Region 6 (Post 620201) 2pp. 
61762 014-01762 016. 

9206290092 Rev 16 to EMF-32, “Siemens Nuclear Power Corp Richland Fuel Fabrica- 
tion Plant Part 1 -Emergency Plan “ 

FRAIN.R G Siemens Nuclear Power Corp (formerly Advanced Nuclear Fuels Corp & 
Exxon Nude 92/05/14, 13pp 61912 161-61912173 


DOCKET 70-1374 IDAHO STATE UNIV., POCATELLO, ID 


9205200208 Submits addl Info In response to NRC 920401 request re application for 
renewal of License SNM-1373 Fire alarm display panel located lust Inside oasi main 
entrance to engineering lab. "Emorgency Plan for Nuclear *' encl, 

CLOVIS.R D Idaho Slate Unlv , Pocatello, ID 92/05/20 Fuel Cycle Safely Branch 
2pp. 61754 252-61754 203 


DOCKET 70-1703 EASTMAN KODAK CO., ROCHESTER, NY 


9205060291 Application for renewal of License SNM- 151 3, adding info re Instellation of 
t 6 Cl Cf-252 source in Cf Flux Multiplier & purchase of digital dosimeters to replace 
sell-reading dosimeters & neutron remball.Foe paid. 

QRECO.J M Eastman Kodak Co 92/04/27. HICKEY.J Fuel Cycle Safely Branch 
36pp 61605.083 61605,157 


DOCKET 70*2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


92050S0006 Application for amends to Licenses SNM-1861 & SNM-1873, requesting 
that expiration dates of licenses be extended until 670930 or upon conversion to 
OL, whichever comes lirat 

GARRITY.J.H Tennessee Valley Authority. 02/05/01, Document Control Branch 
(Document Control Desk) 8pp, 61651,348 61651.356 


DOCKET 70-2928 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 


9205080006 Application for amends to Licenses SNM 1661 & SNM-1873, requesting 
that expiration dales of licenses be extended until 970930 or upon conversion to 
OL, whichever comes first 

QARRITY,JH Tennessee Valley Authonty 92/05/01 Document Coniro! Branch 
(Document Control Desk) 6pp 61651 348 61651 355 


DOCKET 70-3026 FRONTIER TECHNOLOGY CORP,, XENIA. OH 


9205280091 Responds to NRC 920309 Itr re violations noted during Insp of 
facility Correclivo actions RSO will mako fraquont checks during neutron calibr activi 
ties lo assure that program being properly used 

JANZOW.EF Frontier Technology Corp 92/05/28 SCHULTZ.WH Region 3 (Post 
8202011 29pp 61004 270 61 881 296 


DOCKET 70-3068 GOOD SAMARITAN HOSP., CINCINNATI, OH 


9205190136 Discusses 020506 telephone contacl concerning exam of activities con 
ducted under license re radiation safety & compliance w/Commission rules & regula- 
tions & w/conditions of license 

SHEAR, QL Region 3 (Post 820201) 92/05/13 WILSON.J Good Samaritan Hosp & 
Health Center. Dayton. OH Ip 61707 331 61707 331 


DOCKET 70-3070 LOUISIANA ENERGY SERVICES, WASHINGTON. DC 


9205070052 Fonvards responses to requests for addl info re Louisiana Energy Svcs fi- 
nancial qualifications Portions of info withhold (ref 10CFR2 790) 

LEROY.PG Louisiana Energy Services 92/05/01 HAUGHNEY.CJ Fuel Cycle 
Safety Branch 49pp 61633 092-01634 OOB 

-9205070054 "Fluor Corp 1991 Annual Rept“ 

MCCRAW.L Fluor Corp 91/12/31 150pp 61633 141 61634 000 

9205110055 Interrogatories & request for production of documents filed by Citizens 
Against Nuclear Trash & directed to Louisiana Energy Svcs.LP pertaining to conlen 
tions L & M * W/Ccrlificate of Svc Related correspondence 
WALKER, N M Citizens Agalnsl Nuclear Trash WALKER, N M Siorra Club Legal Do 
fonsQ Fund, Inc #292 12B82 92/04/28 Atomic Safety & Licensing Board Panel 
14pp 61609 341-61609 354 

9205110133 Interrogatories & request for production of documenls filed by Citizens 
Against Nuclear Trash & directed to Executive Director for Operations pertaining to 
conlentiona L & M * W/Certlflcale of Svc Related correspondence 
WALKER, NM CHIzens Against Nuclear Trash WALKER, N.M Sierra Club Legal De 
fens© Fund, Inc #292 12083 02/04/20 Louisiana Energy Services lOpp 
61610 131-61610 140 

9205070046 Comment supporting NUREG-1324, "Proposed Molhod for Regulating 
Major Mails Licensees “ 

LEROY, P Q Louisiana Energy Services 92/04/20 Division of Freedom of Information 
& Publications Services (Post 090205) 3pp 61573 022 61673 024 

9205070035 Forwards response to NRC requests for addl Info re Louisiana Energy Svcs 
markel, market background.neod for CEC.oconomic coal advantage & environ impact 
of Claiborne Enrichment Ctr 

LEROY.PG Louisiana Energy Sorvicos 92/04/30 HAUQIINEY.CJ Fuel Cycle 
Safety Branch. 16pp 61590 279 61599 294 

9205050041 Advises that Div of Industrial & Medical Nuclear Safety planning to sponsor 
fuel cycle licensee workshop In mid-Sopt In Washlnglon.DC to bring together NRC of- 
ficials & fuel cycle licensee to discuss NRC programs & policios 
HICKEY.J W, Fuel Cycle Safety Branch 92/05/01 HAERTJENS.D. Babcock & Wilcox 
Co JOHNSON.WJ Wostinghouso Electric Corp GANNON.WG Cabot Corp 4pp 
61590.342-61690 345 

9205110025 Applicant response to "first set of interrogatories & request for production 
of documents (lied by Citizens Against Nuclear trash pertaining to Conlenitlons 
A.H.l,J & K“ * Related correspondence 

M.CQARRY,J,M Louisiana Energy Services MCGARRY.J M Winston & Slrawn #292 
12876 92/06/04 Atomic Safely & Licensing Board Panel 37pp 61610 011- 
61610053 

-9205110027 Affidavit * Affidavit of PQ LeRoy re applicar^l response to first set ol intor- 
rogatorlcs & request for produclfon of documenle Rofated correspondence 
L#tOY.PG, Louisiana Energy Services 92/04/30 2pp 61610 048 61810 049 

-9205110029 Affidavit * Affidavit of LM Llppard re applicant response lo first set of In 
terrogatories & request for production of documents Related correspondence W /Go r- 
tiflcate of Svc 

LIPPARD.LM Louisiana Energy Services 92/04/30 4pp 61810 050 0t61O 053 

9205110031 Applicant motion for protective order * Requests protective order lo prohibit 
discovery sought by Intervenor W/Cortificate of Svc, 

MCOARRY.J.M, Louisiana Energy Services MCGARRY.J.M. Winston & Slrawn #292 
12879 92/05/04 Atomic Safety & Licensing Board Panel 4pp 61609 355 61609 358 

9205200095 Forwards revised radiological sabotage analysis for Claiborne Enrichment 
Ctr roquIrGcS by 10CFR73 40 W/o end since considered prqpriotary Discusses change 
LEROY ,P G Louisiana Energy Services 92/05/05 SHERR.T S Domestic SQ & Re- 
gional Ovorslght Branch (Post 881210) 3pp 61739 214-61 730>21 5 

9205110152 Memorandum & order (memorializing prehearing conferonce) * Parties 
must provide Board w/jolnt progress ropt on aclivitlos for meolir^g prehearing 
schedula.W/Certificate ol Svc Served on 920508 

SHON,FJ. COLE.RFy MARGULIES.M B Atomic Safety & Licensing Board Pane! 
#292 1 2897 92/05/07 Louisiana Energy Services 8pp 61610,173 61610.180 



162 DOCKETED ITEMS 


9205220062 InlerroQalones & request tor production o1 docurnents did 020514 tited by 
Citizens Against Nuclear Trash & directed to Executive Director iiortamlng to all ad 
milted conieniiona * W/Certi'ficais of Svc Rafatod coirespondsnce 
WALKER, N M Olizens Against Nuclear Trash WALKER.N M Sierra Club Legal De* 
(ense Fund, Inc #292 12933 92/05/14 OFc of Iho Executive Oirector for Operations 
t7pp. 61736257-61736 273 

9205220016 Applicant motion for protective order ‘ Applicant requests that Board issue 
order based on issues & objeclions set forth In motion & applicant 920518 resporhso 

K roleciino applicant partners from discovery W/Certificale of Svc 
!CGARRy,JM louisana Ene/gy Services MC( 3 ARRY,JM Winston & Strawn #292 
12930 92/05/1S Alomto Safety & Licensing Board Panel lOpp 61735 326- 
61735335 

9205220021 NHC Staff motion for protective order * Staff requests that Board issue pro 
lective order difoctmg that discovery ol home telephone numbers &. addrosses of 
NflC employees & consultants involved (n proceeding W/Cortificafe of Svc, 

UTTALSL Office ol the General Counsel (Post 660701) #292 12928 92/05/ Itt 
Atomic Safety & licensing Board Panel 8pp 61735 339 61735 346 

9205220044 Applicant response to “Inierrogaionea 61 flequasi for Production of Doew 
ments Filed by Citizens Against Nuclear Trash & Directed to Louisiana Energy Svcs,ro 
Contentions L & M Related correspondence 

MCGARFlY,dM Louisiana Energy Services MCQARBY.JM Winston S Strawn #292 
12931 92/05/18 Citizens Against Nuclear Trash 21 pp. 61736 232-61736 256 

-92052200 SB Affidavit * Affidavit of PG Leroy re applicant response to Interrogatories & 
request for production of documents Related correspondence W/Ceitlfica^ of 8vc 
LEROY, P,G Louisiana Energy Services LEROY.P.Q Duke Engineering & Services 
92/05/14. 4pp 61736 253 81736 256 

9205220066 NRC Staff response to interrogatorfes & request for produoUon of docu* 
menis pertaining to contentions LAM fileo by Citizens Against Nuefaar Trash ' Refat- 
ed correspondence 

UTTAL.8L Olhee of the General Counsel (Post 860701) #292 12929, 92/05/16 
Atomic Safety A Licensing Board Panef Spp 61736 275 61736 283 

-92Q5220073 Alfidavil * Affidavit of R Milstein ro info contaiaecf In NRG BtafI response 
to interrogatories & request for production of documents W/Certdicate of Svc Related 
correspondence 

M!LSTEIN>R Office ol Nuclear Material Safety A Safeguards, 92/05/18. Sop 
61736200 61736 283 


9205280279 Forwards list ol 4 addi questions resulting from NRC review Cif updated OA 
program SAR Info for Claiborne Ennchmenl Ctr 

ZECH,GG Performance A Quality Evaluation Branch tPost 690101). ©2/05/10 
HICKEY, JW Fuel Cycle Safety Branch 3pp 61792 357 81792,361 

9205290139 Motion by Citizens Against Nuclear Tra^h to compel Louisiana Energy Svea 
to respond to discovery A objection by Citizens Against Nuefaar Trash to Louisiana 
Energy Sves for protective order * W/Certlficate of Svc 

WALKEB.NM, Qlizens Against Nuclear Trash WALKER, N M Sierra Club Legal Da- 
fanse Fund, Inc #292 12940 92/05/19 Atomic Safety A Licensing Board Ponol 
13pp 61790106 61790 lie 

9205220177 Forwards request for addt info re docontaml nation A 

decomniissfoning,flffects of site preparation A plant const &. cfecommfssloning A dis- 
nanifing 

HICKEYiJW Fuel Cycle Safety Branch 92/05/20 ARNOLD.WH Louisiana Enorov 
Services tepp 61764 344.81764 359 


920 S 270126 Forwards Rev 5 to environ repl A response to NRC ©10321 A 1197 ro 
quests for add I into 

LEROY,P.Q Louisiana Energy Services 92/05/22, HAUGHNEY,C J. Fuel Cycio 
Safely Branch, lOpp 61813 060 61 B1 3 161 ^ 


*•9205270127 Rev 5 to environ repl. 

‘ Louisiana Energy Services 92/05/22, 15tpp 61813 070-61613.181. 


9206260216 Requeais listed Info re disposal container matLlhlckness, goomatry A vol A 


request of extenllon of lima to answer CiiJ* 
® ? interrogatories Related correspondence 

e General Counsel (Posi 860701), #262 12041, 62/06/26, 

WALKEfl,N M Sierra Club Legal Defense Fund, Inc. ip 61791 ©40 61791 040 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET / 1-0003 SIEMENS NCCLEAR POWER CORP. 


920501 OOOS Forwards ten copies of (iconseo QA program (EMF-439 rev 9 did Mar 
1992krecor^lly mailed to MRC, Informs that QA program was reviewed A approved hv 
NRC on 920312 AddI copies nol required W/o ancl ^ 

MACOONALO.ee Transportation Branch 92/04/29 MALODY.CW Siomens Nuclear 
Power Cofp (formerly Advanced Nuclear Fuels Corp A Exxon Nude 1p 61490 001- 
61499 001 


9205080172 Submits rosulta of review of 920413 Hr addressing notice Of nonconfor- 
mance noted in Insp Repl 71-0003/91-0B dtd fl11016Correciivo actions re Noncon- 
formance G 2 acceptable 

MACDONALD.CE Transportation Branch 92/05/06 VOLMER.C Siemens Nuclear 
Power Corp (formorly Advanced Nuclear Fuels Corp & Exxon Nucio Ip 61647 215 - 


DQCKET 71-0006 UNC NAVAL PRODUCTS. INC. {blV OF UNO, INC.) 


9206130136 Requosis termination of OA program approval for radioactive mall pack- 
aaos 0006.4949.5066.564 1 ,6008.6294, 6357.6458,901 9 & 9 1 80 ^ 

KIRK.VVF United Nuclear Corp (subs of UNC, Inc) 92/05/07 MACDONALD.CE 
Transportation Branch Ip 61674 300-61674 300. 




9205280144 Requests registration as user of Model 650 QA profiratn one) 

PARISH, S Gulf Coast Toslera, Inc 92/05/20 MACDONALD.CE. Transportation 
Branch Ip 61944 311 61944-316 

"*^2052801 46 'JOCFflTi QA Program for Industrial Radiography Llcensaaa '* 

Gulf Coast Toaters, Inc 92/05/20 Spp, 61044 312-61944 316. 


DOCKET 71-0062 INDUSTRIAL NUCLEAR CO. 


9206200246 Foiwards Insp Rapt 71-0062/92-04 on 920331 A nollcoa of violation 8. 
nonconformance 

HUDDLESTON, EW Irdus.rtal 


-92Q5200260 Insp Ropl 71-0062/92-04 on 0203 31. Violation & nonconformance 
nolod Major areas Inspected Implomontatlon of OA functions, Including fabrjcalloause 

w/ certificates of compliance 

Material Safely & Safeguards. 

MACDONALD.CE Transportation Brandi 92/05/10, 7pD 61754-348 61754 354 


-9205200262 Notice ol violation from Insp on 9203 31. Violation noted 10CFR21 not 
Idonllfiod on oiw INC purchase orders 

MACDONALD, C.E Transportation Branch 02/05/10 Ip 01764 355 61754 355 


^ honconformance from ihsp on 020331 .Nonconformance 

noiod,no QA oudlls performed or schoduiod to bo porformod by INC A INC QA oro- 
gram nol updated from Rov 4 to Rev 6 t ^ « 

MACDONALD.CE Tfansportation Branch 92/08/10 2 pp 01754'35G.61764 357 


DOCKET 71-0230 AGRICULTURE, DEPT. OF 


9ZU6^/owii Forwards msponso lo NRC ©20311 request for addi Info ro 011022 apnll- 
I^nowaf Qf Cortfficato of Complianoo 6362 for Modol Natick Irradfafor. 

M'^^ONALO.CE. Trans portion 


-9205270012 Cortlficato of Gompllanco 0230, Rev 3 
MACDONALD.CE. Transportation Branch QO/01/17 Ip 61B75 336 61 G 76 ' 330 . 


DOCKET 70-3073 KERR-MCGEE CORP., OKLAHOMA CITY, OK 

9M5130199 Forwards progress repl for Apr 1992.p0r Section )X 2 of consent order on 

s"»ro 

Oklahom*, sialo ol. 4pp. 

-920^30200 "Kert-McGoe Cotp Cushing Slla Surtaca Water Qualilv Evaluation " 
‘ShwatSi Associates, Inc 92/04/03 tOpp 8I724M97.81724.215. 

®^u8h!it!i!oKate""^“ "Radiological Siie Remadlulon Plan lor Karr-McQae Corp 

6“665ok''‘“‘^“ 92/05/06, ROOD,F Oldahoma, Stale ol Ip 61695:061- 

" ate."'*’” "fleOiolcafcal SRa Remediation Plan lor Korr-McQoe Corp CusWng.OK 
' Kerr-McQee Corp 92/06/08 19pp 61665 062 61665-072 


DOCKET 71-0260 U,8. ECOLOGlY. INC. 

^2062001 96 Forwards "QA Marruaf QA-MA-I," In response to 920416 ftr. 

''^*1 (formorly Nuctoor Enninoerlnp. Inc.) 02/05/14 
MACDONALD, C, Transportation Bronch. 6pp. 61775 020 61775.1 12. 

-92 9520© 199 "QA Manual QA-MA-1 ” 

SCOVILLEiJ Jr. A^MQRUSTER.R L., ENCH,J R. U.S Ecology, Inc (formerly Nuclear 
Enginaorlng, Inc). 80/10/16 Q9np. 61775 026 61775i1 12 ^ 

DOCKET 71-03e2 INTERIOR, DEPT, OF 

program approval for ratlloacllve mall package 0382, Rev 

Trans. 


DOCKET 70-3096 NORTH TEXAS, UNIV, OF, DENTON TX 
SalaSh%w;'61%oMlir'’'"^ MlCK6Y.a,W FuolC 


DOCKET 71-0397 TELEDYNE ENEHOV SYSTEMS 


ttsi .TiVu . 111 lu utinsiui wi T-^uruncam oi vjompitance 0397 Qua). 

K'2pp™61^f,a"7Tttr“- MACD0NALD,CE. Transportallon 



UUCKt 1 LU 1 1 UMO 




DOCKET 7V0472 ABC TESTING 

9205080173 Forwards QA program approval for radioactive mat! package 0472, Rev 3 
MACDONALD, C £ Transportation branch 92/05/06 RtCHARDSON.C A ABC Test- 
ing Ip 61623 040 61623 041 

-9205080174 QA program approval for radioactive rttatl package 0472,Rev 3 
MACDONALD.CE Transportation Branch 92/05/06 ip 61623 041*61623 04 1 


DOCKET 71-0478 X-SCAN INSPECTION CO 

9205210287 Advises that QA program approval for radioactive mail package 0478 ex- 
pires on 920731 Renewal must be requested within 30 days of expiration If renewal 
not desired, NRG should be notified 

MACDONALD, C E Transportation Branch 92/05/19 CURTIS.D R X-Scan Inspection 
Co ip, 61758 292 61758 292 


DOCKET 71-0479 SOUTH CAROLINA ELECTRIC & GAS CO. 

9205210299 Advises that QA program approval (or radioactive matl package 0479 ex- 
pires on 920731 Renewal must oe requested wfthin 30 days of expiration If renewal 
not desired, NRG should be notified 

MACDONALD.CE Transportation Branch 92/05/19 SKOLDS.JL South Carolina 
Electric & Gas Co ip 6175B 295-61758 295 


DOCKET 71-0S06 B&W FUEL CO. 

920S070172 Application for rev to QA program approval (or radioactive mall 
pack^e 0506, reflecting Organizational, editor! a I & clarification changes Rev 3 to “BW 
Fuel Co QA Program Manual for HLW Programs," end for review Fee paid 
ARMONTROUT.C A B&W Fuel Co 92/04/27 MACDONALD.CE Transportation 
Branch Ip 8162) 901-8162) 092 

-9205070177 Rev 3 to "BW Fuel Co QA Program Manual (or HLW Programs " 
GARDNER.RL, STEVENSJR, IHDE,R H B&W Fuel Co 92/04/21 90pp 
61621 003 61621 092 


DOCKET 71-0632 QUALITY ENERGY SERVICES & TESTS CORP 

9205210259 Advises that QA program approval for radioactive mall package 0632 ex- 
pires on 920731 Application for renewal should be submitted at least 30 days prior to 
expiration dale 

MACDONALD.CE Transportation Branch 92/05/19 POTTER, RJ Quality Energy 
Services & Tests (QEST) Ip 61784 282-61784 282 


DOCKET 71-0633 PRINCETON GAMMA-TECH, INC. 

920621 0260 Advises that QA program approval for radioactive mall package 0633 ex- 
pires on 920731 .Application (or renewal should bo submitted at least 30 days prior to 
expiration date 

MACD0NALD,C E Transportation Branch 92/05/19, TOFT.R Princeton Gamma- 
Tech, Inc Ip. 61 784.203-61 7a4-203. 


DOCKET 71-0677 ANVIL CORP. 

9205110223 Ack receipt of QA program approval for radioactive inatl package 0677, Rev 
1 Document rejected due to typo under Item 3, "Expiration Date," slating date of 
770430 Instead ol 970430 Requests that document be corrected 
TURNER.K. Anvil Corp 92/^4/28 MACDONALD.CE Transportation Branch Ip 
61665 085-81665 087 

9205080136 Forward Quality Assurance Program Approval for Radioactive Matl 
Package 0677, Rev 2 

MACDONALD.CE Transportation Branch 92/05/06 TURNER.K Anvil Corp Ip 
81 665,006-61 665;007. 

-9205080137 QA program approval for radioactive matl packago.0677,nev 2 
MACDONALD, C E Transportation Branch. 92/05/06 ip. 61665.007 61665 007 


DOCKET 71-0706 WESTINQHOUSE ELECTRIC CORP. 

9206160065 Forwards Insp repl 71-0708/92-03 on 920316-19 & notice o( nonconfor- 
mance. 

MAGDONAUD.C B. Transportation Branch 92/05/13 KOGA,RH Weslinghouse Elec- 
tric Corp 2pp 61711-336 61711 355. 

--920S150146 Insp repl 71-0708/02-03 on 020316-19 Noncompliance noted Major 
areas lnspQctedTabrication,us6 & malnt of radioactive mall packagings 
MATULAJ.O., O'CONNOR.SC , MACDONALO.C.E Transportation Branch. 92/05/13 
14pp 81711*338-61711.351. 

-9205150149 Notice of nonconformance from Insp on 920316-19 Nonconformance 
noted.W05tinghou8e Electric Corporation & Commercial Nuclear Fual Division activi- 
ties were not conducted in accordance w/NRC requirements 
MACDQNALD.CB Transportation Branch. 92/05/13 3pp 61711353 61711.365 


DOCKET 71-0734 METALS EVALUATION Be TESTING, INC. 

9205060127 Forwards Quality Assurance Program Approval for Radioactive Matl 
Package 0734, Rev 0. 

MACDONALD, C E Transportation Branch. 92/05/06 MASSEY.B. Metals Evaluation & 
Testing, Inc Ip. 61623:028-61823*020. 

-9205060132 QA program approval for radioactive matl package.0734,Bev 0 
MACOONALD.C E. Transportation Branch 92/05/06. Ip. 61623*029 61623'029. 


DOCKET 71-4949 MODEL: UNC-14e4, UNITED NUCLEAR CORP 


9205130135 Requests termination of QA program approval for radioactive matl pack- 
ages 0006,4949,5086.5641.5008.6294, 6357.6450,9019 & 9189 
kTrk.WF Ur.iled Nuclear Corp (subs of UNC, me) 92/05/07 MACDONALD.CE 
Transportalion Branch Ip 61674 306 61674 306 


DOCKET 71-4966 MODEL* RA-2, RA-3, GENERAL ELECTRIC CO. 


9205040030 Forv/ards nonpropnetary & proprietary versions of criticality evaluation for 
shipment of two GE 0x9 fuel assemblies in RA containers, in rel to 901026,1128 & 
920130 Itrs Proprietary version withhold (raf t0CFR2 790) 

WINSLOW, TP. General Electric Co 92/04/16 MACDONALD.CE Office of Nuclear 
Material Safety- & Safeguards 66pp 61558 238 6155B 329 

9205130162 Informs of doterminalion that withholding design details of QE-1 1 fuel as- 
sembly submittal did 9204)6 within interest of GE.per 10CFR2 790 
BUBNETT.RF Division of Safeguards & Transportation (Post 8704)3) 92/05/12 
SILVERTHORNE.D General Electnc Co 2pp 61699 346 61699 347 


DOCKET 71-5086 MODEL UNC-2600, UNITED NUCLEAR CORP. 


9205130135 Requests termination of QA program approval for radmaclive mall pack- 
ages 0006.4949,5086.5641,5008,6294, 6357.6468,9019 5 9189 
kTrK.WF United Nuclear Corp (subs of UNC. Inc) 92/05/07 MACDONALD.CE 
Transportation Branch Ip 61674 306-61674 306 


DOCKET 71-5362 MODEL: NATICK IRRADIATOR, AGRICULTURE. DEPT. OF 

I 

9205270011 Forwards response to NRC 02031) roquoal for addi Info re 911022 appll 
cation for renewal of Certificate <^f Compliance 5362 for Model Natick irradiator 
SHARP.D.R Agriculture, Dept of 92/06/21 MACDONALD.CE Transportation 
Branch 20pp 61075 312 61875 336 

-9205270012 Cortificalo ol Compliance 023B.Rev 3 
MACDONALD.CE Transportation Branch 90/01/17. Ip 61875336 61675.336 


DOCKET 71-5660 MODEL: S5W POWER UNIT, ENERGY, DEPT. OF 

9205010206 Forwards Certificate of Compllanco SSBO.rev S.for Model S5W Power Unit 
package 

MACDONALD.CE Transportation Branch 92/04/29 ENGEL.WP Energy. Dept of 
Ip 61649 342-61649 345 

-9205010 2 09 CortificalQ of compliance 5500, rev 5,for model S5W Power Uni) 
MACDONALD.CE Transportation Branch 92/04/20 3pp. 61549 343 61540.345 


DOCKET 71-5807 MODEL: T-2, ENERGY, DEPT. OF 

920526Q161 Forwards request for addI into to enable NRC to confinuo review of 920226 
application tor renewal of Cortiltcate of Compliance 5607 for Model T-2 Info covors 
operating procedures & main) program 

MACDONALD.CE Transportation Branch 92/05/27 WANQLER.ME Energy, Dept 
ol 2pp 61884 005 61804*066. 


DOCKET 71-6841 MODEL: UNC-2600, UNC NAVAL PRODUCTS, INC. (D)V. OF 
UNC, 


9205130136 Requests term! nation of QA program approval for radioactive matl pack- 
ages 0006,4949,5086,5641 ,5908,6294, 6357,6458,9019 & 9189 
KTRK.WF United Nuclear Core (subs of UNC, Inc) 02/05/07 MACDONALD.CE 
Transportation Branch Ip 61674 306 61674*306 


DOCKET 71-6894 MODEL: 2.7 NEW FUEL, ENERGY, DEPT. OF 


9205010143 Forwards Certificate of Compliance 5894, rev 5, (or Model 2 7 new (uol ship- 
ping container 

MACDONALD.CE Transportation Branch 92/04/30 ENGEL.WP Energy, Dept ol 
ip 61548 126-61546.120 

-9205010145 Certificate of compliance 5894, rov S.for model 2 7 new fual package 
MACDONALD.CE Transportalion Branch 92/04/30 4pp 61548120 61548.120 


DOCKET 71-5908 MODEL: DOT-6M TYPE B, BABCOCK & WILCOX CO, 


9206130136 Requests termination ol QA program approval for radioactive matl pack- 
ages-CK>O5.4940, 5066, 504 f.SffOa, 8204. 8357,6458.9010 & 9)00 
kTrK.V/F United Nuclear Corp (subs, of UNC. Inc.) 92/05/07 MACDONALD.CE 
Transportation Branch Ip 61674 306 61674 306 


DOCKET 71-6049 MODEL: 426A. 426B, ENERGY, DEPT. OF 


920501 D1 32 Forwards CeriiflcatG of Compliance 6049,Rev 4,(or Mode) 426 A & 426B 
shipping container 

MACDC^NALD.CE Transportation Branch 92/04/30 ENGEL.WP En.0rgy, Dept of 
Ip. 61547 346 61647 351 

-9205010 1 34 Certllicate of compliance 6049, rev 4, tor models 42QA & 426D 
MACDONALD, C.E Transportation Branch 02/04/30 3pp 61647 349 61647:351. 
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DOCKET 71-61BS MODEL; 25 SPARE MODULE, ENERSy, DEPT. OF 

92OS0 10199 Forwards Certilfcate t>f Compfiance eiSB.Rav 5,for Model 25 0 Spare 
Module package 

MACDONALD.C E Tfansporlation Branch 92/04/29 MILES.B K Energy. Oepl of 
Ip 61549 333-61549 337. 

-9205010202 Cedifioate of compliance 618B.rev S.for mode! 25 0 Spare Module. 
MACDONALD.C E Tran sporlalfon Branch 92/04/29, 4pp 61649 334-61549 337. 


DOCKET 71-6206 MODEL: MODEL B, B&W FUEL CO. 

92051301 17 ApplicaUon for rev to Certificate of Cempliance 6206 for Model 8 fresh fuel 
shipping con tainer.mcr easing allowable U-235 enrichment from 4 05% to 4 6%. 
LESTER.KS Babcook & Wfcox Co 92/05/04 MACDONALD.C E Transportation 
Branch aopp 61655 299 61666051 

-920S13912Q Rev 1 io "Shipping Safety Analysis/' Section proi^des demonstration of 
safety of shipping d asign, con si & contents as required by 10CFR71 
• Babcock & Wilcox Co 92/05/04 84pp 6 1665 32 9 G 1666 051 


DOCKET 71-6244 MODEL: CNS 4-05, GHEM-NUCLEAR SYSTEMS, INC. 

9205130142 Notilrcation of registration as user of Certificate of Compliance 624 4, in re- 
sponse to 910414 reiquasL 

MACDONALD.C E, TransportalJon Branch. 92/05/12 STOfl2,LF. Toledo Edison Co 
Ip 61683 358 61663 35 B 


DOCKET 71-6294 MODEL: UNC-2901. COMBUSTION ENGINEERING, INC. 

9205130135 IRequesIs termir^alSon of QA program approval (or radioactive mall pack- 
ages 0006,4949.5086.5641,5908.6294. 6357,6458.9019 ^ 9189 
kTrK.WF United Nuclear Corp (subs of UNO. Inc) 92/05/07. MACDONALD.C E 
Tfansporlali'on Branch Ip. 61874 306-61674,306 


DOCKET 71-8357 MODEL NNFD-lO, BABCOCK « WILCOX CO. 

92D51 30135 Requests terminaflon of OA program approval for radioactive mall pack- 
age 8,0006.4949.508 6. 564 1.5 908, 629 4. 6357.6456.9019 & 9169 
KtRK.WF United Nuclear Corp (subs of UNC, Ji>c> 92/05/07 MACDONALD.C E 
Tran Bportalion Branch Ip 61674 306 61674 306 


DOCKET 71-6386 MODEL 235R0flt, ENERGY, DEPT. OF 

9205180062 Advises that Certificates of Compliance 6386 & 9186 expire on 920731 Ap- 
plication for renewal should be submilted at least 30 days prior to expiration 
data Revised sections should be submitled w/applicatlon,lf necessary 
MACDONALD.C E Transportallon Branch 92/05/13 ENGEL.WP Energy. Dept of 
Ip 61736 317-61736317 


DOCKET 71-6400 MODEL 6400, WESTINGHOUSE ELECTRIC CORP. 

92Q5010002 Forwards documents in response to 920128 request for add! info to sup 
port application for renewal of Certificate of Compliance 6400 
NARDLAJ We stinghouse Electric Corp 92/04/14 MACDONALD.C E Transportation 
Branch 7pp 61527:316 61527,347, 

-9205010003 Forwards Cerlificale of Compliance 6400. Rov 19. lor Mode) 6400 shipping 
packa^. 

MACDONALD.C E Transportation Branch 86/12/09. NARDI.Ad Westinghouae Elec- 
tric Corp, 4pp 61527:324-61 527-327 

-9205010004 Certificate of compliance 6400.rev IG.for model 6400. 

* Transportation Branch 86/1 2/OB. lOpp 61527:328-61627,337. 

-9206010006 "Operating Insp & Main! Procedure for Super Tiger Protoclive Ovorpack " 
CADEjM S Westingbouse Eraclnc Corp 92/03/16 11pp. Gli627;338 61627.347. 


DOCKET 71-6458 MODEL: BU-E, GENERAL ELECTRIC CO. 

9205130135 Requests termination of QA program approval for radioactive mall pack- 
ages’ 0006.4 04 9.5066.564 1.5 906.6294. 6357,6458,9019 & 0169. 

KrRK,W.F United Nuclear Corp (subs, of UNC, Inc) 92/05/07. MACOONAtO.CE 
Transportation Branch Ip 61 674.30 8-8 16 74*306 


DOCKET 71-6581 MODEL 51032-1 A 51032-1A, ADVANCED NUCLEAR FUELS 
CORP. 

9205280149 Forerards Rev 21 Io Cerlificale of Compliance 6581 for Model 51032-1. 
MACDONALD.C E Transportation Branch. 02/05/27. EDGAR, JB Siemens Nuclear 
Power Corp (form erf/ Advanced Nuclear Fuafs Corp & Exxon Nucia Ip 61884:010- 
61884024; 

-9205260150 Certiflcafa cf Compliance GSSI.Rev 21 for Model 61032-1, 

MACDONALD.C E. Transport alfon Branch 92/05/27. 6pp. 61884:020 61864:024. 


DOCKET 71-6601 MODEL CNS 8-120 A, CHEM-NUCLEAR SYSTEMS, INC. 

9205270310 Roquesis regfslratfon as user of Certtotes of Compliance 6801 6 8168 
for Models CNS 8.120A 4 CNS.120B, 

HILLLM. Long Island Power Authority. 02/05/21. MACDONALD, C.E. Transportation 
Branch, 2pp 6181 3.0 &0-G 1 81 3.05 1 . 


DOCKET 71-6717 MODEL 6717-B, AMERGHAM CORP. 

9205080202 Requests registration as user of Certificate of Compliance 6717 for Model 
UN 2974 RO 

MULLIKIN.MS Universal Testing, Inc 92/04/20 Transportation Branch Ip 
61596 315 61596 315 

9205210010 Requests registration as user of Model C-IO 
FOX,RW Al-Tex Inspection 92/05/11 MACDONALD.C E Transportation Branch Ip 
61790 357-6179 9 357. 

9205210009 Requests termination of Certificate of Compliance 9133 for Model C- 
10 Package never mfg Model C-10 source changer shipped In Model 6717 Type B 
barrel 

ROUGHAN.C Amersham Corp 02/05/13 MACDONALD.C E Trarisportation Branch 
Ip 61760 314-61760 314 

9205290274 Notification of registration as user of Cerldicale of Compliance 671 7, in re- 
sponse to 020429 request 

MACDONALD.C E Transportation Branch 92/05/27 MULLIKIN.M S Universal Test- 
ing. Inc Ip 610B7 355 61887 355 


DOCKET 71-9019 MODEL: BU-7, GENERAL ELECTRIC CO. 

9205130135 Requests termination of QA program approval for radioactive mall pack- 
ages 0006.4949.6086.6641.5900.6294, 6357,6456.9019 & 9189 
KThK.W F United Nuclear Corp (subs of UNO. Inc ) 92/05/07 MACDONALD.C E 
Transportation Branch Ip 61674 306-61674 306 


DOCKET 71*9032 MODEL: 650, AMERSHAM CORP 

9205160064 Requests rogislratton as user of Amersham Models 520, 52B & 680 expo- 
sure devfcaa & 771,850 & 550SU source changer. Gamma Industries Models C-IO & 
C-8 source changers & Source Production & Equipment Co Model C-l sourco chang- 
er, 

CONNEL.LG X-Ray fnspeclion. Inc 92/05/04 MACOONALD.aE Transportation 
Branch Ip 61738.299 61736 299 

9205280144 Requests registration as user of Model 650 QA program end 
PARISH, S Gulf Coast Testers, Inc 92/05/20 MACDONALD.C E Transportation 
Branch Ip 61944*311 61944.316 

-9205280145 "10CFR71 QA Program for Industrial Radiography Licensees." 

* Gulf Coast Testers, Inc 02/05/20 3pp 61944 312-61944 316 


DOCKET 71-9035 MODEL 680 & 6B0E, AMERSHAM CORP. 

9205180064 Requests rogisiralion as user of Amersham Models 620,528 & 600 expo- 
sure devices & 771,650 & 550SU source changer. Gamma Industries Models C-10 & 
C-8 sourco changers & Source Production & Equipment Co Model C-1 source chang- 
er. 

CONNEL.LG X-Ray Inspection, Inc 92/06/04 MACDONALD.C.E. Transportation 
Branch ip. 61736-299-61736.299 

920 5290206 Forwards roouost for addi Info to enable NRC to continue review of 020220 
& 0416 applications for amend to Cortificato of Compliance 0036 for Models 
680.e80E680AE& 600QE 

MACDONALD.C E Transportation Branch 92/05/27 PODOLAK.L. Amersham Corp 
2pp 61950.001-61950 002 


DOCKET 71-9036 MODEL: C-l, SOURCE PRODUCTION & EQUIPMENT CO., INC. 

9205060107 Notification of registration as user of Certificates of Compliance 9036 & 
9245, in response to 02042 1 request. 

MACDONALD.C.E Transportation Branch. 92/05/01 SNYDER.CE Newport News 
Shipbuilding & Dry Dock Co Ip 61 596'251. 81 596.261 

9205180064 Requests registration as user of Amersham Models 520.82B & 680 expo- 
sure devices & 771,650 & 6508U source changer, Gamma Industries Models C-1 6 & 
C 0 source changers & Sourco Producllon & Equipment Co Model C-1 sourco chang- 
er 

CONNELL G XRay Inspection, fnc. 02/05/04. MACDONALD.C E Transportallon 
Branch Ip 61736 '299 61736.290 


DOCKET 71-9067 MODEL BCL-3, BATTELLE COLUMBUS UBORATORY 

9205200232 Forwards Rev 4 to Certificate of Compllanco 9067 for Model BCL-3 
MACDONALD.C.E Transportation Branch. 92/05/27. WANGLER.M, Energy, Depl, of 
Ip 61916,206 61916.300 

-9205299233 Certificalo of Compliance 9067,Rov 4 for Model 0CL-3. 

MACDONALD.C E, Transportation Branch. 92/05/27. 4pp. 6191 6*297-6191 6*300. 


DOCKET 71-9968 MODEL BCL-2, BATTELLE COLUMBUS LABORATORY 

9205290220 Forwards Rev 4 to Certificate of Compliance 9068 for Model BCL-2 
MACDONALD.C E, Transportation Branch 92/06/27. WANGLER.M Energy, Depl of 
Ip 61912;337.61012'341 

*-9205290222 Cortificato of Compliance 9068,Rov 4,for Model BCL-2, 

MACDONALD.C E. Transportation Branch 92/05/27 4pp 61912 338-61912,341. 


DOCKET 71-9073 MODEL LN-142, SCIENTIFIC ECOLOGY GROUP, INC. 

9205130110 Requests registration as user of Model LN 142-A. 

KOFRON.K.L Commonwealth Edison Co. 92/04/21 MACDONALD.C.E Transporta- 
tion Branch Ip 61683,204-61683.204 
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920526D054 Responds to 920421 Itr requesting to be registered as user o1 certificate of 
compliance 9073 Records indicated previous registration & no further action is necos 
sary 

MACDONALD, CE Transportation Branch 92/05/20 KOFRON.KL Commonwealth 
Edison Co ip 61004 305^61084 305 


DOCKET 71.9086 MODEL: SENTINEL 8S, TELEDYNE ENERGY SYSTEMS 

9205220172 Withdraws request to renew Certificate of Compliance 0085 for Sentinel fiS 
package 

VOGT,J.F Transportation Branch 92/05/20 MACDONALD.Ce Toledyne Energy 
Systems ip 61778 329-61770 329 


DOCKET 71-9107 MODEL; 771, AMEBSHAM COHP 

920S160064 Requests registration as user of Amersham Models 520,528 & 680 expo- 
sure devices & 771,650 & 550SLI source changer. Gamma Industries Models C-tO & 
C 8 source changers & Source Production & Equipment Co Model C-1 source chang- 
er 

CONNEL.LG X-Ray fnspection, Inc 92/05/04 MACDONALD.CE Transportation 
Branch Ip 61736 209-61736 209 


DOCKET 71.912B MODEL: C-B, AMERSHAM CORP. 

9205180064 Requests foglstration as user of Ameraham Models 520,528 & 880 expo 
sure devices & 771,650 & 550SLI source changer. Gamma Industries Models C-10 & 
C-B source changers Bi Source Production & Equipment Co Model C-1 source chang- 
er, 

CONNEL.LG X-Ray Inspection, Inc 92/06/04 MACOONALD.C E Transportation 
Branch Ip 61736 290 61736 290. 


DOCKET 71.9133 MODEL: 0*10, AMERSHAM CORP. 

9205180064 Requests registration as user of Amersham Models 520,528 & 660 expo 
sure devices & 771,650 & 550SU source changer, Gemma Industries Models C-IO & 
C-8 source changers & Sourco Production & Equipment Co Model C-1 source chang- 
er 

CONNEULQ X-Ray Inspection, (nc 92/05/04. MACDONALD.CE, Transportation 
Branch. 1 p. 61 736 299 61736 299 ^ 

9205210009 Requests termination of Certificate of Compliance 9133 for Model C- 
10 Package never mfg Model C-10 source changer shipped In Model 6717 Type B 
barrel 

ROUQHAN.C Amersham Corp 92/05/13, MACDONALD.CE Transportalion Branch 
Ip 61760 314-61760'314 


DOCKET 71-9166 MODEL: IR-60, INDUSTRIAL NUCLEAR CO. 

9205010159 Forwards request for addi Info re 920320 application for renewal of Certifi- 
cate of Compliance 9156 for Model IR-SO shipping package 
MACDONALD.C.E Transportalion Branch. 9^/04/30 l-UJDDLESTON.E W Industrial 
Nuclear Co 2pp 61548 305-61548 306 


DOCKET 71-9167 MODEL: lR-100, INDUSTRIAL NUCLEAR CO. 

9205010156 Forwards request for addI Info re 920320 application for renewal of Certifi- 
cate of Compliance 9157 for Model IR-IQO shipping package 
MACDONALD.C.E Transportation Branch. 92^/04730. HUDDLESTON.E W Industrial 
Nuclear Co 2pp 61540.130-61548131 


DOCKET 71-9160 MODEL; CNS 8-120B, CHEM-NUCUEAR SYSTEMS, INC, 

9205270310 Req^uests registration as user of Cortificates of Compliance 6601 & 0168 
for Models CNS 8-1 aOA & CNS-120B 

HILL.LM Long Island Power Authority. 92/05/21, MACDONALD.CE Transportalion 
Branch, app 61013 060-61813 051. 


DOCKET 71-9185 MODEL; OP-100, INDUSTRIAL NUCLEAR CO. 

0206010162 Forwards request for addi Info re 920320 application for renewal of Certifi- 
cate of Compliance 9185 for Model OP- 100 shipping package 
MACDONALD.C.E Transportation Branch 02/04/30 HUDDLESTON.E W. Industrial 
Nuclear Co, 2pp 61546 309 61548.310 

9205210006 Requests registration as user of Model OP-IOO & Model IR-100 exposure 
device 

MOHnDAGHER.J A United States Testing Co„ Inc, 92/05/08. MACDONALD.C.E. 
Transportation Branch. Ip 61769 357-61759,357 


DOCKET 71-9188 MODEL: S-6213, ENERGY, DEPT. OF 

9205180062 Advises that GertiMcales of Compliance 6386 & 9186 expire on 920731 .Ap- 
plication for renewal should be submitted at least 30 days prior to expiration 
date Revised sections should be submitted w/appl{cation,i( necessaiy. 
MACDONALD.C.E. Transportation Branch. 92/06/13, ENGEL, W.P Energy, Dept, of 
Ip 61730.317-81736*317 


DOCKET 71-9189 MODEL: 9109, UNO NAVAL PRODUCTS 

9205130135 Requests termination of QA program approval for radfoaclive mail pack- 
age 80006,4 9 4 9.6 086, 6 64 1,590 8,62 9 4. 6357,6458,9019 B 9169 
KTnK,W F United Nuclear Corp fsubs of UNO, Ino ), 02/05/07 MACDONALD.C E 
Transportation Branch Ip 61 674:306-61 674’306. 


DOCKET 71-9222 MODEL; 14-215, SCIENTIFIC ECOLOGY GROUP, INC 


9205060201 Requests registration as user of Certificate of Compliance 9222 for Model 
SEG 14-216 

JOHNSON.SB Entergy Operations, Inc 92/04/18 MACDONALD.CE Transportation 
Branch ip 51596 317 61596 317 

9205150234 Notification of registration as user of Certificate of Compliance 9222, in re 
sponse to 92041 B request 

MACDONALD.CE Transportalion Branch 92/05/13 JOHNSON.SB Entergy Oper- 
ations. Inc Ip 61722 029-61722 029 


DOCKET 71-9234 MODEL: NCI-21PP-1, NUCLEAR CONTAINERS, INC 


9205130140 Notification of registration as user of Certificate of Compliance 9234,In re 
sponse to 920423 request 

MACDONALD.CE Transportation Branch 92/05/12 WINSLOW.TP General Electric 
Co Ip 61684 358 61684 358 


DOCKET 71-9239 MODEL: MCC-a, WESTiNQHOUSE ELECTRIC CORP 


9205010205 Forwards request for addi info re 920127 application for amend to Certiti 
cate of Compliance 9239 for Model MCC-3 package 

MACDONALD.CE Transportation Branch 92/04/29 SANDERS.CF Wesllnghouse 
Electric Corp 3pp 61649 339 61540 341 

9205150172 Forwards info, including revised shipping container drawings, revised appll 
cation info & two documents to address concerns on operating procedures & accept 
once tests & maint program, in response to 920429 request W/four oversize drawings 
SANDERS.CF Westmghouse Electric Corp 92/05/12 MACDONALD.CE Transpor- 
tation Branch lipp 61753 001-61753 011 

9205200062 Revised Ur forwarding supplemental Info in response to NRC 920429 
request.consisllng of revised shipping container drav^^ngs to address concerns & re 
vised plication Info in response to structural request.w/o ends. 

SANDfcRS.CF Westmghouse Electnc Corp 92/05/12 MACDONALD.C.E Transpor- 
tation Branch Ip 01755 081-61755 002 


DOCKET 71-9240 MODEL: GAMMACELL 1000/3000, N0RD10N INTERNATIONAL, 
INC. 


9205070027 Advises that vendor actively working w/Pacific Nuclear Sys to ascertain 
available options utilizing overpacks for transport of Qammacell units Meeting request- 
ed on 920505,06 Of 07 to review action plan prior to final NRC decisions 
GRAY, PA Nordlon Inlernalional. Inc 92/04/27 MACDONALD.CE Transportalion 
Branch 2pp 61600 211-61600 212 


DOCKET 71-9241 MODEL: QAMMACELL 40-MK2, NORDION INTERNATIONAL, INC. 

9205070027 Advises that vendor actively working w/PacIfic Nuclear Sys to ascertain 
available aptions utilizing ovorpacks for transport of Gammacoll unIts.MeatIng request- 
ed on 920505.08 or 07 to review action plan prior to final NRC decisions 
GRAY, PA. Nordlon Inlernallonal, Inc 92/04/27 MACtXDNALD.C E Transportation 
Branch 2pp 01600 21 1-61600 21 2 


DOCKET 71-9242 MODEL* QAMMACELL 220, NORDION INTERNATIONAL, INC 

9206070027 Advises that vendor actively working w/Pacillc Nuclear Sys to ascertain 
available options utilizing overpacks tor transport of Gammacell units Meeting request 
ed on 920505,06 or 07 to review action plan prior to final NRC decisions 
GRAY, PA Nordlon International, Inc 92/04/27 MACDONALD.CE Transportation 
Branch 2pp 51600 211-61600 212 


DOCKET 71-9244 MODEL; MILLSTONE STEAM GENERATOR, NORTHEAST 
UTILITIES 


9205070033 Fon/vards “SAR for Transport oi Millstone Unit 2 Steam Generator Subas- 
somblles," Rev 1 in support of application for cortificalion of subassemblies, 
OPEKA,J.F Northeast Nuclear Energy Co OPEI^.J.F Northeast Utilities 92/04/30 
BERNERO.R.M Office of Nuclear Material Safety & Safeguards 10pp. 61831 ’233- 
61631.309 

-9205070040 "Safety Analysis Ropt for Transport of Millstone Unit 2 Steam Generator 
Subassemblies," Rev 1, 

* Cham Nuclear Systems, Inc 92/04/30 06pp 61631 243 61631 309 

9205270050 Rev 2 to application for Certificate of Compliance 9244 for Type A pack- 
ages for transportalion to disposal site, consisting of Rev 2 to Drawing C-lt0 B 
4321 1-4 re seal & cap details. 

OPEKA.JF Northeast Nuclear Energy Co OPEKA.JF Northeast Utllilias 02/05/18 
BERNERO.R.M, Office of Nuclear Material Safety & Safeguards 9pp, 61 875*1 13- 
61676:121. 

9205210086 Summary of 020416 meeling w/ulll In Rockville, MD re transport of facility 
steam generators 

OSGOOD, N.L Transportation Branch. 92/05/19. Transportation Branch 2pp 
61723 202-61723 203 


DOCKET 71-9245 MODEL; RTS-420, RTS TECHNOLOGY, INC, 


0205060107 Notification of registration as user of Certificates of Compliance 9036 & 
9245, In response to 920421 request 

MACDONALD.C.E. Transportation Branch. 92/05/01 SNYDER, C€ Newport Nows 
Shipbuilding & Dry Dock Co, 1p. 61596.251.61690*261. 
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DOCKET 71-S24& MOOEU SP-1, SIEMENS NUCLEAR POWER CORP. 

9a0513(M»1 FofwardB Drawings EMF 304,41 6, Rev 3.eMF-306,4l6,Rev 1, EMF- 
306.424, Rev 1 & EWF-3O0,272.S heels 1-4, Rev 3 & Procedures EMF-P43,100 & EMF- 
P43.101.in response to 020407 !tr re SP-1 shipping container (formerly RA-3]| 

EDGAR ,J B SUmens Nuclear Power Coip. (formerly Advanced Nuclear Fuels Corp & 
Exxon Nude 02/05/11. MACDONALD.C E. Transportation Branch 4pp 61801218- 
61801:287 

-8206130067 Rev 12 lo Logialics Procedure Manual EMF-695 013 Procedure EMF- 
P43,100, "Shipping- & Receiving of UO 2 Fuef Assemhlioa In 61032-1 & SP-I Shipping 
Containers 

NUNAMAKER.R A, JACKSON.WV., KALTHOFF.B H, Siemens Nuclear Power Corp 
{lormerly Advanced Nuclear Fuels Corp & Exxon Nude 02/05/11 47pp, 61801 222* 
61801:267 

-8205130072 Rev 7 lo Logistics Procedure Manual EWF-095 9 14 Procedure EMF- 
P43.101, "Shipping Container Maint & Repair" 

NUNAMAKER.R A , JACKSON.WV . KALTHOFF.B H Siemens Nuclear Power Corp 
(formerly Advanced Nuclear Fuels Corp & Exxon Nude, 92/05/11 20pp 61801.268- 
61801 2B7. 


DOCKET 71-9761 MODEU M^160, ENERGY, DEPT. OF 

9205010137 Forwards Gerllficale oi Ccinpliance STBI.rev 6Jor Model M-160 shipping 
container 

MACDONALD.C E Transportation Branch 92/04/30. ENQEL.W P Energy, Dept o1 
tp 61547 357-61547:361 

-9205010138 Certificate of compliance 9781, rev 5, for model M-160. 

MACDONALD,C.E Transportation Branch 92/04/30 4pp. 61647.358-61547.361 


DOCKET 71-9793 MODEL M-140, ENERGY, DEPT. OF 

9205010126 Forwards Certificate of Compliance 9793, Rev l.for Model M-140’ package, 
MACDONALD.C E Transportation Branch 92/04/29. ENQEt.W.P Energy, Dept of 
ip. 61547 336 61647 344 

-9205010130 Certificale of compliance 9793, rev l.for model M-140 
MAC DONALD, C.E. Transportation Branch 92/04/29. 6pp 61547.337-61647.344 


MCENSING OF INDEPENDENT SPENT FUEL STORAGE 


SOCKET 72-0002 VIRGIN i A ELECTRIC & POWER CO , $0-280 A 60-281 

9205040164 Supple 920210 response to nonconformance noted fn Insp Repts 60-280/ 
91-02,50 281/91 02 fi. 72-0002/91-02 Schedule for review & disposition of documen- 
tation deficienciea extended from 920501 to Sept 1992. 

STEWART, WL Virginia Power CVirglnia Electric & Power Co.). 82/04/30 Document 
Control Branch (Document Control Desk) 2pp 61650.337 61550 338 

9205210131 Forwards supplemental response to NBC 920430 ttr re nonconformances 
noted fn Insp Rapl 72*0002/91-01 Corrective actions General Nuclear Sya.Inc has 
committed lo perform engineering review of fracture toughness test documentation 
STUART, W.L Virginia Power (Virginia Electric & Power Co). 62/05/16 Document 
Control Branch (Oocumenl Control Desk) 23pp 61776 094 81776*146. 

9205270163 Withdraws 011224 appllcalion for amend to License SNM 2501 , adding ex- 

S ilicit danficallorv to obviato use of any lipcver Impact limiter on NAC 8/7-128 spent 
uel dry storage casks In svc at ISFSI, 

STEWART.Wl Virginia Power (Virginia Electric & Power Co) 92/05/20 Document 
Control Branch (Document Control Desk). 3pp. 61877:307-61877:309 


DOCKET 72-0004 DUKE POWER CO., $0-269, 60*270 A $0-287 

9205120002 Forwards Insp reple 60-269/92.00,60*270/92 09 &i 60 2B7/92-09 on 
920301 28 None lied violation noted, 

HERDT.AR. Region 2 (Post 820201). 92/04/24 HAMPTON, J.W. Duke Power Co. 
3pp 81637*20e*6t637.312 

-9205120005 Insp repts 60 269/92-09.60-270/92-09 & 60-287/92-09 on 920301- 
26 Norwited violations noted Malar areas Inspected surveillance testfng.malnt activi- 
ties & follow^ of previous Insp findings. 

HARMON.P.C Region 2 (Post B20201) 92/04/23. 12pp. 61637:301-61837:312. 


DOCKET 72-0006 CAROLINA POWER ft LIGHT CO., $0-324 ft 50*325 

9205150058 Confirms that $10,682 electronically Iransferred to NRG on. 920505 for pay- 
ment of NRG Part 170 Llconao Application Review F6es,per 10CFfl170,3l for Invoice 
JR0461-92. 

MCCARTHY, O.C, Carolina Power & Llghl Co 92/05/08, Document Control Branch 
(Document Control Desk) 1 p. 61 750.349 61750* 349. 


DOCKET 72-0008 BALTIMORE OAS ft ELECTRIC CO, 60-317 ft 60-318 

9205200300 Cerlines lhal 10CFR50 59 evaluation of ISFSI operations on facilities 
perfornTed.par NRC 920220 Ur. Evaluation concluded that aclivitlos associated w/ISFSI 
do not represent unreviewed safety question & no addi TS changes required 
CREEL, Q C. QalUmora Gas & Electric Co 92/05/12. Office of Nuclear Malarial Safely 
& Safeguards, 2pp, 61754.229 61764:230. 

92052M147 Forwards draft reformatted license & TS for ISFSI.pef 920303 meeting w/ 
util Comments requested by 920526 

STURZ.F.C. Source Containment ft Devices Branch (Post 811213), 92/06/16, 
NICHOLSON.LE, WILSON.P.R, Region 1 (Post 820201). MCDONALD.D.Q. Office of 
Nuclear Reactor Regulation, Dlreclor (Post 870411). 42pp 61 7 78*2$8-ei 778,301 


9205270289 Forwards reformatted ISFSI TS for consislency w/STS for facilities, per 
920303 meeting & 920305 telcon 

CREEL, G C Battimoro Gas ft Etectric Co 92/05/ 19 Office of Nuclear Material Safety 
ft Safeguards 2pp 61661 212-61881 281 

-*9205270202 Reformatted ISFSI TS 
* Baltimore Gas & Eleclnc Co 92/05/19 60pp 61881 214 61881 281 


DOCKET 72-0009 PUBLIC SERVICE CO OF COLORADO, 50-287 

9206130081 Forwards revised responses to Quoatlons 17 & 20 ro ISFSI, originally sub 
milled in 920107 Ur, per 92021 1 tolcon Changes to Rev 3 lo ISpS! SAR also end 
WAREMBOURG.DW Public Service Co of Colorado 92/05/05 STURZ.F C Fuel 
Cycle Safety Branch 16pp- 61683 209 61683 223 

9205160160 Forwards Insp rept $0 267/92-06 ft 72-0009/92-06 on 920301-0416 & 
notice of violation NRC concerned w/ continued violations re compliance w/procedur- 
al requirements 

BEACH, A.B Region 1 (Post 820201) 92/05/11 Public Service Co of Colorado 4pp 
61677 121-61677.140 

-920S150163 Notice of violation from Insp on 920301 -04 18, Violation noted.physics shift 
coordinator accumulated weekly body close of 101 mrom that excoeded adminsirative 
weekly limit of 100 mrem w/o aujhonzalion 
* Region 1 (Post 820201) 92/05/11 2pp 61677*125 81677*126 

-920S160185 Insp repts 60*267/92 00 ft 72-0009/92-06 on 920301 0418, Violations 
noted Major areas inspected .licensee event repts, operational safety 
verificaHon.inonthly malnl observations ft bimonthly surveillance observations 
CONSTABLE.GL Region 1 (Posl 820201). 92/05/05 14pp 61677 127-61677 140 


DOCKET 72-0010 NORTHERN STATES POWER CO., 60-282 ft 60*306 

9205050269 Discusses changes in design of ISFSI cKincrele alorage pads Revs to 
ISF8) SAR. Incorporating cnangos lo pad design & results of revised structural 
analysis, end Info will bo corporatod Into ISFSI SAR as part of future rev. 

PARKER, T.M Northern Stales Power Co 92/05/01, Document Control Branch (Doc- 
ument Control Desk) lOpp 61585*285 615S5 294 


DOCKET 72-0011 SACRAMENTO MUNICIPAL UTILITY DISTRICT, 60-312 

9205670157 Forwards first round of questions concerning environ review of Rancho 
Seco site 

STURZ.F C Source Containment ft Devices Branch (Posl 911213) 92/04/30 
MILLER, K. Sacramento Municipal Utility District. 4pp 61623 310 61623 322 


DOCKET 72-1000 MODEL; CASTOR V/21, GENERAL NUCLEAR SYSTEMS, INC. 

9205280022 Forwards affidavit of confidenllalily for matl spec for CASTOR V/21 fuel 
basket, transmitled via 920228 Hr Affidavit alleats that mall spec pfopfiolary ft should 
be withhold (ref 10CFR2 760). 

PAQUIN.P.L ChamNuefoar Systems, Inc. 92/05/01, SCHNEIDER, J Fuel Cycle 
Safoly Branch, 3pp 61084*267-61004 269 


DOCKET 72-1001 MODEL: MC-10, WESTINQHOU5E ELECTRIC CORP. 

9205290237 Summary of 920519 moating w/Westlnghouso to discuss licensing of MC- 
10 storage cask 

RAODATZ.M.G. Source CSonlaInmont ft Devices Branch (Post 911213). 92/05/27 
HAUGHNEY.CJ Source Containment ft Devices Branch (Post 011213) Ip 
61 909*357*61 009 357 


DOCKET 72-1004 MODEL: NUHOMS-24P, PACIFIC NUCLEAR FUEL SERVICES, 
INC. 


9205130260 Forwards responses to NRC questions on safety analysis rept for Stand 
ardized NUHOMS sys & proprietary Rov 1 to NUH-03-102, '^QA Plan for Mfg & Instal- 
lation of Standardized NUHOMS ft addI proprietary Info.EncIs withheld. 
LEHNERT,R.A. Pacific Nuclear Systems, Inc. 92/04/1 7 STURZ,F. Fuel Cycfe Safely 
Branch. 46pp 61 731:001 *01 731* 148 

9205140186 Supports 020417 submittal ft affidavit requesting that calculated 
data, results ft design calculations ft component design details ft critical dimensions bo 
withhold (rof 10CFR2 70O).QA manual will be placed In PDR. 

CUNNINGHAM, R E Division of Industrial ft Medical Nuclear Safety (Post 870729} 
02/05/08, LEHNERT.R A. Pacific Nuclear Sysloms, Inc 4pp 61704.316 61704*320 

920S1 50208 Responds lo 920417 request for withholding of documents per 
10CFR2.700, Documents fialod In end will be withheld w/ exception of “Pacific Nude* 
ar Sys, Inc QA Manual Edition 2.” 

CUNNINGHAM, R.IE, Division of Industrial ft Medical Nudoar Safety (Post 870720) 
92/05/08. LEHNERT.R A. Pacific Nudoar Fuel Sorvicos, Inc. 5pp 61713:356- 
61713,360. 

9205270054 Advises that CrllicBlily Analysis of SAR for Ventilated Storage Cask ft cal- 
culation package submitted by 920311 & 16 ft affidavit dtd 920422 will Be withheld.per 
10CFR2 790(b[(6),Subl affidavit end. 

CUNNINGHAM,R.E Division of Industrial ft Medical Nuclear Safely (Post 87072D). 
92/05/22. MASSEY, J.V. Sierra Nuclear, Inc. 6pp 61877.301*61077:306 


DOCKET 72-1005 MODEL TN-24, TRAN8NUCLEAR, INC. 

9205 130166 Requests that TN-24 dry alorage cask be noticed in rulemaking separate 
from other storage sy8.Carta]n proposed spent fuel storage ays could be sub] to pro- 
Iraclied ft oontenTous rulemaking process. 

HANSON, AS. Transnuclear, Inc 92/05/07 HAUGHNEY.CJ, Source Containment ft 
Devices Branch (Post 91 1213) 3pp. 61678:326-61578*328 



DOCKET bU M trviJS ^K>f 


DOCKEt 72-1007 MODEL V8C-24, PACIFIC SIERRA NUCLEAR ASSOCIATES 

920S140165 Forwards SER, concluding that based on review of “SAR for Ventilated 
Storage Cask (VSC) Sys.Rev 0," dtd 01 1 104,VSC meets requirement of 10CFR72 
STURZ.F C SourcG Containment & Devices Branch (Post 911213) 92/05/06. 
MASSEY.JV Pacific Sterra Nuclear Associates 2pp 61686 001 61686122 

-9205140167 SER accepting "SAR for Ventilated Storage Cask Sys.Rev 0," dtd 
01 1 104 

* NRC - No Detailed Affiliation Given 92/05/06 lOOpp 61606 003-61686 12? 

9205130160 Forwards proposed certificate of compliance for ventilated slorane cask for 
irradiated fuel 

STRURZ.FC Source Containment & Devices Branch (Post 911213) 92/05/05 
MASSEYJ V Pacific Sierra Nuclear Associates 43pp 61670 255-61678 297 


9205060155 Forwards Insp Rapt 72-1007/92-01 on 920401-02 & notice of nonconfor- 
mance 

MACDONALD.C E Transportation Branch 92/05/06 MASSEY, J V Pacilic Sierra Nu 
clear Associates 3pp 61665 023-61665 039 

*-9205060157 tnsp Rept 72-1007/92-01 on 920401-02 Nonconformance noted Maior 
areas inspected review of QA activities to determine whether QA procedures 
established, documented & expedited in fulfillments made in NRC approved QA pro- 
gram 

O'CONNOR, S C , JANKOVICH.J P , LUSAHDI.M E Office of Nuclear Material Safety & 
Safeguards 92/05/06 lOpp 61665 026 61665 035 

“92050B01S8 Notice of nonconformance from insp on 920401 02 Nonconformance 
noted radiographic svcs provided by subcontractor Metals Evaluation & To sting, Inc not 
performed per radiographic exam procedure 

MACD0NALD,CE Transporlalion Branch 92/05/06 4pp 61665 036-61665 039 




NONDOCKETED ITEMS 


10CPR COMMISSION MEETING RECOnOS 

9204060310 Forwards Regulatory History AA30-2 for proposed rulemaking on stds for 
protection against radiation 

ROECKLEIN.A Radiation Protection & Health Effects Branch 56FR23360 92/02/25 
LANHAM.D Office of Administration (Post 890205) 6Gpp 61840 00 1*61 071 215 

-9204070174 Staff requirements memo re revised 10CFR20 Commission does not 
object to request that final approval of rev to 10CFR20 bo deferred until Issue raised 
In 080202 memo resolved 

CHILK.SJ Office of the Secretary of the Commission COMKC-89 1 89/04/10 
STELLO,V Ofc of the Executive Director for Operations 41 pp 61B62 178 61852 279 

920S010036 Staff requirements memo re SECY-02-0D7, "Provisions for Adopting/ Imple- 
menting Interim Office of Personnel Mat Regulations Covering Provisiorts of Federal 
Employees Pay Comparability Act of 1990 ” 

CHILK.S J Office of the Secretary of the Commission 92/04/07 TAYLOR J M Ofc of 
the Executive Director for Operations Ip 61516 229-61516 229 

920S010050 Staff requirements memo re SECY-92 086. "Proposed License to Export 
Two Reactors (Ulchin Units 3 & 4) to Republic of Korea ()(R153) " Commission ap- 
proved issuance of export license to C-E for export of reactors to Korea 
CHILK.S J Office of the Secretary of the Cjommission 92/04/06 DENTON.H R 
Office of International Programs {Post 911117) Ip 61616 233 61516 233 

9205070074 Transcript of 920422 mooting in RockvIlle.MD re nuclear safely & safe* 
guards in former Soviet Union & Eastern Europe Pp 1-54 Supporting documentation 
end 

* Commissioners (Post 750119) 92/04/22 a2pp 61648 1 99 61648 291 

9205070155 Transcript of 920424 meeting in Rockville, MD re progress of resolution of 
generic safety issues Pp 1 62 Supporting documentation end 
’^Commissioners (Post 7501 19) 92/04/24 60pp 61611005-61611086 

9205120269 Staff requirements memo ro SECY-92-1 lOproposed rule to extend Imple- 
mentation date of revised 10CFR20, "Sid for Protection Against Radiation ” 

CHILK.S J Office of the Secretary of Iho Commission. 92/04/29. TAYLOR J M Ofc of 
the Executive Director for Operations 2pp 81646 356-61646 359 

9205140310 Staff requirements memo re 920429 affiimation/discusslon & vole in 
Rockville, MD on SECY.92-089, "Revs to Procedures to Issue Orders. Challenges to 
Orders that are Made Immediately Effective, 10CFR2 *' 

CHILK.S J Office of the Secretary of the Commission M020429 92/05/05 

PARLER.WC, Office of tha General Counsel (Post 860701). 21 pp 61677.328- 
61877 348 

9205140313 Staff requirements memo re 020422 briefing on NRC activities ro nuclear 
safely & safeguards in former Soviet Union & Eastern Europe In Rockville.MD 
CHILk,SJ Office of the Secretary of the Commission MD20422 92/05/04, 

DENTON.H R Office of International Programs (Post 911117) 2pp 61679.001- 
61679 002 

9205140314 Staff requirements memo ro periodic meeting w/ACNW on 920424 in 
Rockvilio.MO 

CHILK.S. J Office of the Secretary of the Cammission M920424B. 92/05/05 

MOELLER, DW. Advisory Committoo on Nuclear Waste, ip 61679 003-61679.003 

9205150141 Transcript of 920410 meeting In Rockville.MD ro affirmation of SECY-02- 
005 concerning Safety Light Corp Pp 1-5 

* Commissioners (Post 750110) 92/04/10 7pp 61703 349 61703 355 

9205180021 Forwards notice of requosl for public commenis on proposed licensing 
guidance for operating U mills for submission to FR Notice reviewed & approved by 
Commission as indicated in end SRM.dtd 920430 

SURMEIER.JJ Uranium Recovery Branch (Post 001230) 02/05/07 LESAR.MT Di- 
vision of Freedom of Information & Publications Services (Post 890205) Ip 

61761 001-61761 109 

-9205180034 Staff requirements memo re COMSECY-92-007,SECY-91-243 & SECY- 
91 -34 7, submittal of two guidance documents & staff analyses to FR for public com 
meni 

CHILK.SJ Office of the Secretary of the Commission 92/04/30 TAYLOR, J M Ofc of 
the Executive Director for Operations 59pp. 61761 051-6176V109 

9205180146 Staff roqulromenta memo re periodic brleling on progress of resolution of 
QSIs Staff should ensure that originators of potential GSfs remain Informed of status 
CHILK.SJ Office of the Secretary of the Commission M920424A 92/05/13 

TAYLOR, J M. Ofc of the Executive Director for Operations 2pp 61710:183- 

61710.184, 

9205180333 Staff requirements memo ro 920420 briefing on proposed update of source 
term.re!6a30 liming .definition of releases into containment & T1D 14844 (SECy-92‘ 
127) 

CHILK.SJ. Office of the Secretary of the Commission M920420 92/04/30 

TAYLOR.J M Ofc of the Executive Director for Operations Ip. 61712 310 61712 310 

9205200281 Staff requiromenls memo re briefing on progress on design certification 
review & Implementation on 920421 in RockvillelMD 

CHILKiSJ Office of the Secretary of the Commission M920421 92/05/08. 

TAYLOR.J M Ofc of tha Executive Director for Operations 2pp. 61726.001- 

61725.002. 

9205210213 Transcript of 920429 meeting (n Rockville.MD re affirmation/ discussion & 
vote.Pp 1-4. 

* Commissioners (Post 760119). 92/04/29. 8pp 61765 337-61 755*344. 

9205210262 Staff requirements memo re SECY-92-126, "Proposed Licenses to 
Export .Mali to all Destinations Except Cuba, Cambodia, (Kampuchea), North 
Korea .Vietnam, China, Iraq & Libya to Republic of Korea & to Japan. 

CHILK.S J Office of the Secretary of the Commission 92/04/24 DENTON.H R 
Office of Intornallonal Programs (Post 911117) Ip. 61756*155 61766 156. 

9205210269 Staff reguiroments memo re SECY-92-141, "Regulatory Review" 

CHILK.S.J. Office of the Secretary of the Commission 02/04/28 TAYLOR,J M. Ofc of 
the Executive Director for Operations 6pp. 61766 303-61766 30B, 


92052102901 Staff requirements memo ro SECY-9t-tl5 concerning comments on Illinois 
Dept of Nuclear Safety draft boiler & pressure vessel regulations 
CHILK.SJ Office of the Secretary of the Commission 92/04/27 TAYLOR.J M Ofc of 
the Executive Director for Operations 3pp 61756 175 61756 177 

0205210296 Staff requirements memo re SECY -02 065 concerning approval of final 
NRC policy statement on guidelines for NRG review of agreement slate radiation con- 
trol programs 

CHILK.SJ Office of the Secretary of tha Commission 92/04/27 TAYLOR.J M Ofc of 
the Executive Director for Operations 25pp 61760 178 61 750 202 

9205260107 Staff requirements memo ro Commission approval of actions In response 
to SECY-02 037 ro need for NRC sponsored confirmatory integral ays testing of Wes- 
tinghouso AP600 design Sensitive info witliheld 

CHILK,S J Office of the Secretary of the Commission 92/04/21 TAYLOR.J M Ofc of 
the Executive Director lor Operations 4pp 61785 190 61785 193 

9205260127 Transcript of 920511 public meeting in Rockville.MD re briolirm on pro 
posed transfer of PSNH ownership of facility to Northeast Utils Pp 1-92 Supporting 
documentation end 

• Commissioners (Post 750119) 92/06/11 92pp 61785 051-61785180 

9205290033 Informs that Commissioner Curtiss vote & comments on SECY-92-156 will 
serve as his vote on SECY-92- 150A Vote & comments end 

GRAY.JR Commissioners (Post 750119) 92/05/18 CHILK.SJ Office of the Secro- 
Ifiry of tho Commission 4pp 61797 338-61797 341 

9205290052 Staff requirements memo re SEGY-92-156A, "SaabrooK Station - Status Of 
Acquisition By Nortfieast Util 

CHILK.S J. Office ol the Secretary of tho Commission 92/05/19 TAYLOR.J M, Ofc of 
the Executive Director for Operations 2pp 61797 331-61797 332 

92Q5290057 Staff requirements memo re SECY.92-156, "Seabrook Station • Status Of 
Acquisition By Northeast Utils " SECY-92-156 being closed w/o further action 
CH1LK.S J Office of Iho Secretory of the Commls^on. 92/05/ 19 Office of the Secre 
tary of the Commission 1p 61797 330 61797 330 

9205290059 Staff requirements memo re SECY-92 099, "Seabrook Nuclear Generating 
Slallon ♦ Status Of Acquisition By Northeast Util " 

CHILK.SJ Office of the Socrotary of tho Commission 92/05/15 TAYLOR.J M Ofc of 
the Executive Dfroclor for Operations Ip 61797 329 61797 329 

9205290100 Staff requirements memo re briefing on proposod transfer of PSNH owner- 
ship of Seabrook to Northeast Utils 

CHILK.SJ Office of the Secretary of the Commission M9205118 92/05/20. 
TAYLOR.J M Ofc of the Executive Director for Operations. 1 p 61797 316 61797.316 


ACNW ADVISORY COMMITTEE ON NUCLEAR WASTE 


920S050304 Transcript of 920424 periodic meeting w/ Advisory Committee on Nuclear 
Waste (ACNW) in Rockville.MD Pp 1-44. 

* Advisory Committee on Nuclear Waste * Commissionore (Post 750119). 92/04/24 
56pp 61668.193-61568 248 

0205120243 Summary of ACNW 42nd mooting on 920422-24 ro draft staff technical po 
sitlon on alternate concentration limits for Title II U Mills 

MOELLER.D W Advisory Committee on Nudear Waste. 02/04/30. THE CHAIRMAN, 
SELIN.I Commissioners (Post 7501 19). 3pp. 61702 217-61702.219 

9205120246 Submits comments on proposed expedited rulemaking re procedures & cri- 
terie for on site storage of low-level radioactive waste.discussea at 920422-24 meet- 

M?)ELLER,D W Advisory Committee on Nuclear Waste 02/04/30 THE CHAIRMAN, 
SELIN.I Commissioners (Post 750110) 2pp. 61702 220 61702 221 

920S1 20251 Submits program plan for ACNW activities (or May-Aug 1992 Invites Com- 
mission to provide guidance on Issues on which Commission desires that ACNW 
focus efforts Next program plan will be submitted In Sept 1992, since Aug meeting de- 
ferred 

MOELLER.D W Advisory Committee on Nuclear Waste. 92/05/01 THE CHAIRMAN. 
SELIN.I Commissioners (Post 7501 10) 5pp. 61702 222-61 702 226 

92D5120256 Comments on compreltensivo sys analysis of high level radwaste mat & 
disposal program.in response to 910621 request Believes that In depth sys analysle 
essential to adequate A proper condud of HLW mat A disposal program 
MOELLER.D W, Advisory Comm lUoe on Nudear Waste, 92/05/01 THE CHAIRMAN, 
SEUN,f Commissioners (Post 750119) 6pp. 81702 227 61702.232 

9206120267 Summary of ACNW 41 st mooting on 920312-13 re NRC High-Level Rad 
waste Hosoarch Program Plan (Draft NURtG-1406).Rocommends that RES A HLW 
Mgt staff coordinate RES program slrateglos A goals & current A expected technical 
assistance activities 

MOELLER.D W Advisory Committee on Nudear Waste 92/05/01 TAYLOR.J M Ofc 
of the Executive Director (or Operations 7pp. 61702.233 61702*239. 

9205140314 Staff requirements memo ro periodic meeting w/ACNW on 920424 in 
Rockville.MD 

CHILK.SJ Office of the Secretary ol the Commission M920424B 92/05/05 
MOELLER.O.W Advisory Committee on Nuclear Waste Ip, 61079 003-61679 003. 

9205180071 Summary of 3Bth ACNW maeling on 910927 In Bolhesda.MD re mgt A dis- 
posal of low-level radwaste A rog guides that implement revised 10CFR20 on stds for 
protection against radiation 

^ Advisory CommlUeo on Nuclear Waste 91/11/06 Advisory Committea on Nuclear 
Waste 22pp. 61717:133 61717 164 

920S180102 Summary of 3Bth meetina of ACNW on 911218-19 In Bethesda.MD re staff 
technical position on Identification of fault displacement & seismic hazards at Geologic 
Repository A sys analysts approach to reviewing overall HLW program. 

‘ Advisory Committee on Nuclear Waste 92/01/22 Advisory Committeo on Nuclear 
Waste. 103pp 61716.006 61715.100 


169 



170 NONDOCKETED ITEMS 


9205180114 Discusses 920213 mealing on mlagratian of activilies being undertaken by 
CNWRA in votcarism & tactcnics in San Antonio, TX Agenda list of attendees oncl 
POLAND, K A Ohio Slate Univ. Columbus, OH 92/02/15 HINZE.W Advisory Com' 
miltee on Nuclear Waste 6pp 81724:298-61724 303 

9205180122 Comments on repls presented at Second Annual Conference on High- 
Level Radwaste Ugt in Las Vegas Comments specifically add'ress temporal nat-ure o1 
voicaalc activity & goocTtemialry of carbonates near Yucca Mountain 
POLAND, K Am! lation Not Assigned 91/06/24 ABRAMS^C Advisory Committee on 
Nuclear Waste 3pp 61724 306-61724 308 

9205180126 Comments on presentations & discussions re HLW research program o1 
620313 session of 41 si ACNW meeting 

POLAND, K AffitlaUon Not Assigned 92/04/04 MAJOR,R Advisory Cemmillao on 
Nuclear Waste 3pp 61724 309 61724 311. 

92Q61B012B Summary of 910618 19 ACNW Working Group on Export Judgment & 
Humar^ Intrusion meeting in Bethesda.MD re prelioe rising & licensing process for high- 
level radwaste reposdories 

* Advisory Committee on Nuclear Waste 91/10/29 Advisory Committee on Nuclear 
Waste 41pp 61722 228 61722 266 

920S180136 Forwards summary of actions.aQreemenls, assignments A requests made 
during ACNW mealing on 620312-13 

FRALEY,R,F Advisory Commiltee on Nuclear Waste 92/04/13 TAYLOR.J M Ofc of 
the Executive Director for Operations 8pp 61724 221-61724 22B 

6205180140 Forwards summary of action 8 ,agreement&.as 3 ignmonts A requests made 
dunng 40th ACNW mealing on 920226 21. 

FRALEY, R.F Advisory Commille a on Nuclear Waste. 92/03/11 TAYLOR, -J.M Ofc of 
the Execuliva Diraclor lor Operations. 6pp 81722 222 61722 227 

6205180142 Forwards summ^ of actians.agreomdnts.asslgnmenls & requests made 
during 39th ACNW meeting on 620115-17 

FRALEY.RF. Advisory Commillee on Nuclear Waste 92/02/14 TAYLORJM Ole of 
Ihe Executive Director for Operations 6pp 61728*344 61728,349. 

9205180144 Fo-rv/arda summary of aGltons,agreemeni8.assigninenta A requests made 
dunng 36lh ACNW mealing on 91 1218 19 

FRALEY, RF Advisory CommlUeo on Nuclear Waste 92/01/21. TAYLOR, J M Ofc of 
the Executive Director for Operations 8pp 61730 340-61730:345 

9205180146 Summary of 910626-28 ACNW Workirig Group meeting & visll to 
CNWRA.Soulhweat Research Insiltuto in San Anlonio.TX 

^ Advisory Cornmittae on Nuclear Waste 91/10/3D Advisory Committeo on Nuclear 
WaalB, lipp 61719 347-61719357, 

9205180161 Summary of ACNW Working Group on Concerns re Seismic A Faulting In 
vestigations for Char acts niation of High Level Waste Site 911217 meeting. 

* Advisory Committee on Nuclear Waste 92/02/20 Advisory Committee on Nuclear 
Waste. ISpp. 61730.301-61730316 

92061 8Q15B Summary of 37lh ACNW moating on 911120-21 In Belhesda.MD re ropl on 
Working Group on Quartornary Dating Methods & NRC capabilities in porlormance es- 
sessmenl & computer modeling of high level A low level wasto dispose) facilities 
^ Advisory Committee on Nuclear wasla 62/01/15 Advisory Committee on Nuclear 
Waste 26pp 61728 317*61728 343, 

9205180158 Summary of 39th ACNW meeting on 911018 in Sethescfa.MD to review 
Chai im a ns repl, performance assessment program A probability limits for dlalingulshing 
between unlikely A very unlikely events 

* Advisory Committee on Nuclear Waste. 91/11/21 Advisory CommlUeo on Nucloar 
Waste 28pp. 6 1724 ■245-61 724 272 

9205180209 Summary of 911016*17 ACNW WorWng Group meeting to review NRC staff 
Capabilitlsa In Computer Modeling A Performance Assessment Tor HLW A LLW Mgt 
Programs In Bethesaa.MO 

^ Advisory Committee on Nuclear Waste. 92/02/26. Advisory CommlUeo on Nuclear 
Waste 55pp 51721.107-61721*254 

9205180215 Forwards summary of action 8 ,agf 0 Gm eats, assignments A roquosls made at 
37lh ACNW meeting on 91 1 1 20 21 

FRALEY.RF. Advisory CommiUee on Nuclear Waste. 91/12/20. TAYLOR.J M Ofc of 
tha Executive Director tor Operations 6pp. 61724*233-81724 238 

92C5180246 Forwards summary of acllona,agreQmoms,a83ignmonls A requasta mado at 
36th ACNW meeting on 911018. 

FRALEY ,R F Advisory Commiltee on Nuclear Waste 91/11/21 TAYLOR,J M. Ofc of 
the Exftciitrve Director lor Oparaiiona, 5pp. 61719.245 61719 249. 

9205180248 Submits summary repl of 41st ACNW meeting on 920312*13. 

MOELLER.DW Advisory CommiUee on Nucloar Waste. 92/04/20. THE CHAIRMAN. 
SELIN,! Commissioners IPosl 7601 19). 6pp 01719<239-61719'244 

9205180254 Submits summary rept on 40lh ACNW mealing on 920220-21 re proposed 
rufemakfr^ on EPA high level waste aids 

Advisory Comrnitlee on Nuclear Wasto. 92/03/13 THE CHAIRMAN, 
SELIN, f Commissioners (Post 760119). 6pp. 61724.047-61724 063. 

9205180259 Submits summary rept of 39th ACNW mealing on 92011S-17 re technical 
position on ’'Idan^fication of Fault Displacement A Seismic Hazards at Geologic Re- 
pository d(d 920214 A fisted memoranda. 

MOELLER, D.W. Advisory Committee on Nuclear Waste. 92/02/14. THE CHAIRMAN, 
SELfN.f. Commissioners (Post 7501 19). 6pp. 61 718' 353 61716 358 

9285160267 Submits summary rept of 30lh meeting of ACNW on 911210*19 re program 
plai> for ACNW A ''Gaologb Dating o! Quarternary Volcanic Featurea A Malls, did 
911224 A other matters 

MOELLER.OW. Advisory Committee on Nuclear Waste 92/01/22 THE CHAIRMAN. 
SELIN, f, Commissfoners (Post 7501 19). 5pp, 61 71 8 ‘332-617 10*336 

9205180289 S^ubmils summary reel of 37th meelmg of ACNW on 911120 21 re listed 
repta A Itrs, Future schedule encl. 

Advisory Com mlttoe on Nuclear Waste 91/12/20, THE CHAIRMAN, 
SELIN, 1 Commissioners (Post 760119) app 6171 &‘326-81 710:331. 


9206180271 Submits summary repl of 36lh meeting of ACNW on 911018 re Reg Guides 
being developed in support of revised 10CFR20, "Stds for Protection Against Radi- 
ation*’ A other listed activili os Future schedule end 

MOELLER.OW Advisory Committee on Nuclear Waste 91/11/21 THE CHAIRMAN, 
SELIN, 1 Commissioners IPosl 750119) 5pp 61718 318 61710 322 

92051B0274 Submits summary repl of 35th meeting of ACNW on 910927 re listed activi 
lies A SECY-9 1-240 on security support for NRC meetings/hearings Future schedule 
encl 

MOELLER.OW Advisory Committee on Nuclear Waste 91/10/18 THE CHAIRMAN, 
SELIN, 1 Commissioners (Post 7601 19) 5pp 61710 305 61710 310 

-9205180277 Advises that ACNW concluded that policies A procedures recommended 
in SECY-91'240 appear adequate for support of Committoe meetings 
FRALEY.RF Advisory Committee on Nuclear Waste 91/10/01 TAYLOR.J M Ofc of 
the Executive Director for Operations Ip 61 718310 61 718310 

9205180262 Summary of 40 ih ACNW 920220-21 meeting In eGlhosda.MD re anticipated 
A(DNW activities A other listed activities Meeting schedule A outline, meeting 
attendeo 8, future agenda A working group activities A list of documents encl 

• Advisory Committee on Nuclear Waste 92/02/20 Advisory Committee on Nuclear 
Waste 25pp 61718 266 61716 290. 

9205180285 Summary of 391h ACNW meeting on 910115-17 in Belhesda.MD re NRC 
lechnlcat postfon on "Identlftcation of Fault Displacement & Seismic Hazards at Geo- 
logic Repository,'* & other listed activities Related Info encl 

* Advisory Committee on Nucloar Waste 92/01/15 Advisory Committee on Nuclear 
Waste 26pp 61717.155-61717 180 

9206190017 Advises that ACNW full commiUee meetings held on 910725 26, 0827-29 A 
0927 & Working Group Moeting to Review Reg Guido for Implementing Revs to 
10CFR20 held on 910923 24 Portion of 34th meeting closad to discuss govt ethics 

P roposed rule 

RALEY,RF Advisory Committee on Nuclear Waste 91/10/08 HOYLE. JC Advisory 
Commillee on Nuclear Waste 1p 61741 025 61741 025 

9205 190233 Advises that ACNW held listed meetings since last quarterly rept on 
9201 09. No closed meeting sessions held during quarter 

FRALEY.RF, Advisory (bommlUeo on Nuclear waste 92/04/06 HOYLE.J C Advisory 
Committee on Nuclear Wasto Ip 61740 213 81740 213 

9205260123 Forwards draft proposed rulemaking tor 1OCFR0O, “Design Basis Events 
for Geologic Repository Operations Area" Briefing to ACNW on suuj scheduled for 
920529 

YOUNGBLOOD, B.J Division of High-Level Waste Management (Post 870413) HLWR 
92/05/21 FRALEY.RF Advisory Committee on Nuclear Wasla 23pp 61088 013- 
61880 035 

920S290034 Advises that NRO preparing document to address potential allornato con 
cenlrallon limits for Title 11 U mills for cases requiring considerations different than 
cases in technical position 

TAYLOR.JM Ofc of the Executive Dlroclor for Operations 92/05/18 FRALEY.RF 
Advisory CommitloQ on Nucloar Waste 5pp 61875 349 61878 353 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


9205120298 Transcript ol ACRS Joint Subcommlltoes on Compulars In Nucloar Power 
Plant qporatlons & Advanced BWRs 920505 meoUng in Belhesda.MD Pp 1-102 

* ACRS • Advisory Commltloe on Reactor Safeguards 02/05/05 lOBpp 61704 001- 
61704 107. 

9205120302 Transcript of ACRS Joint Subcommlttoo on Staff Activities 020505 mooting 
in BeihesdaMO Pp 1-01 Supporting documentation encl 

■* ACRS - Advisory Committoe on Reactor Safeguards 02/06/0B. 130pp 61724 054- 
61724’102 

9205120312 Transcript of ACRS Design Acceptance Criteria Ad Hoc Subcommlttoo 
920506 meeting in Bethasda.MD.Pp 1*152 Supporting documentation end 

* ACRS ' Advisory CommUlee on Reactor Safeguards 02/05/06 400pp 616B6 001* 
61665 357. 

9205140270 Transcript of ACRS 305lh maotlng in Qolhosda.MD Pp 1-175 Viowgraphs 
end. 

* ACRS • Advisory Commillee on Reactor Safeguards 92/05/07. 212pp 61712 001* 
61712.210. 

920514 0272 Transcript of ACRS 385th meeting on 620500 In Bethoada.MD. Pp 176- 
347.VjowflrapbB oncJ 

* ACRS - Advisory Cammitloe on Reactor Safeguards 92/05/00 325pp 61711.001- 
61711 '254 

9205280101 Summary of 920505 meeting w/ChaIrman Solln & Commissioner Remick re 
proposed NRC test program for confirmatory validation of Woslinghouso AP eoo roac- 
lor design 

BATES, A, Operallona Branch 92/05/13. Oporalions Branch. 4pp. 61705 001* 

61765 004 

9206270064 Summary of ACRS 386th meeting on 020506 09 re delinitlon of form “largo 
release'* for use w/safety goal policy.AgrQe8 w/ proposal to use qualllatlvo delinitlon 
en trial basis rather than quantitative definition 

WAnD,DA, ACRS - Advisory CommiUee on Reactor Safeguards 92/05/13 THE 
CHAIRMAN, SELIN, I Commissioners (Post 750119) 2pp 61814 232-61814.233, 

9205270072 Summary of ACRS 303rd & 384lh meetings on 920305 07,0402-04 & 
0505-09 re Issues pertaining to evolutionary & passive LWRs 8 roaclora relationship 
fo current regulatory requirements, 

WARD, DA ACRS - Advisory Committoe on Reactor Safeguards 02/05/13 

TAYLOR.J, M Ofc of the Executive Director lor Operations. 4pp. 61888 087* 

61068 000. 

9205270081 Summary of ACRS 385lh meeting on 920506 00 re advanced notice ol 
proposed rulemaking on aovero accident plant performance criteria for fuluro LWRs 
WARD, DA. ACRS * Advisory CommiUee on Reactor Safeguards 92/05/ 14 

TAYLOR, J,M Ofc of Iho Executive Director for Operations. 3pp 61860 091-61888:003. 



9205270084 Summary of ACRS 305th meeting on 920506 09 re reliability of emorgency 
ac power at nudear power plants 

WARD.DA ACRS - Advisory Committee on Roactor Safeguards 92/05/19 THE 
CHAIRMAN. SELIN.I Commissioners (Post 7501 19) 6pp 61839 303-61839 308 


9205180140 Forwards summary of actions.agreemenis, assign men is & requests made 
durmgjIOlh ACNW meeting on 920220 21 

FRALEY.R F Advisory Committee on Nudear Waste 92/03/11 TAVLOR.J M Ofc of 
the Executive Director for Operations 6pp 61 722 222 61722 227 


9205280247 Transcript of 920521 Joint ACRS Subcommittee meeting in San 
Francisco, CA re mails & metallurgy /advanced reactors designs Pp 1 -264 viewgraphs 
end 

" ACRS . Advisory Committee on Reactor Safeguards 92/05/21 3l5pp 618G6 016- 
61087 066 

9205280263 Transcript of 920520 Subcommilteo meetino on regional programs In 
Walnut Creek, CA Pp 1-260, 

* ACRS - Advisory Committee on Reactor Safeguards 92/05/20 3l5pp 61885 001- 
61886 015 


ADVCM NRC ADVISORY COMMITTEE 


920S050304 Transcript of 920424 periodic meeting w/ Advisory Committee on Nudear 
Waste {ACNVi^ in Rockville, MD Pp 1 44 

• Advisory Committee on Nuclear Waste * Commissioners (Post 760119) 92/04/24 
56pp 61568 193 61668 248 

9205120243 Summary of ACNW 42nd meeting on 920422-24 re draft staff technical po- 
sition on allernato concentration limits for TiTte 11 U Mills 

MOELLER, DW Advisory Committee on Nudear Waste 92/04/30 THE CHAIRMAN. 
SELINJ Commissioners (Post 750119) 3pp 61702 217-61702 219 

920S 120246 Submits comments on proposed expodited rulemaking re procedures & cri 
teria for on-site storage of low-tevol radloacUva waste, disc us led at 920422-24 meet- 

MOELLER, DW Advisory Committee on Nuclear Waste 92/04/30 THE CHAIRMAN, 
SELIN.I Commissioners (Post 7501 19) 2pp 61702 220 61702 221 

9205120251 Submits program plan for ACNW aclivities for May Aug 1992 Invites Com- 
mission to provide guidance on issues on which Commission desires that ACNW 
focus efforts Next program plan will be submitted in Sept 1 992,sinc9 Aug meeting de- 
ferred 

MOELLER.DW Advisory Committee on Nuclear Waste 92/05/01 THE CHAIRMAN, 
SELIN.I Commissioners (Post 750119) 5pp 61702*222.61702 226 

9205120256 Comments on comprehensive sys analysis of high level radvvasto mat & 
disposal program, in response to 910821 request Believes that In depth sys analysis 
essential to adequate & proper conduct of HLW mgt & disposal program 
MOELLER.DW Advisory Committee on Nuclear Waste 92/05/01 THE CHAIRMAN, 
SELIN, I. Commissioners (Post 750119) epp 61702 227 61702 232. 

9205120257 Summary of ACNW 41 at meeting on 920312-13 re NRC High Level Rad- 
waste Research Program Plan (Draft NUREG-1 406) Recommends that RES HLW 
Mgt staff coordinate RES program strategies & goals & current & OKpected technical 
assistance activities 

MOELLER, D W Advisory Committee on Nuclear Waste. 92/05/01 TAYLOR, J.M Ofc 
of the Exoculivo Director for Operations 7pp 61 702 233 61702 239 

920S 130044 Transcript of ACMUI 920507 proceedings in Reslon.VAPp 1-241 

• Advisory Committee on Medical Uses of Isotopes 92/05/07 241pp 61 678-001- 
61678 254 

9205130050 Transcript of ACMUI 920508 proceedings in Reston.VA Pp 242- 438 

• Advisory Committee on Medical Uses of Isotopes 92/05/08 196pp 61778 019- 


9205140314 Staff requirements memo re periodic meeting w/ACNW an 920424 in 
RockvjlJe.MD 

GHILK.SJ Office of the Secretary of the Commission. M920424D 92/05/05 
MOELLER.DW Advisory Committee on Nuclear Waste 1p. 61679,003 61679.003 

9205180071 Summary of 35lh ACNW meeting on 010927 in Bethesda.MD re mgt & dis- 
posal of tow level radwasia & reg guides that implement revised lOCFRao on elds lor 
profecfion against radiation. 

* Advisory CommlUee on Nuclear Waste 91/11/06. Advisory Committae on Nuclear 
Waste 22pp. 61 71 7 1 33 61 7 1 7 1 54 

9206180102 Summary of Seth meeling of ACNW on 911218-19 In Bolhesda.MD re staff 
technical position on identification of fault displacement & seismic hazards at Geologic 
Reposifory & sys analysis approach to reviewing overall HLW program. 

Advisor Committee on Nuclear Waste 92/01/22 Advisory Committee on Nuclear 
Waste. 1 03pp. 61 7 1 5 006 61 71 5 1 08 

92061 B01 14 Discusses 920213 meeting on Integration of activities being undertaken by 
CNWRA In vofcanism & tectonics fn San Antonio, TX Agenda & list of attendees enci 
POLAND, K A Ohio Stale Unlv., Columbus, OH 92/02/15 HINZE,W. Advisory Com- 
mittee on Nuclear Waste 0pp. 61724 298-61724 303 

9205160122 Comments On repts presented at Second Annual Conference en High 
Level Radwaste Mgt in Las Vegas Comments specifically address temporal nature of 
volcanic activity & geochemistry of carbonates near Yucca Mountain 
POLAND, K. AifllialTon Not Assigned. 01/06/24. ABRAMS, C. Advisory Committee on 
Nuclear Waste. 3pp 61724 306 61724 308. 

9205 180 126 Comments on presentations & discussions re HLW research program of 
920313 session of 4lal ACNW meeting 

FOLAND.K Affiliation Not Assigned. 92/04/04. MAJOR.R Advisory Committee on 
Nuclear Waste 3pp 61724-309 61724 311 

9205 180 126 Summary of 910618-19 ACNW Working Group on Expert Judgment & 
Human Intrusion meeting In Bolhesda.MD re prellconalng & licensing process for high 
fevef radwaste repositories 

* Advisory Committee on Nuclear Waste. 91/10/29 Advisory Committee on Nuclear 
Waste. 41 pp 61722 228-61722 268. 

9205180136 Forwards summary of aclio ns, agreements, assignments & requests made 
dunng ACNW meeting on 920312-13 

FRALEY, R.F. Advisory Committee on Nuclear Waste 92/04/13 TAYLOR, J M, Ofc qf 
the Executive Director for Operations. 8pp 61724*221-61724 228 


9205180142 Forwards summary of act ions,agroomsnts .assignments & requests made 
during 39th ACNW meoling on 920115-17 

FRALEY.R F Advisory Committae on Nuclear Waste 92/02/14 TAVLOR.J M Ofc of 
the Executive Director for Operations 8pp 61 728 344 61728 349 

9205180144 Forwards summary of actio ns .ag re aments, assignments & requests made 
during 38lh ACNW meeling on 911218-19 

FRALEY.R F Advisory Committee on Nuclear Waste 02/01/21 TAYLOH.J M 0!c of 
the Executive Director for Operations 6pp 61730 340 61730,345 

9205 180 149 Summary of 910626-28 ACNW Worklfw Group mesting & visit to 
CNWRA, Southwest Research Institute In San Antonio.TX 

* Advisory Committoo on Nuclear Waste 91/10/30 Advisory CommlUao on Nuclear 
Waste lipp 61719 347 61719 957 

9205180151 Summary of ACNW Working Group on Concerns re Soksmtc & Faukhng In- 
vestigations for Characterization of High Level Waste Site 91 1217 meeting. 

* Advisory Committee on Nuclear Waste 92/02/20 Advisory Committee on Nudear 
Waste IQpp 61730 301-61730 318 

9205180156 Summary of 3?lh ACNW meeting on 911120-21 In Bethesda.Md re rept ori 
Working Group on Quartornary Dating Methods & NRC capabilities In performance as- 
sessment & computer modeling of high level & tow level waste disposal facilities 

* Advisory Committee on Nuclear Waste 92/01/16 Advisory Commit (oo on Nuclear 
Waste 2epp 61728 317 61728 343 

9206180158 Summary of 36th ACNW meeting on 911018 in Bethesda.MD ta review 
Chairmans ropt.porlormanco assessment program & probability limits for distinguishing 
bsiween unlikely & very unfikely events 

* Advisory Committee on Nuclear Waste 91/11/21 Advisory Commllleo cn Nuclear 
Waste, 2app. 61724 245 61724 272 

9205160209 Summary of 911016-17 ACNW Working Group mooting to review NRC staff 
Capabilities in Computer Modeling & Performance Assessment for HLW & LLW Mgt 
Programs in Bethosda,MD 

* Advisory Committee on Nuclear Waste 92/02/26 Advisory Committee on Nuclear 
Waste 35pp 61721 197 61721*254 

9205100215 Fcnvards summary of actio ns, agreements, assignments 8 requests made at 
37lh ACNW meeNng on 9f 1 120 21 

FRALEY.R F Advisory Committee on Nuclear Waste. 01/12/20 TAVLOR.J M Ofc of 
the Executive 01 rector for Operations 6pp 61724 233 61724*238 

9205180246 Forwards summary of actlons.agreements.assignments & requests made at 
3i6fh ACNW meeling on 9f 1010 

FRALEY.R F, Advisory CommlUee on Nuclear Waste 91/11/21 TAYLOR, J.M 0(c of 
the Executive Dlreclor for Operations. 5pp 01710 245 61710.249 

920S1B024B Submits summary rept of 41st ACNW meeting on 020312-13. 

MOELLER.DW Advisory CommlUee on Nuclear Waste 92/04/20. THE CHAIRMAN, 
SELIN, 1 Commissioners (Post 750119) 6pp, 61710 239-61710.244 

9205160264 Submits summary rept on 40th ACNW meeting on 92022Q21 re proposed 
rule making on EPA high level waste sids 

MOELLER.DW Advisory Committee on Nuclear Waste 92/03/13 THE CHAIRMAN, 
SELIN.I. Commissioners (Post 750119). 6pp 8172i 047 61724*053. 

9205180269 Submits summary rept of 39lh ACNW meeting on 920115 17 re Ischnical 
position on "Identification of Fault Displacement & Seismic Hazards at Geologic Re 
pository," did 920214 & listed memoranda 

MOELLER.DW Advisory Committee on Nuclear Waste 92/02/14 THE CHAIRMAN. 
SEL1NJ Commissioners (Post 750119) 6pp 61718 353 61 71 6 35-0 

9205160267 Submits summary rept of 38th mooting of ACNW on 91 1210-1 9 re program 
plan for ACNW & "Geologic Daling of Quarternary Volcanic Features & did 

011224 & other matters 

MOELLER.D.W Advisory Committee on Nuclear Waste 92/01/22. THE CHAIRMAN. 
SELIN.I Commissioners (Post 750110) 5pp 61710 332 61718 336 

9205180269 Submits summary rept of 37th meeling of ACNW on 011120*21 re listed 
repts & Itrs Future schedule end. 

MOELLER.DW Advisory Committeo on Nuclear Waste 91/12/20 THE CHAIRMAN, 
SELIN.I. Commissioners (Post 760119) 6pp 01716*326-61710 331. 

9205160271 Submits summary rept of 36th meeting of ACNW on fit 101 B re Rog Guides 
being developed In support of revised 10CFR20, "Slds for Protocllon Against Radi- 
ation' & other listed activities Future schedule end, 

MOELLER.D.W Advisory CommlUee on Nuclear Waste 91/11/21 THE CHAIRMAN, 
SELIN.I. Commissioners (Post 7601 19) 6pp. 61710 318 61718 322 

9205180274 Submits summary rept of 35th niGoling of ACNW on 91 0927 re listed activl 
lies & SECY-01 -240 on security support for NRC meeiings/hearings Future schedule 
encL 

MOELLER.DW Advisory CommiUoe on Nuclear Waste. 91/10/18. THE CHAIRMAN, 
SELIN.I Commisaionorg (Post 7601 1 9). 5pp 61 7 1 8 306 61 71 8 3i 0. 

-9205160277 Advises that ACNW concluded that policies & proceduros recommended 
In SECY-91.240 appear adequate for support of ComrriiUaa meeling s 
FRALEY.R F Advisory Committee on Nuclear Waste. 91/10/01. ‘TAYLOR. J.M. Ole of 
the Executive Director lor Operations 1p. 61718310-61710 310. 

9205180252 Summary of 40th ACNW 920220 21 meeting tn Bethesda.MD re anticipated 
ACNW activities & other listed aclivHlos Meeling schedule & outHne.nnoeling 
attendees .future agenda & working group aclivities & list of documents end 

* Advisory Committee on Nuclear Waste. 92/02/20. Advisory Ckimmittee on Nuclear 
Waste. 26pp 61718:266-61718*290 

92051 B0285 Summary of 39lh ACNW meeling on 910116-17 in Bolhesda.MD ro NRC 
technical posllon on "Identification of Fault Displacement & Seismic Hazards at Goo- 
logic Repository," & other listed activities. Related info end. 

* Advisory Committee on Nuclear Waste 92/01/16. Advisory CommiUoe on NuclDAr 
Waste 26pp 617171 65-61 71 7. 1 80 



172 NONDOCKETED ITEMS 


9205190017 Advises lhal ACNW full commillea nneslings held on 910725 26. 0827 29 a 
0927 & Working Group Moeling to Review Reg Guide tor Implementing flovs to 
lOCFRZO held on 910923-24 Portion of 34th meeting closed to discuss govt ethics 

FR ALE Advisory Committee on Nuclear Waste 91/10/08 HOYLE. J C Advisory 
Committee on Nuclear Waste ip 61741 025 61741 025 

9205190233 Advises lhal ACNW hetd listed meetings since tost quarterly rept on 
92010B No closed meeting sessions held during QiJ^^er 

FRALEY.R F Advisory Committee on Nuclear Waste 92/04/06 HOYLE.J C Advisory 
Committee on Nuclear Waste Ip 61740 21361740 213 

9205200269 Transcnpl of 920429 meeting m Rockville.MO re public meoting of Nuclear 
Safety Research Reviev; Committee Pp 1-263 W/relaled documenlalmn 
* Nuclear Safety Research Review Committee 92/04/29 400pp 6172:5 045 
61726 051 

9205200270 Transcrpl of 920430 meeting in flockville.MD re Nuclear Safely Research 
Review Committee public meeting Pp 284-524 * 

‘ Nuclear Safety Research Review Committee 92/04/30. 4O0pp 61734 001- 
61734 268 


9205050304 Transcript of 920424 periodic meeting w/ Advisory Commitloe on Nuclear 
Waste (ACNVy/) in Rockville.MO Pp 1-44 

• Advisory Commlllea or> Nuctear Waste * Commissioners (Post 750119) 92/04/24 
58pp 61B6B193 6166G248 

0205060151 Ack receipt of Ur & copy of latest book on arms industries in newly industfl 
alized countries Issues which should be addressed end 

SELIN, 1 Commissioners (Post 750119) 92/04/20 SANDERS.R Affiliation Not As- 
signed 2pp 61660 167-61660 170 

“92050601 59 Folwards copy of latest book re arms industries In newly industrializing 
countries. per suggestion to write article concernino drive of developing & newly Indus- 
trializing countries for fashioning nuclear power industnes W/o end 
SANDERS.R Affiliation Not Assigned 92/03/14 THE CHAIRMAN Commissioners 
(Post 750119) 2pp 61680169-61680 170 

92050601 Cl Agrees w/mnny concerns expressed In repi, ‘’Reonentalion of Research 
Capabilify of Former Soviet Unlor^” & accepts offer to exchange viows on how US 
govt might better servo Interests through expended cooperation 
SEUN,I Commissioners (Post 750119) 92/04/20 PRESS.F National Academy of 
Sciences Ip 61581 256 61581 206 


9205220046 Forwards NRC Charter for ACMUl.per Section 9 ^ Federal Ad vasoryCom 
mltee Act Charter updates document previously filed by NRC on 900404 & extends 

RATHBUN^DK^^Slfice^orCongressio^^^ Affairs 911117) CCS 92/04/03 

GRAHAM, B Senate. Environment & Public Works KOSTMAYEH.P House of Rep , 
Inlonor & Insular Affairs SHARP.P, House of Rep, Energy & Commofco, 3pp 
61772 345 61772 349 

-9205220051 "United States NRC Charter for ACMUl (Per Siectlon 9 of Public Law 92- 
463)" for period 920404 940404 ^ 

HOYLE.JC NRC - No Detailed Affiliation Given CCS 92/04/03 2pp 61772 340* 
61772 349 


9205260123 Forwards draft proposed rulemaking for 10CFR60, "Dosinn Basis Events 
for Geologic Reposiloiy Operations Area" Briefing to ACNW on sub) scheduled for 
920529 

YOUNGBLOOD, B J Division of High Level Waste Management (Post 070413) HLWR 
92/0S/21 FRALEY, RF Advisory Commillae on Nuclear Wasto 23pp 61888 013- 
61B8B035 


920S290034 Advises that NHC preparing document to address potential atlernale con- 
centration limits for Title II U mills for cases requiring considerations tHfforoni than 
cases In technical position , , , . 

TAYLOR.J M Ofc of the Executive Director for Operations 92/05/18 FRALEY, R F. 
Advisory Committee on Nuclear Waste 5pp 61875349 61075 353 


COMMISSION NRC COMMISSIONERS 

9205010029 Approved notation vote response sheet re SECY 92-087, "Pxovlaions tor 
Adopting /Implementing tntenm Office of Personnel Mgl Rogulations Covering Provi- 
sions of Federal Employees Pay Corrpanbllity Act of 1990 

THE CHAIRMAN. SELIN.I Commissioners (Post 769110) 02/03/30 CHIIK.SJ. 
Office of the Secretary of the Commission Ip 61516 220 01510 228 

9205010942 Approved notation vote responso sheet re SECY 92-086, “Proposed Li- 
cense to Ei^rt Two Reactors fUlchln Unite 3 & 4) to flopubllc of Korea (XR153).’* 
DE PLANQUE Commissioners (Post 750119), 92/03/26 CHILK.S J. Office of the Sec- 
retary of the Commission. Ip 61516 230 61516.230 

9205010046 Approved notation vole response sheot w/commonts ro 8EGY-92 066, 
"Proposed license to Export Two Reactors (Ulchin Units 3 & 4) to Republic of Korea 

OJRTISS Commissioners (Post 760119) 02/03/24 CHILK.S J. Office of fho Socro- 
lary of the Commission 1p 61516 231 61516 231 

9205010048 Approved notation vole responso sheet ro SECY-92 000. “Proposed Li 
cense to E^rl Two Reactors (Ulchin Units 3 & 4) to Ropublic of Korea {XRt63) ** 
THE CHAiRMAN, SELIN, 1 Commisslonois (Post 769110), 92/03/28 CHILK.S J 
Office of the Secretary of the Commission ip, 61516*232-61516.235 

9206010101 Accepls 820312 invitation to Western Qovornors Assoc Wasto Task Force 
meeting on 820408 in Denver.CO 

THE CHAIRMAN, S6UN,I. Commissioners (Post 750110) 02/04/02 SOLIBV,iM, 
Western Governors' Association Ip 61516 220 61518225 

“9295010125 Confrms NRC attendance at Western Governora Assoc Waste Task 
Force 920408 meeting in Denver, CO to discuss procedural & policy Issues ro states 
role for applying for MRS Phase 1 & II study grants. 

S0UBY,JM Western Governors’ Association, 92/03/12. THE CHAIRMAN, SELIN.I 
Commissioners (Posl 750119) 6pp. 81516 221 61616,225, 


“92050601 B4 Forwards "RGOfientatlon of Research Capability of Former Soviet Union” 
presented at 920303 workshop 

PRESS.F. National Academy of Scioncos 02/03/13 THE CHAIRMAN, SELIN.I Com- 
missioners (Post 7601 19) Ip 61581 257 61501 258 

--9205070114 Speech enliltod, “Roorlenlalion of Research Capability of Former Soviet 
Union," preseritod at €20303 workshop in DC 

PRESS.F National Academy of Sciences €2/03/03 39pp 61581 259 61581 296 

9205060236 Forwards NUREG 0090, "Rept to Congress on AOs," for Oct-Doc 1991 
THE CHAIRMAN. SELIN.I Commissionors (Post 7501 19) 92/04/20 QUAYLE.J D 
Sonate, Prosldont of the Senate FOLEY, T S House of Rep , Speaker of tho House 
2pp 61581 305 61581-341 

9205070086 Forwards NRC Annual Ropt of Adminlslralion of Sunshine Act for CY01,in 
accordance w/Socllon 3(l) of Public Law 94 409 (5 USC 552bG)) 

THE CHAIRMAN, SELIN.I Commissioners (Posl 750119) 92/04/21 QUAYLE.J D 
Sonato, President of the Senate 16p 61594 293 61594 308 

92OB07O1O2 Ack receipt of 920313 Itf ro remarks before Council on Foreign Relations 
on 920226 In WashInglon.DC Expresses regret that in seeking to avoid comment on 
CANDU desiga opposJlo jmpreasJon jnodvertenJjy created 

THE CHAIRMAN, SELIN.I Commissioners (Post 750119) 02/04/20 

ROBERTSON.JA Canada Ip 61592 346 61592 348 

“92QS0701D7 Discusses Commissioner remarks before Council on Foreign Relations on 
020220 lr» Washington Expresses concern ro implication that positive reactivity feed 
back was cause of Chernobyl accldoni 

R08ERTSON.J A. Canada 92/03/13 THE CHAIRMAN. SELIN.I Ckimmlss loners 
(Post 750119) 2pp 61502 347-61692-340 

920S070122 Responds to 920320 Ur ro Executive Order 12690, "Soismic Safely o( Fed- 
eral & Federally Assisted or Regulated New Building Construction " Commission do 
lormlned that w/rospect to federal buildlngs.NRC not affected agency 
THE CHAIRMAN, SELIN.I Commissioners (Post 760119) 92/04/21 STICKNEY.WE 
Federal Emergency Managomenl Agency Ip 61694*263 61504 202 

“9205070129 Roq^uosls aid In ensuring that all programs in agency effected by Execu- 
tive Order 12690 on saismlc safely on now Federal building con si ruction, have in fact 
started to implomonl it as appropriate 

STICKNEY.WE Federal Emergency Managomenl Agency 92/03/20. THE CHAIR 
MAN, SELIN.I. Commissioners (Post 750110). 2Cpp. 61604 264-61594 292 

9205110231 Weakly Info ropt for wK ending 920424 
BLAHA,J.L Assistant for Operations (Post 000205) 02/04/30 Commissionors (Post 
7601 10). Sapp. 61626*203 81625-330, 

9206110254 SECY-92- 164 WooMy Info fopt for wk ending 020501 
BIIAHA,JL Assistant for Operallona (Posl 890205) 02/05/07 4lpp 61640 292- 
61640 332 

9205110269 Approved vote ro SECY-02-1 18, proposod rule to extend Implomonlalion 
dale of revised 10CFR80, “Slandarda for Protection Against Radiation " 

DE PLANQUE.E.G. Commissioners (Posl 760110). 92/04/17 CHILK.SJ Office of tho 
Sacfotary of tho Commission, ip 61647*350-61647359 

9205110264 Approved vole ro SECY.02-1 18, proposed rule to extend impte mentation 
date of revised 10CFR20, "Standarda for Protection Analnat Radiation ” 

REMICK Commissioners (Post 7501 1 0) 02/04/21, CtTlLK,S J. Office of the Secretary 
ot tho Commission. Ip, 61647-360 01647 350 


Discusses open & formal prollcensing relationship bolween NRG & 
DOE, per 920323 Itr Efforts for ongoing constructive dialonuo w/Stalo of NV will con- 
tinue, 

THE CHAIRMAN, SELIN.I Commissioners (Post 750119). €2/04/02 LOUX,R.R 
Nevada, Slate of tp 61516324 61516.332 


92050^10156 Responds to NRC 920226 Ur re rogulatien of radlopharm drug 
proposed by NRC In rogulaiing radlopharm drug producla 
& Human Services. Depi of. €2/04/14. THE CHAIRMAN, 
SELfN.f Commfssfoners (Post 750119) 8pp 61516316-61616,323 


9205110266 Approved vote ro SECY-92- 1 10, proposed rule to extend Impte mentation 
dale of revised 10CFR20, "Standards for Protection Against Radiation.'* 

CURTISS.J.R Commissioners (Post 7501 ID) 02/04/15 CHILK.SJ Office of tho Sec- 
roiary ol the Commission. 1p 61647*357 61647,357. 

9205110271 Approved vote re SECY-02- 1 1Bj}rop08ed rule to extend implementation 
date of revised 10GFR20, “Standards lor Prolociien Against Radiation '■ Comments 
attached 

ROGERS, KC Commissioners (Posl 7601 10), 02/04/16 CHILK.SJ. Office of the Sec- 
retary of the Commission 2pp 61647 354-61047.355 


9205010165 Provides answers to question in 920323 Itr ro export & tracking of US sup 
gied highly enriched U r v w 

Cofamissloners (Post 750119) 92/04/08 MARKEY.EJ, GREEN.B,, 
STARK,F House Of Rep 15pp 61616 299 61516*315 

questions re previous US exports of 
®hriched U fuel not having been used for intended purpose by 

rMApcliiKj |^^STMAYEfl.P.H. House of Rep 92/03/23 THE 

CHAIRMAN, SELIN, f Commissioners (Posl 750119), 2pp 61616*314 61616*316. 


9205110278 Approved vote fo SECY-92- 116, proposed rule lo extend Implementation 
date of revised l0CFfl20, "Standards for Prolection Against Radiation '* W/com 
monia 

THE CHAIRMAN. SELIN.I. Commissioners (Post 750119) 02/04/22, CHILK.SJ, 
Office of ihe Secrelary of tho Commission Ip 01647.36S 61647 353 

9205140126 ^proved voto.w/commont re SECY-02 076 - (Inal rule eritllled ‘’Uranium 
Enrichment Rooulatlona." 

CURTISS.J.R Commlaslonofs (Posl 760110) 02/03/31 CHILK.SJ Office of Ihe Sec- 
retary of tho Commission. 2pp, 61 6&0;3 10-61 680.320 
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9205140132 Approved vote re SECY 92-076 - final rule entitted "Uranium Enrichment 
Regulations " 

ROGERS.KC Commissioners (Pom 750119) 92/03/27 CHILKSJ Office of the Sec- 
retary of the Commission Ip 61680 321*61680 321 

9206140140 Approved vote re SECy-92-076 • final rule entillsd "Uranium Ennchniont 
Rog^ulationa *' 

THE CHAIRMAN Commissioners (Post 750119) 92/03/31 CHILK.SJ Office of Ihe 
Secretary of the Commission Ip $1680 322-61680 322 

92051401 60 Revised approved vote re SECY-92-065 - approval of final NRC PS 
"Quidelinas for NRC Review of Agreement Stale Radiation Control Programs ” Cor>- 
curs In Chairman comments 

DEPLANQUE.EG Commissioners (Post 750119) 92/04/03 CHILK.SJ Office of the 
Secretary of the Commission 2pp 61680 323 61680 324 

9206140162 Approved vole.w/commonts re SECY-02-065 • approval of final NRC PS 
"GuidoJinos for NRC Review of Agreement Slate Radiation Control Programs " 
CURTISS. JR Commissioners (Post 750119) 92/04/06 CHILK.SJ Olfica of the Sec- 
retary of the Commission 22pp 61600 325 61660 346 

9206140196 Approved voto.w/commonl re SECY-D2-065 - Approval of final NRC PS 
"Guidelines for NRC Review of Agreement Stale Radiatiorr Control Programs ” 
nOGERS.KC Commissioners (Post 750119) 92/03/10 CHILK.SJ Office of tho Sec- 
retary of the Commission 2pp 61600 347 61680 348 

9205140197 Approved vote.w/commenl re SECY-92-065 - Approval of final NRC PS 
‘’Guidelines for NRC Review of Agreomanl State Radiation Control Programs *' 

THE CHAIRMAN, SELIN Commissioners (Post 750119) 02/04/03 CHILK,SJ Office 
of the Secretary of the Commission 2pp 61680 349 61680 350 

9205140206 Approved vole.w/commont re SECY-92 089 - revisions to procedures to 
Issue ordersxnollengos to orders that are made immediately offecth/o - 10CFR2. 
CURTISS. J R Commissioners (Post 750119). 02/03/30 CHILK.SJ Office of the Sec- 
retary of the Commission lOpp 61680 351-61680 360 

9205140210 Approved vote, w/ comments re SECY-92-0D9 - revisions lo procedures to 
Issue orders challong^as to orders that are made Immedlatoly effective - 10CPR2 
THE CHAIRMAN. SELIN Commissioners (Post 750110) 02/04/03, CHILK.SJ. Office 
of Ihe Secretary of the Commission. 2pp 61679 360 61679 30 1 

9206140215 Approved vote re SECY-92-076 - final rule entitled "U Enrichment Regula- 
tions " 

DEPLANQUE.EG Commissionera (Post 750119) 92/03/25 CHILK,SJ Office of Iho 
Secretary of Ihe Commission Ip. 61679 362-01670.362 

9205180299 SECY-92-1 78 Weakly Info repl for wK ending 920500 
BLAHAJL Assistant for Operations (Post 890205) 92/05/14 43pp 61697 296- 
61697 338 

9205180358 Responds lo 020325 itr posing add! questions re NRC implementation of 
President 90 day moratorium on now regulations & review of existing regulations 
THE CHAIRMAN. SELIN.I Commissioners (Post 750110), 92/04/22 MILLER, G 
House of Rep , Interior & Insular Affairs 9pp 61737.001-61739 156 

»9205 190290 Requests listed Info re implemontation of President moratorium & review 
of existing & new rogulallons 

MILLER, Q House of Rep , Interior & Insular Affairs 92/03/25. THE CHAIRMAN, 
SELIN.I. Commissioners (Post 750119) 6pp 61737 023 01737 333 

-9206190335 Transenpt of Committee lo Review Generic Requiremonts 920327 public 
meeting in Relhesda.MD re special review of NRC regulations Pp 1-134. 

* CommltlGO to Review Generic Requirements 92/03/27 134pp 61737 334- 
61739132. 

-9205190356 Discusses 90 day regulatory review Info re regulations that impose un- 
justified burden un nation economy provided 

MCINTOSH, D. President of U S & Executive Offices Q2/03/13 THE CHAIRMAN, 
SELIN.I Commissioners (Post 760119). 24pp 81739 133-61 739- 166 

9206190237 Responds lo 920401 Itr re shipment of various wastes containing low 
levels of radioactive contamination from DOE facilities to waste processors not H- 
censed to handle radioactive malls 

THE CHAIRMAN. SELIN.I Commissioners (Post 7501 19). CCS 92/04/24 MILLER, G 
House of Rep , Intorlor & Insular Affairs 7pp, 6i743'26D 61743 265 

-9206190239 Discusses Committee on Interior & Insular Affairs oversito 920220 hearirig 
to examine disposal of redlactive contaminated waste from DOE weapons 
complexes, Requests posed to NRC listed 

MILLER.Q House of Rep . Intorlor & Insular Affairs CCS. 92/04/01 THE CHAIR- 
MAN, SELIN.I. Commissioners (Post 750119) 2pp 61743.264-61743 265. 

9206200082 Discusses Congressman Horton participation In NRC program lo com- 
memorate Natl Aalan/Pacllic American Heritage Month on 920521 in RockvIlle.MD, 
THE CHAIRMAN. SELIN.I Commissioners (Post 7501 19), 92/04/27 HORTON.F 
House of Rep CHERIAN.J. Equal Employment Opportunity Commission 
STEINBERG.M Maryland, Stale of 3pp 61747 252-61747‘264. 

9205200003 Submits repl on NRC actions lo eliminate duplicative or Inconaistenf regula- 
tory requirements as requested in 9201 28 memo. 

THE CHAIRMAN, SELIN.I Commissioners (Poat 750119). 92/04/27 Prealdenl of U.S, 
& Executive Offices 2pp 81 747.260-61 747'320. 

-9205200102 "Rept ori Special Review of Existing NRC Rogulatlons.By CRQR 

* Committee to Review Generic Requirements 92/04/13, 44pp, 61747*262- 
61747-320 

9205210183 Ltr ballot partially approving & partially dls^proving SECY-92-089, “Revs 
to Procedures To Issue Ora ers-Ch allonges To Orders That Are Made Immediately Ef- 
fective - 10CFR2 " 

OE PLANQUE.E.G. Commissioners (Post 750119) 92/03/31, CHILK,S.J Office of tho 
Secretary of tho Commission, Ip 01756 273-61756 273 

9205210234 Approved notation vote response shoot re SECY-92-126, proposed li- 
censes lo export source mall to all destinations except Cuba, Cambodia 
(Kampuchea), North Korea.Vletnam.Chlna & Iraq, 

DE PLanQUE Commissioners (Post 750110) 92/04/21. CHILK.S.J, Office of the Sec- 
retary of the Commission. Ip 61766'293-61766 203 


0205210238 Approved notation vote response sheet re SECY-92'126, proposed li- 
censes to export source matt to all destinations except Ctiba.Cambodia 

(Kampuchoat.North Korea.Vielnam, China & Iraq 

REMICK Commissioners (Post 750110) 92/04/24, CHILK.SJ Office oj tho Secretary 
of the Commission Ip 61756 294 61756 294 

9205210242 Approved notation vote response sheet re SECY-92-126 on proposed ti 
censes to export source mall to alt destinations except Cuba.Cambodia 

(Kampuchea), North Korea, Viotnam.China, Iraq & Libya lo Ropublice of Korea & 
Japan 

ROGERS Commissioners (Post 760119) 92/04/15 CHILK.SJ Office of the Secre 
laiy of the Commission Ip 61756,154 61756 154 

9205210249 Approved notation vote response sheet ro SECY‘02-120 re proposed li- 
censes to export source mail to ell dostmallons except Cuba.Cambodia 

(Kampuchoa).Norlh Korea.Vletnam.Chlna, Iraq & Libya to Republic of Korea & to 
Japan 

the chairman Commissioners (Post 750119) 92/04/24 CHILK.SJ Office of the 
Secretary of the Commission ip 61756 156 61756 16B 

9205210254 Approved affirmation vote response sheet re SECY-92-080, revs to proco 
dures to issue orders & challenges to orders rnado immediately effective, per 10CFR2 
ROGERS, KC Commissioners (Post 750119) 92/03/26 CHILK.SJ. Office ol the Sec- 
retary of the Commission Ip 61756 295 61756 295 

920521026B Approved notation vote response sheet w/comments re SECY-92-141, 
"Regulatory Review." 

CURTISS Gommlssfionors (Post 750119) 92/04/22, CHILK.SJ Office of tho Secre- 
tary of the Commission 7pp 61756 296-61756 302 

9205210264 Approved notation vole response sheet re SECY-02- 141, "Regulatory 
Review" & concurs w/enci Chairman Selin proposed cover Itr 
ROGERS.KC Commissioners (Post 7501 IQ) 92/04/24. CHILK.SJ Office of the Sec- 
retary of the Commission 2pp. 61756284 61756 285 

9205210267 Approved notation vote response sheet w/commonta ro SECY-92-141. 
"Regulatory flovlew " 

THE CHAIRMAN Commissioners (Post 760110) 92/04/23 CHILK.SJ Office ol the 
Socrotary of the Commission 2pp 61756 266 61766.207. 

9205220146 Approved notalion vote response sheet w/comments re SECY-92-1 56A, 
"Seabrook Station - Status of AquIsUion by Northeast Utils " 

REMfCK Commissioners (Post 760110) 92/05/18. CHILK.SJ Office of the Secretary 
of tho Ck)mmisslon 2pp 61764 353-61764.354 

9205220164 Approved notation vole response sheet w/ comments re SECY-92-1 56A, 
"Seabfook Station - Status of Aquisilion by Northeast Utils " 

ROGERS.KC Commissioners (Post 760119), 92/06/10 CHILK.SJ Olflee of the Sec- 
retary of the Commission. 1p 61764 352-61764 352. 

9205220207 Approved vote ro SECY-92-1 56A, "Seabrook Slalion • Status of Acquisition 
by Northeast Utils " 

DE PLANQUE Commissioners (Post 7501 10) 92/05/10 CHILK.S J Office of the Sec- 
retary ol the Commission Ip 61757 326 61757.325 

9205220230 Approved notation vote response sheet w/comments re SECY-92- 141, 
"Regulatory Review " 

DE PLANQUE.EG Commlsslonora (Post 750119) 92/04/24, CHILK.SJ. Office of Iho 
Socretary of the Commission Ip 61757.353 61767.353 

9205260101 Summary of 920505 meeting w/Chairman Sotin & Commissioner Remlck re 
proposed NRC test program tor confirmatory validation of Westinghouse AP 600 reac- 
tor design 

BATES, A Operations Branch 92/05/13 Operations Branch 4pp. 61786 001- 
61765004 

9205270218 Ack receipt of 920414 reply to Chairman Selin Itr ro regulation of radio 
pharm drug products Staff believes 920416 discussions on pharmacy Issues & NRG 
Interim final rule very productive & provided ways to address FDA concerns 
ROGERS.KC Commrsslonere (Post 750119) 92/05/01 KESSLER.DA Food & Drug 
Administration Ip 61773*276-61773*287 

9205270242 Forwards NRG quarterly status rept on licensing schedules for first quarter 
of CY92,ln response to direction given in Mouse Rept 92-050. 

SELIN.I Commissioners (Post 760118) 92/05/04. BEVlLL.T House of Rep., Appro- 
priations. 5pp 61773.234-61773-230. 

9205270244 Responds to 920317 Itr re NRC regulation of medical use 
programs Discusses series of efforts undertaken by staff to Improve communications 
w/medicaf community 

THE CHAIRMAN, SELIN.I. Commissioners (Post 760119) 92/05/06. HENKlN.R E 
Foster G. McQaw Hosp., Loyola Unlv, of (Jhlcago, Maywood, IL 7pp 61773.288- 
61773 206 

-0205270247 Discusses NRC role In practice of nuclear medicine Expresses belief that 
resources of NRC are being misapplied at present & not working In public Inlarosl 
HENKIN,R E Foster Q McGaw Hosp , Loyola Unlv of Chicago, Maywood, IL 92/03/ 
17 THE CHAIRMAN, SELIN.I Commissioners (Post 760119). 2pp 61773*205- 
61773 296 

9205260100 Fonvards NRG rept on nondisclosure ol safeguards info for quarter ending 
020331 Rept describes two occasions when NRG withheld portions of facility guard 

S ' " ;ation & training plans from public disclosure. 

,1 Commissioners (Post 750110) CCS 02/05/07 QUAYLE.J D Senate, Presi- 
dent of the Senate FOLEY, T 8. House of Rep, Speaker of the House. 5pp, 
61798.273-61708.277 

9205280104 Ack receipt of 920420 Ur re proposed visit of President Shlmomura & 
thanks H Okashlta for hospitality extended during visit to Tokai facility 
THE CHAIRMAN. SELIN.f Commissioners (Post 760119) 92/06/11. OKASHITA.H 
Japan Atomic Energy Research Institute. 1p 61797,276 61797.280. 

-0205280115 Requests that Chairman accept S Shimomura visit to NRC corporate ofca 
on 920519 

OKASHITA,H Japan Atomic Energy Research Institute. 92/04/20, THE CHAIRMAN, 
SELIN.I Commissioners (Post 750119) 2pp 61797,270-61797,280 
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9205280209 Responds to ^20402 Itr re 9U109 turbine generator failure at plant & for 
wetds mitigating factors re 911109 event & NRC requirements re safety refated equip 
merit & nonsaf&ty- retaled equipment w/specific rof to actions at plant 
THE CHAIRMAN, SELINA Commissioners (Post 750110) CCS 92/05/13 BIOEN.J R 
Ssnalo 5pp 61794 260 61794 277 

-9205290213 Discusses NRC decision not to Impose penalties on plant as result of tur 
bine generator destruction in Nov, 1991 

SIDEM.Jfl Senate. 92/G4/02 THE CHAIRMAN. SELIN, I Commissioners (Post 
750119) 5pp 61794 273 61794 277 

920S28&233 Forwards rosponso to 920421 Ur ro Taipowor nuclear power plant oper 
ation 

TAYLOR, J M Ofc of the Executive Director for Oporaliona 02/05/07 REMiCK Com* 
missloners (Post 750119) 4pp 61705310 61795332 

9205290123 Forwards "Budget Changos In NRC Insp Programs," in response to Chair- 
man 911119 lU 

WILLIAMS, DC, Office o1 the Inspector General (Post 690417) 92/05/01. THE 

CHAIRMAN. SELIN.I, ROGERS Commissioners (Post 769119 Ip 61012245* 

61812 261 

9206290133 Forwards "Budgel Ciianges In Ofc of Nuclear Regulatory Research.” In ro 
sponse to Chairman 911 1 19 Ur re external review of NRC programs 
WILLIAMS, DC Office of the Inspector Gonoral (Post 690417) 02/05/01. THE 

CHAIRMAN, 6EUN.I. ROGERS Commissioners (Post 750119 Ip 61811 342* 

6181 1-356 

9265290276 SECY-92-1 86 Weekly info repl for wk ending 920515 
BLAHA,JL Assistant for Operations (Post 890205) 92/05/21 39pp 6181 V159 
61811197 


CONTRACT NRC CONTRACTS AND MODIFICATtONS 


9205010000 Notification of con trad execution.mo(f 24, to "NUDOCS" 

Contractor SBASubconlractor SlaUstica.fnc 

FI6LDS,J Drvisfon of Contracts & Property Management (Post 690205) FIN D-1674* 
1 NR 039 66*211 92/04/29 MESS ENG ER,G Division of Information Support Serv- 
ices (Post 890205) COLLI NS, M. NRC - No Detailed Affiliation Given tp 61616 158* 
61616 160 

-9205010097 Mod 24, providing incfomonlal funding.to "NUDOCS” 

• Small Business Admfniatratlon * Stallsllca, Inc MATTIA,MJ Division of Contracts & 
Pr^^erY^Mar^agemonl (Post B9O205) FIN 0*1674 1 92/04/29 2pp. 61516 158 

820501Q121 Notification of contract execution, mod 4 to task ordo/ 19, to "Nuefoar Power 
Roactor Operations, Mods & Maint Insp Sves" ConUactor Psramelor.lnc 
DUBOSE, B J Division of Contracts i Property Mannnomenl (Post 800205) FIN L- 
1342-2 NRC 03 80-027 92/04/23 SCHWINK.WS Plann,ing, Program & Manege 
ment Support Branch (Post 670411) THOMAS.B.E NRC - No Detailed Affiliation 
Qivon. Ip. 61516253 6 IS16 255 

-9205010126 Hr contract NRC 03 69 027,mod 4 to task order 10, 'Trial Audita & 
Check Valve Insp Training," to ' 'Nuclear Power Reactor Oporaliona, Mods a Malnl 
Insp Sves ” 

SCOTT, ML, Contract Ad minis Ira lion Branch 1 (Post 800603) FtN L-1342-2 NRC 03- 
89 027.02/04/17 LOFY.R A. PARAMETER, Inc 2pp 61516 254 61516.255 

9205950321 Notification oJ contract execution, mod 4, to "Hydrological (Coaalal) Reviews 
of Operating Reactors (1) & Case Roviows " Conlroctor Dopi of Army 
TAYLOR.SM Contract Adminlstrallon Branch 1 (Post 900603) FIN 8 8676 NRC 03- 
84 064 92/04/28 WESSMAN.R H Planning, Program & ManagomonI Support 
Branch (Post 870411) GRENIER, BL NRC - No Dolatled Affiliation Qivon Ip. 
61568327-81568,328 

-9205050339 Mod 4, cancelling agroomont & doobllgaling of all funds provided, (o "Hy- 
drological (Coastal) Reviews of ORs (1) a Case Reviews " 

Army, Dopt. of MATTlA.MJ Division of Contracta & Properly Managomont (Post 
890205) FIN B 8676 NRC 03-04-064 92/04/28. Ip 61668 328-61566 320 

9206060164 Notification of contract execution, mod 11, to "Microcomputers & Perlphoral 
Support Sves " Prime coniraclor SBA Subcontractor JC Computer Svcs.inc 
CIARK.D Dmalon of Contracts & Property ManagomonI (Post 699205) FIN 1-1707-2 
NRC-33-flO-t?9 02/04/30, CRANFORD.GF Office of Intormalioo Resourcos Man- 
agamenl (Post 600205) MCELYEA.K NRC - No Detailed Affiliation Given, fp 
61502.398 61662 308 

-9206060165 Mod 11,incroaslng eslf mated coal of parls.ralsing contract ceiling & 
adding incremental funds to, "Microcomputers & Poripnoral Support Sves " 

Small Business Admlnlairatfon. * J.C Computer Services, Inc (formerly J C Serv 
Ices). MATTfA,M J. Division of Contracts A Properly ManagomonI (Post 890205) FIN 
L- 1767-2 02/04/30. 2pp 61582 307-61682 300 

9205060174 Notiflcalion of contract oxocullon.lesk order 147, "RO Licensing Initial 
Exams.TroJan Nuclear Power Planl,'* to "Technical Assistance to Support Llconsing 
Aclwitles" 

HUQHES,A. Contract Administration Brancli 1 (Post 900603) FIN H1209 2 NRC-03- 
09 031 92/04/30 SCHWINK.W J Office of Nuclear Reactor Regvjlalton, Diroclor 
(Post 070411) PULSIPHER, K. NRC - No Detailed Aifillallon Qivon ip 61561 Z51- 
61501 265 


-9206080228 Ltr contract NRC-03 89 031,definitlzmg task order 157, "RO Licensing Ini- 
tial Exams.VogtiG Nuclear Power Plant," to “Technical Assistance to Support Licens- 
ing Aclivlties " 

SCOTT.ML Contract Administration Branch 1 (Post 900603) FIN 1-1289-2 NRC-oa* 
89 031 02/04/17 PETERSEN, LR Sonalysts, Inc 4pp 616B1 298 61581 301 

9205060247 Notification of contract execution, mod 0,lo "Agency Upgrade of Technolo- 
gy lor Office Sys (AUTOS) " Coniraclor SBA Subcontractor CEXEX,lnc 
KINNEY.P Contract Administration Branch l (Post 900603) NRC-33-00-178 92/04/ 
30 KRUZIC.P Office Automation & Network Development Branch (Post B90827) 
SCHAEFFER, J NRC - No Dolalled Affiliation Given Ip 61692 257-61692 250 

-9206060267 Mod e.changing performance evaluation board.lo "Agency Upgrade of 
Technology for Ofc Sys (AUTOS) " 

• Small Business Adminislralion * CEXEC. Inc MATTIA.M J Division of Contracts & 
Properly Managomeni (Post 090205) NRC-33 90-178 92/04/30 2pp 61592 258- 
61592 259 

9205070055 Notification of contract execullon.mod 6, to "Human Factors Evaluation of 
Brachylhorapy Using Remote Aftericadora " Contractor Pacific Science & Engineering 
Group, Inc 

MANRR M Division of Contracts & Property Management (Post 890205) FIN L-1 1 16- 
2 NRC 04 90 074 92/05/04 SHERON,B Dlvi^on of Systems Research (Post 
600717) SCHOENFELD.I NRC No Dotailod Affiliation Given 1pp 61692 338- 
61592 340 

-«9206070066 Mod 6, extending period of performance until 920731, to "Human Factors 
Evaluation of Brachytherapy Using Romolo Aftarloads ” 

* Pacific Science & Engineering Group, Inc SCOTT, M L Division of Contracts & Prop- 
erty Management (Post 890205) FIN L-1 116 2 92/05/04 2pp 61692.339-61592 340 

9295070071 NolKicatlon of contract execullon.mod 6, to "Advice 8 Assistance to Micro- 
computer & LAN Users" Conlroctor Analytical 8 Research Tochnotogy,lnc 
CLARK, D Division of Contracts & Property Managoment (Post 890206) FIN D-1390- 
2 NRC 33-91-183. 02/05/04. CRANFORD.G F Offico of information Resources Man- 
agement (Post 800205) SMITH.P NRC No Dotailed Affiliation Given Ip 61594 214- 
61594^216 

-9205070084 Mod SJocreasing contract celling and providing incromenlal funding.to 
“Advice & Assistance to Microcomputer and LAN Users" 

• Analytical & flosoarch Technology, Inc MATTIA.M J Division of Contracts & Proper- 
ly Management (Post 800205) FfN 0-1399-2. 92/05/04 2pp 61594 216 61594 216 

9205000024 Notification of contract exoculion.mod 2, to "NRC Rules & Regulations." 
Contractor Jack Faucett Assoc 

CLARK, D Division of Contracts & Property Managoment (Post 890205) FIN D 2418- 
2 NRC-10-9M40 92/05/05 GRIMSLEY.DH Division of Freedom of Information & 
Publications Services (Post 800205) LESAR.M. NRC - No Detailed Affiliation Given 
Ip 61607.130 61607 132 

-9206000033 Mod 2, providing Increase in estimated cost required lo perform SOW.lo 
"NRC Rulpa & Regulations 

HAWLEY.M6 Jack Faucett Associates, Inc MATTIA.M J Division of Contracls & 
Properly Managoment (Post 090205). FIN D 2418-2. 92/05/05 2pp 61607 131- 
61607*132 

9205000029 Notification of contract exacution,Mod 2 to, "Purchase of Disk Drive 8 
Tape Dnve Unit for IBM 9307 Computer " Contractor. Municipal Leasing Co. 

CLARK, 0 Division of Contracls & Property Mananemont (Post 090205) NRC-33-02- 
330 92/05/04 CRANFORD.G Offico of Information Rosourcos Managomont (Post 
C90205) BARROW.D NRC • No Dolalted AKIliation Given Ip 61610 330-61610 340 

-9205000031 Mod 2, changing delivery datos for tisted items to, "Purchase of Disk Drive 
& Tape Drive Unit lor IBM 9370 Computer " 

O'HEAR.DM. Municipal Leasing Co MATTIA.M J Division of Ck>nlraol8 & Property 
Managoment (Post 890205) NRC.33-02-330 92/05/04 2pp 61610 330 61610.340 

9205000035 Nollficailon of contract execution, mod 3, to "NRC Rules 8 Regulations " 
Contractor Jack Faucett Associates 

CLARK, 0 Division of Contracts & Properly Management (Post 890205). PIN D-2410- 
2 NRC 10-01-140 02/05/05 GRIMSLEY.D.H Division oi Froodom of Information & 
Publicallons Services (Post 000205) LESAR.M NRC - No Detailed Affiliation Qivon 
Ip. 61607-133 61607-135 

-9205080041 Mod 3, extending period of perform a nee, obligating funds 8 making admin 
Istrallvo change undor Horn a of mod l,lo "NRC Rulos & Regulations " 

* Jack Faucett Associates, Inc MATTIA.M J, Division of Contracts 8 Property Man- 
agoment (Post 830205) FIN 0-2418-2 92/05/05. 2pp 61607.134 61607 135 

9205080053 Nolification of contract exQCUtlon,mod 26, to "Sys Engineering Expertise" 
Contractor MITRE Gorp 

TAYLOR, S Contract Admlnlstralion Branch 1 (Poet 900603) FIN 0-06850, NRC-04- 
97-399, 02/05/01 QURDA,A J Program Managomont, Policy Dovofopmoni & Analysis 
Staff (Post 070411) CLEARY.D NRG - No Detailed Affiliation Given. 1p 61647.346- 
61647 347 

—9205080067 Mod 96,dGobligat]ng excess funds, lo "Sys Engineering Expertise " 
PAWLOWSKI.WR MITRE Corp MATTIA.M J Division ofCon tracts A Property Man- 
agement (Post 800205} FIN B 86850 NRC 04-87*399. 02/05/01. 2pp. 61647.346- 
61647 347 


-9205060152 Hr contraci NRC 03 09 03l,de1inili2ing lask order 147, "RO Initial 
ExamsJNP," to "Tochnical Assistance to Support Licensing Activities '* 

SCOTT, M.L Conlracl Administration Branch 1 (Post 0Ooe(r3j FIN L-1 2 80-2 NRC-03- 
894)31 92/04/17. PETERSEN, L R Sonalysts. Inc 4pp 31601:252-61581 '265 


9206060220 Nolification of contract oxocu lion, task order 157, "RO Licensing Initial 
Exama.Voglle Nuclear Power Plant," to "Technical Assistance to Support Licensing 
AclivitlDs.'*^ awarded lo Sonalysts,! nc, 

HUGHES,A. Contmcl Adminlslratlon Branch t (Post 000603) FIN L-1 2 89 2 NRC-03 
09 031. 92/04/30 SCHWINK.W J Office of Nuclear Reactor ftagulalion, Dlroclor 
(Pest 070411) PULSIPHER, K, NRC - No Detailed Affllfatlon Given Ip 61681:207- 
81501 301 


9205080068 Corrected nolification of conlracl oxocution.mod 24, lo "NUDOCS " Prime 
contractor US SQA.Sub conlractor.Statistlca, Ino FY corrected 
FIELDS, J Division of Contracts & Property Management (Post 690205). FIN D-1 674- 
2 NRC-39 80-211. 92/04/29. MESSENGER, G Division of Information Support Serv- 
ices (Post 890205) COLLINS,M. NRC - No Delallod Affiliation Qivon 2pp 61607:126- 
61607*129 

-9206080085 Corrected mod 24,providing tncromontal funding.to "NUDOCS '* FY cor- 
rected 

• Small Business Adminlalralton * Slatlstica, Inc MATTIA.M J Division of Contracts & 
Properly Management (Post 090205) FIN 0-1074-2 02/04/20. 2pp 61607*128 
61607 129 
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9205080100 Notification of contmct execution, mod 5, to "Technical Assistance Develop- 
ing Guidance for NRG Licensee Use Conducting Ongoing Physical Fitness Training 
Program for Secunty Personnel " Contractor California State Univ 
MCCUBBIN.S Division of Contracts & Property Managoment (Post 890205} NRC-02 
89 013 92/04/20 BROWN. WB Program Managoment, Policy Development & Analy- 
sis Staff (Post 070411) BROWN, C NRC No Detailed Affiliation Given ip 
61647 342-61647 344 

-0205000151 Mod 5,oxtonding period of performance from 020430 to 920731 at no 
addi cost, to "Technical Assislanco in Development Guidance (or NRC Licensaa Use 
in Conducting Ongoing Physical Fitness Training Program for Security Personnel " 
CASSINQHAM.M California State Univ, Hayward Foundation, Inc, Hayward, CA 
SCOTT,M L Division of Contracts & Property Management (Post 890205) NRC 02 
89 013 92/04/20 2pp 61647 343-61647 344 

0205080142 Notification of contract execution "Career Counseling/' awarded to 
BEMW.Inc 

LITTLE.M Contract Negotiation Branch 2 FIN D-23002 NRC‘3a-92-283 02/05/04 
MASON, E. HUBIN.H NRC - No Detailed Affiliation Given Ip 61650 001-61650 038 

-92050B0146 Contract “Career Counseling/* awarded to BEMWJnc 
MENDELSON,! N BEMW, Inc (formerly Binder, Elster. Mendelsen & Wheeler, Inc) 
MACE.M H Conlracl Administration Branch 1 (Post 900603) FIN D-23002 NRC-3B 
92-203 02/05/04 37pp 61650 002 6(650 036 

9205120247 Corrected notification of contract exoculion^mod 23 to, "NUDOCS" Prime 
Contractor US SBA Sub contractor Statlstica, Inc 

FIELDS.J Division of Contracts & Property Management (Post 890205) NRC-39 80 
211 92/04/27 MESSENGER. G Office of Information Resources Management (Post 
890205) COlLINS.M NRC - No Detailed Affiliation Given Ip 61647 338-61647*341 

-9205120263 Corrected mod 2a.rovislng contract Indirect rates to, “NUDOCS " 

SMITH, L P Small Business Administration POST,H Statlstica, Inc MATTIA,M J Divi 
Sion of Contracts & Property Management (Post 090205) 92/04/27 app 61647 339- 
61647 341 

9205130274 Notification of contract oxecution.mod 7,to “Welding Technology 8c Codes 
Course “ Contractor American Welding Inst 

MANN,R M Division of Contracts 8i Proporly Management (Post 890205) PIN 0- 
07692 NRC-26 08 317 92/05/08 SPESSARD.R L Office for Analysis & Evaluation 
of Operational Data, Director ANDERSON, R L NRC - No Detailed Affiliation Given 
ip 61663 336-61663 340 

-9205130286 Mod 7, exercising pricod option for FY92 & providing Incromontat 
funding, to “Wefding Technology & Codes Course “ 

* American Welding Institute SCOTT, M L Division of Contracts & Property Manage 
ment (Post 800205) FIN B 87692 92/05/0B 2pp 61663 339 61663 340 

920S130296 Notification of contract exocutlon,mod 4, to “Health Svcs of Region III" 
Contractor Wheaton Medical Clinic 

MCCUBBIN.S Division of Contracts & Property Management (Post 800205) FIN L- 
18682 NRG 30-91-258 92/05/06 LITTLE.I Region 2 (Post 820201) MARCY.C NRC 

* No Dotallod Affiliation Given Ip 61663 335 61663 337 

>-9205130303 Mod 4, adding addI medical syc & providing Incremental funding, to 
“Heslfh Svcs of RogJorj Jl) ^ 

* Wheaton Medical Clinic. Wfieaton, IL SCOTT, M L Division of Contracts & Properly 
Management (Post 890205) FIN L>1 6662 92/05/06 2pp 61663 336 61663 337 

9205130311 Notification of conlracl oxecution.mod 2,to "Health Physics Technical As 
sistanco " Prime contractor SBA Sub-contractor, Advanced Sys Technology, Inc 
KING, DA Contract Administration Branch 1 (Post 000603) rlN L-161Q2 NRC 04 91- 
047-1 92/05/08 MORRIS.W M Division of Regulatory Applications (Post 070413) 
MCGUIRE, S NRC - No Dotallod Affiliation Given Ip 61663 341-61663 342 

-9205130312 Utr contract NRC 04-9 f.047,mod 2, task order 1, providing incremental 
fundirm,to "Health Physics Technical Assistance." 

SCOTT, M L Contract Administration Branch 1 (Post 900603) FIN L- 161 82 NRC 04- 
91 047 92/05/00 KNOX.t. Advanced Systems Tochnofogy, Inc Ip 01063*342- 
61603 342 

9205140028 Notification of contract evecution.mod 2, to “Analysis & Testimony on Cost 
Estimate Reasonableness - TMI-1 Restart." Contractor Nuclear Energy Svcs. 

TAYLOR, S Conlracl Administration Branch 1 (Post 900603) FIN B-7545, NRC 03-81- 
115 92/05/08. SHAO.LC Office of Nuclear Reactor Regulation, Director (Post 
870411) MULLER.O NRC - No Detailed Affiliation Given. Ip 01674:260 61674 262 

"92D51 40062 Mod 2,deobllgatlng excess funds remaining after contract completton,to 
“Analysis & Testimony on Cost Estimate Reasonableness - TMI-1 Restart*' 
JURASEK.D M Nuclear Energy Services. Inc MATTIA.M J Division of Contracts & 
Property Management (Post 690205) FIN B-7B45 02/06/08 2pp 61674,261- 
61674 262 

9206140038 Notification of contract exocuhon,mod 10, to “Human Investigation Proto- 
col " Con tractor, Sys Improvemenls.lnc 

MCCUBBIN.S Division of Contracts & Property Managoment (Post 890205) FIN B- 
6876-2 NRC-04.G0-078 92/05/08 SHERON.B Division Of Systems Research (Post 
680717) MORRISEAU.D NRC - No Detailed AtWialion Given Ip 61662 263- 
61682 265 

-9205140054 Mod 10, adding addi funding & correclmg NRC obligation amount on form 
255 for mod 8 & 9, fo ''Human Inveat^aucn ProtoGOl ' 

* System Improvements, Inc, SCOTT, M L Division of Contracts & Properly Manago- 
ment (Post 890205) FIN B-5B76-2 NRC-04-90-070 92/05/08. 2pp 61602 204- 
01682 265 

9206140066 Notification of conlracl oxecution.mod 2, to "Development of Performance 
Indicator of Effectiveness of Human-Machine Interface for NPP “ ContraclorvUniv of 
Illinois 

MANN.R Division of Contracts & Property Management (Post 090205) NRC-04 90- 
094 92/05/08 SHERON.B W Division of Systems Research (Post 880717). 
BELTRACCHI.L NRG - No Detailed Affiliation Given 1p. 61682.266 61682*268 

-9205140222 Mod 2, extending period of performance.lo “Development of Performance 
Indicator of Effectiveness of >luman-Machino Interface for NPP.'' 

* Illinois, Univ of, Chicago. IL SCOTT, M.L. Division of Contracts 8i Property Manage- 
ment (Post 890205) NRC-Q4-90 094. 92/05/08 2pp 61602 267-01682 266 


9205140301 Notification of contract execution, mod lO.lo "Private Sector Temporary 
Svcs ■' Contractor Manpower Temoorarv Svcs.inc 

ANKEB.B Division of Contracts & Property Management (Post 890205) FIN L-1 2562 
NRC 38 91-346 92/05/11 BIRD.PE Ofc Of Personnel (Post 870413) SHIELOS.F 
NRC - No Detailed Affiliation Given Ip 61682 273 61682 275 

-9205140307 Mod 10, raising contract ceiling & providing incremental funding, to “Private 
Sector Temporary Svcs " 

* Manpower, Inc MATTIA.M J Division of Contracts & Property ManagemcAt (Post 
890205) FIN L-1 2552 NRC-30-91-346 92/05/11 2pp 61602 274 61662 275 

92Q516019D Notification of contract execution, mod 3, to "Open Market Procurement of 
Non Standard Sys Furniture Components (or One While Flint North “ 
Contractor Haworth 

ClARK.D Division of Contracts & Properly Management (Post 890205) NRC-10 87- 
456 92/06/11 SPRINGER, M Ofc of Enforcement (Post 870413) PLEASANT.E NRC 

* No Detailed Affiliation Given Ip 61703 333 61703 335 

-9205150203 Mod 3, changing projoci officer. to "Open Market Procurement of Non- 
Standard Sys Furniture Components for One White Flint North “ 

* Haworth, Inc MATTIA.MJ Division of Contracts & Property Management (Post 
B90205) NBC-10-87-456 92/05/11 2pp 61703 334 61703 335 

920S1S0238 Notification of (onlract exoculion.mod 8.lo "Data Analyses for Corporate 
Data Network " Contractor Touche Ross & Co 

Taylor, S M Cor>tracl Administration Branch 1 (Post 900603) FIN D-1 225 NRC-33 
85 327 92/05/12 MESSENGER, G H Division of Information Support Services (Post 
890205) WRIGHT.G NRG - No Detailed Affiliation Given ip 61702 329 61702 331 

-9205150241 Mod e.deobligating all remaining excess funds under conlracl, to “Dala 
Analyses for Corporation Data Network “ 

QEACH.W D Touche Ross & Co MATTIA.M J Division of Contracts & Property Man- 
agoment (Post 090205) RN D 1225 NRC-33-85-327 92/05/12 2pp 61702 330 
61702 331 

9205180073 Notification of contract executlor^ mod 2, task order 3, “GE & WE Petition 
for Rulemaklnq." to “Technical Assistance in Cost Estimating & Financial Assurance 
Caso Reviews Contractor ICF.Inc 

King, DA Contract Administration Branch 1 (Post 900603) FIN L-1 0662 NRC'02 91- 
001 92/05/12 GUSTAVE, R P Office of Nuclear Rogulatory Research (Post 060720) 
PRICHARD.C NRC - No Detailed Affiliation Given Ip 61712 260 61712 262 

-9205180094 Llf contract NRC-O2-91-O0LMo(l 2,laBk order 3, providing Incromental 
funding 8i extending period of porformanco.to "Technical Assistance in Cost Estimat 
Ing & Financial Assurance Case Reviews " 

SCOTT.ML Contract Administration Branch 1 (Post 900003) FIN L-1 0662 NRC 02- 
91 001 92/06/01 SORRELLS.J ICF. Inc 2pp 61712 281 61712 262 

9205100112 Notlficalion of contract execution, mod 15, to “Demountable Wall Sys for 
NRC Consolidation " Contractor Transwall Corp 

CLARK.D Division of Contracts & Property Managemonl (Post 890205) NnC-10 67- 
203 02/05/12 SPRtNGER.M Ofc of Consolidation (Post B70413) PLEASANT.E 
NRC • No Detailed Affiliation Given Ip 61712 273 61712 279 

-9205180124 Mod IB.changing schedule for construction & Incorporating contractor 
proposal, to “Domountabla Wall Sys for NRC Consolidation “ 

AIKENS.H H Transwall Corp MATTIA.M J Division of Contracts & Properly Manage- 
ment (Post 890205) NRC- 10 87-203, 92/05/06 6pp 61712 274 61712 270 

9205160167 Notification of contract oxoculion.mod 7, to "Telecommunications Evalua 
lion of NRC Regions II through V " Contractor KOH Sys, Inc 
TAYLOR.SM Contract Administration Branch 1 (Post 000603) NRC.10-84-637 92/ 
05/13 FfSHER.LQ Facility Managoment Branch COX.F, COHEN, S NRC - No Do 
tailed Affiliation Given ip 61710 092 01710 094 

-9205180165 Mod 7,doobligaling romalnlng excess funds & incorporating final Indirect 
overhead & General/Admlnistrativo rates for FYs 841001 through 051 230, to "Tolo- 
communlcations Evaluation of NRC Regions 2 tlirough 5 " 

KOH.Y KOH Systems. Inc MATTIA.MJ Division of Contracts & Property Manage 
meni (Post 690205) 92/05/13. 2pp 61710 093 61710094 

9205180181 Notification of controci oxecution.task order 10, "WBN Seismic CAP & 
OBVP/Civi! Calculation Program Reviow,'* to "Technical Assislanco in Support of 
NRC Licensing Activities " Contractor Viking Sys Inti 

MCCUBBIN.S Division of Contracts & Property Menagoment (Post 090205). FIN L- 
19052 NRC-03-87-020 92/03/18 SCHWINK.WS OMico ol Nuclear Reactor Regula- 
tion, Director (Post 670411) THOMAS, B NRC - No Detailed Affiliation Given Ip 
61710*171 6171D173 

-9205180188 Ltr contract NRC-03 87 020.delinlliz(ng task order 10 "WaN Seismic CAP 
and OBVP/ Civil Calculation Program Reviow," to Technical Assislanco in Support of 
NRC Licensing Activities" 

SCOTT.ML Conlracl Administration Branch 1 (Post 900603) FIN L-1 9052 NRC 03 
87-020 92/03/11. SALUJA.J Viking Systems International. 2pp 01710172- 
61710 173 

9205180193 Notification ol contract exocutlon.mod 1,to “Investigation of Fission Product 
Chemistry ’’ Contractor, Balalle Memorial Inst. 

CLARK.D Division of Contracts & Property Management (Post 690205) NRC-04 92- 
047 02/05/12 SHERON.B W Division of Systems Research (Post 660717), LEE.Z 
NRC - No Detailed Aflilfatlon Given Ip 61710 356 61710 350 

-9205180200 Mod 1, changing overhead rates of subject conlracl, to "Investigation of 
Fission Product Chemistry " 

* Battelte Memorial Institute, Columbus Laboratories MATTIA,M.J. Division of Con- 
tracts & Property Management (Post 890205) NRC 04 92-047 92/05/12 2pp 
61710*357-61710 358 

9205180197 Notification of contract execution "Training in HP & RP," awarded to IT 
Corp 

MCCUBBIN.S, Division of Contracts & Property Management (Post 890205). FIN L- 
15832 NRC-2e 91-292. 02/04/30 SPESSARD.R L Division of Operational Assess 
moot (Post 870413) RICCI, J, NRC - No Detailed Affiliation Given. 1p 61710174- 
61710*182. 



-9205180216 Ur conlracl NRG<26'g I ‘292,d'&fim tiding (ask order 2,to “Trafninfl In HP & 
RP 

SCOTT^M L, Contract Adminiatralion Branch 1 (Post 900603), FIW L'1583 2 NRC-26- 
91*292.92/04/23 IX)NN£LLAN.W , KELLV.B A IT Corp 8pp 61710 175 61710 182 

92051802T1 Nolificaflon of contract o>recul:on4.nn{>d 2, to "Support for Simulator Sclied 
ulad/Corrsciive Maintenance Conliraclor Pulau Electronics Coro 
MEEHAN.B Conlracl Adminf strati on Brancrt 1 {Post 900603} RN L*15ai2 WRC 26* 
91*265 92/05/12. SPESSARD.R L Dfvjston of Operational Assessment (Post 

870413) SHOWERS NRC - No Detailed AfTfliation (3lven Ip 61710 363*61710 365. 

-92051B0263 Mod 2, revising cell'ing.obkDating funds & exercising option, to "Support for 
SJmi/laior Scheduled/Correclive Maint^’ 

* Pufau Efectronres Co/p SCOTT, M L Dfvisfon of Contracts & Propofty Management 
{Post 690205). FIN H6812 NRC26 91*286. 92/05/12 2p 61710 3 54 61710,355 

9206180281 Corrected notificalion of contract execution "Low-Level Radwaste 
Records," awarded to US Ecology, fnc Correction reflects newaward,noi mod 
CtJCURA,J Division of Contracts & Properly Management (Post 390205) FIN B-7000- 
2 NRC.02*92.006. 92/05/04. KNAPP.M.R Progfam Management. Policy Develop* 
meat & Anaiyais Staff (Post 970413) LAHS,W NRC - No Detailed Alflliation Given 
2pp 61697 267*61697 295 

*-9205180294 Contract "LoW'Lovel Radioacliva Waslo Records” awarded to US 
Ecofoqyjnc 

CRASH, A. US Ecology, Inc. (formerly Nuclear Engineermg, Jnc) SCOTT, ML Division 
ot Conlracta & Proper^ Management (Post 890^5) F)N B 7000-2 92/05/04. 27pp 
61697 260-61697.295. 

9265180293 Notification of contract exocukon.task order 33Jo "Nuclear Power Reader 
Opera Irons, Mods & Main t fnsp Svcs " ContractorParameler,fnc 
DUaoSE.BJ. Division of Contracts & Property Management (Post 890205) FIN L* 
1343-2 NRC 03 89-027. 92/04/22. SCHWlNK,W.S Planning, Program A Manage- 
mor>( Support Branch (Pest 670411). THOMAS, BE NRC * No Detailed Affiliation 
Givan fp 61710347-61710 352, 

-*9205180319 Ltr contract NRC 03 69 027»awerding Task Order 33, "JA Fitzpatrick Nu- 
clear Powpr Pfanl Safely %8 Functional Insp” lo ‘'Nuclear Power Reactor 
OporatJons^Mods & Maint In so Svcs *' 

SCOTT.ML Contract Admlnialratlon Branch 1 (Post 900603} FIN L-1343 2. NRC-OS- 
89.027.92/04/17 LOFTY,R,A PARAMETER, Inc fipp 61710 348 61710,352. 

9205180315 NotiJication of contract execution "Access to INPO Nuclear Plant Reliabil- 
ity,'' awarded to INPO, 

KNOX-DAVIN.E Contract Admin Jsira bon Branch 2 (Post 900603) FfN 0*1894-2 NRO 
33-92-190 02/04/01 CRANFORD, G F. Office of Informalton Resources Managainent 
(Post 800205) BASILE,K. NRC • No Detailed Afftlialion Given Ip 61716.182- 
61716,204. 

-9205 160330 Contracts "Access to INPO Nuclear Plant Reliability," awarded (o INPO. 
VEB STEEQpC J. fnsbtute of Nuclear Power Operations MATTIAM J Division of Con- 
tracts A Properly Management (Post 890205), FIN 0*1894-2 B2/04/01, 22pp. 
617181183 81716 204 

9205200057 Notification of contract ©xecution,mod 25, to "NUDOCS." 

Conlraclor.SBA Subcontractor Slabstlca*fnc. 

CLARK.O, Division of Conlracta A Properly Management (Post 890205). FIN 0*1874- 
2, NRC-39 B8-211- 92/05/14 MESSENQER.Q. Orviston of Information Support Serv- 
ices (Post 890205) BLANTON, J NRC - No OaWKod Affiliation Given Ip 61742 347* 
61742 349. 

-*9295200066 Mod 25.proWdiog fncremenlaf funding to, "NUDOCS." 

* Small Business Acmini sire lion MATTIA,M J Division of (Conlracta A Property Man- 
agement (Post 690205) FIN 0-1874*2 92/05/14, 2pp. 61742 348 61742 349 

9206200098 Notification of contract oxecutlon,mod 1,1o "ILS Software Main! A Sup- 
port " Contractor Online Conmut&r Sya.tnc 

KNOX'OAVJN.E Division of Contracts A Property Managemenl (Post 890205) FIN D* 
14102 NRC-30-91-192, 02/05/15, MESSENGER, G Orweion of Informaffon Support 
Services (Post 890205) REDMOND. J. NHC - No Dalalied Affiliation Given. Ip. 
61747321-61747.323 

-920S200114 Mod 1, extending term of conEracI for one year, providing incromentaf fund- 
& fiddira key personnel .fo "ILS Software Malnl A Support " 

* On-Line Computer Sysloma, fnc. MATTIA.M J Division of Contracts A Properly Man- 
egemont {Post 890206) FIN 0-14162 92/05/16 2pp. 61747 322-61 747*323 

9205200110 Notification of contra-cl execution, mod 4jc "Further Neotectonic Studies of 
EarthouaJia Zones fn Eastern US '' ContractorUatvof South Carolina 
TAYLOR, S M, ContracE Administration Branch 1 (Post 900603) FIN B-8287 NRC-04- 
88-110 92/05/05. SHAO.L.C Division of Engineering (Post 870413) ZURFLUEH.E 
NRC * No DeEaifod Afflllallon Given Ip. 61747.331*61747.333. 

-9205200120 Mod 4,daobligallng all remaining excoss funds, to "Further Neotectonic 
Studios of Earthquake Zones In Eastern US." 

COGGINS, T.A. Soulti Carolina, Unlv. of, Columbia, SC, MATnA.MJ Division of Con- 
tracts A Property Management (Post 890205) FIN 8 8287 92/05/05 2pp, 
61747.332-81747 333 

9205200123 Notiffcatfon of conlracl execution.mied 6, to "Purchose of Microcomputer 
Sys " Prime Contractor S8A Subc0J^^ractor' Pulsar Data Sye,fnq. 

Cl.ARK,D. Division of Coniracts A Property Management (Post 880205), FIN B-8165- 
2 MRC*33‘91*109. 02/05/15 KRLIZIC.P. Division ot Computer & Tefecommunfcalfons 
Services (Post B0OZO5) NIZEac. NRC - No Detailed Affiliation Given Ip 61747.336- 
61747341 

-9205200141 Mod exchanging max ordering quantities A refiectlng changes fn deflvera 
bles roquired.to "Purchase of Microcomputer Sya " 

ELLIS, D Small Busfnaaa Administration JONES,WJ Pulsar Data Systems, fnc 
WATTIA,MJ, Division of Coniracts A Property Management (Post 890205) FIN B- 
8165 2 92/06/16. 6pp. 81747.337-61747,341. 

9205200166 Notificalron of cooperative agreemenLmod 7, to "MainI & A Operation of 
Local Public Document Room.^' Contraccor:Univ of New Orleans. 

CRAMPTON^S A. Divlsioji of Coniracts A Property Management (Post 890205). FIN D- 
M162 NRC-t0*a7-360 92/05/12 QRIMSIEY.DH. Division of Freedom of fnforma- 
lon A Puhllcabon^ Services (Post 890205). NORTHERN, S S. NRC - No Detailed Affilf- 
itlon Given Ip. 81739.161*61739*170 


-920S200166 Mod 7.provlding incrementaf iundmg & extending period of performance 
10^ "Maint A Operaliorr of Local Public Document Room " 

WASHiNGTON.R O New Orleans, Univ of, New Orleans, LA TARNER.D Division of 
Conlracls & Properly Management (Post 890306) FIN 0-2AW2 92/05/12 0pp 
61739*162 61739 170. 

9205200165 NotificBlion of contract execution, mod 8 to task order 7, to "TASK Data 
Entry for CIS " Prime contractor SBA Subcontractor Data Computer Corp of America 
NEFF.D Division of Contracts A Property Management (Post 890205) FIN D-1920 2 
NFlC-SQ-aQ 133 92/05/13 CRANFORD.G F Office of Information Resources Man 
agement (Post 890205) DOLLECK.A NRC - No Dotaifod Affiliation Given ip 
61747368-61747 360 

“9205200172 Ltr contract NRC-39 09-1 33, mod 8 to (ask order 7, revising tabor category 
from Data Entry Operator lo Computer Technician, increasing contract ceiling A provia 
mg Jnerernentaf funding 

MATTfA,M J. Contract Administration Branch 2 (Post 900603) FIN D-1 920-2 92/05/ 
00. DOyLE,W Data Computer Corp of America 2pp 61747 359-61747 360 

9205200178 Notification of contract executlon.mod 1 to task order 2,to "Tecfinical As- 
sistance fn Cost Eslpmating A Financial Assurance Case Reviews " Contractor ICF.fnc 
MCCUBBIN.S Divisfon of Contracts A Properly Management (Post 090205) FIN L- 
191 1*1 NHC-02 91-001 92/06/14, TfKTIN&KY,D Office of Nuclear Material Safely A 
Safeguarda BYKOSKI.L NRC - No Detailed Affiliation Given Ip 61730 207- 
61739 209 

“9205200194 Ltr contract NRC-02-9 1-001, mod 1 to task order 2, "Financial Asauranco 
Reviews of Nonstandard Submittals," to "Financial Assistance In Cost Estimating & 
Financial Assuranca Case Reviews " 

SCOTT, M.L Contract Administration Branch 1 (Post 000603) BAILEY, P E ICF. fnc 
FtN L-10111 NnC-Oa-91-001 92/05/12 SORRELLS.J ICF, InC 2pp 61739 208 
61739*200 

9205200243 Notification of cooperative agreement, mod 6, to "Malnt & Operation of 
Locaf Public Document Room " Contractor Crystal River Public Library 
CflAMPTON,S,A Division of Coniracts & Property Management (Post 890205) FIN D* 
24162. NBC-1 0-87*424 92/05/12 GRIMSLEY.D.H Division ot Freedom ot Informa 
tion & Publicatfons Services (Post 000205) NORTHERN, S.S NRC - No Detailed Affili- 
ation Givon 1p. 61742.279-61742 286 

*-9205200261 Mod 6, providing Incremental funding & extending period ot performance 
lo "Mafnt & Operation of Local Public Document Room " 

CARNES, W. CJrystaf River, FL TARNER.D Division of Contracts & Property Manage- 
ment (Post 890205) FIN D 24162 NRC-1 0 87-424 92/05/12 7pp 61742 200 
81742,286 

9205200314 Notification of contract execution.mod 9, (ask order 0.to "Data Entry for 
ARM/DAR," ConlraclonSBA Sub contractor Computer Corp of America 
NEFF.D. Division of Coniracts & Property Management (Post 090205) NRC-39 39 
133 92/05/13, CRANFORD.QF Office of fnformalion Resources Managomonl (Post 
690205) DOLLECK.A NRC - No Detailed Affiliation Given Ip 61742 106 61742 197 

**9205200330 Ltr contract NRC-39-89-133,mod 9. task order 0, extending porlod of per- 
formance thru 020831 at r>o Increase to task order coiling amount or obligation to 
flOvMo "Data Entry for ARM/DAR " 

MATTJAMJ, Contract Administration Branch 2 (Post 900603) NRC-39 09 133 92/ 
05/04. DOYLE, M Small Business Administration 1p 61742.197*61742 197 

9205210100 Notification of contract executlon.mod 8.to "Short Cracks in Piping & Piping 
Welds" Contractor BMi 

KINQ.OA Division of Contracts & Property Management (Post 090206), NRC-04-90- 
069 92/05/13. ARLOTTO.G Division of Engineering (Post 070413) WILKOWSKLG 
NRC - No Detailed Affiliation Given Ip. 61756 309 61766 348 

“9205210112 Mod 6, incorporating addi requirements under Section H * special contract 
requirements &. under Section t - conlracl clauses, (o "Short Cracks In Piping & Piping 
Welds.” 

JONES, W E Ballella Memorial Institute. SCOTT, M L Division of Contracts & Property 
Managemenl (Post 690205) 02/05/13 39pp 61756 310 61756 346 

9205210153 Notiflcalfon of contract oxeuullon.mod 26, to "Coordination of Federal/Stato 
Radiation Control Activities & Assistance in Solving Radiation Control Problems" 
Contractor FDA. 

CRAMPTON.S A Division of Coniracts & Property Managemont (Post 890205) FIN L* 
23372. NRC-06-76-247 02/05/11 KAMMERER.C Office of Governmental & Public 
Affairs (8704 13-911116) Ip. 61756 263 61 756-265 

“9205210160 Mod 26.extendlng period ot performance & increasing total agreement 
amount.lo "CoordlnaHon of Federal/Stale Radiation Controf Activities & Assistance In 
Solving Radiation ConUol Profalema " 

T(OMOnE,J L Food 4 Drug Atfmlnlst radon SCOTT.M L Division of Coniracts & Prop- 
erty Managomanl (Post 6902O5) FINL-23372 92/05/11 2pp 61758 264-61756-265. 

9205210217 Nofiffcallon of contract execution, Task Order 64,to "Electrical Dislribulion 
Sys Functional fnsp - Oyster Creek " Conlractor.AECL Technologies 
MANN.H Division ol Contracts & Property Managemont (Post 890205) FIN L-1 527-2 
NRC.03-00031. 02/05/05 SCHWINK.WS Program Management, Policy Develop 
ment & Analysis Staff (Post 870411} THOMAS, B.E NRC - No Detailed Affiliation 
Given. Ip. 61766-270-61766.272. 

“9205210210 Lir contract NRC-03-00 031, a warding Task Order 64, to "Eloclrical Disiri 
bulion Sys Funclional Insp * Oyster Creek." 

SCOTT,ML Conlracl Administration Branch 1 (Post 900603). FIN L- 1627-2 NRC-03 
90-031 92/05/04 SHIFTLETT.DH. AECL Technologies 2pp. 61756 271-61758 272 

0205210221 Notification of contract executlon.mod 6, to Task Order 5, "Data Entry Sup- 
port lor SINET," Subcontractor.SBA, Corrlractor Data Computer Corp of America, 
NEFF^O Division of Conlracta & Properly Management (Post 800205) NRC-39 09- 
133 02/05/11. CRANFOBD*G,F Office of Information Resources Management 
(861109 870412). DOLLECM NRC * No Oelailod Affiliation Giver) 1p. 61755 345 
61766 346. 

“9205210222 Ltr oont rac t, NRC-39- 09- 133Jn forming that mod 6jo Task Ordor 6, "Data 
Entry Support For SINET,*' extends period of performance through 920930 
MATTIAMJ. Gonlract Administration Branch 2 (Post 900603). NRC-39 09-t33 02/ 
04/27. DOYLE, M Data Computer Corp ot America Ip 61755 346 61755,346, 
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9205210241 Noliftcation of contract execution, Task Order ''Rn i 
cation Exams.Braidwood Nuclear Power Plam/- ^ ■TachnL 
Licensino Activities," awarded to Sonalysls.lnc ' To Support 

HUGHES.A Contract Administration Branch 1 (Post 9006031 FIN pro wnrn'j 
89-031 92/05/11 SCHWINK.WJ Office of WlearRoabtoVR^^^^^ 

^756262''’” AIMiatorGivan Ip 

-920S2 10263 Hr contract,NRC-03-89 031Jask Order 148. "RO Licensino Reotialifrr:, 
tion Exams.Braidwood Nuclear Power Plant," to "Technical Assistance '?o 
censi^ Activities." awarded to Sonalysts.Inc ^cnnicai Assistance To Support U 

SCOTT.M L Contract Administration Branch 1 (Posi gooeosi FIN L iPfin p nrc n-i 
80 031 92/03/24 PETERSEN.L R Sonalysts. Inc 4pp 61756 289 61756 292 

9206210277 Notification of contract execution.Task Order 159 "Attend NRC OoBrator 
Llcerising Branch Counterparts Mooting," to ‘Technical Assistance To LS?ort U 
consing Activities, awarded to Sonalysls.lnc 

HUGHES.A Contract Administration Branch 2 (Post 9006031 FIN L iprq p Mpr n-i 
89-031 92/05/11 SCHWINK.WJ Oflice of Nuclear Reabtor Regutalton Directo? 
(Post 070411) PULSIPHER, K NRC - No Detailed Aflilialion Given ip 6175^167! 


-9205220264 Ltr contract NRC-3e 89-133.mod I 1o task order 12. "Data Entry for OC.'" 
providing incromenlaf funding, to “NRC Sys Data Entry ” 

MATTIA.M J Contract Admmislralion Branch 2 (Post 900603) FIN D 1920 2 NRC-38- 
89-133 92/05/20 DOYLE.M Data Computer Corp of Amenca tpp 61757 327- 


9205260172 Notification of contract executjon.mod 10 to task order 4.fo "Data Entry for 
General License Data Base" Prims conlractorSBA Sub-conUactorData Computer 
Corp of Amenca 

NEFF.D Division of ConUacts & Property Management (Post 090205) FIN D 1920 2 
NRC-39-89-133 92/05/21 CRANFORD, GF Office of Information Resources Man- 
agement (Post 890205) (X)LLeCK,A NRC - No Detailed Affiliation Gwen Ip 
61765 268-61765 269 

-9205260181 Ltr contrac1,NRC-38 89-133, mod 10 to task order 4, providing incremental 
funding.lo "Data Entry for General License Data Base " 

MATTrA,M J Contract Administration Branch 2 (Post 900603) FIN D-1920 2 NRC-39 
89-133 92/05/21 DOYLE,M Data Computer Corp of Amonca Ip 61765 269- 
61765 269 


-9205210304 Ltr contract, NRC 03 89 031. Task Order 159, "Attend NRC Operator Li 
consing Branch Counlorparts Meeting," to "Tochnical Assistance To Support Licens 
ing Aclivllfes, awarded to Sonalysls.lnc 

MATTIA.M J Contract Administration Branch 2 (Post 900603) FIN 1-1289 2 Nnr.n't 
89 031 02/04/27 PETERSEN.L R Sonalysts, Inc 4pp 61756160 61756171 

9206210302 Nolificalion of contract execution, mod l.to "Mark 1 Liner Early Failure Clo- 
sure " Contractor Univ of California 

BAZIN, J P Contract Administration Branch 2 (Post 900603) NRC 04-92 055 92/05/ 
19. GUSTAVE.R Financial Management Branch (Past 910310) BASUS NRC • No 
Dalallod Affiliation Givon Ip 61765 005 61765 007 


‘9205210308 Mod 1, revising effect dale of contract i. completion dates for tasks 1 5 & 
deleting refs to, "Mark 1 Liner Early Failure Closure " 

JONES,D G California, Univ of, Santa Barbara, CA. MACE.M H Division of Contracts 
& Properly Management (Post 890205) NRC 04-92-055 92/05/19 2pd 61765 006- 


9205220127 Nolificalion of contract execution "Word Processing Svcs," awarded to 
Keyboard Communications.Inc 

HAQEY.H Office of Admlnlslrafion (Pre 870413) FIN D-2414-2 NRC-10 92-312 92/ 
06/15 NORRY.PG Office of Administration (Pre 870413) JOHANSEN.J NRC - No 
Detailed Affiliation Given Ip 61785 091 61765 156 


-0206220131 Contract "Word Processing Svcs," awarded to Keyboard 
Communications.Inc 

MCPHEE.J V Keyboard Communications, Inc WIQQINS.E Division of Contracts & 
Property Management (Post 890205) FIND 241 4-2 NRC-10-92-312 02/05/15 65 dd 
61765 092-61765 156 


9205220220 Notification of contract oxecution,inod 7, task order 2.to "Data Entry for 
Training " Contractor SBA Subcontractor Data Computer CTorp of Amodca 
NEFF.D Division of Contracts & Properly Management (Post 890205), FIN 0-1920 2 
NRC-30 09 133 92/05/20 CRANFORD.G F Offica of Information Resources Man 
agemonl (Post 890205) DOLLECK,A NRC • No Detailed Affiiiation Gwen Ip 
61764'359 61764 360 


‘9206220223 Ltr contract NRC-39-89-133,mod 7 to task order 2.providmg Incremental 
funding in excess amount,to "Data Entry for Training ’* 

MATTrA.M J. Contract Administration Branch 2 (Post 900603) FiN D 1920 2 NRC-30- 
80 133 02/05/20 DOYLE.M Small Business Administration Ip 61764 360- 
61764-360 


920S220227 Notification of contract executlon.mod 3.1o "Technical Assistance for Emer 
goncy Response " Conlraclor Comex Corp 

HUQHES,A Division of Contracts & Property Managenrienl (Post 890205) NRC-26 89 
200 92/05/20 SPESSARD.R.L Division of Operalfonal Assessment (Post B70413) 
MARKSBERRY.D, NRC - No Detailed Affiliation Given Ip 61764 355 61764-358 

-0206220230 Mod 3, Increasing max ordering amount & contract ceiling amount.lo 
"Technical Assistance for Emergency Response " 

IBETHKE.G W Comex Corp MATTIA.M J Division of Contracts & Property Manage- 
ment (Post 800205} NRC-26 89-290 92/05/20 3pp 61764 356-61764 358 


9205260198 Notification of contract execution, task order 149, "Reactor Operator b- 
censing fnitia! Exams, Ft Calhoun NPP" to "Technical Assistance to Support Licensing 
Activities " Contractor Sonalysts.fnc 

HUGHES.A Contract Administration Branch 2 (Post 900603) FIN L-1289 2 NRC-03 
89 031 92/05/21 SCHWINK,W J Office of Nuclear Reactor Regulation, Director 
(Post 870411) PULSIPHER, K NRC - No Detailed Affiliation Gwen Ip 61765 270 
61765 274 

-9205280213 Llf contract NRC-03 89 OSI.definttizmg task order 149, "RO Licensing Ini- 
tial Exams, Ft Calhoun NPP," to "Technical Assistance to Support Licensing Activi 
ties ” 

MATTIA.M J Contract Administration Branch 2 (Post 900603) FIN L* 1289-2 NRO03- 
89 031 92/05/05 PETERSON.LR Sonalysls.lnc 4pp. 61765 271-61765 274 

9205270259 Notification of contract executlon.mod 4, to "Organizational Processes & 
Nuclear Power Plant Safety " Contractor PA Stale Univ 

MANN.R Division of Contracts & Proper^ Management (Post B90205) FIN L-13222 
NRC-04 90 055 92/05/13 SHERON.B Dwislon of Systems Research (Post 880717) 
KRAMER, J NRC - No Detailed Affiliation Gwen Ip 61773 297 61773 299 

-9205270266 Mod 4, providing incremental funding.to "Organizational Processes & Nu 
clear Power Plant Safety " 

* Pennsylvania Slate Univ . University Park, PA SCOTT.M L Owision of Contracts & 
Property Management (Post 890205) FIN L-13222 92/05/14 2pp 61773 298 


9205290075 Nolificalion of contract execution, task order 150, *'RO Licensing fnilial 
Exams, Callaway NPP." to "Technical Assistance to Support Lcensing Actwilies" 
Conlraclor Sonalysts.Inc 

HUGHES.A Contract Administration Branch 2 (Post 900603) FIN L-1 289-2 NRC-03- 
89-031. 92/05/21 SCHWINK,WJ Office of Nuclear Reactor Regulation, Director 
(Post 870411) PULSfPHER.K NRC • No Detailed Atfilialion Given Ip 61797 320- 
61797 324 

-9205290091 Ltr contract NRC-03 69 031, defining task order 150, "RO Licensing Initial 
Exams, Callaway NPP," to "Technical Assistance to Support licensing Aclivilies " 
MATTIA,M J Contract Administration Branch 2 (Post 900603) FfN L-1 289-2 NRO03- 
09-031 92/05/08 PETERSON.LR Sonalysts. Inc 4 pp 61797 321-61797 324 

920S29D304 Notification of contract execution- "Technical Assistance & Support & Op- 
eration & Mgt of NRC Computer Facility Facilities," awarded (o 
SBA Subcontractor Washington Data Sys, Inc 

HOPKINS.S Contract Administration Branch 1 (Post 900603) FIN 0-1387-2 NRC-33- 
92-173 92/05/01 MESSENGER.G Office of Information Resources Management 
(Post 890205) BARROW, D NRC - No Detailed Affiliation Gwen Ip 81611 203- 
61811302 

-9205290308 Contract "Technical Assistance & Support & Operation & Mgt of NRC 
Computer Facility Facilities," awarded to SBA Subcontractor Washington Data 
Sya.Inc 

ZAHIRIEH.S Small Business Administration WIGGINS.EJ Contract Administration 
Branch 1 (Post 900603) FIN 0-13B7-2 92/05/19 gBpp 61811 204-61811302 


0205220238 Notification of contract oxocutlon.mod 6, task order l.to "Review & Supervi- 
sion " Contractor SBA Sub contractor. Data Computer Corp of America 
NEFF.D Division of Contracts & Proporty Management (Post 890205) FIN D-1 920-2 
NRC-39 69-133 92/05/20 CRANFORD, G F Office of Information Resources Man- 
agement (Post 090205) DOLLECK.A NRC - No Detailed Affiliation Given Ip 
61765-089-61765 090 

-9205220245 Ltr conlract NRC-39 89-1 33.mod e.lask order 1, providing incremental 
funding In excess amount to fully fund task ordarglo "Review & Supervision 
MATTft.M J Contract Administration Branch 2 (Post 000603). FiN D-1 920-2 NRC 39 
69-133 02/06/20 DOYLE, M. Small Business Admin istrallon Ip 61765 090 

61765.090. 


9205290326 Notification of contract execution, mod 4, to "Maint of NRC Owned IBM Mag 
Cards & Memory Typewriters " Contractor Technical Special lies, Inc 
TAYLOR.S M Contract Administration Branch 1 (Post 900603) FIN B 6640 NRC-33 
84*390 92/05/01. KRUZIC.P Dwiaion of Computer & Telecom munlca lions Services 
(Post 890205) JOHNSON.C NRC - No Delaiied Affiliation Gwen Ip 61799 244- 
61799 245 

-9205280335 Mod 4.d0Obltgatlng all excess funds remaining under conlract.to "Malnl of 
NRC Owned IBM Mag Cards & Memory Typewriters " 

PLUECKER.TC Technical Specialties, Inc MATTIA.M J Dwisfon of Contracts & Prop- 
erty Management (Post 890205). FIN S-8840 92/05/01. 1p 61799 245*61799 245 


9205220251 Noliffcatlon of conlract execution, task order 14,to "Response Computer 
Sys Training Support,” to "Technical Assistance for Emergency Response," awarded 
to Comex corp 

HUGHES.A. Contract Administration Branch 1 (Post 900603) FIN L-10351 NRC-26- 
69-290 92/05/20 SPESSARD.H L Division of Operational Assessment (Post 
070413) MARKSBERRY.D NRC - No Detailed Affiliation Gwen Ip 61764-346- 
61764:351. 


9205290339 Notification of contract execution.mod 3, to "Time-Dependent Risk Evalua- 
tion for Aging & TS Applications " Contractor Applied Biomathematics.lnc. 

TAYLOR.S M, Contract Administration Branch 1 (Post 900603) FIN D-250B9 NRC- 
04-80-107 92/05/11 SHERON.B.W Division of Systems Research (Post 680717) 
GUSTAVE.RP Program Management, Policy Development & Analysis Staff (Post 
670413) ROBINSON, R. NRC • No Detailed Affiliation Given 1p 61799 246- 
61799 248 


-9205220265 Ltr contract NRC-ae 60-290, awarding task order 14. "Response Comput- 
er Sys Training Support," to "Technical Assistance for Emergency Response 

MATTIA.M. J. Conlraot Administration Branch 2 (Post 900603) FIN L-10351, NRC-26- 
89-290 02/05/11 BETHKE.Q. Comex Corp. 6pp. 61764 347-61764 361 

9205220263 Notification of contract execution.mod 1 to task order 12. "Data Entry for 
OC," to "NRC Sys Data Entry " Prime Contractor.SBAiSub-contractor.Data Computer 
Corp of America 

NEFF,0. Division of Contracts & Proporty Management (Post 890205) FIN D 1020-2. 
NRC.39-89.133, 92/05/20, CRANFORD.G F. Office of Information Resources Man- 
agement (Post 090206) DOLLECK,A NRG • No Detailed Affiliation Given. Ip. 
61767:326-61767-327. 


-9205290340 Mod 3,deobligating excess funds remaining under conlract.to "Tlma-De- 
pendent Risk Evafuation for Aging & TS Applications " 

QINZBURQ.L Applied BioMathematics, fnc. MATTIA.M J Division of Contracts & 
Property Management (Post 890205) FfN D-25089 92/05/11 2pp 81799.247- 
61799 248 

9205290342 Notification of contract execution, mod lO.to “Keypunch & Venfication Svc " 
Contractorlnfo Sys & Networks Corp 

TAYLOR.S M. Contract Administration Branch 1 (Post 900603) RN B 8158 NRC-25- 
62*316 92/05/04. JORDAN.E L Office for Analysis & Evaiuabon of Operational Data, 
Director. KING.M NRG - No Detailed Affiliation Given Ip 61799 249 61799 251 
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-9205290343 Mod 10.de obligating ali excess funds re mam ing under conlract.to “Ksy- 
purch & Verification Sve ” 

MALKAIN.R Intormalion Systems Network Corn MATTIA.M J Dwisian ot Contracts 
& Property Manage menl {Post 890205) FIN 0 0158 92/05/04 2pp obsolete 
code 617S9 250 61799 261 


GEN TEC (S GENEREC TECHNICAL ISSUES 


9205010065 Forwards evaluation of generic issue ?6, 'Instrumentaiton & Conlrol Power 
Interactions ” Informs that issue wbll be dropped from further pursuit as separate 
issue, due to safety concern being addrossed In fPE program 

e ECKJORD .es office of Nuclear Regulatory Resoarcb (Post 050720) 92/04/20, 
MINNERS.W, Division of Safety issue Resolution (Post 680717) Opp 61516 053- 
61516081 

9206010075 Informs that prioritizalion of genono ilssue 155 2, "Eslablishing Licensing 
Requirements for Non Operating Facilities," has roaultod In Us classification as regula- 
tory impact Issue Evaluallon of issue anci 

BECKJORO.E S Office of Nuclear Regulatory Research (Post 660720) 02/04/16 
MORRIS, 0 Division of Regulatory Applications (Post 870'! 13) 4pp 61516 089- 
81516092 

9205010142 SEGY-92 153 Informs Commission of staff mtont lo issue Supplement I to 
generic ILr 67-02, ‘Verification of Soismic Adequacy of Mechanical & Elecirfcal Equip- 
ment in Operating Reactors " 

TAYLOR. j M Ofe of the Executive Director for Operations QL 87-02 92/04/2Q 
48pp 61770 256 61770 383 

9205040198 Suppis 920131 response to Generic Ltr 91-11. "Resolution of Gonenc 
Issue 48, lOCs for Class IE vita! Instrumentation Buses' & Generic Issue 49, "Inter 
locks & LCDs for Class IE Tie Breakers 

HAMPTONS W Duke Power Co QL 91-11 92/04/23 Document Conlrol Branch 
(Document Control Desk) Ip 61549 351 61549351 

9295040238 Suppis 911028 response to Generic Ltr 91 -OB, "Rosolulion of Generic 
Issue A-30, 'Adequacy of Safety Related DC Power Supplies" Annunfeator doslgn 
used to detect failure modes of do sys does no! pose significant risk ol coro damage 
PARKER.TM Northern States Power Co GL‘91-06 92/0-1/29 Documanl Conlrol 
Branch (Documont Co rttro! Desk) 4pp 61573 355 61573 358 

9205040296 Advises 1lmt prlonlization of generic Issue 155 7, "Improve Decommission 
ing Regulaliona/' shews that safety concerns have boon addressed previously & issue 
will bo dropped 

aEGKJORO,ES Office of Nucloar Regulatory Rosoarch (Post 860729) 92/04/20 
MiNNERS.W Division of Safety Issue Resolution (Post 880717) 3pp 61563 323 
51563 325 


9205050199 Responds to Generic Ltr 01-11, "Resolution of Generic Issues 48, 'LCDs 
for Class IE Vital fnslFumenl Buses’ 4 49, 'Interlocks & LCOs for Class 1E Tig Break 
ers Evaluation concluded (hat controls In placo are satisfactory 
ZERINGUE.OJ Tennessee Valley Authority GL91 11.92/04/30 Document Conlrol 
aranchCDocurnentConlrolDosk} 10pp 6158034981589358 

9295050316 Revises 920129 response lo Q oner ic Ltr D1-11« "ResolLition of Generic 
Issues 48, 'LCOs for Class tE Vital In strum a n1 Duses' & 49, 'Interlocks & LCOs for 
Class IE Tie Breakers 

PARKER,! M Northern Slates Power Co QL 01-11 92/05/01 Document Control 
Branch (Document Conlrol Desk) 6pp, 61564 357 B1584 381 

9295950345 Responds to generic ltr 91-11, "Resolution of Gor>erlo Issue 48, 'LCOs for 
Class IE Vital msifumcn'l Busos,’ & 49, 'Interlocks & LCOs for Class IE Tie Broakors,' 
per 1OCFR5O540" for plant 

GOLBURN.TG Project Dir ectoralo III 1 TAG W0241t 62/04/22 ORSER,W,S Do* 
iroil Edison Co. 2pp G1 56B 255 61688 287 

9205080254 Informs that lecensoo 911025 Ur provided requested Info for plant ro gonor- 
ic issue A 30, "Adequacy of Safoly Ralaled DC Power Supplies." 

SEARS.PW. Project Dirocloralo 1-3 QL91 06 92/04/23 TREMDLAY,tA Vermont 
Yankee Nuclear Power Corp 2pp. 61569337-6)608 333 

9205070183 Advises utii 911024 response to gonerJe ltr 01-06. "Resolution of Generic 
Issue A40. 'Adequacy of Safety- Related DC Power Supplies,’ Pursuar>t lo 
10iCFR5954(0," meets reporting requiromenls sol forth 

ROOD.H PfO|ecl Direclorata V TAG M3 1434 02/04/29 RUEGER.Q M Pacific Gns 
& Electric Co 3pp 61603 356 61 603 350 


9205110099 Responds lo questions re planl spocilic mflinl.survelllanco & monitoring 
provisions of safety rolatea DC power supplies & generic issue A-30 
RAG HA VAN, L. Project Directorate 112 TAG M81BO0 92/04/29. GOLDBERQ.J H 
Florida Power & LigSt Co 2pp 81623 244 81623 245 

9295110202 ConfErms visit lo planl on 020527-2Q lo galhor Info re generic Issue 143. 
"Availability of Chilled Walor Sys & Room Cooling " 

LABARQE.D E Project Diracloralo II 4 (formerly TVA Prolooi Dirocloralo) {Post 
908803) 92/04/29. MEDFORD, MO. Tennessee Valley Authority 7pp. 61637 353- 
61837 369 


9205140238 Informs that priori lizaf ion of Qonojlc Issue 156 2.3, "Conlainmonl Design & 
Insp” shows that safoly concerns addrossod In resolullon of Issue 
f 13 Th^oforo, Issue 156 23 will be dropped from further pursuit Evaluation onci 

Nuclear Regulatory Rosoarch (Post 660720). 92/05/04 
MINNERS.W Division of Safely Issue Re solution (Post 860717) 3pp 81600.026- 


Forwards St Lucie Unit 2 plant specific ovaluaiion for Go aerie Issue 04 acJdl 
LTOP proloctioa as suppt to 901220 response to QL 00-06 re Generic Issues 70 A 94 
concerning PORV & block valve rollabilily & addl LTOP far LWRs 

Florida Power & Light Go. L-92-194 92/05/11, Documont Control 
Branch (Document Control Dosk) 3pp 81740 338 81740 340. 

9205299076 Accepts roaponso lo QL 01-1 1, "Resolution of Generic Issue 48 ’LCO for 
Class IE Vital Instrument Buses,' A 49, ’fntarfockB & LCO for Class IE Tie Breakers' 
Pursuant lo 10CFR 50 64(0/" 

SILVER, H Project Directorate II 2 TAG MB2402. 92/05/06 BEARD, P.M Florfda 
Power Corp 2pp 61742 350-61742 359 


0205220188 Provides schedule for responding to request for add! info re site specific 
seismic review program (mplementocf.per USI A.46,GL 87 02 Ulil will respond to addl 
mfo requeslod in 020318 list by 920831 

BOHLI<E,WH Florida Power & Light Co GL-87-02 92/05/15 Documerkt Control 
Branch (Document Control Desk) 3pp 61787 354 61787 356 

9205220243 Forwards SE accepting 920210 & 0317 responses lo station blackout 
rule Requests commllmenl to emergency diesel program which contains fivft elements 
of sectien 1 2 of reg guide 1 555 

0UCKLEY.BC PfOjEct Directorate 11-2 TAG Me8612 92/05/12 STEV7ART,W L Vir- 
ginia Power (Virginia Electric & Power Co) 2pp 61757 343-61757 350 

9205230250 Informs that responses to generic ltr 91-06 re resolution of generic issue A- 
30 concerning adequacy of safety -related dc power supplies aceeptable 
SILVER, H Project Directorate if 2 TAG M91432 92/05/06 BEARD.P M Florida 
Power Corp 2pp 61764 320 61764 321 

9205270225 Informs that on 920909-10 team consisting of NRC staff member & two 
NRC consuftants wi if visit plant site Purpose of visit lo collect mfo m support of resolu 
tion of generic issue 143, ''Availability of Chilled Water Sys & Room ” 

WIENS.LA Project Directorate 11-3 92/05/12 HAMPTON, JW Duke Power Co 4pp 
61785 301 61735 304 

9205270296 Responds lo generic Hr 91-11, "Resolution of Generic Issues 48 ’LCOs for 
Class IE Vital Inalrtimont Buses.’ & 40, 'Interlocks & LCOs for Class 1E Tie Broakera,' 
pursuant to 10CFR5O 54(1)," for plants 

SIEGEL, BL Pfojecl Diractorato III-2- TAG M82425 92/05/11 KOVACH.T J Com- 
mon wealth Edison Co 3 pp 61 785 350 61785 352 

9206270312 Discusses closeout of generic Hr 91 oe.requesl (or action re resolution of 

g eneric issue A*30. "Adequacy of Safety Related DC Power Supplies " 
itCK.G F, Project Direclorate IV-2 TAG M0 1497 92/05/12 H/TlUD P Houston. Light- 
ing & Power Co 2pp 61786 314-61786 315 

9205260237 Informs that licenseo response to GL 91-11, "Rosolulion of Generic l6s^io 
48 'LCO$ For Class 1E Vital Inslrumonl Buses,' & 'Interlocks & LCOs For Class IE 
Tie Breakers,’ Per 10CFR50 54(f)," meets reporting requirements In GL 91-11 
WILLIAMS, FJ Project Direclorate I -1 GL-0M1 92/05/14 BRAM.SB Consolidated 
Edison Co of Now York, Inc 3pp. 6 1 791 326 61701 330 

9205280276 Advises that responao to generic Ur 91-06 meets requirements of subj go- 
nonc Hr RES will perform review of responses & NRC will determine if further action 
needed 

DEMBEK.S Project Dirocloralo 1-2 GL-91-06 92/05/18 MILTENBERGER.S Public 
Service Electric & Gaa Co of Now Jersey 3pp 61794 290 61794 292. 

9205290110 Advises that util 020181 response to GL 01-11, "Resolution of Generic 
Issues 40, 'LCOs for Class 1E Vital Instrument Buses,' & 49, 'Interlocks & LCOs for 
Class IE Tie Breakers,’ per 1OCFR50 54(f)," acceptable 

QAMBERONl.M Projocl Direclorate 1 1 1-1 TAG M 824 4 3 92/05/18 SLADE, GB Con- 
sumers Power Co 3pp 61012 276-61612 870 

0205290124 Summary of CRGR Maoling 217 on 920319 re proposed amend to 
10CFR100,rodraftod suppi 1 to generic ltr 87 02 & SSER 2 on SQUG procedures for 
Implo mentation of USI A-4& 

JORDAN, EL Committee to Review Generic Requiromenls GL-G7 02 92/04/13 
TAYLOR.J M Ofc of the Executive Director for Operations 2pp 61811147- 
61011.146 


l&E iNSPECTION AND ENFORCEMENT 

9205019009 NRC Info Notice 02-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolablo Reactor Coolant Pressure Boundary Piping Inside Containment at 'Boiling 
Wale/ Reactor 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) IEQ-07-001 
92/05/08, ConsolJdatod Edison Co of New York, Inc 6pp 61667.349*61667,354. 

9205010045 NRC fnfo Notice 92 036, "tnie/syslem LOCA Outside Containment '* 
ROSSI.CE Division of Operatfonol Events Assessment (Post 870411) lEIN-OOOOS 
02/05/07, Consolidated Edison Co of New York, Inc 9pp 61718,00 1-61718 000. 

92050 40109 PNO V- 02 -0 1 2 c n 9 20 4 2 5, m ag ni tu d a 69 oarthq u ake slruc k No rlhorn 
CA Operating fossil fuel unit tripped offline during earthquake Licensee Inspected lacil- 
i1y & found no damage but plans to inspect gaseous effluent stack 
WENSLAWSKI.F., GARCIA.E Regcon 6 (Post 820201) 92/04/27 2pp 6151 2 341* 
61612 342. 

9205040265 Suppi 1 lo NRC Info Notice 92 016, "Loss of Flow from Residual Heat Re- 
movQt Pump During Refueling Cavily Dralndown " 

ROSSI.CE. Division of OpBrationnl Events Asaessmonl (Post 870411) IEIN-92-0ie 
02/05/07 Consolidated Edison Co of Now York, Inc 4pp. 61718 010 6171 8 013 

9205040306 EN 92-035 on 020S01,nQtico of proposed Imposition of civil penalty Jn 
amount of $1,250 issued to licensoe Action based on improper disposal of device 
containing 14 mCi Am -241 sourco & violations involving failure to perform In von lory. 
HOLODY.D, MARTIN,! T. Region 1 (Post 020201) EA-92-064 92/04/20 Ip 
61601.001 61801 001. 

9205040308 EN 92-033 on 920 430, notice of proposed imposition of civil penalty in 
amount of $2,375 issued to licensee Action based on failure to control access to 11- 
consed mat! & regulatoy breakdown In control of licensed activities 
PEDERSON.C.D , DAVIS.A.B Region 3 (Post 820201) EA.92-051 92/04/27 Ip 
61601 002 61601002. 

9205040314 EN 92-032, on 9204 30, not Ice of proposed Imposition of civil penalty in 
an^ount of $2,600 fssuod lo liconsee, based on Insp ending 920326 Involving failure to 
secure radiographic device to prevent tompQnng by unauthorized personnel. 

SANBORN, G, NARTIN.R D Region 4 (Post 820201) E A 92-066 92/04/27. Ip 
61601.003 61601003. 

9205050030 PNO-!II-02-O22'on 92042 3, four of five emergency DGs were inoporabla duo 
to varfoua failures which occurred during past wk Licensee Implemented contingency 
plans to doal w/ possibility of loss of offsite power 

FARBER.M., CLAYTON.-B Region 3 (Post 020201) 92/04/24 Ip 61541 073- 
61641 073 
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92050500B9 PNO-ll-92-oaG on 92O4i5,[(CGnse0 reported that portable moisturo/denaily 
gauge had been damage wbon hit by bulldozer Region tl Informed Commonwealth of 
Puerto Rico & NMSS & is working w/licensee to assure device is secured 
BERMUDEZ.H Region 2 (Post 820201) 92/04/16 Ip 61639 206 61539 206 

9205050094 PNO l^92•Q25 on 92041 S.fire suppression sys containing carbon dioxide 
automatically actuated causing depleted oxygen environ in plant cable ponatralion 
room On-site fire brigade responded & began vonlllating affected area 
VERRELUD Region 2 (Post 820201) 92/04/16 Ip 61539 227 61539 227 

9206050103 PNO-V.92-014 on 920427.liconseG notified NRG of loss of 20 mCi Xe 133 
source Cause under Investigation & efforts to retrieve source unden/vay 
* Region 5 (Post 820201) 92/04/27 Ip 61539 269 61539,269 

9205050115 PNO tl-02-028 on 920427, unit taken off line to repair malfunctioning seal 
on reactor coolant pump 3-0 Cause unknown Licensee issued press release & plans 
to inform state 

LONG.A Region 2 (Post 820201) 92/04/20 Ip 61539 204 61539 204 

9205050154 PNO III-92-022A on 920423,four of five emergency DG found Inoperable 
due to various failures which occurred during past wk Both units shut down Licensee 
currently troubleshooting diesel & roinstituted contingency plans 
FAnBER,M,. CLAYTON, B Region 3 (Post 820201) 92/04/29. Ip 61540 060- 
61640 068 

9205060014 PNO-IV-02 020 on 02O43O.1op of lead container containing 1-131 capsule 
had fallen off during shipment Capsule undamaged & no contamination found on box 
surface No press reloase will be issued 

MARTiN,RA, CALLAN,LJ Region 4 (Post 820201). 02/04/30 2p 61566 027- 
81556 028 

9205060043 Comment on proposed generic communication NRC bulletin 90-001, suppi 
1, “Loss of Fill Oil in Transmitters Mfg by Rosomounl " Believes adequate basis has 
not be presented to support generic request for online monitoring sys 
RASIN.w H Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 57FR11732 92/05/01 MEYER.DL Office of Administration (Post 
690206) 8pp 61556 161-61556 108 

9205070018 EN-02 068on 020430,nollco of proposed imposition of civil penalty In 
amount of $2,500 issued to licensee Action based on violation concerning failure to 
secure radiographic device to prevent tampering by unauthorized personnel 
SANBORN, G Region 4 (Post 020201) EA 92-060 92/04/27 2pp 61573 046- 
61573 046 

9205070210 PNO IV 92-021 on 020501, alert declared after small quranttty ol depleted 
UF6 released within depleted DUF4 production bldg Caused by felted flange gasket on 
nitrogen purge line valvo No mall released from bldg 
CAIN, CL Region 4 (Post 820201) 92/05/04 2pp 61620 350 61620 359 

0205070267 PNO-1 92 022 on 920503,alei1 declared duo to offsite fires threatening plant 
switchgear. PI ant cooled down using Isolation condensers Technical support ctr & EOF 
activated & Region I staffed Incident response ctr 

BLOUQH,R.. v 1T0,D Region 1 (Post 820201). 92/05/04 2pp 61662 073 61662.075 

9205070270 EN-92-036‘on 920430,order Issued suspondinq license (effective Imrnedi- 
ately) based on insp & ongoing investigation that revealed vIolBlIons of radiation 
safety program & falsification of qualification records 

CANT.Q , llEBERMAN.J Ofc of Enforcement (Post 070413) EA-92-058, 92/04/30 
tp 61668 060-61668.060 

9205060046 Comments on proposed suppi to NRG Bulletin 90-01 re loss of fill oil In 
Rosomount IransmlUers Believes bulletin failed to discuss or attempt to address risk 
associated w/fallures Believes NRC should take action to assure continued safety 
BLANCH.P M Affiliation Not Assigned 57FR11732 92/05/01 NRC - No Detailed Af- 
filiation Given 6pp 61591 042 61561 049 

9205080064 Forwards biweekly listing of generic communications being considered or 
under development by NRC, Including NRC bul|etins,info notices & generic Itre 
BERLINGER,G.H Generic Communications Branch GL'00 04 92/04/22 

WAGNER, P Insliluto of Nuclear Power Operations 6pp. 61607*349 61607 353 

9205080095 PNO 1-92-020 on 920501, police notified that vehicle, containing nuclear 
gauge,stolen from residence in L(ndenwood,NJ Gauge consisted of two sealed 
sources containing 10 mCi Cs-137 6 60 mCi Am-241 

KIRKWOOD, A, SWETLANO.P. Region 1 (Post 820201). 92/06/01. Ip 61647 210- 
61647-218. 

9205000110 PNO'l-92-021 on 920501, llconsoe determined that non llconaod & licensed 
auxiliary operator had not completed certain insp rounds as represented by 
logs Operators being subjected to Internal disciplinary actions 
KELLY, E. Region 1 (Post 820201) 92/05/04. 2pp. 61623-042-61623 043 

9205110067 Requests comments on proposed info notice, “Abnormal Operating Proce- 
dure Response for RCS Leakage Exceeding Makeup Sys Capacity*' Sub] draft info 
notice end 

BERLINGER.C.H Generic Communications Branch. 62/06/01 , WALSH,L A. Westing 
house Operating Plants Owners Group. 4pp 61650 236-61650 239 

9205120029 PNO 11-92-027 .on 920421, mgt decided to shut down both units due to con- 
cern re structural integrity of concrete walls In diesel building Licensee has not decid- 
ed on length of dual unit outage. 

VGRRELLLD. Region 2 (Post 820201) 92/04/21 Ip 61636 104-61636 104 

920B1 20066 PNO 11-92-031 -on 920429,Commonwealth of KY notified Region M that rail 
road cars & bln at Newport Steel Co had radiation levels of 0.4 mllHroenlgGr» per 
hour.Reglon II will continue to monitor situation. 

PELCHAT,J. Region 2 (Post 820201) 02/04/30 2pp 61637.216 61637-219 

9205120067 PNO- 1 -92-02 3. on 9205Q1 , licensee determined that two non licensed opera- 
tors at plant had not completed certain Insp rounds as represented by logs Operators 
being suNectod to Internal disciplinary actions 

UZARUS.W Region! (Post 820201) 92/05/06 Ip 61636148 61636-146 

0206120110 PNO-ll-92-032 on 92042B,UnU 1 experienced reactor trip Cause of trip 
IdentIBed os failure of relay in transformer protective circuitry B.On 920 426, inadvertent 
opening of all steam dump valves occurred Controller failure suspected. 

KELLOQQ.P J. Region 2 (Post 820201). 92/05/01. 2p 61635-303 61635*304. 


9206120131 PNO-V-92-01 3 on 920424, reactor coolant pump P004 lost control & tripped 
from IE-2 percent power Licensee plans to investigate & repair oil leaks, take unit to 
mid-loop to affect ropairs.mcluding replacomont of reactor pump 
CALOWELL,CW, WONG.HJ Region 5 (Post 020201) 92/94/27 ip 61635 327- 

61635 327 

9205120143 PNO 11-92-029 on 920427.Slale of FL notified NRC that on 920423 River- 
side Clinic returned 226 mCi 6d-153 sealed source to Amersham Corp,by Federal 
Express, improperly packaged 

KOSEY,C Region 2 (Post 820201) 92/04/29 2pp 61636 001 61636 002 

9205120147 Comment supporting proposed generic communication NRC bulletin 90 
001, suppi 1, “Loss of Fill Oil in Transmitters Mfg by Rosemounl " 

HENKENIUS.MA Rosemount, tnc 57FRt1732 92/05/06 NRC - No Delailad Afflll 
ation Given 6pp 61636 003 61636 000 

9205120153 PNO V-92^015 on g2Q504.PVNGS,Unit 3 experienced loss of ail control 
room annunciator windows & audible alarms plus COLSS Plant computer became In- 
operable & licensee declared an alert 

WONG.H Region 5 (Post 020201) 92/05/04 2pp 61636 013 61636 014 

6205120159 PNO 11-92-033 on 920504, unit 1 commenced controlled shutdown from 
100% power due to crack In steam generator Cause unknown No press release 
Issued & state & local authorities not notified 

MILLER, W . 0UKE.J J. Region 2 (Post 620201) 02/05/04 Ip 61636 025 61636 025 

9205120180 PNO-t 11-92-023 on 920501,1 ice nseo detected elevated levels of H 3 In 
onsite well Caused by low amount of leakage Licensee is evaluating repair or replace 
menl of release line piping & Installing long discharge tine to avoid pond area 
SNELL, W, PEDERSON, C Region 3 (Post 820201) 92/05/04 Ip 61636053 

61636 053 

9205120242 PNO 11-92 OSO.on 920429,voluntaiv shutdown could cause qualified life of 
temp instrumontalion cabling In area to exceed limits prior to end of currant operating 
cycle Problem may be due to blocked air flow from cooling fans. 

SPARKS.S. Region 2 (Post 820201) 92/04/30 Ip 61637 044 81637.044 

9205130065 PNO V-02 015A*on 920 504 .facility experienced loss of all control room 
pane) annunciator windows & audible alarms w/ plant operating at 100% 
power Licensee will conduct post shutdown testing of sys 
RICHARDS, S Region 5 (Post 820201) 02/05/07 2pp 61651 121-61651 122. 

9205130066 Comment on draft NRC Bulletin 90-001, Suppi 1, "Loss of Fill Oil in Trans- 
mitters Mfg by Rosemount “ Periodic enhanced surveillance at Intervals chosen to 
provide timely detection of failures acceptable In lieu of on line monitoring 
B1NZ,RD QWR Owners Group 57FR11732 62/05/06 MEYER.DL Regulatory Publi- 
cations Branch 2pp 61651 123 61651 124 

9206130075 PNO V-92-0150 on 020504,(acllity experienced loss of all control room an- 
nunciator windows & audible alarms Computer bocamo Inoperable & licensee declared 
an alert Plant currently stable Licensee conducting post SO testing 
RICHARDS.S Region 6 (Post 020201). 92/05/07 2pp 61651.144-61051 145. 

9205140026 Cominonl on proposed generic communication NRC bulletin 90 001, suppi 
1, "Loss of Fill Oil In TransmiUers Mfg by Rosemounl" Endorses NLfMARC com- 
ments & recommendations 

BOHLKE.WH Florida Power & Light Co 67FR11732 92/05/07 MEYER.DL NRC- 
No Detailed Affiliation Given Ip 61663 044 61663 044 

9205140036 Comment supporting NRC bulletin 60-001, suppi 1, "Loss of Fill Oil in 
Transmitters Mfg by Rosomount " 

HIATT.SL. Ohio Citizens (or Responsible Energy. 67FRt1732. 92/05/05 Regulatory 
Publications Branch 2pp 61663 049 61663-050. 

9205160002 PNO l-92‘024 on 02051 1 .tochnologisl at Sharon Hosp reported lo Region I 
that 1 0 Ct MO-99/TC-90M generator brought to hosp by local police who found gener- 
ator on street Generator was being carried by Del Med when it was lost in transit 
COSTELLO.F Rogion 1 (Post 020201) 92/05/12 3pp 61676 358 61675 360. 

9205160113 Commoni supporting NRC bulletin 90-001, suppi 1, "Loss of Fill Oil in 
Transmittora Mfg by Rosemount " 

WOODLAN.DR Texas Utilities Co 57FR11732 92/05/07 Regulatory Publications 
Branch. 2pp 61678 321 61676 322 

9205150130 Comment fully supporting position of NUMARC & BWROG & comments 
provided on NRC Bulletin 90 (J01,Suppl 1, "Loss of Fill Oil In TransmiUers Manufac- 
tured by Rosemount " 

BECK,GJ Philadelphia EtocUlc Go 67FRt1732 92/05/07. MEYER.DL NRG - No 
Dolailed Affiliallen Qtvan 2pp 61676 353 61676-354 

92051 S0028 PNO 111-02 024 on 92051 2,Uni1 3 shut down lo replace seal on recirculation 
pump Indications of seal failure occurred on 0205 10, prompting power decrease lo min 
recirculation flow Licenseo anticipates throe day outage. 

KNOP.R , CLAYTON.B Region 3 (Post 820201) 92/05/12. 1p. 61690 183 61600:183 

9205160099 PN 0-1 1 -92-034 on 92O5O7,llcens00 reported theft of Sr-60 eye applicator 
due to llconsoe ole being vandalized on 920506 Licensee will Issue prose 
releaso.CommonweaHh of Puerto Rico informed by NRC 
BERMUDEZ, H Rogion 2 (Post 820201) 92/05/07. 1p 61707 274 61707.274 

9205190156 PNO-III 92-025 on 920513, plant experienced loss ol RCS inventory Caused 
by licensed operator misinterpreting precaution In test procedure Resident inspectors 
dispatched. State of IL notified. 

HSfA,A H,. FARBER.M Region 3 (Post 820201). 92/05/13 Ip 61707.353 61707:353 

9205190170 Commoni on proposed genorio communication NRC bulletin 90 001, Suppi 
1, "Loss of Fill on In Transmittora Mfg by Rosemounl" Endorses NUMARC ro- 
sponsoa to oroposod generic communication 

PASSWATER.A C. Union Eloclrlc Co. 57FR11732. 02/05/08 MEYER.DL Commis 
slonera (Post 7601 ID) 3pp 61708.094 61708 096 

9206100175 Commam on proposed generic communication NRC bulletin 90 001, Suppi 
1, "Loss of Fill Oil In Transmitters Mfg by Rosomount" Agrees w/NUMARC com 
monts provided to NRC. 

WOOOAnD.J.D Southern Nuclear Operating Co 57FR 11732 92/05/07 CHILK.SJ 
Docketing & Services Branch. 2pp 61700 099-61708 100 
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9205190180 Comment on proposed generic communication NRC bullstin 90-001, Suppl 
1. “Loss of Fill Onl In Transmitters Mfg by Rosemounl ” Agrees w/NUMARC com- 

MOOO?!c'^K^GS>rg!a Power Co 57FF111732 92/05/07 CHILK,SJ Docketing & 
Services Branch 2pp 617QB 097-61 70B 09Q 


920521Q114 EN 92 041 order isstied suspending general license .effective 
Immediately, baaed on NRC invosllgation of licensee activities revealing slgmficanl vio- 

KLI?rE.EVtl^6ERMAN.J Ofc of Enforcement IPosI 670413) EA-92-077 9 2/05/18. 
1p 61723 322 61723 322 

9205260130 Comment on NRC Bullotin 90 OO-l.stjppI 1 re toss of fill oil in Iransmittors 
mfg by Rose mount Cl anfication to exclude transmitters utilized tor indication only 

SKOLD^j'lf'swth"c^^^^^^ Eteotfic a Gas Co 57FH11732 92/05/08 CMILK.SJ 
Office of the Secretary ot the Commission 1p 61 752 1 13 61752 1 13 


9205260186 PNO-1 11*92-026 on 920 51 6,0 parable emergency diesel generator tripped 
dunng performance test Caused by closed valve Liconsaa Investigating situation & 
valve may have bean closed in error during performance test 

HSIA.AH\ FARBER.M Region 3 (Post 820201) 92/05/18 2pp 61802 341- 
61802 342 


9205270120 PNO-ll-92 035on 9205 14, controlled shutdown of Uml 1 was Initiated from 
100% power Caused by undenljfied leak rate of 26 gpm Correclive action will be de- 
termined pending idenliticatien of source 

SKINNEH.P Re Jon 2 (Post 620201) 92/05/14. Ip 61763354 61763364 


9205270125 PNO l\/-92 022 on 92051 9,workQr injured whle working in main eteam 
tunnel surveyod & found to be contaminated with levels of 1,000 to 4,000 
dpm Procedures Implomenled to contain contamination Personnel counseled Slate of 

lyftjRRAy^B, HARRELL,PH Region 4 (Post 620201) 92/05/20 2pp 61762 334- 
61762 335 


"9204230239 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 95,39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

BREYHL Public Service Co of Colorado AA3Q-2 86/05/07 Docketing & Services 
Branch llpp 61861075-61661 085 


9204200106 Forwards ES-701,rev 6,adm3nistration of exams for SRO limited to fuol 
handling, adding to examiner stds NUREQ 1021 , 

ROE,JW Division of Licensee Performance & Quality Evaluation (Post 870411) 92/ 
03/11 TIPTON, TE Nuclear Management & Resources Council (NUMARC) (formerly 
Nuclear Utility Manage Ip 61610 348 61810 358 


9206010013 Informs that NRC will conduct fact finding visits to licensees that represent 
good cross section of industry Plant specific programs for updating FSAR will be dis- 
cussed 

HOPKINS JB Project Directorate 111*3 QL-83-28 92/04/16 SHELTON,DC Centenor 
Energy SHELTON.DC Toledo Edison Co 5pp 61516032 61516 036 


9205010045 NRC Info Notice 92*036, "Intersystem LOCA Outside Containment” 

ROSSI, CE Division of Operational Events Assessment (Post 070411) lEIN-90 005 
92/05/07 Corfcsolidaied Edison Co of New York, fnc 9pp 61718 001 61 71 6 009 


9205010085 Forwards evaluation of generic Issua 76, "Instrumentation & Control Power 
Interactions” Informs that issue will be dropped from further pursuit as separate 
Issue, due to safety concern being addressed in IPE program 
BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 92/04/20 
MINNERS.W Division of Safely Issue Resolution (Post 860717) 9pp 61516 053* 
61516061 


9205010075 Informs that priorilizalion of generic issue 155 2, "Establishing Licensing 
Requirements for Non Operallng FadlUies,” has resulted in Its classilicalion as regula- 
tory impact Issue Evaluation of issue end ^ 

BECKJORO,ES Office of Nuclear Regulatory Research (Post 860720) 92/04/16 
MOFRIS,B Division of Regulatory Applications (Post 870413) 4pp 61516 089 
61516 092 


920S270163 PNO-l-92-026 on 92052 0,1 1 can see informed NRC HDO of therapeutic mis- 
administration Evolving 41 mCi I 131 to 50 yr old fern ale patient on 920519 Caused 
by not having study reviewed by authorized user for rad'O^odlno fherapy 
COURTEMANCHE,S , SHANBAKY.M Region 1 (Post 820201) 92/05/21 2pp 
6l763'100ei763 101. 


9205010118 Forwards safely evaluation closlna out plant longterm seismic 
program Staff finds lhal confirmatory Horn from SSER 34 has been satisfactorily re- 
solved 

ROOD.H Project Directorate V TAG MOO 670 92/04/17 RUEGER,G M Pacific Gas 
AEfoclncCo 4pp 81516 256 81516 266 


9206270188 FNO-I g2-025*on 920520, malnl personnel Identified leakage & crack from 
valve body drain line weld on one emergency condenser ays Crack caused by thermal 
cycllno laading to fatigue Plans for repair In progress 
SCHfJjDT.W Region 1 (Post 620201) 02/05/20 2pp 61763 102 61763 103 

9205270213 Comment on NRC bulletin 90*001, supp I 1, ’loss of Fill Oil in Trans millers 
Mfg by Rosemounl ” Supports NUMARC comments 

STwEART.W L Virginia Power (Virginia Eleciric & Power Co ) 57FR1 1 732 92/05/18 
NRC- No Detailed Affiliation Given 2pp 61764 021 61764 022, 

9205280028 PNO-V-92*016on 920520, resulla of routine random drug lost for licensed 
operator, conducted on 92051 4, confirmed to be positive Access to plant protected 
area withdrawn on 920520 Press release not planno-d at present time 
NORDERHAUG.L, GARCIA, E Region 5 (Post 820201) 02/05/20 Ip 61084 265- 
61864 265 


9205280073 Forwards draft outline of ir>sp guidance that will bo used to verify i tuple* 
mentation of maint rule 10CFR50 85 

nOE,J W Division of Licensee Performance & Quality Evaluation (Post B70411) 92/ 
05/12. SNIEZEK.JH Dep Exec Dir for Nuc Reactor Reg, Regional Operations & Re- 
search (Post 890205) RUSSELL, WT Associate Director for Inspection & Technical 
Assessment (Post 970411). HELTEWES.J Office of Nucleor Regulatory Resoarch 
(Post 860720) 3pp 61797 230-61707.233 

9205260109 EN-02-O34OA 920501, notice of proposed imposition of civil penalty In 
amount ol $12,500 Issued to licensee Action based on HP violations during ISI insp of 
recirculation ays riser, presenting potential for overexposure 

TROSKOSKLW, LIEBERWAN.J. Ofc ol Enforcemonl (Post 870413) EA 92-058 92/ 
04/28 Ip 61888 123 61 CflB- 123 

9205260114 EN 92-038 on 92052 1,notico of proposed Imposition of civil penally In 
amoirnl of $12,500 issued lo ilcense© Action based on Inadoqualo operations proce- 
dure which resulted in unplanned loss of shutdown cooling w/unit In cold shutdown 
LUEHMAN,J. LIEBERMAN.J. Ofc of Enforcemonl (Post 070413) EA-92-067 92/05/ 
to 1p 61883124 61B88 124 

9205280118 EN *92-03 9 OH 920521 .notice of proposed imposlUon of civil penalty in 
amount of $226,000 issued to licensee Action based on failure to promptly Idenlity & 
correct deficiency re potential for overloading safely- related 489 volt buses 
TROSKOSKI.W., LIEBERMAN.J Ofc of Enforcemonl (Rost 870413). EA-92-034 92/ 
05/18 Ip 61888.125 61806126 


9205280U1 EN 02-040 on 920521,no1ico of proposed imposition of civil penally In 
amount of $200,000 Issued to llcensoo Action based on mulllple failures to follow es 
table hod work control processes & procedures. 

TROSKOSKI.W, LtEBERMAN.J. Olc of Enforcement (Post 070413) EA-92-04B 92/ 
05/18 Ip 61888 128 618B8 127. 


MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


"9206010122 SER concluding that soismfc margins of structures & equipment /com po- 
rtents at plan! reported in LTSP final ropl are adequate even alter considering staff 
estimate! of increased seismic ground motions 

* Ofllce of Nucloar Reactor Regulation, Director (Post 870411) 02/04/17 7pp 
61510 260 61616 266 


92060 4000B Comment on draft NUREG-1449, "Shutdown & Low-Power Operation at 
Commercial Nucloar Power Plants in US " Believes that industry & regulatory actions 
lo address shutdown Issues can be complemontary.effoclive & officieni 
RASIN,W-H Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Ulilily Manage 67FR6740 92/04/29 MEYER, D L Regulatory Publications Branch 
Dpp 61512 053 61512 061 


9205040011 Ckimmont on NUREG 1324, “Proposed Method for Regulating Major Mails 


THOMAS, LL Lawrence Livermore National Laboratory 57Fn8077 92/04/21 Rogu- 
falory Publications Branch 2pp 61612 070 61512 071 


9205040021 Comment on NUREG-1449 ro “Shutdown & Low Power Operation at Com- 
mercial Nuclear Power Plants in US." Endorses Industry comments on NUREG-1449 
provided by NUMARC 

SCHROCKCA Wisconsin Public Servico Corp 67FR6748 92/04/27 MEYER, D L 
Regulatory Publications Branch, Ip 61612 007 61512 007 


9205040026 Advises that proposed rev lo WCAP 8370, "QA Plan,” revlewod against 
acceptance criteria of NUREG-OBOO.soction 17 3, ”QA Program Doscrlplion” & ac- 
ceptable per lOCFRSO.app B & 10CFR52 

ZECH.G.G Performance & Quality Evaluation Branch (Post 800101) 02/04/23 
LIPARULO,NJ Wostinghouse Electric Corp 3pp 61512 098 61612 100. 


9206040033 Comment on NUREQ-1440 re "NRC Staff Evalualion of Shutdown & Low 
Power Operation.” NRC should hold In abeyance further regulatory action until Indus- 
try has had opportunity lo fully imptomonl initiatives 

LIPARULO.N. Weatlnphouse Electnc Corp, 57FR8748 92/04/29 MEYER, D L Regu- 
latory Publications Branch 3pp 61512 008 61612 010 


92060400B3 Comment opposing NUnEQ-1449, “Shutdown & Low Power Operation at 
Commercial Nucloar Power Plants In US.” 

EDWARDS,D.W. Yankee Atomic Electric Co B7FR6748 92/04/29. MEYER.D L. Divi- 
sion of Freedom of Information & Publications Services (Post 090205). 4pp 
61512 253 61512 256. 


9205040098 Comment on draft NUnEQ-1440, "Shutdown & Low Power Oporatlon at 
Commercial Nuclear Power Plants In US.” Endorses policy & generic comments which 
comprise comment package submitted by NUMARC & specific BWR comments sub- 
mitted by BWROG 

SPANGENBERQpF. Illinois Power Co. 67FR6748 02/04/20 MEYER.D L Regulatory 
Publications Branch 4pp 61612,313 61 512 316 


9205280242 Updated package consisfing of paper, 'Teasiblllty Study of Concrete Filled 
Steel Structure for Reactor Bldg “ 

KANEUJJ.A,OKUDA,Y„ HARA.K Japan 02/05/28 6pp. 81794 203 61704*200 

9205260249 Updated package consisting of paper, “1/1 0th Scale Model Test of inner 
Concrete Slfuclure Composed of Concrete Filled Stool Bearing Wall “ 

AKIYAMA,H, SEKIM0T0,H.. TANAKA,M. Japan 92/05/28 Opp. 61795 109 
61795.114 


NUREG NUREQ REPORTS AND RELATED CORRESPONDENCE 

9204060310 Forwards Regulatory History AA30 2 for proposed rutemaking on stds for 
protection against radiation. 

ROECKLEIfjA Radiation Protection & Heallh Effects Branch 66FR23360 02/02/25, 
LANHAM.D Office of Administration (Post 890205) 69pp 61040 001-61871:216. 


9205040100 Comment opposing NUREG-1324, “Proposed Method for Regulating Major 
Mfills LIC0nB6Q8 ** 

COLLINS.S.C Illinois, State of 67Fn6077. 92/04/07 BERNERO.R M Office of Nu- 
cloar Maloriat Safety & Safeguards. 2pp 61512 317-61612’318 

9205040120 Commenl on NUnEQ-1449, "Shutdown & Low-Powar Operation at Com- 
mercial Nuclear Power Plants In US.” Licensee agrees w/ comments submitted by 
NUMARC & BWROQ 

ORSER.WS Detroit Edison Co. 57FR674B 92/04/29. Regulatory Publications 
Branch 2pp 61513 059-61513 060 

9205040219 Responds to two unsatisfied items noted In NRC audit rept of SPDS did 
900530 performed on 900205 & 06, per SuppI 1 to NUREQ 0737.1lBm8 include conlin 
uous display of safety status info & status of radioactivity control 
WOODARD, J D Southern Nuclear Operating Co 92/04/29 Document Control Branch 
(Document Control Desk) 2pp 61505.360 61595*351 
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920504029B Advises thal priorHization of generic issue 155 7, "Improve Decommission 
mg Regufations," shows that safety concerns have been addressed previously & issue 
will be dropped 

0ECKJORD.E S Office of Nuclear Regulatory Reaearch (Post 860720) 92/04/20 
MINNERS.W Division of Safety Issue Resolution (Post 800717) 3pp 61563 323- 
61563 325 

9205050047 Advises that review of Rev 21 Indicates that changes ^pear to decrease 
effectiveness of emergency plan or inconsistent w/guidance of NUREG 0654, App 1 & 
that future submitted rovs should bo fully annotated within guidance of NU REG-0654 
CL1NE,WE Region 2 (Post 820201) 92/04/03 GOLDBERG. J H Florida Power & 
Light Co 6pp 61539 088 61539 093 

9205060003 Comment on draft NU REG-1449, "Shutdown & Low Power Operation at 
Commercial Nucfear Power Plants " Issuance of new regulations could decrease of- 
foctiveness of industry work effort 

BURZYNSKl.MJ Tennessee Valley Authority 57FR674B 92/04/28 MEYEH.OL 
Regulatory Publications Branch 4pp 61556 000-61556 011 

9205060004 Comment on draft NU REG-1 449, "Shutdown & Low Power Operation at 
Commerical Nuclear Power Plants In US " Util endorses NUMARC comments 
MCGAHA.J R Entergy Operations, Inc 57FR6748 02/04/30 MEYER, D L Regulatory 
Publications Branch 7pp 61556 012-61556 018 

9205060005 Comment opposing draft NUREG-1449, "Shutdown & Low Power Oper- 
ation at Commercial Nucfear Power Plants tn US '* 

BECK.GJ Philadelphia Electric Co 57FR6748 92/04/28 MEYER.DL Regulatory 
Publications Branch Ip 61556 019 61556 010 

9205060006 Comment on draft NUREG- 1440, "Shutdown & Low Power Operation at 
Commercial Nuclear Power Plants in US " Utit endorses NUMARC comments 
FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co). 57FR074O 92/04/30 MEYER.DL Regulatory Publications Branch Ip 
61556 020 61556 020. 

9205060236 Forwards NUREG-0090. "Ropt to Congress on AOs," for Ocl-Dec 1991 
THE CHAIRMAN. SELIN, I Commissioners (Post 750110) 92/04/20 QUAYLEJD 
Senate, President of the Senate FOLEY, T S House of Rep , Speaker of the House 
2pp 61581 305 61581 341 


9205070 246 Forwards SE approving relaxation of reg guide 1 97, "Environ Qualification 


PETERSON.SR Project Oireclorate IV- 1 GL-82 33 92/04/28 CARNS.N S Entergy 
Operations, Inc 5pp 61607 093-61607 099 


-9205070250 Safely evaluation approving relaxation of reg guide 1 97. "Environ Qualifi 
cation'* rectuirements 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 6L 82-33 92/04/27 
3pp 61607 097-61607 099 


9205080022 Comment concurring w/commonls offered by NUMARC on sections 7 & 8 
of draft NUREG- 144 9, "Shutdown & Low-Power Operation at Commorcial Nuclear 
Power Plants in US *' Urges NRC to consider comments carefully. 

BEARD, PM Florida Power Corp 57Ffl6748 92/04/30 Document Control Branch 
(Document Control Desk) ip 61591 022-61591 022 

920508 0026 Comment on draft NUREG-1449. "Shutdown & Low-Power Operation at 
Commercial Nuclear Power Plants in US " Believes comments provided by BWROG to 
be appropriate & beneficial 

WOODARD, JO Southern Nuclear Operating Co 57FR6740 92/04/30 MEYER.DL 
Regulatory Publications Branch 2pp 61591 023 61591 024 

9205080062 Gommenl supporting BWROG comments on draft NUREQ-1449, "Shut- 
down & Low Power Operation at Commercial Nuclear Power Plants in US " 

KNUBEL.J General Public Utilities Corp - GPU Sen/lco Corp, 57Ffl674fl 92/04/29 
Regulatory Publications Branch Ip, 81591 051 61591 051 

9206080071 Summary of 920429 meeting w/TVA at Walts Bar site ro status, needed 
actions, priorities & schedules of various licensing issues 

TAM.PS Prelect Directorate II 4 (formerly TVA Project Directorate) (Post 900603) 
TAG M72494 92/05/06 Project Otroctorate II 4 (formerly TVA Projacl Dlreclorato) 
(Post 900603) 15pp 61607 111-61607 125 

9205080072 Comment opposing NUREG-1324, "Proposed Method for Regulating Major 
Malls Licensees " Believes tighter & more prescriptive regulalio/is no mere or less ef 
feclivQ in preventing abnormal events than current NRC regulations 
EDGAR.JB Siemens KWU, Inc 57FR6077 92/04/30 Regulatory Publicallons 
Branch 3pp 61591054-61591 05G 


9205060270 Forwards comploled section 3 10 for BWR/4 & BWR/6 versions of now 
STS Changes from draft NUREGs 1433 & 1434 have been incorporated In accord- 
anco w/commenl resolution process 

GRIMES.CI Technical Specifications Branch 92/04/22 BUSH.L Commonwealth 
Edison Co flOBERTSON.J L Entergy Operations, Inc WOODS, B Combustion Engi 
r^eenng, Inc 135pp 61582 167-61582 301 

9206070017 Comments on NUREG-1449, "Shutdown & Low Power Operation at Com- 
mercial Nuclear Power Plants in US " Endorses NUMARC comments 
SKOLDS,JL South Carolina Electric & Gas Co 57FR6740 92/04/27 MEYER.DL 
Regulatory Publications Branch Ip 61573 047-61573 047 

9205070045 Forwards completed chapter 3 0 for each version of now STS re changes 
from draft NUREG 1430 through 1434 incorporated in accordance w/commont resolu- 
tion procet)3 

GRIMES,C,1 Technical Specificatiohs Branch 92/04/20 BUSH.L Wesllnghouse 
Electric Corp WOODS.B Combustion Engineering, Inc WUNOERLY.B. Babcock & 
Wilcox Co 83pp 61607,252-61607 348 

9205070040 Commonl supporting NUREG-1324, "Proposed Method for Regulating 
Major Metis Licensees *' 

LEROY.PG Louisiana Energy Services 57FR6077 02/04/20 Division of Freedom of 
Information & Publications Services (Post 890205) 3pp 61573 022 61573 024 

9205070143 Forwards SE concluding that proposed design of RVLIS & mods of GET 
meet requirements of NUREG 0737,item II F 2 & are acceptable for implemonlation 
BRADFUTE.JO, Project Directorate V TAG M45171 92/04/23 RAY.HB Southern 
California Edison Co 4pp 61603 334-61603 355 

-9206070151 Safety evaluation accepting plans for implementation of requirements of 
NUREG-0737,ilem II F 2, "Inadequato Core Cooling Instrumentation " 

* Office of Nucloar Reactor Regulation, Director (Post 870411) 92/04/23, 18pp 
61603.338-81603 355 

9205070161 Forwards SE of plant internal flooding vulnerability Concludes that turtrine 
bldg Internal flooding sequences constitute sovoro accident vulnerability & actions 
taken & planned are appropriate & acceptable for short term. 

VARGA, S, A Project Directorate 1-2 TAC M74476. 92/04/21 STEWART.W.L Virginia 
Power (Virginia Electric & Power Co ) 3pp. 61602.261-61602 283 

”9205070171 Safety assessment accepting action taken re plant severe accident vul- 
nerabilities, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) QL 88 20. 92/04/21 
19pp 61602 264-61602 283. 


92050800BO Comment supporting draft NUREG-1449, "Shutdown & Low Power Oper- 
ation at Commorcia! Nucloar Power Plants in US " 

BOHLKE.W H Florida Power & light Co 57FRa740. 92/04/30 MEYER, D L Regula 
tory Publications Branch Ip 61591 057 01591 057 


9206000108 Forwards completed Section 3 5 for each voraion of STS Changes from 
draft NUREG- 1430 through 1434 incorporated per comment rosolulEon procosa 
GRIMES.CI Technical Specifications Branch 92/04/23 BUSH.L Wesllnghouse 
Electric Corp ROBERTSON.J L General Public Ulitilies Corp - GPU Service Corp 
WUNOERLV^B Babcock & Wilcox Co 200pp 61622 001-61622 217 


9205110024 Comment on draft NUREG-1449, "Shutdown & Low Power Operation at 
Commercial Nuclear Power Plants in US" Informs that licensee believes BWROG 
comments to be appropriate & beneficial 

MCCOY.C.K Georgia Power Co 57FR674B 92/04/30 MEYER.D L Regulatory Publi- 
cations Branch 3pp 61609 021-61609 023 


9205110032 Comment endorsing comments made by NUMARC on draft NUREG-144fl. 
"Shutdown & Low Power Operations at Commercial Nuclear Power Piania in US " 
CREEL.GC Baltimore Gas & Electric Co 57FR6748 92/05/01 MEYER.DL Regula 
tory Publications Branch Ip 61609 027*61609 027 

92051 10036 Commonl endorsing comments rnado by NUMARC on draft NUREG-1449, 
"Shutdown & Low Power Operation at Commorcia) Nuclear Power Plants In US " 
G1SCLON.J,M Pacllic Gas & Elecirlc Co 57FR674e 92/04/29 MEYER,D.L Regula- 
tory Publicallons Branch 2pp 61609 028 61609,020 


9205110037 Comment supporting NUREG 1324, "Proposed MothocI for Regulating 
Major Mails Liconsoos *' 

WINSLOW JP Genoral Electric Co. 57Fn6077 92/04/27. BERNERO,R M Office of 
Nuclear Material Safety & Safeguards 4pp 61609.032 61609 035. 


9205110041 Comment supporting draft NUREG-1449, "Shutdown & Low Power Oper- 
ation at Commorcial Nuclear Power Plants in United States " 

STEWART, WL Vir^nia Power (Virginia Electric & Power Co) 57FR874B 92/05/01 
Regulatory Publlcatrons Branch 8pp 61609 050 61609 051 


92051 10060 Forwards completed Soclior^ 3 4 for each version of now Std TSs Changes 
from draft NUREGs 1430 through 1434 have been incorporated In accordance w/ 
comment resolution process W/o end 

GRIMES,CI Technical Specifications Branch 02/04/28 WOODS.B. Combustion En 
gineoring, Inc BUSH.L Wesllnghouse Eloclfic Corp ROBERTSON J L Genera) Eloc- 
IricCo 3pp 61650 295-61650 297. 


9205070245 Forwards position on offgas monitors (secondary sys radiation monltor5),to 
facfWIato owrwra group response 

GRIMES.C.I Technical Specifications Branch 92/03/04 BUSH.L Wesllnghouse 
Electric Corp WOODS,B Combustion Engineering, Inc WUNDERLY.B Babcock & 
Wilcox Co 21pp. 61663-285 61663 305. 

-9103200047 Offers comments on review of final draft of new aid lech specs proposed 
by different owners groups. Be! I eves It Is difficult to conduct meaningful review of mall 
w/o sufficient time or readily available point of ref 

CUNNINGHAM, LJ. Radiation Protectron Branch 91/03/20. CALVO,JA Technical 
Specifications Branch. 47pp 61663.288 61663.294. 

-6907060091 Discusses review of STS proposed by Wesllnghouse Owners 
Group Recommends that accident-range noble gas effluent monitors be Included In 
STS 

CUNNINQHAM.LJ. Radiation Protection Branch GL-83.37 69/06/23. CALV0,JA 
Technical Specifications Branch 4pp 61663-295 61663 301 

-6702240034 Forwards AIF rept, "Tech Spec Improvements/* NRC endorsement of 
recommended criteria should be obtained as soon as possIble.Rulemaking recom- 
mended. 

EDELMAN.M.R, Atomic Industrial Forum. 85/10/08. DENTON.H.R, Office of Nuclear 
Reactor Regulation (800428-851124) 2pp. 61683 302 61663-305 


9205110117 Forwards summary of agreements reached during 920414 meeting on 
formal changes to new STS & samples of new formal (or lablo of contents & Cnap- 
lera 2 0,3 0,4 0 & SO.LIst of changes to STS soctions after review meeting also end. 
GRIMES.CI Technical Specifications Branch 92/05/05. BUSH.L Wealinghouss 
Electric Corp ROBERTSON, J.L General Electric Co WOODS.B. Combustion Engi 
neoring, Inc 8pp. 61650:194-61650 221 

”9206110119 Sample TS for table of contents & Chapters 2 0,3 0.4 0 & 50. 

• General Electric Co * Wesllnghouse Electric corp 92/05/05 20pp 81050 202- 
61660 221 

9205120249 Comments on NUREQ.1449, "Shutdown & Low-Power Operation at Com 
merclal Nuclear Power Plants in US'* Recommends no regulalory action until offec 
livonoss of NUMARC 91-06 has been evaluated NUMARC comments endorsed 
OPEKA.JF Northeast Ulilitles 57FRO0740 92/05/01. MEYER,D.L Regulatory Pubil 
cations Branch 6pp 61637-045 61637 049. 

9205120257 Summary of ACNW 41 si meeting on 920312-13 re NRC High Level Rod- 
waste Research Program Plan (Draft NUREG-1408) Recommends that RES & HLW 
Mgl staff coordlnale RES program strategies goals & current & expected technical 
assistance activities, 

MOELLER.DW Advisory Committee on Nucloar Waste 92/05/01, TAYLOR, J M Ofc 
of the Executive Director for Operations 7pp 6l 702 233 61 702 239 
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9205120311 Forwards summafv secrions of two votuma ‘'Final Generic fmpacl Stata 
mont on U Milling," did Sept 19B0 (NURFG 0706), por foquesl W/o and 
HALL,R E Uranium. Recovery Field Ofc, R4 92/04/2B HEADJ L AUtlialion Not As- 
signed 2pp $1646 355 61646 356 

9205140015 Comment concurring w/comments made by NUMARC on draft NUHEG- 
1449, "Shutdown & Low-Power Operation at Commarcta! Nuclear Power PJanIs in 
US " 

HORN.GR Nebraska Public Power Distnet 57FR6746 92/04/3D MEYER.OL Regu- 
latory Publicaions Branch 9pp 61663 032-61663 040 

9205140051 Camment on NUREG 1449, “Shutdown & Low Power Operation at Com 
mercial Nuclear Power Plants In US" Endorses NUMARC comments 
PASSWATeR,AC Union Electric Co 57FR674a 92/05/05 MEYER.OL Regulaloiy 
Publications Branch 3pp 61663051 61663053 

9205140202 Forwards safety evaluation accepting util addi info ra methods to determine 
dynamic proporlias of plant foundation mails Safety evaluation accepting util fiKed 
bass analysis procedure also end 

THADaNLM C Pfolocl Director ale II A (formerly TVA Projocl Diroctorale) (Post 
900603) TAG M79275 92/05/01 MEDFORD.M O Tonnosseo Valley Authority 5pp 
61677 350 61677 360 

-9205140234 SER concluding that fixed base model adequato for seismic reanatysis of 
Category I structures at plant Recommends that util carofully review design of slruc 
tures & equipmerit/ components most likely to be affected by of Facts of rocking 
* Olfice of Nuclear Reactor Regulalton, Director (Post 870411) 92/05/01 4pp 
61677.356-61077360 

9205140204 NUREG/CR 5633 AUXILIARY FEEDWATER SYSTEM RISK BASED IN 
SPECTION GUIDE FOR THE TURKEY POINT NUCLEAR POWER PLANT 
MOFriTT.N E , GORE.B F , VO.T V Batlelle Memorial Insliluto, Pacilic Northwest Lab 
oratory FIN L-1310 PNL-7454 92/04/30 Division of Radiation Protection & Emer 
gency Preparedness (Post 870411) 33pp 61668003-61668127, 


9205150094 NUREG/(A-0040 THERMAL HYDRAULIC POST-TEST ANALYSIS OF 
OECD LOFT Lp.FP-2 EXPERIMENT 

PENA,JJ . ENCISO.S, REVENTOS.F Cor^selo de Sogundad Nuclear (^aln) FIN A- 
4602 ICSP-LP*FP-2 92/04/30 Office of Nuclear Regulatory Research (Post 860720) 
200pp 61692 108 61693 034 

920S150101 NUREG/IA-0070 ASSESSMENT OF RELAP5/MOD2 CYCLE 36 04 WITH 
LOFT LARGE BREAK LOCE L2^3 

BANG.YvS , KIW.H J Korea Institute of Nuclear Safety KIM,S H Korea Atomic Energy 
Research tnstitulo FIN A-46fl2 92/04/30 Office of Nuclear Regulatory Research 
(Post 060720) IGOpp 61602 044-61692 187 

0205150185 Responds to 020226 requests for NRC approval for licensee proposal to 
apply corrosion resistant cladding to certain welds Proposal considered acceptable 
SIEGELBt Project Dlroctorolo 1113 TAG M82945 92/04/29 KOVACH.TJ Com- 
monwoallh Edison Co 2pp 61683 085 61603 086 

9205160227 Advises that NRC finds revised research reactor emergency plan meets 
10CFR50 requirements S. acceptable 

MICHEALS.T 8 Non Power Reactors, Decommissioning & Environmental Prol Dir 
(901216 920616) 92/05/04 KEGEL.G Lowell, Uni v of. Lowell, M A 3pp 61663 118 
616B3 120 

9205100011 Requests extension (romi Sept 1992 to 921215 to submit Individual plant 
exam rept.por Generic Lir 80 20 Efforts to provide analyses consistent w/requiro- 
ments of generic Itr & NUREG*1335 look longer than originally estimated 
HAIRSTON, WG Georgia Power Co HL-2170 92/05/11 Document Control Branch 
(Documont Control Dosk) 2pp 61739 328 61739 329 

9205100137 NUReG/BR0125 V04 N1 NRR TECHNICAL NEWSLETTER Volume 
4, Number 1 

* Office of Nuclear Roaclor Regulation, Director (Post 070411) 92/05/31 16pp 
61606 070-61696 005 


9205140207 NUREG/CR 5821 AUXILIARY FEEDWATER SYSTEM RISK BASED IN- 
SPECTION GUIDE FOR THE KEWAUNEE NUCLEAR POWER PLANT 
LLOYD.R (3 , GORE.BF, VOj.V. Battello Memorial Instilulo, Pacific Northwesl Labo 
ralory, FIN L-1310 PNL-7724 92/04/30 Division of Radiation Prolection Emergen 
cy Preparedness (Post 870411) 29pp 61668 128-61068 158 

9205140213 NUREG-1414 DIFFERING PROFESSIONAL VIEWS OR OPINIONS 1090 
Special Review Panel 

* NRG • No Detailed Affiliation Given 92/04/39 7Bpp 61668 169 61660 225 


92051B013B NUREG/BROtSS V03 N1 NRR TECHNICAL NEWSLETTER Volume 
3.Numb0f 1 

* Office of Nuclear Reactor Rogulaiion, Director (Post 870411) 92/03/31 9pp 
61696 061-61696 060 

9205180143 NUREG-MIO DIRECTORY OF CERTIFICATES OF COMPLIANCE FOR 
DRY SPENT FUEL STORAGE CASKS 

* Division of Industrial & Medical Nuclear Safety (Post 670729) 92/02/29 53pp 
61695 222-61695 276 


9205140216 NUREG 1125 V13 A COMPILATION OF REPORTS OF THE ADVISORY 
COMMITTEE ON REACTOR SAFEGUARDS 1991 Annual 

* ACRS ■ Advisory CommiUee on Reader Safeguards 92/04/30 ISOep 61669 001- 
61669 139 


9205140220 NUREG 0540 VU N02 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE, February 1-29, 1992 

• Division of Freedom of Information & Piibllcalions Services (Post Q9020S) 92/04/ 
30 350pp 61669 140 61670140 

6205140233 NUREG/fA 0069 ASSESSMENT OF HELAP5/MOD2 CYCLE 36 04 USING 
LOFT INTERMEDIATE BREAK EXPERIMENT L6-1 

LEE,EJ. CHUNG.BD, KIM.HJ. Korea fnslitule of Nuclear Safely. FIN A-4662, 02/ 
04/30 Office of Nuclear Regulatory Fosearcti (Post 660720) I48pp 61G70 141- 
61670,266. 

9205140238 Informs lhal priorktizatlon of GenorJc Issue 156 2 3, "Containment Design & 
fn^’' shows that safely concerns addressed In resolution of Issue 
118 Thor ofore, Issue 156 2 3 will be dropped from further pursuit Evaluation onci 
flECKJORD.E S Office of Nuclear Regulatory Research (Post 860720). 02/05/04, 
MINNERS.W Division of Safety Issue Rosolulion (Post 0007 17) 3pp 61680026- 


9295140240 NUREQ/IA 0077 RELAP5 ASSESSMENT ON DIRECT CONTACT CON 
DENSATION IN HORIZONTAL COCURRENT STRATIFIED FLOW, 

LEE,S. KIM.HJ Korea Instilulo of Nuclear Safety fin A 4682 02/04/30 Oflieo of 
Nuclear Regulatory Research (Post 860720) 113pp. 61696 006 61696 291 

9205140249 NUREG/IA-0059 ASSESSMENT OF HELAP5/MOD2 AGAINST NATURAL 
CIRCULATION EXPERIMENTS PERFORMED WITH THE REWET III FACILITY. 
HYVARINENJ.» KERVINEN.T Technical Research Centro of Fir^land (VTT) FIN A 
4662 02/04/30 Office oi Nuclear Regulatory Research (Post 060720) 73pp, 
61668 226-61668 300 w r v r hk 


9205U0254 NUREG/IA-0056 RELAP5/MOD2 ANALYSIS OF LOFT EXPERIMENT L9- 

BIRCHLEY,JC United Kingdom Atomic Energy Authority FIN A-46a2 AEEW-R243B 
92/04/30 Office of Nuclear Regulatory Roaearch (Post 860720) 56pp 61666 301- 


0205160011 NUREG /CR-4210 VOB N2 HEAVY-SECTION STEEL TECHNOLOGY 
PROGRAM Semiannual Progress Report For April September 1991 
PENNELL, WE Oak Ridge National Laboratory. FIN 0 0119 ORNL/TM9593 92/04/ 
30 Division of Engineering (Post 070413). 106pp. 6169S 277-61696 '01 8 


9205180160 NUREQ/CR5114 FINDINGS OF A WORKSHOP ON DEVELOPING A 
METHODOLOGY FOR EVALUATING EFFECTIVENESS OF NUCLEAR POWER 
PLANT TRAINING 

CANTOR. J A , FULLER.R E , WALKER.C L DDL Omni Engineering Gorp FIN L-1232 
92/04/30 Division of Systems Rosoarch (Post 800717) 40pp 61710 186 61710 236 

9205180186 NUREQ/IA D084 RELEVANT RESULTS OBTAINED IN THE ANALYSIS OF 
L0BI/M002 NATURAL CIRCULATION EXPERIMENT A2 77A 
0’AURIA,F . QALASSr.G.M Univorsita' Degll Sludi Di Pisa, Pisa, Italy FIN A-4602 NT 
163 (90) 92/04/30 Office of Nuclear Regulatory Rosoarch (Post 660720) 106pp 
61733 003-61733 162 

9205180173 NUR6G/IA-O05/ ASSESSMENT STUDY OF RELAP/MOD2 CYCLE 36 04 
BASED ON THE COMMISSIONING TEST REACTOR TRIP AT FULL LOAD AT THE 
PHILUPSBURG 2 NUCLEAR POWER PLANT 

GERTH.G Siemens AQ - Soralch Enoroioor^eugung (KWU) FIN A-4682 02/04/30 
Office of Nuclear Regulatory Research (Post 860720), 83pp 61740 014-61740 100 

9205100176 Forwards response lo NRC request for addI info ro dose limits applied at 
facllilies (or control room operators & analyses submlUod par NUREG 0737, Item 
III.D3 4 

FITZPATRICK, E Indiana Michigan Power Co (formerly Indiana & Michigan Elociric 
Co) AEP'NRCOOaOBW. 02/05/16. MLiRLEY,T E Document Control Branch (Docu- 
mont Control Dosk) 9pp 6171 6 338 61716 346 

9205160177 NUREQ/CR-5745 ASSESSMENT OF ISLOCA RISK-METHODOLOQY AND 
APPLICATION TO A COMBUSTION ENGINEERING PLANT. 

KELLY.DL, AUrUCK.JL, HANEY, LN EQ&G Idaho, Inc FIN B-5600 EGG 2650. 
92/04/30. Division of Safely Issue Resolullon (Post 080717 , 350pp 61693 0B5- 
61694 001. 

9208180180 NUREG/CR.5744 ASSESSMENT OF ISLOCA RISK- METHODOLOGY AND 
APPLICATION TO A WESTINQHOUSE FOUR-LOOP ICE CONDENSER PLANT 
KELLY.DL, AUFLICK,JL. HANEY.LN EQ&Q Idaho, Inc. FIN 0-5699, EGG-2649 
02/04/30 Division of Safety Issue Rosolulion (Post 880717) 400pp B1694’092‘ 
61695:221. 

9206160223 Roguost for 0MB review & supporting slolomonl ro NRC form 327, "SNM 
& SM Physical Inventory Summary Ropr & NUREG /BR-0098, "Inslrucllona & Guid- 
ance for Cemjpietlng Physical Inventory,., *' Estimated rospondonl burden la 90 h 
CRANFORD, Q,F, Cjffico of Information Resources Management (Posl 89020B) 0MB 
3150 0139 92/04/28. 30pp. 61712'314-61 712.352 


^02 NUCLEAR REGULATORY COMMISSION IS- 
SUANCES FOR FEBRUARY 1992 Pages 47-02. 

• Division of Fraodom of Information & Publication a Services (Posl 890205) 92/04/ 
30 42pp. 61 696 01 9 61 696 060, 


9205180322 Supports items noted in 020421 Hr re auggeslion of agenda topics for mid 
SoptfuGl cycle licensee workshop Discussion of NUREG-1324 also of Interest 
RICHARDSON,J.O Sequoyah Fuels Co rp 021 13-N. 02/05/08, HORN.M Fuel Cycle 
Safely Branch. Ip 61717:303 61717>303 


indexes to nuclear regulatory commis- 

SION ISSUANCES July- December 1991. 

* Division of Freedom of Informalfon & Publications Services (Poal 090205) 92/04/ 
30. 60pp 61693.035 61693 084 


9205160087 NUREQ/CR.673a IODINE CHEMICAL FORMS IN LWR SEVERE 
ACX/I DENTS Finat Report 

National Laboralory. FIN B 0864 
ORNL/TM-11081, 02/04/30, Division Of Syatams Rosoarch (Posl 880717), 02pp 
61691 233-8)691:323 ' rr 


92051 8032S Nolilicalion of 920507 mooting w/NUMARC & BWROG LER/JCO Commit- 
too In BQtheada.MO to discuss public comments on draft NUREG-l022,Rev 1 
(update). 

BARANOWSKY.P W Trends & Paltorn a Analysis Branch 92/05/01 NOVAK.TM. Di- 
vi'ifon of Safely Programs (Posl 070413) 3pp 61 7 10-344 61710 346. 

9205200007 Comments on draft NUREQ-1449, “Shutdown & Low Power Oporallon at 
Commercial Nuclear Power Plants In US “ Endoraos NUMARC commenle. 
SHELTON.DC. CenlronlG. Inc 67FR6740 92/05/13 MEYER.D.L Regulatory Publica- 
tions Branch app 61717 013-61717 014 





0205200051 Conctude3 II /|2 claasiNcation ba confirmed using RG 1 155 & NUREG 
^(W2, evaluation of station blackout accidents at nuclear power planls.Tables A 2 & 

TAM, PS Project Direcloralo II 4 (formerly TVA Project Directorate) (Post 900603) 
TAG M68625 92/05/04 MEDFORD, M O Tennessee Valley Authority 4pp 
61741 366-61741 359 ' 

020S200069 NLIREQ-1266 V06 NRG SAFETY RESEARCH IN SUPPORT OF REGULA- 
TION - FY 7991 

* Office of Nuclear Regulatory Research (Post 860720) 92/04/30 oopp 61734 269 
61734 356 

9205200073 NUREG/CR 4599 Voi N2 SHORT CRACKS IN PIPING AND PIPING 
WELDS Semiannual Report, October 1990 - March 1991 

WILKOWSKI.G M . BRUSt.F , FRANCINI.R Batlollo Memorial Institute FIN B-5702 
BMl-2173 92/04/30 Division o1 Er^gineering (Post 070413) 200pp 61732 001- 
61732 202 

9205210016 Suppta 920313 Itr re tnslallalion of environmentally qualified conlalnmenl 
air lomp RTDs during 1992 refueling outage, per Beg Guide 1 97 & NUREG- 
0737,Suppl 1 Testing expected to be completeclduring Summer 1992 
MECREDY,R C Rochester Gas & Electric Corp 92/05/08 JOHNSON, A R Project Di 
rocloratel-3 lp 61777 232-61777 232 

9205210176 Forwards research info Itr 170 describing methodology developed for eval- 
uating risk impacts of aging, per NUREG/CR-5510, "Evaluations of Core Molt Fre- 
quency Effects Due to Component Aging & Maint '* 

BEGKJORD.E S Office of Nuclear Reactor Regulation, Director (Post 870411) 02/ 
04/21 MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 
Cpp 61755 297-61765 312 

^9206210168 Provides addi guidance re scope of aging research programs to ensure 
that usefulness to regulatory staff maximized. 

DENTON, H R Office of Nuclear Reactor Regulation, Director (Post 870411) 87/04/ 
08 BECKJORD.HS Office of Nuclear Regulatory Research (Pest 060720), Ip 
61765 305 61755-305 

-9205210193 Requests assistance from EMEB/DE m obtaining estimates of core 
da^^e frequency due to effects of multiple component aging at ropresentaUva BWH 

HOUSTON, RW Division of Safety Issue Resolution (Post 000717) 89/06/15 
ARLOTTO.GA Division of Engineering Technology (Pro 860720) 6pp 61755 306 
61755 312 

9205220013 Forwards exam rept 60 059/OL-92-02 of exam admlnislered dunng wk of 
920414 

GALLO, R M Operator Liconsirig Branch 92/06/20 POSTON, J W Texas A8M Unlv , 
College Station, TX 2pp 6173^215 61735-218 

9205220105 Commgnl opposing NUREG-1324 ro propoaod method for regulating major 
mails licensees 

SMITH.L R US Council for Energy Awareness 67FR6077 92/05/15 Regulatory Pub 
licatlons Branch lipp 61735201 61735271 

9205220249 Notification oi 920520 mooting w/ulil to discuss status, needed actions & 
priorities of various licensinQ issues, including but not limited to outstanding 
Issues, confirmatory issu6s,proposed license conditions & corrective actions 
TAM,P S Project Directorate (1-4 (formerly TVA Project Directorate) (Post 900603) 
TAG M72494 92/05/11 HEBDON.F J Project Djrectoralo II 4 (formerly TVA Project 
Directorato) (Post 900603) 2pp. 61767 32B-61757 330 

9205260122 Notification of 020529 meeting w/BWR Owners Group in Rockvill0,MD to 
discuss comments on Shutdown Risk (Draft NUREG-1449) 

DESA1.KD Reactor Systems Branch 92/05/19. JONES,RC Reactor Systems 
Branch 2pp 61765 265 61765 266 

9205260170 Advises that requallficatlon program evaluation scheduled for wk of 
920814 Ref mail requirements end 

WRIGHT ,QC Region 3 (Post 820201) 02/05/19 REEO^C Commonwealth Edison 
Co 10pp. 61813 182 61813.101 

9205260224 Forward SB confirming adequacy of deflection criteria used for evaluation 
of pipe simports In alternate analysis program at plant. 

LABARQE.DE Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603) TAG R00419 92/05/13 MEDFORD.M O. Tennessee Valley Autlionty 3pp 
61765 324-61765.330 

-0205260226 Safety evaluation confirming adequacy of deflection criteria used tor ovat- 
uation of pipe supports In alternate analysis program at plant 

* Office of Nuclear Reactor Regulation, Director (Post 870411), 92/05/13 4pp 
61 765.327-01 765-330. 

9205270004 NUREG/BR-0160 R01 REACTOR ENGINEER INTERN PROGRAM 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 02/05/31. 43pp 
61768 022-61768 063 

920527000B NUREG /CR-476a VOS CANADIAN SEISMIC AGREEMENT. Annual 
R^ort,July 1989 - June 1990 

WETMILLER,R J, LVONS,JA. SHANNON,WE Canadian Commercial Corp, FIN D- 
1139 92/05/31 Division of Engineering (Post 870413) 49pp 61769.170-01789 220 

9205270010 NUnEQ/CR.5604 V01 ASSESSMENT OF ISLOCA RISK - METHODOLO- 
GY AND APPLICATION TO A BABCOCK AND WILCOX NUCLEAR POWER 
PLANT Main Report 

GALYEAN.WJ., GERTMAN,D I. EQ&Q Idaho, Inc FIN B-6699 EGQ-2608. 92/04/30 
Division of Safety Issue Resolution (Post 880717). 79pp 61769-229 61769‘307. 

9205270067 NUREG /CR.5604 V02 ASSESSMENT OF ISLOCA RISK - METHODOLO 
GY AND APPLICATION TO A BABCOCK AND WILCOX NUCLEAR POWER 
PLANT Appendices A-H 

GALYEAN,WJ, QERTMAN,OI EG&Q Idaho. Inc FIN B-5699. EGQ-260a 92/04/30 
Division of Safely issue Resolution (Post 880717) 400pp 61768 064-61769 177 

9205270071 NUREG/CR.5604 V03 ASSESSMENT OF ISLOCA RISK - METHODOLO- 
GY AND APPLICATION TO A BABCOCK AND WILCOX NUCLEAR POWER 
PLANT, Appendices 1 M. 

QALYEAN,W J , GERTMANAf. EG&G Idaho, Inc FIN B-B69D. EGG-260B 92/04/30. 
Division of Safety Issue Resolution (Post 880717) 400pp 61767.001-61768 021. 


9205270133 Forwards corrected pages 3 & 4 to exam rept 50 354/91 -250L 
BETTENHAUSEN.L Region 1 (Post 820201) 92/05/20 MILTENBERGER,S Public 
Service Electric & Gas Co of New Jersey 3pp 61762 337 61762 341 

-9205270204 Corroded pages 3 8 4 to exam ropt 50 354/91 •250L issued on 920214 

* Region 1 (Post 820201) 92/05/20 2pp 61762 340 61762 341 

9205270 1BD Inlorms that evaluation of requalification program & Itcer^sed personnel visit 
schoduied for wk of 020021 List of ref mall roquiremor^ts & rules & guidelines end 
CONTE.RJ Region 1 (Post 820201) 92/05/21 OPEKA.J F Northeast Nuclear 
Energy Co 10pp 61763 127-61703 136 

9205270330 Forwards SE accepting use of Category 3 inatrumenlallon for accumulator 
level & pressure monitoring 

LABRAGE.DE Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603) GL-02 33 92/05/13 MEDFORD.M 0 Tennessee Valley Authority 3pp 
61773 321-61773 326 

-9205270332 SE accepting use of Category 3 instrumentation tor acctimufator level & 
pressure monilorlng 

* Office of Nuclear Reactor Regulation, Director (Post 670411) GL 62 33 9P/05/13 
3pp 01773 324 81773 326 

9205280019 Fonvards requalification exam repl 50 002/OL-92 01 admlnislored during 
wk of 920408 09, per NUREG-1021 

GALLO.R M. Operator Licensing Branch, 92/05/08 FLEMING, R F Michigan, Unlv ot, 
Medical School, Ann Arbor, Ml 3pp 61705 357-81795 361 

820S260021 Responds to 920414 concern that In various llf8,SE or SER, NRR may 
have made commitments for Region II to inspect implementation of certain issues 
TAM, PS Project Directorate 11*4 (formerly TVA Project Directorate) (Post 900603) 
TAG M7Z494 92/05/13 BARR.KP Region 2 (Post 820201) 3pp 61797 158- 
61 797 154, 

9206280098 Forwards completed Chapter 2 0 for each version of now STS re changes 
from draft NUREGs 1430 - 1434 Informs that chapter will be Issued as rev 0 to 
NUREG ropls for proof & review in June 1992,w/addl format changes incorporated 
GRIMES, Cl Technical Specifications Branch 92/04/20 BUSH.L Wesllnghouso 
Electric Corp, WOODS, B Combustion Englneoring, (nc WUNDERLY.B Babcock & 
Wilcox Co 200pp 81798 0Q3 61798 163 

9205280194 Forwards complotod Chapter 1 0 for each version of new STS ro changes 
from draft NUREGs 1430 - 1434 Informs thai actions will be Issued as Rev 0 to 
NUREG rapis for proof & review in June 1992, 

GRIMES.CI. Technical Specifications Branch 92/04/16 BUSH.L Westinghouse 
Etectric Corp WOODS, B. Combustion Engineering, fnc WUNDERLY.B. Babcock & 
WiBcoxCo lOOpp 61799 041*61799187 

9206280204 Forwards comploled Section 3 1 for oach version of new STS ro changes 
from draft NUREGs 1430 • 1434 Informs that sections will be issued as Rev 0 to 
NUREG fopla for proof & review In June 1992 

GRIMES.CI Technical Specificalions Branch 92/05/07 BUSH.L Wesllnghouso 
Electric Corp WOODS.B Combustion Engineering, Inc WUNDERLY.B Babcock & 
Wilcox Co 400pp 61796 002 81707-138 

9205290012 Provides status of commitments mado to NRG by 900109 & 0718 Itrs ro 
NUREG 07a7,ltom lIDl.ln ref to open items noted In NRC SER Issued on 
900510 Open Horns completed 

MlLrENBERQER.S Public Service Electric & Gas Co of New Jersey NLR N9204G 
92/05/21. Document Control Branch (Document Control Desk) 2pp 61912 230 
61912231 

9205290019 Comments on NUREG*t324, "Method for Regulating Major Malls LI 
censes " 

NARDI,AJ Westinghouso Electrio Corp 57FR6077 92/04/30 BERNERO.R M Office 
of Nuclear Material Safoty & Safeguards 3pp 61790 259 61700 261 

9205290241 Discusses 890404 conlotnmont purge ovaluation rept based on experience 
gained during first operating cycle for plant Section 6 2,4 1. NUREG 0853, SSER 5 has 
been safra/fod 

CARPENTER, CR Project Directorate III-3 TAG M72966 02/05/18 

SPANQENBERG.F Illinois Power Co 3pp. 61812 262-61612 264 


ORG CORRESPONDENCE WITH OTHER ORGANIZATIONS 


9205010009 NRC Info Notice 92-035, "Higher Than Predicted Erosion/ Corrosion in 
Unisolable Reactor Cooianl Pressure Boundary Piping Insldo Containment at Boiling 
Water Roactor " 

ROSSI, C E. Division of Operational Events Assossmont (Post 870411) GL-89 08. 92/ 
05/06, Consolidated Edison Co of Now York. Inc 6pp 61667-349 01667,354. 

9206010045 NRC Info Notice 92-030. "Inlorsystem LOCA Outside Containment " 
ROSSI, CE Division of Operational Events Assessment (Post 070411). IEIN90 005 
02/05/07 CJonsoltdated Edison Co of Now York, Inc Opp 61718 001-61718 009 

9205010115 Summary of 020304 meeting w/MOV Users Group ro accuracy of MOV dl 
agnostic equipment used to estimate stem thrust based on spring pack 
dispfacomeni Document date iKoglbfo 

SULLIVAN.EJ. Mechanical Engineering Branch 92/05/01 NORBERG.JA Mechani 
cal Engineering Branch. 3pp 61516 293 61516-295, 

9205010117 Forwards second set of questions & answers on major rov of 10CFR20,for 
info 

CONGEL,F J Division of Radiation Protection & Emergency Preparedness (Post 
870411) 50FR23377 92/04/17 MILLER, V.L Office of Governmental & Public Affairs 
(870413-911116) RAGUN.KA Technical Training Conler KNAPP, MR Region 1 
(Post 820201) I9pp 61616.201 61616-219 

9206040210 RIL-170 Research Info Itr 170 re methodology developed for evaluating risk 
InQpacta of aging 

BfeKJORD,E& Office of Nuclear Regulatory Research (Post 880720), 02/04/21 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 8pp 
01601-176 61681 191 



104 NOMDOCKETED ITEMS 


-9205040229 Informs that NRR in full agreement that aging effects are major concern 
1 j fleneral oDjsclrves of nuclear plant aoing research 

RpS^r^ki guldarice re scope of program to ensure usefulness to staff 

Nuclear Reactor Regufalfon, Director {Post 870411) 02/04/ 
01501 184^^ 501^104 Nuclear Regulatory Research (Post 860720) Ip 


Requests assistance from EMEB/DE in obtaining estimates of core 
oamage frrauency due to effects of multiple component aging al representative BWR 
& ropfcsonlallve PWR 

Safety Issue Resolution {Post 0BO717), 89/06/15 
ARLOTTO.G A Division of Engineering (Post 870413). 7pp 61581 165-61 5B1 191. 


9206040265 SujppI 1 |o NRG Info Notice 92-016, "Loss of Ftowr from Residual Heat Re 
Dunng Refueling Cavity Draindown ” 

ROSSI.GE Division Of Operational Events Assessment (Post 870411) 92/05/07 
Consolidated Edison Co. of New York, Inc. 4pp, 61718010 61716.013 


9206060134 Forwards FEMA Itr dtd 920227 concerning sirens for plant falling below 
00% operability requirement specWied in FEMA guidance memo AN-1 & FEMA-REP- 

CII^NE.WE Region 2 (Post 620201). 92/04/10. SKOLDS.JL South Carolina Elactnc 
& Gas Co 2pp 61540 001-61540 004 


9205080018 Summary of operating reactors events meeting 92 05 on 920422 Lists of 
attendees & significant elements of events end 

CHAFFEE.AE Division of Operational Assessment (Post 870413) OREM-92-005 92/ 
04/29 ROSSI, CE Division of Operational Events Assessment (Post 870411) 14pp 
61607 136-61607.149 

9205080070 Provides staff comments on draft guidance for conducting two yr trial pro- 
gram for public attendance at enforcement conferences, per 920326 request 
PARTLOW.JG Associate Director for Projects (Post 870411) 92/04/14 

UEBERMAN*J Ofeof Enforcement (Post 870413) 4pp 61605 357-61605 360 

9205080084 OIG/91A-07 "Review of NRC AliGgallon Mgt Sys " 

* Office of the Inspector General (Post 890417) 92/04/03 i8pp 61654 233- 
61654 249 


92050B0113 Forwards Commission biweekly notice of applications 8 amends to OL in 
votvlng NSHC considerations published in FR on 920205. 

MURLEY.TE Office of Nuclear Reactor Regulation, Diroctor (Post 870411) 92/03/ 
1 0 GRAHAM, B.. GRAHAM.B Senate, Environment & Public Works 
KOSTMAYER.PH House of Rep. Interior & Insular Affairs 25pp 61606 338- 
61606 358. 


-62040130164 Advises that 1991 annual operability average for plant early warning siren 
svs fell below 90% operability ra^iuiremanl specified in FEMA guidance New Motorola 
installed FEMA mtIII continue lo mondor new sys 
KWfATKOWSKI.O Federal Emergency Management Agency 92/02/27 CONGEL.FJ 
Diwslor^ of Radiation Prolacllon & Emergency Preparedness (Post 870411) 2pp 

61540 003-61540 004 urn i r'l' 


9205060017 Forwards 920320 Ur from D Kwlatkowaki of FEMA transmitting final exer- 
cise repl for 92 1023 exercise of offsite radiological emergency response pfana for 
fadliW No deficlencfes identified, Util Issues Identified in rept 

BEACH , A B, Region 4 (Post 820201). 92/04/29 BARKHURST,ft P. Entergy Oper- 
ations. Inc. 4pp. 61550035 61656 126 

-9205060024 Forwards final exercise repl for 911023 full participalfon plume & Inges- 
IJon axpoauro pathway exercise of offsite radiological emergency response plans site 
specific lo lacl[ty 

KWIATKOWSKI,D. Federal Emergoncy Management Agency. 92/04/29 CONGEt.F J 
Division of Radiation Protection A Emergency Preparedness (Post 870411) ip 
61656.040-81656 040 


-9204260272 "Final Radfological EP Exorcise Rept." 

• Federal Emergency Menagemeni Agency 92/02/14. 74pp 61566.041-61566,125 

9205060131 Raqueat for OMB review & supporting statement re NRC Form 7, "Applica- 
Uon for Uconae lo Export Nuclear Mall & Equipment." Eslimalod respondont burdon ia 

CRANFORD.Q.F. Office of Informalion Resources Management (Post 890205), OMB 
3150-0027. 02/04/17 Office of Managameni & Budget 2pp. 61618*290-61610 335 

-9205030133 Request for OMB review & supporting statement re 10CFR1 10, "Export & 
Import of Nuclear EquIpmenI 8 Mali " Estimaled respondent burden is 69 h 
CRANFORD,G F. Office of Infornnallon Resources Management (Post 899205) OMB 
3150>0036 92/04/17. Office of Management A Budget 42pp 61618 292 61618*335 


9206110142 Discusses NRC 10CFR21 criteria & procedures for reporting noncom- 
pliances & dafocis.per CH Berlinger 920207 & 0320 Itrs Urges NRC lo add utils to 
distribution list 

KOVACH,! J. Commonwealth Edison Co 92/05/05 BERLINQER,C H Generic Com- 
munications Branch 2pp 61650 316-61650 317 

9205130139 Forwards Commission biweekly notice of applications & amends to OLs re 
NSHCW/o end 

MURLEY,TE Office of Nuclear Reactor Regulation, Director (PosI 870411) 92/03/ 
20 GRAHAM.B. Senate, Environment & Public Works KOSTMAYER.PH House of 
Rep,, Interior & Insular Affairs SHARP.P R House of Rep , Energy & Commerce 2pp 
61671*354 81671 355 


920514006S Responds lo 920206 Hr to Chairman Selin re implementation ol backfitllng 
rule 10CFR60 100 

JOROAHE L Office for Analysis & Evaluation of Oparational Data, Director 92/03/ 
20. REYNOLDS, NS Winston & Strawn Ip 61699 034 61699 034 

9205140174 Responds lo 920326 Hr to Chairman Satin re approval of mothod of paint 
testing & paInMng In nuclear fntfuslry. 

TAYLOR, JM Ofe of the Executive Director for Operations CCS 92/04/17 
LLOYD.M. House of Rop Ip 61778 003 61778 018 

-9205150233 Requests approva! for method of paint testing & painting in nuclear Indus- 
try on behalf of constituent 

LtOYD.M House of Rop CCS 92/03/26 TI-fE CHAIRMAN Commissioners (Post 
750119) 16pp. 61778 004 01776 018 

9205140177 Forwards 910731 FR notice for amends 10CFR21 & 50 55(e) 

JONES, WR Reactor Operations Analysis Branch 92/05/11 BOLLINQER.C Frank 
Electric 35pp. 81079.095-61879 129 


920S060166 Request for OMB review & supporting stalemont re 10CFR26, "Fitness lor 
Duty Programs " Estimaled respondent burden is 6,952 h. 

CRANFORD.G F Office of information Resources Management (Post 890205) OMB 
31B0-O146. 02/04/17. Office of Management & Budget. 36pp. 61669.298 61569.333. 

9205060167 Discusses missing LER from NUDOCS/AD data base Forwards LER for 
routing Ihrougti proper channels for eventual entry Into NUDOCS/AD Printout from Se- 
quence Coding & Search Sya search also end. 

LESCHEK,W. Division of Safety Programs (Post 870413). 02/04/23. LANHAM.D. 
Office of fnformalion Resources Management (Post 690205) 12pp. 61581:340 
01601.360. 

9206060277 Forwards specfal study re Safety & Safety/Raliel Valve Reliability. 

NOVAK JM Division of Safely Programs (Post 870413) 92/04/24 ROSSt.CE. Divi- 
sion of Operational Events Assessment (Post 670411) 6pp 61592 192-61592.245, 


9205140249 Forwards Issues paper re radiological crltorla for decommissioning for 
review & commanl 

COOL, DA Division of Radiation Protection A Emergency Preparedness (Posl 
070411). 92/04/30. BANQART.R Low Level Waste Management Branch (Post 
00123l». CUNNINGHAM.R E Office of Nuclear Material Safety & Safeguards 
CONGEL.F. Office of Nuclear Reactor Regulation, Director (Post 870411) 35pp 
6I6G6'202-61696 236, 

9205160223 Request for OMB review & supporting slalom onl ro NRC form 327, "SNM 
& SM Physical Inventory Summary Repl'* A NUREG/BR-00D6, "Instructions & Guid- 
ance for Comploting Physical Inventory .. " Estimated respondent burden is 98 h 
CRANFORD.Q F Office of Informalion Resources Management (Post 690205) OMB 
31500139, 92/04/28 39pp. 61712314-61712.352. 


-9206070961 ’"Special Study for Safely & Safely/Relief Valve RoHabifity " 

WEQNER,M S Reactor Operations Analysis Branch, AE0D/S92-02. 92/04/24. 50pp 
61692.197-81592 245. 

9205070090 Forwards compilation of peer reviewed research products of RES for FY91 
Incli/dino all m^ar deiiverebles from contract work. 

BECKJORD,ES Office ol Nuclear Reg^ulatory Research (Post 880720} 92/04/27 
OftEce of Nuclear Regulatory Research (Post 860720], Ip 6iS04 059-61594:213. 

-9206070100 "Peer Reviewed Research Products for FY&l " 

'* Office of Nuclear Regulatory Research (Post 860720) 92/04/27. 133pp. 61594,000- 
01694 213 


9205190059 Forwards FEMA post exorcise assessment for plant Jul 1900 lull participa- 
tfon exorci8e.No deficlencloa (denlifiod & offsite emergency preparedness adequate lo 
protect health & safety of public 

JOYNER.JH. Region 1 (Post 820201) 92/06/11, FRIZZLE,CD. Maine Yankee 
Atomic Power Co 3pp 61705 001 61705 326 

-92051900S6 Forwards linaf exercise rept for 900731-0801 joint exorcise of offsite radi- 
ological emergency response plans site-specific to planLNo deficiencies identified 
during exercise, 

KWImKOWSKI.D. federal Emergency Management Agency. 02/06/01 CONGEL.FJ 
Division of Radiation Prolocllon & Emergency Pfoparodness (Post 870411). Ipp 
61706*004 61705*004 


9205070122 Roseonds lo 920320 Itr re Executive Order 12609, "Seismic Safety of Fed- 
eral A Foderally Assisted or ReguTaled New Building Construction” Commission de- 
ter mlried that w/ro9poct to federal buildings, NRC not affected agency. 

THE CHAIRMAN. SELIN, I Commissioners (Posl 760119) 92/04/21. STICKNEY,W.E. 
Foderal Emorgoncy Management Agency Ip, 61694 203 61594.292 

-9206070129 Rcquosla aid In ensuring that all programs in agency affected by Execu 
tlvo Order 1 2699 on selsmto safely on new Federal building construclfoahavo In fact 
slartod lo fmplement it as appropriate 

STICK NEY,W.E. Fodeiaf Emergency Management Agertcy 02/03/20, THE CHAIR- 
MAN. SELIN.I. Commissioners (Post 750119)- 26pp. 61694:264-01604 292. 

9205070176 Discussos effects of IGSCC mitf gallon & repair techniques on piping sys 
supports Affected piping sys supports & sustained stress level at each unrepaired &/ 
or stress-improved welamenl should be evaluated 

FROEHLICH.CH Nutech, Inc, CHF-91‘019. 91/05/20. MIRAQLfA,FJ Associate Di- 
rector for Pfojecis (Post 870411). 8pp, 016O3.*326-ai6O3 333. 

9205070161 Forward's info faxed to Weslinghouse A C-E Owners Group on 920400 ro 
possible recritlcallly following large break LOCA. 

CHATTEHTON.M Division ol Systems Technology (Post 090827). 92/04/23. Division 
of Sya toms Technology (Posl 690827), 2pp. 61603,024 61603'325 


-9206070098 "Final Exercise Assessment Joint Slate & Local Radiological Emorgency 
Response Exercise for Maine Yankee Nuclear Power Slalion " 

* Federal Emergency Management Agency, 92/03/02 321pp. 61705 005 61706 326. 

9205190222 Responds to 920226 Ur concerning M Welch Itr dtd 911030 re NRC policy 
on disclosing INPO repts to public NRC would not normally disclose INPO repis since 
reels considered proprietary 

TAylOR,JM, Ore of Ihe Executive Director for Operations CCS 02/04/14 
CRANSTON.A Senate 3pp 61740.197-61740 200 

-920S190226 Requests response to end constituoni M Welch 911030 Itr requesting 
that INPO repts be released to public 

CRANSTON, A, Senate, CCS, 92/02/25, Office of Congressional Affairs (Post 
911117) 2pp. 61740*199-61740-200 

9205190277 Forwards OH KwialkowsW 920401 Hr & FEMA post-exercise assessment 
for plant Sept 1991 full participation exerciso. No deficiencies noted NRC concludes 
that offsite emergency preparedness adequate to protect public health & safety 
JOYNER,JH. Region 1 (Post 820201). 02/05/11. OPEKA,J F Northeast Nuciear 
Energy Co 3pp 61706*001-61706*121 
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-9205060102 Forwards final exercise rept tor 910026 full-participation joint exercise of 
offsite radiological emergency response plans sile-specific to plant No deficiencies 
identified 

KWfATKOWSKI.D Federal Emergency Management Agency 92/04/01 CONGEt.Fj 
Division of Radiation Protection & Emergency Preparecfness (Post Q70411) Ip 
61706 004-61706 004 

-9205060259 “Final Exercise Assessment, Joint State Local Radiological Emergency 
Response Exercise for Milestone Nuclear Power Station ’* 

* Federal Emergency Management Agency 92/03/14 116pp 61706 005 61706 121 

9205200029 Forwards current listing of INPO SEE-IN repts under development for Into 
& use Info current through 920427 Listing withheld 

BERL1NGER,C H Generic Communications Branch 92/04/29 CHENQ*C Y Materials 
& Chemical Engineering Branch NORBEHG.J Mechanical Engineering Branch 
NEWBERRY ,S Instfumentation & Control Systems Branch 2pp 61774 357- 
61774 358 

920S200161 Responds to recent inquiry on behalf of RG Coston expressing interest in 
employment at NRC 

TAYLOR. J M Ofc of the Executive Director for Operations 92/04/01 BYRON.B B 
House of Rep Ip 61743 211-61743 212 

-9205200156 Recommends RG Coston to NRC for consideration In selection process 
for position of Printing Specialist w/Div of tnfo & Publications Svcs, Panting, Audiovisual 
& Mall Svcs Branch 

BYRON.B B House of Rep CCS 92/03/04 RATHBUN.D Office of Congressional Af- 
fairs (Post 91 11 17) Ip 61743 212 61743 212 

9205200263 Fonvards copy of final rept by Natl Inst of Standards & Technology re use 
of Time Domain Diolectric Speclrocopy for determining degradation of electric cable 
insulation by Thermal Aging & Radiation 

FARMER, WS Electrical & Mechanical Engineering Branch (Post 080717). FIN D 
1716 92/05/07 VAG1NS.M . VORAJ Office of Nuclear Regulatory Research (Post 
800720). ROSA.F Office of Nuclear Reactor Regulation. Director (Post 870411), 2pp 
61755 204-61755 258 

-9265200296 NISTIR 47B7 “Use of TImo-Domain Dielectric Spectroscopy to Evaluate 
Lifetime of Nuclear Power Station Cables ” 

MOPSIK.FI National Institute of Standards & Technology (formerly Natlonot Bureau 
of Stands 92/04/30 NRC ^ No Detailed AfCiliailon Given 48pp 61765 206- 
61755 259 

9205210256 Responds to 920313 Itr re D Oaramola intorost In employment w/NRCVery 
few vacancies exist at NRC at present time Application will be forwarded to technical 
staff for further consideration 

TAYLOR, J M Ofc of the Executive Director for Operations CCS, 02/04/03 

SARBANES, PS Senate Ip 61777.221 61777 222 

-9205210263 Requests that Deramola application for stated position bo considered. 
SARBANES, PS Senate CCS 92/03/13 RATHBUN.D (Dffico of Congressional Af- 
fairs (Post 911117) 1 p 61 777 222 61 777 222 

9205210272 Responds to 020117 Ur on behalf of constituent, J Ungoror re Seiko watch 
that was leaking radioactive mail NRC studica concluded that risk from radioluminous 
pieces very small 

TAYLOR.JM Ofc of the Executive Director for Operations CCS 92/04/08 

DELAURO.RL House of Rep 2pp 61760 341-61760 342 

9205220006 Summary of 020326 meeting w/Regulalory CJommitments Tracking Group 
re NRC efforts to establish pilot program for licensees to voluntanly compile current 
licensing basis for facilities 

WIQGINTON.DL Project Directorate IV-1. GL-92-03 92/04/00 VIRGIUO.MJ Divi- 
sion of Reactor Projects • 111,1 V,V (Post 901216) 4pp 61749 330 61749*333 

9205220134 Forwards minutes of 920303 ASME/NRC meeting re development of 
ASME operations & maint code for testing pumps & valves. 

NORBERQ.J A Mechanical Engineering Branch 92/04/30 RICHARDSON.J E Oivl- 
Sion of Engineering Technology (Post 890827) 36pp 61 757,284-61 767:321, 

9205260146 Summary of operating reactors events meeting 92 06 on 920506 
CHAFFEE, A E Events Assessment Branch OREM-92-006 02/06/16 ROSSI.CE. Di- 
vision of Operational Events Assessment (Post 870411) 22pp, 61773 207-61773 228 

9205270164 Forwards 920422 FEMA final exercise Itr & 911023 FEMA final exercise 
rept No deficencles were observed during exercise Twenty-four areas requiring cor- 
rective actions Identified 

REESE, J H. Region 6 (Post 820201) 92/05/18. RAY,H B Southern California Edison 
Co Ip. 61763 137-61763.208. 

-9205190198 Forwards 920422 Itr from D Kwlalkowski of FEMA, transmitting finol exer- 
cise rept for 91 1 023 exercise at plant No deficiencies idontlfled, however 24 areas re- 
quiring C/A Identified 

ERICKSON, R A Emergency Preparedness Branch 02/04/30. REESE, J Region 5 
(Post 820201), 2pp. 61763 138 61763*208 

-9205190204 Forwards final rept for 911023 exorcise of offsite radiological emergency 
response plans site-specific to plant No deficiencies observe d.however, 24 areas re- 
quiring 0/ A identified. Con eludes that EP at plant, adequate 

kWIATKOWSKI.D. Federal Emergency Management Agency 92/04/22 CONGEL,FJ. 
Division of Radiation Protection & Emergency Prepareoness (Post 670411), Ip 
61763*139 61763 139. 

-9205190208 “Exercisa Evaluation RepUOff-Site Radiological Emergency Plans & 
Prepared ness, San Onofre Nuclear Generating Station, 911023/' 

* Federal Emergency Management Agency 91/10/23. 73pp 61763,140 61763 208, 

9205270271 NRR Office Ltr 701, Rev 1, providing guidance to NRR staff for participation 
In reviews conducted by ACRS 

MURLEY.TE Office of Nuclear Reactor Regulation^ Director (Post 870411) 92/03/ 
23 Office of Nuclear Reactor Regulation, Director (Post 870411) 22pp 61773.241- 
61773 262. 

9205270301 Forwards listed memos re operability requirements during testing & require- 
ments for alternate train testing, for placement In PDR. 

RECKLEY.WD Project Directorate IV-2. 02/05/12. MCKNIGHT, J.C Office of Informa 
lion Resources Management (Post 890205). 1p. 61 77d'283-61 773 275, 


-9104260038 Responds to 91021 1 request for review of guidance re entry into TS LCO 
during performance of surveillance testing 

GRIMES.C I Assistant Director for Region IV/V Reactors (Post 001216} TAG 79763 
91/04/17 COLLINS.SJ Region 4 (Post 820201) 3pp 61773 269 61773 271 

-9204300002 Discusses staff position on operability requirements during testing & re- 
quirements for alternate train testing 

GRIMES, Cl Technical SpocifiCQltons Branch 92/04/10 CAPRA.R A Project Direc- 
torate M 9pp 61773 272-61773 275 

9205260119 Coinmenls on House Rule 776 Comprehonslve Natl Energy Policy Act re 
changing AEA 1o limit ronawal term to 20 yrs & inclusion of least coat planning 
MUHLEY.T E Office of Nuclear Reactor Regulation. Director (Post 670411) 92/05/13 
BLAHA.J L Asslaiant for Operations (Post 890205) 25pp 61795 265 61795 309 

9205260270 Speech entitled “Modular Construction Approach For Advanced Nuclear 
Plants.” presomod at 801030-1104 ANS.ENS International Conference in 
Washington, DC 

JOHNSON.F T . ORR.H S Wesiinghouse Electric Corp BOUDREAUX.CP Avondale 
Industries, Inc 08/10/30 29pp 61010 001-61810 020 

9205290128 “Budget Changes In NRC Insp Programs ” 

* Office of the Inspector General (Post 090417) OIQ 91A13A 92/05/01 19pp 
61012 246 61812 261 

9205290137 “Budgol Changes in Ofc of Nuclear Regulatory Research “ 

* Office of the Inspector General (Post 890417) OIG 92A-03 92/05/01 I6pp 
61811*343 61611356 

9205290246 Forwards brief doscnplions of tracking sys & provides listing of 10CFR21 
notificalions that have bean racleved by OGCB within last (our months & current 
review status 

BERLINGER.CH Generic Communications Branch 92/05/15 PARTLOW.JG, 
RUSS ELL, W.T.. ROSSt.C.E Office of Nuclear Rooctor Rogulalion, Director (Post 
8/0411) lOpp 61012 234-61812 244 

9205290295 Advises that no concerns were raised m review of Energy questions & an- 
swers ra Senate 2166 Natl Energy Security Act Supporting documentation end 
MURLEY,TE Office of Nuclear Reactor Rogulalion, Director (Post 070411) 92/06/ 
13 BLAHA.J L Assistant for Operations (Post 890 20S) 141pp 61811^00161611 142 
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9204080310 Forwards Regulatory History AA3B 2 for proposed rulemaking on stds for 
protection against radiation. 

ROECKLElN,A Radiation Protection & Hoallh Effects Branch. AA38.2 0001 92/02/ 
25. LANHAM,D Office of Administration (Post 890206). BOpp. 61840001-61671 215 

-8408310065 Recommends RES change specllic requirement of 10CfR20,App A ro 
respiratory regulation Requirement should bo more generic & loss prescriptive 
BAER,R L Engineering & Generic Communications Br^Div Emerg Prep & Engineering 
Rosponse.lE M30-2 0024 04/00/27 ALEXANDER, R.E Occu pal ional Radiation Pro- 
loction Branch. 3pp 61843:292-81843 205 

-8S04220322 Comments on draft Part 20.SubpBi1 H Existing basis for good 
equipmont, coupled w/ recommended beard prot^lbltl on, should continue to be funda- 
mental 

BAER.R L Engineering & Generic Communications Br.DIv Emerg Prep & Engineering 
RosponseJE AA38-2 0026 85/04/11 MILLS.W Hoallh Bfacts Branch 9pp 
61043.296 61843 304 

-8506020278 Comments on proposed rule 10CrR20 ro applicability during 
emofoonclos Disagrees w/RES position of Section 20 9, "Conditions of Exposure 
Changes In wording needed, including dofinitlon of “emergency.” Agrees w/basic 
intent. 

BAER,R L Engineering & Generic Communications Br.DIv Emerg Prep & Enginoering 
Response, IE. AA3B2 0027 85/07/26, ALEXANDER, R Health Effects Branch. 4pp 
61843 305 61843 307 

’-8602120515 Informs that staff will bo reviewing proposed rev to 10CFR20 during com 
ment period Region I should undertake similar review 

PARTLOW.J Q Dtv of Inspection Programs, IE (850212-870413) AA3a 2 0007 06/02/ 
06 MARTIN.TT Region 1 {Post 820201) 2pp 61642 264-61842 265 

-8603240347 Forwards proposed rev to 10CFR20, "Stds for Protecllon Against Radi- 
ation,” to aid In development of radiation protection procedures, per 860124 
request Copy of draft regulations requested W/o end 

ALEXANDER.R E. Office of Nuclear Regulaloiy Rosoarch, Director (Pre 860720) 
AA38.2 0010. 86/03/03 VALENTIN, J Sweden, Govt of. Ip 61642 287 61042 287 

-8603240369 SECY-86-048 Provides backhl analysis for 10CFR20 proposed rule for 
Commission review & approval lor publication In FR for public comment 
STELLO,V. Ofc of the Executive Director for Operations. 56FR23360 66/02/10. 
308pp. 81846 319 61847 042 

-8603250208 Forwards proposed rev to 10CFF120. ”Slds for Protection Against Radi- 
ation."' per 860202 request Rov believed to be conslslont w/Justificallon & oplimlza- 
tion principles of I nil Commission on Radiological Pro lection. 

/ALEXANDER.R E, Office of Nuclear Regulatory Rosoarch, Director (Pre 860720) 
AA38-2 0017. 06/03/13. WARNECKE|e Germany, Federal Republic of Ip. 
Q 1 84 2'339-6 1842*339, 


-8603250275 Advises that public meetings for proposed major rev to 10CFR20 wlli be 
considored al close of public comment period to permit Incorporation of written com- 
monls or structuring of appropriate agenda 

MlNOQUE,n B, Office of Nuclear Regulatory Research, Director (Pre 860720) AA3B 2 
0016 86/03/12 GRACE, J,N Region 2 (Post 620201) 2pp. 61842 337-61842-336. 


-8603260295 Requeala advice as to legal accuracy & signiticance of end ID Gross 
660224 Itr docketed as official Itr of comment on major rev to 10CFR20 published in 
FR on 860109 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director {Pro 060720). 
AA38-2 0013. 86/03/10, BECKER, J,M (Sffice of the Executive Legal Director (Pre 
060701) 7pp 61842-327-61842.333 
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-8603250381 Informs of annual independent regulatory revievir of rulemaking to revise 
10CFR20 Proposed rule putilished In 660109 FR Review postponed until close of 
comment period on €60512 

MINOG\Jt,R B Office of Nuclear Regulatory Research, Director (Pre 860720) AA3a-2 
0014 66y03/12 STELLO.V Ofc of the Executive Director for Operations 2pp 
61842 334^61842635 

“6605070430 Responds to questions In 860415 Hr licensees expected to keep expo- 
sures to members of public below 0 1 rem/yr unless otherwise authorized Comments 
on proposed revs to 1QCFR20 requested 

ALEXANDER, R E Radiation Risk Assessment & Management Branch C®6032B 
860720) AA3B-2 0021. 86/04/22 MOBER(a,AJ Newport News Shipbuilding & Dry 
Dock Co tp 61843 085-61843 085 

“0605160527 Forwards comments on proposed rev to 10CFR20, "Need for Change In 
Neutron Quality Factors ■' 

PARTIOW.JQ Div of Inspection Programs, IE (8S0212-BT041 3) AA38-2 0023 86/05/ 
12 GOLLER,K R Division of Radiation Programs & Earth Sciences <840429 860720) 
8pp 61843 285 61643 291 

“8611130377 Submits addi comments on Subpart H of proposed 10CFR20 rev, includ- 
ing concerns w/loophola addressed In 860411 merno.use of pralectlon faclors & 
emeraency use of respirators 

BAER,R.L Engineering & Generic Communications Br,Div Emerg Prep & Engineering 
ResponseJE M3e'2 0029 86/11/10. ALE)CANDER,R E Office of Nuclear Regula 
toiy Research (Post 860720), 2pp 61043 332-61043 346 

“B70128826S Forwards Ofc of General Counsel 861023 & 870113 memos ro views on 
1:OCFR20 201<b) S 20 401 (Form 5) Info Incorporated In health physics position 
file Revised draft Info notice end w/870113 memo separately distributed 
CUNNING HAM.LJ. Operating Reactor Program Br.Div of Inspection ProgramsJE 
(650212-870413). AA38 2 0042 87/01/21 SHANBAKYMM , PASCIAK,W J Region 
1 (Post 020201) HOSEY.CM Region 2 (Post 820201) 3pp 61844 035 61844 050, 

-8701280280 Responds to request for views on onforcoability of t0CFR2O401 re 
whether regulation requires licensee to folCow instructions cn Form 5, Position taken by 
region in citing licensee for inadequate recording of doses supported. 

LIEBERWAN.J Assistant General Counsel for Enforcement AASB 2 0044 87/01/13 
MCKEE, P F Operating Reactor Program 0r,Div of Inspection Pfogram8.IE (650212- 
870413). 6pp 61844 040-61844 050 

-8784160096 Comments on draft EDO decision paper for 10GFR20 rulemakirtg, por 
870331 memo Proposed Alternative 2 would not achieve changes to Part 20 support- 
ed by majority of staff Suggests that RES convene working group 
PARTLOW.JG Div Of Inspection ProgramsJE {860212-870413} AA38-2 0060 87/04/ 
10 ALEXANDER.Re Safety Rosoarch Application Branch Ip, 61844.159-61844 219 

-8712100314 NENS/OSART/87/12 “OpBraltanal Safely of Nuclear Installations " 

* Inlernallonal Atomic Energy Agency. AA38-2 0149 07/10/31. 50pp 81850 027- 
61850 077. 

-8802260117 Forwards commonla of B71209 draft rev of 10CFR 20 Concurs w/lan- 
guage of proprosod rulo, pending rosolutlon of comments Proposed rule adequate re 
respiratory protection program 

CONGEL.FJ Division of Radiation Protection & Emergency Preparedness (Post 
670411) AAaB-2 0099 68/02/12, MORRIS,B W Division of Regulatory Applications 
(Post B70413) Cpp. 61846066 61846 074 

'*0003210352 Forwards draft ot responses to holp Part 20 working group respond to 
public comments in respirator protection area por H Paterson request. 

WIGGINTON.J Office of Nuefaar Reactor Regulation, Director (Post 870411) AA3B-2 
0109 88/03/17 ROECKLEIN.A Office or Nuclear Regulatory Rosoarch (Post 
860720) 3pp 61847.194 61847 207 


-8902270444 Disccuses procedure for controlling & accounting lor radiation exposure 
of NRC employees & contractors Although doses incurred by NRC employees well 
below regulatory limits guidance in Manual Chapter 0524 not being followed 
STELLO.V Ofc of the Executive Director for Operations AA38 2 Oi60 69/02/17 
Commissioners (Post 7501 19) 80pp 61851 239 61851 320 

-8903210060 Advisee that 10CFR19 l3(o) does not require reporting of bloassay data 
or other info on Intakes of radioactive mall 

CUNNINGHAM, LJ Radiation Protection Branch AA38 2 0175 89/03/13 
BELLAMY, RR Region 1 (Post 820201) DECKER, T Region 2 (Post 820201) 
GREGER.LR Region 3 (Post 820201) 6pp 61852 055^61852 060 

-8904190297 Responds to 890126 rnemo re record retention for ex licensee after li- 
cense has been terminated Ex-llcensoe not required to retain records under Part 20 of 
NRC regulation or proposed regulations 

JEHLE.P Office of the General Counsel (Post 860701) AA30-2 0171 09/02/27 
MILLER, CL Standardization & Non Power Reactor Project Directorate (B70411- 
890729) 2pp 61852 042 61852 043 

-8905249550 Forwards draft notice to federal agencies w/NRC licenses re potential 
conflicting requirements between new federal guidance on occupational radiation con 
trol & existing Part 20 requirements Comments by 670930 requested 
ALEXANDER. R E. Radiation Protection & Health Effects Branch AA38 2 0064 07/ 
Oa/25 BROWNING.RE Division of High Level Waste Management (Post 070413) 
7pp 61844 350 61844 355 

--8906150045 Responds to 890517 request for review ol end draft Commission paper 
re t0CFR20No legal objection to paper In order to inform Commission of author 
views, listed paragraph should be added at end of Commission paper 
TREBV.SA Assistant General Counsol (or Rulemaking & Fuel Cycio AA38-2 0104 
89/05/22 BECKJORaE S Office of Nuclear Regulatory Research (Post 060720) 
Bpp 61653.023 61653 077, 

-8906220065 Informs of NRR concurrence on Part 20 policy paper, per 090517 morrio 
GILLESPIE, FP Program Manaaoment, Policy Development & Analysis Staff (Post 
870411) AA3B-2 0106 80/05/30 BECKJORD,E S Office of Nuclear Regulatory Re- 
search (Pest 660720) 21pp 61BS3 001-61853 121 

-8906290452 Advises that NMSS concurs W/10CFR20 policy paper re Issues of alter- 
native methods of assessing, recording & controlling Internal doses & Inability of U re 
covery facilities to comply w/App B values for Rn-222,por 890617 request 
BERNERO.RM Office of Nuclear Material Safety & Safeguards AA36-2 0189 09/ 
06/08, BECKJORD.ES Office of Nuclear Regulalofy Research (Post 860720) Ip 
61853 240 61853 250 

-8910120217 Discusses proposed reg guides lo suppi revised 10CFR20,p6r 090306 
memo Fuel cycle guide wafrantad & dovelopmonl supported Reg guide for mails li- 
censees would not be of great utility 

CUNNINGHAM, R 6 Division of Industrial & Medical Nuclear Safety (Post 870729) 
AA30 2 0208 69/09/20 MORRIS,B M Division of Regulatory Applications (Post 
070413) Ip 61854*076 61854 075 

-8912220043 Forwards draft memo ro appllcabilily of 10CFR20 to occupational rqdi 
atlon exposures resulting from radon & radon progency at nuclear power plants. 
CUNNINGHAM, L J Radiation Protection Branch AA30-2 0215 09/12/14, 

HICKEY ,JW Operations Branch 19pp 61654.322-61854 342 

-9003060277 Provides comments on memo for NRC regions ro applicability of 
10CFR20 to occupational radiallon expo sura a Radon & radon progeny are natural 
background sources unless from radioactive decay of licensed matl within 10CFR20 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle AA36-2 0220 
00/01/25 CONQEL,F J Division of Radiation Protoclion & Emergency Preparedness 
(Post 870411) lipp 01655 016 01855 026 


-0803300461 Informs that draft 10CFR20 rev reviewed by divs within NMSS 4 detailed 
comments provided to NMSS coriteci on Pad 20 Working Qroup.por 071211 
request Ofc level concurrence should be on schedule for Apr. 

CL]NNINGHAM,R E Division of Industrial & Medical Nuclear Safely (Post 070720) 
/U^38•2 0093 88/01/28 MORRIS, B Office of Nuclear Regulatory Research (Post 
660720) 2pp 81846 052 61046062 

-8805250362 Advises of one slgnillcanl conflict between 20CFH1910 134, '’Reaplratory 
Pfoteclion" S exlsllnfl draft Part 20 respiratory section NIOSH does not certify airline 
respirator for uso in IDLH areas 

WIGGINTON,J Office of Nuclear Reactor Regulation, Director (Post 870411) AA30-2 
0118 88/05/18 PETER SON, H. Office of Nuclear Regulatory Research (Poal 
060720), ip 61846 036 61048 039 

-B8092 29021 Forwards comments on review of language of 10CFR20 rulemaking pack* 
age dtd 80O82Q. 

CUNN1NGHAM,L J. Radiation Proleclion Branch AA3€'2 0131. 88/09/16. 

ROECKLEIN.AK Radiallon Protection & Health Effects Branch 6pp 61&40 2O8- 
61048,211 


-9005210135 Forwards comments on review of draft radiation protection Reg Guidos 
8.N1,ON4B,0N0,8N8&8N1O 

CUNNINGHAM, LJ Radiation Protection Branch AA38'2 0227 90/05/16 
VIRQIUO,M J Policy Development & Technical Support Branch (Post 670411) 36pp. 
61855*224-61055,260 

-9005290001 Comments on revlaw of listed reg guides for revised Part 20, Including 
8 N,4b* "Iniorprotation of Bioassay Measuromenta” & 8 N 5, "Critenn & Procedures 
for Summation of Internal & External Dose *' 

CUNNINGHAM, R E Division of Indirstnal & Medical Nuclear Safety (Post 070729) 
AA3B-2 0220, 90/05/04 MORRIS, B.M Division of Regulatory Applications (Post 
070413) 6pp 61855 210 61056 223 

-9101220141 Fonwards draft memo responding lo questions raised concerning regula- 
tory position re assessment of licensed matl at nuclear power plants that appear to 
have resulted from ingosllon rathor than inhalation 

CUNNINGHAM,L J Radiation Pfoleclion Branch. AA30-2 0253 91/01/10 

JOYNER, JH Region 1 (Post 020201). lOpp 61859 034 61059,043 


-€609280100 Concurs in promulgation of draft rule as official amend lo 10CFR20 
rutemakingSuggeslIons for improvement transmitted under separate cover 
G1LLESPlt.F.:p Progiam Manage moni. Policy Development & Analysis Slafi (Post 
870411) AA3a-2 0133 88/09/22 BECKJORD.ES. Office of Nuclear Regulatory Re- 
search (Post €60720) Ip 61048 214 61840214. 


—8809300170 Concurs w/rulcmaking for 10CFfl20 pending resolution of Isstios raised 
prior fo transmlrtaf to Commission. 

THOMPSON,H,L. Office of Nuclear Maloflal Safely & Safoguarda /LA36'2 0132. 88/ 
09/21. BECKJORD.E S Olfica of Nuclear Regulatory Research (Post 860720) 2pp, 
61848 212 61048 213 


-91052300B7 Discusses use of ragulatory positions In reg guides for assessing compli 
ance w/naw part 20 

CUNNtNGHAM.LJ, Radiation Protaction Branch AA3Q.2 0267 91/05/16, 

LIEBERMAN.J Ofo of Enforcomant (Post 870413) 5pp 61859 288-61859 292 

■■9204060346 Discuss as changes for final 10CFR20 package Suggested approach for 
separate radon limits for U recovery licensees will allow rule to go forward while 
matter being address od 

DRAGONElTE.K Office of Nuclear Material Safely & Safoguards AA38-2 01 54 08/ 
12/16, PETERSON.H, Office of Nuclear Regulatory Rosoarch (Post 060720) 85pp 
61850 203 61851.046 


-6901300330 Requests that rog guide on control of access lo very high radiallon areas 
be pre pared, per SECY-08 *3 15. 

CONGtL.Fd Division of Radiation Prelection & Emergency Preparedness (Post 
070411) AA36-2 0163 69/01/13 GILLESPIE.FP Program ManagemenI, Policy De 
velopment & Analysis Staff (Post 870411), 78pp ei051*O81-01051:156, 

-6902000466 Forwards comments on rev of 10CFR2O Comments both substenlive 
editorial 

BECKER, J.M. Office of the Genera! Counsel (Post 860701). AA36-2 0078 08/01/07 
MORRIS.B Owlsfon of Regulatory Applications {Post 070413) 6pp. B1&4&30B- 


-9204060367 Proposed rule 10CFR2, 19,20,30,31 ,32,34,35,39,40,50,61 & 70. "Stda for 
Protection Against Radiation *' Rule would provide requirements for protection of indi 
viduals exposed lo ionizing radiallon from routine activities licensed by NRC 
GRIMSLEY.D.H. Office of Admtnislratlon (Post 690205) AA38-2 0002 66/01/02 
250pp. 61 040,072-6 1841 -200, 

-9204060309 Requosts papers lor Health Physics Socloly mid yr topical meoling on 
900204-00 In Atlantic Cily.NJ re risks Rog guides 8 29 & 8 13 will ho revised as result 
of m^or rev of 10CFR20 

ROECKLElN.A K. Radiallon Protoclion & Health Effects Branch AA3B-2 01 57 89/02/ 
14 CHRISTMAN.E.A Rutgers, Now Lfersoy, Slale Unlv of, Pheataway, NJ. Ip 
61861.047 61851:047 
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-0204070001 Informs ihnt auido on workplace aif sampling bemp wrilten to meet 
roquiromonts of new 1 0CFR 20 Workshop on workplace air sampling proposed to be 
held first wk rn Dec 

MCGUIRE, S Radiation Protection & Health Effects Branch AA3a2 015B 09/02/14 
ROECKLEIN.AK Radiation Protection & Health Effects Branch 26dd 61B51Q4R 
eiasx.Qoo oioaiuiD 

-9204 070014 Discusses data on radon releases from U mill sites received from D 
Smith 

DRAGONETTE,K NRG • No Detailed Affiliation Given AA3B-2 0164 88/12/16 
BELL.M, SOLLENBERGER.D NRC - No Detailed Affiliation Given 56 dp 61051 157- 
61051 214 


-9204070015 Advises of agreement re no substantial increase in safety associated w/ 
10CFR20 proposed rev 

SCHWINK.W NRC * No Ootailod Affiliation Given AA3fl-a 0003 66/01/16 
GOLLER.C NRC - No Detailed Affiliation Given 16pp 61841 200-61041 224 


-020 4 070021 Provider status of branch planning for 10CFR20 reg guide 
dovetopmonl Specific guide tasks will be tdenlified in cortsullalion w/Scleniech & task 
ardor will be issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given AA38 2 0165 89/02/01 
ROS2TOCZY,Z , MORRIS, B NRC - No Detailed Affiliation Given Ip 61851 215 
61651216 


-02 0 4070036 Forwards list of priority Issues discussed at last staff meeting 
REHM,TA Assistant for Operations (Post 890205) AA30 2 0004 06/01/16 Ofc of 
Iho Executive Director for Operations Gpp. 61841 225-61842 262 

-020 4070042 Advises that phase 1 ropt from Sclontoch re needs 6 priorities for devel- 
oping or revising rogulatary guidance for implementation of now part 20 reviewed & 
proposes listed schedule for staff work 

ROECKLGtN.A K Radiation Protection & Health Effects Branch AA38 2 0166 80/12/ 
01 MORRIS, BM Division of Regulatory Applications (Post 870413) 22po 
01051 216 61851 237 

—0204070062 Confirms 890214 telcon requesting permission to reproduce limited 
number of copies of panes 38-39 of NCRP rept 84, ‘’General Concepts for Dosimetry 
of rnternally Deposited Radlonuclidos” & pages 18*19 of NCRP rept 91 
PETERSON, HT Radiation Protection & Health Effects Branch AA38-2 0167 89/02/ 
16 NEY.WR National Council on Radiation Proloclion 6 Measurements ip 

61051 230 61051 230 


-9204070071 Informs that proposed rov of NRC “Slds for Protection Against Radiation 
f1OCFR20)," will bo sent In near future 

WINOGUE.R B Office of Nuclear Regulatory Research, Director (Pro 860720) AA38 2 
0005 86/02/04 DUNSTEn,HJ United Kingdom, Qovt of Ip 01842 263-61842 263 

—02 0 4 070076 Responds to request for permission to reproduce limited number of 
copios of panes 36 39 of NCRP ropt 04 A pages 10- 10 of NCRP rept 91 
5PAHN,J A National Council on Radiation Protection & Moasurements AA38'2 0169 
00/03/02 PETERSEN, HT Radiation Protection & Health Effects Branch Opp 
6ta51 321*61051,320 


-92O407Q0QS Notifios of need (or assistance in oditinn workload to modify reg guides 
for part 20 implementation End ropt provides marked up sections w/changes for 
minor & editorial revs 

ROECKIEIN.A K. Radiation Protection & Health Etfocts Branch AA38*2 0170 89/02/ 
23, BURDA.AJ Program Managomenl. Policy Development A Analysis Staff (Post 
070413) 7flpp 0( 85 f 327*61032.041 

**9204070128 Advises that several comments on revised 10CFR20 rule pointed out 
minor inconsistencies in rule & one comment oointed out that position on embryo/ 
fotus dose calculation would preclude accurate fetal dose assessments 
PETERSON, H T Radiation Protection & Health Effects Branch /1A3B 2 0172 89/03/ 
13 NRC • No Dolnilod AfllHallon Given 5pp 61852 044-61852 040 

-9204070132 Fonwarda Commission paper & draft FR notice In response to Commis 
Sion request for analysis of how proposed rev to Part 20 complies w/backfit rule 
(SO 100) 

MINOGUEjR B Office of Nuclear Regulatory Research, Director (Pro 860720) AA3a-2 
0000 80/02/06 STELLO.V, Ofc of the Executive Director for Operations 2pp 
61 Q42'26e*61042 286 


-92 0 4070140 Roquosls roconlirmation of need of reg guides 0N2 & 8N3 for imple 
fTiGntalion of revised 10CFR20 In view of fact that many of existing div 8 guides will 
ba extensively revised Draft reg guide 8 XX & description of reg guides end 
MORR1S,D M. Division Of Regulatory Applications (Post 8704131 AASB 2 0173 89/ 
03/06 CUNNINGHAM,R.E Division of Industrial & Medical Nuclear Safety (Post 
870720). 3pp 61852 040 61862.051. 


*>*9 2 0 4070150 Discusses pros & cons of four of five options mentioned in 881122 memo 
to Commissioner Curtiss for going forward w/ rulemaking sub) to backfit rule if Com- 
mission wanted to approve rule. , 

MAtSCH,MQ. Deputy General Counsel for UconsinQ & Regulation (860701-890422) 
AA36-2 0174 89/03/07 J0NES,B., CUTCHIN.M . BURNS.S. NRC - No Detailed Affili* 
Btion Given 3pp. 6ia52.052-61052-054 

-9204070164 Expresses appreciation for 881227 llr to Zoch re comments on revised 
1OCFR20 rule Number of changes sungostod In comments have been incorporated in 
rovisod rule presently before Commladon Related Info end 

M ORRIS, 8.M. Division of Regulatory Applications (Post 870413) AA38 2 0176 89/ 
03/22. KOBRICK.T.E, Bolhtohom Steel Corp. IIBpp 61852 001*61852177. 


-92 04070174 Staff requtromonle memo re revised 10CFB20 Commission does not 
ob]eGt to request that final approval of rev to 10CFR20 bo deferred until Issue raised 
In 880202 memo resolved. , 

GHILK.SJ. Office of the Secretary of the Commission. AA38 2 0177 89/04/10. 
STELLO.V, Ofc of the Executive Director for Operations PARIER.W.C Office of tbe 
Gonoral Counsel (Post 860701) 41pp 61852; 170*61862 279 

-9204070187 Forwards Info re particle size distributions & exemple calculation based 
on real data using proposed allernative to iOCFfl20 205 presented during 890222 

TlpToS,T E. Nuclear Managomenl & Resources Council (NUMARCJ (formerly Nuclear 
Uttlily Manage AA3D.2 01& 89/06/08 MORRIS, W M. Division of Regulalofy Appli* 
cations (Post 670413). 43pp 61852 280 618S2 322 


-9204070231 Forwards for review & concurrence, Commission policy paper that re- 
solves outstanding technical issues re issuance of 10CFR20 rule implementation date 
for rule should he postponed from 910101 to 920101 

BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) AA38-2 0183 
89/05/17 BERNERO.R M Office of Nuclear Material Safety & Safeguards 
MURLEY.TE Office of Nuclear Reactor Regulation. Director (Post 870411) 
DENtON.HR Office of Governmental & Publ^ Affairs (870413-911116) 29pp 
61852 323 61853 022 


-9204070251 Advises that Commission policy paper that resolves outstanding technical 
issues re issuance of 10CFR20 rule reviewed Concurs in paper w/encl changes 
DENTON.hr Office of Governmental & Public Affairs (870413*911116) AA38-2 
0185 09/05/25 BECKJORD.E S Office of Nuclear Requialory Research (Post 
860720) 3pp 61853 078 61853 080 

-9204070287 Forwards summary of particle size data amassed at commercia) nuclear 
fuel div In Columbia, SC from 1984 unlil prosenl.per NRC request Particle size meas- 
urements in workplace may be subj to veriability which could affect deposition in lung 
BURKLIN.RK WosUnqhouse Electric Corp A/\38-2 0187 89/04/21 NRC * No De- 
tailed AffiljatiQr\ Given 1 16pp 61853 122 61853 239 

-9204070274 Advises that staff evaluating impact of allowed air conconlralion for Rn 
222 at site boundary for members of public in app B, table 2 of proposed rev to 
10CFR20 

STELL0,V Ofc of the Executive Director for Operations AA38 2 0188 89/02/02 
ZECH, ROBERTS, CARR Commissioners (Post 750119) 8pp 61853 240 61853 247 

-9204070280 “Implications of Proposed 10CFR20 Changes Upon Radiation Protection 
Dept at Clinton power Station " 

• Wadman & Associates AA38 2 0191 89/06/09 51pp 61853 251 61853 302 

-9204070285 Offers no concurrence on Commission paper re proposed changes to 
10CFR20 Paper should be modified before forwarded to EDO Reasons for decision 
listed 

ROSZTCX)ZY,Z R Division of Regulatory Applications (Post 870413) AA3Q-2 0192. 
89/06/16 MORRIS.BM Division of Regulatory Applications (Post 870413) lOpp 
61B53 303 61853 318, 

-9204080006 Responds to 860221 note re potential impact on nuclear power plant li 
censees of proposed occupational ALARA rule in new Pan 20 
CUNNINGHAM, LJ Operating Reactors Program Br.Div QA,Saleguarda & Insp 
Programs, IE AA38-2 0011 86/03/05 ALEXANDER.R E Health Effects Branch 15pp 
61842 288-61842 303 


-9204080023 Requests that R Alexander make brief presentation concerning proposed 
rules to members of mfg environ committee during 860305 meeting 
JOHNSON.KT Fertilizer Institute AA3 8-2 0012 86/02/07 MIN(5 gUE,RB Office of 
Nuclear Regulatory Research, Director (Pre 860720) 24pp 61842 304*61842 326 

-9204080052 Responds to Z Rosztoezy 690616 memo raising issues re revised 
10CFR20 Commission policy paper resolving outstanding technical issues 
PETERSON.HT Office of Nuclear Regulatory Research (Post 860720) AA38-2 0195 
89/06/20 MORRIS, BM Division of Regulatory Applications (Post 870413). Bpp 
6f853 319 61853 324 


-92040B0059 Forwards memo prepared tor signature & concurrence, which would trans- 
mit to EDO Commission paper proposing resolutions to two Issues which have re- 
ceived considerable attention since rov of 10CFRZ0 provided to Commission 
MORRIS.BM Division of Regulatory Applications (Post 870413) AA38-2 0196 89/ 
06/20 BECKJORD.ES Office of Nuclear Regulatory Research (Post 660720) lOpp 

61853 325 61853 337 

-9204080071 Requests review of revised NRC forms 4 & 5 & associated instructions in 
order to accomodate revs being made to 10CFR20Encl drafts reflect NRC efforts to 
make forms consistent w/revisad lOCFR 20 Comments needed by 890731 
COOL, DA Radiation Protection & Health Effects Branch AA3a 2 0198 89/06/30 
CUNNINGHAM.UJ Office of Nuclear Reactor Regulation, Director (Post 870411) 
HICKEY.J Office of Nuclear Material Safety & Safeguards MILLER.VL Office of 
Governmental & Public Affairs (870413*911116) 23pp 61853 33B-61B54 005 

-9204080078 Responds to 890410 request for more extensive analysis of some of op- 
tions presented In 681122 & 090307 memoranda on application of backfit rule to pro* 
poseorevs of 10CFR20 Three principal options for dealing w/backfit rule lEsted 
PARLER.WC Office of the General Counsel (Post 860701) AA36-2 0201 89/07/06. 
CARR, ROBERTS, ROGERS Commissioners. (Post 750119) 12pp 61854 006- 

61854 017 


-9204080084 Forwards rough outline for Commission Info paper on radiation protection 
policy which B Bernero discussed on 890717 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
/tA38 2 0202 89/07/10. MORHIS.B Division of Regulatory Applications (Post 
870413) 6pp 61854 018 61854 023 

-9204080129 Confirms hypothesis re use of RN-222 value for public in proposed rev to 
10CFR20 

NEEL.RB NBC - No Detailed Affiliation Given AA3a*Z 0015 86/03/11 

ALEXANDER.R NRC - No Detailed Affiliation Given Ip 61842 338-61842.336. 


-9204080140 Forwards two sets of layouts for very voluminous tables In 10CFR20,app 
B Present format employs std scientific exponential notation Proposed changed format 
uses computer "E” notation rather than subscripts 

PETERSON.HT, Radiation Protection & Health Effects Branch AA38-2 0203 88/07/ 
22. MEYER, D. Regulatory Publications Branch 6pp 61854 024-61854 029 

-9204080152 Forwards for editorial review, draft FR notice for revised 10CFR20 Editorial 
review ehould focus on listed areas & comments should bo submitted by 890908 
COOL, DA Regulaloiy Publications Branch AA3 8*2 0204 89/08/16 OKLESSON.ER 
Program Management, Policy Development & Analysis Staff (Post 870413) 
MEYER, 0 L Regulatory Putaltcallons Branch 41pp 61854 030 61854 073. 

-9204080161 Forwards marked up draft final rule presenbng comments on Commission 

regulalions that establish stds for protection against radiation W/o end 

MEYER, DL Regulatory Publications Branch AA38-2 0a07 89/09/11. COOL, D A Ra- 
diation Pfotecllon & Health Effects Branch Ip 61854 074 61854'074 



188 NONDOCKETED ITEMS 


^9204080176 Summanzos visit to Wostinghouso commorclal nucloar fuol plant in 
Columbia, SC on 890913-20 to- collect info neetfod to propara rog giildo on air sam- 
pling to moGt roquirorticnts ot new 10CFR20 

MCGUIRE, S A Radiation Protoction & Health Effocts Branch AA3a 2 0209 09/09/ 
28 COOLED A Radiallon Piotcclion & HoaUh Effects Branch 149pp 61054 076- 
01654 228 

-•9204000185 Forwards lor Info, end to roconl Commission policy paper on l0CFn20 ro 
NRG staff analysis of U fuel fatirf cation proposals for control of iatornal radionuclldos 
MORRIS, BM Olvialon of RoniJlatory Applications (Post 070413) AA3.8 2 0210 89/ 
10/06 TIPTON, T Nuclear MainaQoinent & Resources Council (NUMARC) (formorly 
Nifcloar Utility il^anago 7pp 61854 220-81854 235 

-9204060216 Provlcfos ID Bmss comoiontson proposed ravof t0CFn20 
BECKER.JM Affiliation Not Assigned AA38 2 0018 86/03/24 ALEXANOER.R E 
Office of Nuclear Regulatory Rosearch, Director (Pro 660720> 47pp 61842 340 
61643,026 


*•9204090056 Advises of staff intenlion to delete suggested ref to OSHA respiratory 
protection regulations 

^ Detailed Affiliation Given AA38-2 0229 90/06/27 
COOL.D NRC ^ No Dotailod Affiliation Gwen 19pp 61855 261-61855 277 


‘3284090066 Advises lhat end Commission paper proposes several minor revs to 
10CfR20 ruloTolophono commenls should be made to DA Cool or Peterson hy 


ntturauuii rroieciion & Health Effects branen AA3B-2 oiioy uu/ub/ijr 
^OSTANZI,N Division of Reaulatory Applications (Post B70413) 
MAPES.J Office of «ie General Counsel (Post 860701) 14pp 61655 270-61855 291 


‘92040900/6 Expresses concerns over implementation date of 920101 for revised 
10CFR20 & anlictpatod publicalion date Concerned w/ effect compressed schedule 
successful fmplomonlailon of revised rule by nuclear power industry 
LEE,B Nuclear Management & Resources Council (NUMARC) (formerly Nuctoar Utility 
Manage /VA30-2 0231 90/07/27 CAHR,KM Commissioners (Post 750119) 2pp 
61055 202-61655*203 


‘9204060226 Expresses appreciallon for D Coo! participation in tcloconforonco broad 
casted on 690926 ro overview of revs to iaGFR20, 

KAWMERER.C Slalo, Local & Indian Tribe Programs (870413-000111) AA3B 2 0211 
69/10/28 DECKJORD,ES Office of Nuclear Reg ulalory Research (Post 660720) Ip 
61854 236-61854 236 


Forwards draft SRM on 10CFR20EDO ofc Indicated that SRM bo by 
900702 in case of any major problems 

HELTEMES.J NHC - No Detailed Affiliation Given AA3a-2 0232 90/06/28 
MORRIS.B NRC - No Del ailed AffdjatJon Given Ip 61855 294 61855 294 


-9204080232 Fonwards list of new rog guides for revised 10CFR20 & load reviewer for 
each guide Review efforts will include probable meetings w/RES & contractor (or 
early Input & review & comment on drafts 

ESSIQJ, WIQGINQTONJ, NRC - No Detailed Aflilinllon Given AA9B-2 0212 80/10/ 
26, BUCHANAN,J. HINSON,C. PEDERSEN.R NRC No Dotallod Affiliation GIvon 
24pp 81854 237 61654 2C0 

-9204080237 Comments on 000516 staff evaluation of NUMARC proposal transmltlod 
10 NUMARC by Morris Staff analysis did not address dosimolric modol & roal people 
data provided as illusirallon In NUMARC fransmltfol of 690508 
STANS0URY.P S. General Electric Co AAOO 2 0213 89/11/22 PCTERSON.HT Dl 
vision of Rogulslory Appl leal Ions (Post 070413) ICpp. 61054 261 61854 276 

-9204080244 Informs o1 success of pilot video lelolrvformalion transfer program & ox- 
pressos sincero anproclation to recipient & RES slaff. 

KAMMERER*C, Ska, Local & Indian Tribe Pragranis (870413-000111). AA30 2 0214 
89/12/01 BECKJORD.ES. Office of Nucloar Renulatory Rosoarch (Post 060720), 
45pp 61854'277.61854 321 

-9204080280 Responds 1o 891127 fir re revised lOCFRao curronlly undor Commission 
c or: sidoratl on Revised part 20 would permit use of tiircci moasuromonta in Nou ol air 
conconlration measuremonts for assessing dose & dotorminlng compliance. 
BECKJORD.ES Office of Nucloar RogulaloiY Hesoorch (Post 860720) AA30 2 0216 
89/12/21 VAUGHAN.CM General Eloclrlc (io 2pp. 61854 343 81054 344 

-9204080260 Responds lo 001127 Hr ro revised 10CFfl20 ciitronlly tinefor Commission 
CO nslderaticn Revised part 20 would permit usq of direct measuromonla in lieu of air 
concentration moasuromonls for assessing doso & dotorminlng compllanco 
BECKJORD.E S Office of Nuclear Rogulatory RosenrcH (Post 860720) AA3D 2 021? 
09/12/22 GOODWIN.W L Woslingfiouso Electric Corp 6pp. 61854 345 61854,350 

-9204060268 Ack recoint of 001221 Hr ro revs to 10GFR20 being considorod currontty 
by Commission Use of direct moasuremonta In tiou of air conconlration moasuromonls 
(or assessing doso & dolormining compliance very imeorlsni 
VAUGHAN, CM. Gonoral Electric Co AA38 2 0210. 99/61/1 1 BECKJORD.E S Offico 
of Nuclear Regulatory Research (Post 860720) 2pp 61654 351-01B54 354. 

“9204880271 Roquoata review of oncl draft revised backfif analysis for 10CrR20 by 
mi2i 

MORRIS, B.M. Division of Ronulatory AnplJcalfong (Post 870413) AA30-2 6210 00/ 
01 /22. CUNNINQHAM.R,, CONG6L.F . TnCQY.S NRC - No Dolailod Affiliation Qlvon 
22pp 61054 356 61855 015 

-9204080314 Commonla on proposed rule lOCFR 10,26,3043 1,3 2, 34, 40, 50, 61 & 70 ro 
aids for protection against radiation Requests lhat common! period bo oxtonded 00 
days from current 060^421 dead lino 

EDWARDS.OC Oil, Chemical & Atomic Workora Intornatlonal Union AA38-2 0020 
86/04/18 Offico ol Iho Secretary of the Commission ip 01843 620 01043 004 

-9204090001 N 918-047 "Noilco of Policy Guidance on United Auto Workers vs John- 
sor> Controls, fnc ” 

SILBERMAN,n Q Equal Employmanl Opporf unity Commiisglon. AA30-2 0222. 00/01/ 
24 13pn 01055.020 61 855 041 

-9204090000 Forwards for concurrence & review, IranBrniltol memo ro rovlsod bncklll 
analyala for 10CrR26 rovRov prodicatod upon moetlng condillons of 
10CFR60 109 Rolalod docun^oritatlon ond. 

MORRIS.B.M Division of Rogulatory Applicatfona (Post 670413) /VA38-2 0223 90/ 
01/31. PARLER.WC Office of the Gonoral Counsel (Post 660761), BERNERO.n M 
Office of Nucloar Material Solely & Safeguards, MURLEY.TE, Office of Nuoloar Rogu- 
lalery flosoarch (Post 860720), 144pp. 61665042-01055,203, 

-9204D9D012 Advises of research into various fodoral rogul aliens & ANSI (juidanco ro 
color coding of radiation 6ymbol,por mall a llceriBoe request Fodoral agonclos rogula- 
lions conflict on foreground color of radiation symbol 

flERNEnojt.M. Offico of Nuctoar Material Safety & Safoguards AA30-2 0224. 90/ 
63/12 BECKJORD.ES Offico of Nucloar Rogulatory Research (Pool 660720) 12pp. 
61655*20 4-01 855-21 a 


■92O4O9OO0B Forwards staff requiremenls memo on SECY-8B-3t5 & SECY-89-207 to 
bo issued on 000703 

CHILK.SJ Offico of the Socrolary of the Commission AA3B-2 0233 90/06/26 
CARR ROBERTS. ROGERS Commissioners (Post 750119) 4pp 61855 295 


-9204090110 Roquosla lhat schedule for review of slaff requirements memo he ex- 
tended In order to permit submHlal of slaff rev next wk 

THOMPSON, H L Office of Nucloar Material Safely & Safeguards AA38-2 0234 90/ 
06/20. CHILK.SJ Olfico of the Secrotary of Ihe Commission 67pp 61855 299- 
6185G 007 

-9204000115 Forwards comments on draft rog guide 8 N5 re criteria & procedures for 
summation of Internal & external dose 

WIQQINTON.J E, Hadiation Prolecllon Branch AA30.2 0235 90/07/24 

nOECKLEIN.A Radiation Protection & Health Effects Branch 10pp 61056.006 
6105G617. 

-0204696179 Informs that nolhing publlsfied on new part 20 found other than proposed 
rulo published for common! In 1905 Summary of NRC proposed change to basic radl- 
dlfon proteciron rogufaffon oncL 

WILLIS, C.A NRC • No Dotallod Affiliation Given AA3e 2 0236 90/07/27 VARLEY.J 
Nucloar Engine oring International 4pp 61856 018 61056 023 

-9204090207 Forwards lira from G Dicus & C Hardin expressing difficulties states will 
oxporlon-co In promulgating compafibte regulations within Jan 1092 offoctivo date of 
pari SOChenop fn oftectrve date to 940101 recommended 

KAMMERER.C Slalo Programs (000112-911116) AA38-2 0237, 90/08/10 

MORRIS.B M Division of Rogulatory Applications (Post 870413) Ip 61856 024- 
61866 024 

-9204000216 Informs that more than half of agreement programs will not bo able lo 
Imploimonl now rogulallons by implomenlalion date ol Jan 1992 for rovlsod 10CFR20 
DICliS.GJ Arkansas, Slalo ol AA3a-2 0238. 90/00/07 KAMMERER.C Slate Pro- 
grams (9001 12-9t t f IS) 2pp 61056 028 61856026 

-0204090231 ProvIdoB (uBiiflcation for extending Implementation date for revised 
10CFn20 from Jnn 1092 to Jan 1994 Now date will allow for more uniform Implomon- 
tnllon of now pravJsiona of part 20 throughout US 

TEFFT.DE Affiliation Not Assigned AA3 0-2 0239 00/08/09 KAMMERER.C Slate 
Programs (D001 12-91 1116). 12pp 61856 027-61856 037 

-9204090237 "Final Back fit Analysis for Rev of 10CFR20. *Stds for Proloctlon Against 
Radiaifon,'" 

* Division of Rogulatory Applications (Post 070413) /VA38-2 0240 90/08/31 62pp 
01056030 61656113 

-9204000294 Spooch on tilled "BEIR V Estimates of Excess Cancer Mortality” present 
od nl 000204 Workshop on Statistics of Human Exposure 

ELIETT.WH . GOOPER.R D. Naflonal Research Council. HOEL.D Q National Inslltuto 
of Environmental Health Sclencea, HHS, Dept, of /VA38-a 0241 90/02/04 ZOpp 
01656114 01656*133 

-9204090328 "Health Ef fools of Exposure to Low Levels of lonl2lng Radiation BEIR V " 
ELIETT.WH , COOPER^R D., MOHRIS.R E National Research Council AA38-2 0242 
00/12/31 e6pp. 61056 134 61856*221. 

-9204090331 DufInoB background radiation to mean radiation arising from natural back- 
ground & othor radiation or radioactivity such as global fallout & radon in quanllties 
charnctarislic of environ in which regulated activity localod 

CUNNINQI lAM.R.E DIvl&lon of Industrial & Medical Nucloar Safety (Post 070729) 
AA3B-2 0243 60/00/10 PETERSON.HT Office of Nuclear Regufatory Research 
(Poet 860720) Ip. 61856 222-61856 227. 

-9204090336 Discus SOS application of backfit rule compliance exception lo Commission 
rosponso 1e guard, 

MALSCH,M.Qi, Offico of the General CJounsel (Post 860701). AA38-2 0031 00/06/20 
F^ALLADINO, ROBERTS, ASSELSTINE Commissioners (Post 760119) 4pp 
61643347-61843 360, 


-9204090023 Discussos AlARA provlsiona In propoaod 1 0CFH20, Proper etcl of caro 
owod hy llconBoos embodied In curronl regulation, b a sod on inll consensus science & 
which can bo applied tinlfoinily lo all licensoea on all lobs 
FORBES.J. Amofican Nucloar Inaurore AA36 2 0225 00/04/27, CUNNINGHAM, LJ 
NRC - No Dotallod Aff Illation Given 4pp. 81655 213-61055:210, 

-9204090031 FoAvards ralovant portions of now regulation In UK which easontlally to- 
quite type to sting, acceptance lostlng.malnt, porlodfc lasting & callbr of monllorinn In- 
stnimonifliion. 

SWiNTH.K,L. Baltello Moniorial Inatllulo. Pacific Northwest Laboratofv AA30 2 0022, 
68/04/24 ALEXANDEn.R E. Offico of Nuclear Rogglalory Rosoaren, Director (Pro 
869720) 200pp 61843 080 01843 284 


-9204090337 Transmit 8 wrilteri comments on review ol draft reg guides implomenling 
revised tOCFRZOOral comnner^ts provided to H Peterson In Juno Guides should be 
sinnpllflod so that licensees w/Umlled resources can comprehend guidance 
MILLER.V.L Assistant Director for Stale Agreements Program AA30-2 0244 00/08/ 
10. MORRIS.B.M Division of Regulatory Applications (Post B70413) ip. 61856’228- 
61056220 

-9204090349 Forwards ro drafl of public announcement ot final revs to 10CFR20 con 
lalnod In SECY-BO-Sie Announcement will be ready to issue concurrenlly w/FR publl 
cation of revs, Comments will be appreciated 

INGRAM.F, Public Affairs (670413-911116). AA38-2 0245, 90/08/14, PETERSON, H 
Office or Nucloar Rogulalory Resoarch (Post 860720) 49pp 61856*229-61856 279 



NONDOCKETED ITEMS 


'•9204090361 Responds to 661020 request for clarification of issues re 10CFFI20 rule- 
making 

PETERSON, HT Office of Nuclear Regulatory Research, Director (Pre 860720) AA36- 
2 0032 86/11/03 D'ARRIGO.D Nuclear Information & Resource Service tp 
61843 351-61843 351 

-9204090366 Expresses concerns re firiat rule 10CFR20. "Stds for Protection Against 
Radiation Specific records retention periods must be included for all app F require- 
ments 

SHELTON, 8 J Information & Records Management Branch (Post 890827) AA38'2 
0629 90/12/05 HUDSON, S Office of Nuclear Regulatory Research (Post 860720) 
Ip 61656 355 61056 355 

-9204090375 Expresses several concerns w/final rule 10CFR20, ‘’Slds lor Protection 
Against Radiation” & extensive concerns v// supporting statement Retention period, 
"untif license terminated” recommended for retention of manifest records 
SHELTON, BJ Information & Records Management Branch (Post 890627) AA3B-2 
0248 90/08/23 HUDSON, S Office of Nuclear Regulatory Research (Post 860720). 
2pp 81650 356 61850 357 

-9204090396 Discusses videolape on proposed changes to NRG stds for protection 
eOLLER.K R Office of Nuclear Regulatory Research, Director (Pro 860720) AA3B'2 
0033 66/11/14. NUSSBAUMER,D NRC • No Detailed Affiliation Gwen PARTLOW.J 
Ofc of Inspection & Enforcement, Director (620201-870413). SPEIS.T Office of Nude- 
ar Reactor Regulation. Director (651 125-87041 1) 4pp 61843 352-61843 355 

-9204100001 Responds to Q Dicus 900007 Ur re ImpJementalion date of revs to 
10CFR20 Commission approved delay in required Implementation date lor revised part 
20 for NRC licensees from dan 1992 fo Jan 1993 

KAMMERER.C State Programs (900112-911116) AA3B-2 0249 90/12/10 KtLl,T 
Organization of Agreement States Ip 61656 358 61856 350 

-9204100004 Informs that proposed rule completely revising 10CFR20, ”Sids for Pro- 
tection Against Radlationj” published In FR on 651220 

PHiLlPS.J Division of Rules & Records (Pre 870413) /VA3B2 0034 86/12/24 
ALEXANDER.R.E Office of Nuclear Regulatory Research, Director (Pre 860720) 2pp, 
61843 356-61844-010. 

-9204100017 Forwards Mrs to D Tefft & T Hill re Implementation dates of 
tOCFfl20.Commls3lon approved delay In required Implementation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Stale Programs (000112*911116). AA38 2 0250 90/12/10, Affiliation 
Not Assigned Ip 61856359 61056*359 

-9204100027 Responds to 900609 Hr re implementation date of revs to 
10CFR20.Com mis Sion approved delay m required Implomentation date for rovlsod part 
20 for NBC licensees from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (900112-011116) AA38 2 0251 00/12/10 TEFFT, D 
Conference of Radiation control Program Directors, Inc 13pp 61656 360 61657 026 

-9204100049 ‘’Environ Assessment for Rev of 10CFR20, ‘Slds for Proloction Against 
Rad/aflon.’” 

‘ NRC - No Detailed Affiliation Given AA30 2 0252 00/12/21. 543pp 61057 027- 
61859 032 

-9204100073 Responds to 901220 Hr to Carr re implementation dales for revised part 
20 & availability of associated reg guides Commission reconsidered implementation 
date for revisea part 20 to Jan 1993 for NRC licensees 

eeCKJORD.E S Office of Nuclear Regulatory Research (Post 860720). AA30'2 0264. 
91/01/14 TODD.JS American Medical Association Ip 61859 044 61859.046 

-9204100103 Oilers no comment on comparison of former part 20 to revised part 
20 Document will be useful & would be distributed to states as soon as possible. 
MILLER, V L Assistant Director for Stale Agreements Program AA38 2 0256 91/03/ 
05 COOL.DA Radiation Protection & Health Effects Branch Ip 61869.046- 
61859.046 

-9204100110 Commenls on comparison of former part 20 to revised part 20 
BEACH, A B. Region 4 (Post 020201) AA3 6*2 0257 91/03/05 COOL.O.A Radiation 
Protection & Health Effects Branch 2pp 61859 047 61859 048. 

-9204100116 Summary of 910305 meeting ro part 20 rev^Llst of nttondees provided 
MEYER.D Office of Administration (Post 890205) AA30'2 0268 91/03/08. COOL.D 
Office of Nuclear Regulatory Roaoorch (Post 860720), Ip 61069 049-61859 040. 

-9204100123 Responds to nolo re Stale of CA RCP staff finding radiation warning 
signs for sale tor purpose of decoration & other than (ogitimato uses 
MTLLER.V.L. Aaslslanl Director for Stale Agreements Prooram. AA3B-2 0259. 91/03/ 
13 HORNOR.J Region 5 (Post 820201) Ip 61859.050 61659 050. 

-9204100128 Forwards marked-up final rule amending 10CFR20.pro8onling commenls 
on slds for protection against radiation. Alternative wording In preamble to final rule 
suggested in order to describe different versions of rule accurately. 

MEYER.D L Regulatory Publications Branch AA3B'2 0260. 91/03/10 COOL.DA Ra- 
diation Protection & Health Effects Branch Ip. 61659.051-61859 061. 

-920410Q140 Responds to request concerning need to modify 10CFR20 to restrict 
buildup of radionuclides at sanitary sewage treatment plants. 

BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pro 880720) AA38. 
2 0038 87/01/06. GRACE, J.N Region 2 (Post 820201) 3pp 61844*01 1-61844.0 13 

-9204100167 Requests that last sentence in first full paragraph on page 317 of 
10CFR20 be changed to read as stated. 

LIE0ERMAN.J NRC - No Detailed Affiliation Given AA38-2 0261, 91/03/21 
PETERSON, H. Office of Nuclear Regulatory Research (Post 860720) Ip. 61659,052- 
01B59-O52. 

-9204100173 Expresses appreciation for efforts to develop concise aid to inspectors In 
readily Identifying differences between former 10CFR20 & revised part 20 HT Peter- 
son comments & suggested rev of comparison end 

MORRIS, B.M Division of Regulatory Applications (Post 870413). AA3B 2 0282. 91/ 
03/27. NOREUUS,CE. Region 3 (Post 620201) 9pp. 61059 053 61869 081. 

-9204100160 Forwards pages 67,78 & 100 of latest version of 10CFR20 that need 
fixingPagos 97-103 missing. 

SWI1R,J NRC ' No Detailed Affiliation Given. AA30.2 0263 91/03/28. PETERSON, H. 
Office of Nuclear Regulatory Research (Post 660720) 4pp 61859 062-61659,065 


-9204100166 Forwards renumbered l0CFR20par procedure described in SECY-91 055 
& approved by negative consont by Commission Changes made to update part 20 
rule listed W/o encT 

COOUDA Radiation Protection & Health Effects Branch AA38-2 0264 91/03/29 
MEYER.D L Regulatory Publlcatior^s Brar^Ch 2pp 61859 060 61859 067 

“92041001 B9 Requests Inltlalloni of rev of 10CFR20. Section 20 303, “Disposal by Re- 
lease into Sanitary Sewage Sys,” to better consider actual & potential buildup of long 
half life radioactive mail in sewer svs 

GRACE. JN Region 2 (Post 820201) AA3QZ 0037 88/11/18 BECKJORD.E S 
Office ol Nuclear Regulatory Research, Director (Pro 860720) Ip 61844 014 
61844 033 

“9204100192 Forwards Paperwork Roduclion Act Statement staling that inlo collections 
would not become effective unlil approved by OMB.oer rev to 10CFR20 
SHELTON.BJ Information & Records Management Branch (Post 890827) AA38-2 
0265 91/04/01. HUDSON, S OlficQ ol Nuclear Regulatory Research (Post 860720) 
2pp 61659 068 61859 069 

“9204100199 Ack receipt of 910401 Hr & comments about revised 10CFR20 
regulation Responses to issues raised In Hr end Relatod documentetian also enci 
CcklUDA Radiation Protection & Health Effects Branch AAa8-2 0266 91/04/12 
WELT.M A. Alpha Omega Technology, !nc 300pp 61859 070-61059 287 

“9204100210 Submils proceduros for ensuring that complete regulatory history com- 
piled for each rulomaKing action Completed index (or final rule re Bids for proteclion 
aQafnst radiation should be submitted by 910921 

LESAR.MT Regulatory Publications Branch AA38 2 0266 91/05/24 

PETERSON, HT Olllce of Nuclear Regulatory Research (Post 860720) 2pp 
6 1 059 293 6105 9 2 96 

—9204100218 Requests that NRC submit how camera copy each lima document sub- 
mitted amending table In order to avoid publication problems In lOCFRList of public 
comments ra stds far prolaciion agalnsf fadlation and 

RICKETT.DL. National Archives 8 Records Administration AA30 2 0270 91/06/24 
LESAR.M NRC - No Detailed Affiliation Given 1p 61859 297 61050 298 

-0204100330 Discusses annual review of rulemaking on rev to 10CFR20 
BECKJORD.E S. Office of Nuclear Regulatory Research, Diroclor (Pre 860720) AA38- 
2 0041 67/01/16 STELLO.V Ofc of the Executive Director for Operations tp 
61844.034-01644 034 

-9204130042 Provides recommendations on neutron quality factor 
FOULKE,JD, Office of Nuclear Regulatory Research, Director (Pre 660720) AA38-2 
0046 07/02/26 ALEXANDER.R E Office of Nuclear Regulatory Research, Diroclor 
(Pro 860720). 9pp 01844 051-61844 059 

-9204130061 Forwards expanded annual review of rulemaking package (or malor rev ol 
1OCFR20 (Of review & comment 

ALEXANDER.R E Office of Nuclear Regulaloiy Research, Director (Pre 860720) 
AA38-2 0047. 07/03/31. NRC - No Detailed Affillailon Given 1p 01844:060- 
61644 060 

-9204130077 Grants petitioner request for Commission to remove requirement that ra 
dloactivo aerosols bo administered to patients only In rooms at negative pressure. 
GOLLER.K R Office of Nuclear Regulatory Reaearch, Director (Pro 86()720), AA3fl*2 
0040, 87/04/07. NORRY.P.G Office of Administration (Pro 870413) Opp 61844 061 
61844 063 

-9204130122 Forwards petition for rulemaking PRM 35 6 for review & datarmirfation as 
to whether or not pebtlon qualifies for special handling by staff as fast track potition 
lor rulemaking 

NORRY.PG, Office of Administration (Pro 870413). AA38 2 0049 07/03/17. 
BECKJORD.E S. Office ol Nuclear Rogulalory Research (Post 860720) 8pp 
61044 064 61844*092 

-9204130187 Comment on proposed rules 10CFR2, 10.20, 30,31, 32.34. 35,39, 40. 50,6t & 
70 re aids lor protection against radiation Draft backlit analysis Inadequate to justify 
proposed rev to part 20 for same reason slated by Commissioner Roberts 
ANDREWS.R.L. Omaha Public Power Dlatrlct AA38 2 0271. 86/10/29 OockeUng & 
Services Brartch 2pp 61659 299 61859:300, 

“9204130204 Comment on proposed rules 10CFR 2, 10, 20 ,30 .3 1,3 2,34,3 5, 3 0,40, 50,61 & 
70 re slds for protection against radiation Significant training of NRC staff & inspec- 
tors must be conducted to provide consistency In interpretation of rule 
WOODY, CO. Florida Powor & Light Co AA30-a 0272 86/10/21. CHILK.S J Office of 
the Secretary of the Commission 3pp 61859 301-61850.303 

“9204130234 Comment on proposed rules lOCFR 2. 19. 20. 3 0.3 1.32 .34. 35 ,39,40, 50,61 & 
70 re aids (or protection against radiation Urges Commission to withdraw proposed 
changes In radialion protection slds. 

JOHNSRUD.J H. Environmental Coalition on Nuclear Power AA30-2 0273. 86/10/28 
Office of the Secretary of the Commission 4pp 61859*304 61859 307 

“9204136262 Comment or» propoaed rules 10CFR2,19,20,30,31 ,32.34,35.30.40, 50,61 & 
70 re stds for protection against radiation Proposed rules will provide subsidy to nude 
ar industry at oxpense ol public heelth,onviron & economic cor^cerns 
HIGHTOWER, J Texas, State oL AA3B-2 0274. 86/10/25 ZECH,L.W. Commissioners 
(Post 760110). Zpp. 81 059* 308-61 859.309 

“920413029S Discusses need for revised environ assossmonl for 10CFR20 
PETERSON, H,T. Office of Nuclear Reoulalory Research, Director (Pro 860720). AA38 
2 0053, 87/05/06 ALEXANDER.R E. Office of Nuclear Regulatory Research, Director 
(Pre 060720) 34pp, 81644.093 61 844 129, 

-9204130301 Comment on proposed rules 10CFR 2. 19, 20,30 .3 1,3 2. 3 4, 35 .39,40. 50,61 & 
70 re atds for protection against radiation Backlit analysis for proposed rules does not 
adequately assosss potential Impact on exposure to radiation workers 
TieRNAN,J,A, Baltimofo Gas 4 Electric Co AA36-2 027S. 08/10/31 Dockoling & 
Services Branch, 4pp. 61859.310 61859.313. 

“9204130310 Comment on proposed rutea 10CFR2, 19.20. 30. 3 1.3 2,3 4. 35, 39, 40. 50,61 &. 
70 re Bids for protection against radialion Proposal Increases dsk of exposure to Ioniz- 
ing radiation of nuclear workers & NRC ought to withdraw proposal. 

SAMUALS.SW. AFL-CIO. AA38-2 0276 86/10/30 Office of the Secretary of the 
Commission. 7pp. 61059.314-61,859*320, 
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~»204130315 Commenl on proposed rules tOCFR2, 19,20, 30, 31,32,34,35, 39, 40, 50,61 & 
70 ra slds for p/otaotron against rarfialion Proposed rules wilf not provide substantial 
pncrease m oveiafl protection of public health & safety 

KOBER.RW Rochester Gas & Electric Corp AA3B-2 0277 66/10/28 Dockoling & 
Services Branch 7pp 61859 321 61859 327 

-^294130317 Requests legal advice re listed 10CFH20 issues, Including de mmimts 
cutoff on collective dose calculations 

>\LEXANDER,R E Office of Nuclear Ftegulatoiy Research, Director (Pre 860720) 
M3a2 0054 87/06/11 BECKEfl.J, Office Of the General Counsel (Post 860701) 
2pp 61844 130 61844 153 

-9204130327 Comment on proposed rules 10CFfl2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection again si radiation Proposal changes inelhod of computing ra' 
diation dose exposures but does not Improve radiatton protection stds lor exposure 
ORTLIBB.D.W internatfonal Chemical Workers Union AA38‘2 0278 86/10/31 Dock- 
oling & Services Branch 5pp 61859 328-61 859 332 

-9204138334 Commenl or» proposed rules 10CFR2, 18, 20.30, 3 1,32,34, 3 5, 39 ,40, 59,81 & 
70 re stds for protection against radiation,Urgas GommissiDn to withdraw proposal & 
replace proposal w/one which lowers dose limits to workers & general piiblic 
WRIGHT, MJ United Steelworkers of America AA3a'2 0279 86/10/30 Docketing & 
Services Branch 44pp 61859 333-61860 018 

-9204130341 Commenl on proposed rules 10CPR2,1 9,20,3 0.3 1.32,34.35,39.40, 60,61 & 
70 re stds for protectlori against radiation Ulil strongly supports need for use of de 
minimis levels of radiation or radioactive malls 

COUNSIL.WQ Texas Ulifities FlecWc Co (TU Electric) AA30-2 0280 86/10/29 
Docketing & Services Branch 5pp 61660 019-61860 023 

-9204130352 Comment on proposed rules 10CFRa,19,20,30.31,32,34.36.39.40. 50,61 & 
70 re slds for protecljon against radiation Proposed emends not neadod & will not 
perceptibry serve public heafth & safety 

ASMllSSEN.KE General Alomics (formerly GA Tochnofoglos, Inc /General Atomic 
Cod AA38-2 0281 86/10/30 Cockoting A Services Branch 3pp 616601024- 
61 660 026. 

-9204140335 Provides recommonda lions for control of NRC rulemaking ra annual 
review of 0'r>epiing RES sponsored rulemaking.10CFR20 

BECKJDRO,E S Office of Nuclaar Rcgulalory Research, Dlfoclor (Pro 860720) AA30- 
2 0056 87/07/07 STELLO,V. Ofc of the Execulfve Director for Operations 3pp 
61844 154-61844.167 

-9204140348 Concurs that Jufemakina for 10CFR20 should be continued & completed 
TKOMPSOM.KL Office of Nuclear Material Safety & Safeguards AA3B 2 0059. 87/ 
07/01, BECKJORD.E S Office of Nuclear Regufatory Research (Post 860720) Ip 
61644.158 81844158 

-92841S000I Forv/ards draft handout sheets for 870729 meeting w/Stelfo. 

ALEXANDER, RE Office of Nuclear Regulatory Research, Oireclor (Pre 660720) 
AA38 2 0061 87/07/23 BECKER.J Office of the General Counsel (Post 860701) 
5pp 61844 220 61844 224 

-6204160003 Comment on proposed rules 10CFR2. 19,20,30.31 ,02,34,36,39,40, 60,61 8 
70 re stds for protec lion against radiation Demands public hearing on proposed rules 
& that EIS be done on proposed rules 

RERCE.J, BENNETT.KN Citizens Ac I Ion for Safe Environment AA38 2 0282 86/ 
11/03 NRC-NoOolailedAlfiliataon Given 2pp 61860027-61860 028 

-9204150006 Comment on proposed rules 1DCFR2, 10,20, 30, 3 1,32.34,35,39, 40, 50,61 & 
70 ra stds for protection against radfa lion Supports objccirve of proposal lo update re- 
dialion protection stds for licensees of NRC 

SANDERSON, RE Environmental Protecllon Agency AA38-2 0203 86/10/31 
CHiLK.S J, Olfice of the Secrotaiy of the Commission fipp 61 860 030 61 000 038 

-9204150010 Comment on proposed rules 10CFfl2, 10,20, 30,3 1,32.34,3 5,39.40, 60,61 & 
70 ra stds for protection against radiation Public demands that environ Impact studies 
& open heanng precedes sid change 

ISEUN.G Now England CoaPilIon on Nuclear Poliulton. AA3e'2 0284 86/10/31. Dock- 
eting & Services Branch, ip. 61860 039 61860040. 

-9204150013 Provides list of allerna lives posed by RES re control of rulemaking, Part 

20. 

BECKER, JM. Olfice of tha General Counsel (Post 660701). AA36-2 0062 07/08/04 
PARLER.WC. Office of the General Counsel (Post 860701), 4app 61844,226- 
61644 273 

-9304150018 Forwards H Hawley & P Hawley 861017 Hr re plana to review current 
NRC rogulallenie governing radiation exposure for workers 

EVANSfbj, Senate. AA38'2 0286 86/10/28 KAMMEnER,C Office of Governmental 
a Public Affairs <870413-91 1116). 4pp. 61860041 61860 044 

-9204160045 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35,39, 40, 60.61 a 
70 re stds for protection against radiation Opposes NRC proposal to increase sId for 
acceptable radfatlon exposure & urges that public heanng bo held & EIS prepared. 
STYI-ES,M M American Nurses' Association, Inc AA3B-2 0287. 86/10/28. Docketing 
& Services Branch. 2pp 61060.04 6 61&0O.O46 

-9204160058 Comma nit on proposed rules 10CFR2.1 9, 20,30.3 1, 32,34, 35, 39,40, 60,61 & 
70 ro stds for protection against radiation, fmplementalfon of proposed regulations 
would have unique impact on GA as mffl of U & thorium fuels for HTQRs 
ASMUSSEN.K fc. General Atomics (formerly QA Technologies, Ino, /General Atomic 
Co) AA36-2 0268 06/10/31 Dockelmg & Services Branch, 4pp. 61660,047- 
61880 050, 

-9204169058 Responds to 87061 1 request for legal advice on two issues re rev of Pert 

20 , 

BECKER,JM, Office of the General Counsel (Post 860701), AA3a-2 0063, 87/00/10. 
ALEXANDEfl.RE Division of Regulatory Applications (860720 070413). I9pp- 
61844 274 61644'34e. 

-9204 150995 Commanl: on proposed rales 10CFR2, 19,20.30, 3 1,32.34,36, 39,40. 50,61 & 
70 re stds for protection against radiation Commission urged (o rejecl argument that 
backet rule should be suspended for rulemaking 

KURTZ,E,F. ABB Jmpoll Corp, (formerly Impoll Corp) AA3e'2 0209. 86/11/01 
CHILK.S J Office of the Secretary of the Commission 5pp. 6186OC51-6106O’O55, 


-9294150077 Comment on proposed rules 10CFR2.1 9.20, 30,31, 32,34,35, 30, 40, 50,61 a 
70 re stds for protection against radiation Recommends that scope of proposed rule 
bo limited to listed areas 

SIMPSON.EC Florida Power Corp AA3B-2 0290 86/10/31 CHILK,SJ Office of the 
Secretary of the Commission 12pp 61860 056 61860 101 

-9204169122 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation NRC fow loval radiation stds,as proposed, do 
not reflecl current state of knowledge In heallfi physics 

REICHER.O.W, CHRISTENSEN,E Natural Resources Defense Council AA3Q 2 0296 
86/11/06 Dockeling & Services Branch 22pp 61860 102-61860 123 

-9204169143 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34, 35, 39, 40, 50,61 & 
70 re stds for protecllon against radiation Backfit analysis does not justify costs of im 
plementatlon & proposed protection of public health & safety not Increased 
SORENSEN.GC Washington Public Power Supply System AA3B-2 0297 66/10/31 
Dockeling & Services Branch. 4pp 61860 124 61060 127 

-9204160149 Comment on proposed rules 10CFR2, 19, 20.30,31, 32, 34, 35, 39, 40, 50,61 & 
70 ra stds for protection aoainsl radiation Urges NRC to withdraw proposal & alterna 
lively propose std which wilt result In significant reduclion In exposures 
MARTiNO.F 0 , SEDAM.S H OhIo/OSHA Environmental Network AA38-2 0290 86/ 
10/31 Office of the Secretary of the Commission Ip 61860 126 61860 120 

-9204160184 Provides brief commentary In response to request for comments on draft 
mamo concerning ambiguity of “rem" unit for both dose equivalent & effective dose 
equivalent 

MILLS.WA Oak Ridge Associated Universities AA3B-2 0065 07/09/25 

ALEXANDER, R E 0/fico of Nuclear Regulatory Research, Director (Pre 060720) 
22pp 61844^356-81845 017 

-9204160167 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Strongly urges Commission not to promul 
gala final rule 

OPEKA,JR Connecticut Yankee Atomic Power Co OPEKA.Jf Northoast Nuclear 
Energy Co OPEKA.J.F Northeast Utilities AA38-2 0299 86/10/31 Docketing & 
Services Branch 3pp 61880.120 61860132 

-9204160177 Comment on proposed rules 10CFR2, 19,20.30.3 1,32.34.35, 39,40, 50,61 & 
70 ro aids for protection against radiation Urgoa NRC to withdraw proposal & allerna 
lively propose std which will result In significant reduction in exposures 
PERRY, MK Inlornational Chemical Workers Union AA30-2 0301 86/11/06 Office of 
the Secretary of the Commission Ip 6 1860 133 61860 133 

-920415020S Comment On proposed rules 10CFR2, 10,20,30,31 .32,34,35.39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule change & NRC atlltuda lo 
public & urges NRC to wilhdraw proposed radlalion sids 

WEdB.T Affiliation Not Assigned AA38 2 0302 06/11/10 Oockoling & Services 
Branch Ip 61860134-61860 134, 

-9204150206 Comment on proposed rules 10CFR2, 19,20.30.31, 32.34, 35,39, 40. 50,61 & 
70 ro aids for protection against radiation Opposes rule chango & NRG attitude to 
public & urges NRC to wdhefraw proposed radiation stds 

LOSKE.KR Affiliation Not Assigned AA38 2 0303 86/10/09 Dockeling & Services 
Branch Ip 61860 135-61960 135 

-9204160221 Comment on proposod rulos 10CFR2, 19, 20,30, 31 ,32,34.35,39,40, 50.61 & 
70 ro aids for protection against radiation Opposes rule change & NRC attitude to 
public & urgoa NRC lo witfidraw proposed radiation stds 

COHEN, J.J. Affllfalion Not Assigned AA36-2 0304 86/11 /to Dockoting 8 Services 
Branch. Ip 61860 136 61860:136 

-9204160224 Responds to 970917 Ur re proposod revs of NRC radiation protection re 
quiromenta In 10CFR20 Recommends that sex & job classification bo Included on 
form 

BOJCE,J.O Maryland, State oL AA38 2 0066 87/00/30 ALEXANDER.R.E Office of 
Nuclear Regulatory Research, Djreclor (Pre 000720) 2pp 61045 018-61045 019 

-9204160229 Comment on proposod rules 10CFR2. 19,20, 30,3 1,32,34. 35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes any increase in acceptable levels 
of radiation exposure 

• Alfillalion Not Assigned AA30-2 0305 80/11/10 Dockeling & Sorvlcos Branch Ip 
81860*137 61960 137 

-9204150243 Comment on proposed rules 10CFR2, 10,20,30.31 ,32,94,35,39,40, 50,61 & 
70 re stds for protection egalnel radiation Requests lhal public hearing be hold & that 
EIS be issued 

FULCHER, JE Affiliation Not Assigned AA30-2 0306 60/11/01 Office of the Sacra 
tary et the Commission, ip. 61860*136 61860*130, 

-92041B0247 Commonl on proposod rules 10CFR2, 19.20.30,31,32.34.36.39.40, 50,61 & 
70 ro stds for protection against radiation Disallowance for protection factors for sor- 
bent cartridges not appropriate. 

MITTL.R L Public Service Electric & Gas Co of Now Jersey AA38 2 0307, 80/10/31 
CHILK.S J Office of the Secretary of the Commission 2pp 61860 139-61860.140. 

-9204160001 Requests comments on rev of radiation protection requirements In 
10CFR20 In areas of occupallonal dose recordkeeping & reporting, 

ALEXANDER, R E Division of Regulatory Applications (860720-870413) AA38^2 0067 
07/09/17 BO)CE,d,D. Maryland, State of 29pp, 61845*020-61845 051 

-9204160002 Requaels (wo member, one each from reactor & mails insp & enforcement 
area9.to attend & participate In regional & agroemenl states workshop on rev of 
10CFR20. 

BECKJORD.E S. Office of Nuclear Regulatory Research, Director (Pre 860720) AA30 
2 0068. 07/10/08 RUSSELL, W. Region t (Post 820201). GRACE,J N. Region 2 (Post 
020201) DAVIS, A.B. Region 3 (Post 620201} 9pp 61845 062-61645*060, 

-0204100017 Informs that Region I assigned J Glenn & M Shanbaky to attend & partici 
pate In 07f 116 & 17 workshop 

ALLAN.JM Region 1 (Poet 820201) AA38-2 0069 87/10/21 ALEXANDER, R E 
Offico of Nuefear Regulatory Research, Director (Pra B60720) Ip. 61646 061 
61846.061 
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'^9204 160041 Informs that Rogion IV will assign two staff members to attend regiorval & 
agreement state workshop.one each from reactor & mails <nsp areas 
MARTI N.R D Region 4 (Post 620201) AA3D-2 0070 87/10/22 BECKJORD.E S 
Office of Nuclear Regulatory Research (Post 860720) ip 61B45 062*61845 062 

-9204100086 Advises that CM Hosey & JP Potter will participate in regional & agree- 
ment slates workshop on rev of 10CFR20 

GRACE, JN Region 2 (Post 820201) AA38 2 0071 87/10/22 BECKJORD.E S 
Office of Nuclear Regulatory Research (Post 660720) 1p 61B4S 063 61845 067 

-9204160104 Forwards proposed schedule for 10CFR20 rulemaking 
STELLO.V Ofc of the Executive Director for Operations AA38-2 0072 87/10/08 
2ECH, ROBERTS, QEHNTHAL Commissioners (Post 750119) 15pp 61845 068- 
61845 0B2 

-9204160121 Forwards proposed work plan for project ‘‘Development of Regulatory 
Analysis for Proposed Rev to 10CFR20 " 

MERWIN.S E Baltella Memorial Institute. Pacific Northwest Laboratory AA3G-2 0073 
87/11/03 PETERSON. HT Division of Regulatory Applications (860720-870413) 6pp 
61845 083 61845 068 

-9204160256 Comment on proposed rules 10CFR2, 19.20,30, 31, 32.34, 35,39, 40. 60.61 & 
70 re stds for protection against radiation 

‘ Toledo Edison Co 56FR2a360 00783 86/10/31 Docketing & Services Branch 
2pp 61860 141-61860 142 

-920416O26B Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,30,40, 50,61 & 
70 re stds for protection against radiation 

MILTENBERGER.R Affiliation Not Assigned 56FR23360 00784 86/11/05 Office of 
the Secretary of Ihe Commission 2pp 61860 143 61860 144 

-9204170036 Forwards comparative text containing present Part 20 rule, revised draft 
final rule & 860109 proposed rule Document will be maior point of discussion at meol* 
Ingon 871116 & 17 

MORRtS.B M Division of Regulatory Appications (860720 070413) AA38-2 0074 87/ 
11/05 GLENN.J. SHANBAKY.M, PO^ERJ P Region 1 (Post 820201) 124pp 
61845 009 61845 213 

-9204170070 Forwards revised work plan for project "Development of Regulatory Anal- 
ysis for Proposed Rev to 10CFR20 

MERWIN.S E Battello Memorial Institute, Pacific Northwest Laboratory AA3D 2 0075 
87/11/17 PETERSON.HT Division of Regulatory Applications (860720 670413) 6pp 
61845 214*61845 219 

-9204170116 Discusses recent oscalaled enforcement case (EA 87-203 Heublein.inc) 
concerning questions raised by NRC re whether loss of particular gauge conslituled 
substantial hazard & would therefore bo reportable per 1 0CFR2O 402(a)n). 
LIEBERMAN.J Ofc of Inspection & Enforcement, Director (820201-670413) AA30-2 
0076 87/11/23 CUNNINGHAM.R E Office of Nuclear Material Safety & Safeguards 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 2pp 
61845 220 61045 221 

-9204170212 Requests assistance (n reviewing end draft rev of 10CFR20 
MORRIS.B Division of Regulatory Applications (860720-870413) AA3a 2 0077 07/ 
12/11 BECKER, J Office of the General Counsel (Post 060701) 86pp 61845 222 
61845 306. 

-9204210046 Comment on proposed rules 1QCrR2,1 9,20,30,31 .32.34,35.39,40, 50.61 & 
70 ro stds for protection against radiation 

DWORKIN.HJ American College of Nuclear Physicians AA38-2 0310 86/10/31 
CHItK.S J Office of the Secretary of the Commission 4pp 61060 145*61860 154 

-9204210091 Comment on proposed rules 10CFR2,19, 20,30.31, 32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

THORPE, J R General Public Utilities Corp ■ GPU Service Corp AA36-2 0313 86/10/ 
31 CHILK.SJ Office of the Secretary of the Commission 16pp 61060 165 
61860 186 

-9204210136 Comment on proposed rules 10CFR 2, 19, 2 0,30 ,3 1,32 ,34 ,3 5, 39.40, 50,61 & 
70 re stds for protection against radiation 

POLICH,J. Affiliation Not Assigned AA36-2 0316 06/10/22 Docketing & Services 
Branch ip 61860187*61860167 

-9204210144 Comment on proposed rules 10CFR2, 19,2 0,30,31 ,32,34.36,39,40, 50.61 & 
70 ro stds for protection against radiation 

OCONNOR.A International Association of Machinists & Aerospace Workers AA38 2 
0316 66/10/31 Office of the Secretary of the Commission, 5pp 61860 188 
61860,102 

-9204210162 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re side for protection against radiation 

KILLAR.FM Middle South Service, Inc AA38 2 0317 88/11/07 Office of the Sscre* 
tary of the Commission 4pp. 61860‘1 93*61 860 242 

-9204210276 Comment on proposed rules 10CFR2, 19.20,30,31, 32.3 4.35.39,40. 50.61 & 
70 re stds for protection against radiation 

VILLFORTH.J.C. Food & Drug Administration AA3a-2 0323 86/11/13 Office of tha 
Secretary of the Commission 13pp 61060 243-61860 255. 

-9204210300 Comment on proposed rules 10CFR 2. 10. 20.30 ,3 1,32, 3 4, 3 5, 39.40. 60,61 &, 
70 re stds for protection against radiation 

DALTROFF,SL, Philadelphia Electric Co AA38-2 0324 66/11/13, Office of tha Sec^ 
retary of the Commission 3pp 61660*266*61860*260 

-9204210315 Comment on proposed rules 10CFR2,19,20,30, 31, 32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

MORAWETZ.JS International Moldera & Allied Workers Union AA38 2 0328. 86/11/ 
04. BECKJORD.E Office of Nuclear Regulatory Research (Post 860720) Ip 
61660 261-61660 261. 

-9204210321 Comment on proposed rules 10CFR2,1 9,20,30,31.32,34,35,30.40, 50,61 & 
70 re stds for protection against radiation 

LEVINE.J. International Molders & Allied Workers Union, AA3B-2 0327 86/11/05 
BECKJORD.E Office of Nuclear Regulatory Research (Post 060720) 1p. 61860*262- 
61060 262, 


-9204210326 Comment on proposed rules 10CFR 2. 19.20 ,3 0.3 1,32,34 ,35, 39, 40. 50.61 & 
70 re stds for protection against radiation 

MANN, EM Affiliation Not Assigned AA38-2 0328 86/11/16 Office of the Secretary 
of the Commissson Ip 61860 263-61860 311 

-9204220116 Forwards draft 10CFR20 rev for info Commenls provided based on review 
of rev 

GRIMSLEY.DH Office of Administration (Pro 870413). AA38-2 0079 88/01/14 
MORRIS.B Division of Regulatory Applications (860720-870413) 2pp 61845 315* 
61845 316 

-9204220166 Forwards commems on proposed 10CFR20 rovs 
MARTIN.TT Region 1 (Post 820201) AA3B 2 0080 88/01/26 MORRIS.B Division 
of Regulatory Applications (860720 870413) lOpp 61845 317 61845325 

-9204220207 Responds lo 871211 request for review .com menl & concurrence for draft 
10CFR20 final rule 

HIND.J A Region 3 (Post 820201) AA3B 2 0081 88/01/22. MORRIS.B M Division of 
Regulatory Applications (860720 070413) lipp 61845 328 61845 336 

-9204220227 Recommends that draft 10CFR20 be given to Ofc of Enforcement for 
review & con si deration of developing enforcement strategies 
SCARANO.R A Region 5 (Post 82^1) AA38-2 0082 06/01/15. MORRIS.B Divi 
Sion of Ragulalory Applications (Post 870413) 4pp 61845 342-61845 345 

-9204220246 Forwards comments from state of Indiana on div roview of draft 10CFR20 
rev 

NUSSSAUMER.D A Assistant Director for State Agreements Program AA3B 2 88/ 
01/28 MORRiS.B Division of Regulatory Applications (660720 870413) Ip 
61645 346 61845 346 

-9204230009 Comments on ALAHA requirements for importance in sya of radiation pro- 
teclion 

DVORAK. V Indiana. Stale of AA3B-2 0083 88/01/21 NUSSBAUMER.D A NRC - 
No Detailed Affiliation Given Ip 61845 347 61045 347 

-9204230014 Forwards Slates of Colorado & Wisconsin comments on review of draft 
10CFR20 rev 

NUSSBAUMER.D A Assistant Director for Slate Agraemanla Program AA3B'2 0084 
86/01 /25. MORRIS.B Division of Regulatory Applicailons (Post 670413). Ip 
81845 348-81846 340 

-9204230027 Confirms earlier con vers alio n re commanls on draft rev of 10CFR20 did 
871209 

HAZLE.A J Colorado, Stale of AA38-2 0085 88/01/14. NUSSBAUMER.D A Assist- 
ant Director for Stale Agreomonts Program Ip 61845349*61645 349 

-9204230030 Provides commenls ro draft 10CFR20 rev Sociion 20 1 101 records should 
require that units bo reported in both special units & -SI units 
BUNGE, MC Wisconsin, Slate of AA3B-2 0086 68/01/14 NUSSBAUMER.D Com 
mlssionera (Post 7501 1 9) 1 p 61 845 350 61 845 350 

-9204230036 Discusses review of draft of revised 10CFR2Q w/ understanding that mle 
will eventually be promulgated 

LOYSEN.P Fuel Cycle Safely Branch AAa8*2 0007 60/01/15 COOL.D Office of 
Nuclear Material Safety & Safeguards 4pp 61845 351-61045 354 

-9204230048 Comments on rev of 10CFR20 in responae to 871211 lequaat, 
BANQART.n L Rogion 4 (Post 820201) AA30 2 0080 88/01/20. MORRIS.B Division 
ol Rcgulaloiy Applications (Post 070413) 5pp 61045 337-61845 341 

“92114230067 Forwards comments concerning final 10CFR20 revised rule 
GEORG E.D Army, Depl of AA3B.2 0089 80/01/10. PETERSON.H Commissioners 
(Post 750119). 4pp 61845 355 61845 350 

-9204230092 Forwards comments on proposed rulemaking re notification of incidents 
CUNNINGHAM.R E Division of Induslrlal & Medical Nuclear Safely (Post 870720) 
AA38-2 0090 88/01/13 MORRIS.B M Division of Regulatory Applications (Post 
870413). ISpp 61845 356 61646841 

-9204230124 Comment on proposed rules lOCFR 2, 19,20,30,31.32,34.35,39.40, 50,61 & 
70 ro stds for proleclion against radiation Opposes rule 

GREGOR Y.R D, Affiliation Not Assigned 5#R233B0 00/05/05 Docketing & Serv- 
ices Branch Ip 61860 312-61860.312 

-9204230130 Comment on proposed rules 10CFR 2. 19. 20, 3 0.3 1,3 2, 3 4, 3 5, 39.40. 50,61 & 
70 re stda for protection against radiation 

SORENSEN.G C Weshington Public Power Supply System 56FR23360, 86/05/09 
Office of tho Socfolary of the Commission 3pp 61860 334 61860 336 

"9204230137 Comment on proposed rules 10CFR 2, 19.20, 30, 3 1,3 2.3 4. 3 5, 30, 40, 60,01 & 
70 re Bids for proloclion against radiation exposes rule 

ROSINE.D Affiliation Not Assigned 66FR23360. 66/06/05, Docketing & Services 
Branch 1p 61860 313-61860 313 

-9204230148 Comment on proposed rules 10CFR2,1 9,20, 30.31. 32,34.35, 39, 40. 50,61 & 
70 re stda for protection against radiation 

BASKIN. K P Soulhern California Edison Co 56FR23360 86/05/12 Docketing & 
Sorvices Branch. 28pp 61061,030 61861,057 

-9204230149 Comment on proposed rules lOCFR 2, 19, 20,30,3 1.3 2, 34 .3 5, 39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

ALKINS.CL. Peace Education Center. ALKINS,CL Affiliation Not Assigned 
56FR23360 06/05/07 Office of the Sacratary of the Commission 1p 61060 314* 
51860 314 

-9204230166 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34,35,39,40, 50.61 & 
70 re atds for protection against radiation 

THOMPSON.RC National Assodalion of Radiation Survivors 66FR23360. 08/05/08 
Office of Ihe Secretary ol the Commission 4pp, 61860337 61860 340 

-920 42301 62 Comment on proposed rules 10CFR 2, 19,20, 30,3 1,32,34, 3 5.39,40, 50.61 & 
70 ro stds for protection against radiation 

CADENA,D.G. Soulhwost Rasoarch Institute 56FH233B0 06/05/06 Docketing & 
Services Branch. 3pp. 61060 316 61860 317 



iviiuiiie tjoutn Services, Inc 56FRB36a 66/05/07 Docketing & Services Branch 
5pf> 61B61 058 61861 062 

*-9204230180 Comment on proposed rules 10CFR2. 19, 20 ,30, 3 1,32, 34.36,39,40, 60,61 & 
70 re sids for protection against radi-alion Opposes rule 

ZELLER,!, FHEY,L Sassfllrfls Audubon Society S6FR233eo 86/05/08 Office of Ih© 
Secietarv of the Gommlsaon Ip 61SSCJ'341-6t860 341 

--9204230181 Comment on proposed rules 10CFR2,19,2O,3O,31,32,34.35,39,4O, 50,61 A 
70 re eWa (or protection against radialion 

WASSEcF Massachusetts Institute of Technology, Cambridge, MA MASSE, F Affili- 
ation Not Assigned 56FR23360 86/O5/0a Docketing & Services Branch 6pp 
6186! 063-61861 066 


vjommem on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34, 35, 39,40, 50,61 8 
70 re std3 for protection against radiation 

ROHRIG.N Brookhaven Notional Laboratory ROJHRlG,N Affiliation Not Assigned 
56FR23360 86/05/08 Office of the Secfotary of lha Commission 5pp 61860 355- 
61060 359 

-9204230282 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34 ,05, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FISCHER.A M Affiliation Not Assigned 56FR23360 86/05/06 Docketing & Services 
Branch Ip 61860,331 61860 331 

-9204230283 Comment on proposed rules 10CFR2,19,20,30.31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FOX,S H . FOX,R H , FOX!h E Affiliation Not Assigned 66FR23360 86/05/09 Dock- 
eirng & Services Branch Ipp 61861 173 61861 173 


-9204230186 Comment on proposed rules 10CFRZ, 19,20,30, 3 1,32,34, 35.39, 40, 50,61 & 
70 r& sIds for protection againsi radratfon, 

SULIMA.JK Alhliation Not Asaioned 56FR23360 66/05/03 Ofltco of the Secretary 
of the Commission 4pp 61868342-61868345 

—9204230187 Comment on proposed rules 10CFR2»1 9,20,3 0,31 ,32, 34,35,39,40, 58,61 8 
70 re stds for protocfioo against radiation Opposes rule 

* Aitiliation Not Assigned 56FR23a60 86/03/27 NRG - No Detailed AfWifttion Gwen 
6pp 61661,060 61861 074 

-9204230190 Comment on proposed rufes 10CFR2, 19,20,30,31,32,34,35,39, 4 8, 60,61 & 
70 ra stds for protection against radiation Opposes rule 

‘ Affiliation Not Assigned S6FR23360 86/85/07 Dockeimg & Services Braivch Ip 
810617348-81880 348. 


-0204230292 Comment on proposed rules 10CFH2,1 0,20, 30, 3 1,32.34,35, 39, 40, 60,61 & 
70 10 atds for protection anaiivsl radiation Opposes rule 

JACOBSON.N Affiliation Not Assigned 5BFR2336D 86/06/00 Offlco of lha Secre 
tary of the Commission 2pp 61860 360 61660 362 

-9204230293 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,61 8 
70 re slds lor protection agamat radiation Opposes rule 

BURNS.L R Affiliation Not Assigned 56FR233eD 86/05/12 NRC . No Daielled Affili 
ationBivon 2pp 61860 332-61860 333 

-9204230295 Commeni on proposed rufos 10CFR2, 19, 20, 30,31,32, 34, 35, 39,40, 50,6! & 
70 re stcte lor protection against radiation Opposes rule 

OUfGG.C Illinois Safe Energy Alliance 56Ffl23360 86/05/09 Office of lha Secretary 
of tho Commission dpp 61861 001 61861 005 


“92O4230T99 CommenI on proposed rules 1DCFR2, 19,20,30,31 ,32, 34,36, 30,40, 60,61 & 
70 re aids for protection against radiation Supperia rule 

SCOTT, LM Louisiana State Umv. Baton Rouga, LA SCOTT.LM AffillaVon Not As 
signed 66FR23360 66/05/09 Docketing & Services Branch 2pp 61860 347 
81860348 


-9204230214 Comment on proposed rules 10 CFR 2, 19,20.38,3 1,32, 34, 35, 30,4 8, 50,61 & 
70 re stds tor protection against radialion 

RAC.P.S University Hosps of Clevefand, Cleveland, OH, RAO.P.S Pao. PS, MD 
56FR2330O 86/05/07 Olfice of tne Secretary of the ComntisslDn 2pp 81B6(y318- 
61860310 


-9204230217 Comment on proposed rules 10CFfl2, 18,20,30,31,32,34,35,39,40. 80,61 & 
70 re stds tor protection against racTiatlon 

AQRAHAMSON.S Wisconsin, State ot. 5&FR2336f> 86/05/07 DocHoting & Services 
Branch 2pp 61860 320 61860321 

-9204230219 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34,35, 39, 40, 50,61 & 
70 re stds for protection against raoTiation. 

RAOCLIFFEJJ Radclilfe Tochnicai Service RADCUFFEJJ Affillalton Not As- 
signed 56FR23360 86/06/07 Dockoling & Services Branch 2pp 61860322- 
61860 323. 


-9204230222 Comment on proposed rules tOCFR2, 19,20.39,31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

HOBBS JG. Affiliation Not Assigned 56FR23360 86/05/0B. Docketing S Services 
Branch 8pp 61860 324 61660 326. 

-9204230230 Comment on proposed rules 10CFR2, 19, 20,38,31 ,32,34,35,39,40, 50,61 & 
70 re stds tor protection against ratJiatior^ Opposes rule 

MACNULTY, J J. Citizens Energy Council. 66FR23368 66/04/28 Office of the Secro- 
tary of the Commission Ip 61860 327-61860 327. 

-9204230234 Comment on proposed rules lOCFHg. 18.20.30.31.32,34,35,39,40, 50,61 & 
70 re stds lor protection against radiaiion.Opposes rule 

5H0OP,M Sierra Club 56FR2g3e8 86/05/06. Office of the Secretary of the Com 
mission 1p 61860 328 61860:328. 

-9204230237 Comment on proposed rules 10CFR2, 19, 20,30,3 1.32,34,35,39,40, 50,61 & 
70 re aids for protection against radial lon 

SKOLNICK.F Susquehanna Valley Allianco, Lancaster, PA. 56FR233eo. 86/04/28 
NRC - No Detailod Affiliation Given 2pp 61660 349 61860.350. 

-9204230239 Commomon proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation. Opposes rule 

BREY.H L. Public Service Co. of Coforado, 56Ffl23360 86/05/07 Docketing & Serv- 
fces Branch ITpp 61861 .075-61 86 1:0-95 

-9204230245 Comment on proposed rules 10CFR2.1 0,20,30,3 1,32.34.35,39,40, 60,61 & 
70 re stds for protection againsi radfiallon Supports rule 

NORTK.DL Miriam Hosp, Providence, Rl NORTH, DL AfJifiation Not AssFgnod 
56FR23360 86/85/09 Offfce of the Secretary ef Ihs Commission. Zpp 61860 351- 
51860352 


-9204230298 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34, 35, 39, 40, 60,61 & 
70 re aids for protection against radiation 

SALSBURY.wTc Affrlialion Not Assigned 66Ffl23360 86/05/13 Dockohng & Serv 
fees Brarvih tOpp 61861 174-61861 183 

-9204230306 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34,35, 39,40, 50,6) & 
70 TO stds for protection against radiation 

SPRfNGER.TJ Modi-Physics, Inc 56FR23360 06/05/08 Docketing & Sorvicoa 
Branch 2pp 61861 184-61861 165 

-0204230316 Commsnl on proposed rules 10CFR2,19, 20, 30, 31, 32, 34,35,39,40, 50,61 & 
70 ra Stefs for protection against radiation Supports rule 

VETTER.R J Mayo Cfinic, Rochester, MN 56FR23360 66/05/07 Olfice of the Sec- 
retary of tho Commission 3pp 61861 006 6l06f 008 

-9204230322 Comment on proposed rules 10CFR2, 19,20,30,3 1.32,34, 36, 39, 40, 50,6! & 
70 re stds for protoclion against radiation Opposes rule 

WESCHER.D Affiliation Assigned 56FR23360 06/05/07 Docketing A Services 
Branch Ipp 61861 166 61861 186 

-9204230324 Commeni on proposed rules 10CFR2, 10,20,30,31. 32, 34.35.39.40, 50,61 & 
7Q ro stds for protection agalast radiatioa 

KEISER.HW Pennsylvania Power & Light Co. 56FR23360 66/05/08 CHILK.SJ 
Offico of the Secrolery of Iho Commission 4pp 61661 009-61661 012 

-9204230326 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 60,61 & 
70 10 stds lor protoclion against radiation Opposes rule 

PLATOV.M. Affiliation No! Assigned 56FR23360 86/05/04 Offfce of the Secretary of 
me Commission ipp 61661 167-61861 107 

-9204230328 Comment on proposed rules 10CFfl2, 10,20.30,31.32,34,35,39,40, 50,61 & 
70 re stds lor protoclion against radiation 

GEIGER.WS Affilfalion No! Assigned 66FR23360 06/05/09. Office of Ihe Secretary 
of tho Commfsalaa 3pp 6186! >01 3 6186! 015 

-9204230330 Commeni on proposed rules 10CFR2, 19,20,30,3 1,32, 34,35,39,40, 50,61 & 
70 10 stfds for protection against radiation Opposes rule 

MURPHY.W.P Vormon! Yankee Nuclear Power Corp 56FR23360 06/05/09 Docket- 
ing A Services Branch 2pp 61861 100-61861 189. 

-9204230331 Comment on proposed rules 10CFR2, 19,20, 30,31, 32,34, 35,39, 40, 60,61 A 
70 ro stds for protoclion against radiation Opposes rule 

FAY.CW Wisconsin Efeclr/c Power Co 56FR23360 86/05/08 Office of the Secre- 
tary of fhe Commission 7pp 61861 016 61801 022 

-9204230337 Comment on proposed rules 10 CFH 2 , 19, 20, 30,3 1,32,34,35,39,40, 60,61 & 
70 re stds for protection against rodletioaSupporta rule 

EOELMAN.MR ClovolantfElecIrlc Illuminating Co 56FR23360 06/05/06 CHILK.SJ 
Office of lha Secrelary of the Commission 7pp 61661.023-81801 029 

-9204230338 Comment on proposed rules 10CFR2,19,20,30,31,32,34,36,39,40, 60,01 A 
70 re stds for protection aaolnal radiation 

DRUM, DC Brigham & Women’s Hosp. Boston, MA S6FR23360. 66/05/12 Docket 
ing & Services Branch. 6pp 61661:100 61861.195 


■9204230254 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,36.39,40, S0.61 & 
70 re stds for protecllon agafnat radialion Opposes rule 

MADISON, K. Orange County Alliance for SunrivaL 56FR 23360. 86/05/07, Docketing 
& Services Branch ip. 61060 329 61660 320 


•9204240008 Discusses reguffltory guides anticipated for implementing t0CFR20 rev 
PETERSON, H Radiation Protecllon A Health Effects Branch AA30-2 0091 88/01/ 
28 MERWIN.S Battello Memorial Inslitulo, Pacific Northwest Laboratory. 2pp 
61640 042-61046 043 


•9204230280 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 50,61 A 
70 tb aids tor protection against radiation 

0LACK.R E , CHRISTENSON.R Sinai Ssmarllan Modicaf Center. Milwaukee, Wl (for- 
mer/yMt Sinai Medical Center BLACK.flE, Affilialfon Not Assigned 56FR23360 86/ 
05/08 Office of the Secretary of fhe Commission 2pp 61860.353 61060 354 


-9204240012 Forwards comments on draft 10CFR20 rev Comments limited to only new 
comments resuitan-t from review of current draft 

STOHRJ P Offico of Nuclear Material Safely A Safeguards AA38-2 0092. 08/01/28 
MORRIS.B Division of Regulatory Applications (Post 870413J 3pp 61846 044- 
61846 051. 


-9204230271 Comment on proposed /utas lOCFfl 2,1 9,20.30, 3 1,32.34.35,30,40, 50,61 & 
70 f-o stds for protection against radiation 

WRENHWE Affiliation Not Assigned SeFR 23360 80/05/08. Docketing & Serviced 
Branch 07pp 01861 006 61861 172 

-920423D277 Comment on proposed rules 10CFR2.1 9,20,30.31.32,34.35,39,40, 50.61 A 
70 re stds for protecllon against rddla(lan.Opposea rule 

STRATTON.K Affiliation Nol Assigned 5eFR23360 56/05/12. NRC - No Detailod Af- 
filiaflon Given, ip 61660.330 61860 330. 


-920424 QQ21 Forwards proposed oulllna for 10CFR20 rogufatory analysis 
MERWfN,S E Oaftelle Memorral Institute, Pacific Northwest Laboralory AA38-2 0094 
88/01/29 PETERSON.HT. Ratfialfon Proleclion A Hoallh Effects Branch 6pp 
61646 053-61046058. 

-9204240030 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation 

MILLER.C P Affillalfon Not Assigned 56FR23360 86/05/00 Offfce of (he Secretary 
of the Commission Ip 61862 001-61862 001 


NONDOCKETED ITEMS 193 


-9204240034 Responds (o 871229 roquost tor roviow of draft 10CFR20 rov dtd 
871209 

PENNIWGTON.WS Fuel Cycle Safety Branch AA3D-2 0095 BB/02/01 COOL, DA 
Office of Nuclear Mfiter^al Safely & Safeguards 3pp 61646 0 59 61846 061 

-9204240042 Forwards comments from Stales of Alabama & Now York Oept of Environ 
Consorvallon or> draft 1OCFR20 rav 

NUSSBAUMER.D A Assistant Diroclor for Slate Agreements Program AA30 2 0096 
88/02/02 MORRIS.G Division of Rogulatory Applications (Post 870413} Ip 
61046 062*61846 062 

-9204240050 Comment on proposed rules 10CFR2,19.20.30.31»32,34.35.39,40. 60,61 & 
70 ro stds for protocflon against radiation 

STROM, DJ Pittsburgh, Univ of. Piltsburnh, PA STR0M,DJ Affiliation Not Assigned 
66FR233G0 86/05/10 Docketing & Services Branch 3pp 61061 269*61861 271 


—9204240090 Comment on proposed rules 10CFH2, 19,20.30,31 ,32,34,35,39,40, 50,61 & 
I'D ro aids for protection against radiaUon 

KINGSLEY.OD. Mississippi Power A Light CP 56FR23380 86/05/12 Docketing A 
Services Branch 7pp 61661 236 61801 242 

--92642401 10 Comment on proposed rules 10CFR 2, 19.20, 3 0,3 1,32, 34, 35, 3 9.40, 50,61 A 
70 ro stds for protection against radiation Opposes rule, 

STUCHINSKI.V L Three Mile Island Alort 56FR23360. 86/05/08 Docketing & Serv 
Ices Branch 3pp 61861 296-61661 300 

“920-4240112 Comment on proposed rules 10CFR2,1 9. 20,30‘,31 ,32,34,35,36.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

CAREY.W E Ohio Slate Univ , Columbus, OH CAREY, W E Affiliation Not Assigned 
56FR23360 86/05/12 Office of the Secretary of the CommissJon 2pp 61062 010 
61862 011 


-6204240053 Commonts on draft rev of 10CFR2O 
eODWIN.AV Alabama. Slate of AA3B-2 0097 88/01/13 NUSSBAUMER.D A As 
sislant Director for Slate Agroemenls Program Ip 61846 063-61846 063 

-9204240055 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,30.40, 50,61 & 
70 ro sids for proteclion against radiation Opposes ru(o 

REISER.N T Affiliation Not Assigned 5QFR23360 06/05/08 NRC - No Detailed Affifi 
alien Given. Ip 61062 002 61062 002 

-9204240058 Commonl on proposed rules 1OCFR2,f0.2O.3O,31.32,34,35,39.4O, 50,61 & 
70 ro stds for protection agalnal radiation Opposes rule 

EDDLEWAN.W North Carolina Citizens Research Group EDDLEMAN.W Eddloman, 
W 56FR2336(> 86/06/10 Dockolinfl & Services Branch lOpp 61861 196 6180V2I1 

“9204240069 Comments on proposed draft 10CFR20 rev 
KELLEHER.WJ New York. Slate of AA30*2 0008, 86/01/22 NUSSBAUMER.D A. 
Assistant Director for State Agreements Program 2pp 61046 064-61846 065 

“9204240060 Comment on proposed rules 10CFR2, 19, 20.3 0,3 1, 32, 34,36, 39,40, 60,81 & 
70 re stds for protoclion against radiation Opposes rule 

DURKIN, M Affiflation Not Assigned 68FR23360 86/05/06 NRC - No Detailed Affilr- 
ation Given Ip 61882 003-0 1662>003 

“9204240062 Commonl on proposed rules 10CFR 2, 19,20,30,31,32.34,36.39,40, 50.61 & 
70 ro aids for protection egalnsl radiation 

MCCLEARY.KJ Afflllalion Not Assigned 5erR23360 06/05/02 ALEXANDER.R 
NRC • No Detailed Afflllalion Given Ip 61862 004-01062 904 

“9204240065 Commonl on proposed rules 10CFR2, 19, 20, 30.31, 32,34, 35, 39,40, 60,61 & 
70 re stds for protection against radlalion.Oppoaos rule 

MCCRORY.PH Louisiana. Slate of 66FR233G0 06/05/00, DocJtoling & Services 
Branch 2pp 61861 272 61061 273 

-9204240067 Forwards revised outline & throe draft sections of 10CFR20 regulatory 
analysis for review 

M6RWIN.se Ballelle Memorial Institute, Pacific Northwest Laboratory, AA39 2 0100 
88/02/10 PETERSON, IIT Radiation Protoclion 0 Health Effects Branch lOOpp 
61048 075 01046 204 


“9204240006 Comment on proposed rules 1 0CFR2, 19,20,30.31 ,32,34.35,39,40, 50,61 S 
70 ro stds for protecUon against radiation Opposes ruio 

LEWIS, M I Lewis, M. 6flFn23360 06/05/09 Offico of the Secretary of Iho Commls 
8le0 lipp 61061 212-6108f'222 

“9204240009 Comment on proposed rulos 10CFR2,10.2'0,30.31,92,34,35,39,40, 60,61 & 
70 ro stds for protection against radial ion 

DRAKE, G A Affiliation Not Assigned 56FR23360 06/05/08 Office of Iho Secretary 
of the Com mission 1 p 61062 005 81 8Q2 005 

—9204240072 Forwards comments from States of Jowa & California on droft 10CFR29 
rev 

NUSSBAUMER.D A Aasislani Dirocto/ for Stale Agroomenls Program AA30*2 0101 
00/02/25 MORRIS.B Division of Rogulatory Applications (Post 070413) Ip. 
61046 205-61046,206, 


-9204240076 Comment on propoaod rules 10CFR2.10,20,30,31,32.34,35,39.40, 50,61 & 
70 ro aids for protoclion agalnal rpdia II on .Opposes rule. 

EE YEA, J National Audubon Society. BEYEAtJ Affiliation Not Assigned 66Ffl23360 
06/05/12 Office of the Secrotary of tho Commission 2pp 61802 000*61062 007. 

“9204240077 Comment on proposed rules 10CFR2. 1 9,20.30.31 ,32.34.36,39,40. 50,61 8 
70 ro stds for protoctFon against radiation Opposes rule 

D'ARRIGO.D Nuclear Information & Resource Service 66FR23360. 06/05/01 NRC - 
No Detailed Afllliatjon Given, epp. 01861.274*61061 279 

“9204240070 Commonl on proposed rules lOCFR 2. 19,20 ,30,31 ,32,34,35.3 9.40, 50.61 & 
70 ro stds for prolectlon against rodlaiion Supports rule, 

SABO, AT Westinnhouse EJoclrlo Corp 66FR23360 86/03/12 Docitolfng & Services 
Branch 13pp 61061.223*61001 235 

“9204240080 Comment on proposed rulos 10CFR2, 19,20,30, 31,32,34. 35, 39.40, 50,61 & 

70 ro stds for proloction against radiation. ^ 

WISSiNK,RG Minnesota Mining & Menufadluring Co. (3M Co) WISSINK.R.G Affili- 
ation Not Assigned 56FR2330O 06/05/09 Docketing 0 Services Branch. 12pp. 
61061.200-61861 291 


“9204240084 Informs thel rovlsed proposed rogulolion re 16CFH20 dtd 07 1 223.appro- 

60/02/16. NUSSBAUMER.D A Assistant 
Director for State Agreomonts Program Ip. 6104D.2O6 61646*206. 


“9204240065 Commonl on proposed rulea 10CFR 2,1 9,20,30,31 i32.34^35,36,4f), 50,01 & 

70 re stds for protection against radiation 

BOHLMAN.J R United Transportation Union 66FR233&0 86/05/09. Office of the 
Secretary o1 the Comnifssloa 2pp 61062,003 61862.009, 


“9264240093 Commoht on proposed rules 10CFR2,1 9,20,30,31, 32, 34,35,39.40, 60,61 & 
70 re aids for protecllon against radiation Opposes rule, , ^ ^ 

FRIESEN.B S, Kansas, UnIv. of, Kansas City, KS FRIESEN.B S- Affiliation Not As- 
signed. 66FR23360 00/05/13. Office of the Secretary of the Commission 6pp 
61861 292 61061,297 


“9204240119 Forwards draft repl. ’Re pula lory Analysis for Revision of 10CFR20'' to 
perform addl analyses or revise existing analyses based on findings of RES review 
team 

MERWIN.SE Battelfo Memorial fnstilule, Pacific Northwest Laboratory AA3B-2 010B 
80/03/15 PETERSON.HT Radiation Prelection & Health Effacis Branch 161pp 
61947 943 G1047 193 


“9204240120 Comnianl on proposed rules 10CFR2, 18, 20.30, 3 1,32.34.35, 39,40, 50,6l & 
70 re stds for protection agafnsl radialion Opposes rule 

PtANK.W., ELDEfl,J H Bedford County Environmental Committee 56FR23360 56/ 
05/12 NRC - No Detaifad AflelFation Given 4pp 61061 301-61061 304 

-9204240123 Comment on proposed rules 10CFR 2, 19, 20.3 0,3 1.32, 34, 3 5, 3 9, 40, 50,61 & 
70 re stds for protection against radiation 

SLABACKpL Affiliation Not Assigned 66FR23360 66/05/06 Docketing & Services 
Branch iOpp 61801 305 61861 314 

“9204240126 Supports Commission proposed rav of regulations In 10CFR20 which pro 
vides basic requirements for protection of exposed lnrlividuals 
MCGURK.JS California, Stale of AA3e-2 0103 60/02/16 NUSSBAUMER.D A As- 
sistant Director for Stale Agreements Program 2pp 01046 207-61846 206 

—9204240128 Commenl on proposed rules 10CFR2, 19, 20, 30,3 1, 32, 34, 35, 39, 40, 50,61 4 
70 re stds for protoclion against radiation 

MOBRIS.L Hearth Physics Society 56FR23360 G6/05/09 Office of tho Secretary of 
Iho Commission Spp 61862 012-61062010 

“9204240129 Commonl on proposed rulos 10CFR2, 19.20,30,31,32,34,35,39.40, 50,61 & 
70 ro Stds for protection against radiation Supports riite. 

BROWN.RW MalJory Capacitor Co. 56FR2336() 06/05/00 Docketing & Services 
Branch 0pp. 61061 315*61061 323 


“9204240132 Comment on proposed rules 16CFR2. 1 9,20,30,31 ,32.34,35,39,40, 60,61 &. 
70 ra stds for protoclion against radiation Supporls rule 

BASKIN.KP Southern California Edison Co 66FR23360 66/06/12 Dockoifng & 
Services Branch 26pp 61061 324 -61 66 1 351 

“9204240136 Commonl on proposed rulos 10CFR2,1 0,20,30,3 1,32,34,35,39,40, 59,61 & 
70 re stds for protoctron against radiation 

PITCHFOaD,T.L Afflllalion Not Assigned 5aFR23360 86/05/05 Dociteling & Sorv 
ices Branch 6pp 61801 352 61061 356 

“9204240137 Commonl on proposed rulos 10CrR2, 10,20,30,31,39,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule. 

DOUGLAS.M H Affiliation Not Assigned 5(3FR 23360, 86/05/09 Docketing & Sarv- 
icos Branch tpp 61661 243 61061 243 


“920424(>139 Comment on proposed rules 1 0CFR2, 19,20,30,31,32,34,35*39,40, 50,61 ■& 
70 re stds for protection against radiation Opposes rule 

JOHNSON.bJ. Minnesota Public Inlerest Rosoarch Qroi^ 56FR23360 86/05/12 
Office of tho Secrotary of the Commission t4pp 61062 01 7 61002 031, 


“0204240141 Provides comments on draft of lOCFFt20 roguJatory analysis 
RICMTER.B Office of Nuclear Regulatory Research (Posl 000720) AA38-2 Of 04 68/ 
03/04. PETERSON.H Office of Nuclear Regulatory Research (Post 860720) 44pp 
61646 209 6 1846-253 


-9204240147 Comment on proposed rules 10CFR2, 19,20,39,31,32*34,35,30,40, 60,61 & 
70 re Bids for protection against racflallon. Closes rule 

KETCH UM.W Affiliation Not Asstgnad 5QFR 23360 80/05/12 Docketing & Services 
Branch 6pp 61661 244 61 8Bf 240 

-9204240140 Forwards revised final 10CFn20 rule developed by Interoffice working 
oroup on drrocUon of fipocial Interoffice steering group.Reviow & comments requaslod 
ClOFfpIS.B Division of Regulatory Applications (Post 870413) AA3a'2 0110 08/03/ 
30 LIEBERMAN.X Ofc of enforcam0nt (Post 870413). 2pp. 61847 208*6 1847'209 

“9204240152 Comment on proposed rulos 10CFR 2, 19,20,30,31 .32,34,35,39.40. 50,61 & 
70- ro stds lor protoclion against radraUon 

COYLE, D Aflilration Nol Assigned 6aFR23360 86/05/11 Docketing & Servpcas 
Branch 2pp 91862 032-61862 033 

-9204240157 Commonl on proposed rulos 10CFR2, 19, 20, 30, 3 1,32 ,34, 35, 39, 40, 50,61 & 
70 re stds lor protection against radialion 

BfONDl.G, League of Women Voters, Palm Springs, CA 56FR233eo 80/05/07 
Office of the Socrelary cl tho Commission 3pp 61062 034 61082036 

“9204240158 Comment on propoaod rules 10CFR 2, 10,20, 30, 3 1,3 2, 3 4, 3 5, 39,40. 50,61 & 
70 re slds for protoctfon against radialion Supporls role, 

GEIGER, EL Thermo Bcclren Corp GEIQER.EI., AMWlatlon Nol Assigned 
66FR23360 06/05/29 Docketing fil Services Branch 2pp. 61662.062-61662 083 

“0204240160 Commonl on proposed rules lOCFfl 2, 19, 20, 3 0,3 1,32, 34 ,3 5, 3 9, 40* 50,01 & 
70 ro stds for protecllon against radiation .Opposes rule 

BILLINGS,J Democratic Women's Association of tho Desert. 66FR23360 66/05/10 
Docketing & Sarvicos Branch, tp 61862 037 61062.037 

“9204240164 Comment on proposed rules 1 DCF R2, 19, 20, 30,3 1,32, 3 4, 3 5, 3 9, 40, 60,01 & 
70 re stda for protecllon against fadiation.Opposos rule, 

WALHOUT.J Rockford College, Rocktord. IL WALHOUT.J Aihiiatlon Nol Assigned 
66FR23360 86/05/12. Docketing &. Services Branch 1p. 61861*250-61061 ‘250. 


*•9204240170 Comment on proposed rules 10OFR2 ou, 

86/05/14 PALLADINO Con. 

missionefs{Pos!750119) Spp 6l86203B-&1B62O^d 
-9M4240171 Foovards reflueslcd labulatiofis re radranuclides o) ICRP-30 sorted by in 
craasfng ALI Of DAC 10CFR20 update i *hrt/afnn/ AA3d 2 0105 86/05/19 

60pp 

$1846 254*61846 317 

-9204240172 Conmenl on proposed rotes i0CFH2,l9jM.30.31, 32.34^5,39, 40, 50,61 S 

l“y?M’'»‘“rcferi'nC 

26 Olfice of the Secretary of Ihe tommissjon Ip 61861 251-61861 2 »i 
-9204240174 Comment en proposed odes 10CFH2.t9,20.30.31.32.34,35.39,40, 50.61 & 

|6F^^^^^^^ 88/05/12 Olbce 0 . 0,0 sec 
retajy of ihe Commission 12pp 61B62 044 61862 055 
-9204240.75 Commeni on proposed mies 10CFH2.10.20.30.3I.32,34,35.39,40, 50.61 & 
Mw^^V^ISflKNofAsSS 56FR23360 66/06/02 Docket, ng & Serv 
)ces Branch 2pp 61^2.064-61862065 

-9204240178 Commeni on proposed rules 10CFR2,19.20.30,31,32.34,35,39,40, 50,61 & 

86/05/11 oocketmg 6 

Services Branch Ipp 61661 252-61861 2S2 

-9204240179 Forwards most recent revs to final Part 20 rule tor delerirtnation el incor- 
poration by ref for iransmittaJ for Ofc of FR for publicajon Don? jm AA38-2 

pftfrsqmht Owsion of Reactor Accident Analysis (670413 88^1^ aajo^ 
0m^'^^3/3t WIGGfNGTON.S Office of Adminialralion (Post 89D2D5), 66pp 
81847 210*61847275 

..9»4aiC«4G(Mwaenl on proposed rules lOCFfla.l 9.20,30.3 1.32.34.35, 39,40, 50.61 & 

Dockeltna 4 Services 

Branch Ipp 61861 253 61881253. 

-9204240186 Comment on proposed rules 10CFR2,19,20.30.31,32,34,35.39,40, 60,61 & 

VmfR'^G^S'Eleclr.e^to^KmS^ 86/05/19 Offlce ol Ihe Secretary o( Ihe 
Commission. 3pp 61662057 61662059 

-9204240191 Requests review & response either confirming ao ^ 
refererKies or indicating correction needed re revised orafe luCPH2V), 

QRJMlLEY!oH*'oMsion of Rules & Records (870413 680514) ^ 

13 QIRARD.M National Archives & Records Administration 2pp 61847 276 
61847 277 


I wi piupuatru ruioo * 

70 ro Btds for proloction against fl6%5/09 Docketing & ijorvicufl 

SIEBERT.GVJ Defense. Dept of 66FR23360 uurua/u 
Brar^ch 8pp 61861 259*61661 266 

^ 1^0 4/irpni> 1 a 20 30 31,32.34.35,39,40, 50,01 S 

-9204240237 Comment or> proposed ru 03 10CFR2.1 
70 ro elds (or prolecllpn aqoinsi ratfaton Onposos ri w FRISCO.D C A(lillttllon 

SS®^Sg,Sd sKmOO 86/05n^^ ■ No'^ DoldilhO AHiHation GIvn P,„, 

61861 267 61661 266 

-9204240276 Commeni on proposed rules 10CFR2,10, 20.00, ai,32.34,35.39,d0, 60,01 K 

TOE® Nebrtf »6/05/15 OHIoo o( Iho Socrelenr 

of Iho Commission 2pp 61062 092-61662 093 
-9204240278 Comment on proposed rules 10CFR2,1 0.20,30,31 ,32,34,35.30.40. oO.OI ft 

70 rostds for protection against radiation Opposes rmo nRJOQ/27 Dockollnra A 

ARNSBEROeaMM Affiliation Not Assigned 56FR23360 0G/uu/2r uacKouno ^ 
Services Branch Ip 61862 111*61862 111 

-9204240204 Comment on proposed rules l0CFn2,1 9,20.30,31.32,34,35.30,40, 60,01 & 

70 re stds for protection against radiation nR/n*i/ 10 Dockolinn & 

WISENBURQ.M R Houston UghUng & Power Co 56FR23360, 06/Ub/iu uocKoiing o 

Services Branch 4pp 61862 004 61062 097. 

-9204240207 Comment on proposed rules 10CFR2,10,20,30,31,32,34.35,30,40, 60.01 A 
61862-112*61862 112. 

-9204240290 Comments on draft ragulatory analysis for revision of ^ 

'BeSlopment XS ir"®04/26 

PETERSON, H Radiation Proloction & Health Effects Branch 4pp 01047 202* 
61847 285. 

-9204240291 Com inont on propo sod rules 10CFR2.10|20,30,31,32,34,3G,30,40, 60,61 A 
70 re stds for proloction against radiation Opposes rulo ax 

JENKINS, EJ Affiliation Nol Assigned 66FR233eO 02/02/26 NflC • No Dotailod At* 
filiation Gtvon 3pp 61862 076 61062 077 

-9204240292 Comment on proposed rules 10CFR2, 10, 20.00, 3 1,32, 34, 36, 3D, 40, 50,61 & 
70 ro stds for protoclion against radlalion.Opposos fiifo. 

SCHRADER, Affiliation Not Assigned 56Fn23360 06/00/30 Dockoling A Borvkoa 
Branch. 2pp 61862 113 61062 1M 

-9204240294 Comment on proposed rules 10CFR2,1B,20,30,31,32,34,35,30,40, 60.61 & 
^liwlon Nof Assignod'TeFnaaaeo 00/05/12 Olflco ot tho SacfOt<i,y 


-9204240195 Commeni on proposed rules 10CFfl2,1 9 , 20.30,31, 32, 34, 35, 39.40. 50,61 & 

70 re stds for protection again si radiation 

CtARE,W Wisconsin. State of 66FR2330O 86/05/09 CHILK.S Office of the Secre- 
tary of the Commission Ip 61861 264 61861 254 

>9204240200 Advises that cross reference re final rule revising 10CFR20. 
20 301,20704 & 20906 meets requirements of 1CFR21 21(c)(3) & appropriate for In- 
clusion m next text of final rule , 

CiRARD.M Nabonal Archives & Records Administration AA30 2 0113 88/04/28 
CRlMSLEY.OH Dcftswo ot Rules & Records (870413 880514) Ip 61847 278- 
61847278 


-9204240201 Comment on proposed rules 10CFR2,1 9,20.30,31, 32, 34, 35,39, 40, 50,61 & 

70 re stds for protection against radiation ^ . 

ZIMMERMAN, SR Carolina Power & Llghl Co 56FR23360 86/06/06 CHfLK.SJ 
Office of the Secretary of the Commission 9pp 61862 066 61882 074 

-9204240205 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34.35,39,40, 50.61 & 
70 re stds for protection aga/nst radiation Opposes rule 

STEWART.J Affiliation Not Assigned 56FR233eo 86/05/11 NRC - No Detailed Af* 
filiation Given* Ip 81661 255*61861 255 


-9204240208 Comment on proposed rules t0CFR2, 19,20, 30.31, 32.34.35.90,40, 50,61 & 
70 ie stds iw protection agamsl radiation 

MCKNIGHT. J L Affiliation Nol Assigned 56FR23360 86/05/13 Office of the Secre- 
tary of the Commission 1p 61862 0^*61862 060 


-9204240212 Comments on final revision to 10CFR20 Marked up apps re regulation 
consistent w/directkin of agency protection factors for respirators & quanliliea of li- 
censed mail requfnng labeling end 

UE0ERMAN,J Ofc of Enforcement (Post 870413) AA3B-2 0114, 88/04/14 
MORRIS, B Division of Regulatory Applications (Post 670413) 2pp 61647 279 
61647 280 


-9204240296 Comment on proposed rules 10CFR2,1 0,20, 30, 3 1,32, 34, 35.39.40, 50,01 A 
70 fo stds for proloction against radiation . .. 

MCNEES.JL Hoalth Physics Society 66Fn23360 00/05/07. Offico ol Iho Socralnry 
of iho Commission. 2pp 61062 101*61862.102 

*•9204240298 Comment oh proposed rulos 10 CFn 2 , 10.20, 30, 3 1.32.34, 35, 3D, 40, 50,01 A 
70 re stds tor protection against radiatbri Supf^rfs rule ^ ^ ^ . 

FOWLERSL W.R. Graco & Co 66FR23360 86/02/14, ALEXANDER Division ol Ha 
diation Progroms & Earth Scionces (040420 860720) Opp 61002 070 01002 007 

••9204240300 Comment ofi proposed rulos 10CFR2, 19,20, 30,3 1,32, 34, 35, 30, 40, 60,01 A 
70 re stds for protection against radiation Opposes rulo 

QUIGG,C illlnois Safe Energy Alllanco 56FR23360 50/05/ Ifi Olflco of Iho Socrolory 

I Onrw Rinnu inQ Ainn? ina 


-9204240301 FOAvards final drafl ropt ro rogulalory analysis for rovlslon ol 10CFn20 for 
comments Advises lhal dlslrlbution Is llmllorf bocauao draft has nol rocolvod approvals 


through formal cloaranco procoas , ^ .w « . . • 

MERWIN.S E Baliello Memorial Inatilulo. Pacific Northwost Laboratory AA30 2 011/ 
00/05/17 PETERSON, HT Radiation Protection & Health Effects Branch lOpp 
61047*206 61040.035 


-9204240303 Commeni on proposed rules 10CFR2. 19, 20.3 0,3 1,32, 34, 35, 3D, 40, 60,01 & 
70 re aids for protection against radiation 

SLATEN.NG Union Eloclric Co SLATEN.NG Afflllnllon Not Assinned 5flFn23360 
86/05/12, Docketing & Services Branch 2pp. 61062 106 61862 107 

-9204240308 Commont on proposed rules 10CFR2, 19, 20,90, 3 1,32, 34. 35, 30, 40, 50,01 8 
70 re stds for protecUon against radlatlon.Supporls rule, 

CHANDLER, S Affiliation Not Assigned 50Fto36O. 06/05/13 Dockoling & Sorvicos 
Branch Ip 61862 060 61062 008 


-9294240214 Comment on proposed rules 10CFfl2,19, 20,30.31. 32, 34, 35,39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule. 

SIAYMAKER.JP AltiliatiOn Nol Assigned 56FR23360 86/06/15 NRC - No Detailed 
AlfiliaUon Grven Ip 61861256*61861 256 

-9204240223 Concurs in Issuance of NRC-0524 lo reflect changes In responslbilllios 
that rearlled from NRC reorganization Note should be added lo remarks secllon lo 
«>d»cafe that 1OGFR20 undergoing rev 

BLlROA,AJ Program Management, Policy Development & Analysis Staff (Post 
070411) AA38 2 0115 88/04/28 MASON, E Office of Information Resources Man* 
agemenl (Post 890205) ip 61847 281*61647 281 

-9204240224 Comment on proposed rules 10CFR2. 19,20,30,3 1.32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

HOCKER.CL. HOCKER.HM Affiliation Not Assigned 56FR23360 66/05/09 Office 
of tho Secretary of the Commission 2pp 61862 089 61862 090 

-9204240225 Commeni on proposed rules 10CFR2, 19.20,30.3 1.32.34, 35.39, 40, 50.61 & 
70 re stefs for protection against radiation Opposes rule 

56FR23360 86/05/11 Docketing 8 Services Branch 2pp 


-9204240311 Comment on proposed rulos 10CFR2, 19.20, 30, 3 1,32,34, 36, 30, 40, 60,61 & 
70 re stds for protoclion against radiation Opposoa rulo 

HARMON, 8 Antr-Vivlsectfon Socioty of America, Inc 66rR23300. 06/09/02 Dockel- 
fng & Services Branch Ip 61862*1 16 61062 116 

-9204240319 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 04, 35, 30, 40, 60,01 8 
70 re stds for protection against radiation Opposes rulo. 

MCGUIHE.C B. Affiliation Not Assigned 66FR23360 00/00/02 Offico of tho Socro- 
tary of the Commission 1pp. 61662*116 61862 116 

-9204240323 Commont on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35.30, 40. 50,61 A 
70 ro stds for protection against rodfatlon.Opposes rulo. 

O’SULLIVAN.E Affiliation Not Assigned 58FR23360, 08/08/30 Dockoling & Sorvicos 
Branch, ipp 61862.117*61862 117, 

-9204240327 Comment on proposed rulos 10CrR2,l 0,20,30,31 ,32.34,35,39,40, 60,61 & 
70 re $tda for protoclion against radiation 

CHENpS.V Calspan Corp (subs Anrin Induslrlos/Franklln Rosoarch Cooler) 
66FR23360 66/05/14 Office of the Socrotary of tho Commission. 2pn. 81862' 108 
61662.109 
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-0204240331 Commeni on proposed rules 10CFB2. 19, 20.30, 3 1,32.34 ,35 ,39, 40. 60.61 & 
70 re stds for profection agamsl radjafion Opposes rule 

MARKOFF.B AfMiaKon Not Assigned 56FR23360 66/05/14 NRC - No Detailed Af- 
filiation Given tp 61062 110 61662 110 

-9204270027 Comment on proposed rules 10CFH2.19, 20.30.31, 32,34.35,39.40, 50.61 A 
70 re stds for protoclion against radiation Opposes rule 

GILOERT.WV Affiliation Not Assigned 56FR23360 66/06/28 Docketing & Services 
Branch, tpp 61862 118 61862 1 1B 

“9204276033 Comment on proposed rules 10CFH2, 19, 20,30, 31, 32.34.35,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

LIHNS.H Affiliation Not Assigned 56FR23360 86/09/01 NRC - No Detailed AffiH 
ation Given Ipp 61062 119-61862 119 

-9204270038 Comment on proposed rules 1(JCFR2, 19,20.30.3 1.32.34.35, 39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

VERPUNKE.Y Affiliation Not Assigned 56FR23360 06/08/28 Docketing a Services 
Branch Ipp 61062 120 61862 120 

-9204270041 Comment on proposed rules 10 CFR 2 , 19, 20, 30.31, 32, 34, 35.39, 40, 50,01 & 
70 re Stds for proteclion against radiation Opposes rule 

la force, N , GOLDEN, R El Cerrito Democralic Club, El Cerrito, CA 56Fn23360 
86/05/09 Docketing & Services Branch Ip 61062 146 61862 146 

-9204270044 Comment on proposed rules 1 0 CFR 2 . 19, 20, 30, 3 1,3 2, 34 ,35, 30,40, 50.61 & 
70 ro stds for protection agamst radiation Opposes rule . . „ « 

MCLEOD.R Affiliation Not Assigned 56FRa3360 86/09/01 Docketing A Services 
Branch Ipp 61862 121 - 6 ia 62 ’ 1 21 

-9204270048 Comment on proposed rules 10 CFR 2 , 1 0,20, 30, 31 ,32.34,35,39,40, 60,61 & 
70 re stds lor protection against radiation Opposes rulo 

RANDIS.M Affiliation Not Assigned 56rR23360 06/05/19 NRC - No Detailed Affili 
ation Given 1p 61862147 61862 147 

-9204270053 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35,39,40, 50,61 A 
70 re stds for proteclion agafnsl radiation Opposes rulo . ^ ^ 

NELKENS.S /Affiliation Not Assigned 56FR23360. 86/09/04 NRC - No Detailed Affili 
ation Given Ipp 01862 122-61062 122 

-9204270057 Comment on proposed rules 10CFH2, 19, 20,30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

BUSH.TE Affiliation Not Assigned 56FR23360 06/05/13 Docketing & Services 
Branch 1p 61062 140 61862 148 

"9204270058 Forwards tabulations showing stochastic A nonslochastic All values from 

^cTe&MA??,K°F ^ Oak Ridge National Laboratory AA38 2 0142 86/06/20 

PETERSON, HT Office of Nuclear Regulatory Researcfi (Post 860720) 4 Ipp 
61849 072-61849 111 

-9204270060 Comment on proposed rules 10CFR2, 19,20, 30,3 1.32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

COLEMAN. A D Affiliation Not Assigned 56FR23360 86/09/01 Docketing A Services 
Branch Ipp 61062 123 61062123 

-9204270063 Comment on proposed rules 10CFR2, 19.20,30,31.32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Supports rule ^ ^ , 

SCOTT, CM Affiliation Not Assigned 56FR23360 06/05/13 Dockeling A Services 
Branch tp 61062 149 61062 149 

-9204270088 Commeni on proposed ruies 10 CFR 2 , 19,20,30.31,32,34,35,39,40, 60,61 A 
70 fo side for protection against radlalion. u - 

• Affiilation Not Assigned 66FR23360. 06/08/20 Docketing A Services Branch Ipp 
61862 124 61662124 

-9204270069 Comment on proposed rules 10CFR2, 19, 20, 90, 3 1,32, 34,35,39,40, 50,61 A 
70 fo stds for proteclion against radiation Supports rulo . . . 

KHERA.SS Affiliation Not Assigned 56FR23360 86/06/13. Office Of the Secretary 
of the Commission Ip 61862 153-61062 153 

"9204270073 Comment on proposed rules 10 CFR 2 , 19, 20, 90.3 1,32, 34, 35,39.40, 60,61 A 
70 re aids for protection against radiation Opposes rule. . « . 

MOTTOLA.P Affiliation Not Assigned 56FR23360 86/00/31 Office of the Secretary 
of the Commission ipp, 61062 125 61862 125 

"9204270074 Requests response to presentation summary concerning dosimetry of red 
bone marrow vs dosimetry of ''whofo body”. Porspeclive summary onci 
QUtNN,D,M Consolidated Edison Co of New York, Inc AA30-2 0118 87/06/25 
CONQEL.F NRC - No Detailed Alliliation Given Opp 61848.040-61848 04B 

"9204270077 Informs that author loos forward to addressing Commission on proposed 
changes to 1 0CFR20 on 00 1 1 1 0 Copy of prepared statement ^cf 
WIN^OW.TP General Electric Co AA38 2 0143 80/11/07 CHILK,SJ Office of Iho 
Seer elary of the Commission 23pp 81049 112'61849T 34 

-9204270079 Comment on proposed rules 10CFR2, 19 , 20.30.3 1,92,34.35,39, 40. 60,61 A 
70 re stds for proteclion against radiation Opposes rufe ^ « 

HAMILTON, L E Affiliation Not Assigned 66FR2330O. 06/08/29, Docketing & Serv- 
ices Branch Ipp 61062 126 61862 126 

-9204270064 Comment on proposed rules 1OCFR2,19,20.30,31,32,34,35,3fl,4O, 50,61 A 
70 re stds for protection against radiation Opposes rule 

REfCHARDJ Affiliation Not Assigned 56FR23360 06/09/02 Docketing A Services 
Branch. Ipp 61862 127-61 B62 12/ 

-0204270096 Forwards, for review A concurrence, package for mafor Part 20 rev Final 
rule Incorporates comments by NRC program A regional ofes ^^.byjftores tod states, 
MORRIS, B.M Division of Regulatory Apdicatlons (Post 870413) AA38-2 01^0 80/ 
06/30 MURLEY.T.E Office of Nuclear Reactor Regulation. Director (Post 070411). 
THOMPSON.H L Office of Nuclear Material Safely A Safeguards. LIEBEBMAN.J Ofc 
of Enforcement (Post 870413), 2pp 61848.049-61840 050 

-9204270107 Comment on proposed rules 10CFn2, 19,20, 30,3 1,32,34 ,95,30,40, 60,61 A 
70 re aids for protection against radiation Opposes rule 

ORRIS.EF Affiliation Not Assigned 66FM23360. 86/09/05 Docketing A Services 
Branch. Ipp 61662,128 61862 126 


"92042701 11 Comment on proposed rules iOCF 02,19,20,30,31.32,34,35,39.40, 50.61 A 
70 re stds for proteclion against radiation Opposes rule ^ r, . 

STANSFIELD.E Ecology Center of Southern Cfllitorma 66FR23360 86/06/15 Dock- 
Qlrng A Services Branch tp 61862 154-61062 154 

"9204270114 Comment on proposed rules lOCFR 2 . 19,20.30,31 ,32,34,35,30,40, 50,61 A 

70 re stds for protection against radiation Opposes rule . . ,, 

PAfS.G Affiliation Not Assigned 56FR23360 06/06/30 NRC - No Detailed Affiliation 
Given 3pp 61 862 129 61862 131 

-9204270120 Comment on proposed rules 10 CFR 2 , 19,20,30,31,32.34,35.39,40, 50.61 A 
70 ro stds for protection against radiation Opposes rule 

DOUGHERTY, JC Affiliation Not Assigned 56FR23360 06/09/09 Docketing A Serv- 
ices Branch Ip 61862 155 6 1862 165 

-9204270121 Oascusses application of backftt rule to Part 20 Rule may be applied as 
either adeciuato protection exception of iwo cost benefit stds 
CROCKETT, S Office of the Genoraf Counsel (Post 860701) AA30-2 0121 88/07/12 
ROS2TOC2Y.Z Office of Nuclear Regulatory Research (Post 860720) 2pp 
61040 051 61040 052 

-9204270120 Idontifres two areas re 10CFR20 that could benefit from further study O no 
area Involves quantitative analysis of impact rov that would be conducted after rev 

KeRwInIs^E Batlelle Memorial fostilulo, Pacific Northwest laboratory /VA9B 2 0144 
80/ 11/09 PETERSON, HT Radiation Protoclion A Health Effects Branch 56pp 
61040 135-61650 012 

-*9204270132 Commonl on proposed rules 10CFR2,10, 20,30, 31, 32,34,35, 39,40, 50,61 A 

70 re stds for protection against radiation Opposes rule « o , 

MAYFlElOvML Affiflatioa Not Assigned 56FR23360 06/09/02 Docketing A Seivices 
Branch Ipp 61862 132 61062 132 

-9204270136 Common! on proposed rules 10CFR2, 19, 20, 30.91, 32,34, 35, 39, 40, 50,61 A 

70 re stds for protection against radiation ^ , 

WEBEfl.NA AHiliatlon Not Assigned 56FR23360 06/09/05 Docketing A Services 
Branch tp 61 Q62 156 61062 156 

"9204270130 Comment on proposed rules tOCFRS, 10,20,30,3 1.32,34,35,39.40, 50,01 A 

/O ro stds for protoclion against radiation Opposes ri^o „ , , 

GRIFFIN.R., GRfFFIN.E Affiliation Not Assigned 56FR23360 86/09/03 Docketing A 
Sorvicos Branch 1pp 61062 133 61862 133 

—9204270142 Coppment on proposod rules 10 CFR 2 , 19,20,30, 31, 32, 94, 35, 39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule ^ ^ , 

BYRUE, EG Affiliation Not Assigned 56FR23360 86/09/09 Docketing A Services 
Branch Ip 61062 15 /-61 002 157 

-9204270143 Provides (nfo re use of metric sys by Federal per 16CFR19 

stalemont policy, Metric Conversion Act of 1050 A amend of HR 1064 HR 1964 amend 

BECKER.J. Office of tho Qoneral Counsel (Post 860701) /VA3G 2 0122 08/07/18 
ALEXANDER, R Office of Nuclear Regulatory Research (Post 060720) 6pp 
61840 053 61846 058 

-0204270145 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32, 34, 35, 99.40, 50,61 A 
70 ro stds for protection against radlalion Opposos rule . 

DAI-AND,ME AffiJiatfon Not Assigned 56FR23360 06/OD/Ol Docketing A Services 
Branch Ipp 61062 134-61862 134 

—9204270147 Comment on proposod rules 10 CFR 2 , 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,01 A 
70 re stds for protection against radiation , 

morse, M I Affiliation Not Assigned 66FR23360 66/09/06 Dockoirng A Services 
Branch Ip 61862159 61862 159. 

-9204270149 Commonl on proposed rules tOCFR 2 , 19,20,30,3 1,32,34,35,39,40, 50,61 A 
70 re stds for protection against radfalion Opposos rule 

SWANSON.PA, SWANSON, EE Affiliation Not Assigned 66FR23360 86/09/04 
NRC - No Oetallod Affiliation Given Ipp 61662 135-61862.135 

—9204270160 Comment on proposed rules 10 CFR 2 , 10,20,30,31,32,34,35.39,40, 50,61 A 
70 ro aide for protection against radlalion Opposes ru^^o , o 

DAU8IT2.R Affiliation Not Assfgnod 56FR23360 86/09/05 Dockeiing A Services 
Branch Ip 61862 160 61062 160 

-9204270162 Comment on proposed rules t 0 CFR 2,1 9.20,30,31 ,32,34.35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule. ^ 

DOUGHERTY, S Affiliation Not Assigned. 66FR23360 06/09/08 Docketing A Sarv- 
icos Branch Ipp 01662 136 61862 m 

—9204270155 Comment on proposod rules 10 CFR 2 , 10 , 20 , 30, 3 1,32,34,36,39,40, 60,81 A 
70 ro stds for protecllan against radiation Opposoa rule r. i 

HANSOM.R AffHFatlon Not Assigned 56FR23360 06/09/06 Docketing A Services 
Branch. Ip 61068161-61862.161 

-9204270160 Forwards tayouls for voluminous tables in 10CFR20,App B Samplas 
ahoufd bo forwarded to Ofc of FR to ensure propoicd change format may be used in 

P^ERSON!i?T^iadfotion Protection A Health Effects Branch AA38'2 01?3 86/07/ 
22 MEYER.D neguJalory Publications Branch 3pp 61048 059 61640 061 

—9204270163 Comment on proposed rules 10 CFR 2 , 19,20,30,31,32,34,35,39,40, 60,61 A 
70 re aids for protoclion against radiation Opposos rplo. acynoy 

BACHRACH.D, HERRING.N, GI8B,W Affiliation Not Assigned 66FR23360 86/09/ 
08 Dockeiing A Sorvicea Branch Ipp 01062 137-61062 137 

"9204270166 Comment on proposed rules 10 CFR 2 , 19.20.30,31,32,34,35,39,40, 50,01 A 
70 re stda for protection againsl radlalion Opposoa rule ^ 

KOON.K AffiJmtIon Not Assigned 66FR23360. 06/00/00. NRC - No Detailed Affili- 
ation Given tp 61862 162-61882 162 , 

"9204270168 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34, 35, 39, 40, 50,61 A 
70 re stds for protoclion against radlalion, Opposes rule 

BROWN, NQ Affiliation Not Assigned 66FR23360 66/08/30, Docketing A Services 
Branch tpp 61862*138 61062 138 
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-9204270169 Forward ■commenls stb milled to Soc rotary of Commission re stated pro 
posod rules 

BARNUM.EC Molycorp, Inc 5GFa23360 06/05/05 ALEXANDEH.R E Division of 
Radiation Programs & Earth Sciences (640429 660720) Ip 61662 273 6 1662 273 

-9204270170 Com men l on proposed rufes 10CFR2, 19,20,30.31.32.34.35.39,40, 50.61 & 
70 ro slds for protection against radiation Opposes rulo 

CRAIB.E . CRAIBJ. Affiliation Not Assigned 56FR23360 86/09/07 Office of the Sec- 
relary of the Commission Ip 61662 163*61862 163 

-9204270174 Commenl on proposed rules 10CFR2. 19,20^30,31,32.34.35.39,40, 60,61 4 
70 re stds for proteclion against radiation Opposos rule 

STEORTS.T, MOflSE.S Affiliation Not Assigned 56FR23360 66/09/02 Docketing A 
Services Branch Ipp 61662 139 61662 139 

-9204270177 Discusses recordkeeping coats associated w/rev of 10CFR20 & clanltos 
provisions of proposed rule which should be classified as basic health slds 
WORRIS.B M Dwislon of Regulatory Applications (Post 870413) AA38'2 0124 66/ 
OB/05 JORDAN,E Committoe to Review Generic Requiremonfs 4pp 61Q48062 
61B48 065 

-9204270161 Comment on proposed rules 10CFn2,19,20,30,31,32,34.3^5,39,40, 50,61 A 
70 to stds for proleclion against radiation Opposes rule 

CROSSLEY.NA Affiliation Not Assigned 56FR23360 86/09/04 Dockolirg & Sorv 
ices Branch Ipp 61662140*61862 140 

-9204270154 Concurs w/encl Part 2 re rules of practice provided minor commonls dis 
cussed w/H Peterson by E Flack incorporated Ofc of Enforcement has no position on 
Part 20 

LIEBERMAN,J Ofc of Enforcement (Post 670413) AA38 2 0125 88/00/05 
MORRIS.BM Division ot Regulalory Applications (Post 670413) 7pp 61648 066- 
61046 066 

-9204270185 Comment on proposed rules 10CFR 2, 19.20,30,3 1, 32,34, 36,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

WILSON,! A Molycorp, Inc 56FR23360 66/05/01 Dockoling & Sorvicos Branch 
14pp 61862 274 61862 287 

-9204270 186 Comment on proposed rules 10CFR2. 19, 20, 30, 31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection agamsi radiation Opposes rule 

* Affiliation Not Assigned S6FR23360 80/09/09 NRC No Del ail erf Affiliation Given 
ipp 618621141-61662141. 

-9204270192 Comment on proposed rules 10CFR2,19,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

*, * Affiliation Not Assigned 5eFR23360 B6/09/03 Olfico of tho Socrolory of the 
Commission Ipp 61852142 61662.142 

-9204270193 Discusses new Part 20 A bacWil rule, per SECY 85 315 Backfil rule viol a l- 
0d & must bo suspondad or exempted from if now Part 20 to go forward 
PARLER,WC Ofhco of the General Counsel (Past 660701) AA3a-2 0146 OB/tl/22 
CURTISS Commissionors (Posl 750110) 3pp 61650013 61650010 

-9204270195 Forwards final draft root, "Hogulaloiy Anafysis for rov of 10CFR20" Drafl 
reflocLs commonts by Battelfa A Ore of Genoral counsel 

MERWIN.S E Battelio Memorial (natilute, Pacific Norlhwosl Laboratory AA30 ? 0126 
88/08/10 PETERSON.HT Radiation Protection A Hoallh Effects Branch 121pp 
61848 067-61840 166 

-9204270200 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 50,61 A 
70 re stds (or protection against radiation 

WILLIAMS, R Richard Wlfams Architecture WILLI AM S.R Affillntlon Not Assigned 
56FR2a360 86/05/05 ALEXANDER.R Division of Radiation Programs A Earth Sci- 
ences (840429 680720) Ip 61B62 268 61BG2286 

-9204270201 Commoni on proposed rufos IOC FR2. 19,20,30,31 ,32 .34,35,30,40, 50,61 A 
70 re stds for protection against radiation Opposos rule 

FOSTER, R C Affiliation Not Assigned &GFR23360 06/00/10 Dockoling A Sorvicos 
Branch Ip. 61662 164-61862 164 

-9204270202 Forwards draft Commission policy paper & transmittal memo to EDO (or 
10CFR20 rulemaking Concurrence roquostod by 000908 W/o end 
MORRIS, BM Division of Regulatory Applications (Post 070413) /\A3B-2 0127 80/ 
08/20 MURLEYJE Office of Nuclear Roaclor Regulation, Director (Posl 070411) 
THOWPSONHL. Office of Nuclear Material Safely A Safeguards PARLER.WC 
Office of the Gervere I Counsel (Post 660701) 2pp 61846’t07 61040 106 

-■9204270204 Commenl on proposed rules 10CFR2, 19,20.30,31 .32,34, 35,30,40. 50,61 A 
70 re stds for protocllon against radiation Opposes rulo 

SMITH,! Affiliation Nat Assigned 66FR2336-0 86/OB/ 30, Docketing A Services 
Branch tpp 61862 143-81862.143 

“9204270207 Commenl on proposed rules 10CrR2, 19,20,30,31, 32,34.3 5, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule, 

SKIBBEL.P L Affiliation Not Assigned 60FR23366. 86/09/00 Office of the Secretary 
of tho Commission Ip 61662 165-61062.165 

-9204278263 Provides followup to quoslEon at public hearing on 10CFR20 081 110 con- 
cerning conform a nco of industry proposals tor regulating doses to workers from long 
lived radionuclides to federal guidance 

RIGHARDSON.A NRG - No Dotalled Affilialion Given AA3G 2 0140 BB/11/10 
CURTISS, J R Commissioners (Post 7501 19), 7pp 61050 020 81050,026, 

204278210 Comment on proposed rules 10CFR 2, 19,20,3 0,31 ,32,34,3 5,39,40, 50,61 A 
0 re stds for protoclron against radiation Opposes rule 

Affiliation Not Assigned 56Ffl 23360 80M9/1O Dockoling A Services Branch. Ip 
1862166 01862.166 

-9204270211 Commoni on proposed rulaa 10CFR 2, 19, 20,30,31 ,32,34,36,39,40, 60,61 A 
70 re stds for proleclion against radiation Opposes rulo 

EDDJNS.R.A, EDDINS.GL Affiliation Not Assfonod 66FR23360, 86/05/08, 
ALEXANDER.R E Divfsioa of Radiallon Programs A Earth Sciences (84042 9 060720) 

1p, 61062 269 61862 200. 

-0204270213 Comment on proposed rules 10CFR2.1 0,26,30,31 ,32,34 ,35,30,40, 50,61 A 
70 re stds for protection against radlalion.Opposos rule 
, LOWEN.S, Affiliation Not Assigned, 66FR23360, 86/09/06 Dockoling A Sorvicos 
Branch Ipp 61 002 144-6 1662-144 


-920-4270215 Commenl on proposed rules 10CFR2, 19,20, 30, 31 ,32,34,35,39.40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

RAND ALUM A. RANDALL, R D Affiliation Not Assigned 56FR23360 86/00/18 
Docketing A Services Branch Ip 61862 167 61662 167 

-9204270217 Responds to ACRS comments re 10CFR20 re stds for protection against 
radiation. 

STELLO.V Ofc of the Executive Director for Operations AA30-2 0128 88/09/02 
FRALEY,Rr, ACRS - Advisory Committee on Reactor Safeguards 7pp 61948189 
61846 201 

-0204270219 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SARTO N.C Afftlialion Not Assigned 56FR23360 66/06/23 Docketing A Services 
Branch Ipp 61062 145 61862 145 

-<9204270221 Comment on proposed rules 10CFR2, 19. 20, 30, 3 1,32, 34, 35,39, 40, 50,61 & 
70 SB aids tor protection against radiation Opposes rule 

LUKE,LL Affiliation Not Assigned 56FR23360 86/09/10 Docketing A Services 
Branch Ip 61862168 61862166 

-9204270224 Discussos OGC position as to whether guidance to federal agencies 
signed by President sufficient Justification to preempt backlit requiremonts to 
10CFR50 109, as staff argued In SECY 88-315 

PARLER.WC Office of me General Counsol (Post 860701) AA3a 2 0150 88/11/29 
ROBERTS Commissioners (Post 7501 10) 2pp 61850 078 61850 100 

-9204270227 Comment on proposed rules 10CFR2, 19, 20.30.31, 32, 34,35, 30, 40. 60,61 A 
70 re stds for protection against radiation Opposos rulo 

SBAR.C Affilfallon Not Assigned 56FR23360 66/09/10 Docketing A Services 
Branch Ip 61862 1 69 61862 169 

-<■9204270230 Responds to 060823 Itr informing that proposed 10CFR20 revision ro usq 
of efioclivo dose equivalent applies only to doses from Internal 
radionuclides Slatemont of conslderalions for proposed rule listed 
ROECKLEIN.A K Radiation Protection A Hoallh Effects Branch AA38 2 0129 06/09/ 
13 KAUL.DC Science Applications International Corp (formerly Science Applies* 
lions, Inc ) 2pp 61040 202*61046 203 

“■9204270232 Comnnent on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 50,01 A 
70 ro stds for protection against radiation Opposes rule, 

DUBOIS.T Affiliation Not Assigned 56FR23360 66/09/10 Dockoling A Sen/lcos 
Branch Ip 61062 170-01862 170 

-9204270235 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 39, 40, 50,01 A 
70 re slds for protection agolnst radiation 

O'BRIEN, A Affilialion Not Assigned 56FH23360 06/00/07 Docketing A Servjces 
Branch Ip 61862 171-61062 171 

-9204270239 Comment on proposed rules 10CFR2, 10,20, 30, 3 1,32, 34, 35, 39, 40. 50,61 A 
70 re slds for protection against radial! on -Opposes rulo 

* Affiliation Not Assigned 56FR23360 86/09/10 Office of the Secretary of the Com 
mission Ip 61862 172 61862 172 

-02042/0243 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35.30, 40, 60,61 A 
70 re slds for protection against radiation Opposos rulo 

RILLY.M E Affiliation Nol Assigned 66FR23360 06/09/07 Docketing A Sorvicos 
Branch Ip 61662 173 61062 173 

-9204270260 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 A 
70 fo aids for proleclion against radiallon Opposos rule 

SHITBEE.JR Affiliation Nol Assigned 56FR23360 86/09/10 Docketing A Services 
Branch Ip 61062.174*61062 174 

-9204270251 Comment on proposed rules 10CFR2.19,20,30,31,32.34.35,39,40, 50.81 A 
70 ro stds for protoctfon against radiation Opposos rulo 

GANGI.BF. Afftlialion Nol Assigned 56FR23360 86/09/11 Dockoling A Sorvicos 
Branch Ip 61062'166 61062 100 

-9204270269 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34, 35, 39, 40. 50,61 A 
70 re stds for protection against radiation Opposos rulo 

BRIAN.LO Affiliation Nof Assigned 66FR23360 00/09/10 Dockoling A Sorvicos 
Branch Ip 61062-176 01862 175 

-9204270200 Comment On proposed fulos 10CFR2, 19,20,30.31 .32,34,35,30.40, 50,61 A 
70 ro stda for protection against radiation Opposos rule. 

GANQI.VA Affiliation Not Assigned. B6FR23360. 86/09/11 Docketing A Services 
Branch. Ip. 01862,189 61062,109 

-9204270265 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, 60,61 A 
70 ro Bids for protection against radiation. exposes rulo 

O'BRIEN, T.F. Affiiiatlon Nol Assigned. seFR23360 86/09/11 Docketing A Services 
Branch 1p 61062 190*61882 190 

-9204270266 Commenl on proposed rulos 10CFR2,1 9,20,30,31 ,32,34,35.39,40. 50,61 A 
70 ro stds for protection against radiation. 

ZAFRiS,J.L Affilialion Not Assigned S6FR23360 66/09/09 Docketing A Services 
Branch Ip 61862176 61862-176 

-9204270271 Commoni on proposed rules 10CFR2, ID, 20,30, 31 ,32.34,35,30.40, 50,61 A 
70 ro stds for protocllon against radiation Opposos rule, 

WALSH.HN Wlation Not Assigned 56FR23360 06/09/11 Docketing A Services 
Branch Ip 61862-191*81662 101 

-9204270272 Commenl on proposod rufos 10CFR2,1 0.20, 30,3 1,32,34, 35, 39.40, 50,61 A 
70 ra stds for protection against radiation Opposes rule. 

ENOflUSICK,T.L Affiliation Not Assigned 56FR23360 06/00/03 Docketing A Serv- 
ices Branch. Ip 818e2'1 77*61 062-177 

-■9204270275 Forwards comments on equal employment opportunity Commission pro* 
pOBod policy guidance on reproductive A fetal hazards dtd 0B1O07, 

BECKER. J M, Office of tho General Counsel (Posl 060701) AA38-2 0151. 86/12/05. 
JOHNSTON, O.B. Equal Employment Opportunity Commission 7pp. 61850109* 
61650 115, 
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NAZAR D.Fl L AJhlialion Nol Assigned 56FR23360 86/09/09 Dooketing & Services 
Branch 1p 61862 ig2<61062 192 

-9204270261 Forwards revised draft std, “Neulron & Gamma Ray 17 Fluence-to Dose 
Factors.” ANSI/ANS-6 1 1*1908 for reviow & comment Requests meeting on 681031 
In Washmgton.DC to discuss draft stda 

KAUL.DC Science Applications International Corp (formerly Science Applications, 
Inc) AA38 2 0130 86/08/23 ALEXAND&R,B NRC - No Detailed Affiliation Given 
2pp 61848 204 61848 205 

-9204270284 Comment on proposed rules 10CFR2.1 9,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WEGENER, C , JACOBS, R Affiliation Not Assigned 56FR23360 86/09/10 Office of 
the Socfolary of the Commission Ip 61062 178-61862 178 

-9204270291 Comment on proposed rules 10CFR2,1 0,20,30.31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

WHIPPLE. J A Affiliation Ho\ Assigned 56FR23360 06/00/08 Docketing & Services 
Branch Ip 61862 193 61862 193 

-9204270294 Comment on proposed rules 10CFR2, 19.20.30,31.32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

REILLY, B W Affiliation Not Assigned 56FR23360 86/00/07 Docketing & Services 
Branch Ip 61862 179 61862179 

-9204270205 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DIERAUER.C Affiliation Not Assigned 56FR23360 86/09/08 Docketing & Services 
Branch Ip 61862 194-61862104 

-9204270297 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GRADE, J L Alfiliation Not Assigned 56FH23360 86/09/04 Office of the Secretary of 
the Commission 2pp 61062 1 BO-61 062 181 

”9204270300 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

TRUSSELUR R Affiliation Not Assigned 66FR23360 86/09/10 Docketing & Serv 
ices Branch 2pp 61862 182 61862 163 

-9204270304 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

NELSON, DR Illinois Safe Energy Alliance NELSON, OR Affiliation Not Assigned 
56FR23360 86/09/07 Docketing & Services Branch 2pp 0186? 184 61862 185 

-9204270307 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

D1PUTRO.G Affiliation Not Assigned 56FR23360 86/09/1 1 Docketing & Services 
Branch Ip 61862 196 61862 186 

-9204270331 Comment on proposed rules 10CFR2,1 0,20,30.31 ,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MILLER, M J Affiliation Not Assigned B6FR23360 86/05/09 ALEXANDER, R Division 
of Radiation Programs & Earth Sciar^ces (040429 860720) Ip 61062 200 61862 290 

-9204270334 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 36, 39, 40, 50,61 & 
70 re stds for protection against radiation 

COTE.N Affiliation Not Assigned 6eFR23360 86/07/24 Docketing & Services 
Branch Ip 61662 291 61862 291 

-9204270337 Advises that Ofc of Gonoral Counsel has no legal ob}octions to staff 
paper ro rev of 10CFR20, "Slds for Protection Against Radiation " 

BECKER, J M Office of the General Counsel (Post 860701) AA38 2 0134 80/00/22 
STELLO.V Ofc of the Executive Director for Operations 29pp 61848 215 61848 215 

-9204270330 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

HAZARD, J Affiliation Not Assigned S6FR23360 88/09/11 Docketing & Services 
Branch Ip 61862105 01862 195 

-9204270339 Fonvards proposed guidance on reproductive & fetal hazards Guidance 
approved by Commission on interim basis, after final approval & will be Ir^corporated 
into Vol II or EEOC coplianco manual 

THORNTON, EM Equal Employment Opportunity Commission AA38 2 0152 08/11/ 
08, BECKER.JM Office of the General Counsel (Post 860701) 18pp 61850.116- 
61850135 

-9204270342 Comment on proposed rules tOCFH2,19,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

YOUNG, A E Affiliation Not Assigned 56FR233B0 86/07/28 Docketing & Services 
Branch ip 61862 292-61062 292. 

-9204270346 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,30,40, 50.61 & 
70 re stds for protection agalnsl radlation.Opposos rule 

HAMILTON.RB. Affiliation Not Assigned 66FR23360 86/09/11. Docketing & Serv 
ices Branch Ip 61862 196-61 862'1 96 

“9204270361 Comment on proposed rules 10CFR2, 10,20, 30,3 1,32, 34.35,39. 40. 50,61 & 
70 ro stds for protection against radiation Opposes rule. 

GREENFIELD, M Affiliation Not Assigned 66FR233B0 86/07/26. Docketing & Serv- 
ices Branch, Ip 61862 203-61662 263 

-9204270354 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection agalnsl radiation Opposes rule 

PETTEY.L Affiliation Not Assigned 66FR23360. 88/09/06 Docketing & Services 
Branch Ip 61862197-61882 197. 

-9204270357 Comment on proposed rules 10CFfl2.19.20,30,31.32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

JOYCE, K. Atliliatlon Not Assigned 66FR233eO 86/07/28, Office of the Secretary of 
the Commission Ip. 61 862.294-61 B62‘29 4 

-9204270359 Forwards FR meeting notice of fifth meeting of ACNW scheduled for 
881221 In B 0 thosda,MD to discuss proposed rev to 10CFR20, ”Stds for Protection 
Against Radiation *' viewgraphs end. 

FRALEY, R F ACRS - Aovisory Committee on Reactor Safeguards AA38-2 0153, 88/ 
12/07. HOYLE, JC ACRS • Advisory Commlltee on Reactor Safeguards, 67pp 
61850 136 61850 202 
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quested 

BROOKS, B Office of Nucloar Regulatory Research (Post 660720) AA3B-2 0135 80/ 
09/23 COOL.D NRC - No Detailed Affiliation Given 16pp 61846 216 61040 246 

-9204270366 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

EDWARDS, C Affiliation Not Assigned 58FR23360 66/07/23 Docketing & Services 
Branch Ip 61862 295 61862 295 

-9204270369 Ckimment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

LAFFELY.S A . UFFELY.R N Affiliation Nol Assigned 58FR23360 86/09/08 Dock- 
eting & Services Branch Ip 61862 1Q8-61G62 198 

-9204270373 Comment on proposed rules lOCFR?, 19,20.30,31 .32,34,36,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

TRACOKAS.M G Affiliation Not Assigned 56FR23360 06/07/28 Docketing & Serv 
Ices Branch Ip 61862 296-61062 206 

-9204270376 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32 .3 4, 35,39 ,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PERHING.C Affiliation Not Asslonod 56FR2330O 66/09/11 Docketing & Services 
Branch 1p 61862 199-61862 199 

-9204270377 Comment on proposed rules 10CFR 2, 10,20,30. 3 1,32.34, 3 6. 3 9. 40. 50,61 & 
70 re stds for protection agalnsl radiation Opposes rule 

GANGI.LE. Affiliation Not Assigned 56FR23360 86/09/11 Docketing & Services 
Branch Ip 61862 304 61062 304 

“9204270378 Comment on proposed rules 10CFR2,1 9,20,30.31 ,32,34,35,90,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHELTON.P Affiliation Not Assigned 66FR23360 86/07/28 NRC - No Detailed Af- 
filiation Given Ip 61862 297 61862 297 

-9204270386 Comment on proposed rules 10CFR 2, 19, 20,30,3 1,32 ,3 4,35,3 9,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CODY.P Affiliation Nol Assigned 56FR23360 86/00/11 Docketing & Services 
Branch Ip 61862 200 61062 20Q 

-92042703B7 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32,34, 35, 39, 40, 50,81 & 
70 re stds for prolocllon against radiation 

LEONARD.AJ Affiliation Not Assigned 50Fn23360 86/07/31, NRC - No Detailed Af- 
filiation Given Ip 61062 290 61862 298 

-9204270369 Comment on proposed rules tOCFR 2, 19, 20, 30, 3 1,32, 3 4, 3 5, 3 9,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.OS Affiliation Not Assigned 56FR23360 86/09/11 Docketing &. Services 
Branch Ip 61862 305 61062 305 

-9204270393 Comment on proposed rulos 10CFR2, 19, 20, 30, 31 ,32,34,35.39,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule, 

OSNER,J. Affiliation Not Assigned 56FR23360, 86/09/11 NHC • No Detailed Affili 
ation Given. Ip 61062 201-61862 201. 

-9204270398 Comment on proposed rulos 10CFR2, 19, 20, 30.31, 32, 34, 35, 39, 40, 60,61 & 
70 re stds for protoclion against radiation 

COLLINS.L Affiliation Not Assigned 56FR23360 86/10/13. NRC • No Detailed Affili 
ation Given ip 61862 306 61862 306 

-9204270402 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protoclion against radiation Opposes rule, 

CONLY.L, BLOOM.P. CALDERON ,C Nuclear-Free Berkeley CommiltOQ. 66FR23360 
86/07/31 Docketing & Services Branch 1p 61862 299 61662.299 

-9204270403 Comment on proposed lulos 10CFR 2, 10,20, 3 0,3 1,32, 34 ,3 5, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SANBORN, I M , SANBORN, W Affiliation Not Assigned 66FR23360 86/09/07 Dock- 
eting & SarvicoB Branch. 2pp 61862*202 01862 2(13 

-9204270404 Comment on proposed rulos 10CFR 2. 19, 20, 3 0.3 1.3 2,34 ,35 .39 ,40, 50,61 8 
70 re stds for protoclion against radiation 

VERMONT.K Affiliallon Not Asslgnod 66FR23360. 86/10/09 NRC - No Detailed Af 
filiation Given 4pp 61862 307-61862 310 

-9204270409 Comment on proposed rules 10CFR2,19,20,30,31,32,34,3B,39,40, 50,61 & 
70 re aids lor protection against radtatlon.Opposes rule 

GREGG, DR Affiliation Not Asslgnod 66FR23360 86/10/14 Office of the Secretary 
of the Commission Ip 81862 311-61062 311. 

-9204270410 Comment on proposed rufos 10 CFR 2, 16,20,30,31,32,34,35.39,40, 50,61 & 
70 re Bids for protection against radiation Opposes rule 

SLECHTA,A Affiliation Not Assigned 56FR23360 86/09/06. Docketing & Services 
Branch 1 p. 81 082 204-61 862*204 

-9204270416 Forwards proposed Commission policy paper recommending approval & 
ubiicatlon of revised std for radiation protection (10GFR20], 

ECKJORD.ES Office of Nuclear Reactor Regulation, Director (Post 970411) AA3B- 
2 0136 80/09/27 STELLO.V. Ofc of the Executive Director for OpGrations. lOpp 
01848.247-61849 071 

-9204270419 Comment on proposed rules 10 CFH 2 . 19. 20,30,3 1,32 .3 4. 35. 39.40, 50.61 & 
70 ro stds for protection against radiation Opposes rule. 

WARSHAW.D.A. Affiliation Not Assigned. 65FR23360. 86/09/06. Docketing & Serv- 
ices Branch Ip 61862 205 61 862* 205 

-9204270421 Comment on proposed rules 10 CFR 2 , 10, 20,3 0 , 3 1,32, 3 4. 35. 3 9.40, 50,61 & 
70 re stds (or protection against radiation. 

BELUEK Affiliation Nol Asslgnad. 5BFR23360. 86/10/16 Docketing & Services 
Branch 2pp. 61862:312-61862 3l 3 

-9204270423 Comment on proposed rules 10CFR2, 19, 20. 30,3 1,3 2. 3 4, 35, 3 9.40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

BROERSMA.O. Affiliation Not Assigned. 66FR23360 06/07/24 NRC - No Detailed 
Affiliation Given Ip. 61862-300-01862 300 
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-0204270431 Commenlon proposed rules I0CFR2,19,2Q, 00.31.32,34.35.39.40, 50,61 & 
70 re &tds for protection against radiation Opposes rule 

DAV.M Affiliation Not Assigned 66FR23300 66/06701 Office of the Secretary of the 
Commissfon Ip 61862 301 61662301 

-6204270434 Comment on proposed rules 10CFR2.1 9.20,30,31,32.34,35,39.40, 50,61 & 
70 re aids for proteclioa against radiation Opposes rule 

* Affiliation Not Assigned 5eFR23360 86/10/22 Docketing & Services Branch Ip 
61862314-61662 314 

-9204270437 Commenlon proposed rules 10CFR2. 19,20, 30.3 1,32,34 .35,39. 40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

DONOVAN.M. Affiliation Nat Assigned 56FR 23360 66/09/08 Docketing & Services 
Branch Ip 61862 206-61862 206 

-9204270440 Comment on proposed rules 10CFR2, 19,28.30.31,32.34,35.39,40, 50,61 & 
70 re stds for protect ton against radiation Opposes rule 

RUTTER.V6 Affiliation Not Assigned 56Fn23360 66/07/10 NRC - No Detailed Af- 
filiation Given Ip 61062 302-61662 302 

-9204270441 Comment on proposed rules 10CFR2,1 9.20,30,31.32.34.35,39,40. 50,61 & 
70 re stds for protection agamst radiation Opposes rule 

HICKMAN.JH AfiilialJon Not Assigned 56FR2336Q 86/10/16 Oifico of the Socrotary 
of the Commission ip 61B62 315-61862 315 

-9204270444 Comment on proposed rules lOCFRa, 19,20,30,31 ,32,34,35,3 9,40, 50,61 & 
70 ra stds for proleclton against radiation Opposes rule 

OLANDER.R E Affiliation Not Assigned 56FR23360 66/07/30 Docketing & Services 
Branch Ip 61862 303 61662 303 

-9204270452 Comment on proposed rules 10CFR2,1fi,P0.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection agamst radiation Opposes rule 

SHAW, A B Affiliation Not Assigned 56FH23360 86/09/11 Docketing A Senrices 
Branch Ip 61862 207 61862 207, 

-9204270454 Comment on proposed rules 10CFR 2, 19, 20.30, 3 1,32,34,35,39,40, 50,61 & 
70 re stds for p/oteclion against radiation 

DEAR.T W . WILLIAMS W A , WILLIAMS, TL Affiliation Not Assigned 56FR23360 86/ 
10/26 Office of the Secretary of the Commission Ip 61862 316-61062 316 

-9204270469 Comment on proposed rules 10CFR 2.1 9, 20, 30,3 1,32, 34,35, 30.40. 60,61 & 
70 r-a side for protection against radiation Opposes rule 

BATEHELDEfl.P Affiliation Not Assigned 5QFR23360 66/09/11 Docketing & Serv- 
ices Branch ip 61362 208 61862,208 

-9204270462 Coaimcinl on proposed rules 10CFR2, 19, 20,3 0,3 1,32, 34,35, 39, 40, 60,01 & 
70 ne aids for prolecllon against radiation Opposes rule 

OLDAK.B Alfjlration Net Assigned 56FRa3360 86/10/23 Docketing & Services 
Branch Ip 61662 317-61062 317 

-9204270464 Comment on proposed rules 10CFR2, 19,20,30, 31. 32, 3 4, 35, 39, 40. 50,61 & 
70 re stds for protecllon againsl radiation Opposes rule 

LEONARD, NB Affiliation Not Assigned 56FR23360 66/10/23 Docketing A Services 
Branch Ip 61862 318 81862 318 

-9204270474 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34, 35, 39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

CARNWALT.M Affiliation Not Assigned S6FR23360 86/10/23 Docketing A Sorvicos 
Branch Ip 61862 319-61862 310 

-9204270473 Comment on proposed rules 10CFR2.1 9, 20,30,31 .32.3 4.35,30.40. 50,61 A 
70 re stds for protection against radietioa Opposes rule 

BOUCHER, B Affiliation Not Aastnned 66FR23360 86/10/23 Docket Ing A Services 
Branch Ip. 61662 320-61862 320 

-9204270479 Comment on proposed rules 10CFR2. 19.20.30.31,52,34,35.39.40, 50,61 & 
70 re stds for protocllon against radiation Opposes rule 
Ab alone Alliance S6FR23360 86/09/11 Office of the Secretary of the Commission 
21 pp 61862,209-61862 229 

-9204270404 Commenlon proposed rules 10CFR2,1 0,2 0,30,3 1, 3 2, 34 ,35,30, 40, 50,61 A 
70 re stds for prelection against radiation, Opposes rule 

ESHOM.MJ Affiliation Not Assigned 5BFH2a360 00529 86/09/09 NRC - No De 
tailed Affiliation Given 1p 61862 230 G1362 230 

-9204270485 Comment On proposed rules 10CFR2, 19,20,30,31 ,3 2,34 ,35.30, 40, 50.61 A 
70 ro stds for protection against radiation Opposes rula, 

• Affiliation Not Assigned B6FR23360 86/10/23 Oockoling A Sorvicos Branch Ip 
61662 321 61862 321 

-9204270488 Comment on proposed mios 10CFR2, 19, 20, 30,31 ,3 2, 34 ,35.39, 40, 50,61 A 
70 ra 8lds for prelection against radiation Opposes rule 

GOSSOM.M B Affiliation Not Assigned. 56Fa23360 86/09/09 Docketing A Services 
Branch. Ip 61862*231-61 062 231 

-9204270489 Comment on proposed rules tOCFR2, 19,20,30.31,32,34,35.39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

BLUW.M Affiliation Not Assgned 56FR23360 86/10/23 Docketing A Sorvfcos 
Branch Ip 61062 322 61662.322 

-9204270492 Commant on propoaod rules 10CFfl2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protect f on agamst radiation Opposes rufo 

GARCIA ,L J Aflrlialron Not Assigned 66FR23360 80/10/16. Dockoling A Sorvicos 
Branch Ip 6t862 323 61 662 323 

“9204270493 Comment on proposed rules 10CFR2, 19, 20.30.3 1,32 ,34,35, 39, 40, 50,61 A 
70 re atda for proteclion against radiation Opposes rule 

MOBERGER.MR . WOBERGER.AF Affiliation Nol Assigned. 56FR23360 06/09/12 
Docketing A Services Branch Ip 61862 232-61862 232 

-9204270496 Comment on proposed rules 10CFR2,1 9, 20,30, 31 ,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rulo 

HIRBAUH.K A,, MO BERGER, J,C Affiliation Not Assigned 66FR23360 80/09/12 
Docketing A Services Branch Ip 61862 233-61882 233 

-9204270498 Comment on proposed rules 10CFR 2,1 9,20, 30, 3 1,32,34,35,39,40, 60,61 A 
70 fs Bids for protection against radiation, 

GOODEN, H. Affiliation Not Assigned 66FR 23360, 88/10/21 Office of the Secretary 
of tho Commission Ip 61802 324 61662 324 


-0204270501 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35.36,40, 50,61 & 
70 re stds for protocllon against radiation Opposes rule 

EHMI.R Affilralion Nol Assigned 5&FR2336t) 86/09/08 Docketing A Services 
Branch Ip 61862 234 61862 234 

“9204276503 Comment on proposed rules 10CFR2, 19,20, 30,31, 32.34, 35,39.40. 50,61 A 
70 re stds for proteclion against radiation Opposes rulo 

MCINTOSH.C M Affiliation Not Assigned 56FR23360 06/00/08 NRC - No Detailed 
Affiliation Given 2pp 61862 235 61862*230 

“9204270504 Commenlon proposed rules 10CFR2,19.20, 30,31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WHITE, D Maine Labor Group On Health, Inc 56FR23380 86/10/21 Docketing A 
Services Branch Ip 61862 325-61862 325 

-9204270509 Comment Oh proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection egalnst radiation Opposes rule 

WILSON.M Affillalion Nol Assigned 56FR23360 06/09/10 Docketing A Services 
Branch Ip 61862 237-61862 237 

-9204270510 Comment on proposed rules 10CFR2,19,20.30,31.32,34,35,39,40, 50.61 A 
70 re stds for protection against radiation 

HAWLEY.H G , HAWLEY, P Affiliation Nol Assigned 56FR23360 06/10/24 Office of 
the Secretary of the Commission Ip 61 062 326 61862 326 

-9204270512 Comment cn proposed rules 10GFR2,1 9, 20,30,31, 32,34, 35, 39, 40, 50,61 A 
70 ro Bids for protection against radiation Opposes rule 

LIBBY.M Affiliation Not Assigned 56FR23360 86/09/15 Docketing A Services 
Branch Ip 61662*238 61862 236 

-9204270515 Comment on proposed rutes 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro sids for proloctfon against radiation Opposes rule 

MURPHY.G. MURPHY, J Affiliation Not Assigned 66FR23360. 86/09/15 Docketing 
A Services Branch Ip 61662 236 61862 239 

-9204270521 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,61 A 
70 re Bids for protection against radiation Opposes rule 

HUNTINGTON, D Affiliation Not Assigned 56Fn233B0 86/10/24. Docketing A Serv- 
ices Branch Ip 61062 327-61862 327 

-9204270522 Commenlon proposed ruies 10CFR2,19,20,30.31,32,34.35,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

THAYER.D, PERRAULT.R . FOX,M F Affiliation Nol Assigned 56FR23360 86/09/ 
06 Docketing A Services Branch Ip 61862 240-61862 240 

-920 4270523 Commenlon proposed rules 10CFR2,10,20,30,31,32,34.35,30,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

HAWKINS.T F. HAWKINS, JS Affiliation Not Assigned 66FR23360 86/10/21, Dock- 
ating A Services Branch Ip 61862 328-61862 320 

-9204270527 Comment on proposed rules 10CFn2,19,20,30.31,32,34,36,39,40, 50,61 & 
70 ro stds for protocllon agalnsi radiation Opposes rule 

CUNNINGHAM, L. BOZARTH.R , hlASLEYiP Affiliation Not Assigned 56Fn23360. 
86/09/08 Docketing A Services Branch Ip 61062 241-61062 241 

-9204270520 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 A 
70 w stds for protection against radiation Opposes rulo 

SCIANGULA.TL Afftliallon Nol Assigned 56FR23360 66/10/17 Docketing A Sorv- 
fees Branch Ip 61862 320-61862 329 

-9204270529 Comment on proposed rules 10CFn2, 19,20,30, 31. 32, 34, 35, 39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

O'NEILL.DL Atfilialion Not Assigned 56FF123360. 80/09/11 Docketing A Services 
Branch Ip 61862 243 61882 243 

-9204270532 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,01 A 
70 ro stds for protection against radiatloaOpposes rule. 

GLOWfK.D Affiliation Nol Assigned 66FR23360 86/09/15, Docketing A Services 
Branch Ip. 31062 244-61862 244 

-9204270533 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 A 
70 ro stds for proloctfon against radiation Opposes rule, 

BERT.B, Afhlfalion Nol Assigned 60FR2336O 06/10/17 Dockoling A Senrices 
Branch 1p 61802 330 61862 330 

-920428003B Comment on proposed rules 10CFR2, 10,20.30, 3 1,32, 34,35,39, 40. 60,61 A 
70 re stds for protection against radiation Opposes rule 

BERT Affiliation Nol Assigned 56FR23360 86/10/17 Docketing A Services Branch 
Ip. 01863 023 61063 023 

-9204280039 Comment on proposod rules 10CFR2. 19, 20, 30, 31, 32, 34,35, 39,40, 60,61 A 
70 re aids for proteclion against radiation Oppose any Increase in acceptable radi- 
ation exposuro 

MCENROE, C Affiliation Not Assigned 56FR23360. 86/10/16, Docketing A Services 
Branch Ip 61862 331-61862 331 

-9204260047 Comment on pfOpOBGd rules 10CFR2.1 8.20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for proteclion against radiation Opposes rulo, 

FRANCIS, DL Affiliation Nol Assigned 56FR23360 86/10/17, Docketing A Services 
Branch Ip 61863024 61863 024 

-9204280063 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34,35.39.40. 60,61 A 
70 re stds for proteclion against radiation 

KEARNEY.JJ Edison Electric ffisliluto 56Fn23360 86/10/31 CHILK.S J, Office of 
the Secrotaiy of the Oommissiort 5pp 61863,059 61863 063 

-0204280069 Commont on proposod rulos 10CFR2,1 0,20,30,31 ,32,34,35,30,40, 50.61 A 
70 re stds for protection against radiation 

EYLER.M., BARON.M, QULICK.L Accord Research A Educational Associates, Inc 
56FR233eo 86/10/31 Dockoling A Services Branch 4pp 61863,064-61863 067 

-9204260074 Comment on proposed rulos 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39,40, 50,61 A 
70 re stds for protection against radlallon Opposes rulo 

NELSON, JM. South Dakota, Stale of, 56Ffl23360 06/10/28, Docketing A Services 
Branch, 2pp 61062 332-61862 333. 
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-9204200070 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39.40, 50,61 & 
70 re stds for protection against radiation 

CURRAN.D Union of Concerned Scientists 56FR23360 86/10/31 Office of thie Sec- 
retary of tho Commission 7pp 61863 068-61863 074 


>“9204260145 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

• Afflllalion Not Assigned 56FR23360. 86/10/28 Office of the Secretary of the Com- 
mission Ip 61062 356 61862 356 


-9204280085 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SEMINABIO.M AFL CIO SEMINARIO,M Affiliation Not Assigned 56FR23360 86/ 
10/28 Docketing & So n/ices Branch 8pp 61862 334-61062 341 


''9204200146 Commenl on proposed rules 10CFn2, 19, 20, 30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 r© stcfs for protection against radiation Opposes rule 

HARTNETT,S Affiliation Not Assigned 56FR23360 80/11/06 NRC - No Detailed Af- 
filiation Given Ip 61063 120 61863 120 


<9204280006 Commont on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34, 35,39,40, 50,61 & 
70 fo slds for protection against radiation 

EDWARDS,DW Yankee Atomic Electric Co 66FR23360 86/10/30 Docketing & 
Services Branch 8pp 61803 075 61863 002 


--9204260151 Comment on proposed rules 10CFn2, 19, 20, 30, 31, 32,34, 35, 30, 40, 50,61 S 
70 r© slds for protection against radlationOpposes rule 

SCHOEPFUN.AE Affiliation Not Assigned 56FR23360 86/09/15 Docketing & Serv 
ices Branch Ip 61862 240 61862 249 


•9204260095 Comment on proposed rules tOCFR2, 19,20, 30,31 ,32,34,36,39,40, 50,61 & 
70 re slds for protection ogalnsl radiation Opposes rule 

FRANCIS, B Affiliation Not Assigned 5eFR23360 66/10/17 Docketing & Services 
Branch Ip 01863 025 61063 025 


“9204280162 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34. 35.39, 40, 50,61 & 
70 re stds for protection against radiation 

BURNS,MF Affiliation Not Assigned 56Fn23360 86/10/27 NRC - No Detailed Affili- 
ation Given Ip 61863 121 61863 121 


—9204280096 Commenl on proposed rules 10CFR2,1 9, 20,30,3 1,32,34 ,35,39,40, 50,61 8 
70 re slds for protection against radiation Opposes rule 

SULLIVAN.MR Affiliation Not Assigned 56FR23360 06/09/06 Docketing & Services 
Branch 1p 61862 245-61862 245 


-9204280100 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

SIPLER.R , COOLINQ.R , STARK,C Affiliation Not Assigned 5eFR23360 86/10/31 
Docketing & Services Branch 18pp. 61 863 083 61863.099 


—9204280106 Comment on proposed rules 10CFR2, 10,20, 30, 3 1,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

• Affiliation Not Assigned 66FR23360 06/10/23 Docketing & Services Branch 1p 
61863 026 61863 026. 


-9204280108 Commenl on proposed rulos 10CFR2,10,20,30,31,32.34,35,39,40, 60,61 & 

70 re slds for proleclion against radiation 

PALMER, R C , HARDY, I , AUTHUR.M A Afflllalion Not Assigned 66FR23360 88/10/ 
30 Docketing & Services Branch 4pp 61862 342 61862'34B. 


-9204280109 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32,34,35,39,40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

ABUSAMRA.LE Affiliation Not Assigned 66FR23360 86/09/10, Docketing & Serv- 
ices Branch ip 61862 246-61862 246 


“9204280112 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,36,39,40, 50,61 & 
70 re stds for proto ctlon against radiation Opposes rule 

FERLAZZO.SC Alfilialion Not Assigned 56FR23360 86/10/27 Docketing & Serv- 
ices Branch 1p 61083 027-61863.027 


“9204280118 Comment on proposed rulos 10GFR2, 19, 20,30, 3 1,32,34, 35,39, 40, 60,61 & 
70 ro slds for protoclion against radiation ^ , 

SCHNELL.DF Union Eleclrlc Co 50FR2336O 06/10/28. Docketing & Services 
Branch 17pp 61863 100 61863 116 


-*9204260119 Comment on proposed rules 10CrR2, 19, 20,30,31, 32, 34, 36,39, 40, 50,61 & 
70 re Bids for protection against radiation Opposes rule 

MCLAUGHUN.C.L Affiliation Not Assigned 66FR23360 86/10/23 Docketing A Serv- 
ices Branch Ip 61863 028-61663 020 


-9204280128 Comment on proposed rulos 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,01 & 
70 ro slds for protoclion against radiation ^ 

COLEMAN, BD Affiliation >iot Assigned 56FR23360 86/10/22 Office of the Seer© 
tary of the Commission. 2pp 61863 029 61B63 030 


-920428Q130 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 60,61 d 
70 re stds for protection against radiation 

MOORE, V Affiliation Not Assigned 58FR23360 06/10/29 Docketing & Services 
Branch ip 81863 117 61863 If? 


“9204280132 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,32,34, 35, 39, 40, 60,61 & 
70 fo slds for protection against radiation Opposes rule „ „ . 

DRURY, K. Affiliation Not Assigned 56FR23360 86/09/09 Docketing & Services 
Branch Ip 61882.247 61862 247. 


■9204280134 Comment on proposed rules 10 CFR 2 , 19,20,30,31 .32,34,35,39,40, 60,61 & 

70 re stds for proleclion against radiation. 

LEEK.K, WALSH.I. DLfNN.J, Affiliation Not Assigned 56FR23360 86/10/30. NRC - 
No Detailed Affiliation Given 7pp 61862.346-61862 352 


— 920420Q138 Comment on proposed rulos 10CFR2,10,20,30,3t,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation „ 

* Affiliation Not Assigned 56FR23360, 86/10/23 Docketing & Services Branch 2pp 
61883 031-61863.031 


-9204280136 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,36,39,40, 60,61 &. 
70 ro slds for protection against radiation. 

HIQHTT.S.L. Ohio Citizens for Responsible Energy 56FR23360 88/10/31. Office o( 
the Secretary of the Commission. Ip 61863,116-61863.118 


“9204280139 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 36,39, 40, 60,61 & 
70 re stds for protoclion against radiation Opposes rule „ « . 

KRAMER, F E Affiliation Not Assigned 66FR23360 86/09/16 Docketing a Services 
Branch 1p 61862 240-61882-248. 

“9204260140 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,36,39, 40, 60,61 a 
70 re stds for proleclion against radiation , ^ 

TAYLOR.RF, SUSAN.T,, BROWN, PT. Affiliation Not Assig^ned. 56FR23360 8 6/10/ 
30 Docketing a Services Branch. 3pp 61062-363 61862 355. 

-9204280142 Comment on proposed rules 10 CFR 2 , 19.20,30, 31, 32, 34, 35.30.40, 60,61 a 
70 re slds for protection against radiation. ^ . . „ . » 

BATTUNG.M. Affiliation Not Assigned 66FR23360 06/10/14 Docketing & Services 
Branch ip, 81863 . 1 19-61863-1 19 

“9204260144 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,36, 39.40, 60,01 & 
70 re slds for proleclion against radiation Opposes rule n . » .4 

JOHNSON.P.E, Affiliation Not Assigned. 66FR23360. 80/10/23. NRC • No Delailed 
Affiliation Given 2pp. 61863.033 61003'O34 


-O2O420O1S8 Comment on proposed rulos 10 GFR 2 , 19, 20,30,31, 32, 34, 3 5, 30, 40, 50,61 a 
70 r© slds for protection against radiation Opposes rule 

FENNER, CR Affiliation Not Assigned 56FR23360 86/10/15 Docketing & Services 
Branch 1p 61862 367 61862 357 

■9204280159 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re Bids for protection against radiation ^ ^ , 

URGENTO.LL Affiliation Not Assigned 56FR23360 86/10/14 Docketing & Services 
Branch Ip 61863 122-61883 122 


“9204280161 Comment on proposed rules 10CFR2, 19.20, 30.3 1,32, 34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

KOONTZ.SE Affiliation Not Assigned 56FR23360 86/09/10 Docketing & Services 
Branch Ip, 61862 250 61G62 250 


“9204280162 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 r© aids for protection against radialton Opposes any Increase in acceptable radi 
atlon exposure , 

MOON.BP Affiliation Not Assigned. 56FR23360 86/10/14 Docketing & Services 
Branch Ip 61062.358 61882 358 

“9204280187 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against rad lalion „ . 

* Afflllalion Not Assigned 56FR23360 86/10/14 Docketing & Services Branch Ip 
81863 123-61663 123 


“9204280 169 Commenl on proposed rulos 10CFR2, 10, 20,30,31, 32, 34.35, 39, 40, 50,61 & 
70 ro stds for protection against radlallon Opposes rule „ „ . 

MARRO.MH Affiliation Not Assigned 56FR23360 86/09/16 Docketing & Services 
Branch Ip 61862 251-61862 251 


“9204280174 Comment on proposed rutea 10CFR2, 19, 20,30, 31, 32,34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation ^ , 

TOLANJH. Missouri, Univ of, Cotumbia, MO TOLAN.JH Affiliation Not Assigned 
66FR23360 66/10/21 Docketing & Services Branch 2pp 51063.035 61863 036 


“9204280176 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40. 50,61 & 
70 r© stds for protection against radialion.Opposes rule 

HAMfLTON.B Affiliation Not Assigned 56FR233B0 66/09/15 Docketing & Sorvicos 
Branch Ip. 81862 253 61862 253 

-920428Q177 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32, 34 ,35, 39, 40, 60,01 & 
70 ro stds for protoclion against radlallon Closes rule ^ ^ ^ , 

MCINTYBE,J Affiliation Wt Assigned 58FR23360. 86/10/14 Docketing & Sorvjcos 
Branch Ip 61863,124 61663124 

“9204280178 Comment on proposed rules 10 CFR 2 , 19, 20, 30,31, 32,34.35,39, 40, 50,61 & 

70 re Bids for protection against radiation Opposes rule 

BARATELU.P.N Affiliation Not Aaslgned 56FR23360 86/10/27 Dockoling & Sarv 
ices Branch, Ip 61 063 037 61063 037 

“9204280182 Comment on proposed rules lOCFfl 2, 19,20,30. 3 1,3 2,34 ,35 ,39 ,40, 50,61 & 
70 ro atds for protection against radiation Opposes rule 

HIMMEiFARB.J Affiliation Not Aasignod 6GFR23360 06/07/30 Docketing & Serv- 
ices Branch Ip 81663,163 61863 1^3. 

“9204280185 Commenl on proposed rules 10CFR2, 19, 20, 30.3 1,32, 3 4, 35,39, 40, 50,61 & 
70 j© atds for protection against radiation Opposes rulo , ^ „ , *,«,l 

BROWN.B, Affiliation Not Assigned 56FR23360 06/09/08 NRC • No Detailed Affill 
atlon Given Ip 61 Q63 125-61 883- 125. 

—9204280186 Comment on proposed rutaa 10CFR2, 10,20,30, 31 ,32,34,35,39,40, 50,01 & 
70 r© stds for protoclion against radiatcon.Opposas rule „ . „ „ o > 

BERT.GJ Affiliation Not Assigned 66FR233eO 86/10/17. Docketing & Services 
Branch Ip. 61863-038-61863.038. 

-9204280190 Comment on proposed! rules 10CFR2, 19, 20,30, 3 1,32,34,35,39, 40, 50,61 & 
70 ro atds for protection against radiation Opposes rulo ^ „ 

* Ai rill atlon Not Assigned 5eFR23360. 08^9/16 Docketing & Sorvices Branch Ip 
01662 254-61802 254 


“9204200191 Comment on proposed rules 10 CFR 2 , 19,20,30. 3 1.32,34, 35, 39, 40, 50,61 & 
70 ro Bids for proleclion against radiation , ^ 

J0HNS0N.8, Affiliation Not Assigned 66FR23360 86/10/31 Office of tho Socrelary 
of lha Commission. Ip 61062,369-61062.359 

p-920 4280 192 Comment on proposed rules 10 CFR 2 , 10,20, 30, 31,32,34,35. 39, 40. 60,61 & 
70 r© Bids for protection against radiation Opposes rule. oo / 4 . r 

VOLPICELL,J., NIEHILLeSj, LYOM.T. Affiliation Not Assigned 56FR23360. 86/11/ 
03 NRC - No Detailed Affiliation Given. 2pp 61863-126 61063*t27 

“9204280196 Commenl on proposed rules tOCFR2, 19, 20,30 ,3 1,3 2, 34 ,3 5, 39 ,40, 60,61 & 
70 re atds for protection against radiation Opposes rule r. , „ ^ ax 

TH0MAS.J,A Affiliation Not Assigned 66FR23360. 06/07/31 NRC - No Detailed At- 
rillaiion Given. Ip, 61663*154 01863-154 
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-9204200196 Commenl on proposed rulos 1 0CFRa, 19.20, 3 0,31. 32.34^3 &, 39,40, 50,61 & 
70 re stds for protection again s-t radiation Opposes rule 

BECKER, e Mitiation Not Assig^ted SBFRaaaeo 66/09/15 Docketing & Services 
Brancll Ip 61662 255 61862 255 


-9204200197 Comment on proposed rules 1QCFfl2, 19, 20. 3 0,31 ,32,34, 3 5.39.40, 50,61 & 
70 re stds for protecion against radiation „ 

VAN SICKLE.MC Affdlialion Not Assignor# 56FR23360 86/10/25 Office of the Sec 
rotary of the Commission 1p 61063 039 61063 039 


..9204280201 Commenl on proposed rates 10CFR2J 9.20, 3 0,3 1.32,34.3 5,39.40, 50,61 & 

70 re aids (Of protection against radiation Opposes rule 

EVINGER.L K Affihation hiol Assigned 56FR2a360 06/08/04 NRC - No Detailed AF 
filiatiorr Given 2pp 61863 155 61063 156 

-9204280202 Commenl on proposed rules 10CFR2. 19,20,30.31,32,34,35,39,40, 50.61 & 
70 ro stds (or protection against radiation Opposes lufo 

FULLER.E . FULLER.K Aft) lialior^ Not Assigned 5BFR23360 66/09/15 DeckoUng & 
Services Branch tp 61862 256-61862 250 


-9204280204 Comment on proposed rutea lOCFR 2. 19,20,30,31,32,34.35,39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule _ . , „ „ 

FRANK.J Affiliation Nol Assigned 50FR2336O 06/05/05 Dockoling & Servicos 
Branch Ip 61863 157-61863 157 


-9204280205 Comment on proposed rules 10CFR 2, 19,20, 3 0,3 1,32, 34,3 5,39,40, 50,61 & 
70 re stds for prelection against radiation Opposes rule 

GUENTRHER.R Sierra CtLib 56FR23360 86/08/08 Docketing & Services Branch 
Ip 61B63 155 61563168 

-9204250211 Comment on proposed rules 10CFR 2, 19,20, 3 0,3 1,32, 34,3 5.39, 40, 60,61 & 
70 re stds for protection against radiation « „ , 

MASON, C Artie ncan Lime Association 56FR23360 B0/1O/3O Dockolmg & Servicos 
Branch Ip 61862 360 61862 360 


-92042002 12 Commenl on proposed rulos 10CFR 2,1 9, 20, 3 0,3 1,32, 34, 3 5,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

DAVIS.J Earth Rrst'. OAVIS.J Affiliation Not Assigned 56Fn23360. 86/00/11, NRC - 
No Detailed Affiliation Given Ip 61663 159-61863 150 


•9204286215 Commenl on proposod rules 10CFR 2, 10,20,3 0,31 ,32,34,3 5,39,40, 50.01 & 
70 ro stds (or pr-oloction against radiation Opposes riifo 

DOYE.S Affihalion Not Assigned S6Ffl23a60 00/08/12, Oldco of Iho Socrolnry of 
I he Commission Ip 61803 160 61663 160 


-9204280217 Comment on proposed rufos 10CFR 2, 10,20.3 0,31 ,32,34,3 5,39,40, 50,81 & 
70 re stds for protecion against radlaliort Opposes rule 

KROLL.J, KRQLL.C AffillalLon Not Asslgnod 56FR23360 66/00/f1 Dockoling & 
Soivices Branch Ip Q1862 257 61862 257 


-9204200220 Comment on proposed rules 10CrR2, 10,20,30,31 ,32,34,36 ,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

GSSERMAHR Affiliation Not Assigned 56FR23360 86/08/07 Docketing & Sorvicos 
Branch Ip 61063 161 61863 161 


-9204200221 Comment on proposod rulos 10CFR 2, 19,20, 30 ,3 1,32, 34,36 ,30.40, 50,61 6 
70 re stds for protection against radiation Opposes ruin 

PENT ON, RT Affiliation Not Assigned 66FR23360 00/08/15 Oockotlng & Services 
Branch Ip 61862 258 61502 250 


-9204200224 Commenl on proposed rulos lOCFR 2, 19,20.30, 31, 32, 34, 35,30. 40, 50,61 & 
70 ro stds (or protoctlon agalnsi radiation Opposes rule 

PETTY, E Alfiliallon Nol Asslgnod 56^023360 86/00/15 Dockoting & Services 
Branch Ip 61662 250 61062 250 


-9204280220 Commenl on proposed rulos 10CFR 2,1 9.20.30, 3 1,32. 34, 35,39, 40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SCHRADER.D, Affiliation Not Assigned 6eFR23360 86/00/10 Offlco of Iho Socro 
1 ary of the Commission Ip 61063 162 61863 162 

-9204280226 Commenl on proposod rufos lOCPR 2, 19.20.30.3 1. 32. 34, 35,39.40, 50,01 & 
70 re stds for protoctlon against radialion 

ISELEN.C US Postal Servico 56FR23GC0 66/10/27 Dockoling & Sorvlcea Bronch 
Ip 61663040 61063 040 


-9204280227 Comment on proposed rufos 10CFR 2.1 9,20,30,3 1.32,34,35,30.40, 50,61 & 
70 re side for protoctlon against radialion 

* Aflilialion Not Assigned 5eFR23360, 88/10/16 Office of tho Socrolary of the Com 
mission Ip B1B63 126-61863 128 


-9204280229 Commont on proposod rufos 10CFR2, 19, 20, 30,31,32,34, 36,39.40, 50.61 & 
70 re stds (or protection against radialion 

WILL.L Affiliation Net Assionod 56FR23360 66/10/26 Offico of Ihe Socrolotv of tho 
Commission Ip 01863 041-81063 041 


-9204280230 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 30, 40, 60,61 & 
70 re stds for protection against radiation Opposes nito 

MAJAUCKAS.G, MAJAUCKAS.C Aflilialion Not Asslgnod, 58FR2330O 06/09/15 
Dockaling & Services Branch Ip 61062 260-Q1GB2 260 


-9204280232 Commenl on proposod rulos 10CFR2, 10,20, 30, 31 .32,34,36,30,40, 60,61 & 
70 ra side for prolactlon agalnsi radialion 

CHAPLICK,J,M, Sierra Club CHAPLICK.JM, Affiliation Net Assigned. 56FR23360 86/ 
08/11 Docketing & Services QranoK 2pp 61863 103 01663,164 


-9204280236 Commont on proposed rules 10CFR2.1 9.20,30,31 .32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation __ 

SCHAOT.Ww Georgetown Un IV Medical Center, Washington, DC SCHADT.WW A1- 
filiation Not Assigned 56FR23360 86/10/27 Docketing & Services Branch 13pp 
61663 042 61863 054 


-92042BD240 Common! on proposed rules 10CFR2,19,20.30,31,32.34.35.39.40'. 50,61 & 
70 ro stds for proteclion against radiation Opposes rule 

PATTERSON, C Affiliation Nol Assigned 56FR23360 66/09/10 Dockoling & Serv- 
ices Branch Ip- 61862 262-61862 262 


-0204280241 Comment on proposed rules H]CFR2, 19, 20, 30, 31, 32. 34, 35, 39, 49, 60,61 & 
70 ro stds for proteclion against radiation Opposes rule 

* Affiliation Not Assigned 56FR23360 86/10/10 Office of the Secretary of Iho Com 
mission Ip 61663 129 61863 129 


-9204200243 Commenl on proposed rules 10CFn2.19,20.30.31. 32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MOSTEK.t L Af filiation Not Assigned 56FR23360 06/OG/15 NRC • No Ool ailed A f fill 
alien Given Ip 61863 166-61063 166 


-9204280245 Comment cn proposed rules 10CFR2, 19.20.30.31,32,34,35,39,49. 50,61 i 
7<J re aids for protection against radialicn 

FARRAR.DL Commonweallh Edison Co 56FR23360 86/10/23 CHILK.SJ OJfico of 
the Secretary of the Commission 2pp 61863 055 61063 058. 


-9204289246 Comment on proposed rules 10CFR2, 19.20.30.31, 32,34, 35, 39, 40. 50.61 & 
70 re stds for protection against radiation Opposes rufo 

SCHWARTZ.R Affiliation Not Assigned 56FR23360 86/00/12 Docketing & Services 
Branch Ip 61663 167-61063 167 


-920428 02 4S Gommant on proposod rules 10CFR2, 19,20.30,31,32,34,35,30,40, 50,61 & 
70 fo aids for proteclion against radiation 

BnODY.M Affiiflatlon Not Assignod 56FR23360 06/10/12 Office of Iho Secretary of 
Iho Commission Ip 61663 130-61863 130 

-9204200250 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 30, 40, 50,6! & 
70 to stds for proteclion against radialion 

ZAFHIS.J Affillialion Not Assigned 56FR23360 06/09/11 Dockating & Sorvicos 
Branch Ip 61862 263-61862 203 


— 92042&02S1 Commont on proposod rulos 10CFR2, 10, 20, 30, 31, 32, 34.35, 39,40, 50,61 S. 
70 ro aids for protection anainsl radiation Opposes rule 

PALLEY.MK Affiliation Not Assigned 66FR23360 06/00/14 Docketing & Sorvicoa 
Branch Ip 61663 160-61863 168 


-92042B0264 Commont on proposed rules 10CFR2, 19, 20, 30.31, 32, 34,35,39, 40, 50,61 & 
79 re stds for protection against radiation 

WORTH.E Affiliation Nol Asslgnod 56FR23360 06/10/15 Office of Iho Socrolary of 
ttio Commission Ip 61B83 131-61863 131 

-9204280256 Comment on proposed rulos 10CFR2, 19,20.30.31,32.34.35,30.40. 50,61 A 
70 ro stds for protoctlon against radiation Opposes rule 

JAMES.Y S , JAMES, R F Affifiallon Nol Assigned 5QFR23360 06/00/14 Dockotina 
&. Servtcoa Branch Ip 61863 169 61863 169 


-9204200258 Commenl on proposod rules 10CFR2, 10, 20, 30, 31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation 

LAUSON.NP Affifialfon Not Assigned 56Fn23360 06/10/22 NRC - No Dotallod Af 
fitiatlon Given Ip 61663 186-61863 186 

-9204269260 Comment on proposod rules 10CFR2,10,20,30,31,32,34,3S,39,40, 60,61 & 
70 re aids for proteclion against radiation Opposes rulo 

EVLETH.RM, Nuclear Products Co 56FR23360 86/09/09 Dockotbg & Servicos 
Branch. Ip 61802 264-61062 264 


-9204200262 Commonl on proposod rules 10CFR2, 10,20.30, 31. 32, 34,35, 39, 49, 50.01 a 
70 re stds for protection against radialion 

ANDERSON, T. ANDERSON.B Affiliation Not Asslgnod. S6rR23360 QG/IO/27 NRC 
- No Dolailod Affiliation Given Ip 61863 109-61863 189 


-9204280263 Comment on proposed rules 10CFfl2, 10,20,30,31.32,34,36.30.40, 50.61 a 
70 ro stds for protection against radiation 

MEEMAN.T Affilialion Not Asslgnod 56FR23360 86/10/15 Offico of tho Secretary ol 
Iho Commission Ip 61063 132 61863 132 

-9204280270 Commonl on proposod rules 10CFn2, 10,20, 30, 3 1.32.34.35,30, 40, 60,61 & 
79 ro stds for proteclion against radiation 

WELL,J. AtfllFatfon Not Assignod 56FR23360 86/10/16 Offico of Iho Socrolary ol 
Iho Commission Ip 61063*133 61863 133 

-9204280276 Commonl on proposed rules 10CFR2,10, 20.30, 31, 32, 34, 35,30,40, 50,61 a 
79 re stds for protection against radiation 

* Alfdalion Not Assigned 56FR23360 86/10/15 Offico of the Socrolary of the Com 
mission Ip 61063 134 61803-134 

-920428027a Commenl on proposed rules lOCFRa, 19,20, 30 ,3 1,32, 34, 35, 30.40, 50,01 a 
70 re stds for proteclion against radiation Opposes rulo 

CLARKE.R. Albert Einstein Medical Gontor. Philadelphia, PA. CLARKE.R. Affjliatioa 
Not Assigned 56FR23360 06/08/08 Offico of tho Secretary of tho Commission Ip 
61863 170<eiQ63'l70 


-9204280233 Comment on proposed rules 10CFR2, 10, 20, 30, 31.32, 34,35,39, 40, 60,61 6, 
70 ro stds for protection agalnsi radSatEon 

ANDERSON, N Maine, Slolo of. ANDEflSON.Ni Alkfiatlon Nol Assigned G6Fn2a3eO 
86/10/30 DockeUng & Servicos Branch 2pp 61863 001 01803.092 


-9204260280 Comment on proposod rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,30, 40, 50,01 a 
79 ro aids for protection against radiation 

SHUKLA.S, Amliolion Not Asslgnod 56FR23360 80/10/12 Office of tho Secretary of 
tho Commission 1p 61063 13B 61863 135 


-9204280234 Comment on proposod rules 10CFR2,lO,20,30,3t,32,34,35.30,40, 60,61 & 
70 re aids for prolection agalnsi radialion Opposos rulo, 

MACDONALD, B Affiliation Net Assignod 5aFR23360 86/00/06 Docketing & Serv- 
ices Branch. Ip 61862 261 61862 261 


-9204200291 Comment on proposed rules 10CFR2, 10, 20, 30, 31, 32,34,35, 30, 40, 50,61 a 
79 ro stds for protoctlon against radiation Opposes rulo. 

CINQUEMANI.D K NJ S^E^A Alliance 5BFR23360 86/09/10 Dockoling & Service a 
Branch Ip 61862 265-61062 285, 


9204280235 Comment on proposed rulos 10CFR2, 1 0,20, 30.31, 3 2,34, 36, 39, 40, 50,61 & 
70 ro aids for protection against radiation Opposos rule. 

HUDSON.S Aflirialion Not Asslgnod 60Ffl23360, 66/OB/n. Dockotino a Sorvicoe 
Branch 1p, 61863 165 61863 165 


-9204260284 Comment on proposed rulos 10CFR2, 19,20, 30,31, 32,34,35, 30,40, 60,81 a 
70 re Bids for protection against radiation 

ANDERSON.D V. Affiliation Nol Assigned 56FRP3360. 06/10/16, Office of the Socre- 
tary of tho Commission Ip 61863 136 61863 136, 



NONDOCKETED ITEMS 201 


-9204280205 Comment on proposed rules 10GFR2, 19,20.30,3 1.32.34.35.39, 40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

EDSON.D V AffilmtJon Not Assigned 56FR23360 86/08/31 Docketing & Services 
8ranch Ip 61862 266 61862 266 

-9204280209 Comment on proposed rules 10CFR2.ig.20,30,31, 32,34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

GIBBS.V Affiliation Not Assigned 5GFR23360 86/10/12 Office of the Secretary of 
the Commission Ip 61863 137 G1803 137 

-9204280292 Comment on proposed rules 10CFR2, 19.20,30,3 1.32.34.35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

STUTSMAN.A E Affiliation Not Assigned 56FR23360 86/09/15 Docketing & Serv- 
ices Branch 1p 61862 267-61862 267 

-9204200293 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32, 34,35.39, 40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned 56FR23360 06/10/12 Office of the Secrolary of the Com- 
mission Ip 61863 138-61863 138 

-920428029S Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

WEGST.W F California, Univ of, Los Angefes, CA WEGST.W F Affiliation Not As 
signed 56FR23360 86/10/30 Docketing & Services Branch 2pp 61863 003 
61863 004 

-9204280296 Comment on proposed rules 10CFR2,19,20,30,31, 32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

QULASCH.C . BREUER.T . ROSSER, F.W Affiliation Not Assigned 56FR23360 86/ 
09/10 Docketing & Services Branch Ip 61862 268-61862 268 

-9204200301 Comment on proposed rules 10CFR2. 19.20.30.31.32,34,35.39,40. 50.61 & 
70 re stds for protection against radiation 

WILUR Affiliation Not Assigned 56FR23360 86/10/11 Office of the Secralary of the 
Commission Ip 61863 139 61863 139 

-9204280302 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34.35,39, 40. 50,61 & 
70 re slds for protection against radiation 

MEINHOLD.CB Brookhavon National Laboratory. MEINHOLD.CB, Affiliallon Not As- 
signed 56FR23360 60/03/11 Docketing & Services Branch lipp 61863190 
61863 200 

-9204280303 Comment on proposed rules 10CFR2, 10,20,30.3 1.32, 34,35, 39,40, 50,01 •& 
70 re stds for protection against radiation Opposes rulo 

JOHNSON, M R Affiliation Not Assigned 56FR23360 86/09/09 Docketing & Seiv- 
ices Branch Ip 61662 269 61862 269 

-9204280306 Commonl on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 fo stds for protection against radiation, 

POTTS.T Affiliation Not Assigned 56FR23360 86/10/08 Commissioners (Post 
750119) 1p 61063 140 61063 140 

-9204280300 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 36,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

NESEWICH.N.L Affiliation Not Assigned. 56FR23360 88/09/09 Docketing & Serv- 
ices Branch Ip 61862 270 61862 270 

-9204280309 Comment on proposed rules 10CFR2, 19,20,30, 31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

yOUNG.F Affiliation Not Assigned 56FR2a3eo 66/10/09 Office of the Secrolary of 
the Commission Ip 61863 141-61863 141 

-9204280311 Comment on proposed rules 10CFR2. 19,20,30,3 1,32.34,35.39.40, 50.61 & 
70 re slds for protection against radiation 

JOHNSON.GJ South Dakota, State of 56FR23360 86/04/10 Docketing & Services 
Branch 4pp, 61863 201-61863 206 

-9204200316 Comment on proposed rules 10GFR2, 19.20.30,31,32,34,35.39,40. 50.61 & 
70 re stds for proleclion against radiation 

MINNIOH,N.R Affiliation Not Assigned 56Fn23360 66/10/05 NRC - No Detailed Af- 
filiation Given 1p 61863.142-61863 142 

-9204260319 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32,34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

RUSSEL.S Affiliation Not Assigned 56FR23360 86/10/06 Docketing & Services 
Branch 1p 61663 143-61863 143 

-9204280321 Comment on proposed rules 10CFR2.19,20,30,31.32,34.35,30,40, 50.61 & 
70 re aids for protection against radiation Opposes rule 

BECK.J Affiliation Not Assigned. 56Fn2a360 86/09/10, NRC - No Detailed Affiliation 
Given 2pp. 61862 271-61862*272 

-9204280325 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32.34,35,30.40, 60,61 a 
70 re stds for proloclion against radiation 

VENEZIA, C GTE Sylvania, Inc VENEZIA, C. Affiliation Not Assigned. 5eFRa3360. 86/ 
03/12 Docketing a Services Branch 2pp 61863 206 61863*206 

-9204260339 Comment on proposed rufos 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 a 
70 re stds for protection against radiation 

TODD.W.E Siemens Gammosonics, Inc, TODD, WE Affiliation Not Assigned 
56FR23360 86/04/14. Docketing a Services Branch 6pp. 61863*207-61063 211 

-9204200344 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 50,61 a 
70 re slds for protection against radiation 

SKRABLE,K.W. Lowell. Unlv of, Lowell. MA. SKRABLE.K W Affiliation Not Assigned 
56FR23360 86/04/17. Docketing a Services Branch. 92pp 61863.212-61063.289 

-9204200361 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 60,61 a 
70 re stds for protection against radlation.Opposes rule 

REID.D Affiliation Not Assigned 56FR23360 06/00/16 Docketing a Services 
Branch 2pp 61863*171-61863.172. 

-9204200363 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34, 35, 39,40, 50,61 a 
70 re stds for protection gainst rodiation. Opposes rule 

STAFFORD.DB, STAFFORD.M P Affiliation Not Assigned 66Ffl23360 86/08/10. 
NRC - No Detailed Affiliation Given, Ip. 61863.173-61863.173, 


-9204280357 Comment on proposed rules 10CFR2, 19.20,30, 31, 32.34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WATERS.M A Affiliation Not Assigned 56F^23360 86/08/22 NRC - No Detailed Af- 
filiation Given Ip 61863 174-61863 174 

-9204280361 Comment on proposed rules 10CFR2. 19, 20,30, 3 1,32.34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HIFT.H Afiihation Not Assigned 56FR23360 86/08/18 NRC • No Detailed Affiliation 
Given Ip 61863 175 61863 175 

-9204280366 Comment on proposed rules 10CFR2, 19,20.30,31 .32,34,35,39,40, 50,61 a 
70 re slds for protection against radiation Opposes rule 

CHISHOLM.T Affiliation Not Assigned 53FR23360 06/08/19 Docketing & Services 
Branch Ip 61863 176 61863 176 

-9204200369 Comment on proposed rules 10CFR2.19,20,30,31,32.34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

PITKAT.J Affiliation Not Assigned 56FR233B0 86/08/20 NRC - No Detailed Affili- 
ation Given Ip 61863 177 61063 177 

-9204280372 Comment on proposed rules 10CFR2.19, 20, 30, 31, 32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WILLIFORD, CC Affiliation Not Assigned 56FR23360 86/08/10 NRC - No Detailed 
Affiltation Given Ip 61863178 61863 170 

-9204280374 Comment On proposed rules 10CFR 2, 19, 20, 3 0,3 1,32, 34 ,3 5,39 ,40, 50,61 & 
70 re stds for protection against radiation.Opposos rule 

REINER.LE Affillalion Not Assigned 56FR23360 86/00/21 NRC - No Detailed Af/lll- 
alion Given Ip 81663 179 61863 179 

-9204280376 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

JONES,A Affiliation Not Assigned 56FR23360 06/00/21 NRC - No Dalailed Affili- 
ation Given Ip 61863 180 61863 180 

-9204280376 Comment on proposed rules 10CFR 2, 19, 20 ,30, 3 1,32 ,34 ,35 ,30, 40, 50,61 & 
70 re stds for protection against radlation.Opposes rule 

SALACH.T Affiliation Nol Assigned 56FR23360 06/00/18 NRC - No Dalailed Affili- 
ation Given Ip 61863 181-61663 181 

-9204280360 Commont on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposos rule 

YEAST.C Affiliation Not Assigned 56FR 23360 86/08/22 CLEMENTS, W Docketing 

6 Services Branch 2pp 61863 182 61863,183 

-9204280304 Comment on proposed rules 10CFR2, 10, 20,30, 31 ,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation Opposos rulo 

EHICKSEN.D Affiliation Not Assigned 56FR2a360 66/08/20 NRC No Dolailed Af- 
filiation Given 2pp 61863184 61863 185 

-9204280306 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MASSINO.W Affiliation Not Assigned 56f R233B0 86/00/21 Docketing & Services 
Branch Ip 61863 186 61863 186 

-9204260380 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

HELLMAN.J Affillalion Nol Assigned 56FR23360 86/08/20. Docketing a Services 
Branch Ip 61863 187 61863 187. 

-9204200395 Comment on proposed rules tOCFR 2, 19, 20 ,30, 3 1,3 2, 34 ,35 ,39, 40, 50.61 & 
70 re slds for protection against radiatlon.Supports rule 

MILLIS.NL, SMIALEK.LJ, REIMER.E.T Saltlmoro Gas & Electrlo Co 66FR23360 
86/04/21 Docketing & Services Branch 22pp 61863 332-61863 352 

-9204200405 Commont on proposed rules 10CFR2. 10,20,30.31,32,34,35,39,40, 60,61 & 
70 re slds for protoction against radiation Opposes rule 

SINCLAIR, M Sinclair, M P 5BFR23360. 86^4/23 Docketing & Services Branch 2pp 
61063.363 61063 3 54 

-9204260416 Comment on proposed rules 1QCFR2, 19,20, 30, 3 1,32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiation Opposos rule 

MOTT.M Affiliation Not Assigned 66FR23360 06/04/23 Docketing & Services 
Branch Ipp 61663 355 61863 355. 

-9204280419 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* AHilialion Not Assigned 66FR23360 06/10/16 Docketing & Services Branch Ip 
01803*144 61883 1 44 

-9204260424 Comment on proposed rules 1QCFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re aids for protection against radiation Opposos rule 

WARSHpH E Affiliation Nol Assigned 56FR23360. 88/04/23 Docketing & Services 
Branch Ipp 61863 356 01863 356. 

-9204280425 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation. 

KOCHER.DC Affiliation Not Assigned 66FR23360 88/04/02. Docketing & Services 
Branch. 1 1pp. 61863 290 61063.299. 

-92Q4280431 Comment on proposed rules 1QCFR2.19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

BEflTELL.R Intern elfonaMnstiluto of Concern for Public Health 66FR23360 66/04/ 

07 NRC - No Detailed Affiliation Given 12pp 61863 300 61863 311. 

“9204280433 Commeni on proposed rules lOCFR 2, 19,20,30,31,32,34,35,30.40, 60,61 & 
70 re stds for protoction against radiation 

DRESGHER.R Affiliation Not Assigned 5aFR23360 86/10/17 Office of Ihe Secre- 
lary of the Commission. Ip. 61063 145 61863 146 

-9204280436 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation, 

LERNER.MS U.S. Postal Service LERNER.M S Affiliation Not Assigned. 
5eFR23360. 86/04/30 Docketing & Services Branch. Ip 61863.312-01863*312 



202 NONDOCKETED ITEMS 


"9204280440 Commenl on proposed rules tOCFR 2.1 9.20, 30, 3 1.32, 3 4. 35.39,40, 50,61 & 
70 re stds for protection against radiation 

KAMEN.S Affiliation Not A as [fjned 56Fn23360 86/04/22 Office of the Secretary of 
the Commission 2pp 61863 313 61863 314 

"920428Q441 Comment on proposed rules 10CFR 2, 19.20, 30,3 1,32,3 4, 35,39, 40. 50,61 & 
70 re stds for protection against radiatjon 

0AUM,JW Brookhaven National Laboratory BAUM.JW Associated Universities. Inc 
BAUM.JW Affiliation Not Assigned 56FR23360 66/04/11. Docketing & Services 
Branch 5pp 61663 357 81863 381 

"9204280447 Comment on proposed rules 10CFR 2. 19.20, 30,31 .32.3 4,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

MICHAEUB , DU0OIS.M . SMITH. B Affiliation Not Assigned 58FR23360 86/09/18 
Office of the Secrelary of the Commission Ip 61883 315-61863 315 

"92042B0450 Commenl on proposed nitos 10CFR2. 19, 20,3 0,31 .32,34,35,39,40, 50.61 A 
70 re stds for prcteclion against radiation Opposes rule 

MCCORMICK, B Affiliation Net Assigned 58Fn23360 86/04/21. Docketing A Serv- 
ices Branch Ipp 61864 001 61864 001 

"9204200452 Commenl on proposed rules 10CFR 2,1 9,20,30,31. 32, 3 4. 35,39, 40. 50.61 A 
70 re stds for protection against radiation 

KALFUL Afliliaticn Not Assigned 56FFI23360 66/10/16 Docketing A Seivices 
Branch 1p 61863 146 61863146 


—9204280510 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32, 34. 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

NEMETHY.E Ecology/Alert 58FR23360 86/04/29 Docketing A Services Branch 
ipp 61864 048-61864 048 

“9204200511 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,39.40. 50.61 A 
70 re stds for protection against radiation 

DIEDRICH.CJ Affiliation Not Assigned 56Ffl23360 86/09/19 Office of the Secre- 
tary of the Commission Ip 61863 322-61863 322 

“9204280S15 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

SPRUNG.SL Affiliation Nol Assigned 56FR23360 06/10/14 Docketing A Services 
Branch Ip 61683 1 52 61863 1 52 

-920420051.7 Commenl on proposed rules 10CFR2, 19, 20, 30, 3 1.32, 34, 35,39, 40, 50,61 A 
70 re stds for proleclion against radiation Opposes rule 

MICHAEL.B, DUBOIS, M. SMITH.B Affiliation Nol Assigned 56FR23360 86/09/18 
Office of the Secretary of the Commission Ip 61863 323-61863 323 

--9204 28051 B Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35, 39,40, 50.61 A 
70 re stds for protection against radiation Opposes rule 

SALTZMAN.D Affiliation Not Assigned 56FR23360 06/05/02 NRC • No Detailed Af- 
filiation Given 2pp 61 864 049 61 864 050 


"9204280456 Commenl on proposed rules 10CFR 2, 19,20, 30, 31, 32, 3 4, 35, 39, 40, 50.61 A 
70 re stds for protection against radiation Opposes rule. 

ATKfNSON.M Affiliation Not Assigned 5eFR83360, 86/10/16 Docketing A Services 
Branch Ip 61063 147 61863147 


"9204260319 Commenl on proposed rules 10CFR2, 19,20, 30, 31, 32,34,35, 39,40, 50,61 A 
70 re stds for prolocUon against radiation Opposes rule 

COHEN.D J , COHEN, V.G Affiliation Not Assigned 56FR23360 66/09/19 Office of 
the Secretary of the Commission Ip 61863 324-61863 324 


•9204280460 Comment cm proposed rules 10CFR2, 19. 20.30, 3 1,32,34 .35,39. 40. 50.61 A 
70 fo stds for protaclion against radiation. 

WILLIAMS, TP Affiliation Not Assigned 5&FR23360 66/10/13 Docketing A Services 
Branch Ip 61863 148 61863 146. 


'9204280520 Comment on proposed rules 10CFR2,1 9,20,30.31 ,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation 

QUINN, SM Affiliation Not Assigned 56FR23360 86/09/12 NRC - No Detailed Affili- 
ation Given Ip 61863 325 61863 325 


"9204280466 Comment on proposed rules 10GFR2,1 9, 20,30,3 1,32,34 ,35,39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

MELILLO.D Afflialion Not Assigned 5eFR23360 86/09/16 Office of the Secretary 
of the Commission Ip. 61863 316 61883 316 

"9204200466 Commenl on proposed rules 10CFR2, 19,20, 30 ,31, 32, 34,35, 39, 40, 50.61 A 
70 re stds for protection against radiation 

SEAGRAVES.S Affiliation Nol Assigned 56FH23380 86/10/13 Office of the Secre- 
tary of the Commission Ip 61863149 61663149 

"9294200466 Commerl on proposed rules 10CFR2,19,20,30,31,32,34,35,39,49, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

DIEDRICH.CJ Affiliation Not Assigned. 56F%23360, 86/09/19 Office of Iho Secre- 
tary of the Commission Ip 61863 317-61663 317 

"9264280477 Comment on proposed rules 10CFR2, 19,20,30,31.32,34.35,39,48, 50,61 A 
70 re stds for protoclion against radlatlonOpposos rule 

COHEHDJ, COHEN, VG Affiliation Not Assigned 56Ffl23360 86/09/19 Oifice of 
the Secretary of the Commission Ip 61863 316 61663 318 

-9204280479 Comment on proposed rules tOCFR2. 19,20,30,31 ,3 2,34,35,30.40. 50,61 A 
70 re stds for protection against radiation 

* Affiliation Nol Assigned 56FR23360 86/10/14 Docketing A Services Branch Ip 
61663 150 61863 150 

"9204200483 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiationOpposes rule 

BUCHANAN, S Affiliation Not Assigned 56FR23360. 86/04/23 Docketing A Services 
Branch 1pp.61B64002-61664002. 

»620428a484 Comment on proposed rules lOCFRa,! 9,20,30,31,32,34,35,39,40, 50,61 A 
70 re aids for protection against radiation 

OUINN.SM. Affiliatpon Not Assigned 66FR23360 86/09/12 NRC - No Detailed Affili- 
ation Given \p 61863 319-61863 319. 

"9204280406 Comment on proposed mies 1QCFR2.19,20.30,31> ,3 2,34.35.39,40, 50,61 A 
70 re stds for protection against radiation 

CHAPLICKJ M Affiliation Not Assigned 66FR23360 86/09/13 Docketing A Services 
Branch Ip 61863 320 61863-320 

"9204200489 Comment on proposed rules 10CFR2,1 9,20,30,31 ,3 2,34,35,39,40, 50,61 A 
70 re stds for protection against radiation. 

SULllVAN.M fl AffihaUon Not Assigned 56FR23360 86/09/06 Docketing A Sorvices 
Branch Ip 61663 005-61863 005 

"9204280491 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 50,61 A 
70 re stds for protoclion against radiation Opposes rule 

WALSH, M J Affiliation Not Assigned 56FR23360 86/04/28 NRC - No Detailed Affili- 
ation Given lOpp, 61664 003-61864 01 2 

--9204280497 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation 

CHABOT.G E. Lowell. Univ of, Lowell, WA CHABOT.G E Aflilialiort Not Assfgnod 
56FR23360 86/04/22 Docketing A Services Branch 5pp 61864 013 81864 018. 

"9204260498 Comment on proposed rules 10CFR2, 19,20,30.3 1,32, 34.35,39.40, 50,61 A 
70 ro stds for protection again si radiation 

BRAGDON.PW Qovornoir Di/mmer Academy, Byfmld, WA 66FR23360 66/09/19 
NRC - No Detailed Affiliation Givon 1p 61863 321 61863.321, 

"92042B0 502 Comment on proposed rules 10CFR2, 19,20.30, 31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radlallon Opposes rule 

POLEHN,JL Affiliation Nol Assigned 56FR23360 96/05/01 Docketing A Services 
Branch 23pp 61864,010 61864 040 


“92O420OS22 Comment on proposed rules 10CFR2, 19, 20,30, 31 ,32.34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

DAY.EB Affiliation Not Assigned 56FR23360 86/04/30 Docketing A Services 
Branch 3pp 61864 051-61864 063 

--9204280523 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 35, 39, 40, 50,61 A 
70 fo stds for protection egainst radiation Opposes rule 

GOLO.WJ, GOLD.L Affiliation Not Assigned 56FR23360 86/04/30 Docketing A 
Services Branch Ipp 61864 054 61864.054 


"9204200524 Commenl on proposed rules 10CFR2.19,20, 30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

SARBANES, PS Senate. Banking. Housing A Urban Affairs SARBANES, P.S AflHi- 
atlon Nol Assigned 56FR23360 86/09/12 NRC - No Detailed Affiliation Given 3pp 
61863 326-61863 328 


"9204200526 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

• Affiliation Not Assigned 5eFR23360. 86/09/10 Office of the Secretary of the Com- 
mission Ip 61663 329 61863 329 

“9204260526 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HARLAN.P Afilialion Nol Assigned 5eFR23360 86/09/22 Office of the Socrotaiy of 
the Commission Ip 61863 3 3 0 61863 331 

"9204290024 Commenl on proposed rules 10CFR2. 19,20,30,31 ,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation 

CLAGETT.K Affiliation Not Assigned 56FR23360 86/00/16 Docketing A Services 
Branch Ip 61664 069-61864 069 

"9204290028 Comment on proposed rules 10CFR2, 19.20,30.31.32,34,35,39.40. 50,61 A 
70 re Stefs for protection against radiation 

CARY.M L Affiliation Not Assigned 56FR23360 86/09/22 Docketing A Servicoa 
Branch Ip 61664 070-61864 070 

“9204290047 Commenl on proposed rules 10CFR2,19, 20, 30,31, 32,34,35.39.40. 50,61 A 
70 re stds for protection against radiation 

MORRIS, J Affiliation Not Assigned 56FR23360 66/09/12 Docketing A Services 
Branch Ip 61864 071-61804 071 

“9204290051 Comment on proposed rules 10CFR2.10,20, 30, 31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation.Opposes rule. 

SWEENEY.E Affiliation Nol Assigned 56FR23360 86/10/15 Office of the Secretary 
of the Commission Ip. 61864,1 21-61864 121 

"9204290062 Comment o-n proposed rules 10CFR2, 19,20, 30,3 1,32, 34.35,39,40, 50,61 A 
70 re stds for protecKoni against radiation 

MOORE.I Aflilialion Not Assigned 56FR23360 86/09/23, Docketing A Services 
Branch Ip 61864-072-61864 072 

"9204290053 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39, 40, 50,61 A 
70 re stds for protection against radiation.Opposes rule 

KODNERpJL, Kodner, J L 56FR 23360 86/05/01 Docketing A Services Branch Ipp 
61864 055-61864 055, 


"9204290056 Comment Oft proposed rules 10CFR2, 19, 20, 30, 31,32, 34, 35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SWEENEY, CJ Affiliation Not Assigned, 5BFR23360 86/10/15 Oifice of the Secre- 
tary of Ihe Commission Ip 61864 122 61864 122 


•9204280S06 Commenl on proposed rules iaCFfl2, 19,20,30, 31 ,32,34,35,39,40, 50,61 A 
70 re aids for protoclion againisl radiation 

BRANDT.R J Bethlehem Steel Corp, 66Ffl23360. 06/04/25, Offico of the Secretary 
of the Commission 7pp 6f864 041-61864 047. 


"9204290057 Comment on proposed rules 10CFR2, 19. 20,30 ,3 1,3 2,3 4,3 5,39,40, 50,61 A 
70 re stds for protection against radiation 

ALtSON.L Affiliation Not Assigned 66FR23360 87/09/14, Dockelina A Services 
Branch Ip, 61664 073-61864 073 


“9204280600 Comment on proposed rules iaCFH2, 19, 20,30,3 1,32,34,3 5,39,40. 60,61 A 
70 re aids for protection against radiation Opposes rule 

NJKKILA,A M Af/ilpalfon Not Assigned 56FR23360, 86/ 10/ 14 Docketing A Services 
Branch Ip 31663 151-61863 151 


‘9204290061 Comment on proposed rutos 10CFR2,1 9,20,80,31 ,32,34,35,30,40, 60,61 A 
70 re stds for protaclion against radiation 

REEO.RP Atfihation Not Assigned 56FR23360 86/09/18 Docketing A Services 
Branch 6pp 61864 074-61864 078 
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-9204290065 Commont on proposed rules 10CFR2, 19.20.30, 3 1,32, 34.35, 39,40, 50,61 & 
70 re slds for protection against radiation 

HILL'WHILTON.N Affiliation Not Assigned 56FR23360 86/09/25 Docketing &. Serv- 
ices Branch 1p 61064 079 61864 079 

••0204290067 Comment on proposed rules 10CFR2. 19.20.30. 3 1.32, 34,35,39,40. 50.61 & 
70 re stds for protection against radiation 

BROWN, C M Affiliation Not Assignod 56FR23360 86/09/26 Docketing & Services 
Branch Ip 61864 080 61864 080 

-9204290069 Comment on proposed rules lOCFR?, 19, 20.30, 3 1,32, 34, 35,39, 40, 50,61 &. 
70 re slds for protection against radiation 

N EWELL. P R Affiliation Not Assigned 5eFR23360 86/09/22 Dockeling & Services 
Branch Ip 61864 08 f -6 f 864 08 f 

-9204290073 Comment on proposed rules 10CFR2J 9,20.30,31, 32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

MARTINIAK,A Affiliation Not Assigned 56FR23360 86/09/09 Docketing & Services 
Branch ip 61864 082-61864 082 

-9204290075 Comment on proposed rules 10CFR2. 19,20,30, 3 1.32,34 .35, 39, 40, 50.61 & 
70 re stds for protection against radiation 

REILLY.E H Affifialion Not Assignod 56FR23360 86/09/24 Docketing & Services 
Branch 2pp 61864 083-61864 084 

-9204290078 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34.35, 39, 40, 50,61 & 
70 re slds for proleclion against radiation 

SAMUELS.SW AFLCIO 56FR23360 86/10/03 NRC • No Detailed Affiliation Given 
2pp 61864 123 61864 \24 

-9204290080 Comment on proposed rules 10CFR2.1 9,20, 30,31 .32,34.35,39.40, 50.61 & 
70 re stds for protection against radiation 

BURKE.S Affiliation Not Assigned 66FR23360 86/09/26 Docketing & Services 
Branch Ip 61864 085-61064 005 

-9204290001 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34.35,39, 40. 60.61 & 
70 re stds for protection ag^atnsl radiation Opposes rule 

ERLANDER.R H Gibson-Eflandor, Inc ERLANOER.R H Affiliation Not Assigned 
56FR23360 86/05/01 Dockeling & Services Branch Ipp 61864 056-61864 056 

-9204290083 Comment on proposed rules 10CFR2, 19, 20.30,31, 32, 34,35, 39.40. 60,61 A 
70 re slds for protection against radiation 

PRIMO.J P Affiliation Not Assigned 56FR23360 86/09/20 Dockeling & Services 
Branch Ip 61864 086 61864 086 

-9204290087 Comment on proposed rules 10CFR2, 19, 20.30,31, 32, 34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

PRINCE, A Affiliation Not Assigned 56FR23360 86/09/29 Docketing & Services 
Branch 1p 61864 007 61064 087 

-9204290090 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35.30,40, 50,01 & 
70 re stds for protection against radiation Opposes rule 

PATTON, G A Santa Cruz, CA PATTON.GA Affiliation Not Assigned 56Fn23360 
08/04/29 Docketing & Services Branch 2pp 61864 057-61064 058 

-9204290093 Comment on proposed rules 10CFR2, 19, 20.30,3 1,32, 34 ,35, 39, 40, 50.61 & 
70 ro slds for protection against radiation 

GERBER, J , SCHULTZ, L Affiliation Not Assigned 56Fn23360 86/10/07 Office of 
the Secretary of the Commission Ip 61884 125-61fl64 126 

-9204290095 Comment on proposed rules 10CFR2.1 0,20.30,3 1.32,34, 35.39,40. 50,61 & 
70 re stds for protection against radiation 

HOULAND.R T . HOLLAND.M F Affiliation Not Assigned 56FR23360 00557 80/00/ 
23 Docketing & Services Branch Ip 61864 088 61864 088 

-9204290096 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WILL.D Affiliation Not Assigned 56FR23360 86/10/12 Office of the Secretary of tho 
Commission Ip 61064 126 61864 126 

-9204290098 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32.34,36,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELCH.M Redwood Alliance 58FR23360. 86/04/29 Docketing & Services Branch 
6pp 61864 050-61864 064 

"9204290099 Comment on proposed ruies tDCPR2, 19, 20.30, 31, 32, 34, 35, 30.40, 50,.61 & 
70 re slds for protection against radiation 

GtORGl.FJ Affiliation Not Assigned 58FR23360 66/09/24 Docketing & Services 
Branch Ip 61864 089 61864 089 

-9204290101 Comment on proposed ruies 10CrR2,1 9,20,30,31 ,32, 34, 35,39, 40, 50.61 & 
70 re stds for protection against radiation 

HALBERG.QP Affiliation Not Assignod. S6FR23360 06/10/12 Office of Ihe Secre 
tary of the Commission Ip 61864 1 27-61884 1 27. 

-9204290102 Comment on proposed rules 10CFn2, 19.20, 30, 3 1,32, 34.35.39, 40, 50,61 & 
70 ro stds for proleclion against radiation 

KARPEN.L R Affiliation Not Assigned 56FR23360. 86/09/26 Docketing & Services 
Branch 1p 61864 090 61864 090. 

-9204290104 Comment on proposed rules 10CFR2,1 8, 20, 30, 31, 32,34.35, 39,40, 50,61 a 
70 re stds for protection against radmtion Opposes rule 

TANASE.J Affiliation Not Assignod 56FR23360 86/05/03 Docketing a Services 
Branch ipp 61864 065-61864 065 

-9204290106 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34 .35,39,40, 50,61 a 
70 re stds for proleclion against radiation 

* Affiliation Not Assignod 56FR23360 06/10/16 Office of the Secretary of the Com 
mission Ip, 61864 128 81804*1 28, 

-9204290109 Comment on proposed rules 10CFR2,19,20.3Q,31,32,34,35,39,40, 60,61 a 
70 re stds for protection against radiallon.Opposes rule 

SAEMANN.J Affiliation Not Assigned, 56FRa3360 86/05/05 Docketing & Services 
Branch Ipp 61864 066 61864*060. 

-9204290112 Comment on propo<ied rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule. 

LADD.t Affiliation Not Assigned, 66FR233eQ. 66/05/06. NRG • No Detailed Affiliation 
Given, 2pp 01864*067-61864 068 


-9204290117 Comment On proposed rules 10CFR2, 19.20.30.31,32, 34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

CHRISTIANO.T Affiliation Not Assignod 56FR23360 86/10/15 Office of the Secre 
tary of the Commission lp 61864 129 61864 129 

-9204200132 Comment on proposed rules l0CFn2,1 9 20,30,31.32,34 35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MCCULLOM.W. MCCULLOW.J Affiliation Not Assignod 56FR23360 66/10/14 
Office of the Secretary of tho Commission 1p 61864 130 61864 130 

-9204290136 Comment on. proposed rules IOCFRa.1 0,20,30,31 .32,34,35.30,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

WELLMAN.GA Affiliation Not Assigned 56FR23360 86/10/15 Olfice of the Socra 
tary of the Commission ip 61864 131 61664 131 

-9204290138 Comment on proposed rules 10CFR2.19,20.30,31,32,34,a5,39,40, 50.61 & 
70 re stds (or protection against radiation Opposes rule 

WELLMAN.CS Affiliation Not Assigned 56FR23360 86/10/15 Office of the Secre 
tary of the Commission 1p 81864 132 61864 132 

-9204290140 Comment on proDOsed rules lOCFR 2, 19, 20, 3 0,3 1.3 2,34,35.3 9,40, 50,61 & 
70 re stds for protection agamst radiation 

* Affilialton Nol Assigned S0FR2336O 86/10/17 Olfice of the Secretary of Iho Com- 
mission Ip 61664 133 61864 133 

-9204290144 Comment on proposed rules 10CFR2,1 9,20.30,31 .32.34,35.39,40. 50.61 & 
70 ro slds for proleclion agamal radiation 

SEPULVEDA. M Affiliation Not Assignod 56FR23360 GQ/09/29 Dockeling & Serv- 
ices Branch Ip 81864 091-61864 091 

-920429D145 Comment on proposed rules 10CFR2,19.20,30,31,32,34,35,3D,40, 50,61 & 
70 ra stds for protection against radiation Opp os as rule 

DALTO.C A . SUAN.S K Alfilialion Not Assigned 66FR2336Q 86/10/17 Office of the 
Secretary of Iho Commission Ip 61864 134 61864 134 

-9204200147 Comment on proposed rules 10CFR2,1 9, 20, 30,3 1,32, 34, 35,39.40, 50.61 6 
70 re slds for protection against radiation 

RAYNIS.S . RAYNIS.P AfTiliatlon Not Assigned 5BFR23360 89/09/29 Docketing & 
Services Branch Ip 6166 4 0 92 61864 092 

—920429 01 62 Comment O'H proposed rules 10GFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

SIMKINS,A Affiliation Nol Assigned 56FR23360 86/10/17 Office of the Socretary of 
tho Commission Ip 61864 13S 61064 135 

-9204290155 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34,35,39, 40, 50,61 & 
70 re stds for protectior^ ^olnsl radiation 

SALITAN.L F Center for Farm & Food Resoarch,lnc 56FR23360 86/09/18 Docket- 
ing & Services Branch tp 61064*093 61864 093 

-9204290167 Comment on proposed rules 10CFR2. 10,20,30,31.32,34,35,39,40. 50,61 & 
70 ro aids for proleclion against radiation 

ROBERTSON, E Affiliation Not Assigned 56FR23380 86/09/26 Dockeling & Serv 
ices Branch Ip 61864 004-61864 094 

-9204290160 Comment on proposed rules 10CFR 2, 19. 20, 30 ,3 1,32,3 4.35 ,39,40, 50,61 & 
70 rs stds for protection againsl radiation 

QUNSELMAN.DJ Affiliation Not Assigned 56FR23360 86/09/29 Dockeling & Serv- 
Icos Branch Ip 61664’005 61064 095 

-9204290165 Comment oni propt>sed rulos 10CFR2, 10,20, 30,3 1,32, 34, 35, 39, 40, 60,61 & 
70 ro stds for protection against radiation 

QITCHEL.BA, GITCHHL.BA, GITCHEL.M L Affiliation Nol Assigned 56FR23360 
60/09/24 Docketing & Sotvicos Branch. Ip 61864 096 61B04 096 

—9204200169 Comment on proposed rulos 10CFR2i19,20,30,3t,32,34|35,30,40, 50,61 & 
70 ro stds for pro(octior> against radiadon 

SMITHTOWN.MW Affiliation Nol Assigned 66FR23360 86/09/30 Dockeling & 
Services Branch Ip 61 064. 007*61 864 097 

-9204200172 Comment on proposed rules 10CFR2.1 9, 20,30.3 1,32, 34. 35.39, 40, 50,61 & 
70 ro stds for protection against radiation 

LADRADOR.T E Affiliation Not Assigned 5BrR23360 88/09/30 Dockoling & Sorv- 
fces Branch ip 61864 0 98-61664 098 

-9204290176 Comment on proposed rules 10CFR2.1 0,20,30,31,32,34,35,39,40. 50*61 & 
70 re slds for protection agatnsl radialion 

EDWARDS.FH Affiliatior^ Not Assigned. 56FR23360. 86/16/02 Dockeling & Services 
Branch 1p 61864 090 61064-009 

-9204290163 Comment on proposed rules 10CFR2, 10, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 ra aids (or protection aoainsl radialion 

COCHRAN.H Aflillallon Not Assignod 56FR23360 86/09/29 Docketing & Services 
Branch, 3pp 61864,100-61064 102. 

-9204290184 Commonl or^ proposed rules 10CrR2,1 9.20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protoctloin against radiation Opposes rule 

TURNER.G Affiliation Not Assigned B6FR23360. 06/10/17 Ofrice of tho Secretary 
of the Commission ip 61064 la6 61864 136, 

-0204290106 Comment on proposed rulos lOCFR 2. 19. 20 ,30, 3 1,32 .34 .3 5, 39 ,40. 50,61 & 
70 re stds (or protection against radiation Opposes rule 

LAPPIN.B Affiliation Nol Assigned 56FR23^60 86/10/17, Office of the Secretary of 
fhe Commfsafon tp 61664 137 61864 137 

-9204290100 Commeni on proposed rulos 10CFR2, 19.20.30,31.32,34.35,39.40, 60,61 &. 
70 re stds for protection against radiation Opposes rule 

• Affiliation Not Assigned B6FR2330O 80/10/17 Office of the Secretary of the Coni' 
mission Ip, 61864:138-61664.138, 

-9204290195 Comment on proposed rules 10CFR2, 19, 20.3 0,31, 32, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation 

ZEIGLER.M Affiliation Nol Assigned 68FR23360 86/10/15 Office of the Secretary 
of the Commission ip 61664*146 61864148 
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-920429Q200 Commont on proposed rutas 10 CFR 2 , 19, 20.30, 3 1, 32, 34,3 5, 38,40. 50,61 S 
70 ro stds for protecKon against redial ion 

VALDINLM Affifialion Not Assigned 56Fa233eo> B6/00/29 Oockeling & Services 
Branch 4pp 61B64 103 61864 106 

-92:04290202 Common I on proposecJ rules lOCFR 2. 19, 20, 30.3 1,32. 34, 35, 39,40. 50.61 & 
70 re Bids for protection against radiation Opposes rule 

STAPLETON. J Alfillatlon Not Assrgned 56FR23g60 86/10/07 Office of the Secra 
lary of the Commission ip 61864 148 61864 148 

-9204290206 Comment on proposed rules 10CFR 2.1 9.20,3 0,3 1.32,34,35,39.40, 50.61 & 
70 ro stds for protection against radiation 

YOUNGER, P Affiliation Not Assigned SBFR23360 86/10/03 Docketing &. Services 
Branch Ip 61064 107 61864107 

-9204290209 Commont on proposed ruCas 10CFR2, 19,20, 3 0.31. 32, 34, 36, 39.40. 50.61 & 
70 re stds for proteclfon against radiation 

HORNUNG.T Affiliation Not Assigned 56FR23360 86/10/11 NRC - No Detail od A( 
filiation Given tp 61864 149-61864 149 

-9204290211 Comment on proposed ruCea 10CFR2. 19,20,30,31 .32, 34,35,39.40. 50,61 & 
70 10 stds for protecilon against radiation 

MCKENNEY.L Affiliation Not Assigned 56FR23360 B6/09/29. Dockeling & Services 
Branch Ip 61064 108 61864108 

-9204290212 Comment on proposed ruFos 10CFR 2, 1 9.20, 30,31, 32, 34, 35 ,30.40. 50,61 & 
70 ro stds for crotaclion against radiation Opposes rule 

LININHAN.T Afflialion Not Assigned 56FR23360. 86/10/20 Office of Iho Secretary 
of the Commission Ip 61B64 150 61064 150 

-9204290215 Comment on proposed rules 10CFR 2.1 9.20,3 0.3 1,32,34, 36 .39,40. 60.61 & 
70 re stds for protection against radiation 

PASFIELO.F.M AtfiEial ion Not Assigned 56FR 23360 86/00/28 Docketing & Services 
Branch Ip 61864 109 618&4 110 

-9204200218 Comment on proposed rules 10CFR 2, 19, 20, 3 0.31, 32.3 4, 35.39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

STONE.EF,, 0'BFHEN,A. STONE, 3 B Affilralion Not Assigned 56Fn23360 86/10/ 
20 Docketing & Services Branch Ipp 61864*139 61664 139 

—9204290221 Comment on proposed rules 10CFR2, 19.20, 30, 31. 32,34 ,36,39.40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

* Concerned Citizens of Geauga County, OH 56FR23360 88/10/14. Office of tho 
Secretary of the Commission 1p. 61864 151-61864 151 

-9204290223 Comment on proposed rules 10CFR2, 19. 20, 30, 3 1.32, 34.36, 39,40, 50,61 & 
70 re stds for protection against radiation 

8LACKBERR>^B Affiliation Not Assigned 5CFR23360 86/10/03 Docketing & Serv- 
ices Branch tp 61884 111 61864111 

-9204290226 Comment on proposed rules 10CFR2.1 9, 20,30, 3 1,32, 34. 35.39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

STAPLETON, S Affiliation Not Assigned 56FR23360 66/10/07 Office of tho Sacre- 
lary of the Commission Ip. 61864 152-61864 152 

-9204290227 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MOSS.K Affillallon Not Assigned 56Ffl 23360 06/10/20. Dockeling & Services 
Branch Ipp 61084 140 61864140 

■■9204290229 Commont on proposed rules 10CFR2. 19, 20,30, 3 1,32,34, 35,39, 40, 50,61 & 
70 re atds for protection against fadialion 

KELLY, J Affiliation Not Assigned 56FR 23360 B6/O0/28 Dockeling & Services 
Branch Ip 61864112 61864:112. 

-9204290230 Commont on proposed rules 10CFR2,1 0,20, 30.31, 32,34 ,35,39.40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

STAPLETON. JT. Alfillatlon Nol Assigned 56FR23360. 86/10/07 Office of Iho Secre- 
tary of the Commission Ip 61864 163 61864 153 

-■9294290232 Comment on proposed rules 10CFn2.1 9, 20, 30,31, 32,34,35, 39, 40, 50,61 & 
70 re stds (or protection against radiation Opposes rule 

GURLING.G W, Affilialron Not Assigned 56FFt23360 86/10/14, Office of tho Secre- 
tary of the Commission Ip 61664 164-6ie64i54 

-S20 4 290235 Comment on proposed rules 10CFR2,1 0,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for proledlon against radiation Opposes rule 

RI;NNI0N,M Affiliation Not Assigned 56FR233&0 66/10/20 Dockeling & Services 
Branch Ipp 61BG4 141-61B64 141 

-9204290237 Comment on proposed rules IOC FR2, 19,20,30,31,32,34,36,39,40, 50,61 & 
70 re atds for protection against radiation 

OWENSpM Affiliation Not Assigned 66FR23360 86/10/07 Docketing & Setvicas 
Branch ip 61864 113-61864:113 

-9204290238 Comment on proposed rules 10CFR2. 19,20,30,31,32,34,35.39.40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

COLANDRA,A Affiliation Not Assigned S6FR 23360 86/10/14. Office of the Secre- 
tary of the Commission Ip 618e4*165-61864 155 

-9204290240 Comment on proposed rules lOCFRa,! 9.20,30,31, 32,34.35,39,40, 50,61 & 
70 re sids fo-r protection against radiation Opposes rules, 

RICHARDSON.P. Affiliation Not Assigned. 66FR2a360 66/09/09 Dockeling & Sorv- 
Icos Branch Ip 61663 006-61863,006. 

-9204290244 Commont on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rulo, 

FOX,HA. FOX.J. Affiliation Nol Assigned 56FR2330O 86/10/20 Docketing & Seiv- 
ices Branch t>pp 61 864*1 42-61 B64 142. 

-6204290247 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 50,61 & 
70 re atds for protecilon ogairvst radiation 

BOERRIGTER.E Affiliation Not Assigned 5BFfl23360 06/10/20 NRC • No Detailed 
Affiliation Given Ip 61864 156 61864*166 

-9204200249 Commoni on proposed rules tOCFR2, 19,20,30, 31 ,32.34,35.39,40, 60,61 & 
70 ro stds for prelection againal radiation. Opposo rules 

* Affiliation Not Assigned 66FR23360. 86/09/16. Docketing A Services Branch Ip 
61593.007-61863 007 


-9204290252 Comment on proposed rules 10CFH2, 19, 20,30, 31, 32,34, 35.39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

O'NEIL, R A Affiliation Not Assigned 56FR23360 86/10/20 Docketing & Services 
Branch Ipp 61864 143 61064 143 

-9204290257 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32, 34.35.39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rules 

STRAW, J B Affiliation Nol Assigned 56FR23360 86/09/02 Docketing A Services 
Branch Ip 61863 008-61863 000 

— 92042902S8 Commont on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

0'NEIL,FE Affiliation Not Assigned 66FR23360 86/10/20 Docketing A Services 
Branch Ipp 61884 144 61864 144 

—9204290265 Comment on proposed rutos 10CFR2, 19, 20,30, 3 1,32, 34.35,39,40, 50,61 A 
70 ro stds for protection against radiation Closes rule 

LEWANSKI,J Affifialion Not Assigned 56FR23360 86/10/14 Dockeling A Services 
Branch ipp 61864 145 61664 145 

-9204200273 Comment on proposed rules 10CFR2, 19,20, 30.31. 32, 34, 35.39, 40. 50,61 A 
70 ro stds for protection against radiation 

ROSE.WT Affiliation Not Assigned 56FR23360 66/10/10 Office of the Secretary o1 
the Commission Ip 61864 157-61064 157 

-9204290203 Comment on proposed rules 10CFR2, 19, 20,30,31, 32.34, 35, 39, 40, 60,61 A 
70 re stds for protection against radiation 

AVERY Affiliation Not Assigned 56FR23360 86/10/20 Office of (he Secretary of the 
Commission Ip, 61864 168-61864 158 

-9204290296 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32.34, 35, 30, 40. 50,61 A 
70 re slds for protection against radiation Oppose rulos 

MELILLO.D Affiliation Not Assigned 56FR23360 86/09/16 Docketing A Sorvices 
Branch Ip. 61863 009 61863 009 

-9204290297 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

BISHOP.D A Affiliation Not Assigned 56FR23360 86/09/09 Docketing A Services 
Branch 2pp 61863 010 61863 011 

-9204290301 Comment on proposed rules 10CFR2, 19.20,30,31,32,34.35.39,40. 50,61 A 
70 re stds for protection against radiation Oppose rules 

* Affiliation Nol Assigned 66FR23360 86/09/10 Docketing A Sorvices Branch 1p 
61863 013-61863 013 

-9204200303 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35,30, 40, 50,61 A 
70 re slds for protection against radiation Oppose rules 

CUNNING HAM, V Affiliation Not Assigned 56FR23360 86/09/16 Docketing A Serv- 
ices Branch Ip 61863 014-61863 014 

-9204290307 Commont on proposed rules 10CFn2, 19,20, 30, 3 1,32, 34, 35, 30, 40, 60,61 A 
70 ro slds for protoclion against radiation Oppose rules 

PECK.H Affiliation Not Assigned 56FR23360 86/09/12 Dockoling A Services 
Branch Ip 61663 015 61863 015 

-9204290312 Comment on proposed rulos 10CFR2, 19,20,30,31,32,34,35,30,40, 50,61 A 
70 re stds for protection against radiation Oppose rules 

SMITH.SJ Affiliation Nol Assigned 56FR23360. 86/09/11 ZECH.L W Commission 
era (Post 750110) Ip 61863 016 61863 016 

-9204200316 Comment on proposed rulos 10CFR2, 19.20, 30.31, 32, 34, 35.30, 40, 50,61 A 
70 re slds for proloction against radiation Opposes rule, 

COULIAOES.J Affiliation Not Assigned 58FR23360 86/08/21 Dockeling A Services 
Branch Ip. 61864*167-61864 167 

-9204290310 Comment on proposed rulos 10CFR2, 19,20,30, 31. 32, 34, 35,30,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BRAOLEY.M Affiliation Nol Assigned. 56Fn23360 06/08/27 Dockeling A Services 
Branch Ip 61664 160-61864 160 

-9204290323 Comment on proposed rulos 10CFR2,19, 20, 30, 31 ,32,34,35,30,40, 50,61 A 
70 re slds for protection against radiation Oppoaos rule 

DARUNQ.O Affiliation Not Assigned 56FR23360 66/08/25 Docketing A Sorvices 
Branch Ip 61664169 61064 169 

-9204290327 Comment on proposed rulos 10CFR2,19, 20,30,3 1,32, 34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

KLUGE, H. Lakeland Audubon Society, Inc. KLUGE.H, Affiliation Not Assigned 
56FR233eQ 86/09/10 Docketing A Services Branch 4pp 61863 017-61863 020 

-9204200328 Commenl on proposed rulos 10CFR2,19, 20,30,31, 32,34,35, 39,40, 50,61 A 
70 re stds for protecilon against radiation 

LAFORQE.J, Affiliation Not Assigned, 56FR23360 86/10/01. Docketing A Services 
Branch Ip 61864*114 01864 114 

-9204290329 Comment on proposed rulos 10CFR2, 19,20, 30.3 1,32.34,35.39, 40. 60,61 A 
70 re stds for protection against radiation Oppose rulos 

ZWIN.P.W Affiliation Not Assigned 56FR2330O 90/09/18 Docketing A Services 
Branch Ip 61863 021 61863 021 

-9204290331 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32,34,35,39,40. 50,61 A 
70 re slds for prolectfon against radiation, 

STONE.GE Affiliation Not Assigned 56FR23360 86/10/06 Dockeling A Services 
Branch, tp 61064 115 61864*116 

-9204290332 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40, 60,61 A 
70 re stds for protoclion against radiation Opposes rule, 

ZWIN,PT Affiliation Not Assigned 66FR23360 86/09/16 Docketing A Services 
Branch Ip. 61863 022 61863 022 

-9204290341 Comment On proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 30, 40, 60,61 A 
70 re stds for protection against radiation Oppoaos rufe 

LOHR.L Affiliation Not Assigned 56FR23360 86/08/25 Docketing A Services 
Branch Ip, 61864,170 61864 170. 



-9204290342 Comment on proposed rules 10CFR2.19.20.30, 31. 32.34.35,39, 40. 50,61 &. 
70 re stds Cor prolectton against radiation 

ADAMS.M Affiliation Not Assigned 56FR23360 B6/10/01 Docketing & Services 
Branch 2pp 61864 117-61864 118 

-920429D344 Comment on proposed rules 10CFR2. 19,20, 30,3 1.32,34 ,35, 39.40, 50,61 & 
70 re stds Cor protection against radiation 

WESTFALL.R G Alfiliation Not Assigned 56FR23360 86/09/28 Office of the Secre- 
tarv of Ihe Commission Ip 61B04 159 61864 159 

-9204290347 Comment on proposed rules 10CFR2,1 9.20,30,31 .32.34.35,39,40, 50,61 & 
70 re stds for proleclion against radiation 

PIEPER.C Affiliation Not Assigned 56FR23360 06/09/02 NRC - No Detailed Affili- 
ation Given Ip 61864 160 61864 160 

-9204290350 Comment on proposed rules 10CFR2, 19,20,30,31 .32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GOLDBERG, MC Affiliation Not Assigned 56FR23360 86/08/25 NRC - No Detailed 
Affiltaiion Given ip 61864 161-61864 161 

-9204290352 Comment on proposed rules 10CFR 2, 19,20,30,31.32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHNEIDER.G House of Rep SGHNEIDER.C Affiliation Not Assigned 56FR23360 
86/08/19 ZECH.LW Commissioners (Post 7501 10) Ip 61864 171-61864 171 

-9204290357 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SCHROEDER.H A Affiliation Not Assigned 56FR23360 86/09/02 NRC - No De 
tailed Affiliation Given 1p 61864 162-81064 162 

-9204290361 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiatlon.Opposes rule 

HALVORSON,A Affiliation Not Assigned 56Fn23360 06/08/25 Docketing & Serv 
Ices Branch Ip 61864 173 61864 173 

-9204290362 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32,34.35,39,40, 50,61 & 
70 re stds Cor protection against radiation 

PULS.M Affiliation Not Assigned 56FR23360 86/09/01, Office of the Secretary oC 
the Commission. Ip 61064 163-61064 163 

-9204290364 Comment on proposed rules 10CFR2, 19,20,30,31, 32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DAVIS Affiliation Not Assigned 56FR23360 86/08/26 Docketing & Services Brancti 
Ip 61864 174-61864 174 

-9204290365 Comment on proposed rules 10CFR2, 10.20,30,3 1,32,34,35,39,40, 50,61 & 
70 re stds Cor protection against radiation 

FLECK, M ACCiliation Not feigned 56FR23360 86/08/30 NRC - No Detailed Aflili 
allon Given 2pp 61864 164-61864 165 

-9204290373 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32.34,35.39,40, 50,61 6 
70 re stds for protection against radiation 

* Affiliation Not Assigned 56FR23360 86/08/29 Office of the Secretary of the Com 
mission Ip 61864 166 61864 166 

-9204290375 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30 ,40, 50,61 & 
70 re stds (or protection against radiation 

BERQ.W AfCilIation Not Assigned 56FR23360 86/10/08 Docketing & Services 
Branch Ip 61864 119 61864 119 

-9204290378 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39,40, 60,61 & 
70 re stds (or protection against radiation 

BERNSTEIN, R , MACLEAN.R A , MILLER.H L Texas, State of 56FR2330O 86/00/26 
Docketing & Services Branch 1p 61864 175 61864 176 

-9204290380 Comment on proposed rules 10CFR2,1 9, 20,30,3 1,32.34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

SUIECKI.J Affiliation Not Assigned 56FR23360 06/10/09 Oockeling & Services 
Branch Ip 61864 120 61864 120 

-92042903B7 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,36.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAIO.K Affillatton Not Assigned 66FB23360 86/10/08. NRC - No Detailed AfMlallon 
Given Ip 61864 201-61864 201 

-9204290393 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds forproloction against radiation Opposes rule 

WILLIAMS.MC Affiliation Not Assigned 66FR23360 86/00/19 Deckeling & Services 
Branch 18pp 61864 176-61884 103 

-9204290395 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40. 60,61 & 
70 re stds for protection against radiation 

PEDERSEN.G,, PEDERSEN, A Affiliation Not Assigned 66FR23360 86/10/09 Office 
of the Secretary of the Commission tp 6 1864 202-61864 202 

-92042904D1 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34,35, 30,40, 60,61 & 
70 re stds for protection against radiation Oppose rule 

QOODE.M Affiliation Not Assigned 5eFR23360 86/10/06 Office of the Secretory of 
(he Commisston Ip. 6 1864 '203-6 (864 203 

-9204290405 Comment on proposed rules 10CFR2, 19.20.30.31,32.34.35,39,40. 50.61 & 
70 re aids for protection against radiation Opposes rule. 

SKfBBEE.P.L . SKI8BEE,J R Affiliation Not /Assigned. 56FR23360. 06/10/10 Docket- 
ing & Services Branch Ip 61864*194 61864*194 

-9204290409 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34,35,39,40, 60.61 a 
70 re stds for protection against radiation Opposes rule 

OWEN.B Affiliation Not Assigned B6FR23360. 86/10/09 Docketing & Services 
Branch Ip 61 864' 195-61 864: 195 

-9204290411 Comment on proposed rules 10GFR2, 10,20 ,30,31 ,32,34,35,39,40, 60.61 a 
70 re stds for protection against radiation 

BRENNER.R A Affiliation Not Assigned 66FR23360 88/09/06 NRC - No Detailed 
Affiliation Given Ip 61864*204-61864 204 

-0204290413 Comment on proposed rules 10CFR2, 19,20 ,30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 56FR23360 86/10/16 Docketing a Services Branch. Ip. 
61 864' 196-61 664 196 


-9204290414 Comment on proposed rules 10CFR2.19, 20.30, 31. 32.34, 35.39, 40. 50,61 a 
70 re stds for protection against radiation 

MARTIN, C Affiliation Not Assigned 56FR23360 06/10/06 NRC - No Detailed Affili 
alien Given ip 61864 205 61864 205 

-9204290418 Comment on proposed rules 10CFR2, 19,20.30, 31 .32.34.35.39,40, 50.61 a 
70 re 9lds for protection against radiation 

HICKMAN.JB Affiliation Not Assigned 56FR23360 86/10/06 Office of the Secretary 
of the ■CommiSSfon tp 6(664 206 61064 246 

-9204290420 Comment on proposed rules 1CCFR2,19, 20,30, 31 ,32.34.35,39.40, 50.61 a 
70 re aids for protection against radiation Opposes rule 

JOHNSON.E . JOHNSON.R Affiliation Not Assigned 56FR23360 86/10/09 Docket- 
ing a Services Branch ip 61864 197-61864 197 

-9204290425 Comment on proposed rules 10CFR2,19.20, 30,31.32,34, 35, 39, 40. 50.61 a 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 56FR23360 86/10/15 Docketing a Services Branch ip 
61864 190 61864 199 


-9204290431 Comment on proposed rules 10CFR2, 19, 20.30.31, 32.34, 35, 39,40, 50.61 a 
70 re Mds for protection against radiation Opposes rule 

LORD.WS Affiliation Not Assigned 56FR23360 86/10/15 Docketing a Services 
Branch Ip 61864 200 61664 200 

-9204300234 Informs that Commission will ba hoEding public meeting on BOti lO.to con 
sider NRC recommendations for final revs to 10CFR20 

GUNTER, JW Environmonlal Protection Agency AA3 0-2 0680 86/11/03 CHlLK.SJ 
Office of the Secretary of lha Commission Ip 61 604 246 61864 246 


-9204300242 Supports proceduro employed by Commission in developing proposed 
changes to 10CFR20, "Stds for Protection Against Radiation" 

JOHNSON, G J Nuclear Fuel Services. Inc /\A38 2 0881 8B/11/11 ZECH.LW. Com- 
missioners (Post 750110) 6pp 01864 247-6100 4 252 

-9204300265 Discusses Commission meeting on finalization of radiation stds 
D’ARRIGO.D Nuclear Information a Resourco Service AA38-2 0682 88/11/28 
ZECH.L Commisslonors (Post 760119) tp 61864 253 61664.253 

-9204300274 Fonvards Los SlabacK questions re proposed 10CFR20 that currently 
being considered but not yet published for commont 

PITCHFORD.T L Affiliation Not Assigned AAoa 2 08B3 89/03/07 ROECKLEfN.A 
NRG - No Detailed Affiliation Given Spp 61864 254 61864 282 

-9204300306 Discussos technical progress rapt 1 for contract No NRC 04 89 067, 
"Technical Assistance for Part 20 Impfemonlation " 

YBARRONDO.LJ SCIENTECH. Inc AA 38-2 0867 69 / 08/01 HAGEY.H Division Of 
Contracts a Properly Management (Post 090205) 5pp 61 664 283 61 864 305 

—9204300317 Request extension of comment period on radiation stds regulations. 
O’ARRIGO.D Nuclear Information a Resourco Service AA38 2 0890 66/04/10 
ALEXANDER.RE Olfice of Nucloar Rogulalory Research (Post 860720) 7pp 
61064 306 61871 210 


-92050801 50 Submits list of five items re draft SRM on Port 20 implemantation dates 
MORRIS, B NRC - No Dotailod Affiliation Given AA3B 2 0876 90/10/26 COOL.D 
NRC - No Detailed Affiliation Given 40pp 61856 280 61056 354 

-9205110208 Commont on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 a 
70 ra stds for protection against radialton 

KOCHERY.I A Affiliation Not Assigned 56FR23360 06/05/13 Docketing a Services 
Branch Ip 61871 2f1-6l871 211 

-9205 110209 Commont on proposed rules 10CFR2,1 0,20.30,3 1,32, 34,35,39, 40, 60,61 a 
70 re stds for protection against radiation Supports rules 

POTOCtK,0 P Affiliation Not Assigned 56FR23360 06/03/13 Docketing a Services 
Branch. Ip 61871 212-61871 212 

-9205110211 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32.34. 35, 39, 40, 50,61 a 
70 ro stds for protection against radiation 

HERD.E Affiliation Not Assigned 56FR 23360 86/05/16 Dockoling a Services 
Branch Ip 61071 213 61871 213 

-9206110216 Commont on proposed rules 1OCFn2,19,20,30,3l,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

STRONG.TH Washington, Slato of 56FR23360. 66/05/12 Dockoling a Services 
Branch Ip 01871.214-61871*214 

-9205110220 Comment on proposed rules 10CFR2, 19.20.30, 3 1.32, 34, 35,39,40, 60,61 a 
70 ro stds for protection against radiation 

HORVATH, KJ Affiliation Not Assigned 56FR23360 88/05/15 Office of tho Secre- 
tary of the Commission Ip 01871 215-61071 216 

-9205130014 Forwards draft rev to tOCFR20 for review a commont Response request- 
ed by 680113 W/o end, 

NUSSBAUMER.D A, Assistant Director for Stale Agreements Program. /VA38-2 1134 
87/12/23 Affiliation Nol Assigned Ip 61046 318 01646 310 

-6408310085 Recommends RES change specific requirement of 10CFR20,App A re 
respiratory regulation Requirement should bo more generic a less prescriptive 
BAER.R L Engineering a Generic Communications flr.Div Emerg Prop a Engineonng 
Rosponse.lE AA3B-2 0024 04/08/27, AlEXANDER.R E Occupational Radiation Pro 
teclion Branch Spp 61043 292-61B43'295. 

-8504220322 Comments on draft Part 20,Subpart H Existing basis for good 
equlpment,coupled w/recommonded beard prohibition, should continue to be funda- 
mental 

BAeR,R L Engineering a Generic Communications Br,Div Emerg Prop a Engineering 
HQBponse.lE AA3a-2 0026 85/04/11 MILLS, W Health Bfects Branch 9pp 
61043 206-61843 304 





I cuf 1 1 cnno 


~850'$02027a Corrmenls on proposed rule 10CFR20 ra applicabildy during 
omefQBriCiesD^agfeos w/RES position of Section 20 9, ‘Conditions of EKposuro" 
Changes in wording needed, includrng definition of '"emergency " Agrees w/basic 
intent 

BAEB.Rt Enoinser^r^s & Geneno Goinmuntcations Br.Oiv Emerg Prep & Frigjneefirig 
flesponseJE M3B 2 0027 85/07/26 ALEXANDEH.ft Health Effects Branch 4pp 
6)643 305 61843307 

-8602120515 Inforins that staff will be ravfewing proposed rev to 10CFR2O during corn- 
monl period Region I should undeftako simitar review 

PARTLOW.J G Div of inspection Prog rams, IE (850212 870413) AA3a 2 0007 B6/02/ 
05 MARTIN, TT Region 1 (Post 820201) 2pp 61842 264 61842 265 

-8603240347 Forwards proposed rev to 10CFFI2O, "Stds for Protection Against Radi- 
ation," to aid in development of radiation protection procfldufes.por 860124 
request Copy of draft regulations requested W/o end 

ALEXANDER, RE Otfica o1 Nuclear Regulatory Research. Director (Pro 860720) 
AAa8-2 0010 66703/03 VALENTfN.J Sweden, Govt of Ip 61842 207-61842 287 

-8603240369 SECY 66 048 Provides baoMil anafysls for 10CFH20 proposed rule for 
Commission review & approval for publication in FFt for public comment 
STELLO,V Olc of the Exe<iutwo Oifoclor for Operations 5eFR23360 86/02/10 
3Q8pp 61846 319 61B47042 

•*B603250208 Forwards proposed rev to 10CFR20, "Stds for Proleclion Against Radi- 
ation," per 660202 request Rev believed to bo consislonl w/Juslification & optiml?a 
lion principles q( Iny Commission on Radiological Protection 

ALEXANDER,RE Office of Nuclear Reguralory Research, Director (Pfe 860720) 
AA36 2 0017 66/03/13 WARNECKE,E Germany, Federal Republic of Ip 
61842 339 61642 339 

“8603250275 Advises that public meolings lor proposed major rev to IOCFR20 wrtl bo 
considered at close of public comment period to permit incorporairoa of wnttan ceru- 
men la or eiTuclunno ol appropriate agorvda 

MINOGUE,RB Office of Nuclear Regulatory Research, Director (Pfa 860720) AA38'2 
0016 86/03/12 graced N Region 2 (Post 820201) 2pp, 61842 337 61842 336 

“0603250295 Requests advice as to legal accuracy & signilicanco of onci ID Bross 
860224 Ilf docketed as official (tr of commont on malor rev lo 10CFR20 published in 
FR on 860109 

ALEXANDER, R E Office of Nuclear Regulatory Rosoarch, Diroclor {Pro 880720) 
AA3a-2 0013 86/03/10 BECKER, J M Oflica of the Executlvd Legal Director (Pre 
860701 ) 7pp 61642 327 61842 333 


--6803 300481 Informs lhat draft 10CFR20 rev reviewed by divs within NMSS & detailed 
cominenis provided IQ NMSS contact on Part 20 Working Group.per 071211 
request Ofc level concurrence shourd be of> schedule tor Apr 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
AA30 2 0093 0 8/01/28 WORRfS.B Office of Nuclear Regulatory Research (Post 
860720) 2pp 61846 052-61846 052 

“880525 0382 Advises of one stgntficanl confhcl between 29CFH1910 134, ''Respiratory 
Protoclion" & exisling draft Part 20 respiratory section NIOSH does not certify airline 
reapifalor (or use »n tDLH areas 

WIGGINTGW,J Office ot Nuclear Reactor Regulation, Director (Po&l 870411) AA36 2 
0118 08/05/18 PET6RS0N,H Office of Nuclear Regulatory Research (post 
860720) tp 61848 036 61848 039 

“6009220021 Forwards comments on review of language of 10CFR20 rulemaking pack- 
age dtd BB0826 

CUNNING HAM,L J Radiation Protection Branch AA38-2 0131 08/09/16 
ROECKLEIN.AK Radiation Proteclion & Health Effects Branch 6pp 61048 206 
61848 211 

“8809230100 Concurs in promulgation of draft rule as official amend to 10CFR20 
rulemaking Suogosl tons for improvement transmitted under separate cover 
GILLESPIE, FP Program Management, Policy Devefopment & Analysis Stall (Post 
870411) AA3a-2 0133 80/09/22 BECKJORD.ES Office of Nuclear Regulatory Re 
search (Post 860720) 1p 61848 214-61048 214 

“8809300170 Concurs w/rulemaklng for 10CFP20 pending resolution of issues raised 
prior lo Iransmilial to Commission 

THpMPSON,HL Office of Nuclear Material Safety & Safeguards AA3B 2 0132 08/ 
09/21 DECKJOflD.E S Office of Nuclear Regulatory Research (Po^t 660720) 2oP 


of access lo very high radiation areas 

& Emergency Preparedness (Post 
P Program Management, Policy Do 
61051 001-61051 156 

-•8902090466 Forwards comments on rev of 10CFR 20 Comments bolh subslanlivo & 
ed/fona) 

BECI^R.J M Office of ihe General Counsel (Post 060701) AA38-2 0078 08/01/07 
MORRIS.B Division ol Regulatory Applications (Post 870413) Opp 61B45 309- 


“89013003 38 Requests that reg gurde on control ( 
bo propared.por SECy-88-3l6 
CONGel,FJ Division of Radiation Proteclion 
870411) AA362 0163 89/01/13 GILL£SPIE,F 
vefopmenl & Analysis Staff (Post 070411) 70pp 


“8603250381 Informs of annual Independent regulatory review of rulemaking to revise 
10CFfl20 Proposed rule published in 860109 FR Review postponed until close of 
comireiW penod on 860 51 2 

MINOGUe.R B Office of Nuclear Regulatory Rflaearch, Director (Pre 860720) AA30 2 
0014 88/03/12 STELLO.V Ofc of the Executive Director for Operations 2pp 
6te42 334 ${842335 ^ 

- 0605070430 Responds fo questions in 860415 Hr Licensees expected lo Koop expo 
sures fo members of public be/ow 0 1 rern/yr unfoss otherwise authorrzed Comments 
on proposed revs lo 10CFR20 requested 

ALEXANDER,RE Radiation Risk Assessmenl & Managemonl Branch (860325 
860720) AA3a2 0O21 06/04/22 MOBERQ.AJ Newport Nows ShipbuHdmg a Dry 
Dock Co Ip 61043085-61643 005 ^ 

“8605166527 Forwards commanls on proposed rov to 10CFR20, "Need for Change in 
Neutron Quel'ty Faqro^s " 

S Inapeclion Programs.IE (050212-870413) AA38 2 0023 86/0$/ 
12 QOLLER.KR Division of Radiation Programs & Earth Sciences (840429-860720) 
0pp 61843205 61043 291 ^ 

“8611130377 Suhmiia add! comments on Subparl H of proposed 10CFfl20 rov, includ- 
ing concerns w/locphole addressed Jn 660411 memo, use ol proteclion faciors 8. 
emeraency ose of resprrafora 

BAER.R L Enqineermg & Generic Communications Br.Div Emerg Prep & enninoerinn 
AlEXANDEB.Rt Office ol Nuclear” Regula- 
tory Research (Post 860720) 2pp 61843 332-61843 346 

& 870113 momos re views on 
f ^ rncorporalGd in health physics poaiHon 

7 enciw/G70ii3 memo separately <fi5ffibuted 

Program Bf,Div of Inspection Prog rams, IE 
i ^ ' PASCIAK.WJ Region 

1 (Post 020201) NOSEY, CM Region 2 (Post 820201) 3pp 61844 035 01844 050 

Responds to request for views on enforceability of 10CFn20 40l re 
requires licensee lo follow instruct tons an Form 5 PosUion lakon bv 
for inadequate recording of doses supporled 
i Assistant General Counsel for Enforcament /(A3a-2 0044 87/01/13 
epp 610^^^^^^^ Programs.lE (850212 

decfsfcn paper for fOCFn28 ru/omaking, per 
Allernalive 2 would nol achieve changes to Pail 20 support- 
® Suggests that RES convene working group 

t0^/[LFXANi?FRnp AA3a-2 006D 07/04/ 

TO ALtXANDER,fl E Safety Research Application Branch Ip 61844 15981844 219 

^P*^®^^®^RT/87/12 "Oporailonal Safely Of Nuclear Inslallationg," 
61650077° ^ ^ AA38-2 0140 87/10/31 50pp 01050 027- 

comments ef 871209 draft rev of IOCFR20 Concurs w/lon 
?e^ialory%°S!SnpIS Proposed ™lo adoqitalo ,e 

Protection a Emernoncy Preparedness (Post 

Forwards draff of reaponses to help Part 20 work! no oroup resoond to 
CggintoW Paloraon request ^ ^ 

So9 W3/17 Pepufaiion. Director (Post 87041 1). AA38-2 


-0902^8444 Disccuses procoduro for controlling a accounlmg for radiation exposure 
of NRC employees & conlractora Although doses incurred by NRC employees well 
below regulatory limils guidance in Manual Chapter 0524 nol being followed 
STELtO,V Ofc of the Executive Director for Operations AA30 2 0160 89/02/17 
Commissioners (Post 7581 IO) 80pp 61051 239 61851 320 

-8903210880 Advisos that 10CFR19 13 (g) does nol require reporting of bioassay data 
or othor (nfo on intakes of radioactivo mat) 

CUNNINGHAM,L J Radialion Protection Branch AA38-2 0175 89/03/13 

^ 020201) OECKER.T Region 2 (Post 020201) 

GREGEn,LR Regions (Post 820201) 6pp 61052.055 61052 060 

-0904190297 Responds to 890126 memo re record rolenlion for ox licensee after It 
censo has been lerminaiodEx-Iicenseo not required lo retaif) records under Pan 20 oi 
NRC regulation or proposed rogulalions 

JEHLe.P Olfico of Ihe General Counsel (Post 660701) AA38-2 0171 09/02/27 
MILLER.C L Standardization & Non-Power Roaclor Projocl Directorate (670411* 
890729), 2pp 61052 042 6 1 052 043 

-8905240660 Forwards drpfl notice to federal agencies w/NRG licenses re polenlial 
confncling requirements between now federal guidance on occupational radiation con 
Irol & ©xfatinq Part 20 requiromer^js Comments by 870930 roquasfod 
ALEXANDER.R E Radiation Proteclion & Health Effects Branch AA3G.2 0064 87/ 
08/2$ BROWNING, RE Division of High Level Waste Managomani (Post 070413) 
7pp 61044 358 61844 355 ^ 

“8906150045 Responds to 890517 request for review of enci draft Commission paper 
TO 10CFH20 No legal ob)aclion fo paper In order to Inform Commission of author 
views, fisted paragraph should bo added at end of Commission paper 
TREBY.SA Assistant General Counsel for Rulemaking & Fuel Cycle AA38-2 0184 
89/05/22 BECKJORD.eS Offico of Nuclear Regulatory Research (Post 060720) 
Opp 61853 023 61853 077 

..^06220066 informs of NHR concurrence on Part 20 policy paper, per 890517 memo 
GILLESPIE.FP Program ManagomenJ, Policy Development & Analysis Staff (Post 
070411) AA30-2O106 69/05/30 BECKjORD.ES Office of Nuefear Regulatory Re 
search (Post 060720) 21 pp 61653 001-61053 121 ' 

“0906290462 Advises that NMSS concurs W/10CFR20 policy paper re issues of after- 
native melhods of assessing, recording & controlling internal doses & Inability of U re- 
coveiy faclNtles lo comply vv/App B values for Rn 222, per 090517 requosl 
BERNEROJRM Office of Nuclear Material Safely & Safeguards AA30-2 0189 89/ 
06/08 BECKJORD.ES. Office of Nuclear Regulatory Research (Post 060720) Ip 
61853 248-61853 250 

“0910120217 Discusses proposed reg guides to suppi revised 10CFR20.per 090306 
memo Fuel eyefo guide warranted & development supported Reg guide for rnalls li 
censeea would nol bo of groat ulility 

GUNNINGHAM,R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
AA38'2 0208 89/09/ 20 MORRIS.B M Division of Regulalory Applications /Post 
870413) Ip, 61054 075 61854 075 ^ r 

“0912220043 Forwards draft memo ro apphcabi/iiy of 10CFR20 lo occupational radi 
resulting from radon & radon progency at nuclear power plants 

Radiation Protection Branch AA38-2 0216 09/12/14 

HfCKEY.JW OperalioPs Branch 19pp 61054’322-61854 342 

’■90O3Q$02TT Provides commenis on memo for NRC regions ro applicability of 
10CFR20 to occupalionaf radiation exposures Radon & radon progeny are natural 
bai^ground sources unless from radioactivo decay of licensed mall wdhin 10CFR20 
TREBY.S A, Assistant General Counsel for Rulemaking & Fuel Cycle AA38-2 0220 
90/01/26 CONGEL.F J Division of Radiation Protection & Emergency Preparedness 
(Post 670411) lipp 61855,010-61865 028 « P reun 
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*>9005210136 Forwards comnoBnts on review o( draft radiation protection Rep Guides 

BN1.8N4a,DN6.BN8&8N10 “ 

CUNNING HAM, L J Radiation Protection Branch AA38 2 0227 90/05/16 
VIRGILIO.M J Policy Development & Technical Support Branch (Post 870411) 35pD 
61855 224 61855 260 

-9005290081 Comments on review of listed reg guides for revised Port 20, including 
0 N 4b, “Interpretation of Bioassay Measurements’* & 8 N 5, “Criteria & Procedures 
for Summation of Internal & Extornal Doso ” 

CUNNINGHAM,R E Division of Industrial & Medical Nuclear Salety (Post 870729) 
AA38 2 0226 90/05/04 MORRIS, B M Division of Regulatory Applications (PosI 
870413) 6pp 61855 218 61055 223 

-9101220141 Forwards draft memo responding to questions raised concerning regula- 
tory position re assessment of licensed matl at nuclear power plants that appear to 
have resulted (rom ingestion rather than inhalation 

CUNNINGHAM, L J Radiation Protection Branch AA38 2 0253 91/01/10 

JOYNER ,J H Region 1 (Post 820201) lOpp 61859 034-61859 043 

“91062300B7 Discusses use of regulatory positions in reg guides (or assessing compli- 
ance w/new part 20 

CUNNINGHAM, LJ Radiation Protection Branch >VA38-2 0267 01/05/16 

LIEBERMAN,J Ofc of Enforcement (Post 070413) 5pp 61059 280 61059 292 

-9204060346 Discusses changes for final 10CFR20 package Suggested approach for 
separate radon limits for U recovery licensees will allow rule to go forward while 
matter beingaddressod 

DRAQONETTE.K Office of Nuclear Material Safety & Safeguards /1A38-a 0154 88/ 
12/16 PETERSON, H Office of Nuclear Regulatory Research (Post 860720), 85pp 

61850 203 61051.046 

-92040603S7 Proposed rule 10CFR2, 19,20, 30, 3 1,32,34,35.30, 40,50,61 & 70, “Slds (or 
ProtecHon Against Radiation *’ Rule would provide requirements for protection of indi- 
viduals exposed to ionizing radiation from routine activities licensed by NRC 
GRIMSLEY.OH Office of Administration (Post 890205) /U\38-2 0002 86/01/02 
250pp 61840 072-61841 208 

-9204060369 Requests papers for Hoallh Physics Society mld*yr topical meeting on 
900204*00 in Atlantic City.NJ re risks Reg guides 8 29 & G 13 will be revised as result 
of mdor fov of 10CFR20 

ROECKLEIN.A K Radialion Protection & Health Effects Branch AA38 2 01 57 89/02/ 
14 CHRISTMAN, E A Rutgers, Now Jorsoy, Slate Univ of, PIscataway, NJ Ip 
61851047 61851 047. • y. h 

“9204070001 Informs that reg guide on workplace air sampling being written lo moel 
requlremonls of new 10CFR20 Workshop on workplace air sampling proposed to bo 
held first wH In Dec 

MCGUIRE, S Radiation Protection & Health Effects Branch AA38 2 0158 89/02/14 
ROECKLEIN.A K Radiation Protection & Health Effects Branch. 26pp 61851 048- 

61851 080 

-9204070014 Discusses data on radon releasos from U mill sites received from D 
Smith 

DRAGONETTE.K NRC * No Detailed Affiliation Given AA30*2 0164 06/12/16 
BELL,M, SOLLENBERGER.D NRC ■ No Detailed Affiliation Given 5app 61851 157- 
61851 214 

-9204070016 Advises of agreement re no substantial Increase in safely associated w/ 
10CFR20 proposed rev 

SCHWINK.W NRC - No Detailed Affiliation Given AA38-2 0003 86/01/16 
GOLLER.C NRC • No Detailed Affiliation Given 16pp G1041 209 61641 224 

-9204070021 Provides status of branch planning for 10CFR20 reg guide 
dovelopmer^t Specific guide tasks will be Identified in consultation w/Sdentecn & task 
order will be issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given /VA30-2 0165 89/02/01 
ROSZTOCZY.Z, MORRIS, B NRC * No Detailed Affiliation Given Ip 61851215* 
61051216 

"9204070036 Forwards list of prionly issues discussed at last staff meeting 
REHM.T A Assistant for Operations (Post 890205) AA38-2 0004 86/01/16 Ofc of 
the Executive Director for Operations 8pp 61841 225 61842 262 

-9204070042 Advises that phase 1 repl from Scientech re needs & priorities for devol 
oping or revising regulatory guidance for Implementation of new part 20 reviewed & 
p^roposos listed schedule for staff work 

ROECKLEIN.A K Radiation Protection & Health Elfects Branch /VA38-2 0166 88/12/ 
01 MORRIS.B.M, Division of Regulatory Applicalions (Post 870413) 22pp 
61051 216-61051-237 

-9204070052 Confirms 890214 lelcon requesting permission lo reproduce (Imited 
number of copies of pages 36*39 of NCRP rept 84, “General Concepts for Dosimetry 
of Internally Deposited Radionuclides" & pages 18*19 of NCRP rept 91. 

PETERSON, HT. Radialion ProtCHjtfon & Heallh Effects Branch. AA30-2 0167 09/02/ 
16 NEY.W R National Council on Radiation Protection & Measurements Ip 
61851 238 81051.238. 

-9204070071 Informs lhat proposed rev of NRC "Slds for Prolaclion Against Radiation 
(10GFR20),'’ witl be sent in near futuro, 

MINOGUE,R B Office of Nuclear Regulatory Research, Director (Pre 860720), AA3a*2 
0006 08/02/04. DUNSTER.HJ United Kingdom, Govt. of. Ip 61842 263*61842-263 

-9204070076 Rosponda to request for permission to reproduce llmiled number of 
copies of pages 36-39 of NCRP rept 84 & pages 18- 19 of NCRP rept 91 
SPAHN.J A National Council on Radiation Protection & Measurements. AA3a-Z 0169, 
89/03/02 PETERSEN, H.T. Radiation Protection & Health Effects Branch 6pp 
61851 321*61851 326 

-9204070085 Notifies of need for assistance in editing workload to modify reg guides 
for part 20 Implementation. Enel rept provides marked up sections w/changes for 
minor & editorial revs 

ROECKLEIN.A K Radiation Protection & Health Effects Branch AA38 2 0170 89/02/ 
23 BURDA.A J Program Management, Policy Development & Analysis Staff (Post 
870413) 76pp 61051.327-61852 041 


•9204070120 Advises that several coninienls on revised 10CFR20 rule pointed out 
minor inconsistencies in rule & one comment pointed out lhat position on embryo/ 
fetus dose calculation would preclude accurate fetal doso assessments 
PETERSON.H.T Radiation Prolaclion & Health Effects Branch /U\3fl*2 0172 89/03/ 
13 NRC * Na Oatailod Affiliation Given 5pp 61852 044*61852 040 

■9204070132 Forwards Commissior> paper & draft FR notice in response lo Comniis- 
sion request for analysis of how proposed rev lo Part 20 complies w/backfit rule 
(50109) 

MINOGUE.R B Office of Nucloar Regulatory Research, Director (Pro 060720). AA38-2 
0008 06/02/06 STELLO.V Ofc of the Executive Director for Operations 2pp 
61842 266 61842 286 


-9204070140 Requests reconfirmalmn of r^eed of reg guides 8 N 2 & 8 N 3 for impio* 
mentation of revised 10CFR20 in vtow of (act that many of existing div 0 guides will 
be extonsivoly revised Draft rag gulda 6 XX & doscription of reg guides end 
MORRIS.BM Division of Regulatory Applications (Post 870413) AA30-2 0173 89/ 
03/06 CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 
870729) 3pp 61852 049-61852 051 

-9204070150 Discusses pros & cons of four of five options mentioned In 001122 memo 
lo CommissionBr Curtiss for going fonvard w/ rulsmakmg sub) to backlit rule il Com- 
mission wanted lo approve rule 

MAL&CH,MG Deputy General Counsal for Licensing & Regulation (869701-690422) 
AA30-2 0174 09/03/07 JONES .0 , CUTCHIN.M . 8URNS.S NRC * No Detailed Affili 
ation Given 3pp 61.852 052*61652 054 

-9204070164 Expresses appreciation for 881227 Hr lo Zech re comments on revised 
10CFR2O rule Number of changes suggested In comments have been incorporated in 
revised rule presently baforo Commismon Related Info end 
MORRI=S,BM Division of Regulatory Applications (Post 870413) AA30 2 0176 89/ 
03/22 KOBRICK.TE Be Ihlehem Steel Corp IIBpp 61852 061 61852 177 

-020407(3174 Staff roquiromonts memo re revised 10CFR20 Commission does not 
object to request that final approval of rev to 10CFR20 bo deferred until Issue raised 
in 080202 memo resolved 

CHILK,SJ Office of the Secretary of the Commission AA38 2 0177. 89/04/10 
STELLO.V Ofc of the Executive Director for Operations PARLER.WC Office of the 
General Counsel (Post 860701) 41pp 61052 170 01852 279 

-9204070187 Forwards info re particle size distributions & example calculation based 
on real data using proposed allernativo lo 10CFR20 205 presented during 890222 
moeliing 

TIPTON.T E Nuclear Managomont & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. AA38-2 0182 09/05/0B MORRIS, WM Division of Rogulalory Appli* 
canons (Post 870413) 43pp 61052 200*61852 322 


-9204070231 Forwards for review & concurrenco.Com mission policy paper lhal re- 
solves outstanding lochnical issues re issuance of 10CFR20 rule Implementation data 
for rule should fao postponad from 910101 lo 920101 

BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) AA30 2 0183 
00/05/17 BERNERO.R M Office of Nuclear Material Safety & Safeguards 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 
DENTON.HR Offico of Govornmonlal & Public Affairs (870413-911116) 29pp. 
61 052 '323 61053 022 


-9204070261 Advises that Commission policy paper lhal resolves outstanding technical 
issues ro Issuanco of lOCFRZO rulo rovjowed Concurs In paper w/onci changes 
DENTON.HR Office -of Governmonlal & Public Affairs (870413 911116) AA3B-2 
0185 80/05/25 BECKJORD.ES Office of Nucloar Regulatory Rasoarch (Post 
860720) 3pp 61853 070-61853 060 

-9204070267 Forwards summary of particle size data amassed at commercial nucloar 
fuel div in Co1umbIa.SC from 1964 until prosenl.per NRC request Particle size meas* 
uremer^ta In workplace may bo sub] to vonabilily which could affect deposition! In lung 
DURKLIN.RK Weslinghouso Electric Corp AA30-2 0187 09/04/21 NRC * No De 
tailod Affiliation Givon IIBpp 61853 122*61853 230 

“9204070274 Advises lhal alaff ovalunling impact of allowed air concentration for Rn- 
222 ot site boundary for members of public In app B, table 2 of proposed rev to 
10CFR2O 

STELLO.V Ole of Iho ExoculivG Oiroctor for Operations AAOO 2 0188 89/02/02. 
ZeCH. ROBERTS, CARR Commissioners (Post 760119) Opp 61053 240 61853 247 

-9204070260 "Implications of Proposed iOCrR20 Changes Upon Radiation Protection 
Dept at Clinton power Station “ 

* Wadman & Assoclalos AA30-2 Of 01 69/06/09 51pp. G1853 251 61053 302 

-920407026S Offers no concurrenco on Commission paper ro proposed changes fo 
10CFR2O Paper should bo rnodiflad boforo fon//ardod to EDO Reasons for decision 
Hated 

ROSZTOC2Y.ZR Division of Regulatory Applications (Post 870413) AA38-2 0192 
09/06/16 MORRIS, B M Division of Rogulatory Applications (Post 0/0413) lOpp 
61853.303 61863 310, 


-9204080006 Responds to 860221 note re potential Impact on nuclear power plant 11* 
censsos of proposed occupational ALAR A rule In now Part 20. 

CUNNINGHAM, LJ Operating Reactors Program Br,Div QA.Safeguards & Insp 
Programs.lE AA38*2 0011 08/03/05 ALEXANDER.RE Heallh Elfects Broach 16pp 
61842 280 61842 303 


-9204080023 Requests that R Alexander make brief presentation concerning proposed 
rules lo members of mfg environ comm.itio 0 during 860305 moelinn, 

JOHNSON, KT Fertilizer Institute AA30 2 0012 86/02/07 MINOGUE.R B Offico of 
Nuclear Regulatory Rosonreh, Director (Pro 860720) 24pp 61842,304 61842 328. 

-9204000052 Responds to Z Roazlocry 090616 memo raising Issues re revised 
10CFR20 Commission policy paper resotving oulstanding technical Issues 
PETERSON.H.T Office of Nuclear Regulatory Research (Post 860720) AA3B*2 0195 
89/06/20 MORRIS, B M Division of Rogulatory Applicalions (Post 870413), 6pp. 
61853 319.61863 324 u / nr ; kh 
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'*9204090059 Forwards m&fro prepared /or signature S concurrencQiWhlch woulct trans 
mdT ETO propcsina resolutiona to two issues which have re 

?elved ^.d^abTe attoritron^inc^^ G9/ 

61B53 325*61053337 

p- 09 {UftBrM 7 l Reaofista FBViGw of revised NRC forms 4 & 5 & associated instfuctlons in 

mal<e forms oonstslent w/revised J0£FR2O aqyne/^o 

COOUDA Radiation Protection & Health Effec^ Branch. M3 6*2 0193 89(^6/30 
CUNNING HAM, LJ Office of Nuclear Reactor Regufatioa 
HICKEY J. Office of Nuclear Maienal Safely & ^ 

GovernmentaJ & Public Atfab (870413-911116) 23pp 61853 336 61854 005 

-9204080078 Responds lo 690410 request for more extonsive analysis of soma of op- 
tions presented in 661122 & 890307 memoranda on application of backfil rule to pro- 
po^revs of 10CFR20 Three pnncipal oplons for <feafing w/backfil rufp fistod 
K^ER.WC Office of IJie Genial Counsel 860701) M3B'2 0201 Q9''07y€6 
CARH. ROBERTS, ROGERS Commissioners (Post 750119) 12pp 61854 006 
61864 017 

-9204080084 Forwards rough outline for Commission Info paper on radiation protection 

policy which B Bemeradracussedort 69071 7 ^ ^ ^ ^ 

CUNNINGHAM,RE Division of Industnal & Medical Nuclear Safety Post 870729) 
AA38 2 0202 89/07/18 MORRIS, B Division of Regulatory Applications (Post 
870413) 6pp 61854016 61854 023 

-9204030129 Confirms hypothesis re use of RN 222 value for public in proposed rov to 
f 0OfR20 

NEELRB NRC - No Detailed Affiliation Given M38 2 0015 06/03711. 

ALEX/\NDER,R NRC - No Oelailed Affiliation Gwen Ip 61842 336-61642 336. 

”9204000140 Forwards two sets of layouts for very voluminous tables In lOCFR20,app 
B Present format employs sld scientific exponential notation Proposed changod format 
uses computer "E" relation rather than subscripts 

PETERSON, H T Radiation ProleoVon & Health Effects Branch AA3a 2 0203 88/07/ 
22 MEYER.D. Regulatory Publications Branch 6pp 61854.024 61654'028 

-9204060152 Forwards for editonal review, draft FR notice for revised 10CFn20 Edtlorial 
review should focus on listed areas & comments should be aubmittod by 690908 
COOUDA flegutalory Publications Branch AA38 2 0204 89/00/16 OKLESSON.^R. 
Pr^waiJj Manaoemepf, P^<cy Development & Analysis Staff (Posl 870413) 
MEYER, D L Regulatory Publications Branch 41pp 61854 030 61854 073 

“9204080161 Forwards marked up draft final rute presenting comments on Commission 
regulations that establish sids for protection agalnsl radiaiFon W/o end 
MEYER, 01 Regulatory Publica lie ns Branch AA3B-2 0207 80/09/1 1. COOL.D A Ra- 
dlabon Protection A HoaSlh Effects Branch Ip. 61854 074-61054.074 

-9204060176 Summarizes visit to Westinghouso commercial nuclear fuel plant In 
Columbia, SC on 890919-20 to collect info needed to prepare reg guide on air sam 
pling 10 meet requirements of new 10CFR2O 

MCGUfRE,S A Radiation Protection A Health Effects Branch AA38-2 0209 89/09/ 
28 COOUDA Radiation Protection A Health Effects Branch 149pp 61854 676- 
61854 228 

“9204080165 F<Kward3 for info.enci to recent Commission policy paper on 10CFR20 re 
NRC staff analysis of U fuel fabrication proposals for control of internal radionuclides 
MORRIS,BM. Division of Regulatory Applications (Post 670413) AA3Q2 0210 69/ 
10/06 TIPTON,! Nuclear Managemenl & Resources Council (NUMARC) (formerly 
Nuclear Ubiity Manage 7pp 61854 229 61B54 235. 

-9204080216 Rrovfcfes ID Gross comment on proposed lev of I0CFR20 
BECKER.aM AffiliatJon Not Assigned. M38-2 0010 66/03/24 ALEXANDER.R.E 
Office ol Nuclear Regulatory Research, Director (Pro 860720). 47pp 81842 340- 
61843 028. 


-9204040226 Expresses apprecfatHDn for D Cool participation in taloconferonco broad- 
casted on 890926 re overview of revs 1o lOCFRzO 

KAMMERER,C. Stale, Local A Indian Tnbo Programs (870413-9001 1 1) M3B-2 0811. 
89/10/26 BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) Ip, 
61654 236-61864 236. ^ 


-9204M0232 Forwards list of new reg guides for revised tOCFR20 & lead reviewer for 
each Quide.Re^rfew efforts will Include probable moelings w/RES A contractor lor 
oar^ Input A review & comment on drafts. 

ESSIGX, WIGGINGTON,J NRC - No Detailed Affiliation Given AA36-2 0212 69/10/ 
26 BUCHANAN.J. HINSON.C, PEDERSEN.R NRC - No Dolailed Alfillalion Qlvert 
24pp 61854*237-61854 260 

staff evaluation of NUMARC proposal Iransmltlod 
to NUMARC by Mords Staff anafysfs dfcf not address dosfmelrfc model & real people 
data provided as illustration In NUMARC transmittal of 890500 
STANSBURY.PS General Electric Co AA36-2 0213 89/11/22. PETERSON.HT Di- 
vision of Regulatory Applications (Post 870413} 16pp. 61854*261-61854-276 

-92048B8244 Informs of success of pilot video tefeinformatlon trar^sfor program A ex- 
presses sfrcere apprecratfon fo recipient & RES staff 

^ Programs (670413 900111), AA3e-2 0214. 

45pM^e54^277^6?aS'32^1 Nuclear Regulatory Research (Posl 000720), 

revised 10CFR20 curronlly under Commission 
consWora^n Revised part 20 woiuld permil use of direct measuramenls In lieu ol air 
asMssing dose A determtolng compliance 

aI/io/?? uA.TrSISS P u (Post 880720). AA3D-2 0216 

89/12/21 VAUGHAN,C M. Genera! Eleclric Co 2pp 61854.343-61654,344 

currently under Commission 
part 20 would pernnH use of direct measurementa In lieu of air 
bKdrd pS assessing dose A delernnining compliance. 

Besearch (Post 669720), AA30 2 0217 

89/12/22 GOODWIN.WUWeslinghousa Electric Corp, 6pp 61664 ‘ 345-61 e 54’350 


-9204000288 Ack receipt of 601221 Hr re revs to 10CFR20 being considered currently 
by Commlsston Use of direct measuramonts in lieu of air concentration measurements 
for assessing dose A determining compliance very important 
VAUGHAN.CM General Electric Co AA38-2 021& 90/01/11 BECKJORD.E S Oflice 
of Nuclear Regulatory Research (Post 660720) 2pp 61854 351-61854 354 

-9204080271 Requests review of enci draft revised backlit analysis for 10CFR20 by 
900124 

MORRIS.BW Division of Regulatory Applications (Posl B70413) AA38 2 0219 00/ 
01/22 CUNNINGHAM, R, CONG EL.F , TREBY.S NRC - No Detailed Affiliation Given 
22pp 61854 355-61655 015 

-9204080314 Comments on proposed rule 10CFR 19,20,30,31 ,32.34,40,50,61 A 70 re 
stds tor protection against radiation Requests that comment ponod be extended 90 
days from currant 860421 deadline 

EDWARDS, D C Oil, Chemical & Atomic Workers International Union AA30-2 0020 
66/04/18 Office of the Secretary of the Commission Ip 61843 029 01843 004 

-9204090001 N 915 047 ''Nelice of Policy Guidance on United Auto Workers vs John- 
son Controls, Inc " 

S!tBERMAN,nG Equal Employmenl Opportunity Commission AA38-2 0222 90/01/ 
24 13pp 61855 029-61055 041 

-9204090906 Forwards lor concurrence &. r6Viow,tfansmitta1 memo re revised backfit 
analysis for 10CFR20 rev Rev predicated upon meeting conditions of 
16CFR50 109 Rotatod documentation er.cl 

MORRIS,B M Division of Regulatory Applications (Post 870413) AA38-2 0223 90/ 
01/31 PARLER.WC Office ol lha General Counsel (Post 860701) BERNERO,RM. 
Office of Nuclear Material Safely A Safeguards MURLEY.T.E Office of Nuclear Regu- 
latory Research (Posl 8B0720) 144pp 61855 042 61855 203 

-9204090012 Advises of research into various federal regulations A ANSI guidance re 
color coding of radiation &ymbol,per malls licensee request Federal agencies regula- 
tions conflict on foraqround color ol radiation symbol 

BERNERO.R M Office of Nuclear Material Safely A Safeguards AA3B-2 0224 90/ 
03/12 BECKJORD.es Office of Nuclear Regulatory Research (Posl 860720) 12pp 
61855 204 61855 212 

-9204090023 Discusses ALAR A provisions in proposed 10CFR20 Proper atd of care 
owed by llconsees embodied In current regulation .based on Inti consensus science A 
which can. be applied uniformly to all llconsoos A on all jobs 
FOnBES.J American Nuclear Insurers AA3 0-2 0226 90/04/27 CUNNINGHAM, L J 
NRC - No Detailed Affiliation Given 4pp. 61655 213 61855 216 

-9204090031 Forwards rolovant porflons of now rogulalion in UK which essentially re- 
quiro typo testing, acceptance testing, malnt, periodic testing A calibr of monitoring in- 
fifrumenfafrort 

SWINTH,K L BaUello Memorial Insliluto, Pacific Northwest Laboratory AA38 2 0022 
06/04/24 ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pro 
660720) 200PP 61043 086 61843 284 

-9204090055 Advises of stall Intention to dololo suggested rof to OSHA respiratory 
pfoioclktn togulaUons 

WtQ61NTON,JM. NRC - No Dolailed Affiliation Given AA38-2 0229 90/06/27 
COOL.D. NRC - NO Detollod Alfillalion Given lOpp 61855 261 61855 277 

-9204090066 Advises that end Commission paper proposes several minor revs to 
10CFH20 rule Telephone comments should be made to DA Cool or Peterson by 
9Q0703 

COOL,D A Radiation Prolectlor^ A Haallh Eftocls Branch AA36 2 0230 90/06/27 
MORRIS, D.M, COSTANZI,N Division of Regulatory Applications (Posl 870413) 
MAPES.J. Oflico of the Gonornl Counsel (Posl 860701) 14pp 61855 278-61055 201 

-9204090076 Expresses concerns over Implomonlatlon date of 020101 for revised 
10CFR20 A anticipated publication date Concerned w/ effect compressed schotlulo 
Will have on successful ImptemeniQllon of revised rule by nuclear power industry 
LEE.Q Nuclear Management & Resources Council (NUMARC) (tormefly Nuclear Utility 
Manage AA36 2 0231. 90/07/27 CARR.K.M Commissionofs (Posl 750119) 2pp. 
G1655 202-61855 283 

-9204090066 Forwards draft SRM on 10CFR20EDO ofc indicated that SRM be by 
000702 in caso of any major problems 

HELTeMES,J NRG - No Detailed Affiliation Given AA3Q-2 0232 90/06/28 
M ORRIS. B NRC - No Detailed Affibatlon Given Ip 61855 294-61855 294 

-9204090096 Forwards Staff requiromontG memo on SECY-8B-315 A SECY-09'267 to 
be issued on 000703 

CKILK.SJ, Office of the Secretary of the Commission AA38-2 0233 00/06/28. 
CARR, ROBERTS, ROGERS Commissioners (Posl 760119). 4pp 01855 206 
61655 298. 

-D204090110 RequoBla that acheduto for review of staff requirements memo bo ex- 
tended in Order to permit submittal of elafl rev next wK. 

THOMPSON.H L Offico of Nuclear Malortal Safety A Safeguards. AA38 2 0234. 90/ 
00/29. CHILK^SJ Office of the Secrolary of ihe Commission 67pp. 61855*299- 
01856 007 

-9294090116 Forwards comments on draft reg guide BN5 re criteria A procedures for 
summation of internal A external dose 

WIGQINTON,J.E Radiation Profecllon Branch. AA30-2 0235 90/07/24 

ROECKLEIN,A Radiation Protection A Health Effects Branch. 10pp. 61B56 008- 
61050,017 

-9204090179 Informs that nothing published on new part 20 found other than proposed 
rule published for comment In 1935.Summary of NRC proposed change lo basic radi- 
ation protection regulation end. 

WILUS,C.A NRC - No Dolailed Affiliation Given AA38 2 0230 00/07/27. VARLEY.J. 
Nuclear Engirtoeriitg Inlornalional. 4pp 61856.018 61856'023. 

-9204090297 Forwards Urs from G Dicus A C Hardin expressing difficulties states will 
experience In promulgating compallbla regulations within Jan 1992 effective date of 
part 20 .Change fn elfecllve dale b 940101 recommended, 

kAMMEHEB,C, SI file Programs (900112-911116) AA38-2 0237. 90/00/10. 

MORRIS.BM Division of Regulatory Applications (Post 870413). ip 61856024 
61656024 
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‘-D2040Q0215 Informs that more (han half of agroemont programs will not be able to 
implGmonl new regulations by Implementation date of Jan 19Q2 for revised 10CFR20 
DICUS.G J Arkansas, Stale of AA3a 2 023B 90/08/07 KAMMERER.C State Pro* 
giams {000112^9111 16) 2pp 61858 025 61856 026 


<-9204090231 Provides justification for extending implementation date (or revised 
1 DCFR20 from Jan 1 992 to Jan 1 094 Now date will allow (or more uniform Implomen* 
tation of now provisions of part 20 throughout US 

TEFFT.D E Atfilfalion Not Assigned AA38 2 0239, 90/08/09. KAMMEREn.C Slate 
Programs (900112*911116) 12pp 61856 027-61056,037 

-9204090237 “Final Backfit Analysis for Rov of 10CFR20. ’Stda for Protection Against 
Radiation 

* Division of Regulatory Applications (Post 070413) AA38-2 0240 90/08/31 62pp 
61866 039*61856113 


“9204100073 Responds to 901220 Itr to Carr re implementation dates for revised pari 
20 & availability o( associated rag guides Commission reconsidered implomeniation 
date (or revisecf part 20 to Jan 1993 (or NRC licensees 

BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) AA38-2 0254 
91/01/14 TODDJS American Med(ca) Association Ip 61859 044*61859 045 

“9204100103 Offers no comment on comparison of former part 20 to revised part 
20 Document will bo useful & would be distributed to stales as soon as possible 
MILLER.VL Assistant Director for Stale Agreements Program AA38-2 0256 91/03/ 
05 COOL, DA Radiation Protection & Health Effects Branch Ip 61059 016* 
61869 046 

“9204100110 Comments on comparison of former part 20 to revised part 20 
8EACH.AB Region 4 (Post 820201) AA3 8-2 0267 91/03/05 COOL, DA Radiation 
Protection & Health Effects Branch 2pp 61859 047 61859 048 


**0204090294 SpGOch entitled “BE1R V Estimates of Excess Cancer Mortaljly" present- 
ed at 900204 Workshop on Slatislics of Human Exposure 

EiLETT.W H , COOPER, R D National Research Council HOEL,D,G National Inslitule 
of Environmental Health Sciences, HHS, Oopl of AA38 2 0241 90/02/04 20pp 
61656114*61856-133 

-9204090328 “ Health Effects of Exposure to Low Levels of Ionizing Radiation BEIR V " 
EL LETT, W H , COOPER. R D , MORRIS.R E National Research Council /LA3B*2 0242 
90/12/31 06pp 61056 134*61056 221 

“9204090331 Defines background radiation to mean radiation arising from natural back* 
ground & othor radiation or radioactivity such as global fallout & radon In quantities 
characteristic of environ In which regulated activity located 

CUNNINQHAM,R.E Division of fntiuslrlal & Medical Nuclear Safety (Post 870729) 
AA30.2 0243. 90/08/10 PETERSON.H.T Office Of Nuclear Regulatory Research 
(Post 860720) Ip 61856.222-61856 227 

“920409033B Discusses application of backfit rule compliance exception to Commission 
rosponsB to guard 

MALSCH.M G Office of the General Counsel (Post 860701). AA38-2 0031 66/06/20 
PALLADINO, ROBERTS, ASSELSTINE Commissioners (Post 760119) 4pp 
6ia43.347*6ie43'3B0 

“9204090337 Transmits written comments on review of draft reg guides Implementing 
revised 1 0CFR20 Oral comments provided to H Peterson In June Guides should be 
simplified so that licensees w/limited resources can comprehend guidance. 
MILLER.VL Assistant Director for Slate Agreements Program AA30-2 0244 90/08/ 
10 MORniS,BM Division of Regulatory Applications (Post 870413) Ip 61856 228* 
61656 228 

“9204090349 Forwards re draft of public announcement of final revs to 10CFR20 con- 
tained In SECY-D8 31 5.Announcomont will be ready to issue concurrently w/FR publi- 
cation of revs Comments will be appreciated 

INGRAM, F, Public Affairs (870413 911116) AA38-2 0245 00/08/14 PETERSON, H 
Office of Nuclear Regulatory Research (Post 860720) 4gpp 61856 229 61856 279 

..-9204090381 Responds to 861020 request for clarification of Issues re 10CFR20 rule- 
making 

PETERSON.H T. Offico Of Nuclear Regulatory Research, Director (Pre 860720). AA38- 
2 0032 86/11/03, D'ARRIGO.D Nuclear Information & Resource Service Ip 
61843 351-61843 351 

“9204090366 Expresses concerns re final rulo 10CFR20, “Stds for Protection Against 
Radiation “ Specific records retention periods must be included for al) app F require 
monls. 

SHELTON, 0 J Information & Records Management Branch (Post 090827) AA38 2 
0520. 90/12/05. HUDSON,S Office of Nuclear Regulatory Research (Post 860720) 
Ip 61856 355 61056 355 

“9204090375 Expresses several cencorna w/final rule 10CFR20, “Stds for Protection 
Against Radiation" & oxtensivo concerns w/ supporting statement Retention period, 
"unht llconso terminated" recommended for retention of manifest records 
SHELTON.Q.J Information & Records Management Branch (Post 890627) AA30-2 
024B. 90/08/23 HUDSON, S. Office of Nuclear Regulatory Research (Post 860720) 
2pp 61056-366 61056 357 

“9204090396 Discusses videotape on proposed changes to NRC stds for protection 
QOLLER.K R. Office Of Nuclear Regulatory Research, Director (Pre 860720) AA38-2 
0033 86/11/14 NUSSBAUMER.D ^RC - No Detailed Affiliation Given PARTLOW,J 
Ofc of Inspection & Enforcement, Director (820201*870413). SPEIS.T, Office of Nucle- 
ar Reactor Regulation, Director (851125*870411). 4pp. 61843*352-61843 365 

“9204100001 Responds to G Dicus 900807 Ilf re Implementation date of revs to 
10CFR20 Commission approved delay In required Implomentallon dote for revised part 
20 (or NRC licensees from Jan 1992 to Jan 1993. 

KAMMERER.C. Stale Programs (900112*911116) AA30-2 0249. 90/12/10. HJLL,T. 
Organization of Agreement Stales ip 61858 358 61856.356 

“9204100004 Informs (hat proposed rule completely revising 10CFR20, “Stds for Pro- 
tection Against Radiation,*^ published In FR on 851220 

PHILIPS, J, Division of Rules & Records (Pre 870413). AA38-2 0034 86/12/24 
ALEXANDER, R E. Offico of Nuclear Regulatory Research, Director (Pre 860720) 2pp. 
61843-356-61844:010 

“9204100017 Forwards Itrs to D Teffl & T Hill re Implementation dates of 
1OCFR20 Commission approved delay (n required Implementation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993. 

KAMMERER.C State Programs (900112-911116) AA3B.2 0260 90/12/10. Affiliation 
Not Assigned Ip. 61866 359 61856:350. 


“9204100116 Summary of 910305 moeling re part 20 rev List of attendees provided 
MEYER.D Office of Administration (Post 890205) AA3 8*2 0258 91/03/08 COOL.D 
Offico of Nuclear Regulatory Research (Post 860720) Ip 61859 049 61059 049 

“9204100123 Responds to note re Stale of CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than legitimate uses 
MILLER.VL Assistant Director for Slate Agreements Program AA38-2 0259 91/03/ 
13 HORNOR.J Region 5 (Post 820201) 1p 61859 050 61859 050 

-'0204100126 Forwards ma/kod-up final rule amending 10CFR 20 .presenting comments 
on stds for protection against radiation Alternalivo wording in preamble to final rule 
suggested In order to descnbe different versions of rule accurately 
MEYER.D L Regulatory Publications Branch AA3 8*2 0260 91/03/19 CODL.DA, Ra* 
dialion Protection & Health Effects Branch Ip. 61859 051 61859 051 

“9204100140 Responds to request concerning need to modify 10GFR20 to restrict 
buildup of radionuclides at sanitary sewage treatment plants 
BECKJORD.E S Office of Nuclear Regulatory Research. Director (Pre 860720) AA38* 
2 0036 87/01/06 GRACE,JN Region 2 (Post 820201) 3pp 61844 011*81044.013 

“9204100167 Requests that last sentence fn first full paragraph on page 317 of 
10CFR20 be changed to road as slated 

LIEBERMARJ NRC * No Detailed Affiliation Given AA38-2 0261. 91/03/21 
PETERSON.H Offico of Nuclear Regulatory Research (Post 860720) Ip 61859 052- 
61859 052 

“9204100173 Expresses appreciation for efforts to develop concise aid to inspectors in 
readily Identifying differences between former 10CFR20 & revised part 20 HT Peter- 
son comments & suggested rev of comparison end 

MORRIS.BM Division of Regulatory Applications (Post 870413) AA38-2 0262 91/ 
03/27 NORELIUS.CE Region 3 (Post 820201) 9pp 61859 053 61859 061 

--92041001BD Forwards pages 67Jfl & 100 of latest version of 10CFR20 that need 
fixing Pages 97-103 missing 

SWI^,J NRC • No Detailed AfNiation Given AA30-a 0263 91/03/28 PETERSON.H 
Office of Nuclear Regulatory Research (Post 860720) 4pp 61869 062-61859 06S 

“9204100186 Forwards renumbered 10CFR20 per procedure described In SECY-91 -055 
& approved by negative consent by Commission Changes made to update part 20 
rule listed W/o encT 

COOUDA, Radiation Protection & Health Effects Branch AA30-2 0284. 91/03/29 
MEYER, DL Regulatory Publications Branch. 2pp 61859 066 61859 067 

“9204100189 Requests Initiation of rev of 10CPR20, Section 20 303. "Disposal by Re- 
lease into Sanitary Sewage Sys," to better consider actual & potential buildup of long 
half life radioactive matl In sewer sys 

QHACE,JN. Region 2 (Post 020201) AA36 2 0037 86/11/18 BECKJORD.E S 
Office of Nuclear Regulatory Research, Director (Pro 860720) Ip 61844 014- 
61844 033 

“9204100192 Forwards papenvork Reduction Act Statement stating that info collections 
would not become effective until approved by 0MB, per rev to 10CFR20 
SHELTON, 0J. Information & Records Management Branch (Post 890827) AA38-2 
0265 91/04/01 HUDSON.S Office of Nuclear Rogulatoiy Research (Post 860720) 
2pp 61659.068 61659 069 

“9204100199 Ack receipt of 010401 Itr & comments about revised 10CFR20 
rogulation.Responsos to Issues raised in Itr end Related documentation also end 
COOL, D. A Radlallon Protection & Health Effects Branch AA38 2 0266 91/04/12 
WELT.M A Alpha Omega Technology, Inc 300pp 61B59 070 61859 287. 

“9204100210 Submits procedures for ensuring that complete regulatory history com- 
piled for each rulemaking action Completed Index for final rule re stds for protection 
against radiation should be submitted by 910921 

LESAR.MT Repufalory Publications Branch AA30-2 0268. 91/05/24 
PETERSON.H.T Offfce of Nuclear Regulatory Research (Post 060720) 2pp 
61859 293-61059.296, 

“9204100218 Requesla that NRC submit new camera copy each time document sub- 
mitted amending table In order to avoid publication problems In lOCFRLIst of public 
comments re slas for protection against radiation end 

RICKETT.D.L National Archives £ Records Administration AA3B 2 0270. 91/06/24 
LESAR.M NRC - No Detailed Affiliation Given Ip 01869.297-61059.298 

“9204100330 Discusses annual review of rulemaking on rev to 10CFR20 
BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pre 860720) AA30- 
2 0041. 07/01/16 STELLO.V Ofc of (ho Executive Director for Operations Ip. 
61844-034-61844-034. 


“9204100027 Responds to 900809 Hr re implementation dale of revs to 
1OCFR20.Commi85lon approved delay In required implementation date for revised part 
20 for NRC licensees from Jan 1 992 to Jan 1993. 

KAMMERER.C State Programs (900112-011116) AA38-2 0251, 90/12/10. TEFFT,D 
Conference of Radiation Control Program Directors, Ino, 13pp 61856:360 61857,026. 

“9204100049 “Environ Assessment for Rev of 10CFR20, 'Stds for Protection Against 
Hadfation."' 

* NRC - No Detailed Affiliation Given AA3a-2 0252, 90/12/21. 643pp. 61857.027- 
61069 032. 


“9204130042 Provides recommendations on neutron quality factor 
FOULKE,J D Office of Nucloar Regulatory Research, Director (Pro 860720) AA38-2 
0046 87/02/26 ALEXANOER.R.E. Office of Nuclear Regulatory Research, Director 
(Pre 860720) 9pp 61844.051-61844.059. 

“9204130061 Forwards expanded annual review of rulemaking package for major rev of 
10CFR20 for review & comment 

ALEXANDER,R.E. Office of Nuclear Regulatory Research, Director (Pre 860720), 
0047 07/03/31, NRC • No Detailed Affiliation Given Ip, 81844 060- 
61 844*060 
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-9204130077 G ranis palit^oner request for Commission to ramovo requirement lhal ra- 
dioacUvo aerosols be administered topatierkts only In rooms at negative pressure 
GOILER^KR Office of Nuclear Regulatory Resoaroli, Director fpre 860720) AA^B 2 
0040 87/04/07 NORRY.PG Office of Adm Ini stratjon (Pro 870413) 3pp 81644 061> 
61844 063. 


“9204150003 Comment on proposed rules 10CFR2, 19. 20, 30, 31 ,32, 34, 35, 39, 40, 50,61 & 
70 ra stds for praleclion against radiation Demands public hearing on proposed rules 
& that EIS be done on proposed rules 

P(ERCE,J , BENNETT,K.N Citizens Action for Safo Environment AA38 2 0202 86/ 
11/03 NRG * No Detailed Affitialion Given 2pp 61060 027^61860 028 


—9204130122 Forwards petition for rulemaKmg PRM 35 6 for review & determination as 
to whether or net petition qualifies for special handling by staff as fast track petition 
for rulemaking 

NOflRY,PQ Office of Administration (Pre 870413} AA3B^2 0049. B7/03/17 
BECKJORD,E S Office of Nuclear Regulatory Research (Post 660720) Bpp 
61844 064 61644 062. 

“9204130107 Comrnent on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40. 50,61 & 
70 re aids (or protection against radiatcon Draft backfil analysis inadequate to justify 
proposed rev to part 20 for same reason slated by Commissioner Roberts 
ANDREWS ,R L Omaha Public Power District AA30-2 0271 66/10/29. Docketing & 
Services Branch 2pp 61859 269 61 859 300. 

“9204130204 Comment on proposed rules 10CFR2, 10,20,30,31.32,34,35.39,40. 50,61 & 
70 re stds (or protection against radiation Significant training of NRC staff & inspec- 
tors must bo conducted to provide consistency in Interpretation of rule 
WOODY.CO Florida Power 8 Ught Co AA38>2 0272 86/10/21 CHtLK.Sj Olfice of 
tha Secretary of the Commission 3pp 61859 301 61059 303 


“6204150006 Comment on proposed rules 10CFR2,1 9,20,30.31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Supports objeclive of proposal to update ra 
diation protection stds for licensees of NRC 

SANDERSON.RE Environmental Protection Agency AA3B-2 C2D3 86/10/31 
CHILK,S J Office of the Secretary of the Commission 9pp 61060 030*61860 038, 


“9204150010 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,6l & 
70 ra stds for protection against radiation Public demands that environ impact studies 
& open hearing precedes std change 

ISELIN.C Now &igland Coalition on Nuclear Pollution AA3 8*2 0284 80/10/31 Dock 
aiing & Services Brands Ip, 61860 039-61060 040. 

“9204150013 Provides list of alternatives posed by RES re control of rulemaking, Part 
20 

BECKER.JM Office of the General Counsel (Post 860701) /<A38-2 0062 87/08/04 
PARLER.WC Office <>f the General Counsel (Post 880701) 48pp 61844 225- 
61844 273 


“9204130234 Comment on proposed rules 10CFR2. 19,20.30.31,32.34,35,39,40, 60.61 & 
70 re stds for proteclion against radlatlorv Urges Commlssicn to withdraw proposed 
changes fn radrallon praieciion stda 

JOHNSRUD.J H Environmental Coalition on Nuclear Power /VA36-2 0273 06/10/28 
Office of the Secretary of the Commission 4pp 61859 304-61859 307 

“9204130252 Comment on proposed rules 10CFR2, 19, 20.30, 31 ,32.34,35.39.40, 60.61 & 
70 re stds for protection against radiation Proposed rules will provide subsidy to nucle- 
ar industry at expense of public heallh.anviron & economic concerns 
HIGHTOWER.J Texas. Stale of AA3820274 B6/10/25 ZECH.LW Commissioners 
(Post 75D 1 1 9) 2 pp 61 659 30a 6 1 859 30 9 

“9204130295 Discusses need for revised environ assessment for 10CFR20. 

PETERSON, H T Office of Nuclear Regulatory Research, Director (Pre 660720) AA38 
2 0053. 67/05/06 ALEXANDER.R E. Office of Nuclear Regulatory Research, Direclor 
(Pro 860720) 34pp 61844 003 81844 129 

“920413D3D1 Commant on proposed rules tOCFR2, 19.20, 3 0,3 1,32, 34, 35 ,30, 40, 50,61 & 
70 re stds for protection agahst radiation Backfit analysis for proposed rules does not 
adequately assess s polenlial Impact on exposure to radiation workers 
TIERNAN,JA Baltimore Gas 8 Electee Co AA90-2 0275 86/10/31 Dockeling & 
Services Branch 4pp 61859 310-61659313 

-9204130316 Comment on proposed rules 10CFR2. 19, 20, 3 0,3 1,32. 34,35 ,39,40, 50,61 & 
70 re stds for protection against radiation Proposal increases risk of exposure to ioniz- 
ing radialion of nuclear workers & NRC ought to withdraw proposal 
SAMUALS.SW AFL-CIO AA33-2 0276 86/10/30 Office of the Secretary of Iho 
Commission 7pp. 61859 314-61659 320 

“9204130315 Comment on proposed rules 10GFR2, 19, 20, 30,31.32, 34, 35, 39,40, 60,61 & 
70 re slds for proteclion against radiation Proposed rulos will not provide substantial 
increase in ovorall protection of public health & safety 

KOBEaRW. Rochester Gas & Electric Corp, AA38 2 0277 86/10/28 Dockoting & 
Services Branch 7pp 61 B59 321-61859 327 

“9204130317 Requests legal advice re listed 10CPR20 Issuer, including do minimis 
cutoff on coliectivs dose calculations 

ALEXANDER, RE Office of Nuclear Regulatory Research, Director (Pro 860720) 
AA3B-2 0054 87/06/11. BECKERJ Office of the General Counsel (Post 860701). 
2pp 61844 130 81844 153 

“920413 Q327 Comment on proposed rules 10CFR2, 19.20, 30, 3 1.32,34,35, 30, 40, 60,61 & 
70 re aids (or protection against radiation Proposal changes molhod of computing ra- 
diation dose exposures but does not improve radiation prolectlon stds for exposure. 
ORTIIEB.DW Intewational Chemical Workers Union AA38-2 0278 86/10/31 Dock- 
eting 8Sar^cos Branch Spp 61859 326 81859 332 

“9284130334 Comment on proposed rules 1QCFR2, 19, 20,30, 3 1,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Urges Commlssicn to withdraw proposal & 
replace proposal w/one which lowers dose limits to workers & general public 
WRIGHT.M J. United Steclwoikors of America AA3B.2 0279, 86/10/30 Docketing & 
Services Branch 44pp, 61859333-61860 OIB. 

“9204130341 Comment ort proposed rules 1QCFR2,1 0,20.30.3 1,3 2, 34, 35, 39,40, 50,61 8 
70 ra aids for proteclion against radiation Util alrongly supports need for use of do 
minimis levels of radiation or radioactive mails. 

COUN5IL,WQ. Texas Utilities Electric Co (Ti< Electric) AA3B-2 0280 86/10/29 
Docketing & Services Branch 5pp. 61860 019 61860 023 

“9284130352 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 59,61 8 
70 ra stds for protection against radiation Proposed amends not needed & will not 
percaplibly servo public health & safety 

ASMUSSEN.K E General Atomics (formerly GA Technolonloa, Inc /General Atomic 
Co.) AA3d-2 0281. 86/10/30 Dockeling 8 Services Branch Spp. 61860 924- 
61860.026 

“9204140335 Provides recommendations for control of NRC rulemaking re annual 
review of o/ieoing RES sponsored rulemaking 10CFR20 

QECKJORD.E S. Olfice of Nuclear Regulatory Resaarch, Director (Pre 660720} AA3B. 
2 0058 87/07/07 STELLO.V Ofc of the Exocutivo Director for Operations, 3pp 
B1844'154 61644 157 

“9284149348 Concurs that rulemaking for 10CFR20 should bo continued & completed 
THOMPSON.H L. Office ol Nuclear Material Safety & Safoguarda AA3a-2 0059 87/ 
07/01. BECKJORD.ES, Olfice of Nuclear Regulatory Research (Post 060720), Ip 
01844:150 61844.158 

“9284159001 Forwards draft handout sheets for 070729 meeting w/Stollo 
ALEXANDER.R E Office of Nuclear Rogulatory Research, Dfreclor (Pre 860720) 
AA3a-2 0061 67/07/23 BECKER, J Office of (he General Counsel (Pest 860701 . 
5pp 61844 220 61844*224 


“9204150018 Forwards H Hawley & P Hawley 861017 Itr re plans to review current 
NRC regulations governing radiation exposure for workers 

EVANS.DJ Senate AA3 8-2 0285 86/10/26 KAMMERER.C Office of Governmental 
& Public Affairs (870413-9111 16) 4pp. 61860 041 61800 044 

“9204160045 Comment on proposed rules 10CFR2, 19.20,30, 31, 32,34.35,39,40, 50,61 & 
70 re stda for protection against radiation Opposes NRC proposal to increase aid for 
acceptable radiation exposure & urges that public hearing bo held & EIS prepared 
STYLES.M M American Nurses' Aasoclallon. Inc AA3B 2 0207 86/10/28 Dockeling 
& Services Branch. 2pp 61860045-61660 046 

“9204160066 Comment on proposed rulos 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for proloclaon against radiation Implamontation of proposed rogulalions 
would have unique impact on GA as mfg of U A thorium fuels for HTGRs 
ASMUSSEN.K E General Atomics (formerly GA Technologios, Inc /Gonerol Atomic 
Co) AA30‘2 0288 86/10/31 Dockoting & Services Branch 4pp 61060 047- 
61060 050. 

“9204150058 Responds to 870B11 roquest for legal advice on two Issues re rev of Part 
20 

BECKER.J M Office of the General Counsel (Post 860701) AA30-2 0003 87/08/10 
ALEXANDER.R E Division of Rogulatory Applications (860720 870413) 19pp 
61844 274-61844 349 

“9204150065 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 38, 30, 40, 50,61 & 
70 re stda for protection against radiation Commission urged to rojoci argument that 
backlit rule should bo suspended for rulemaking 

KURTZ, G F ABB Impoll Corp (formerly Impetl Corp) AA38-2 0209 86/11/01 
CHILK,S J OHIco of Ih© Secretary of the Commission Spp 61860 051 61860 055 

“92041S0077 Commonl on proposed rulos 10CFR2, 19, 20, 30.3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Recommends that scope ol proposed rule 
bo fimifod (o fisfed areas 

SIMPSON, E C. Florida Power Corp. AA38-2 0290 86/10/31 CHILK.S J Offico of the 
Secretary of the Commission t2pp, 61860 056 61 660 101 

“92041B0122 Common! on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40. 50,61 & 
70 ro stds for protection against radiation NRC low level radiation stds, as proposod.do 
not rofloct current slate of Knowledge In health physics. 

REICHER.D W. CHRISTENSEN, E Natural Rosources Oofense Council AA38-2 0296 
86/11/05. Docketing & Son/icos Branch 22pp 61 860" 102-61 860 123 

“9204160143 Comment on proposed rulos 10CFR2, 10,20.30, 31, 32,34, 35.30.40, 50,61 & 
70 re stda for protection against radiation Qaekfit analysis does not justify costs of Im- 
plomentallon & proposed protection of public health & safely not Increased. 
SOnENSEN,QC Washington Public Power Supply System AA36 2 0297 06/10/31 
Docketing A Services Branch 4pp. 6 1860 ‘124-61 860 127 

“9204150149 Comment on proposed rules 10CFR2.1 0,20,30,31 ,32,34,35,39,40, 50.61 & 
70 ro stds for proteclion against radiation Urges NRC lo withdraw proposal & altorna 
lively proposo sId which will result In significant reduction in exposures 
MARTINO.F D.. SEDAM.S H. Ohio/OSHA Environmental Network AA3B.2 0200 86/ 
10/31 Offico of ihe Socrolary of the Commission Ip. 61860 128 61880 128, 

“9294160164 Provides brief commentary In response lo request for commonls on draft 
memo concerning ambiguily of "ram'' unit for both dose equivalent & otfoctivo dose 
equivalent 

MiLLS.WA. Oak Ridge Associated UniversUioe. AA38-2 0065 67/09/25 

ALEXANDER.R E. Offico of Nuclear Rogulatory Rosearch, Director (Pro 860720) 
22pp 61644 356 Q1845017. 

“9204150167 Comment on proposed rules 10CRR2, 19.20.30,31,32, 34, 35,39, 40, 50,61 & 
70 ro stds for protection against radiation Strongly urges Commission not to promul 
fiQt0 flnol rulo 

OPEKA,J F, Conneclicul Yankeo Atomic Power Co. OPEKA,J,F, Northeast Nuclear 
Energy Co, OPEKA.JF Norlheasl Utilities AA3B-2 0209 86/10/31 Docketing & 
Services Branch Spp. 61860 129 8 1860' 132 

“9204160177 Comment onproposod rules 10CFR2, 10.20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ra stds tor protection against radiation Urges NRC lo withdraw proposal & allerna- 
lively propose sld which will result In significant reduction In exposures 
PERRY, M K International Chemical Workers Union AA38.2 0301. 86/11/06 Offico of 
the Secretary of the Cornmlsslon 1 p, 6 1 860' 133-61 660 1 33 

“9204160205 Comment on proposed rules 10CFR2, 10, 20,30,31, 32, 34, 35.39,40. 50,61 & 
70 re stds for proteclion against radiation, Opposes rule change & NRC attitude lo 
public & urges NRC to withdrew proposed radiation stds 

WEB9,T Affiliation Not Assigned AA3B 2 0302. 86/11/10 Docketing & Services 
Branch. Ip. 61 860' 134-61 860. 134 
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--9204150206 Comment on proposed rules lOCFft 2.1 0,20.30, 3 1,32, 34.35.39.40, 50,61 & 
70 re slds tor proleclion against radiation Opposes rule change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

LOSKE.KR Attifialion Not Assigned AA3B 2 0303 86/10/09 Docketing & Services 
Granch Ip 61860 135-61860 135 

-9204150221 Comment on proposed rules IOCFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40. 50,61 & 
70 re stds tor protection against radiation Opposes rule change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

COHEN, JJ Affiliation Not Assigned AA38*2 0304 86/11/10 Docketing & Services 
Branch 1p 61860 136 61660 136 

—9204160224 Responds to 870917 Itr re proposed revs of NRC radiation protection re- 
quirements in 1 0CFR2O Recommends that sex & lob classification bo included on 
form 

BOICE.J D Maryland, Slate of AA38.2 0066 07/09/30 ALEXANDER, R E Office of 
Nuclear Regulatory Research, Director (Pre 860720) 2pp 61845 018-61045 019 

-9204150229 Comment on proposed rules 10CFR2. 19,20,30.31 .32.34,35,39,40. 50,61 & 
70 re slds for protection against radiation Opposes any increase In acceptable levels 
of radiation exposure 

' Affiliation Not Assigned AA3fl-2 0305 06/11/10 Docketing & Services Branch Ip. 
61860 137-61860 137 

-9204150243 Comment on proposed rules IOCFR2, 19,20,30,31 .32,34,35,39,40, 50,61 &. 
70 re slds for protection against radiation Requests that public hearing be held & that 
EIS bo issued 

FULCHER.JE Affiliation Not Assigned AA30-2 0306 86/11/01 Office of the Secre- 
tary of the Commission Ip 61060 130-61860 138 

-9204160247 Comment on proposed rules IOCFR2. 19.20.30.31,32,34,36,39,40. 60,61 & 
70 re stds for protection against radiation Disallowance for protechon factors for sor- 
bent cartridges not appropriate 

MITTL,R L Public Service Electric & Gas Co of New Jersey AA38-2 0307 86/10/31 
CH!LK,S J Office of the Secretary of the Commission 2pp 61860 139 61860 140 

-9204160001 Requests comments on rev of radiation protection requirements in 
10CFR20 fn areas of occupational dose recordkeeping & reporting 
ALEXANDER.n E Division of Regulatory Applications (860720 870413) AA30-2 0067 
87/09/17 BOICE,JD Maryland, Stale of 29pp 61845 020-61845 051 

—9204160002 Requosta two member, one each from reactor & malls Inap & enforcement 
areas, to attend & participate in regional & agreement states workshop on rev of 
10CFn20 

BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pre 860720) AA38- 
2 0068 87/10/08. RUSSELL.W Region 1 (Post 820201) GRACE, JN Region 2 (Post 
820201) DAVIS, A B Region 3 (Post 820201). 9pp 61845 052-61645 060 

-9204160017 Informs that Region I assigned J Glenn & M Shanbaky to attend & partici- 
pate fn 871116 & 17 workshop 

ALLAN, JM Region 1 (Post 820201) AA38-2 0069 87/10/21 ALEXANDER.RE 
Office of Nuclear Regulatory Research, Director (Pro 860720) ip 61845 061- 
61845 061 

-9204160041 Informs that Region IV will assign two staff members to attend regional & 
agreement state workshop, one each from reactor 8 malls fnsp areas 
MARTIN.RD Region 4 (Post 820201) AA38 2 0070 87/10/22 BECKJORD.E S 
Office of Nuclear Regulatory Research (Post 060720) Ip 61846 062-61845 062. 

—9204160066 Advises that CM Hosey & JP Potter will participate in regional A agree- 
ment states workshop on rev of 10<;FR20 

GRACE, JN Region 2 (Post B20201). AA3a.2 0071 87/10/22 BECKJORD.E S 
Office of Nuclear Regulatory Research (Post 860720) Ip. 61845 063-61045.067 

-9204160104 Forwards proposed schedule for 10CFR20 rulemaking 
STELLO.V Ofc of the Executive Director for Operations AA38-2 0072 87/10/08 
ZECH, ROBERTS, BERNTHAL Commissioners (Post 750110). 16pp. 61845 060- 
61845 082 

-9204160121 Forwards proposed work plan for project "Development of Regufalory 
Analysis for Proposed Rev to 10CFR20.’' 

MERWIN.S.E Battelle Memorial Institute. Pacific Northwest Laboratory, /\A38-2 0073 
87/1 1/03 PETERSON, H T Division of Regulatory Applications (860720 B70413} 6pp 
61845 083 61845.088. 

-9204160256 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35.39,40, 50,61 & 
70 re slds for protection a^inst radiation 

* Toledo Edison Co. 56FR23360 00783. 86/10/31 Docketing & Services Branch 
2pp. 61860 141-61860:142 

-920416026B Comment on proposed rules 10CFR2.19, 20.30,31, 32,34, 35,39,40, 60,61 A 
70 re Bids for protection against radiation 

MILTENBERGER.R. Affiliation Not Assigned 56FR23360 00784 80/11/05 Office of 
the Secretary of the Commission. 2pp. 61860.143 61860 144. 

-9204170036 Forwards comparative text containing present Pari 20 rule, revised draft 
final rule & 860109 proposed rule.Document will be major point of discussion at meet- 
ing on 871116 & 17. 

MORHIS.B M Division of Regulatory Applications (860720 870413). AA3Q-2 0074 87/ 
11/05 QLENN.J., SHANBAKY, M.. POTTER, J.P. Region 1 (Post 820201) 124pp, 
61845.080-61845 213 

-9204170070 Forwards revised work plan for project "Development of Regulatory Anal- 
ysis for Proposed Rev to 10CFR20. 

MERWIN.S.E Battelle Memorial Institute, Pacific Northwest Laboratory AA38-2 0075. 
87/11/17 PETERSON, H.T. Division of Regulatory Applications (860720-870413) 6pp. 
61846.214-61845 219, 

-9204170116 Discusses recent escalated enforcement case (EA 87-203 Heubfeln.lnc) 
concerning questions raised by NRC re whether loss of particular gauge constituted 
substantial hazard & would therefore be reportable per 10CFR2D 402(a)(1), 
LIEBEflMAN.J. Ofc of Inspection & Enforcement, Director (820201-870413). AA38-2 
0076. 87/11/23. CUNNINGHAM.R E. Office of Nuclear Material Safety & Safeguards 
BEOKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp 
61845 220 61845 221 


-9204170212 Requests assistance in reviewing end draft rev of 10CFR20 
MORRIS.B Division of Regulatory Applications (860720-870413) AA38-2 0077 87/ 
12/11 BECKER, J Office of the General Counsel (Post 860701) 86pp 61845 222- 
61845 308 

-9204210046 Comment on proposed rules 10CFR 2, 19. 20, 30,3 1,32, 3 4, 3 5, 39, 40, 50,61 & 
70 re stds for protection against radiation 

DWORKIN.HJ American College of Nuclear Physicians AA3B 2 0310 80/10/31 
CHILK.S J Office of the Sacretary of the Commission 4pp 61860 145 61860 154 

-9204210091 Comment on proposed rules 10CFR2, 19.20.30,31 .32.34,35,39.40, 50,61 & 
70 ra stds for protection against radiation 

THORP E,J R General Public UllllKos Corp - GPU Service Corp AA30 2 0313 86/10/ 
31 CHILK.S J Office of the Secretary of the Commission 16pp 61860 155- 
61060 186 

-9204210136 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

POLICH.J Affiliation Not Assigned AA30 2 0315 86/10/22 Docketing & Services 
Branch Ip 61860107-61860187 

-9204210144 Comment on proposed rules 10CFR2, 19, 20.30,31,32.34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

OCONNOR.A International Association of Machinists & Aerospace Workers AA38-2 
0316 06/10/31 Office of the Secretary of the Commission 5pp 61860 188- 
61860 IDS 

-9204210162 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

KILLAR.FM Middle South Sen/ice, Inc A A3 8-2 0317 86/11/07 Office of the Secre- 
tary of the Commission 4pp 61860 193 61660 242 

-9204210276 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39, 40, 60,81 & 
70 re stds for protection against radiation 

VILLFORTH.JG Food & Drug Administration AA38 2 0323 86/11/13 Olfice of the 
Secretary of the Commission 1 3pp 61 060 243 61060 255 

-9204210300 Comment on proposed ruloa 10CrR2, 19,20,30, 3 1,32,34,35, 39,40, 50,61 & 
70 re aids for protection against radiation 

DALTROFF,Sl Philadelphia Electric Co AA36 2 0324 86/11/13 Office of the Sec- 
retary of iho Commission 3pp 61860 256 61660 260 

-9204210316 Comment on proposed rules 10CFR 2, 19,20, 30,3 1.32, 3 4, 3 5,39.40, 50,81 & 
70 re stds for protection against radiation. 

MORAWETZ,JS International Molders & Allied Workers Union AA38-2 0326. 66/11/ 
04 BECKJORD.E Office of Nuclear Regulatory Research (Post 860720) 1p 
61860-201-61860 281 

-9204210321 Comment on proposod rules 10CFR 2, 19, 20,30,3 1.32, 3 4, 3 5,39.40. 60,81 & 
70 re stds for protection against radiation 

LEVINE.J. internallonaf Moldors & Allied Workers Union AA3B-2 0327. 86/11/05 
BECKJORD.E Office of Nuclear Regulatory Research (Post 060720), Ip 61860’262- 
61660-262. 

-9204210328 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35. 39, 40, 50,61 & 
70 re slds for protection against radiation 

MANN, EM. Alfiliation Not Assigned AA3B-2 0328 86/11/16 Office of the Secretary 
of the Commission 1 p 61860.263 6 1 060 31 1 

-9204220118 Forwards draft lOCFRaO rev for info.Commanls provided based on review 
of rev. 

GRIMSLEY.OH Office of Admln^3lra^ion (Pra 070413) AA3B-2 0070 88/01/14 
MORRIS.B Division of Regulatory Applications (660720 870413) 2pp 61645 315- 
61845 316 

—9204220166 Forwards comments on proposed 10CFR20 revs 
MARTIN, T,T Region 1 (Post 820201) AA30 2 0080 80/01/26. MORRIS.B Division 
of Regulatory Applications (860720-870413) lOpp 61045 317-61045 325 

—9204220207 Responds to 871211 request for revifiw.comment & concurrence for draft 
10CFfl20 final rule 

HIND.J A Region 3 (Post 020201) AA30-2 0081. 00/01/22 MORRIS, B.M Division of 
Regulatory Applications (860720 870413) lipp 61845 326 61845 336 

-9204220227 Recommends that draft 10CFR20 be given to Ofc of Enforcement for 
review & consideration of developing enforcement strategies 
SCARANO.RA. Region 5 (Post 820201) AA38-2 0002 88/01/15 MORRIS.B Divi- 
sion of Rogulatory Applications (Post 870413). 4pp 61645-342-01845.345, 

-9204220246 Forwards comments from state of Indiana on div review of draft 10CFR20 
rev 

NUSSBAUMER,D A Assistant Director lor State Agreements Program. AA38-2 66/ 
01/28. MORRIS.B. Division of Regulatory Applications (660720 070413) lp 
61845 346-81845 346 

-9204230009 Comments on ALAR A requirements for importance In sys of radiation pro- 
tection. 

DVORAK.V Indiana, State of AA3a-2 0083 68/01/21 NUSSBAUMER.D.A NRC • 
No Detailed Affiliation Given Ip. 61 845.347-61 645 347 

—9204230014 Forwards States of Colorado & Wisconsin comments on review of draft 
10CFR20 rev 

NUSSBAUMER,D.A Assistant Director for State Agreements Program. AA3d-2 0064 
88/01/25, MORRIS.B Division of Regulatory Applications (Post 070413). Ip. 
01845 34B-61846 348, 

—9204230027 Confirms earlier converaallon re comments on draft rev of 10CFR20 dtd 
871209 

HAZLE.A J Colorado, State of AA3e-2 0085, 08/01/14 NUSSBAUMER.D A Assist- 
ant Director for State Agreements Program. Ip 61846 349 61845 349 

-9204230030 Provides comments re draft 10CFR20 rev Section 20 1101 records should 
require that unite be reported In both special units & SI units 
BUNGE, M.C Wisconsin, State of. AA38-2 0066 88/01/14 NUSSBAUMER.D Com- 
mlssionors (Post 750119) Ip 61845;350'61645 350 
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-0204230038 Dia-cusses rftview of drall: o1 revised 10CFR20 w/ understanding that rule 
will eventuall/ be promulgated 

LOYSEN.P. Fuel Cycle Safety Branch AA3a 2 OOB7 88/01/15 COOL.D Olfica of 
Nuclear Matortal Safety & Safeguards 4pp 61G45 351<61645 354 

“'9204230048 Commonis on rov of 10CFR2O [n response to 871211 requesl 
BANGART.ru Region 4 (Post 620201) AA3B-2 0086 86/01/20 MORRISB Division 
Of Regulatory Applications (Post 870413) 5pp 61845 337-61845 341 

-'92042300B7 Forwards comments concornmg final 10CFR20 revised rule 
QEORGE.D Army* Dept of AA38-2 0089 86/01/10 PETERSON, H Commissionors 
(Post 750119). 4pp- 61845 355 61845358 

‘*9204230092 Forwards comments on proposed rulemaking re notification of incidenls 
CUNNINQHAM.R E DMsron of Indusinal & Medical Nuclear Safely (Post B70729) 
AA38 2 0090 88/01/13 MORRIS, B M Division of Regulatory Applications (Post 
870413) 15pp 61845 359 61646041 

“-9204230124 Comment on proposed rules 10CFR2.1 9,20,30.31 ,32.34,35.39,40, 50.61 a 
70 re sids for protec teon against radiation Opposes rule 

GREGORV.R D Affiliation Not Assigned S6FR23360 66/05/05 Docketing a Serv- 
ices Branch Ip 61860 312 61860312 

“-9204230130 Comment on proposed rules 1QCFR2,1 9,90.30,31,32.34.35.39,40, 50,61 a 
70 ro stds for protection against radiation 

SORENSEN.GC Wastiinglon Pubiic Power Supply Syslem 56FR23360 D6/05/09 
Office of the Secretary of the Commission 3pp 61860 334-61860 336 

-9204230137 Comment on proposed rules 10CFR2.1 9, 20,30.3 1,3 2,34. 36.39,40, 50,61 a 
70 re stds for protecllon against radiation Opposes rule 

ROSINE,D Affiliation Not Assigned 56FH2336Q 86/05/05 Docketing & Services 
Branch 1p 61860 313 61850 313 

-9204230148 Commenil on proposed rules 1DCPR2, 1 9, 90, 30, 3 1,3 2, 34, 35.39, 40, 50,61 a 
70 re stds for protection against radiation 

BASKIN,K.P Soulfiern California Edison Co, 56FH23360 86/05/12 Docketing a 
Services Branch 2app 61861*030 61861057 

-9204230149- Comment on proposed rules 10CFR2, 19, 20,30.31 .32,34,35.39,40, 50.61 a 
70 re stds for protection against radiation Qpposos rule 

ALKINS.C L Peace Education Center ALKINS,CL Affiliation Not Assigned 
56FR23360 88/05/07. Office of the Secretary of the Commission Ip 61860 314* 
61860.314 

-9204230156 Comment on proposed niCes 10CFR2,1 0,20, 30,31, 32.34. 35,30,40, 50,61 a 
70 ro stds for protection against radiation 

THOMPSON, F%C National Association of Radiation Survivors 56FR2330O 86/05/08 
Office of the Secretary of the Commission 4pp 61660 337-01860 340 

-9204230162 Comment on proposed rules 10CFR2.1 0.20, 30,31. 32, 34 ,35.39, 40, 50,61 a 
70 re stds for protection against radiation, 

CADENA.DG Southwest Research InsUlute 56FR23360 86/05/05 Dockoting a 
Services Branch 3pp 61860 315-81860317 

-9204230171 Comment on proposed rules 10CFR 2, 19,20, 30, 3 1,32,3 4,35,30, 40, 50.61 a 
70 re atds for protection against radrallon 

' Middle South Services, me 56FR23360 86/05/07 Docketing a Services Branch 
Spp, 61861 056 61861,062 

-92042391 00 Comment on proposed rules 10CFR 2, 19.20. 30,31, 32. 34,35 ,39, 40, 50.61 a 
70 re stds lor protociion against radiation Opposes rule 

ZELLER.T, FREY.L Sassafras Audubon Society 56FR23360 86/05/08 Office of the 
Secretary of the Commission 1p 61G60 341*81860 341 

-9204239101 Comment on proposed rules 10CFR 2, 19, 20,30, 31 ,32,94,36,39,40, 60*61 a 
70 re stds for protoction against radiation 

MASSE, F Massachusella Institute of Technology, Cambridge, MA MASSE, F. Affili 
ation Not Assigned 56FR2d360 66/05/09. Docketing & Services Branch 6pp 
61061 063 61861 068, 

-9204230185 Comment on proposed rules 10CFR2, 19, 20,3 0,31, 32,34, 35 ,30.10, 50,61 a 
70 re stds for protection against radiation 

SULIMA.J K Affiliation Not Assigned. 56Ffl 23360 88/05/03 Office of the Socrotary 
of the Commission 4pp 61860.342*61860 345. 

-9204230107 Comment on proposed rules lOCFR 2, 19, 20, 30,3 1,32,34,35,39,40, 60,61 a 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 6eFR23360 86/03/27. NRC - No Delallsd Affiliation Given. 
6pp 61861 069*81881 074. 

-9204239190 Comment on proposed rules lOCFR 2, 19, 20.30, 3 1,32,34, 3 5.39.40, 60,01 a 
70 re stda for protection against radiation Opposes rule 

* Affiliallon Not Assigned 56FR23360 86/05/07 Dockoting a Sorvicos Branch Ip 
01800 346 61660346. 

-9204230199 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32.34, 35,39,40, 50,61 a 
70 re stds for protection against radiation Supports rule. 

SCOTT,LM. Louisiana Slate Univ. Baton Rouge, LA SCOTT.LM. Affiliallon Not As- 
signed. 66Ffl23360 86/05/09 Docketing a Services Branch 2pp 61660347* 
61860*348 

-9204230214 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34,3 5,39.10, 60.01 a 
70 re stda for protection against radiation. 

RAO.P.S Unlvorsity Ho^a of Cleveland, Ctevoland, OH. RAO.PS Rao, PS, MD. 
66FR233aO 86/05/07 Office of tho Secretary of the Commission 2pp 61660318* 
61060 319, 

-9204230217 Comment on proposed rules 10CFH2,1 0,20,30, 3 1.32,34,35,39.10, 50,61 a 
70 re stds for protection against radiation 

ABRAHAMSON.S. Wisconsin, State of. 56FR23360 66/05/07, Dockoting a Services 
Branch 2pp, 61 060.320-01 860 321 

-9204230219 Com menl on proposed rules 10CFH2,19,20.30,3f ,32,34.3 5.39»10, 60,61 a 
70 ro stds for protection against radiation. 

RADCLIFFE.T.J Radcliffa Technical Service RADCLIFFE,T J, Alflliation Not As 
signed 66FR233eO. 66/05/07. Docketing a Services Branch 2pp, 61660 322* 
61860*323 


-9204230222 Comment on proposed rules 10CFR2,19.20.30, 31 .32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

HOBBS.T G Affiliation Not Assigned 56FR23360 86/05/08 Docketing a Services 
Branch 3pp 61860 324-61860 326 

-9204230230 Comment on proposed rules 10CFR2,1 0,20.30.3 1,32, 34, 35.39.40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

MACNULTY.JJ Cillzens Energy Council 66FR23360 88/04/26 Office of the Secre 
taiy of IhB Commission ip 61860 327 61860 327 

-9204230234 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32.34, 35,39, 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

SHOOP.M Sierra CEub 56FR23360 86/05/06 Office of Iho Secretary of the Com- 
mission Ip 61860 328-61860 328 

-9204230237 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32. 34, 35, 39, 40, 60,61 a 
70 re stds for protection against radiation 

SKOLNICK.F Susquehanna Valley Alliance. Lancaster, PA 56FR2a36Q 86/04/28 
NRC * No Detailed Affiliation Given 2pp 61860 349 61860 350 

“9204230239 Cornmom on proposed rules 10CFR2, 19.20, 30, 3 1,32,34 ,35,39,40, 50,61 a 
70 re stds fur protection against radiation Opposes rule 

BREV.H L Public Service Co of Colorado 56FR23360 86/05/07 Docketing a Serv 
icesBranch iipp 61061 075 61661 005 

-9204230246 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32.34, 35, 39, 40, 50,61 a 
70 ro stds for protection against radiation Supports rule 

NORTH, D U Miriam Hosp, Providence, Rl NORTH, D L Affiliation Not Assigned 
56FR2336D 86/05/09 Office of the Secretary of the Commission 2pp 61 860 351- 
81660 352 

“9204230254 Comment on proposed rules 10CPR2, 19,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re sids for protection against radiation exposes rule 

WADISOM.K Orange County Alliance for Survival 56FR23360 86/05/07 Docketing 
& Services Branch ip. 61060 320*61860 329, 

-9204230260 Comment on proposed rules 10CFR2,1D,20,30,31,32,34,35,39,40, 60,61 a 
70 re stda for protection against radiation 

BLACK, R E , uHRISTENSON.R Sinai Samaritan Medical Center, Milwaukee, Wl (for- 
merly ML Sinai Medical Confer QLAGK.R E. Affillalion Not Assigned 56FR23360 66/ 
05/06 Office of the Secretary of the Commission 2pp 61860 353-61860 354 

-9204230271 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39, 40, 50,61 & 
70 re stda for prolocllon against radiation 

WRENN.M.E Affiliation Not Assigned 56FR23360 86/05/08 Docketing & Services 
Branch 87pp 6 1861 086 61861 172 

-9204230277 (^mmonl on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35,39.40. 50.61 & 
70 ro stds for protection against radiation Opposes rule 

STRATTON, K Affiliation Nol Assigned 56F^R23360 86/05/12 NRC - No Detailed Af- 
filiation Given tp 61860 330 61060 330 

“9204230280 Comment on proposed rules tOCFR2. 19, 20, 30, 3 1.32, 34, 35, 39, 40, 50,61 & 
70 re sida for protection against radiation 

ROHRIG.N Bfookhaven National Laboratory ROHRIG.N Affiliation Not Assigned 
S6Fn23360 80/O5/OQ Office of the Socrotary of the Commission 5pp 81860 355* 
61060 350 

-0204230202 Comment on proposed rules 10GFR2,1 9.20, so, 31, 32,34,35, 30.40. 50,61 & 
70 re sida for protection against radiation Opposes rulo 

FISCHER, AM Affiliation Not Assigned 56FR23360 86/05/06 Dockoting & Services 
Binnch Ip 61 G60 3 3 1-61860 331 

-9204230203 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35, 09,40, 60,61 & 
70 ro stda tor protection against radiation Opposes rulo 

FOX.SH. FOX,RH., FOX, HE Alflliation Not Assigned 66FR23360 86/05/09. Dock- 
eting & Services Branch Ipp 61081 173 61861'173 

-9204230292 Comment on proposed rules tOCFR2.1 9, 20, 30,3 1,32, 34, 35,39,40, 50,61 & 
70 re stds for protoction against radlatlon.Opposos rulo 

JACOBSON.N Affiliation Not Assigned 66Fn23360 86/05/08, Office of tho Socro* 
tary of tho Commission 2pp 6186(> 360 61860 382 

-9204230293 Comment on proposed rules 10CFfl2, 19, 20,30,31. 32, 34, 35, 39,40, 60.61 & 
70 ro aids for protoction against radiation Opposes rulo 

BURNS, LR Affiliation Not Assigned 56FR23360. 06/05/12 NRC * No Detailed Affili- 
ation Given. 2pp. 610G0 332 61860*333 

-920423029$ Comment on proposed rulos 10GFR2, 19, 20.30, 31, 32, 34, 35,39, 40. 60,61 & 
70 re stds for protoction against radiation Opposes rule 

QUIGG.C. Illinois Safe Enorgy Alliance 56FFr23360 86/05/09 Office of tho Secretary 
of the Commission. Bpp 61861 OO1*61801’OO5 

-9204230290 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,36,39,40, 50,61 & 
70 ro stds lor protoction against radiation 

SALSBURY.WC Affiliation Not Assigned. 6eFR23360 86/05/13. Docketing & Sorv* 
Ices Branch. lOpp 61861-174-61Q61:183. 

-92042393 06 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection egalnst radiation 

SPRINGER,! J, ModIvPhysics, Inc 56FR23360, 86/05/08 Docketing & Services 
Branch. 2pp 6ie61'104 61861.185 

“-9204230316 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Supports rulo 

VETTER. RJ Mayo Clinic. Rochesler, MN 66FR23360. 86/05/07 Office of tho Sec- 
rotary of Ihe Commission 3pp 81061.006 61861 006. 

-9204230322 Comment on proposed rulos 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radlatlcn Opposes rule. 

WESCHERpD Affiflatfon Not Assignod 66FR23360. 88/05/07 Dockoting & Services 
Branch Ipp 61861:166 61061*186 

-9204230324 Comment on proposed rules 1OCFR2,1O,2O,3O,31,32,34,35,30,4O, 50,61 & 
70 ro stds for prolecllon against radiation. 

KEISER.HW. Pennsylvania Power & Light Co 66FR23360. 80/05/08 CHILK.SJ 
Office of tlio Secretary of Iho Commission 4pp 61861.009-61861 012 
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‘-dJ?04230326 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35, 39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

PLATOV.M Aifiliation Not Assigned 56FR23360 86/05/04 Office of the Secretary of 
the Commission Ipp 61061 187 61061 187 

’•9204230328 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34.35,39 ,40, 50,61 & 
70 re stds for protection against radiation 

GEIGER, W S Affiliation Not Assigned 56FR23360 86/05/09 Office of the Secretary 
of the Commission 3pp 61861 013 61861 015 

-9204230330 Comment on proposed rules 10CFfl2, 19,20.30.3 1.32.34.35.39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

MURPHY, W P Vermont Yankee Nuclear Power Corp 56FR23360 86705/09 Docket- 
ing & Services Branch 2pp 61861 188-61861 189 

-9204230331 Comment on proposed rules 10CFR2. 19,20,30,3 1.32, 34,35,39.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

FAY.C W Wisconsin Electric Power Co 56FR23360 86/05/08 Office of the Secre- 
tary of the Commission 7pp 61861 016-61861 022 

-9204230337 Comment on proposed rules 10CFR2. 19,20,30,3 1,32, 34,35.39.40, 50,61 & 
70 re Bids for proteclion against radiation Supports rule 

EDELMAN.MR Cleveland Electric Illuminating Co 56FR23360 86/05/08 CHILK.SJ 
Office of the Secretary of the Commission 7pp 61 861 023 61661 029 

-9204230338 Comment on proposed rules 10CFR2.1 9,20,30,3 1,32.34,36, 39, 40, 50,61 & 
70 re slds for protection against radiation 

DRUM.DE Bng^ham & Women's Hosp , Boston, MA 56FR23360 86/05/12 DocKet* 
ing & Services Branch 6pp 61861 190 61861 195 

—9204240008 Discusses reg^ulatory guides anticipated for implementing 10CFR20 rev 
PETERSON.H Radiation Protection & Health Effects Branch AA38-2 0091 86/01/ 
28 MERW!N,S Ballelle Momorial Institute, Pacific Northwest Laboratory 2pp 
61846 042-61046 043 

-9204240012 Forwards comments on draft 10CFR20 rev Comments limited to only new 
comments resultant from review of current draft 

STOHR.J P Office of Nuclear Material Safely & Safeguards AA30-2 0092 88/01/28 
MORRIS, B, Division of Regulatory Applications (Post 870413) 3pp 61846044- 
61846 051 

-9204240021 Forwards proposed outline for 10CFR20 regulatory analysis 
MERWIN.S E Batlelle Memorial Institute, Pacific Northwest Laboratory AA38-2 0094 
88/01/29 PETERSON.H T Radiation Protection & Health Effects Branch 6pp 
61846 063 01846.058 

-9204240030 Common! on proposed rules 10CFR2, 19,20,30.31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MILLER, CP Affiliation Not Assigned 56FR23360 86/05/08 Office of the Secretary 
of the Commission Ip 61862 001 61062 001 

-9204240034 Responds to 871220 request for review of draft 10CFR20 rev dtd 
871209 

PENNINGTON.W S Fuel Cycle Safety Branch AA38 2 0095 88/02/01 COOL,DA 
Office of Nuclear Material Safety & Safeguards 3pp 61646 059 61846 061 

-9204240042 Forwards comments from States of Alabama & New York Oopt of Environ 
Consanration on draft 10CFR20 rev 

NUSSBAUMER.D A Assistant Director for Slate Agreements Pragram. AA38‘2 0096 
88/02/02 MORRIS.B Division of Regulatory Applications (Post 070413) Ip 
61846 062 61846 062 

-9204240050 Comment on proposed rules 10CFR2, 19,20,30,31, 32,34,36, 39, 40, 50,61 & 
70 re stds for protection against radiation 

STROM.DJ Pittsburgh, Univ of. Pittsburgh, PA STROM.DJ Affiliation Not Assigned 
56FR23360 86/05/10 Docketing & Services Branch. 3pp 61861:260-61861-271. 

-9204240063 Comments on draft rev of 1QCFR20 
QODWIN,AV Alabama, State of AA3B-2 0097 80/01/13 NUSSBAUMER.D A As- 
sistant Director for Stale Agreements Program. Ip 61846 063-61046 063 

-9204240055 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,3 5,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

REISER.N T Afliliallon Not Assigned 66FR23360 88/05/08 NRC - No Detailed Afflll 
ation Given Ip 61862 002-61862 002 

-9204240058 Comment on proposed rules 10CFR2. 19,20,30,31 .32.34.3 5,39.40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

EODLEMAN.W North Carolina Cilizons Research Group. EDDLEMAN.W Eddfeman, 
W 56FR23360 86/05/10 Docketing & Services Branch 16pp 01861-196-61801211 

-9204240059 Commonis on proposed draft 10CFR20 rev 
KELLEHER.WJ. New York, State of. AA30.2 0098. 88/01/22 NUSSBAUMER.D A. 
Assistant Director for State Agreements Program 2pp 61846 064-6ia46 065 

-9204240060 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,3 5,39.40, 50,61 & 
70 re aids for protection against radiation.Opposes rule 

DURKIN, M Affiliation Not Assigned S6FR23360. 86/05/06 NRC - No Detailed Alfill- 
alien Given Ip 61862 003-61062 003. 

-9204240062 Comment on proposed rules 10OFR2,1 9, 20,30, 3 1,32, 34.3 5,39,40, 50,61 & 
70 re stds for protection against radiation 

MCCLEARY.KJ Affiliation Not Assigned. 56FR23360. 86/06/02 ALEXANDER,B 
NRC - No Detailed Affiliation Given Ip 61862 004 61862,004 

-9204240065 Comment on proposed rules 10CFR2,1 9, 20.30,3 1.32.34,35.39, 40, 50.61 & 
70 re slds for protection against radiation.Opposes rule 

MCCRORY.P H. Louisiana, State of 66FR23360 86/05/06 Docketing & Services 
Branch 2pp, 61861 272-61861 273 

-9204240067 Forwards revised outline & three draft sections of 10CFR20 regulatory 
analysis for review 

MERWIN.S E Battelle Memorial Institute, Pacific Northwest Laboratory. AA38-2 0100 
88/02/19 PETERSON.H T Radiation Protection & Health Effects Branch. lOOpp 
61646 076 61846 204. 

-9204240068 Comment on proposed rules 10CFR2, 19.20,30,31 ,32, 34,3 5,30,40, 60,61 S 
70 re Slds for protection against radiation Opposes rule 

LEWIS, M I Lewis, M. 56FR23360 86/05/09 Office of the Secretary of the Commis- 
sion tipp 61861 >21 2-61661 222. 


-9204240069 Comment on proposed rules 10CFR2, 19.20.30, 31. 32.34,36.39.40, 50,61 & 
70 re stds for protection against radiation 

□RAKE.G A Affllratfon Not Assigned 56FR23360 86/05/08 Office of the Secretary 
of tha CommissiDn Ip 61862 005 61862 005 

-9204240072 Forwards comments from States of Iowa & California on draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Director for State Agroemonts Program AA3a-2 0101 
88/02/25 MORRIS.B Division of Regulatory Applications (Post 870413) ip 

61046 205-61846 205 

-9204240076 Commant on proposed rules 10CFR2,19,20,30,31,32,34,35,39,4D, 50,61 & 
70 re stda for protection against radiation Opposes rule 

BEYEA.J National Audubon Society BEYEA.J Affiiiation Not Assigned 56FR23360 
86/05/12 Office of the Secretary of the Commission 2pp 61862 006 61062 007. 

-9204240077 Comment on proposed rules 10CFR2, 19, 20, 30 .3 1,32.34,35, 39,40, 60,81 & 
70 ro stds for protection against radiation Opposes rule 

D'ARRIGO.D Nuclear Information & Resource Service 56FR23360 86/05/01 NRC - 
No Detailed Affiliation Given 6pp 61861 274 61861 279 

—9204240078 Comment on proposed rules 10CFH2, 19,20,30,31.32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Supports rule 

SABO,AT Westinghouse Electric Corp 56FR233Q0 86/05/12 Docketing & Services 
Branch 13pp 61861 223 61861 235 

-92042400BO Comment on proposed rules 1iOCFR2,1 9.20.30, 31, 32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

WISSINK.RG Minnesota toing & Manufacturing Co (3M Co) WISSINK.RG Aflili- 
ation Not Assigned 56FR23360 86/05/09 Docketing & Services Branch 12pp 
61861 280 61861 291 

-920424008 0 Commont on proposed ruJes 10CFR2, 19, 20.30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WISSINK.R G Affiliation Not Assigned 50FR519g2 86/05/09 Docketing & Services 
Branch 12pp 61861 200 61861 291 

“9204240084 Informs that revised proposed regulation re 10CFR20 did 871223.appro 
priate & nonorally enforceable 

FLATeRt>A Iowa, Stale of AA30.2 0102 88/02/15 NUSSBAUMER.D A Assistant 
Director for State Agreements Program. Ip 61846 206 61846 206. 

-9204240085 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

BOHLMAN.J F United Transportation Union 56FR23360. 06/05/09 Office of the 
Secretary of tho Commission 2pp 61862 BOB 61862 009 

-9204240093 Comment on proposed rules 10CFR2, 19, 20, 30,31.32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRIESEN.BS Kansas. Univ of, Kansas City, KS FRIESEN.BS. Affiliation Not As- 
signed 50FR2336O 86/05/13 Office of the Secretary of the Commission 6pp 

61861 292 61861 207 

-920424009B Comment on proposed rules 10CFR2.19,20,30.31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

KINGSLEY, O.D Mississippi Power & Light Co 5BFR23360 86/05/12 Docketing & 
Sorvices Branch 7pp 61861 236 61861 242 

-9204240110 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32, 3 4, 3 5, 39, 40, 50,61 & 
70 re stds for protection against radiation.Opposes rule 

STUCHINSKI.V L Three Milo Island Alert 56FR23360 88/05/08 Docketing & Serv- 
ices Branch 3pp 61861 290 61861-300 

-9204240112 Comment on proposed rules 10CFR2, 19,20.30, 31, 32,34, 35,39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

CAREY, W.E Ohio State Univ, Columbus. OH CAREY.WE Affiliation Not Assigned 
56FR233 6 0 06/05/12 Office of tho Socretary of the Commission 2pp 61862 010- 

61862 011 

-9204240119 Forwards draft rept, ’'Regulatory Analysis for Revision of 10CFR20" to 
perform addi analyses or revise existing analyses based on findings of RES review 
team 

MERWIN.S E Battollo Memorial Insiltote, Pacific Northwest Laboratory AA38 2 0108 
80/03/15 PETERSON.H T Radiation Protection & Health Effects Branch 161pp 

61047 043-61647 193 

-9204240120 Comment on proposed rules 10CFR2, 19. 20.3 0.3 1.3 2, 3 4, 3 5. 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PLANK, W, ELDER, JH Bedford County Environmental Committee. 56FR23360 06/ 
05/12 NRC - No Detailed Affiiiation Given 4pp 61861 301-61861 304 

-9204240123 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32, 34,35, 39, 40, 50,61 & 
70 re stds lor protection against radiation 

SLABACK.L Affiliation Not Assigned 56FR23360 86/05/06 Docketing & Services 
Branch lOpp 61061 305-61801 314 

-9204240126 Supports Commission proposed rav of regulations in 10CFR20 which pro- 
vides basic requirements for protection of exposed individuals 
MCQURKpdS California, Slate of AA38 2 0103 08/02/16 NUSSBAUMER.D A As- 
sistant Director for State Agreements Program. 2pp 61848,207-61846-206 

-9204240120 Comment on proposed ruloa 10CFR2, 19.20,30, 3 1.32.34, 35,39, 40, 50,61 & 
70 re stds for proteclion against radiation 

MORRIS.L Health Physics Society 56FR 23360 86/05/00 Office of the Secretary of 
the Commission. 5pp 61862 012-61662 016. 

-9204240120 Comment on proposed ruloa 10CFR2, 10,20,30,31,32,34.35,30,40, 60,61 & 
70 re aids for protection against radiation Supports rule 

BROWN, R.W. Mallory Capacitor Co. 66FR233eo 66/05/09. Docketing & Services 
Branch Opp 61861.316-81861323 

-9204240132 Comment on proposed rules 10CFR 2, 10, 20 ,30. 3 1,3 2. 34 ,3 5,39, 40, 50.61 & 
70 re stds lor proteclion against radiation Supports rule 

BASKIN.KP Southern California Edison Co. 66FR2336Q. 86/05/12 Docketing & 
Services Branch 2Bpp, 61861 324 61061-351 



--&2042'l0ia6 Comm&nl on proposodl rufea 10CFR2. 19, 20.30,3 ^,32.34.35, 39.40, 50,61 a 
70 ra sitis for protacUon against radiation 

PiTCHFOflD.Tl Affiliolron Not Assigned 56FR23360 BB/Ob/OS Pocketing & Serv 
icea BrancDl 5pp 61861 352 6106t 356 

“■920424013? Comment on proposed rules 10CFR2, 19.20,30,31,32.34,35.39,40. 50,61 & 
70 ra stds for protection against radialio/v Opposes rufe 

DOUGLAS, M H Afltliallo/i Not Assigned 56FR 23360 66?Q5?09 Docketing & Serv- 
ices Branch Ipp 61361 243 61661 243 

'■92<l 4 240139 Com men! on proposed rules 10CFR2, 19.20,30.3 1,32.34.35,39,40. 50.61 & 
70 ro aids for protection against radiation Opposes rule 

JOHNSON, 8 J Minnesota Pubfic Interest Research Group 56Fn23360 66/06/12 
Office of the Secretary of the Commission l4pp 61862 017-61862 031 

--9204240141 Provides comments on drafi oJ 10CFR20 regulatory analysis 
RICHTER, 0 Office of Nuclear Regulatory Research <Post &60720f AA3B-2 0|04 88/ 
03/04 P Person, H Office of Nuclear flogulatory Research (Post 860720^ 44pp 

61646 209 61846 253 

-9204240147 Comment on proposed rules 10CFR2. 19,20,3 0,31, 32, 34. 35,30.40. 60,61 & 
70 ro stds for protection against radiation Opposes rulo 

KETCHUM.W Affiliation Not Assigned 5eFR2336Q 86/05/12 Docketing & Services 
Branch 6pp 61861 244 61861 249 

-9204240146 Forwards revised final 10CFR20 rule developed by interoffica working 
oroi^ on direclion of special Interoffice steonng group Review & commenfs requested 
MORRIS, e Division of Regulatory Applications {Post 870413)1. AA38 2 0110 80/03/ 
30. UEeERMAN.J. Ofc of Enforcomenf (Post 070413) Ppp 61847 208 61047 209 

-9204240152 Comment on proposed rules 10CFR2, 19, 20.30. 3 1,3 2, 34.35.3 0,40. 50,61 & 
70 ra stds for prcteclion against radiation 

COYLE, D Affiliation Not Assigned 56FRZ3360 08/05/11. Docketing & Services 
Branch 2pp 61862032-61862 033 

“9204240157 Comment on proposed rules 10CFR2, 19,20, 30,3 1, 32, 34. 35,39.40. 50.61 & 
70 ro stds for protection against radiation. 

BDONDI.Q League of Women Voters, Palm Springs, CA S6FR23360 88/05/07 
Office of the Secretary of the Commission 3pp 61862 034-61662 036 

“9204240150 Comment on proposed mfas 10CFR 2, 19,20, 3 0,3 1.32, 34, 35,39, 40, 50.61 & 
70 ra stds for protection against radiation Supports rule 

GEIGER, EL Thermo Electron Corp (^EIGER.EL Affiliatfon Not Assigned 
56Fn23360 86/05/29 Docketing & Services Branch 2pp 61062 062-61862 063 

“9204240160 Comment on proposed rules 10CFR2, 19. 20,30,3 1,32, 34, 35, 39.40, 50,61 & 
70 re stds for proteclion against /adJatFon Opposes rule 

aiLLINQS.J Dsmocrallc women’s Association of the Desert 56FR23360 68/05/ 10 
Docketing & Services Branch Ip 61862 037 61662.037 

“9204240164 Commont on proposed rules 10CFR2, 19, 20 .30, 31. 32, 34,39.3 9,40, 50,61 S. 
70 re sids for protection against radletion Opposes rule 

WALROUr.j, Rockford College, Rockford, fl WALHOUT.J AfruJalion Not Assigned 
56FR23360 86/05/12 Docketing & Servicos Branch fp 61861,250 61661 250 

“9204240170 Comment on proposed rules 10CFR2, 19, 20.30, 3 1.32,34, 35, 30.40, 60,61 & 
70 ro stds for proteclion against radiation 

LANDRUM. RE Aftifiation Not Assigned 56FR23360 8 6/05/ U PALLADINO Com 
misslonars (Post 759119) 6pp 61062 030 61862043 

“9204240171 Forwards requested tabula Irons ro radionuclides ol lCRP-30 sorted by in- 
creasing ALI Of OAC IOCFR20 update 

eCKERMAN.KF Oak RFdgo National taboratory AA30 2 0105 08/05/19 

PETERSON, HT Office of Nuclear Regulalory flosearch (Post 869720) 60pp 
61846 254 61046 317 

“9204249172 Commonl on proposed rules 10CFR2, 19. 20, 30.3 1,32,3 4. 35, 39,40, 60.61 & 
/O re stds for protoctlon against radPation Opposes rule 

BYE,M Central Bucks Clean Energy Collocllve, Doyle stown, PA 56FH 23360 86/04/ 
26 Office Of ihe Secretary of 1 ho Com miss Ian Ip 61661 251 61881 251. 

“9204240174 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32.34,35, 39, 40, 60.61 & 
70 ra stds for protection against radiation 

KOESTER,G L Kansas Gas & Electric Co 66FR23360 86/05/12 Offico of the Sec- 
retary of tho Commission. 12pp. 61062 044-61862 055. 

“9204240175 Comment on proposed ruios 10CFH2. 19,20,30,31.32,34.30,30.40, 50,61 & 
70 r© stds for protecUon against radiation 

MUSOLINO.SV. Affiliation Not Assigned 5eFR23360 06/06/02 Docketing & Seiv- 
laas Branch 2pp 61062 084 61862 065, 

-'9204240176 Commonl on proposed rules 10CFR2, 19,20,30,31 .32,34,35,3 9,40, 50,61 &. 
70 re stds tor protection against radiaion Opposes rdte 

PLEASONTON.AK Affijialion Not Assigned 56FR23360 36/05/11, Docketing A 
Services Branch Ipp 61861 252 61881:262 

“9204240179 Forwards most recent reva to final Pari 20 rule for da termination of (ncor- 
poraifon by ref for Iransmillal tor Ofc of FR for publication 

PETEflSON.HT Division of Reactor Acddenl Analysis (070413 880716) AA38-2 
0111 88/03/31, wigging TON ,S Office of Admlnfslration (Post 890205) 66pp 

61647 210 61847 276 

“9204240184 Comment On proposed rules 10CFft2, 19.20, 30, 3 1.32.34, 35, 39.40, 50,61 & 
70 re stds for protection against radiation. Opposes rule 

LEESMANcS E Affiliation Not Assigned 56FR 23360 86/05/12 Docketing A Services 
Branch Ipp 61061 253-61 961 >253. 

“9204240188 Comment on proposed rules 10CFfl2,19,20,30,31,3g,34,35,39,40, 50.61 & 
70 re aids for proteclion against radiation. 

VILLA.R General Eleclric Co 6eFR23360 06/05/19 Office of the Secretary of Ih© 
Commission, 3pp 61862 057-81862 059. 

“9204240191 Reqoosis raviow A response either confirming appreprialenoss of cross 
references or indicating correclion needed re revised draft 10CFR20, "Std for Protec- 
lion Against Radiation ^ 

GRiMSLEY.DH. Division of Rules A Records (070413-060614) AA3B.2 0112 80/64/ 
13, GIRARD^M Natlonat Archives A Records Administration 2pp. 61647*276- 
61047'277 


“■9204240195 Comment on proposed rules 10CFR2. 19, 20, 30.31, 32.34.35, 39, 40. 50,61 A 
70 re stds tor protection against radiation 

CLARE.W Wisconsin, State of 56FR23360 86/05/09 CHILK.S Offico of the Secre 
tary of the Commission ip 61861 254-61861 2S4 

“9204240200 Advises that cross reference re final rule revising 10CFR20, 
20 301.29 704 A 20 906 meets requirements of 1GFR21 21(c)(3) A appropriate for In- 
clusion In next text of final rute 

GIRARD, M National Archives A Records Adminlstralion AA3B-2 0113 88/04/20 
GRfMSLEY.DH Division of Rulos A Records (870413 800514) Ip 61847 270- 
61047 276 

-9204240201 Comment on proposed rules 10CFR2.1 0,20.30, 31, 32, 34, 35.39, 40. 50,61 A 
70 re stds for protection against radiation 

ZIMMERMAN.aR Carofina Power A Light Co, 56FR23360 86/06/06 CHILK.S J 
Office of the Secretary of the Commission 9pp 61862 066 61862 074 

“9204240205 Commsnl on proposed rules 10CFR2, 19,20.30, 31, 32, 34, 35, 39,40, 50,61 A 
70 ffl stds for protection against radiation Opposes rule 

STEWART, J Affiliation Not Assigned 56FR23a60 06/05/11 NRC - No Oolailed At 
filiation Given ip 61861 265-61861 255 

“9 204240208 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32. 34.36, 09,40, 50,61 A 
70 re stds for protection against radiation 

MCKNIGHT,J L Affiliation Not Assigned 56FR23360 86/05/13 Office of the Sacre- 
tary of the (Commission Ip 61G62 060 G1862 060 

“9204240212 Comments on final revision to 10CFR20 Marked up apps re regulation 
consistent w/direction of agency protection factors for respirators A quanlilies of li 
censed matt reqginng labeling end 

LIEBERMANJ Ofc of Enforcement (Post 870413) AA38-2 0114 88/04/14 
MORRIS.B Division of Regulatory Applications (Post 870413) 2pp 61847-279- 
61847 280 

“9204240214 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34,35, 39,40, 50,61 A 
76 re stds tor protection against radiation Opposes rule 

SLAYMAKEH.JP Affiliation Not Assigned 56FR23360. 86/05/15 NRC - No Detailed 
Affiliation Given Ip 61661.256 61861 256 

“9204240223 Concurs in issuance of NRC-0524 to reflect changes in responsibililios 
that resulted from NRC reorganization Note should be added to remarks section to 
indicate fhal 10CFn20 undorgomg rev 

BURDA.AJ Program Management, Policy Development A Analysis Staff (Post 
870411) AA3B-2 0115 88/04/26 MASON, E Offico of Information Resources Man 
agemoni (Post 000205) Ip 61847 281-61847 281 

“9204240224 Comment on proposed rules 10CFR2,19.20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

HOCKER.CL, HOCKER.HM Affiliation Not Assigned 56FR233G0 86/05/09 Office 
of tho Secretary of the Commission 2pp 61862 089 61862 090 

“920 4240225 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35.39,40, 60,01 A 
70 ro stds for protection against radiation Opposes rule 

* Affifialion Not Assigned 66Ffl23360 06/05/11. Docketing A Services Branch 2pp 
61861 257-61861 '250 

“9204240231 Commortl on proposed rules 10CFR2, 19, 20,30.3 1,32, 34, 35,39, 40, 50,61 A 
70 ro stds for protection against radiation Supports rule 

SIEBERT.GW Dofonse, Dept of 5GFR23360 86/06/09 Docketing A Services 
Branch 8pp 61861 259 61861:266 

“9204240237 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35, 39,40, 50.61 A 
70 fo sWs lor protoetton against radiation Opposes rule 

FRISCO, DC Coalition for Nuclear Power Plant Posiponemenl FRISCO, DC Affiliation 
Not Assigned 56FR23a60 86/05/12 NRC - No Detailed Affiilation Given 2pp 
61861 267 61861 266 

••9204240270 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation 

BORCHERT.KR Nebraska. State of 56FR23360 06/05/15 Office of the Secretary 
of the Commission 2pp 61862.092-61862 093 

“6204240270 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,36,39,40, 60,61 A 
70 re stds for protection against radiation Opposes nile 

ARNSBERG6R.W M Affiliation Not Assigned 56FR23360 06/08/27, Docketing A 
ServpcQS Branch Ip. 61862 lit 61862 1 1 1 

--9204240204 Commonl on proposed rules 10CFR2, 19, 20,30,3 1.32.34.35, 39.40. 60.61 A 
70 re stds for proteclion against radiation 

WISENBURG.M R Houston Lighting A Power Co 66FR23360 86/05/16. Docketing A 
Services Branch 4pp 61662 094-61862 097 

“9204240287 Comment on proposed rules tOCFR2, 10, 20.30, 31, 32, 34, 35.39, 40, 50,61 A 
70 re stds for protection against radiation Opposes ruio 

* Affiliation Not Assigned. 56FR23360 86/08/30, Docketing A Services Branch 1p 
81062 112-61062*112 

“9204240290 Comments on draft regufalory analysis for revision of 10CFR20.Sugges1s 
fhal changes re discounting errors nave no significant bearing relating to analysis 
RICHTER, B. Regulalion Development Branch. M3B-2 Oil 6 88/04/29 

PETERSON, H Radiation Protection A Health Effects Branch. 4pp 61847 282- 
61847'285. 

“9204240291 Comment on proposed rules 10CFR2, 19,20.30,31 ,32.34,35,39,40. 60,61 & 
70 fo stds for protection against radiation Opposes rule 

JENKINS, EJ. Affiliation Not Assigned 56FR23360 92/02/25 NRC - No Detailed Af- 
flfiation Given 3pp 61862 075-61862 077 

“9204240292 Commenl on proposed rules 10CPR2, 19, 20,30.31, 32.34,35, 39, 40, 50.61 A 
70 re stds for protection against radiation Opposes rule 

SCHRADER.O Affiliation Not Assigned 60FR2336O 06/08/30 Docketing A Services 
Branch 2pp, 61862 113-61BB2.114 

“9204240294 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,3 2, 34 ,3 5, 3 9, 40, 60,61 A 
70 re stds for protection against radiation 

HARSHAW^F, Affiliation Not Assigned 56FR23360 86/05/12 Office of the Secretary 
of the (Commission 3pp 61862 098-61862.100 
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-9204240296 Commenl on proposed rufos 10CFR2.1 9,20.30,3 1»32.34.a5.39, 40. 50,61 & 
70 re slds for proiectton against radiation 

MCNEESJ L Health Physics Society 56FR23360 06/05/07 Office of the Secretary 
of the Commission 2pp 61862 101-61862 102 

-9204240208 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

FOWLER, S L W R Grace & Co 56FR23360 86/02/14 ALEXANDER Division of Ra- 
dialion Programs & Earth Sciences (840429-860720) Bpp 61862 078 61862 007 

-9204240300 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34, 35,39, 40, 50,61 & 
70 re aids for proloclion against radiation Opposes rule 

QUIGG.C Illinois Safe Energy Alliance 56FFr23360 86/05/1 5 Office of the Secretary 
of the Commission 3pp 61862 103 61862 105 

-9204240301 Forwards final draft repl re regulatory analysis for revision of 10CFR20 for 
comments Advises that distribution is limited because draft has not received approvals 
through formal clearance process 

MERWIN.S E Ballelle Memorial Institute, Pacific Northwest Laboratory AA3a 2 0117 
80/05/17 PETERSON, H T Radiation Protection & Health Effects Branch 113pp 
61047 286 61848 035 

-9204240303 Comment on proposed rules 10CFR2.1 9.20,30,3 1,32,34,35,39,40, 50,61 & 
70 re stds for proloction against radiation 

SLATEN.NG Union Electric Co SLATEN,NG Affiliation Not Assigned 56FR23360 
06/05/12 Dockoling & Services Branch 2pp 61862 106 61862 107 

-9204240300 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re slds (or protection against radiation Supports rule 

CHANDLER. S Affiliation Not Assigned 56FR23360 86/05/13 Docketmo & Services 
Branch Ip 61862 080 61862 080 

-9204240311 Comment on proposed rules 10CFR2,1 9.20,30,31.32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HARMON, 0 Anti-Vivisection Society of America, Inc 56FR23360 86/09/02 Docket- 
ing & Services Branch Ip 61062 115 01862 115 

-0204240319 Comment on proposed rules 10CFH2,1 9,20,30.31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCQUIRE.C B Affiliation Not Assigned 56FR233eo 86/09/02 Office of the Secro* 
tary of the Commission Ipp 61862 116-61062 116 

-9204240323 Comment on proposed rules 10CFR2,1 9,20,30, 3 1,32,34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

O’SULLIVAN.E Affiliation Not Assigned 56FR23360 86/08/30 Docketing & Services 
Branch Ipp 61862 117 61862 117 

-9204240327 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 50,61 & 
70 re slds for proloclion against radiation 

CHEN.SY Calapan Corp (subs Arvin Induslrles/Franklln Research Center) 
56FR23380 06/05/14 Office of Iho Secretary of the Commission 2pp 61862108* 
61862 109 

-9204240331 Comment on proposed rules 10CFR2, 10,20,30.31.32,34,35,39,40, 5D,61 & 
70 re stds for protection against radiation Opposes rule 

MARKOFF, 0 Affiliation Not Assigned 56FR23360 80/05/14 NRC - No Dolailed Af- 
filiation Given 1p 61862 110 61 862 110 

-9204270027 Comment on proposed rules 10CFR2, 19,20,30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GILBERT.W V Affiliation Not Assigned 6eFR23360. 86/00/28 Docketing & Sorvlcos 
Branch 1pp 61862 118 61862 116. 

-9204270033 Commonl on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule. 

LIENS, H Affiliation Not Assigned 56FR23360 06/09/01 NRC - No Detailed Affili- 
ation Given Ipp 61862 119 61662'1 19 

-9204270038 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,3 5,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

VERPLANKE.Y Affiliation Not Assigned 5eFR23360 86/08/28 Docketing & Services 
Branch Ipp 61862.120 Q1862'120 

-9204270041 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 60,61 & 
70 re slds for protection against radiation Opposes rule. 

LA FORCE, N , GOLDEN.R El Cerrito Democratic Club. El Cerrito, CA. 56FR23360 
06/05/09 Docketing 6 Services Branch Ip, 61862 146-61862 146 

-9204270044 Commenl on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MCLEOO.R Affiliation Not Assigned. 5eFR23360 66/09/01 Docketing & Services 
Branch Ipp 61862121-61862 121 

-9204270048 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34,3 5,39, 40, 60,61 & 
70 re slds for proloclion against radiation Opposes rule 

RANDjS,M Affiliation Not Assigned S6FR23360 86/05/19 NRC • No Detailed Affili- 
ation Given Ip 81802-147*61862 147 

-9204270063 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,36,39,40, 50,61 & 
70 fo stds for protection against radiation Opposes rule 

NELKENS.S Affiliation Not Asaignad. 6eFR23360 86/09/04 NRC * No Dolailed Affili- 
ation Given Ipp 61862-1 22-61862-122 

-9204270057 Comment on proposed rules 10CFR2, 10,20,30.31,32,34,35,39,40, 50,61 8 
70 re stds for protection against radiation Supports rule. 

BUSHJ.E. Affiliation Not Assigned. 66FR23360 86/05/13* Docketing & Services 
Branch Ip. 61862 148-61062 148 

-9204270058 Fonvards tabulations showing stochastic & nonstochastlc ALf values from 
ICRP publication 30. 

ECKERMAN.KF Oak Ridge National Laboratory. AA38-2 0142 88/06/20 

PETERSON, HT Office of Nuclear Regulatory Research (Post 860720). 41 pp 
61049 072*61849 111. 

-9204270080 Comment on proposed rules 1QCFR2,1 9,20,30,31 ,32,34,35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

COLEMAN. AD Affiliation Not Assigned 56FR23360 86/09/01. Docketing & Services 
Branch ipp 61862-123-61862123 


-9204270063 Commenl on proposed rules 10CFR2, 19,20,30, 31, 32.34.35,39,40, 50,61 & 
70 re stds (or protection against radiation Supports rule 

SCOTT, CM Affiliation Not Assigned 56FR23360 86/05/13 Docketing & Services 
Branch Ip 61862 1 49-61862 149 

-9204270068 Comment on proposed rules 1 0CFR2, 19,20,30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for proleclion against radiation 

* Affiliation Not Assigned 56FH23360 86/08/29 Docketing & Services Branch Ipp 
61862 124-61802124 

-9204270069 Commenl on proposed rules 10CFR2, 19.20, 30, 3 1,32, 34.35, 39,40, 50,61 & 
70 re stds for proteclion against radiation Supports rule 

KHERA,SS Affiliation Not Assigned 56FR23360 88/05/13 Office of the Secretary 
of Ihe Commission Ip 6fG62 153 61662 153 

-9204270073 Comment on proposed rules 10CFH2, 19, 20, 30,31, 32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

MOTTOLA.P Affiliation Not Assigned 56FR23360 86/08/31 Office of the Secretary 
of Iho Commission 1 pp 61862 125 61862 125 

-9204270074 Requests response to presentation summary concerning dosimetry of rod 
bone marrow vs dosimetry of “whole body" Perspoclive summary enci 
QUINN, DM Consolidalod Edison Co of New York, Inc /VA3B 2 0119 87/06/25 
CONGEL.F NRC - No Ootaited Affiliation Given 9pp 61848 040 61846 048 

-9204270077 Informs lhat author loos forward to addressing Commission on proposed 
changes to 10CFR20 on 681110 Copy of prepared statement end 
WINS^LOW.TP General Eloclric Co AA30 2O143 80/11/07 CHILK.SJ Office of Iho 
SocfOtary of fhe Commission 23pp 61849 112 61049 134 

-9204270079 Commont on proposed rules 10CFR2,1 9,20,30,31 ,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAMILTON, L E Alfiliation Not Assigned 56FR23360 86/00/29 Dockoting & Serv- 
ices Branch Ipp 61862 126-61862 126 

-9204270084 Comment on proposed rules 10CFR2. 19.20, 30,31, 32, 34,35, 39,40, 50.61 & 
70 re stds for proloclion against radiation Opposes rule 

REICHARD.T Affiliation Not Assigned 56FR23360 86/09/02 Dockoling & Sorvicos 
Branch Ipp 61062 1 27*61862.127 

-9204270096 Forwards, for review & concurrenco, package for major Part 20 rev Final 
rule incorporates comments by NRC program & regional ofes & by interested states 
MORRIS.BM Division of Regulatory Applications (Post 870413) AA3a2 0120 80/ 
06/30* MUHLEY.T*E* Office of Nuclear Reactor Rogulallon, Director (Post 070411) 
THOMPSON.HL Office of Nuclear Material Safely & Safeguards LIEBERMAN.J Ofc 
of Enforcement (Post 670413) 2pp 61840049 61848 050 

-9204270107 Commenl on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 ro stds for protecfion against radiation Opposes rule 

ORRIS, 6 F Affiliation Not Assigned 56FR23360 86/09/05 Dockoling & Services 
Branch 1pp 61862 1 28*61062 120 

-9204270111 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STANSFIELD.E Ecology Center of Southern California 56FR23360 86/05/1 5 Dock- 
oling & Sorvicos Branch Ip 61802 154 61862 154 

-9204270114 Comment on proposed rules 10CFfl2, 10,20,30, 31,32,34.35.39.40, 50,61 & 
70 re stds for protocHon against radiation Opposes rule 

PAIS.G Affiliation Not Assigned, 66FR23360 86/00/30, NRC - No Detailed Affiliation 
Given 3pp 61662 1 29 61862 131 

-9204270120 Comment on proposed rules 10CFR2, 19, 20.30, 31. 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protoction against radiation Opposes rule 

DOUGHERTY.JC Affiliation Not Assigned 56FR23360 86/09/09 Docketing & Serv 
ico3 Branch Ip 61 862 J 55 61862 155 

-9204270121 Discussos application of backfit rule to Part 20 Rulo may bo applied as 
either adequato protection exception of two cost benefit aids 
CROCKETT.S Office of the General Counsel (Post 060701) AA38-2 0121 88/07/12 
ROSZTOCZY.Z Office of Nucloar Regulatory Research (Post 860720) 2pp 
61 048 051*61848 052 

-9204270128 Identifies two areas re 10CFR20 that could benefit from further study Ono 
area involves quantitative analysis of impact rov that would be conducted after rev 
promulgated. 

MERWIN.S E Battelle Memorial Institute, Pacific Northwest Laboratory AA30 2 0144 
68/11/00, PETERSON, HT Radiation Proteclion & Hoallh Effects Branch 58pp 
61849 135 616S0012 

-9204270132 Comment on proposed rules 10CFR2, 19.20, 30.3 1.32.34, 35, 39,40, 50,61 & 
70 ro side for protection against radiation Opposes rule 

MAYFIELD, mC Affiliation Not Assigned 56FR23360 86/09/02 Docketing & Sorvicos 
Branch Ipp 61882132 61862132 

-9204270135 Comment on proposed rules 10CFR2,1 9, 20, 30.3 1,32,34,35, 39, 40, 50,61 & 
70 re slds for prole ction against radiation 

WEBER.N.A Affiliation Nol Assigned 56FR23360 86/09/05 Docketing & Services 
Branch Ip 61802 156 61862-166 

-9204270136 Commonl on proposed rules 10CFR2,1 9,20, 30,31, 32,34,35,39, 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

QRIFFIN.R . GRIFFIN, E Affiliation Not Assigned S6FR23360 86/09/03 Dockoling & 
Services Branch 1pp. 61062.133 51862 133 

-9204270142 Comment on proposed rulos 10CFR2,1 9,20, 30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BVRUE,e Q Affiliation Not Assigned 56FR23360 86/09/09 Docketing & Services 
Branch Ip 61862 1 57*61862.157 

-9204270143 Provides Info re use of metric sys by Federal agencies per 15CFR10 
statement pollay.MQlric Conversion Act of 1958 & amend of HR 1964 HR 1964 amend 
end 

BECKER.J Office <rl Iho General Counsel (Post 860701), AA3B 2 0122, 80/07/18 
ALEXANDER.R Offico of Nucloar Rogulalory Research (Post 860720) 6pp 
61040 053*61848 068 
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“fl204270145 Commenl on pioposed rules 10CFR2J 9,20.30.31.32.34,35.39,40, 50,61 & 
for proteclioni again si radialion Oi^osas role 
DALAND.M E. Affiliation Not Assigned 56FR23360 66/09/01 Docketing & Servrces 
Branch 1pp 61862134*61862 134. 

-9204270147 Comment on proposed rules 10CFR2, 19,20.30.31, 32, 34,35, 39,40, 50.61 & 
prolecU'on against radialJon 

MORSE,M 1 Affifiation Not Assigned 56FF 23360 86/09/06 Dockelm^ & Services 
Branch ip 61662 159-61862,159 

-9204270149 Comment on proposed rules 10CFfl2, 19,20,30,31 .32,34,35.39,40. 50,61 & 
protection against radiation Opposes rule 

SWANSON.PA, SWANSON.EE Affiliation Not Assigned 56Ffl233eo 66/09/04 
NR C - No Detailed Affiliation Given Ipp 61862 135 61862 135 

-9204270160 Comment on proposed rules 10CFR2, 19,20, 30.31, 32 .34.35,30.40. 60,61 & 
70 fiWs for pro! action against radiation Opposes rule 

DAUeiTZ.P AffillaUon Not Assigned 5eFR23360 86/09/05 Dockoting A Services 
Branch Ip 61862:160*01602 160 

-9204270152 Comment on proposed rules 10CFR 2,1 0,20, 3 0.3 1,32, 34,36,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

pOUGHERT/.S Affiliation Not Assigned 56FR23360 86/09/00 Oockeirng & Serv 
Ices Branch Ipp 61862:138-61862 136 

-9204270155 Comment on proposed rufes 10GFR2. 19, 20.3 0,3 1.32.34,35,39,40. 50,61 a 
70 ra aids for protection against radiation Opposes rule 

RANSOM, R Affiliation Not Assigned fi6FR23360 86/09/06 Docketing & Services 
Branch Ip 61862 161 61862 161. 

-9204370160 Forwards layouts for voluminous tables In 10CFn20,App B Samples 
should be forwarded to Ofc of FR to ensure proposed change format may ha used In 
Part 20 rev FR notice 

PETER SON,H.T. Radiation Protection & Hoallh Effects Branch AA3B-2 0123 88/07/ 
22 MEYER.O, Rogulatojy Publicalions Branch 3pp 61848 059-61048 061 

-9204270163 Comment on proposed rules 10CFR2.1 9,20.30,31 .32,34,35,09.40, 50,61 & 
70 ro aids for protection against radiation Opposes rufo 

BACHRACH.D. HERFIING.N, GBB.W Affiliation Not Assigned S6FR23360 86/09/ 
06 Dockolfng a Services Branch. 1pp. 61862 137-81862:137. 

-9204270166 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40. 50,61 & 
70 ro stds for protection against radlatiomOpposes rule 

KOON.K. Affil&tion Not Assigned 66FB23360. 86/09/00. NRC ► No Oetallod Affjit 
alien Given. Ip. 61862 162*61862.162 

-9204270168 Comment on proposed rules 10CFR2,19,2€.30.31 ,3 2,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BROWN.NG Affiliation Not Assigned 66ffl23360 08/08/30 Docketing 8 Sorvi cos 
Branch. 1pp.6ia62'13B-6IB62,l3B. 

-9204270169 Forward comments submitted to Secretary of Commission re staled pro 
TOsed rules. 

BARNUM,B C Molycorp, Inc. 58FR23360 86/05/05 ALEXANDER, R.E Division of 
Radiation Programs* Earth Scloncos 1840429 860720) Ip 61862 273-61662 273 

-9204270170 Commonton proposed niles 10CFR 2, 19,20.30,3 1,32,34. 35, 3 9,40, 60,61 & 
70 ro stds for pro tec lion against radiation Opposes rule 

CHAia,E , CRAia.J Affiliation Not Assigned 56FR23360. 66/09/07. Oflice of Iho Soc- 
relery of the Commission, 1p, 61862.163 61 062. 163. 

-9284270174 Comment on proposed rules 10CFR 2, 19,20, 30.3 1,32,34, 3 5,39 ,40. 60,61 & 
70 te aids for protection against radiation Opposes rule. 

STEORTS.T., mORSE,S. Affiliation Not Assigned 56FH23360. 68/09/02 Dockoting & 
Servicea Branch. 1pp. 61B62 139 81662,139. 

-9204270177 Discussos recordkeeping costs associated w/revof 10CFR20 & clanfios 
provisions of proposed mie which should be classified as basic health stda. 

MORRIS.B M Division of Regulatory Applications (Post 670413) AA3e-2 0124. 08/ 
06/05. JORDAN.E Committee lo Review Genarfc Roquiromonls. 4pp 61848 062- 
61B48.065 

-9204270161 Comment on proposadrulea 10CFR2, 19,20, 39,31, 32,34, 3 5, 30,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule. 

CROSSLEY.NA Affill alien Not Assigned 50FR2336O 86/09/04 Docketing & Serv 
tees Branch, Ipp 81862 140 61 B82'140 

-9204270184 Concurs w/encl Part 2 re rules of pracOco provided minor commonis dis 
cussed w/H Peterson by E Flack incorporated Ofc of Enforcement has no position on 
Part 26 

UEBERMANJ. Ofc of Enforcement fPost 870413). AA38 2 0125. 8B/08/05 
MORRIS.B M, Division of Regulatory Applications fPost 870413) 7pp 6184GC68 
61646066 

-9204270185 Comment on proposed rules tOCFR2, 19,20,30,31, 32,34.35 ,39,40, 50,61 & 
70 ro aids for preteclion against radiation Opposes rule. 

WILSON,! A MoTycorp, inc 56FR23360. 86/05/01 Docketing * Services Branch. 

1 4 pp. 61 862.274 -61 862 287. 

-9204270 1S6 Commenl on proposed rules 10CFR2, 19,20, 30, 31, 32,34,3 5,30, 40, 60,61 & 
70 re stda for protection against radialfon Opposes rule 

* Affilfation Not Assigned 6€Ffl23360. 80/09/08. NRC - No Detailed AffillaUon Gfven 
Ipp 61862141 61B62.141. 

-9204270192 Comment on proposed rules 10GFR2, 19,20, 30,31, 32. 34.35, 39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

•, ^ AfNialion Not Assigned 56FR233aO 86/09/03. Office of the Sacrelarv of the 
Commission, tpp 61862.142*61862:142 

-9204270103 Discusses new Part 20 & backlit njie.par SECY-8Q-3I5. BackftI role vlolal- 
od & must be suspended of examplod from if new Pari 20 lo go forward. 

PARLER.WC Office of the General Counsel (Post 860701) AASa 2 0146 88/11/22. 
CURTISS Commissioners (Post 750119). 3pp 61650.013 81850.019 

-9204270106 Forwards final draft rept. "Regi>lalory Analysis tor rev of 10CFR20.” Draft 
reflects comments by Battalia * Oro of General Counsel. 

MERWIN.S E. Batlolfe Wemorfal Institute, Pacific Northwest Laboratory. AA3B-2 0126 
88/08/10. PETERSON.H.T. Radiation ProlscDon & Health Effects Branch I2lpp 
61848 087*61848.166. 


-*9204270200 Comment on proposed rules iaCFR2, 19, 20,30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

WILLIAMS,R Richard Williams Architecture WILLIAMS, R Affiliation Not Assigned 
56FR23360 86/05/05 ALEXANDER, R Division of Radiation Programs & Earth Sci- 
ences (040420 660720} Ip 61862 206*61862 288 

-9204270201 Ctommont on proposed rules 10CFR2,1 9,20,30,31 .32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FOSTER, R C Affiliation Not Assigned 66FR23360 86/09/10 Dockeling & Services 
Branch Ip 61862 164 61862 164 

-9204270202 Forwards draft Commission policy paper & transmittal memo In EDO for 
10CFR20 rulemaking Concurrence requested by 880908 W/o end 
WORRIS,aM Division of Regulatory Applications (Post 870413) AA38 2 0127 88/ 
08/26 MLIRLEY,TE Office of Nuclear Reactor Regulation, Director (Post B70411) 
THOMPSON.HL Office of Nuclear Material Safely & Safeguards PARLER.WC 
Office of the General Counsel (Post 660701) 2pp 61848 187-61646 180 

-9204270204 Commenl on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,30.40. 50,61 & 
70 re stds for protGclior> against radiation Opposes rule 

SMITH,! Affiliation Not Assigned 56FR23360 86/08/30 Docketing & Services 
Branch Ipp 61862143 61862 143 

-9204270207 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re sfds for protection against radiation Opposes rule 

SKIBBEL.pl Affiliation Not Assigned 56FR23360 86/09/08 Office of the Secretary 
of the Commission Ip. 61862 165 61662 1 65 

-9204270208 Provides followup to question at public hearing on 10CFR20 861110 con 
corning conformance of Industry proposals for regulating doses to workers from long 
lived radionuclides to federal guidance 

RICHARDSON, A NRC - No Detailed Affiliation Given AA38 2 0148 88/11/18 
CURTISS. J R Commissioners (Post 7501 19). 7pp 61850 020 61850 026 

-9204270210 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35, 30, 40, 50,61 & 
79 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 66FR23360 06/09/10 Dockeling & Services Branch Ip 
01862 1 66 61062 166 

-9204270211 Commenl on proposed rules 10CFR2.19, 20,30,31, 32,34,35, 30, 40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule 

EDDINS.RA., EODfNS.GL Affiliation Not Assigned 56FR23360 86/05/00 

ALEXANOER.R E Division of Radiation Programs & Earth Sciences (840429 060720) 
Ip 61G02'2a9 61062 209 

-92042702 13 Comment on proposed rules 10CFR 2, 19, 20, 30,3 1,32, 34.35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LOWEN.S Affiliation Not Assigned 5CFR23360 86/09/00 Docketing & Services 
Branch Ipp 61082 144 61862 T44 

-9204270216 Commenl on proposed rules 10CFR 2, 19, 20.30, 3 1,32,34 ,35,39,40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

RANDALL.MA, RANDALl.R D Affiliation Not Assigned 56FR23360 86/09/10 
Dockoting & Services Branch Ip 61062 167*61062 187 

**9294270217 Responds to ACRS commonis ro 1OCFR20 ro stds for protection against 
radiation 

STELLO.V Ofc of tho Executive Director for Operations AA3D2 0120 08/09/02 
FRALEY.RF. ACRS • Advisory Commllloa on Reactor Safeguards 7pp 61048109* 
61040 201 

-9204270219 Comment on proposed rules 10CFR2. 19,20,30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 ro stds for protection against rodiallon Opposes rule 

8ARTON.C Affiliation No! Assigned 66FR233B0. 80/08/23. Docketing & Sorvices 
Branch. Ipp 61062'U5 01B62 145 

-9204270221 Comment on proposed rules 10CFR 2, 19,20,30, 3 1,32, 3 4, 3 5, 3 9, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

LUKE,L.L Affiliation Not Assigned. 56FR23360 06/09/10 Dockeling & Services 
Branch Ip 01062<16& 61862 160 

-9204270224 Discusses OGC position as to whether guidance to federal agencies 
signed by President sufficient iustflfcation lo preempt backlit roquiromonts lo 
10CFR50 lOO.as staff argued in SECY-8B 31 6. 

PARLER.WC Office of the General Counsel (Post 860701) AA30 2 0160 80/11/29 
ROBERTS Commissioners (Post 769119) 2pp 61050 078 61850 100 

-9204270227 Comment on proposed rulos 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 60,61 & 
70 re aids for protection against radiation Opnosos rule 

SBAR.C Affiliation Not Assigned, 56FR23369 86/09/10 Docketing & Services 
Branch, ip. 61062.169 61862 169 

-9204270230 Responds lo 800023 Hr Informing that proposed 10CFn20 revision re use 
of effective dose equfvalont applies only lo doses from internal 
radionuclidos.Statement of considerations for proposed rule listed 
ROEGKLEIN,AK Radiation Protection & Hoallh Effects Branch. AA38*2 0129 80/09/ 
13. KAUL.DC Science Applications International Corp (formerly Science Applica- 
tions. Inc) 2pp. 81048,202-61848 203 

-9204270232 Comment on proposed rules 10CFR2, 19,20, 30.31 ,32,34,35,39,40, 50,81 & 
70 re stds for protection against radiation Opposes rule, 

DUBOIS.! Affiliation Not Assigned, 5eFR23360 86/00/10 Docketing & Services 
Branch Ip 61062 170*61662,170, 

-920427023S Comment on proposed rules lOCFRE, 19, 20, 30, 3 1,32,34, 35.39, 40, 50.61 & 
70 re stds for protection against radiation 

O'BRIEN, A Affiliation Not Assigned 66FR23360 86/09/07. Docketing & Services 
Branch Ip 01G62’171*Bie62 171 

-9204270239 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 ro aids for proteclion against radiation Opposes rule 

* Affiliation Not Assigned 68FR23360 66/09/ 10. Office of tho Secretary of the Com- 
mission, Ip 61 062' 172 61862,172. 
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-S204270243 Commant on proposed rulOS iaCFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RILLY.ME Affiliation Not Assigned 56FR23360 86/09/07 Docketing & Services 
Branch Ip 61862 173*61062 173 


-9204270334 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

COTE.N Affiliation Not Assigned 56FR23360 86/07/24 Docketing & Services 
Branch Ip 61662 201 -61 862 291 


-9204270250 Comment on proposed rules 10CFn2, 19,20, 30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHITBEe,J R Affiliation Not Assigned 56FR23360 86/09/10 Docketing & Services 
Branch Ip 61862 174.61862 174 


-9204270337 Advises that Ofc of General Counsel has no legal objectior^s to staff 
paper ro rev of 10CFn20, “Stds for Protection Against Radiation " 

BECKEn,J M Office of the General Counsel (Post 860701) AA38.2 0134 8B/09/22 
STELLO.V Ofc of the Executive Director for Operations 29pp 81848 215 61846 215 


-92042702B1 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35.39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.BF Affiliation Not Assigned 56FR23360 86/09/11 Docketing & Services 
Branch Ip 61862 188.61862 18B 

-9204270269 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BRIAN,LO Affiliation Not Assigned 56FH23360 86/09/10 Docketing & Services 
Branch Ip 61862 175 61862 175 

-9204270260 Comment on proposed rules 10CFR2, 19,20.30,31,32.34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.VA Affiliation Not Assigned 56FR23360 86/09/11 Docketing & Services 
Branch Ip 61862 109-61862 189 

-9204270266 Comment on proposed rules 10CFR2,ig,20,30,31.32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

O'BRIEN,! F Affiliation Not Assigned. 56f^23360 66/09/11 Docketing & Services 
Branch. 1p 61862 100 61662 160 

-9204270266 Comment on proposed rules 10CFfl2, 19,20,30,3 1,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

ZAFRiS,J L Affliialion Not Assigned, 66FR23360. 86/09/09 Docketing & Services 
Branch Ip. 61862 176 61862 176 

-6204270271 Comment on proposed rules 10CFR2.10,20,30,31, 32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WALSH,H.N. Affiliation Not Assigned 5eFR23360 86/06/1 1 Dockoting & Services 
Branch Ip 61862'191-61092 191 

-9204270272 Comment on proposed rules 10CFR2, 19,20, 30,31, 32.34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

ENDRUSiCK.T L Affliialion Not Assigned 6eFR23360 86/09/03 Dockoling & Serv* 
ices Branch Ip 61862 177-61862.177. 

—9204270276 Forwards comments on eeual employment opportunity Commission pro 
posed policy guidance on reproductive &. fetal hazards dtd 681 007, 

BECKER, J M Office of the General Counsel (Post 860701) AA38 2 0151 00/12/05. 
JOHNSTON, DB Equal Employment Opportunity Commission 7pp 61050109 
61850-116 

-9204270280 Comment on proposed rules 10CFfl2, 19,20,30,31 ,32,34.3 5,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAZARD, n L Affiliation Not Assigned 56FR23360. 88/09/09. Docketing & Services 
Branch 1p 61662.192-61862 192 

-9204270281 Forwards revised draft std, “Neutron & Gamma Ray 17 Fluonce-to Dose 
Factors,” ANSI/ANS-61 1-1988 for review & co m me nl Requests meeting on 881031 
In Washing ton, DC to discuss draft stds 

KAUUD.C Science Applications International Corp (formerly Science Applications, 
Inc) AA38.2 0130 88^8/23 ALEXANDER, B NRC • No Detailed Affilfalion Given 
2pp. 61846 204-61848 205 

-9204270284 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,3 5,39,40, 50,61 & 
70 re stds for protection against radialiomOpposes rule. 

WEGENER.C , JACOBS.R Affiliation Not Assigned 66FR23360. 86/09/10. Office of 
the Secretary of the Commission. 1p 61802 178-61862.178 

-9204270291 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

WHIPPLE, J A Affiliation Not Assigned S6FR23380 86/09/00. Dockoling & Services 
Branch Ip 61802 193-61802 103, 

-9204270294 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

REILLY, B.W Affiliation Not Assigned 56FR2a360. 86/09/07 Docketing & Services 
Branch 1p 61862 179 61862 179 

-9204270205 Comment on proposed rules 10CFR2.19,20,30,3t,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

DIERAUER.C. Affiliation Not Assigned 66FR23360 86/09/08 Docketing & Services 
Branch Ip 61 862- 104.61862' 194 

-9204270297 Comment on proposed rules 10CFR2.1 9, 20, 30.31. 32,34,3 6.39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

DRADE,J.L. Affiliation Not Assigned 66FR23360. 86/09/04. Office of the Secrelary of 
the Commission 2pp 61862-100-61662 181 

-9204270300 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

TRUSSELL.R R. Affiliation Not Assigned. 66^Fn23360. 06/09/10 Docketing & Serv- 
Ices Branch. 2pp. 61662-162-61862 183 

-9204270304 Comment on proposed rules 10CFR2,1 9,20,30, 3 1,32,34. 3 5,39,40, 60,61 0 
70 re stds for protection against radiation Opposes rule, 

NELSON, on tlilnols Safe Energy Alliance. NELSON.DR. Affiliation Not Assigned 
seFR23380. 80/09/07. Docketing & Sarvices Branch. 2pp. 61 862-1 84 -61 062:1 85. 

-9204270307 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34.35,39,40, 60,61 & 
70 re stds for protection against rad{atlon.Oppo8es rule 

OIPUTRO.Q. Affiliation Not Assigned. 66FR23360. 88/09/11, Docketing & Services 
Branch ip. 61 662-1 86-61862-166 


“0204270338 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes mie 

HAZARD.J Affiliation Not Assigned 5eFR23360 86/09/11 Docketing & Services 
Branch ip 61862 1 95-61862 195 

“9204270339 Forwards proposed guidance on reproductive & fetal hazards Guidance 
approved by Commission on inlorim basis.after final approval & will be incorporated 
Into Vol II or EEOC copliance manual 

THORNTON.E M Equal Employment Opportunity Commission AA38-2 0152 88/11/ 
00 BECKER.J.M Office of the General Counsel (Post 860701) 16pp 61850116- 
610SO 135 

-9204270342 Comment on proposed rules 10CFR2, 19.20, 30.31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

YOUNG, A E- Affiliation Not Assigned 56FR23360 06/07/28 Docketing & Services 
Branch, ip 61862 292-61862 292 

“9204270346 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,81 & 
70 re aids for protection ogainsl radiation Opposes rule 

HAMILTON,n B Affliialion Not Assigned 56FR23360 86/09/1 1 Docketing & Serv- 
ices Branch Ip 61862 190-61862 196 

“9204270351 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34,35, 39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

GREENFIELD, M Affiliation Not Assigned 56FR23360 86/07/26 Docketing & Serv- 
ices Branch Ip 61662 293-61862 293 

“0204270354 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PETTEY.L Affliialion Not Assigned 56FR23360 86/09/06. Docketing & Services 
Branch. Ip 61862 197-01862-197 

“9204270367 Comment on proposed rules 10CFR2,10, 20,30,31 ,32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOYCE, K AffiBialion Not Assigned 56FR23360 88/07/20 Office of the Secretary of 
the -Commission Ip 61862 294 61862.294 

“9204270359 Forwards FR mooting notice of fifth mooting of ACNW scheduled for 
801221 in Bolhesda.MD to discuss proposed rev to 10CFR20, "Stds for Protoclfon 
Against Radiation " VIowgraphs end 

FRALEY.R F ACRS - Advisory Commilleo on Reactor Safeguards AA38-2 0153 88/ 
12/07 HOYLE, JC ACRS - Advisory Committee on Reactor Safeguards e7pp 
61060 136-61860 202 

“9204270360 Forwards first draft of Reg Guide that endorses NUREG/CR-4004, “Ac- 
coptabla Methodology for Interpretation of Bioassay Measurements" Comments re- 
quested 

BROOKS, B Office of Nuclear Regulatory Research (Post 860720). /A30 2 0135 88/ 
09/23 COOL.D NRC - No Detailed Affiliation Given 16pp 61848-216 6184Q 246 

“920427036S Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30,40, 60,61 & 
70 re stds for protection against radiation (^poses nils 

EDWARDS,C Affiliation Not Assigned 56FR23360 06/07/23. Docketing & Services 
Branch. Ip. 61662 295-61862-295 

“0204270369 Comment on proposed rules lOCFR 2, 19, 20, 30,3 1,32, 34 ,35, 3 9,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

LAFFELY.SA, LAFFELY.R.N. Affiliation Not Assigned 56FR233B0 86/09/08 Dock- 
eting & Bervices Branch Ip 61662 198 61862 100, 

“9204270373 Comment on proposed rules 10CFR2, 19,20, 30,31, 32,34,35,39,40, 60,61 & 
70 re aids for protection against radiation Opposes rule 

TRACOKAS.MQ Affiliation Not Assigned B6FR23360 86/07/28. Docketing & Serv 
Ices Branch. 1p 61862.296 61662 206 

“9204270376 Comment on proposed rules 10CFR2, 19,20,30,31, 32, 34, 35, 39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

PERHING.C dilation Not Assigned. 56FR23360 86/09/11 Docketing & Services 
Brench Ip 61662 199 61062.109 

“9204270377 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 30, 40, 50,61 A 
70 ro stds for protection against radiation .Op poses rule 

GANGI.L.E Affiliation Not Assigned 66FR233eo. 86/09/11 Docketing & Servicos 
Branch Ip SI 862 304-61062-304 

“9204270378 Comment on proposed rules 10 CFR 2 , 19,20,30,31 ,32.34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes mIe 

SHELTON, P. Affiliation Not Assigned 66FFI23360 88/07/28, NRC * No Detailed Af- 
filiation Given Ip 61G62-297-61&62 297. 

“9204270386 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

CODY.P Affiliation Not Assigned. S6FR23360 86/09/11, Docketing & Servicos 
Branch. 1p 61062 200-01 802 200 

-9204270 387 Comment on proposed rules 10CFn2,1 0,20,30, 3 1,32, 34, 35, 39,40, 50.61 & 
70 re stds for protecllon against radiation, 

LEONARD,AJ Affiliation Not Assigned 66FR23380 06/07/31 NRC ■ No Detailed Af- 
filiation Given, 1p 61862-260 61662 298 


—9204270331 Comment on proposed rules 10CFR2,1 9,20,30,3 1,32,34,3 5.39.40, 60,61 A 
70 re stds for protection against radiation .Opposes rule. 

MILLER, M.J. /Affiliation Not Assigned. 60FR2336O, 86/05/09. ALEXANDER.R. Division 
of Radiation Programs A Earth Scfencea (840429'8W720). Ip 01862:260-61862 290. 


“9204270369 Comment on proposed rules 10 CFR 2 , 10, 20, 30,31, 32,34, 35, 39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule. 

QANQLD.S Affiliation Not Assigned 66FR233eo, 86/09/11 Docketing A Services 
Branch Ip 61882.305 61862 305 
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-9204270333 Commorton proposed rules lOCFRZ.1 0,20, 30, 3 1,32.34, 35.3 9.40, 50,61 & 
70 le slds for proleclion against radiation Opposes njle 

OSNER.J A^liiiation Not Assigned 56FR23360 86/09/11 NRC No Deiailed Affilr 
ation Given Ip Q1 062 201 61862 201 


—9204270474 Comment or» proposed rules 10CFR2J 9.20,30,31 ,32.34,35,39.40, 50,61 & 
70 m slds tor protection agaarist radiation Opposos rule 

CARNWALT.M Affiliation Not Assigned 56FR23360 86/10/23 Oockating & Services 
Branch tp 61862 31 Q>61 062 319 


-92042703 9 B Comment on proposed rules lOCFR 2. 19, 20, 3 0,3 1,32.34. 3 5.39, 40, 50,61 & 
7Or0SldsforproteclrDnagainstradiation 

COLLINS, L Alfihatlon Nol Assize rf 56FR233eo 66/10/13 NRC - No Detailed Affili 
alioa Given 1p 61862306 61862 306 


—9204270470 Comment on proposed ruros 10CFR2, 19, 20,30,3 1,32,34,35, 39, 40, 50,61 & 
70 re stds for proleclion agafnsi radiation Opposes rule 

80UCHER.B Affilfalion Not Assigned 56FR23360 86/10/23 Docketing & Services 
Branch ip 61862 320^61862 320 


-9204270402 Commenl on proposed niCes 1flCFR2, 19, 20,30, 31, 32. 34,3 5,39,40. 50.61 & 
70 re aids for protection against radiation Opposes rule 

CONLY.L, 9LOOM,P , C AIDE RON. C NucCear-Fiee Berkeley Committee 56FR23360 
86/07/31 Docketing & Services aranch Ip 61862 299 61862 299 

-9204270403 Comment on proposed rtilas 10CFR 2, 10, 20,30 ,31, 32,3 4.35.39,40, 50,61 & 
76 re sida for protection againsl radiation Opposes rule ^ , 

SANBORN.IM, SAN BORN, W Affifiafion Not Assrgnod 66FR2336() 86/09/07 Dock- 
eting & Services Branch 2pp 61862202 61662 293 


-9204270404 Commani on proposed rules 10CFR 2, 19, 20.30 ,3 1,32, 3 4, 3 5.3 9. 40, 50,61 & 
70 re stds tor protection against radiation ^ ^ , 

VERMONT.K Affiliatior) Nol Assigned 56Fn23360 86/10/09 NRC - No Oatailad A(- 
fillation Gwen 4pp 61862 307-61062 310 


-9204270409Commentonproposedirules 10CFR2, 19, 20, 30,31, 32.34, 35,39, 40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

GREGG, DR A 111 lat ion Not Assigned 56FR23360 86/10/14 Office of Iho Secretary 
ottho Commission Ip 61862 31161862 311, 


“92042704lCCommer^tonproposedfu[es10CFR2,19,20.30.3l,32,34,35,39,40,50,61& 

70 re stda for protection against radialioo Opposes rule 

SLECHTA,A Afflliaffon No! Assicned 56FH23360 86/09/06 DoCkolmg & Services 
Branch Ip 81862 204 61862 204 


-9204270415 Forwards proposed Commission policy paj^^ recommending approval & 

g ubllcalon of revised sId for radiation protection f10CFR20) 

ECKJORD.E S Office of Nuclear Reactor Regulation, Direclor (Post 67041 1) AA38- 
2 0136 60/09/27. STELLO.V Ofc of the ExgcuIjvO Director for Operations 19pp 
61048 247-61049 071 


•'■9204270419 Comment on proposed ruios 10CFR2,1'9,20,30,3t,32,34,35,30,40, 50,61 & 
70 ra stds for pro Lac lion against radiation Opposes rule 

WAR SHAW, DA AlfiiiaiJon Nol Assigned 56FR23360 86/09/06 Dockotmg&Berv- 
fees Branch 1p 61 862 205-61062 205 

- 9 2 042704 2 1 Commer t o n proposed ru les 1 0C FR2, 1 fl ,20, 3 0,3 1 ,32 ,34, 3 5, 30,4 0, 50 ,0 1 & 
70 re stds for pro tec lien against radiation 

BEIL,EK Affiliation Noi Assigned S6FR23360 05/10/15 Docketing & Services 
Branch 2pp 61062312-61862 313 

-9204270423 Comment on proposed rules lOCFR 2, 19. 20, 3 9,3 1,32,34,36,39,40, 50,61 & 
70 re stds for protcclien against radiation Opposos rule 

BROERSMAO Affilrallon Nol Assigned 56FR 23360 86/07/24 NRC - No Detailed 
Affilration Given Ip ei Q82 300 61062 300 

-9204270431 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32, 3 4, 3 5.3 9, 40, 50,61 & 
70 re sids for protection against radiation Opposes rule 

DAY,M Affiliation Nol Assigned 56Fn23360 06/08/01 Office of Iho Secretary of the 
Commission 1p 61862 301-61862 301 


-9204270434 Comment on proposed rules lOCFR 2, 19, 20.30.3 1,32. 34 .3 5, 3 9,40, 50,61 & 
70 re aids fer proleclion against radiali on Opposos njle 

* AlfilialJon Not Assigned 56FR 23360 06/10/22 Docketing & Services Branch tp 
61062314 61862 314 


-9204270437 Comment on proposod rules lOCFR 2, 19, 2 0.3 0,3 1,3 2, 34, 35. 39. 40, 60,61 & 
70 re stds for protection against radiation Opposes ruld 

DONOVAN, M Affiliation Nol Assigned, 66FR23360 86/ 99/ 08 Dockalng & Services 
BrarKh Ip 61062 206 6 1062 2C0 

-9204270440Ccmmentonpropose(£rules10GFn2,19,20.30,31,3?,34,35,39i,40'. 50,6101 
70 re aids for protection against radiation Opposos rufe 

RUneR.VB Affiliation Nol Assigned 56FR233B0 86/07/18 NRC - No Dotal lod Af- 
filiation G wan Ip 01062,302-61862302 

-9204270441 Comment on proposod rules 10GFR2, 19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for prelection against radiation Opposes rule 

HICKMAN. J a Affihatlon Not Assigned 66Fn23360 06/10/16 Office of the Secrolary 
o1 the Commission ip, 6 1 862 3 1 5 61662 315 

-9204270444 Comment on proposod rolos 10CFR2. 1^,20,30,31 ,32.34.35.39,40. 50,61 & 
70 re stds for proleclion an ansi radlation^Opposea rule 

OLANDER.RE Affiliation Not Assigned S6FR 23360, 66/07/30 DocKel In g & Services 
Branch 1p 61862 303 61062 303 

-9204270462 Comment on proposed rules lOCFfl 2. 19. 20.3 0,3 1,32 ,34, 35.3 9. 40* 50.61 & 
70 re sids for protection against radiation Opposes rule 

SHAW,AB Affiliation Nol Assigned 66FR20360 06/09/11 Dockoling & Sorvicea 
Branch Ip 61662207-61062 207. 

-9204279454Comniant4>nproposGdnJles10CFR2, 19, 20, 30, 31,32, 34,35,39, 40, 50, 61& 
70 re s Ids for protection against radiation. 

DEARJM, WILUAMSM A . WILLIAMS.! L Affillalion Not Assigned 56Fn23960 66/ 
10/28 Office of the Secrolary of the Commission Ip 61862 316-61062 316 

-9204270459 Ckjmmenton proposed rules 1QCFR 2. 19, 20, 30, 3 1,32.34, 3 5, 3 9.40. 60,61 a 
70 ro sids for protection against radiation Opposes rufo. 

BATEHELDER.P Affiliation Not Assigned. 66Ffl23360* 86/09/11. Docketing 4 Serv- 
ices Branch Ip. 61652 200-81062 203 


-9204270479 Comment on proposod rulas 10CFR2, 19,20,30, 31, 32,34, 35,30, 40, 50,61 & 
70 re aids for protection againsl radiation Opposes rule 

• Abalone Alliance 66FR23360 86/09/11 Office of the Secretary of lha Commission 
21pp 61662 209 61862 229 

-9204270404 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50,61 & 
70 re s1ds for protection againsl radiation Opp’Oses rule 

ESHOM.M J AffilFallon Nol Assigned 6eFR23360 00529 86/00/09 NRC - No De- 
tailed Affiliation Given Ip 61862 230-61062 230 

-9204270405 Com moat on proposed rules 10CFR2, 19,20, 30, 31,32, 34,35, 39,40, 50,61 & 
70 re stds for proteelion against radiation Opposes rule 

* AffilnaUon Not Assigned! 56FR233eO 66/10/23 Docketing & Services Branch Ip 
61862 321-61662 321 


-9204270408 Comirienl on proposed rules 10CFR2, 19, 20, 30,31 ,3 2, 34,35, 39, 40, 50,61 &. 
70 re stds for protection against radiation Opposes rule 

GOSSOM.M B Affiliation Not Assigned S6FR23360 G6/0&/09 Docketing & Sen/ices 
Branch Ip 61662 231 61862 231 

-9204270489 C-ommenI on proposed rules 10CFR 2, 19.20,30.31,32,34,35,39.40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

BLUM,M AflJflation Not Assignod 66FR 23360 66/10/23 Docketing & Services 
Branch 1p 61662 322-61062322 

-9204270492 Commont on proposed rules 10CFR2,19.20.30,31,32.34.35.39.40, 50.61 & 
70 re stds for protection againsl radiation Opposes fuf© 

GARCIA, LJ Alf illation Not Assigned 56FR23360 86/10/16 Docketing & Services 
Branch 1p 61062 323 61862 323 


-9204270493 Comment oh proposed rules 10CFR2, 19,20,30,31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protoclion against radiation Opposes rule. 

MOBERGERMR, MOBERGER.A F Affiliation Not Assigned 56FR23360 06/09/12 
Docketing & Sorvices Branch Ip 61662 232-61862 232 


■9204270496 Comment on proposed rutes 10CFn2, 10,20,30,31,32,34,35,39.40, 50,61 & 
70 ro stds for protection againsl radiation Opposes rule 

HIRBAUfl.KA, MOBERGER.JC Affiliation Not Assigned 56FR23360 86/09/12 
Docketing & Services Branch Ip 61062 233 61862 233 


**92042704&8CommontonpropoBedrufQSl0CFR2, 10, 20,30, 31,32, 34,35, 39,40, 60, 61 & 
70 re aids for protection againsl radiation 

GOODE N,H Affilialion Nol Assigned 56FR233Q0. 66/10/21 Office of the Sacrotaiy 
of the Commission Ip 01862 324 61862 324 

-*9204270501 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39,40, 60,61 & 
70 re stds for protoclion against radiation Opposes rulo 

EHMI.R Affillatiort Nol Assigned S6FR 23360 06/00/08 Docketing & Services 
Branch Ip 61882 234-61062 234. 

-92Q'4270S03 Comment on proposod rules 10CFR2, 19,20,30, 3 1,32,34, 35,39, 40, S0,61 
70 ro stds for protection against radiation Opposos rule 

MCINTOSH.C M Affiliation Not Assigned. 66FR23360 66/09/06 NRC - No Detailed 
Affiliation Givon 2pp 61662 235 61862 236 


-9204270504 Comment on proposed rules 10Crfl2, 10.20,30,31,32.34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

WHUE.D Maino Labor Group On Health, Inc 56FFt23360 86/10/21 Dockoling & 
Services Branch Ip 61662 326-61662,325 

-9204270509 CommonI on proposod rules 10CFR2,1 0i2O,3O,31,32,34,35,39,4O, 60,61 & 
70 ro aids for protoclion again a I mdialien Opposos rulo. 

WILSON.M Affiliation Nol Assigned 58FR23360 60/09/10 Docketing & Services 
Branch Ip 61862 237 61862 237 

-9204270510 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection againsl radiation 

HAWLEY, H.G., HAWLEY.P Affiliation Nol Assigned 66FR23360, 66/10/24 Office of 
Iho Socretary of iho Commission Ip. 61602 326 61062 326 

-9204270512 Comment on proposed rules lOCFR 2, 19, 20, 30, 3 1,32, 34,35.39.40. 50.61 & 
70 re stds for proleclion against radiation. Opposes rufo 

LIBBY.M Affiliation Not Assigned, 56FH 23360. 88/09/15 Dockeling & Sorvices 
Branch. Ip. 61662 236 610&2'22a. 

-9204270516 Commenl on proposed rules lOCFR 2, 10,20.30,3 1,32 ,34,35,39,40, 50.61 & 
70 ro stds for protection against red la tiorv Opposes rule. 

MURPHY.G , MURPHY, J Affiliation Not Assigned 56FR23360. 86/09/15 Dockoling 
& Services Branch. Ip. 61802 239 61 062 ’239. 


—9204270521 Commont on proposed rules lOCFR 2, 19,20,30,31,32,34,35,30,40, 60,61 & 
70 re stds for protoclion against radiation Opposes ml a 

HUNTING TO 14,0 Affiliation Not Assigned 56FH23360 86/10/24. Docketing & Serv 
tees Branch, Ip 61662327-61862327. 


-9204270462 Comment on proposed rulas lOCFR 2, 10, 20, 3 0,3 1,32, 34, 3 5, 3 9, 40, 50,61 & 
70 re aids for proleclion against radiation Opposos rule, 

CLOAK, a. Affiliation Not Assigned 66FR23a60 05/10/23 Dockelino & Services 
Branch ip 61862 317-61862317 


-9204270622 Comment or» proposed rules lOCFR 2, 10.20 ,30 ,3 1,32,34 .3 5, 3 9, 40, 50,61 & 
70 re stda for protection against radiation Opposos rule. 

THAYER, D , f%RRAULT,R , FOX.M F Affiliation Nol Assigned 68FR23360 08/09/ 
08 Docketing A Servlcos Branch Ip 61862 240-61 882' 240. 


~92O427O404Commanton proposed rutes 10CFR2, 19, 20.30, 31, 32,34, 96, 39,40,60, 61 & 
70 le aids for protection against radiaUon.Opposes rufe, 

LEONARD.N S. Affiliation Not Assigned. 66FR23360 66/10/23 Docketing & Services 
Branch Ip 61062 310 61862316 


-9204270523 Comment on proposed rules 10CFR2.1 9*20.30,31, 32, 34,35, 39, 40, 50,61 & 
70 ro 8lds for protection against radiation Opposes rule 

HAWKINS.T.F.. HAWKINS.JB AlfiPialioo Nol Assigned 66FR23360 86/10/21 Dock- 
eting & Services Branch* Ip. 81862 320*61862 328. 
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-9204270527 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34, 35,39, 40. 50,61 & 
70 (Q stds for protection against radiation Opposes rule 

CUNN INGHAM, L . BOZARTH.R , HASLEY.P Affiliation Not Assigned 66FR83a60 
66/09/08 Docketing & Services Sranch Ip 61862 241-61862 241 


“9204200119 Comrnent on proposed rules 10 CFR 2 , 19 , 20, 30 , 31 , 82. 34, 36, 39, 40. 50,61 & 
70 re stds for protection againsl radiation Opposes rule 

MCUUGHLIN.CL Affiliation Not Assigned 56FR23360 86/10/23 Dockotfng & Serv- 
ices Branch Ip 61863 020 61863 028 


“9204270528 Commenl on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCIANGULA.TL Affiliation Not Assigned 56FR23360 86/10/17 Docketing a Serv 
fees Branch Ip 61862 329 61862 320 


“9204280128 Comment on proposed rules 10 CFR 2 , 19, 20, 30, 3 1,32, 34, 3 5, 39 ,40 , 50,61 a 


70 re stds for protection against radiation 

COLEMAN, BO Affiliation Not Assigned 56FR23360 86/10/22 

tary of tho Commission 2pp 61863 029 61863 030 


Office of ths Secre- 


“9204270529 Comment on proposed rules 10CFR2. 19, 20,30.3 1.32,34.35, 39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

O’NEILL.DL Affiliation Not Assigned 56FR23360 86/09/11 Docketing a Services 
Branch Ip 61862 243 61862 243 


•9204280130 Comment on proposed rules 10 CFR 2 , 19,20,30, 31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation ^ 

MOORE. V Amfiatton Not Assigned 66Fn23360 86/10/29 Docketing a Services 
Branch ip 61863 117 61863 117 


“0204270532 Comment on proposed rules 10CFR2, 19, 20,30.3 1.32, 34, 35,39.40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

QLOWIK.D Affiliation Not Assigned 56FR23360 86/09/15 Docketing a Services 
Branch Ip 61 B62 244-61862 244 

“9204270533 Comment on proposed rules 10CFR2, 10,20,30.31.32.34,35,39,40. 50,61 & 
70 re aids for protection against radlalion Opposes rule 

BERT.B Affiliation Not Assigned 5eFH23360 88/10/17 Docketing a Services 
Branch Ip 61862 330 61662 330 

-9204280038 Comment on proposed rules 10CFR2,1 0,20, 30, 31, 32, 34,35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

BERT Affiliation Not Assigned 56FR23360. 86/10/17 Docketing a Services Branch 
Ip 61663 023 61863 023 

-9204280039 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35,39.40. 50,61 a 
70 re stds for protection against radiation Oppose any increase In acceptable radi- 
ation exposure 

MCENROE, C Affiliation Not Assigned 56FR23360 06/10/16 Docketing a Services 
Branch Ip 61862 331-61662 331 


-9204200132 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

DRURY.K Affitlalion Not Assigned 56Fn2330O 86/09/09 Docketing A Services 
Branch ip 61862 247-61862 247 


“9204280134 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32, 34, 35, 39 ,40, 50.61 &. 

70 re stds for protection analnsl radiation 

LEEK.K. WALSH.I, DUNN.J Affiliation Not Assigned 66FR23360 86/10/30 NHC - 
No Detailed Affiliation Given 7pp 61862 346 61862 352 


“9204280136 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35. 30, 40, 50,61 a 
70 re stds for protection against radialion ^ ^ ^ 

* Affiliation Not Assigned 56FR23360, 86/10/23 Docketing & Services Branch 2pp 
61863 031-61863 032 


-9204280138 Commenl on proposed rules 10CFH 2, 10,20,3 0,3 1,32,34 ,3 6,39,40, 50,61 a 
70 re slds for proleclion against radlalion 

HIQHTT.SL Ohio Citizens for Responsible Energy 56FR23360 66/ 10/31, Office of 
the Secrolary of Ihe Commission Ip 61863 1 18 61663 118 


-9204200047 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32, 34.35, 39, 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

FRANCIS.DL Affiliation Nol Assigned. 5GF^R2a360 66/10/17 Docketing a Services 
Branch ip 61063 024 61 863-024 

“9204280063 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32, 34,35, 39,40, 50,61 a 
70 re stds for protection against radiation 

KEARNEY.JJ Edison Electric Institute 56FR23360 86/10/31 CHILK.SJ Office of 
the Secretary of the Commission Spp 61863 059 01663 063 

“9204280069 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39,40, 50,61 a 
70 re stds for protection against radiation 

EYLER.N , BARON, M , QULICK.L Accord Research a Educational Associates, Inc 
56FR23360 86/10/31, Docketing 8 Services Branch 4pp 61863 064-61863 067 

-9204280074 Comment on proposed rules 10CFR2, 19,20, 30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiatlon.OpposQs rut© 

NELSON. J M South Dakota. Slate of 56FR23360 86/10/28 Dockellng a Services 
Branch 2pp 61862 332-61862 333 

“9204280078 Comment on proposed rules 10CFfl2, 19, 20,30, 3 1,32,34, 35,39,40, 60.61 a 
70 re stds for protoction against radiation 

CURRAN, D Union of ConcernocI Scientists. 56FR23360 06/10/31 Office of the Sec- 
retary of the Commission 7pp 61863 068-61863*074 

“9204280085 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34 ,35, 30, 40, 50,61 a 
70 re stds for protection against radiation 

SEMINAR10.M AFL-CIO SEMINARIO.M Affiliation Not Assigned 56FR23360 86/ 
10/28 Docketing a Services Branch 6pp 61062 334-61862 341 

“9204280086 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

EOWARDS.DW Yankee Atomic Electric Co. 5eFR23360 86/10/30 Docketing a 
Services Branch 8pp. 61863 075-61863 062 

“9204280095 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 50,61 a 
70 re stds for prolectton against radlation.Opposes rule. 

FRANCIS.B Affiliation Nol Assigned 66FR23360 86/10/17 Docketing a Services 
Branch Ip 61863 026 61863 026. 

-9204280098 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34, 35,39, 40, 60,61 a 
70 re stds for protection against radiation Opposes rule 

SULLIVAN,M R Affiliation Not Assigned 66FR23360 86/09/06 Docketing a Services 
Branch Ip 61862 245 61862.245 

-9204280100 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39,40, 60,61 a 
70 re slds for protection against radiation. 

SIPLER,R . cdOLING.R.. STARK.C. Affiliation Nol Assigned 66FR23360 86/10/31 
Docketing a Services Branch lOpp 61663 083-61863 0B9 

-0204280106 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34, 35, 39, 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

* Affiliation Nol Assigned 56rR23360 86/10/23. Docketing a Services Branch Ip, 
61863*026 61863 026 

“9204280108 Comment on proposed rules 1OCFR2,19,2O,3O,31,32,34,35,30,4O, 60,61 a 
70 re stds for protection againsl radiation. 

PALMER.R C, HARDY, 1 , AUTHUR.M A Affiliation Not Assigned 5eFR23360, 86/10/ 
30 Docketing a Services Branch 4pp 61062*342-61662,345 

“9204280109 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, 60,61 a 
70 re stds for protection against radlation.Opposes rule, 

ABUSAMRA.L E Affiliation Nol Assigned 56Ffl23360. 86/09/10, Docketing a Serv- 
ices Branch Ip 61662 246 61662 246 


-9204260139 Commenl on proposed rules 10CFR 2, 19, 20.3 0.3 1,32, 34, 3 5, 3 9, 40, 50.61 A 
70 re stds for protection againsl radiation Opposes rule 

KRAMER.FE Alflllatlon Not Assigned 56FR23360 88/09/15 Docketing & Services 
Branch Ip 61862*248 61862 248 


“92042B0140 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32,34 ,3 5, 39, 40, 60,61 A 
70 re stds for protection against radiation 

TAYLOn.RF, SUSAN.T, BROWN, FT Affilialion Not Assigned 60FR2336O 66/10/ 
30 Dockellng A Services Branch 3pp B1862 353-61862 355 


“9204280142 Comment on proposed rules 10CFn2,1 9,20,30,31 ,32,34,35,39.40, 60,61 A 
70 re stds for protection against radiation ^ , 

BATTUNG.M, Affiliation Not Assigned 56Fn23360 86/10/14 Dockellng A Services 
Branch Ip 61863*119-61863 119 


-9204280144 Commenl on proposed rules 10CFR2, 19,20,30,31, 32, 34, 35,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

JOHNSON.PE Affiliation Not Assigned 56FH23360 66/10/23. NRC - No Oelailod 
AfMlon Given 2pp 61863 033 61863 034 


“9204280145 Commenl on proposed rules 10CFR2, 10,20,30,31,32,34,35,39,40, 60,61 A 
70 re stds for protection against radlation.Opposes rule 

• Affiliation Not Assigned 56FR23360 66/10/28 Office of Iho Secretary of Iho Com- 
mission Ip. 61862 356 61862 356 


-•9204280146 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radialion Opposes rulo 

HARTNETT, S AfWIallon Not Assigned S6FFf23360 86/11/06 NRC • No Detailed Af- 
filiation Given Ip 61663120 61863 120 


“92042S0161 Commenl on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35,39,40, 60,01 A 
70 re slds for protection against radiation Opposes rule 

SCHOEPFLIN.A E Affiliation Not Assigned 56FR23360 80/00/16. Docketing A Serv- 
ices Branch ip 61862*249 61062 249 


“9204250152 Comment on proposed rules 10CFR2, 10,20,30,31,32,34.35,39,40, 50,61 A 
70 re side for protection against radiation 

BURNS, M F Affiliation Not Assigned 66FR23a60 86/10/27 NRC - No Oelalfed AfM 
ation Given, Ip. 61063 121-61863*121 

“0204280156 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 60,61 A 
70 ro stds for protection against radialion Opposes rulo 

FENNER,C.n. AftiHalion Not Assigned 56FR23360 86/10/15 Docketing A Services 
Branch Ip 01062 357-61862 357 

“9204280169 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation 

URQENTO,lL Affilialion Not Assigned 66FR23360 86/10/14 Docketing A Services 
Branch Ip 61863 122 61863.122 


“9204260161 Comment on proposed rules 10CFR2,1 9,20,3 0,31 ,32,34,35,39,40, 50,61 A 
70 re Bids for protection against radiation Opposes rulo. 

KOONTZ.se Affilialion Not Assigned 56FR23360. 86/09/10 Docketing A Services 
Branch Ip 61862 250-61862*250 


“9204280162 Comment on proposed rules 1DCFR2, 19, 20, 30,3 1,32, 34,35,30, 40, 50,61 A 
70 re aids for proleclion against radiation Opposes any increase In acceptable radi- 
ation exposure 

MOON.B.P. Affiliation Not Assigned. 56FR23360 86/10/14. Docketing A Services 
Branch Ip 61862 358 61862 358 


“9204280112 Commenl on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 36,39, 40, 60,61 A 
70 re stds for protaction against radialion Opposes rule 

FERLAZZO.se Affiliation Not Assigned 66FR23380. 86/10/27. Docketing A Serv- 
ices Branch. 1p 61863 027-61863.027 


“9204260167 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 50,61 A 
70 re stds (or protection againsl radialion 

* Affiliation Nol Assigned 66FR23360 06/10/14 Dockellng A Services Branch 1p 
61863.123 61863 123. 


-0204280118 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35,39,40, 60,61 A 
70 re slds for protection against radiation. 

SCHNELL,DF Union Electric Co 5eFR23360. 86/10/28 Dockellng A Services 
Branch 17pp 61883 100 61863 116 


“9204200169 Comment on proposed rules 10CPR2,10,20,3D.31 ,32,34,35,39,40. 60,€1 A 
70 re slds for protection against radiation (^oses rule, 

MARRO.MH Affiliation Not Assigned 66FR23360 66/09/15, Docketing A Son/icos 
Branch Ip 61662 251-61802,251 





-<9'2a4260174 Commanl on proposed rules 10CFB2,t 0.20,30,3 1,32,3'<, 35, 3-9, -40, 50,B1 a 
70 re stds for prolootion again si radiation 

TOLAN,J,H Missoon, Univ of, CoJumbia, MO TOI_AN,J H Affiliatiort Not Assigned 
56FR23360. 86/10/21 Docko ling A Services Sraach 2pp 61663 035 61663036 

-9204280176 Commonl on proposed rules 10CFR2,19,20.30,31.32,34,35.39,40, 50,61 a 
70 re stda for prolsction again si redtaWon Opposes rule, 

HAMILTON, Q Afriliation Not Assigned 56FR23360 86/09/15 Docketing a Services 
Branch tp, 61862 253 61882 253 

-9204280177 Comment on proposed rufes 10CFfl2,1 9.20,30, 3 1.32,34.35,39,40. 50,61 & 
70 re stds for proleciion against radiation Opposes rule 

MCINTYRE, J Affiliation Nol Assigned, 56FR23360 86/10/14, Docketing & Services 
Branch Ip 61663.124 61863124 

-9204260176 Comment on proposed rules 10CFn2, 19, 20, 30,31 ,32,34,35,30,40. 50,61 & 
70 ra stds for protection against radiation Opposes rule 

BARATELLI,P.N Affiliation Not Assigned 5^6FR23360 66/10/27 DockeWng & Serv- 
ices Branch, 1 p 61663 037 61 863 037 

-9204280162 Comment on proposed rules 10CFR2,19, 20, 30,31 ,32,3 4, 35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HIMMELFARBJ Affillallon Nol Assigned &6FR23360 66/07/30 Docketing & Seiv 
Ices Branch 1p 61663 1 53 61863 1 53. 

-9204280185 Comment on proposed rules 10CFn2,1 9,20.30,31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

BROWN, B Affiliation Not Assigned 56FR2336Q 86/09/08 NRC - No Detailed Affill 
alion Given 1 p. 6 1 8 83 1 26-61 863' 1 25 

-9204280188 Comment on proposed rules 10CFR2. 19,20.30,3 1,32,34,35,3 9.40. 59.61 & 
70 re stds for protection against radiation Opposes rule 

6ERT.GJ Affiliation Not Assigned. 56FR23360 86/10/17, DockeUng & Services 
Branch Ip 81863 03 8 61 B63 038. 

-9204280190 Comment on proposed rutes 10CFR2. 19.20, 30,3 1,32, 34.3 5, 30.40. 50,61 & 
70 re stds for protection against radiation Opposes rule. 

• Affiliation Not Assigned 66FR23360 86/09/15 Docketing & Services Branch Ip 
61662 254-61662 254 

-9204280191 Comment on proposed rules lOCFR 2, 19, 20. 30.3 1,32.34,35, 39.40, 60.61 & 
70 re stds for protection against radiation 

JOHNSON, B Affiliation Not Assigned 56FR23360 86/10/31 Office of the Secretary 
of Iha Commission. Ip. 6 1862 .3 59-6 1662 359 

-9204280192 Gommenlon proposed nutes 10CFR 2, 19, 20, 30,3 1.32, 34, 35, 39, 40, 50.61 6 
70 re stds for protection against radialion.Opposes rule 

VOLPlCELL,J„ NiEHILieaJ. LYOM.T. Affilialion Nol Assigned, 56Ffl23380. 88/11/ 
03 NRC - No Detailed Affiliation Given 2pp. 61863.1 26-6 1863< 127 

-920428019S Comment on proposed rules 10CFR2, 19,20.30,3 1,32, 34, 35,39.40. 60,61 & 
70 re stds Tor protection against radiation Opposes rule. 

THOWAS.J,A Affiliation Nol Assigned 66FR23a6(> 86/07/31. NRC • No Detailed Af- 
Nialion Given. 1p. 61863 154 61863,164. 

-9204280198 Comment on proposed rules 10CFR2.1 9. 20,30.31 ,32,34,35.39, 49, 60,61 & 
70 re stds fox protection against radiation Opposes rule 

BECKER, E Affilialion Not Assigned 56FR 23360 86/09/16. Docketing & Services 
Branch. Ip 61662*265 61862 255. 

-9204280197 Comment on proposed ailes 10CFR2. 19, 20, 30 ,31, 32.3 4,35,39,40, 60.61 & 
70 re aids for prolacilon against radiation 

VAN SICKLE.MC Affiliation Not Assigned 66FR233eo. 66/10/26 Office of the Sec- 
retary of tho Commission Ip. 61663 039-61863 039 

-9204280201 Comment on proposed rules 10CFR2, 19, 20,30,3 1.32,34, 35.30.40. 50,61 & 
70 ra stds for protection against radiatlon.Opposes rufe 

EViNGER.CK Aflirialion Not Assigned 58FR23360. 86/06/04 NRC - No Detailed Af- 
liMion Givan 2pp. 6 1 663-1 55-6 1863 J 56 

“9204280202 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, 60,61 & 
70 re stds lor protection a-geinst radiation Opposes rule 

FULLER FULLER.K Affiliation Not Asslgriod. 56FH23360 86/09/15. Docketing & 
Services Branch. Ip. 61662 25 B 61B62 256 

-9204280204 Comment on proposed rules 10CFR9,1 9,20,30.31,32,34,35.39.40, 60,61 & 
70 re stds for proleclion against radiation Opposes rule. 

FRANK. J. Affiliation Not Assigned S6FR 23360 80/08/05, Docketing & Servlcoa 
Branch, tp 61803.167 61663:157. 

-9204280206 Comment on proposed rules 10CFH2, 19, 20, 30.3 1,3 2, 34,36, 39.40. 60,81 & 
70 re aids for protactron against radialfor> Opposes rulo 

GUENTRHER.H Sierra Club 56FR23360 86/06/06. Docketing & Services Branch, 
fp 61863*158-61863:158. 

“9284280211 Comment on proposed rules 10CFfl2, 19, 20.30, 3 1,32, 34.35, 39, 40, 60,61 & 
70 re Stds for proleclion against radiation 

MASON.C. American Lung Association 58FR23360 66/10/30, Docketing & Services 
Branch. Ip 61 662 360-01862 380, 

-920428021 2 Comment on proposed rules 10CFR2. 19,20,30,31,32.34.35,39,40, 50,61 & 

70 re stds for protection against radial Ion, Oppose a rule. 

0AVIS.J. Earth Flrali, DAVIS.J Affiliation Not Assigned 56FR23360. 06/08/11 NFC - 
No Detailed Affiliation G Ivon Ip 61663 166-61663:159. 

“920428021 5 Comment on proposed rules lOCFfl 2, 19,20, 30, 3 1,32.34,3 5,39.40, 60,61 a 
70 re stds for proteclton against radiation Opposes rulo, 

DOYE.S Affjliatian Nol Assigned 6eFR23360 66/08/12 Office of the Secretary of 
the Commission. 1p. 61 863 llW-OI 663* 1 60. 


—9204280221 Comment on proposed rules 10CFR2, 19, 20,30, 31 ,32,34,35.30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FENTON.RT Affiliation Not Assigned 5eFR23360 86/09/15 Docketing & Servicos 
Branch Ip 61862 258 61862 2SB 

“9204260224 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro aids for protection against radiation Opposes rule 

PETTY.E. Affiliation Not Assigned 56Fn23360 86/09/15 Docketing & Services 
Branch Ip 61662 259 61062 259 

“9204280225 Comment on proposed rules 10CFR2. 19,20,30.31,32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHRADER.D, AIMMon Not Assigned 56FR23360 86/08/10 Otiice of the Secre- 
tary of the Commission Ip 61663 162-61863 162 

“9204280228 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,36,39,40, 60,61 & 
70 re aids for protection against radiation 

ISELEN.C US Postal Service 68FR 23360 86/10/27 Docketing & Services Branch 
tp 61863 040 61063,040 

“9204280227 Comment on proposed rules 10CFR2,1 9.20,30,31,32,34,35,30,40, 60,01 & 
70 re side for protection against radiation 

* Affiliation Nol Assigned 66FR23360 86/10/15 Office of the Secretary of the Com- 
mission Ip, 61863 128 61663 128 

“9204280229 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

WILL.L Affiliation Not Assigned 56FR23360 86/10/26, Office of the Secretary of the 
Commission Ip. 61863 041-61863 041 

-9204280230 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,3 2, 3 4, 3 5, 3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAJAUCKAS.G. MAJAUCKAS.C Affiliation Not Assigned 56FR23360 88/09/16 
Docketing & Services Branch Ip 61862 260 61862 260 

“9204280232 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

CHAPLICK.J M Sierra Club CHAPLICK.J M Affiliation Not Assigned 56FR23360 86/ 
08/11 Docketing & Services Branch 2pp 61863*163-61863164 

“9204280233 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34,35,30,40. 50,61 & 
70 re stds for protection against radiation 

ANDERSON.N Maine, Stale of ANDERSON, N Affiliation Not Assigned 56FR23360 
86/10/30 Docketing & Services Branch, 2pp 61863 001-61863 002 

“9204280234 Comment on proposod rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

MACDONALD.B Affiliation Nol Assigned, 66FR23360 06/09/08 Docketing & Serv- 
ices Branch. Ip 61802 261-61862 261 

“9204280236 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro stds (or protection against radiation Opposes rule, 

HUDSON.S AHitiatlon Not Assigned S8FR23360 66/08/11 Docketing & Services 
Branch Ip 61863:185-61863 165, 

“9204280236 Comment on proposod rules 10CFR 2, 19, 20, 30, 3 1,32,3 4, 3 5.3 9,40, 50,61 & 
70 re stds for protection against radiation 

SCHADT.WW. Georgetown Univ. Medical Center, Washington, DC SCHADT.WW Af- 
filiation Not Assigned 66Fn23360 8 6/10/27 Docketing & Services Branch 13pp 
61863 042-61863,054. 

“9204280240 Comment on proposed rules 10CFR2, 19,20.30.31,32.34,36,39,40, 50,61 & 
70 re stds (or proleclion against radiation.Opposes rule. 

PATTERSON, C. Affiliation Nol Assigned 66FR23360 86/09/10, Docketing & Serv- 
ices Branch tp 61862 262-61862 262. 

“9204280241 Comment on proposod rules 10CFR2, 19,20,30,31 ,32,34.35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Nol Assigned. 56FR23360, 86/10/10 Office of the Secretary of the Com- 
mission. Ip. 81863:129-61863*129 

“92 0 4280243 Comment on proposed rules 10CFR2,19,20,30,31 ,32,34,36,39,40, 50,61 & 
70 re Bids for protection against mdiatfon Opposes rule 

MOSTEKJ L Affiliation Nol Assigned. S6FR23360. 66/00/15 NRC - No Detailed Affili- 
ation Qivon Ip 61663.166 61863 166 

“9204280246 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35.30, 40, 60,61 & 
70 re stds for protection against radiation 

FARRAR,0 L. Commonweafth Edison Co 66FR23360. 86/10/23. CHILK.S J Office of 
the Secretary of tho Commission 2pp, 61863 055 61063*058 

“9204280246 Comment on proposed rules 10CFR2,1 9,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

SCHWAFTZ.R Afliliatlon Not Assigned 56FRa3360. 86/00/12. Docketing & Services 
Branch. Ip. 01 663 -167-61 863: 167. 

“9204280248 Comment on proposed rules 10CFF2, 19,20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro atds for protection against radiation 

BRODY, M Affiliation Not Assigned. 56FR233eo 86/10/12 Office of the Secretary of 
the Commission. Ip. 01803*139 61863:130. 

“92O42602S0 Comment on proposed rules 10CFF2,1 9,20,30, 3 1,32,34, 35, 39, 40, 60,61 & 
70 ro stds for protocllon against radiation 

ZAFRIS.J. Affiliation Nol Assigned. 56FR23360 86/09/11 Docketing & Services 
Branch Ip. 61862 263-61862 263 


“9204200217 Comment on proposed rules 1OCFR2,10, 20,30, 3 1.32,34, 35, 39, 40, 60,01 & -9204200261 Comment on proposed rules 10CFn2,1 9,20,30,31,32,34.35,39,40, 50,61 & 

70 re stds for prolecifon against radiation Opposes rule 70 re stds for protection against radiation.Opposes rule. 

KRqLL,J KROLl.C Affifialion Nol Assigned 66FR23360. 86/00/11. Docketing & PALLEY.M.K Affiilollon Nol Assigned 56FR23360. 88/08/14. Docketing & Services 

Services Branch. Ip, 61 802 257-6 1862 -261 Branch Ip, 61863:168 61863 168. 


“9204280220 Comment on proposed rules 10CFR2.1 9, 20,30.31.32.34,35,39,40, 60,61 a 
70 re stds for protecifon against radiatlor> Opposes rule. 

ESSERMAN.R Affiliation Not Assigned S6FR23360 80/08/07. Docketing & Services 
Branch Ip, 61863 161-61863:161. 


“9204280264 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,36.39,40, 50,61 & 
70 re aids for proleclion against radiation 

WORTH, E Affilialion Nol Assigned 66FR23360. 86/10/16 Office of the Secretary of 
the Commission. Ip 61863:13 1 61863,131. 



NurJUUUM: I LU 


-9204200256 Comment on proposed rules tOCFR2. 19.20, 30, 3 1,32. 34, 36,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JAMES.VS, JAMES.RF Affiiialfon Not Assigned 56FR23360 86/06/14 Docketing 
& Services Branch Ip 61 063 169-61663 169 

-92042B026S Comment on proposed rules 10CFR2,1 9,20, 30.31, 32,34,35, 30.40, 50.61 & 
70 re stds for protection against radiation 

LAUSON.N P Affiilalion Not Assigned 66FR23360 86/10/22 NRC - No Detailed Af- 
filiation Given 1p 61863 160 61863 186 

-9204260260 Comment on proposed rules 10CFR2, 19,20,30, 3 1.32, 34,35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

EVLETH.RM Nuclear Products Co 60FR2336O 66/09/00 Docketing & Services 
Branch Ip 61862 264 61862 264 

-9204280262 Comment on proposed rules 10CFR2,l 9.20,30,31 ,32,34,35.39.40. 50.61 & 
70 re stds for protection against radiation 

ANDERSON,! . ANDERSON.B Affiliation Not Assigned 56FR23360 86/10/27 NRC 
- No Detailed Affiliation Given 1p 61863 180 61863 189 

-9204260263 Comment on proposed rules 10CFR2, 10,20, 30,3 1.32 ,34, 35,39,40. 50,61 & 
70 re stds for protection against radiation 

MEEHAN,! Affiliation Not Assigned 56FR23360 86/10/15 Office of Ihe Secratarv of 
the Commission 1p 61863 132-61863 132 

-9204280270 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32.34 ,35,39.40, 50,61 & 
70 re stds for protection against radiation 

WEa.J Affiliation Not Assigned 56FR23360 86/10/15 Offica of the Secreiary of 
the Commission Ip 61863 133-61063133 

-9204280276 Comment on proposed rules 10CFn2,1 9,20,30,31 .32.34.35.39,40, 50.61 & 
70 ro stds for protection against radiation 

* Affiliation Not Assigned 56FR23360. 66/10/15 Office of the Secretary oMha Com- 
mission. Ip 61663 134 61863 134 

-9204280279 Comment on proposed rules 10CFfl2,1 0,20, 30,31, 32,34,35, 39.40, 60,61 &. 
70 re stds for protection against radiation Opposes rule. 

CLARKE, R Albert Einstein Medical Center, Philadelphia, PA CLARKE, R. Affilialiorv 
Not Assigned 56FR23380 06/08/08 Office of the Secretary of the Commission Ip 
61863 170 61863 170 

-0204280260 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35, 39,40, 50,61 & 
70 ro stds for protection against radiation 

SHUKLA.S Affiliation Not Assigned 66FR83a60 06/10/12 Offica of the Secretary of 
the Commission 1p. 61063 135 61063 135 

-92042B02Q1 Comment on proposed rules 10CFR2.1 0,20, 30,3 1.32.34,35, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

CINQUEMANt.D K NJ S^E'AAfliance 56FR2a360 86/00/10 Docketing & Services 
Branch Ip 61062 265-61062 265 


—9204280308 Comment on proposed rules 10CFR2,19,20,30,31,32.34.35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

NESEWICH.N L Affiltalion Not Assigned 56FR23360 86/09/09 Docketing & Serv- 
ICGS Branch Ip 61662 270-61862 270 

-9204280309 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35,30,40, 50,61 & 
70 re stds for protection against radiation 

YOUNG. F Affitialion Not Assigned 56FR23360 06/10/09 Office of the Secretary of 
the Commission ip 61863 141-61063 141 

-9204280311 Comment on proposed rules 10CFRZ,19,20.30,31 ,32,34,35,39.40, 50,61 A 
70 ra stds for protection against radiation 

JOHNSON.CJ South Dakota, State of 66FR23360 86/04/10 Docketing & Services 
Branch 4pp 61S63 201-61863 205 

-9204280316 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39,40, 50,61 & 
70 ro stds for pnoloction against radiation 

MINNIOH.N R Affiliation Not Assigned 56FR233B0 86/10/05 NRC No Detailed Af- 
filiation Given Ip 61663 142-61863 142 

-9204280319 Comment on proposed rules 10CFR 2, 19,20,30,31,32,34.35,30,40, 50,61 & 
70 ra stds for pro-toction against radiation 

RUSSEL, S Affiliation Not Assigned 66FR23360 66/10/06 Docketing & Services 
Brartch Ip 61863 143-61863 143 

-9204280321 Comment on proposed mtes 10CFR2, 19,20,30,31 ,32,34,35,39,40. 60,61 & 
70 ro stds for protection against radiation Opposes rule 

BECK,J Affiliation Not Assigned 66Fn23360 06/09/10 NRC - No Detailed Affiliation 
Given 2pp 61002,271-61062 272 

-9204280326 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,30,40, 50,61 & 
70 ro aids for proloclion against radiation 

veNEZIA,C GTE Sylvania, Inc VENEZfA,C Affiliation Not Assigned 56FR23360 86/ 
03/12 Docketing & Son/Ices Branch 2pp 61063 206 61663 206 

-9204280339 Comment on proposed rules lOCFflZ, 10, 20, 30, 31 ,32,34.35,39.40, 50,61 & 
70 re stds forproleclfon against radiation 

TODD, WE SEemena Qammasonics, Inc !ODD,WE Affiliation Not Assigned 
56FR23360 86/04/14. Dockotmg & Services Branch 5pp 61863 207-61063 211 

-9204280344 Comment on proposed rulos 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

SKRABLE.K W Lowell. Unlv of. Lowell, MA. SKRABLE.KW Affiliation Not Assigned 
50FR2336O 66/04/17 Docketing & Services Branch 92pp 61863 212 61863 209 

-9204200351 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32, 34 ,3 5, 3 9, 40, 50,61 & 
70 ro stds (or protection against radiation Opposes rule 

REIO.D, Affiliation Not Assigned 56FR23360 66/00/ 16 Docketing & Services 
Branch 2pp 61063171 61863 172 


-9204280284 Comment on proposed rules 10CFR2, 19,20, 30,3 1.32, 34, 35, 39,40, 60,61 8 
70 re stds for protection against radlal(of) 

ANDERSON.DV Affiliation Not Assigned 56FR23360 06/10/15, Office of the Secre 
lary of the Commission, tp. 61863,136 61063.136 

-9204280285 Comment on proposed rules 10CFR2.1 9,20,30,3 1.32, 34, 35. 30. 40, 50.61 a 
70 re stds for protection against radiation Opposes rule 

EDSON.D V. Affiliation Not Assigned 56Fn23360 06/08/31 Docketing & Services 
Branch Ip 61862 266-61062 266 

-9204280289 Comment on proposed rules 10CFR2, 19,20,30,31, 32,34,35,39,40, 50,61 8 
70 ro stds for protection against radiation 

GIBBS, V Affiliation Not Assigned. 66FR23360 06/10/12 Offica of the Secrotary of 
the Commission 1p 61063 137-61B63 137. 

-9204280292 Comment on proposed rules tOCFR2, 19,20, 30, 3 1.32. 34, 35, 39.40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

S!U!SMAN.AE Affiliation Not Assigned 66FR23360. 86/09/16 Docketing & Serv- 
ices Branch. 1p 81062 267-61082 267 

-9204280293 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32, 34,35, 39, 40, 60,61 & 
70 re aids for protection against radiation 

' Affiliation Not Assigned 56FR23360 06/10/12. Office of the Secretary of the Com 
mission 1 p. 61 063. 1 36-61 063 1 30 

-9204280295 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35,39,40, 50,61 & 
70 re stds for protocllon against radiation 

WEQS!.WF California, Univ of. Los Angelos, CA WEQST.W.F. Affiilalion Not As- 
signed 56FRZ3360 66/ 10/30, Docketing & Services Branch 2pp 61863'003- 
61863 004 


-92042B0353 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1.32 ,34, 3 5.3 0,40, 50,61 S 
70 re sids for protection against radiation Opposes rule 

STAFFORD.DB. STAFFORD.M P Affiliation Not Assigned 56FR23360 66/00/16 
NRC - No Dotflifed Affiliation Qtvon 1p 61063 173 61063 173 

-0204280357 Comment or> proposed rulos 10CFR2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 ro stds for protoclion against radiation Opposes rule 

WATERS, M A AffidalSon Not Assfgnod 66FR23360 06/00/22. NRC ■ No Delailed Af- 
fil lotion Given Ip. 61863 174-61063174 

-9204280361 Comment on proposed rules 10CFR2,19, 20, 30, 31 ,32,34,35,39,40, 60,61 & 
70 re stds for protocllon against radiation Opposes rule 

HIFT.H Affiliation Not Assigned 66FR23360 66/00/18 NRC • No Delailed Alfiilation 
Given Ip 61863 176 61863175. 

-9204280308 Comment on proposed rules 10CFR 2, 19, 20,30 ,3 1,3 2,3 4,35 ,39 ,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CHISHOLM.T Affiriallon Not Assigned 56FR233B0 86/00/19 Docketing & Services 
Branch Ip ei863 176-61083 176 


-9204260369 Commonl on proposed rules lOCFR 2, 19, 20,30 ,3 1,3 2,3 4,3 5,3 0,40,. 50,61 & 
70 ro stds for protection anainsi radialion.Opposes rule 

PITKAT.J Affiliation Not Assigned. 50FR2336O 66/06/20. NRC • No Detailed Affill 
alion Given Ip 61063-177-61663 177 


■9204280372 Commonl on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 30, 40, 60,61 & 
70 ro stds for protection against radialion.Opposes rulo 

WILLIFORD, CC Affilfalton Not Assigned 56FR23360 08/06/10 NRC - No Detailed 
Affiliation Given Ip 61863 170- 61 063* 170. 


-9204280298 Comment on proposed rulos 10CFR2,1 9, 20,30,3 1,32, 34, 35, 39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

GULASCH.C, BREUER.T, ROSSER.F.W Affiliation Not Assigned 56FR23360 66/ 
09/10 Docketing & Services Branch 1p 61862 260 61 062'Z68. 

-9204280301 Comment on proposed rules 10CFRZ, 10,20,30, 31, 32,3 4,35,39, 40, 50,61 & 
70 re stds for protection against radiation. 

WILL,R Affiliation Not Assigned 6BFR23360 86/10/11, Office of the Secretary Of the 
Commission Ip. 61863.139 61063-139 

-9204280302 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MEINHOLD.C B Brookhavon National Laboratory. MEINHOLD.C.B Affiliation Not As- 
signed 5eFR23360. 06/03/11 Docketing 8 Services Branch 11pp. 61063190- 
81863 200 

—9204280303 Comment on proposed rules 10CFR2,1 0,20,30,31 132, 3 4,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON, M R Affiliation Not Assigned. 56FR23360, 86/09/09. Dockellng & Sorv- 
fees Branch Ip 61062 269 61062*269 

—9204280306 Comment on proposed rules 10CFR2,1 0,20,30,31, 32,3 4,35, 39, 40, 60,61 & 
70 ra stds for protection against radiation , ^ 

POTTS.T Affiliation Not Assigned 56FR23360 86/10/06 Commisslorters (Post 
760119) Ip 81663 140-61863 140 


-9204280374 Comment on proposed rulos lOCFR 2, 10, 20, 30, 3 1,32, 3 4, 3 5.3 0,40, 50,61 & 
70 ro stds for protocllon against radialion.Opposes rule 

ReiNER.L E /Affiliation Not Assigned 50FR2336O 06/00/21 NRC - No Detailed AffiH 
alion Given Ip. 61863 1 79-61 CG3 170. 

-920*4280376 Comment on proposed rulos 10CFR2, 19, 20,30,3 1,32, 34,35, 39, 40, 60,61 & 
70 re stds for protection against radiation.Opposes rule 

JONES, A Affiliation Not Assigned. 56FR23360 86/0D/21 NRC - No Detailed Affili- 
ation Given. Ip. 61 063'1 80-61 863 100 

—9204260376 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35.30,40, 50,61 & 

70 ro Stds for prolaction against radialion.Opposes rule « .. 

SALACH,T Affiliation Not Assigned 66Ffl23360 06/08/18, NRC - No Delaltod Affili- 
ation Given. Ip 61863 1&1-G1863'1B1, 

-9204280380 Comment on proposed rules 10CFR2,1 0,20,30,3 1,32,34, 35, 39,40, 60,61 & 
70 re stds for protection against radiation.Opposes rule, 

YEAST.C. Affiliation Not Assigned 66FR2330O 86/00/22. CLEMEN!S.W Docketing 
& Services Branch 2pp 61863 182 B1863 103 

—9204280304 Comment or^ proposed rules 10CFR2,1 0,20, 30, 3 1,32, 34, 35,39,40, 60,61 & 
70 ro Bids for protection against radiation Opposes rule 

ERICKSEN.D. Affilfation Not Assigned 50FR2336O 66/00/20. NRC - No Detailed Af 
filiation Glvon 2pp. 61863 1 84-61863 105. 


Comment on proposed rglos 10CFR2.l9,20,30,31,3J?,3‘i.35,39.40, 60.61 & 
agalrsl radratioiii Opposos rule- 

MASSI^NO.W. A«j|patlon Not Assigned 56FF123360. 86/0B/21 Dockeing & Services 
Qrench 1p 61863 166 61863106 


~'9-20428Q479 Commeni on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 36,39.40, 50.61 & 
70 re stds for protection against radiation 

“ Affiliation Not Assigned 56Fpa3360 86/10/14 Docketing & Services Branch Ip 
61863 150 61863 150 


■0204280388 Commenl on proposed rules lOCFR 2. 19, 20.30.3 1.32.34.3 5, 39,40, 50.61 & 
70 re stds fnr protection against radialion 

HELLMAN.J Affiliallon Not Asaifined 56FRa3360 86/09/20 Docketing & Services 
Branch 1p 61863 187 61863 187 


-0204280483 CorYiment on proposed rules 10CFR2, 19,20.30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

BUCHANAN.S Affitialion Not Assigned 56FR23360 86/04/23 Docketing & Services 
Branch 1j)p 61864 00 2 61864 002 


10CFR2, 19.20,30,3 1,32,34,35.39.40. 50.61 A 
Supports mis 

Bahlmora Qas & Eleclnc Co SGPR23360 
22pp 61863,332-61963 352 

>^9204280405 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34 ,35,39,40. 50.61 & 
70 re aids for pro tec Iron agaJnsl radiation Opposes rule 

SINCLAiaM Sinclair, W P SeFH233eO> 96/04/23 Docketing & Services Branch, 2pp 
61863 353-61863 354 

>*8204280415 Comment on proposed rufes 10CFR2. 19,20,30.31.32.34.35.39,40. 50.61 & 
70 re stds for prol-oction again si radlaiion Opposes rule 

WOTT.W, Affiliation Noi Assigned 6BFR 23360 06/04/23 Dockaljng S Services 
Bfflrwli tpp 61663 355-61063365 

-9204280419 Commonl on proposed rules lOCFRS, 19,20,30.31 .32,34.35,3 9,40, S 0.61 & 
70 re stds for protection against radialian Opposos rule 

• Affiliallon Not Assigned 66FH23360, 86/10/16 Docketing A Services Branch Ip 
61993-144 Qtfla3.t44l 


—■9204280306 Commenl on proposed rules 
70 ro sfcfs for proto Clio n againsl radiation 
MILLIS.NL, SM^ALEK.LJ-, REIMER.ET. 
OG/04/21 OocketingA-Sorvicos Branch J 


-9204280424 Comment on proposed rules I0CFR2, 19.20,30.3 1.32, 34,35. 39.40, 50,61 & 
70 re aids for protection against -radletron Opposes rule 

WARSHcH.E Affiliallon Not Assigned 5GFR2336Q 86/04/23 Docketing & Services 
Branch. Ipp 81863 356 81863356 


'*0204280425 Commont On proposed rules 10CFR 2. 19.20,30.31,32,34.35,39.40, 60.61 A 
70 ro aids for prolocllon against radiation 

1<OCHER,D.C. Athfiatlon Not Assigned, 56FR23360 80/04/02 Docketing & Services 
Brarich lipp 61903 280 61663 299. 

-0204280431 Comment on proposed rules 10CFR2,>D,20,30,31,32,34,35,39,40. 50,61 A 
70 ro atde for proteclion against radiation 

0ERTELL,n InlernalfonaMrstituta of Concern for Public Health 56FR23360 86/04/ 
07 NRC ' Mo Detailed Affiliation Given tSpp. 61863 300 61863 311. 

-9204200433 Comment on proposed rules 10CFR2, 19.20,30.31,32,34.35,39,40, 50,61 A 
70 ro stds for protactloif against radratPon 

DRESCHER.H. Affiliallon Noi Assfanad B6FR23360. 86/10/17 Office of Ihe Seers 
tary of the Commission Ip 61863,145 61863 145 

-9204280430 Commenl on proposed rules 1QCFR2, 19, 20.30,3 1,32,34, 35,39,40. 50,61 & 
70 ro aids for pro ioc lion against radiation 

LERNER.MS US. Postal Service LERNER.MS Affiliation Not Asslgnad 
66Fn23360 88/04/30 Docketing & Services Branch Ip 61663 312 61863312 

•'0204280440 Comment on pfopc sod rules 10CFR2, 10.20.30,31,32,34,35,36.40, 50,61 & 
70 ro alba for protochon against radlavon 

KAMEN.S Alfiliatiofi Noi Assigned 66FH23360 06/04/22 Office of tho Socrelary of 
Iho Commission 2pp 61853313 81 663 31 4 

-9204280441 Commenl on proposed rules 10CFR2, 1 9,20,30,3 1,32.34,35,30.40, 50,61 A 
70 ro alba for protection against radiotion 

BAUM.J.VV, Brookhaven National Laboratory BAUM.JW Associated Universal os. Inc 
□AUM.JW Afkllallon Mot Assigned 5eFfl23360. 86/04/11 Deckeling & Services 
Branch, 6pp 0ia63 357.Q1C63‘301, 

-9204280447 Comment on proposed rules 10CFR 2, 16^20,30,31.32,34,35,39,40, 50,61 A 
70 fO aids lor prolocllon againsl radiation Opposes ru!e 

OUaOIS.M , smith 0 Aflilialfon Not Assigned SBFR23360 86/09/18 
Offico of tho AecrelaFy of the Commission Ip. 61863 315-61863 315 


^9204260460 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35.39,40, 50,61 A 
70 rfl stds for protection againsl rnrfraiion Opposes rulo. 

MCCORMICK, a Affiliation Not Assigned 65FR23360 66/04/21 Dockelln® A Serv- 
ices 0 rend u Ipp 61 B84 001-61064 051 

-9204200462 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34.35,39,40, 50,61 A 
70 rd stds for brotocllon enainsl radiation 

KALFUL Affiliallon Noi Asslgnod 65FR23360 66/10/16 Oockelfng A Services 
Branch Ip. 81663-146 01063 145 

-9204280450 Cammonl cn proposad rules 1QCFR2, 10,20,30.31,32,34,35,39,40, 50,61 A 
70 ro stds for prote-ollon against radiaiionOp^sea rule 

ATKINS ON.M. AffiJIotlon Not Assigned 66FR233eo 86/10/18 Docketing A Services 
Branch Ip 61863.147-61863147. 

-9204260450 Commonl on propoaod fUloa 10CFR2, 19,20,30.31,32.34.35,39.40. 60,61 A 
70 ro stds lor proloction againsl t ablation 

WILLIAM S,T P Affiliallon Noi Asslgnod 55rR23360 85/10/13. Docketing A Services 
Branch 1p, 61663. 140-ft 1863,148 

-9204260455 Ccmmenl on proposed rules 10CFR2, 19,20,30, 3 1,32.34, 35,30, 40, SO, 61 A 
70 ro slds for proteclion againsl radiation .Opposes rule 

MELILLO.D Affiliation Not Assigned 5erR23360 06/09/16 Offico of the Secretaiy 
of Iho Commission. Ip 81003,316 61863 310 


-0204280480 Commo/il on proposed rules 10CFR2, 19, 20,30, 3 1, 32, 34, 35,39,40, 60,61 A 

70 ro Btd3 for pro tocf Ion againsl radiation ^ ^ 

SEAGHAVES.S. AfiJliation Not Assigned. 56FB2330O 86/10/13 Office of the Socre- 
lary of iho Commiaslon Ip 61683,140-61803-149. 


-92042B0468 Comment on proposed ruJos 10CFR 2, 19, 20, 30, 31 ,32, 3 4.36, 39, 40, 60,01 A 
70 re stds for pfotocton against radiation Opposes rale* 

OIEDRICRCJ. Affiliation Noi Assigned fi6FR233eO. 06/00/19. Office of the Secre- 
tary of tlio Commission, ip 61663 317-01063 317 


-U 204260477 Comment on proposed ailas 10CFR 2,10.20, 30,3 1,32, 34 .35,39,40, 50,61 A 
70 ro Bids for protocllon against radiation Opposos nlie 

COHEN.DJ. COHEN, VQ Affillatbn Not Asslgnod 5eFR233eo. 86/09/19. Office of 
iho Secretary of Ihe Cornirlssion Ip. 61863.318-01663,318. 


“9204200484 Comment on proposed rules 1DCFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

QUiNRSM Affiliatiort Not Assigned 56FR23360 86/09/12 NRC - No Detailed Affili- 
ation Given ip 61063 319 61863 310 

“9204260406 Comment on proposed rules 10CFR2, 19, 20. 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation 

CHAPLtCKJM Affiliation Not Assigned 5BFR23380 86/09/13 Docketing A Services 
Branch Ip 61063 320-61863 320 

“9204280489 Comment on proposed rules 10CFR2, 19, 20,30,31. 32, 34, 35, 39, 40, 50.61 A 
70 re stds for protecUon against radiation 

SULLIVAN, MR Affiliation Not Assigned 66FR2a360 86/09/06 Docketing A Services 
Branch Ip 61863 005-61863 005 

“9204260491 Comment on proposed rules 10CFR 2, 19, 20 ,30, 3 1,32 ,3 4, 35.39, 40, 50,01 A 
70 re stds for protection against radiation Opposos rule 

WALSH, M J Affiliation Not Assigned 56FR23360 86/04/20 NRC - No Delailed Affili 
ation Given lOpp 61664 003 61604 012 

“9204260497 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,61 A 
70 re aids (or protecUon againsl radiation 

CHABOT,G E Lowell. Univ of. Lowell, MA CHABOT.G B Affiliation Not Assigned 
66FR23360 66/04/22. Docketing A Services Branch 5pp 61864 013-61864 018 

-9204260408 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re stds (or protectlori against radiation 

BRAGQON.PW Governor Dummer Academy. Byfield, MA. 56FR23360 06/09/19 
NRC - No Oelailecf Affiliation Given 1p 61803 321-61863.321 

“9204280502 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34,35, 39, 40. 50,61 A 
70 re stds for protection against radiation Opposos rule. 

POLEHN.JX AlkWoWon Not Assigned 66FR23360 06/05/01 Docketing A Services 
Branch 23pp 61864 010 61654 040 

“9204280506 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,30,40, 50,61 A 
70 re stds lor protection against radialion 

BRANDT, R J Bethlehem Steel Corp 5BFR23360 86/04/25 Office of the Secrelary 
of the Commission 7pp. 61064-041.61864 047 

-9204280509 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 A 
70 re aids for protection against radiation Opposos rule 

NIKKILA.AM Affillalfon Not Assigned 56FR23360 86/10/14 Docketing & Services 
Branch Ip 61863.151-61863 151 

-9204260510 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,30,40, 60,61 A 
70 re ^tds for protection against radiation Opposes rule 

NEWETHY.E Ecology/ Alert B6FR23360 86/04/29 Docketing A Services Branch 
Ipp 61864 048 61664 048. 

-9204280611 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 A 
70 re Bids lor protoction against radlaWon 

DIEDRfCH.C J Affiliatlpn Not Assigned 56FR23360 86/09/19 Office of iho Score 
lery of the Commission Ip 61863.322 61863 322 

“9204200515 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,99,40, 50,81 A 
70 re stds forproleqiion against radtatior^, 

SPRUNQ.G L AffJIailDn Not Assigned S6FR23360 66/10/14 Docketing A Services 
Branch Ip 61863 162-61863 162 

“9204200617 Comment on proposed rules 10CFR2,19,20, 30, 3 1,32,34,36, 39, 40, 50,61 A 
70 re atds lor proteclion against radiation Opposes rule 

MICHAEL.0 , 6uBO|S,M . SM1TH.B Affiliation Not Assigned 56FR23360. 06/09/18 
Office of the Secrelary of tho Commission Ip 61863 323-61863 323 

-9204280516 Comment on propesed rules 10CFR2, 19,20, 30,3 1,32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule, 

SALT^MAN.O. Affiliation Not Asslgnod 56FR23360 06/05/02 NRC - No Detailed Af- 
IdlaUon Given 2pp 61664 049-61864 050 

-9204200519 Commont On proposed rules 10CFR2, 19.20,30, 3 1,32, 34, 35,39, 40, 50,61 & 
70 re aids for proteclion againsl radiation Opposes rule 

COHEN, D. J , COHEN, V Q Affliialfon Not Assigned 5eFR23360 86/09/19 Office of 
Iho Secfetary of the Commission, ip. 61863 324-61863 324 

-9204200520 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,36,39,40, 60,61 S 
70 re aids for protection against radialion. 

QUINN, SM Affiliation Not Assigned. 66FR23360. 66/09/12 NRC • No Detailed AffrlF 
ation Given Ip 61863 025 61863 325, 

-9204260522 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32, 34, 35,39, 40, 60,61 A 
70 ra stds for protection against radiation Opposes rule. 

DAY.EB. Affiliation Not Assigned 56FF23360 86/04/30. Docketing A Services 
Branch 3pp, 61 864-051 -0(864 053 

“9204200523 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,3 2, 3 4. 3 5, 3 9, 40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

GOLD.WJ, GOLD,L AfhHallon Not Assigned. 56Ffl23360 06/04/30. Docketing A 
Services Branch Ipp 61064 054-61064-054. 

-9204280524 Common! on proposed rules 10CFR2, 19, 20, 30, 3 1,3 2.3 4. 35, 3 9.40, 50.61 A 
70 re slds for protection against radiation 

SARBANES, P.S. Senate, Banking, Housing A Urban Affairs SARBANES, P.S AffiH* 
atfon Noi Assigned 56FH23360. 86/00/12 NRC - No Detailed Affiliation Given 3pp 
61863.326 61863 328 
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-9204200625 Commonl on proposed rulo*. 10CFH2. 19,20.30.31 .32.34.35.39,40, 50,61 & 
70 ro stds for protoction against radiation 

• Atfifiation Not Assigned 56FR23360 86/09/18 Office Of the Secretary of the Com 
mission Ip 61863 329 61 863 329 

-9204280526 Comment on proposed rules 10CFR2, 19,20.30. 31. 32,34.36,39, 40. 50,61 & 
70 ro stds for protoclton against radiation Opposes rule 

HARLAN, P Affiliation Not Assigned 56FR23360 06/09/22 Office of the Secretary of 
Ihe Commission ip 61863 330 61863 331 

-9204290024 Comment on proposed rules 10CFR2,19.20,30,31, 32, 34,35.39,40. 50,61 & 
70 ro stds for protoction against radiation 

CLAQETT.K Affiliation Not Assigned 56Fn23360 86/09/16 Docketing & Sorvioes 
Branch 1p 61064 069-61064 069 

-9204290D28 Comment on proposed rules 10CFR2, 1 9, 20,30.31 ,32.34,35,39.40, 50.61 & 
70 ro stds for protoction against radiation 

CARY.M I Affiliation Not Assigned 56FR23360 86/0D/22 Docketing & Services 
Branch Ip 61064 070 61864 070 

-9204290047 Comment on proposed rules 10CFR2,19, 20,30, 31, 32, 34, 35,39,40, 50,61 & 
70 ro stds for protection against radiation 

MORRIS.J Affiliation Not Assigned 56FR23360 86/00/12 Docketing & Services 
Branch Ip 61864 071 61064 071 

-9204290051 Comment on proposed rules 10CFR2,1 9, 20,30, 31. 32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY, E Affiliation Not Assigned 56FR23360 86/10/15 Office of the Secrelary 
of the Commission Ip 61864 121 61864 121 

-9204200052 Comment on proposed rules 10CFR2, 19.20.30, 31, 32, 34,35,39, 40, 50,01 & 
70 ro stds for protection against radiation 

MOORE, 1 Affiliation Not Assigned 56FR23360 06/09/23 Docketing & Services 
Branch 1p 61864 072 61064 072 

-9204290053 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35, 30, 40, 50,61 & 
70 re stds for prelection against radiation Opposes rule 

KODNER.J L Kodnor, J L 56FR23360 86/05/01 Docketing & Services Branch 1 pp 
61864 055 61864 055 

-9204290056 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opoosos rule 

SWEENEY ,CJ Affiliation Not Assigned 56FR23360 06/10/15, Office of the Secre- 
tary of the Commission 1p 61864 122 61BC4 122 

-9204290057 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

ALISON, L Affiliation Not Assigned 56FR23360 87/09/14 Docketing & Services 
Branch Ip 61864 073 61864 073 

-9204290061 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34,35,39,40, 50.61 a 
70 re stds for protection against radiation 

REED.RP Affiliation Not Assigned 56FR23360 86/09/16 Docketing & Services 
Branch 5pp 61864 074 61004 078 

-9204290066 Comment on proposed rules 10CFR2, 19.20.30.31,32,34,35,30,40, 50,61 & 
70 ro stds for protection against radiation 

HILL-WHILTON.N Affiliation Not Assigned 56FR23360 86/09/25 Docketing & Serv- 
ices Branch 1p 61864 079-61064 079 

-9204290067 Comment on proposed rules 10CFn2.1 0,20.30, 3 1,32,34.35.39,40. 50.61 & 
70 ro stds for protoction against radiation 

BROWN.C M Affiliation Not Assigned 56FR23360 88/09/26 Docketing & Services 
Branch Ip 61884 080 61864 080 

-9204290069 Comment on proposed rules 10CFR2.10.20, 30, 31.32,34,35,39.40. 50,61 & 
70 ro aids for proleclion against radiation 

NEWELL.P R Affiliation Not Assigned 56FR23360 86/09/22 Docketing & Services 
Branch Ip 61864 081 61864 081 

-9204290073 Comment on proposed rules 10CFR2,1 9, 20,30,31, 32, 34,36,30, 40, 50,61 & 
70 re aids for protection against radiation 

MARTINIAK.A Affiliation Not Assigned 66FR23360 86/09/09 Docketing & Services 
Branch 1p 61864 082 01064 082 

-9204290075 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34,35.39,40, 50,61 6 
70 re stds for protection against radiation 

REILLY, E H Affiliation Not Assigned 56Fn2a360 06/09/24 Docketing & Services 
Branch 2pp 61064 083-61864 084 

-9204290078 Comment on proposed rules 10CFR2. 10,20.30,3 1,32,34, 35.30, 40, 50,61 & 
70 ro aids for protoction against radiation 

SAMUELS, SW AFL-CIO 5eFR23360 08/10/03 NRC - No Detailed Aflifialion Gtvon 
2pp. 61864 123 61064 124 

-92 04290060 Comment on proposed rulos 10CFR2, 19,20,30,31,32.34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

BURKE, S Affiliation Not Assigned 56FR23360 86/09/26 Docketing & Services 
Branch Ip 61664 005-61864.085 

-92042900S1 Comment on proposed rules 10CFR2,10,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ERLANDER.RH Gibson Erlander. Inc ERLANDER.RH Affiliation Not Assigned 
56FR23360 86/05/01 Docketing A Services Branch Ipp 61804 056-61864 056 

-0204290063 Comment on proposed rules 10CFR2, 19,20,30.31,32,34.35,39,40, 60,61 A 
70 re stds for protoction against radiation 

PRIMO.JP Affiliation Not Assigned 5eFR23360 86/09/29 Docketing A Services 
Branch 1p 61864 086-61864 086 

-9204290087 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation 

PRINCE, A Affiliation Not Assigned 56FR23360, 86/09/29 Docketing A Services 
Branch Ip 61864 087-61864 087 

-9204290090 Comment on proposed rules 10CFR2,1 9,20,30.31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

PATTON, G A Santa Cruz, CA PATTON, Q A Affillaflon Nol Assigned, 66FR23360 
88/04/29 Docketing A Services Branch 2pp 61864 057'618e4‘058 


-9204290093 Comment on proposed rules 10CFR2, 19,20.30.31.32,34.35,30,40. 50,61 & 
70 re stds for protection against radiation 

GERBER.J, SCHULTZ, L Affiliation Not Assigned 56FR23360 86/10/07 Office of 
the Secretary of the Commission Ip 61864 125 61664 125 

-9204290095 Comment on proposed rules 10CFR2, 19,20.30,31.32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation 

HOLLAND.R T . HOLLAND, M F Affiliation Not Assigned 56FR23360 00557 86/09/ 
23 Docketing A Services Branch Ip 61864 088 61664 088 

“9204290090 Commant on proposed rules 10GFR2, 19,20,30, 31, 32, 34, 35,39,40, 50.61 A 
70 re stds for protection against radiation 

WILL.D Affiliation Not Assigned 56FR23360 86/10/12 Office of the Secretary of the 
Commission Ip 61864 126 61064 126 

“9204290098 Comment on proposed rules iaCFR2, 19,20.30.31.32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

WELCH.M Redrt/ood Alliance 56FR23360 86/04/29 Docketing A Services Branch 
6pp 61864 059 61864 064 

“9204290099 Comment on proposed rulos 10CFR2, 19, 20.30,31, 32, 34, 35.39.40, 50,61 A 
70 re stds tor protection against radiation 

GIORGI.FJ Affiliation Not Assigned 56FR23360 86/09/24 Docketing A Services 
Branch Ip 61864 089 61064 089 

“9204290101 Comment on proposed rulos 10CFR2, 19,20,30,31 .32,34,36.39,40, 50,61 & 
70 re stds for protection against radiation 

HALBERG.GP Affiliation Not Assinned 56FR23360 86/10/12 Office of the Secre- 
tary of the Commission Ip 61064 127 61064 127 

“9204290102 Comment on proposed rulos 10CFR2, 19,20,30,31.32,34,35,30,40, 50,61 A 
70 re stds for protoction against radiation 

KARPEN.L R Affiliation Not Assigned 56FR23360 06/09/26 Docketing A Services 
Branch 1p, 61004 090 61864 090 

-9204290104 Common t on proposed rules 10CFn2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re aids for protection against radiation Opposes mio 

TANASE.J Affiliation Not Assigned 56Fn23360 86/05/03 Docketing A Services 
Branch Ipp 61084 065 61864 065 

-9204290105 Comment on proposed rules lOCFf /, 19.20,30,31,32,34,35,39.40, 50,61 A 
70 ro stds for proleclion agalnal radiation 

* Affiliation Nol Assigned 56FR 23360 66/10/15 Office of the Secretary of the Com 
mission Ip 61864 128 61864 120 

-9204290109 Comment on proposed rulos 10CFR2.1 9,20,30,31 ,32,34,35,39,40. 50,61 A 
70 ro stds for protection against radiation Opposes rulo 

SAEMANN.J Affiliation Nol Assigned 56FR23360 86/05/05 Docketing A Services 
Branch 1pp 61864 066 61064 066 

-9204200112 Comment on proposed rulos 10CFR2. 19, 20,30,3 1,32, 34, 35, 30,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

LADD.I Affiliation Nol Assigned. 56FR23360 86/05/06 NRC - No Detailed Atfiliallon 
Given 2pp 61864 067 61864 008 

-9204290117 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34, 35,39, 40, 50,61 A 
70 ro stds for protoction agair>at radiation 

CHRISTIANO.T Affiliation Nol Assigned S6Fn23360 86/10/15 Office of tho Socre 
lary of the Commission Ip 61864 120 61864 129 

-9204290132 Comment on proposed rules lOCFRZ, 10,20, 30,31, 32, 34, 35, 39, 40, 60,61 A 
70 ro slds for protection against radiation Opposes rule 

MCGULLOM.W, MCCULLOM.J. Affiliation Not Assigned 56Fn23360. 86/10/14 
Office of the Secretary of the Commission Ip 61064 130 61664 130 

—0204290136 Comment on proposed rulos 10CFR2, 19, 20,30,3 1,32, 34.35, 30,40, 50,61 A 
70 re stds for protoclion against radiation Opposes rule 

WELLMAN, G A Affiliation Not Assigned 56FR23360 86/10/15 Office of the Secre- 
tary of the Commission Ip 61084 131-61864 131. 

“9204290130 Comment on proposed rules 10CFR2, 19,20, 30, 31 .32,34,35,39,40, 50,61 A 
70 re stds for protoction against radiotion Opposes rule 

WELLMAN.CS Affifialion Not Assigned 56FR23360 86/10/15 Office of tho Secro 
tary of the Commission Ip 61 064 132 61B64 132 

-9204200140 Comment on proposed rules t0CFR2.1 0.20,30, 31 , 32.34, 35,39,40, 50.61 A 
70 ro slds for protection against radintion 

• Affiliation Nol Assigned 56FR23360 86/10/17 Office of the Secrelary of tho Com 
mission Ip 61864 133 61864-133 

-9204290144 Comment on proposed rulos 10CFR2, 19,20,30, 31, 32, 34,35, 39,40, 50,61 A 
70 re slds for protection against radiation 

SEPULVEDA.M Affiliation Not Assigned 56FR23360 06/09/20 Docketing A Serv- 
ices Branch Ip 61864 001-61864 091 

-0204290145 Comment on proposed rules 10CFn2, 10,20.30,31,32,34,35,39,40, 60,61 A 
70 re stds for protectign against radiation Opposes rule 

DALTO.CA,SUAN,SK Alfiliahon Nol Assigned 56FR23360 86/10/17 Office of tho 
Socrolaiy of Iho Commission Ip 61864 134-61864 134 

-9204290147 Comment on proposed rules 10CFH2, 10,20,30,3 1,32, 34, 35, 39, 40, 50,61 A 
70 re aids for protection against radiation 

RAYNIS.S, RAYNIS.P Affiliation Not Assigned 56Fn23360 09/09/29 Docketing A 
Services Branch Ip 61064 092-61064 092 

“9204290152 Comment on proposed rules 10CFn2, 19,20, 30.3 1,32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rulo 

SIMKINS.A. Affilialion Not Assigned 66FR233e0 86/10/17 Office of the Secretary of 
the Commission Ip. 61864 136 61064 135 

-9204290155 Comment on proposed rulos 10CFR 2, 19,20,30.3 1,3 2, 3 4, 3 5, 39.40, 50,61 A 
70 ro stds for protecfion against radiation 

SALITAN.LF Conlor for Farm A Food Research, Inc 66FR23360, 88/09/10, Docket- 
ing A Sorvices Branch Ip 61 064 093-61864 093 
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“&204290167 Commonl on proposed rules 10GFR2, 19. 2 0,30 .3 1,32,34, 35.39,40. 50.61 ■& 
70 re Stds (or proteciion against radiation 

ROBERTSON.E AfMiation Not Assigned &SFR23360 86/09/26 Docketing & Serv- 
ices Branch Ip 61B64 094 61064 094 

•-9204290160 Commanl on proposed rtfas 10GFR2, 19^20.30 ,3 1,32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

GUNSELMAU.D J Affiliation Not Assigned 56FR23360 B6/09/29 Docketing & Serv- 
ices Bran cti ip 61 B6 4 095-61664 095 

“'9204290105 Comment on proposed rules 10CFR 2, 19,20, 3 0.31 ,32,34,35.39,40. 50,01 & 
70 ro stds for protection against radiation 

GtTCHELBA, GltCHEUBA, GtTCHEL,ML Affiliation Not Assigned 56FR23360 
06/09/24 Docketing & Services Branch tp 61664 096 01664 096 

-9204290169 Commsnl on proposed rules tOCFR 2,1 9.80, 30, 31, 32, 34, 3 5, 39 .40, 50,61 & 
70 fe stds (Of proleciion against r&dtatm 

SMITHTOWM.MW Affiliation Not Assigned 56FH23360. 86/09/30 Docketing & 
Seivices Branch Ip 61 8B4 097-61864 097 

-9204290172 Comment on proposed rules 10 CFR 2 , 1 9,80. 30, 3 1,32.34, 35, 39,40, 50,61 & 
70 re stds for proleciion against radiation 

l_ADRADOR,T E Affiliation Not Assigned 56FR23360. 06/09/30 Docketing & Serv- 
ices Branch Ip 61 884 09 & 61664 090 

-9204290175 ComTTienl on proposed rules 10CFR2, 19, 20.30,3 1,32, 34, 35,39, 40. 50.61 & 
70 re stds for proteciion against radiation 

EDWARDS.PH AiMiali on Not Assigned 5eFB23360 68/10/02 Deckating & Services 
Branch Ip 61864 099 61664.099 

-9204290163 Comment on proposed rules 10CFR2, 19.80, 30, 3 1,32.34, 35, 30,40, 50,61 & 
70 re stds for protection against radiation 

COCHRAN.H Affiliation Not Assigned 56Fn23360 Q6/09/89 Docketing A Services 
Branch 3pp 61064 100 61664 102 

-9204290164 Cemmant on proposed rules 10CFR2, 19.80, 30, 3 1,32,34,35, 3 9,40, SO,G1 & 
70 ro stds for protection against radiation Opposes rule 

TURNER.Q Affiliation Noi Assigned 56FH23360 86/10/17 Office of the Secrolary 
of the Commission Ip 61864 136 61 1]&4 136 

-9204290186 Comment on proposed rulon 10CFR2.1 9.80, 30, 3 1,32.34, 35,39, 40. 50,61 & 
70 re stds for protection against radtn icon Opposes rule 

LAPPiN.B Affmahon Not Assigned 5‘ FR23360 00/10/17. Office of Iho -Secrolaiy of 
Ihe Commission Ip 61864 137 61664 137 

-9204299190 Commont on proposed rules tOCFR2,1 9,80,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

• Affiliation Not Assigned 56Fn23360 66/10/17 Offico of the Socrotary of Iho Com 
mission 1p 61064130 61664 138 

-9 29 4 2 901 95 Comment on proposed rutos 10CFR2, 19, 8 0.30,31 ,32,34,35,39,40, b0.61 & 
70 re stds (or protection against radiation 

ZEIQLER,M Affiliation Not Assigned 66FR23360 08/10/15 Offico of the Socrotaiy 
of the Commission ip 61664:146 61064.146 

-9204290200 Comment on proposed rules IOC Fn2,1 9,80.30.31,32,34,35,30,40, 50.61 & 
70 ro Sid'S for protoction against radiation 

VALDINI.M Affiliation Not Assigned 56FR23360 66/09/20 Docketing & Services 
Branch 4pp 61864 103-61 B64 108 

-9204290202 Comment on proposed rules 10CFR2, 10,80,30.31,32,34,35,30,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

STAPLETON. J AffillaUon Nol Assigned 56FR23360 08/10/07. Offico of tlia Socra 
la ry of the Commission Ip 61064 148 61664,146 

“9204290206 Commenl on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against ra-dletlon 

YOUNGER, P Affiliation Not Assigned 56Ffl23360 56/10/03, DockoUng & Soivicos 
Branch. Ip 6 1864. 107-61 064. 107 

-9204290209 Commenl on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 50,61 & 
7C re stds for prolocfion agairvst raoiation 

hfORNUNG,! Affiliation Not Assigned 56FR233O0 Q0/10/1t NRC • No Dotallod Af- 
filiation Given- Ip 61864 149 61664,149 

-9204290211 Comment on proposod luies 10GFR2,10,20,30,3l,32,a4,35.39,40, 50,61 & 
70 re aids for protection against radiation 

MCKENNEY.L Affiliation Not Assigned 5BFR83360. 06/00/20 Dochotlno A Sorvfcoa 
Branch 1p 61064 108 61864 106 

-9204290212 Commenl on proposed rulos 10CFF 2, 10, 20, 30, 3 1,32.34,35,39,40, 50,61 & 
70 re stds for proteciion against radiation. Opposes rule 

LININHAN.T Affiliation Not Assigned 66FR2a360 86/10/20 Offico of Iho Secrolaiy 
of the Commission Ip 61664 150 61064M50 

-920429021B Comment on proposod rules 10CFFI 2, 10.20, 30, 3 1.32, 34,35, 30.40. 60,61 & 
70 ro stds for protection against radiation 

PASFIELD.FM Affiliation Not Assigned 5BFR23360, 86/09/20 Docketing & Sorvicos 
Branch Ip 61004-109 61864.110 

-9204290218 Comment on proposod rulos 10CrB2, 19, 20,30. 3 1,32.34,3 5,39,40, 60,61 & 
70 te stds for protection against radiation Opposes rule 

STONE.EP, O'BRIENA, STONE.J B. Alfiliaflon Not Assigned 66FR23360 60/10/ 
20 Docketing & Services Branch 1pp. 61G64.139 61084 139, 

-9204260221 Comment on proposed rules 1 0CFR2, 19, 20,30,3 1,32,34,.35, 39,40, 60,61 & 
70 re aids for protection against radiation Ofyxjsos rule 

* Concerned Citiaena of Geauga County. OH 66Fn23360. 66/10/14. Offico of the 
Secretary of the Commission Ip. 61864<151-61064 151. 

-9204290223 Comment on proposed rules 10CFH2, 19,20,30.31 ,32,34,35,39,40. 60,01 & 
70 ro aids for protection against radiation 

BLACKBERRY.B Alf illation Not Asslpned 60FR2336O 06/10/03, Dockoliog A Sorv- 
icea Branch 1 p 61864, 1 1 1 -6 1 6G 4 1 11 

-9204290226 Comment on proposed rules 10CFR2, 19,20.30.31 .32,34,35,3 9,40. 60,61 & 
rare aids forprofocfion against radiation Opposoa rule. 

STAPLETON, S* Affiliation Not Assigned 66FRI23360, 06/10/07 Offico of the Socro' 
lory of Iho Commission Ip 61064:152-61664.162. 


“9204290227 Commont on proposed rules tOCFR2, 10, 20, 30, 31, 32, 34, 35.39, 40, 50,61 & 
70 xe stds for protection against radiation Opposes rule 

MOSS.K Affiliation Not Assigned 56FR23360 86/10/20 Docketing a Services 
Branch Ipp 61864 140-61064 140 

-9204290229 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32, 34,35, 39,40, 50,61 A 
70 re slds for protection against radiation 

KELLY.J- Affiliation Not Assigned 56FR23360 86/09/28 Docketing & Services 
Branch Ip 61864 112-61864 112 

-9204890230 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32, 34.35, 39,40. 50,61 A 
70 ro stds for protection against rodlation Opposes rule 

STAPLETOnJt Affiliation Not Assigned 56FR23360 86/10/07 Office of the Socre- 
lary of Iho Commission tp 61884 153-61064 153 

-9204890232 Commont or^ proposod rulos 10CFR2,1 9.20,30.31 ,32,34,35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BURLING.GW. Aflillation Not Assigned 56FR23360 86/10/14 Offico of the Secro- 
lary of the Commission Ip 61864 154 61064 154 

-920 4290235 Commont on proposed rules 10CFR2, 19, 20, 30,31,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protecUon agamsi ratfiafion Opposes rule 

RUNNION.M Affiliation Not Assigned 56FR23360 86/10/20 Docketing & Sotvicoa 
Branch Ipp 61864 141 61064 141 

-9204200237 Commont on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 ro stds tor protection against radiation 

OWENS.M Arilllaiion Not Assigned 56FR23360 80/ 10/07 Docketing & Services 
Branch Ip 61864 113 61864 113 

-9204290238 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

COUNDRA.A Affiliation Not Assigned 56FR23360 06/10/14 Office of the Secre 
tary of the Commission Ip 61064*155 01864:156 

-9204290240 Commen.1 on proposed ruloa 10CFR2, 19, 20, SO, 31, 32, 34, 35,30,40, 50,61 & 
70 re stds for protoction against radiation Opposoa rules 

RICHARDSON. P Affiliation Not Assigned. 66FR23360 86/09/09 Docketing & Sorv 
Ices Branch 1p 61663 006 61863 006 

-9204290244 Commenl on proposod rulos 10CFn2, 19,20,30,31 .32,34,35,39,40, 50, 61 & 
70 re stds for pirotoction against radlalion Opposes rule 

FOX.H.A , FOX.J Affillalion Not Assigned 5GFR23a0O 80/10/20 Docketing & Sorv- 
icos Branch Ipp 61664 142 61864 142 

-9204290247 Comment on proposod rules 10CFR2,10,20,30,31,32.34,35,30,40, 50,61 & 
70 re stds for protoction against radiation 

BOERRIGTER.E Affiliation Not Ab signed 66FR233b0. 86/10/20. NRC - No Dalallod 
Affiliation Given Ip 81664 166 61064 156 

-9204290249 Commont on proposod rulos lOCFRa, IQ, 20.30, 31,32.34, 35.39, 40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

* Affillalion Not Assigned, 66FR23360 80/09/16 Docketing & Qon/lces Branch Ip 
61603 OOA61663 0O7 

-9204290262 Commenl on proposed rulos 10CFR2, 19,20.30,31, 32, 34, 35, 39, 40, 50,61 A 
70 ro aids for proieciton against radiaffon Opposoa ruto 

O’NEIL, a A Affiliation Not Assigned B6Fna3360 80/10/20 Docketing & Services 
Branch Ipp 61064 143 61864 143 

-9204200267 Common! on proposod rulos 10CFR2, 10.20.30, 31, 32.34, 35.39, 40, 50.61 & 
70 ro stds for protoction against radiation Opposoa rules 

STRAW.J0 Affiliation Not Assignod 50FR2336O 86/09/02 Docketing A Services 
Branch Ip 61063 008-61863 008 

-9204290280 Comment on proposed rulos 10CFn2, 19, 20, 30, 31, 32, 34, 35, 30, 40, 60,61 & 
70 ro slds for protection against m dial! on Opposes rulo 

0'NEIL,FE Affiliation Not Assigned 66FR2330O 80/10/20 Dockoting & Services 
Branch, Ipp 61064 14 4 61064 1 44 

-92042902GB Commont on proposod rulos 10CFR2, 19.20,30,31,32,34,35,39,40. 50,61 & 
70 ro slds for protoction against radiation Opposes rulo. 

LEWANSKI.J Affiliation Not Assignod 56FR23360 06/10/14 Docketing & Sorvicos 
Branch. Ipp 61864*143 61064 1 45 

-9204290273 Comment on proposod rulos 10CFR2,1 0,20,30.31,32,34,35,39,40. 50,61 fi 
70 re Btds for protection against radiation 

ROSE.WT. Affiliation Not Assignod S6FR23360, 88/10/10 Office of Iho Secretary of 
the Commission, Ip, 61064.167.01064,157 

-02942902&3 Comment on propooed rules 10CFR2, 10,20,30.31,32,34.35,30,40, 50,61 & 
70 ro stds for protoction against radiation. 

AVERY Affillalion Nol Assignod. B6Fn2O30O. 06/10/20 Offico of Iho Socrotary of Iho 
Commission tp, 61084 166 61864 168 

-9204200296 Comment on propoaod rules 10CrR2.1 9,20,30,3 1.32,34,35,30,40, 60,61 a 
70 re stds for protoction against rediation Onposo rulos 

MELILLO.O Affiliation Not Assigned. 66 Fn 2336 D, 86/09/16 Dockoting & Services 
Branch. Ip 61863 009 61863 000. 

-9204280297 Comment on proposed rulos 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39.40. 60,61 & 
7C ro slds for protecdon against radfaflon 

BISHOP, D.A Affiliation Not Asaigneci. 50FR2336O, 06/08/09 Docketing & Sorvicos 
Branch 2pp. 61063 010 61663 011. 

-9204290301 Comment on proposed rufos 10CFR2, 10, 20, 30, 31, 32,34. 36, 30, 40, 50,61 & 
70 ra aids for protection against radiation Oppose rules 

* Affillalion Not Assigned 60r'R2d3QO 06/09/10 Dookoling & Sorvicos Branch. lp 
61863,013 61883 013, 

-92Q4200303 Comment on proposed rulos 10CFR2, 10, 20, 30, 31 ,32,34,35,39.40, 60.61 & 
70 ro aids for protoction against radiation. Oppose rules 

CUN NINGHAM.V. Affiliation Not Assigned d6Fn23360 66/09/16 Docketing & Serv 
ICQ9 Branch Ip 61063 014>ei063:014 



NUNQOUKbTbD M bMb 


-9204290307 Comment on proposed rules lOCFR2.19,2O,3O,31,32,34.35.39.<t0, 50,61 & 
70 re stds for protection against radiation Oppose rules 

PECK,H Affiliation Not Assigned 56FR23360 86/09/12 Docketing & Services 
Branch lp 61863 015 61863 015 


■9204290375 Comment on proposed rules 10CFR2. 19.20.30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

BERG.W Affiliation Not Assigned 66FR23360 86/10/08 Docketing & Services 
Branch Ip 61064 119 61864 119 


■9204290312 Comment on proposed rules 10CFR2, 19.20.30.3 1,32.34,35, 39.40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

SMITH, SJ Affiliation Not Assigned 56Fn23360 86/09/11 ZECH.LW Commission- 
ers (Post 750119) ip 61863 016-61863 016 


-9204290378 Comment on proposed rules 10CFR2.19,20.30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

BERNSTEIN, R , MACLEAN, R A , MILLER, H L Texas, Slate of 56FR23360 86/08/26 
Docketing & Services Branch Ip 61864 175 61864 175 


-9204290316 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

COULIADES.J Affiliation Not Assigned 56FR23360 86/08/21 Docketing & Services 
Branch Ip 61864 167-61064 167 


-9204290380 Comment on proposed rules l0CFn2,19,20,30,31,32,34,35,39,4O, 50,61 & 
70 re stds for protection against radiation 

SUIECKI.J A^illatlon Not Assigned 56FR23360 86/10/09 Docketing & Services 
Branch Ip 61864 120 61864 120 


-9204290319 Comment on proposed rules 10CFR2, 19, 20,30.3 1.32.34,35,30.40, 50,61 S 
70 re stds for protection against radiation Opposes rule 

BRADLEY.M Affiliation Not Assigned 56FR23360 86/08/27 Docketing & Services 
Branch Ip, 61864 168-61664 168 

-9204290323 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DARLING.D Affiliation Not Assigned 56FR23360 86/08/25 Docketing & Services 
Branch Ip 61864 169 61864 169 

-9204290327 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 60,61 & 
70 re aids for protection against radiation 

KLUQE.H Lakeland Audubon Society, Inc KLUQE.H Affiliation Not Assigned 
56Fn23360 86/09/10 Dockeling & Services Branch 4pp. 01863 017-61663 020 

-9204290328 Comment on proposed rules 10CFR2, 19.20, 30,31 .32,34,35,30.40. 50,61 & 
70 ra stds for protection against radiation 

LAFORGE.J Affiliation Not Assigned 56FR23360 86/10/01 Docketing & Services 
Branch ip 61864 114 61684 114 

-9204290329 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,36,39,40, 50,61 & 
70 ro stds for protection against radiation Oppose rules 

ZWIN.PW Affiliation Not Assigned 56FR23360 66/09/18 Docketing & Services 
Branch 1p 61863 021-61863 021 

-9204290331 Comment on proposed rules 10CFR2,1 9.20,30.31 .32,34,35,39,40. 60,61 & 
70 re stds for proteclion against radiation. 

STONE, CE Affiliation Not Assigned 56FR23360 86/10/06 Docketing & Services 
Branch 1p 61064 115 61864 115 

-9204290332 Comment on proposed rules 10CFR2. 19,20.30, 3 1,32, 34, 35, 30, 40, 50,61 & 
70 re stds for protection against radiation. Opposes rule 

ZWIN.PT Affiliation Not Assigned 56FR23360 86/09/18 Docketing & Services 
Branch Ip 61863 022-61663 022 

-9204290341 Comment on proposed rules 10CFR2,1 0,20, 30,3 1,32, 34,35,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

LOHR.L Affiliation Not Assigned 56FR^3360 86/08/25 Oookotlng & Services 
Branch ip 61064 170 61064-170 

-9204290342 Comment on proposed rules 10CFn2,1 9,20,30,31 ,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation 

ADAMS, M Affiliation Not Assigned 56FR23360 08/10/01 Docketing & Services 
Branch. 2pp 61864 11 7-61064 116 

-9204290344 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

WESTFALL.R G Affiliation Not Assigned 56FR23380 06/09/28. Office of the Secre- 
tary of the Commission Ip 61064‘lB9 61064 159 

-9204290347 Comment on proposed rules 10CFR2, 10,20, 30, 3 1,32, 34, 35, 39, 40, 60,61 d 
70 re sids for protection against radiation. 

PIEPER.C Affiliation Not Assigned 56FR23360 06/09/02 NRC - No Detailed Affili- 
ation Given Ip. 61064,160 61 064’ 160 

— 92C4290350 Comment on proposed rules 10CFR2, 19, 20, 30,31,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radial ion .Opposes rule. 

GOLDBERQ.M C Affiliation Not Assigned 56Ffl23360 86/00/25 NRC • No Detailed 
Affiliation Given. Ip 61064*161 -61664 161 

-9204290352 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

SCHNEIDER.C House of Rep SCHNEIDER,C. Affiliation Not Assigned. 56Ffl23360 
06/08/19. ZECH.L.W Commissioners (Post 750119) Ip 61864 171-61864 171 

-9204290357 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protoction against radiation 

SCHROEDER.H.A Affiiiatron Not Assigned 56FR23360. 06/09/02 NRC • No De- 
tailed Affiliation Given 1p 61864 162-61084.162. 


-9204290387 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAIO.K Affiliation Not Assigned 56FR23360 86/10/06 NRC - No Detailed Affiliation 
Given Ip 618G4 201 61864 201 

-9204290393 Comment on proposed rules 10CFR2, 10.20, 30, 31, 32.34.35, 39, 40, 50.61 & 
70 ro aids for protection against radiation Opposes rule 

WILLI AMS, M C Affiliation Not Assigned 56FR23360 86/08/19 Docketing & Services 
Branch 10pp 61064 178-61864 103 

-9204290395 Comment on proposed rules 10CFR2, 19,20.30, 31 ,32,34,35,39,40, 60,61 & 
70 re stds for protoction against radiation 

PEDERSEN ,G., PEDERSEN, A Affiliation Not Assigned 56FR23360 86/10/09 Office 
of the Secretary of the Commission Ip 61864'202 61064 202 

-9204290401 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Oppose rule 

GOODE.M Alfilialion Mol Assigned 56FR23360 86/10/06 Office of Ihe Secretary of 
Iho Commission lp, 61064 203 61864’203 

-9204290405 Comment on proposed rules 10CFR 2, 19, 20.3 0,3 1,32 .34,35.39, 40, 50,61 & 
70 re stds for protoction against radiation Opposes rule 

SKIBBEE.P L , SKtBBEE,J R Affiliation Not Assigned 56FR23360 86/10/10 Docket- 
ing & Services Branch lp 61064 194-61864 104. 

-9204200409 Comment on proposed rules 10CFR2,1G,20,30,31,32,34,35,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

OWEN.B Affiliation Not Assigned 5GFR23360 66/10/09, Docketing & Services 
Branch. Ip 61864 195 61864 195 

-9204290411 Comment on proposed niles 10CFR2, 19, 20, 30,31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation , 

BRENNER, R A. Affiliation Not Assigned 56FR23360 88/09/06 NRC - No Detailed 
Affiliation Given lp 61604,204-61064 204 

-9204290413 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32, 34, 35, 30, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

‘ Affiliation Not Assigned 56FR23360 06/10/15 Docketing & Services Branch lp 
61864 19e 61064’196 


-9204290414 Comment on proposed rules 1OCFR2.19,2O,3O,31,32,34,35,30,4O, 60,61 & 

70 re stds for protection against radiation ^ 

MARTIN, C Affiliation Not Assigned. 66FR23360 06/10/06 NRC - No Detailed Affili- 
ation Given lp. 61064 205-61064 205 

-9204290418 Commenl on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for proteclion against radiation ^ ^ 

HICKMAN.JB Affiliation Not Assigned 56FR23360 86/10/06 Office of the Socrataiy 
of Ihe Commission. Ip 61664.206 61864 245 


-9204290420 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30,40, 60,61 S 

70 re stds for protection against radiation Opposes rule . 

JOHNSON, e , JOHNSON, R Affiliation Not Assigned 56FR23360 86/10/09 Docket 
Ing & Services Branch lp 61064 197-61064 197 


■9204290425 Comment on proposed rules 10CFR2, 10,20, 30,31 ,32,34.35,39,40, 50,61 & 
70 re stds for prolection agafnst radiation Opposes rule . „ . . 

* Affiliation Not Assigned, 56FR23360 86/10/16 Docketing & Services Branch Ip 
61864’199 61064 199 


-9204200431 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39, 40, 60,01 & 
70 ro stds for proteclion against radiation Opposes rule 

LORD.WS Affiliation Not Assigned 56Fn23360 86/10/15 Docketing & Services 
Branch lp 6 1864:200-61864 ’200 


-9204290361 Comment on proposed rules 10CFR2,1 9,20,30, 31, 32, 34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule, 

HALVORSON.A Affiliation Not Assigned, 66Ffl23360 06/00/25. Docketing & Serv- 
ices Branch. Ip. 81664 173-61 064- 173 


-9204300234 Inlorms that Commission will be holding public meeting on 881 1 10, lo con- 
sider NRC recommendations for (Inal revs lo 10CFH20 . 

GUNTER, JW Environmental Protection Agency /VA38-2 0800 86/11/03, CHILK.S J 
Office of the Secrolary ol tho Commission lp 61664 246 61864.240 


-9204290362 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,39,40, 60,61 & 
70 re aids for protection against radiation 

PULS.M. Affiliation Not Assigned 6eFfl23360. 86/09/01. Office of Ihe Secretary of 
lha Commission. Ip. 61864 163-61064’163 


-9204300242 Supports procedure employed by Commission In developing proposed 
changes to 10CF^20, *'Std3 for Protoction Against Radialion ” ^ 

JOHNSON, C.J Nuclear Fuel Services, Inc /C\30-2O081. 0B/11/11 ZECH.LW, Com- 
missioners (Post 7501 10). 0pp 61064 247 61064’252 


-9204290364 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32, 34, 35, 30, 40, 50,61 ■& 
70 re stds for prolection against radiation Opposes rule, 

DAVIS Affiliation Not Assigned 56FR233eo. 86/00/26 Docketing & Services Branch. 
1p 61864.174-61864.174. 

-9204290365 Comment on proposed rules 10CFR2, 19, 20.30.31, 32, 34,35.39,40, 60,61 & 
70 re stds for protection against radiation 

FLECK.M Affiliation Not feigned 66Fn23360. 06/00/30 NRC • No Detailed Affili- 
ation Given. 2pp 61864*164-61864.165 


-9204300265 Discusses Commission meeting on finalization of radiation aids. 
D'ARRIGO.D. Nuclear Informalion & Resource Service AA38-2 0882. 88/11/20 
ZHCH.U Commissioners (Post 7501 10) lp 61864*263 61064 253 


-9204300274 Forwards Les Slaback Quostions re proposed 10CFR20 that currently 
being considered but not yet published for common! 

PITCHFORD.TL Affiliation Not Assigned AA30 2 0083 80/03/07 ROECKLElN.A 
NRC - No Detailed Affiliation Given. 5pp 61 664 254-61 064.262. 


-9204290373 Commenl on proposed rules 10CFR2,1 9,20,30,31 ,32,34,36.39,40, 50,61 & 
70 re stds for protection against radiation. 

* Affiliation Not Assigned. 56FR23360 86/08/29 Office of the Secretary of Ihe Ck)m- 
mlsslon 1p 61864 166-61064 166 


-9204300306 Discusses lachnica! progress rept 1 for contract No NRC-04 09 067, 
“Technical Assistance f-or Part 20 Implamentalion “ 

YBARRONDO.L J SCIENTECH, Inc AA3B-2 0007 89/08/01 HAGEY,H Division of 
Contracts & Property Management (Post 890205) 6pp 61864 283 81864*305 
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-->9204300317 Flequesl eitlensionciit aominont period on radiation stda regulations 
D’ARRIGO.D iNucloar Information & Resourca So/vice AA3B'2 0090 66/04/10 
ALEXANDER*R,E* Office of Nuclear Regulatory Rosoarch (Post 860720) 7pp 
61664 306>61871 210 

-9205060156 Submits hst of five items ra draft 8RM on Part 20 Imptennentation dales 
MORRIS, B NRC - No Detailed Affiliation Givon AA30-Z 0876 90/t0/26 COOL.D 
NRC - No Dalallcd Affiliation Given 40pp 61856 280-61856 354 

-9205110206 Comm am on proposed rules 10CFR2, 1 9.20,30,31.32,34.35,39.40. 50,61 a 
70 re aids for prolocUon against radiation 

KOCHERY.tA Afftliatiorv Not Assigned 56FR23360 86/05/13 Oocltellng a Services 
Branch Ip 01871,211 61871211 


-8605160627 Fonvards commenls on proposed rev to 1OCFR20, "Need for Change in 
Neutron Quality Factors ” ■ 

Inspection Programs.lE (850212-370413) AA3B-2 0023 86/05/ 
12 GOLLER.KR Division of Radiation Programs & Earth Sciences (640429-860720) 
8pp 61843 286 61043 291 

«861 1130377 Submils addi commenls on Subparl H of proposed 10CFR20 rev, includ 
mg concorns w/loophola addrossed m e€04ll memo.uso of protection factors S 
omeraericy use of rospfralors 

BAER.RL Enqlneoring & Genoric Communications Br.Div Emerg Prep & Enainoerinq 
Rosponse.lE M30-2 0029 06/11/10 AUEXANDER.R.e Office of fjucrear Requia 
lory Research (Post 860720) 2 pp 61843 332-61843 34 G. ^ 


-9205110209 Comment on proposed rut es 1QCFR2, 10,20,30.31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Supports rulos 

POTOC!K,DP. Afliliation Not Assigned 5BFR2336Q 06/05/13 Docketing & Servicos 
Branch Ip 61871,212 61871 212 

-9205110211 Comment on proposed rules 10CFH2. 19,20,30.31.32.34,35,39.40, 50,61 & 
70 re slds forprotocllon against radiation 

HERD.E Affilialion Not Assigned 56FR233B0 80/05/15 Dookoltng & Services 
Branch Ip 61871:213 61871 213 

-92051 10216 Comment on proposed rules 10CFR2,1 0,20.30.31,32,34.35.39.40. 50,61 & 
70 re stds for protection against radiation 

STRONG, T R Washington. Slato o( 56Fn23360 83/05/12 Docketing & Services 
Branch Ip 61871-214-81 871 214 

-9205119220 Comment on proposeol rulos 1DCFR2.1 0,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for prelection against radiation 

HORVATH, K,1 Affiliation Not Assigned 56FR23360, 86/05/15 Office of iho Socro 
tery of the Commfssfon fp 6f67f'lf5 6W?i 216. 


-8701280265 Forwards Ofc of General Counsel 861023 & 670113 memos ra views on 
10CF=n20 201(b) & 20401 (Form 5) Into incorporated in haallh physics UsTlion 
file Revised draft info notice end w/07Ol 13 memo separately dislributed 


-8701280260 Responds to request for views on enforceability of 1OCFRZ.0 40 1 r© 
whether regutalion requires licensee to follow instructions on Form 5 Position taken by 
region in cllinq Eicensoe for Inadequate recording of doses supported. 

UEBERMAN.J Assistant General Counsel for Enforcomont AA30-2* 0044 67/01/13 
MCKEE, P,F Operating Reactor Program Br.Div of Ihspectlon Programs.lE (850212 
670413) 6pp 6tG44 040-61844 050 ^ ic c 


-8704160096 Comments on draft EDO decision paper for IOCFR20 rulamakmg, per 
670331 memo Proposed Altemallve 2 would not achieve changes to Part 20 support- 
ed by ma)ority of staff Suggests that RES convene working group 
PARTLOw.JG. Divof Ir^spoclion Programs.lE (850212-070413) AA38-2 0060. 87/04/ 
10 ALEXANDER, RE Safoly Roseorch Application Branch 1p 01644 159 61844 219 


>9205130014 Forwards draft rov to 1DCFR2Q for review & comment Response requost 
Bd by 8801 13.W/0 encL 

NUSSBAUMER.DA, Assistant Director for Slate Aoroemonts Prooram, AA3D-2 1134 
87/12/23 Affiliation Not Assigned Ip, 61846, 310-61046 3l8 


-8712100314 NENS/OSART/87/12 ’’Operational Safety of Nuclear Installations” 

* Inter naiionaf Atomic Energy Agency AA3B-2 0149 67/10/31 50 pp 61850 027- 

61850 077 


-8490310085 Recommends RES change specific roqiiifomont of 10CFR20»App A re 
respiralory regulalfen. Requirement should be more generic & less proscrintivo 
BAER.RL Engineering 81 Qenenc Communications Br.Div Emerg Prep & Engineering 
Response, IE. AA3a>2 0024 04/OB/27, ALEXANDER, R,E Occupational Radiation Pro 
lecllen Branch 3j)p 61843 292-8 1043 295 

-8504220322 Comments on draft Part 20, Subpart H Existing basia for good 
equIpmenLcoupled w/recommended beard prohibitlon.sheuld continue to bo fun da 
menial 

BAER.R L Engineering 81 Qenenc Communications Br.Div Emerg Prop & Enoinoonng 
ResponseJE AA3B2 0026 85/04/11 MILLS.W Health Effects Branch 9pp 
61843,290 61643,304. 


-8802260117 Forwards commenls of 871209 draft rev of 10CFR20 Concurs w/lan- 
guage of proprosod rule, pending resofution of commenls Proposed rule adequate ro 
rosplralory protection program 

CONGEL.FJ Division of RadSallon Protection & Emorgency Preparedness (Post 
670411) AA3Q-2 0090 00/02/12 MORRIS, B.M Division of Regulatory Applications 
(Post 870413) Opp 61G46 066 61840 074. 


-8803210362 Forwards draft of responses to help Part 20 working group respond lo 
public comments in respiratory protection area per H Patorson roquest. 

WfQQINTON.J Office of Nucloar Roactor ReguJaliofi, Diroctor fPosl 870411) AA30-2 
0100 80/03/17 ROECKLEIfM.A Office of Nuclear Ragulalory Research (Posl 
660720) 3pp 61847 104-6ie47 207 v x a i 


-0508020278 Commonis on proposed rule 10CFfl20 re applicability during 
omargenciBS Disagrees w/RES position of Sociion 20 0, "Conditions of Exposure" 
Changes In wording needed, including dollrktlon of "omorgoncy” Agrees w/basic 
intent 

BAER.R.L Engineering A Generic Communlealions Br,DJv Emerg Prop & Enninooring 
Response, IE. AAOa 2 0027 65/07/20 ALEXANDER.R Hoallh Effecla Branch 4pp 
61843 305 61643307 


-8803300481 Informs that draft 10CFR20 rav reviewed by dwa w*lWri NMSS & detailed 
commonls provided lo NMSS contacl on Pori 20 Working Qroup.par 871211 
fonuost OfG }ovo} concurrence abonid be on schedule tor Apr 

CIINNINQHAM.R E Division of Indus Iriat & Medical Nuclear Safoty (Post 870720) 
AA3B'2 0093 QO/01/20 MORRIS, B Office of Nucleaf Ffegulalory Research (Post 
660720) 2pp 61846.052-61846,052 ^ '■ 


-8602120515 Informs that staff will bo reviewing propcsod rev to 10CFR20 during com 
men! period Region I should undoriako similar rovlow 

PARTLOW.J G Div of fhapocllcn Programs.lE (850212*070413) AA3Q-2 0007. 86/02/ 
06 MARTIN.T.r. Region 1 (Post 020201) 2pp 61042 264 61042 260 

-8803240347 Forwards proposed rev lo lOCFnZO, "Stds for Protoclion Against Radi 
ation," to aid In davolopmonl of rariiatioh protection procoduros.por 860124 
roqueat Copy of draft regulations requested W/o oncl 

ALEXANDER.R E. Office of Nucloar Rogutatory flGaoerch, Oiroclor (Pro 660720) 
AA38’2 0010 aa/03/03 VALENTIN, d. Sweden, Oovl of Ip. 61842 287‘61 842 267 

—8803240369 SECY-fifi 048 Provides backfil analysla for 10CFR20 proposed rule for 
Commission review 8 approval for publication in FR (or public comment 
STELLO.V, Ofc of the Executive Director for Onorotiona 6eFR23360. 66/02/10 
3D6pp 61646319*61647 042. 


-8803250208 Forwards proposocl rev lo I0CFR2O, "Stds for Protoclion Agninsl Radi 
ation, per 860202 request.Rov bollovod to bo cor^siatont w/jualificallon & opUmka* 
tion piinclptes of Inti Commission on Radiolonical Protection 

of Nuclear Ronulalery Rosoarch, Diroctor (f>re 860720) 
AA38 2 0017. 86/03/13 WARNECKEIe. Qormany, Fodoral Ropublfo of Ip. 
61642 339 61642039 ' 


-8683250276 Advises that public msollngs for proposod major rov to 10CFH20 will bo 
considered at close of public comment porlotl lo permit Incorporation of wrilton com 
nanis or structuring of appropriate agenda 

0* Nuclear Regulatory Research, Director (Pro 660720), AA3a 2 
0016. 66/03/12 GRACEJN Region 2 (Pest 820201). 2pp, 01 842 3 37*6 184 2 336 

logai accuracy & slg.iificanco of oncl tO Broes 
comment on malor rov lo 10CFR20 pubtlahod fn 
FR on 660100. ' 

Nuclear Regulatory Rosoarch, Diroctor (Pro 800720) 

B«0701)X 

*hforms of annual Indopondeni regulatory rovjovrf of rulomaWnn lo roviso 
10CFR20. Proposed rule published In 860109 FRRoviow poalponod until efoso of 
comment period on 660512, 

Nuclear Regulatory Rosoarch, Diroctor (Pro 860720) AA38 2 
61042 334^6^84^2 335^^^^'^' ^ ^ Exocutivo Diroctor (or Oporallons 2pp 

-8805070430 Responds to queatlorjs fn 860416 Itr.Licansooa ©xpocted to keep expo- 
sures to membora of pu^lc below 0.1 ren/yr unless olhorwlso authoriied Comments 
on pri^aad revs to 10CFR20 requested, 

^ Mansgemem Branch [880326- 

Dock S; tMiiSeZJooi 


-8805260382 Advi&oa of one significant conflict botwoon 29CFR1910 134, "Rospiratory 
Frotoctlon" &. oxisling draft Pari 20 rosplralory section NIOSH does not certify afriino 
rospfralor for uso fn fOLFf aroas 

WIQGINTON.J Office of Nuclear Roactor Regulation, Oirector (Post 870411) AA38 2 
0116 00/05/16 PETERSON.H Office of Nuclear Roguiatory Rosoarch (Post 
660720) Ip 61040 036-61846 030 

-8809220021 Forwards commonls on review of language of 10CFR20 nJlemaking pack- 
age dtcl 000026 

CUNNINQHAM.lJ Radiation Proloctlon Branch AA3B-2 0131 8Q/O9/IB 
rtOECKLEIN.A K. Radiation Protoclion & Health Effacts Branch 6pp. 61040 206- 
61640>211 

-8809260108 Concurs in promulooHon of draft rule a a otficial amend to 10CFR20 
fulemaWng Simgosllons (or Improvomont transmitted under separate cover 
GILLESPIE, Fp Pronromi Managomont, Policy Devolopment & Analysis Staff (Post 
670411) AA3a*a 0133. QO/00/22 BECKJORD.ES Orflco of Nuclear RGoulatory Re- 
search (Post 860720) ip Qt846‘214-6l840 214 

• 8809300170 Concurs w/rulomaking for 10CFR20 pending resolution of issues raised 
prior to transmiUai to Commission 

THOMPSON.H.L. Office of Niicloar Material Safoty & Safeguards /^3B.2 0132, 88/ 
00/21 DCCKJORD.E S Office of Nuclear Regulatory Rosoarch (Post 800720) 2pp 
61848 212*01848 213 

-8901300338 Requasls that rog guide on control of accoss lo veiy high radiation areas 
bo p/oparad,paf SECV-OC-afo 

CONQtL.FJ Division of Radlatior^ Proloction & Emeirgeacy Preparedness (Post 
670411) AA30-2 0163. 00/01/13 GILLESPIE.F.P. Program Managemerit, Policy Do 
volopmont & Analysis Staff (Posl 870411) 78 pp 61851 :OQl-61851,1 56 

“8902090406 Forwards commorita on rov of 10CFR20 Commonls both substantive & 
Qdllorlal 

BECKER, JM Office of the Gonorol Counsel (Post 000701) AA30-2 0078 80/01/07 
MORRIS.B Division of Rogulalory Applicatbns (Post 870413). 6pp. 61845 309 
61045 314> 

"6902270444 OIsccubob procedure for controlling & accounting for radiation exposure 
of NRC omployoGs 81 contractors Afthough doses Incurred by NRC empfoyoos well 
below rogulatory limits guldanco In Manual Chapter 0524 not being followed 
STELLOy Ofc of the Exocutivo Diroctor for Operaliorva AA38-2 0160 89/02/17 
Commlasionora (Post 760110). eapp 61851,239 01651 320 

-6&O321DQ0O Advises that 10CFR 19.13(e) does not require reporting of bioassay data 
or olhor Info on intakes of radioactive matl. 

CUNNINQHAM.LJ Radiallon Proloction Brartch. AA38-2 0175. 89/03/13 

DELLAMY.RR. Rogioh 1 [Post 820201) DECKER ,T. Region 2 (Post 020201) 
QBEQER.L R. Region 3 (Post 020201) 6pp 61862 065- 01 B 52.060 
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-‘6904100297 Responds lo 890126 memo re record rotentton for ex-licensee after ti 
cense has been terminated Ex-licensee not required to retain records under Part 20 of 
NRC regulation or proposed regulations 

JEHLE.P Office of the General Counsel (Post 860701) AA3B‘2 0171 89/02/27 
MILLER.CL Standardization & Non-Powor Reactor Proioct Directorate (870411- 
890729) 2pp 61852 042 61852 043 

-8905240560 Forwards draft notice to federal agencies w/NRC licenses r© potential 
conflicting requirements between new federal guidance on occupational radiation con 
trol & existing Part 20 requirements Comments by 870030 requested 
ALEXANDER, R E Radiation Protection & Health Effects Branch AA3B 2 0084 87/ 
OB/25 BROWNING.R E Division of High-Level Waste Management (Post 870413) 
7pp 61844 350 61844 355 

-8906150045 Responds to 890517 request for review of end draft Commission paper 
ro 10CFR20NO legal objection lo paper In order to Inform Commission of aulnor 
viows.hsted paragraph should be added at ond of Commission paper 
TREBY.S A Assistant General Counsot for Rulomaking & Fuot Cycle AA30 2 0184 
89/05/22 BECKJORD.E S Office of Nuclear Regulatory Research (Post 8G0720) 
8pp 61853 023 61853 077 

“8906220066 Informs of NRR concurrence on Part 20 policy paper, per 090517 memo 
GILLESPIE, F P Program Management, Policy Development & Analysis Staff (Post 
870411) AA38-2 0106 89/05/30 BECKJORD.ES Office of Nuclear Regulatory Ro 
search (Post 060720) 21 pp 61853 081-61853 121 

“8906290452 AdvisGS that NMSS concurs W/10CFR20 policy paper re issues of alter- 
native methods of assessing.recording & controllinn internal doses & inability of U re 
covery facilities to comply w/App B values for Rn-222,por 090517 request 
BERNERO.R M Office of Nuclear Material Safety & Safeguards AA38-2 0189 89/ 
06/08 BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) Ip 
61B53 248 61853 250 

“8910120217 Discusses proposed reg guides lo supp) revised 10CFR20,pGr 890306 
memo Fuel cycle guide warranted & development supported Reg guide for mails II 
cemees would not be of great utility 

CUNNING HAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
AA38-2 0208 80/09/20 MORRIS, B M Division of Regulatory Applications (Post 
870413) Ip 61854 075 61054-075 

“8G 12220043 Forwards draft momo ro applicability of 10CFR20 to occupational radi 
alien exposures resulting from radon & radon progency at nuclear power plants 
CUNNINGHAM, LJ Radiation Protection Branch AA38-2 0216 89/12/14 

HICKEY, JW Oporalions Branch 19pp 61054 322 6 1854 342 

“9003060277 Provides comments on memo for NRC regions re applicability of 
10CFR20 lo occupational radiation exposures Radon & radon progeny are natural 
background sources unless from radioaclivo decay of licensed mall within 10CFR20 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle AA38‘2 0220 
90/01/25 CONGEL.FJ. Division of Radiation Protection & Emornency Preparedness 
(Post 870411) lipp 61855 016 61055 020 

“9005210135 Fon^/ards comments on review of draft radiation protection Reg Guides 
ON1,8N4B,8N6,ONO a flNIO 

CUNNJNQHAM,L J Radiation Protection Branch AA3B-2 0227 90/05/16 

VIRQILfO.M J Policy Development a Technical Support Branch (Post 870411) 35pp. 
81855 224-61855 260 ' 

“9005290081 Commenls on review of fisted reg guides for revised Part 20, Including 
a,N 4b, “Interpretation of Bloassay Moasuremenls" a 0 N 5, “Crllerla a Procedures 
for Summation of Internal a External Dose " 

CLJNN1NGHAM,R E Division of Industrial a Medical Nuclear Safety (Post 870720) 
AA30-2 0226 90/05/04 MORRIS,B M Division Of Regulatory Applications (Post 
870413) 6pp 61 B55 21 8 01855 223 

“9101220141 Forwards draft memo responding lo questions raised concerning regula- 
tory position ro assessment of licensed mall at nuclear power plents that appear to 
have resulted from Ingestion rather than Inhalation 

CUNNINGHAM.LJ Radiation Pfolocllon Branch AA38 2 0253. 01/01/10 

JOYNER, JH Region 1 (Post 020201) lOpp 61859 034-61859 043 

“9106230087 Discusses use of regulatory positions In reg guides for assessing compli 
anco w/new part 20 

CUNNINGHAM,L J Radiation Protection Branch AA30 2 0267. 91/05/16 

L1EBERMAN,J Ofc of Enforcement (Post 070413) 5pp 61859 288 61859-292 

“0204060346 Discusses changes for final 10CFR20 packago.Suggosted approach for 
separate radon limits for Lf recovery licensees will allow rule to go forward while 
matter beinpoddressed 

DRAGONETTE.K Office of Nuclear Material Safely & Safeguards AA30-2 01 $4 88/ 
12/18 PETERSON,H Office of Nuclear Regulatory Rosearch (Post 860720), 05pp 
61050 203-61851.046 

“9204060387 Proposed rule 10CFR2,19,20,30,31,32, 34, 35, 39.40.50.81 & 70. “Stds for 
Protociion Against Radiation ’’ Rule would provide requirements for protocllon of Indi- 
viduals exposed lo ionizing radiation from routine activities licensed by NRC 
QRIMSLEY.DH Office of Administration (Post 890205) AA30-2 0002 06/01/02 
250pp, 61040 072-61841 208. 

“9204060389 Requests papers for Health Physics Society mid yr topical meeting on 
900204 08 in Atlantic CIly.NJ re risks Reg guides 8 29 & 8.13 will be revised as result 
of major rev of 10CFR20 

ROEGKLEIN.A K. Radiation Protection & Hoalth Effects Branch AA3B-2 0157 00/02/ 
14, GHRISTMAN.EA Rutgers, New Jersey, State Univ of, Piscataway, NJ. Ip 
8ie5V047-61B51 047 

“9204070001 Informs that reg guide on workplace air sampling being written to meet 
requirements of new 10CFR20 Workshop on workplace air sampling proposed to be 
held first wk In Dec 

MCGUIRE, S Radiation Protection & Health Effects Branch /kA3B 2 0158 89/02/14 
ROEGKLEIN.A K Radiation Protection & Health Effects Branch 26pp 61851 048- 
61851 080 

“9204070014 Discusses data on radon releases from U mill sites received from D 
Smith 

DRAQONETTE.K NRC - No Detailed Affiliation Given AA3B-2 0164 88/12/16 
BELL.M , SOLLENBERGER.D, NRC ■ No Detailed Affiliation Given. 56pp. 61851 157- 
01851.214. 


“9204070015 Advises of agreement re no substantial increase in safety associated w/ 
lOCFRao proposed rev 

SCHWINK.W NRC - No Detailed Affiliation Givers AA3D 2 0003 86/01/16 
GOLLER.C NRC - No Detailed Affiliation Given 16pp 61641 209 61841 224 

“9204070021 Provides status of branch planning for 10CFR20 reg guide 
development Specific guide tasks will bo idonlifiad in consultation w/Scientecn & task 
order will be issued 

ROEGKLEIN.A NRC • No Detailed Affiliation Given AA38-2 0165 89/02/01 
ROSZTOCZy,Z, MOBRIS.B NRC - No Detailed Affiliation Given Ip 61851215- 
61851 215 


“9204070036 Forwards list of priority issues discussed at last staff meeting 
REHM.TA Assistant for Operations (Post 890205) AA3B 2 0004 86/01/16 Ofc of 
the Executivo Director for Operations 6pp 61841 225 61042 262 

“9204070042 Advises that phase 1 ropt from Sctantech ro needs & priorities ter devet- 
oping or revising regulatory guidance for implementation of new part 20 reviewed & 
proposes fisted schedule for staff work 

ROEGKLEIN.A K Radiation Protection & Health Effects Brar^ch AA3B-2 0166 88/12/ 
01 MORRIS.BM Division of Regulatory Applications (Post 870413) 22pp 
61051 216 61851 237 

“9204070052 Confirms 890214 tefcon requesting permission to reproduce limited 
number of copies of pages 36 39 of NCRP repl 84, "General Concepts for Dosimetry 
of Internally Deposited Radionuclidoa" & pages 16 1 9 of NCRP repl 91 
PETERSON.HT Radiation Protection & Health Effocls Branch AA3e-2 0167 89/02/ 
15 NEY.WR National Council on Radiation Protection & Measurements ip 
61051 238-61851 238 


“9204070071 Informs that proposed rev of NRC "Slds for Protection Against Radiation 
{10CFFI20),“ will bo sent in near future 

MINOGUE.R D Office of Nuclear Regulatory Research, Director (Pre 860720) AA38-2 
0006 06/02/04 DUNSTER.HJ United Kingdom, Govt of ip 61 042'263 61842 263 

“9204070076 Responds to request for permission lo reproduce limited number of 
copies of panes 36-39 of NCRP repl 84 & pages 18- 19 of NCRP rept 91 
SPAHN,J A National Council on Radiation Protection & Measurements AA38-2 0169 
09/03/02 PETERSEN, HT Radiation Protection & Health Effects Branch 6pp 
61051 321 61851 326 

“9204070085 Notifies of need for assistance In editing workload to modify reg guides 
for pari 20 Implemontation End rept provides markod up sections w/changes for 
minor & editorial rovs 

ROEGKLEIN.A K Radiation Protection & Health Effects Branch AA38-2 0170 89/02/ 
23 BURDA,AJ Program Management, Policy Development & Analysis Staff (Post 
670413) 7epp 61651 327-61852 041 

“9204070128 Advises that several comments on revised 10CFR20 rulo pointed out 
minor inconsislencies in rule & one comment pointed out that position on embryo/ 
fetus dose calculation would preclude accurate fetal dose assessments 
PETERSON.HT Radiation Protection & Health Effects Branch AA38 2 0172 89/03/ 
13 NRC ' No Detailed Affiliation Given 5pp 61 052 044 61852 048 

“9204070132 Forwards Commission paper & draft FR notice in response to Commis- 
sion roquosl for analysis of how proposed rev to Part 20 compiles w/backfit rule 
(60 10D) 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pre 060720) AA38-2 
0008 06/02/06 STELLO.V Ofc of the Executive Director for Oporalions 2pp 
61042:266 61842 206 

“9204070140 Requests reconfirmalion of need of rag guides 8N 2 & 0 N 3 for imple- 
mentation of revised 10CFR20 in view of fact that many of existing div 8 guides will 
be extensively revised Draft reg guide 8 XX & description of reg gulaes end 
MORRIS.BM Division of Regulatory Applications (Post 870413) AA3B2 0173 80/ 
03/06 CUNNINGHAM.n E Division of Industrial & Modical Nuclear Safety (Post 
870729) 3pp 61852 049 61052 051 

“9204070150 Discusses pros & cons of four of five options mentioned in 801122 memo 
lo Commissioner Curtiss for gdng forward w/ rulemaking aubj lo backfil rulo If Com 
mission wanted to approve rule 

MALSCH.M G Deputy General Counsel for Licensing 6 Regulation (860701-890422) 
AA38-2 0174 89/03/07 JONES, B , CUTCHIN.M . BURNS, S NRC - No Detailed Affili- 
atian Given 3pp 61852 052 61852 054 

“9204070164 Expresses appreciation for QB1227 Itr lo Zoch re comments on revised 
10CFR20 rule Number of changes suggested In comments have boon incorporated In 
revised rule presently before Commission Related info onci 
MOnR|S,B.M Division of Regulatory Applications (Post 870413) AA3fl-2 0176 89/ 
03/22 KOBRICK.T E, Bemfeham Stool Corp IIBpp 81852 061 61852 177. 

“920407(1174 Staff requirements memo re revised 10CFR20 Commission does not 
objeci to request that final approval of rev to 10CFR20 be deferred until issue raised 
tn 800202 memo resolved 

CHILK.SJ Office of the Secretary of the Commission. AA38 2 0177. 89/04/10 
STELLO.V, Ofc of tho Execulive Director for Operations PARLER.WC Office of Ihe 
General Counsel (Post 060701) 41pp 61052’17e-61852 270 

“9204070187 Forwards info ro particle size dislnbuUone & example calculation based 
on real data using proposed allornativo to 10CFn20 205 presented during 890222 
meeting, 

TIPTON, T.E Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
litikty Manage AA3B-2 0182 69/05/08 MORRIS.WM Division of Regulatory Appli- 
cations (POSl B70413) 43pp. 61852 280 61852.322. 

“9204070231 Forwards for review & concgrronce.Commlsslon policy paper that re- 
solvos outstanding technical issues re Issuance of 10CFR20 rulo I m pi omenta lion date 
for rule should be postponed from 910101 to 920101 

BECKJORD.E S Office of Nuclear Regulatory Research (Post 060720) AA30 2 0183. 
09/05/17 BERNERO,B M Office of Nuclear Material Safety & Safeguards 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 
DENTON, HR. Office of Governmental & Public Affairs (870413 911116) 20pp 
81852.323-61053 022 



228 NONDOCKETED ITEMS 


“9204070251 Advises Oiai Commissio/i policy paper that resolves oulslandma technical 
issues re issuance of 10CFR20 rule rcviewea Concurs in paper w/enci changes 
□ENTQN.HR Office of Governmental A Public Affairs (B704l3-9t1116f AA38 Z 
0-105 09/05/25 BECKJORD.ES Office of Nuclear Regulatory Research (Post 
060720) 3pp 61053 070 61853060 

“9204070267 Forwards summary of particle size data amassed at commercial nuclear 
fuel div In Ccfumbla,&C fromi f9B4 until presanl.per NRC loquesif^arllcta size meas 
uremenla in workplacQ may be subi to variabjlity which could affect deposition in lung 
Blip KLIN, R K Westing house Electric Corp AA38-2 0187 89/04/21 NRC • No De 
tailed Affllialioni Gwen liepp 61853 122 61853 239 

“9204070274 Advises that staff evaluating impact Pf allowe-d air concentration for Rn 
223 at site boundary for members of public In app B, table 2 of proposed rev to 
10CF/120 

STElLO,V Ofo of Ihe Execuliva Oireclor for Operations AA36-2 010 8 89/02/02 
2ECH. ROBERTS, CARR Commiasicnors (Post 750119) 8pp 61853 240 61853 247 

“9284070280 “Implications of Proposed 10CFP20 Changes Upon Radiation Protection 
Dept at Clinton power Station ” 

* Wadman & Associates AA3B-2 0191 89/06/09 51pp 01853 251-61853 302 

“9204070285 Offers no concurrence on Commission paper re proposed changes to 
10CFR20 Paper should be m-odifiod before forwarded to EDO Reasons lor decision 
listed 

ROS2TOCZY,2 R Division of Regulatory Applications (Post 870413) AA30 2 0192 
89/06/16 MORRIS, 8 M Division of RoQuIalory Applications (Post 670413) lOpp 
61653 303 61853318 

“920408Q006 Responds to B60221 note re potential impact on nuclear power plant II 
censees of proposed occupational ALARA rule in new Part 20 
CUNNINGHAM.LJ Operaling Reactors Program Br.Div QA.Safeguflrda & Insp 
Programs, IE. AA38-2 OOil 06/03/05 ALEXANDER.R E. Health Effects Branch 15pp 
61842 203-61642 303 

-*9204060023 Requests that R Alexander make brief presentation concorning proposed 
rules to members of mfg environ committee during 860305 meeting 
JOHNSON,KT Fertilizer Institute AAOaZQOlZ 86/02/07 MINOGUE.R B. Office of 
Nuclear Regulatory Research, Director (Pro 860720) 24pp 61842 304-01842 326 

“9204080052 Rasponds to Z Rosztoczy 890016 memo raising issues to revised 
10CFR20 Commission policy paper resolving outstanding technical issues 
PETERSON.HT OfHce of Nuclear Regulatory Research (Post 660720) AA38-2 0195 
80/06/20 MORRIS, BW Division of Rogufatorv Applications (Post 870413) 6pp 
61853319-81853324 

“92040B08S9 Forwards memo prepared for slgnaluro & concurrence, which would Irans- 
mil to EDO Commission paper proposing resolutions to two issues which have re- 
ceived considerable atlonlion since rev of 10CFR20 provided to Commission 
MORRIS, BM Division of Regulatoiy Applications (Posl 670413) AA3B 2 0196 89/ 
06/20- BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) lOpp 
61653 325*01853337 

“9204060871 Requests review of revised NRC forms 4 & 5 >& associated inslruclions In 
order to accomodate revs being rnado to 10CFR20Encl drafts roflocl NRC efforts to 
mako forms consistent w/ravissd 10CFR20 Comments needed by 890731 
COOL, DA Radiation Protection & Health Effects Branch AA3e-2 0198 69/06/30. 
CUNNINGHAM.LJ Office of Nuclear Reactor Regulation, Director (Post 070411) 
NfCKEV,J Office of Nuefear Maferiaf Safety & Safeguards MfLLER.VL Office of 
Governmental & Public Affairs (870413 911110) 23pp 61653 336 61854 005 

“9204080876 Responds to 690410 request for more oxtonsivo analysis of some of op- 
tions presented in 881122 & 890307 memoranda on application of backlit rule to pro- 
posed revs of 1OCFR20 Three principal options for deallrtg w/back(i1 rule listed 
PARLE R.WC Office of the General Counsel (Post 880701). AA36*2 0201. 69/07/06 
CARR, ROBERTS, ROGERS Commissioners (Post 750119) I 2 pp 61854 006- 
61854017. 

“9204080C64 Forwards rough outline for Commission Info paper on radiation protection 
policy which G Bernoro d-iscussod on 090717 

CUNNINQHAM.R E. Di\riBlon of Induslnal 8 Medical Nuclear Safely (Post 870729) 
/VA38-2 0202 69/07/16 MORRIS, 8 Division of Regulatory Applications (Post 
870413) 6pp 01854 018 61654 023 

■*9204080129 Confirms hypothesis re uso of RN-222 value for public in proposed rev to 
10CFR20 

NEEL.RB. NRC No Detailed Aflitiatlon Given AA38-a 0015 BB/03/11, 

ALEXANDER.R. NRG - No Detailed Affiilalion Given Ip 61642 336-61842 336 

“9204686146 Forwards two sets of fayoiils lor very voluminous tables In 1OCFR20.app 
B Present format employs std acienUric exponential notation Proposed changed formal 
uses connpuler "E*' notation rather than subscripts 

PETERSON, HT- Radiation Protection & Health Effects Branch /\A96-2 0203 88/07/ 
22 M EVER ,D. Regulatory Publications Branch 6pp 61854024 61654 029. 

“6204060162 Forwards for editorial review, draft FR notice for revised 10CFR2-0Edilonal 
review should focus on listed areas & comments should be aubmilled by 890906. 

COOL, DA Regulatory Publications Branch AA30*2 0a04 89/08/16. OKLESSON.EB 
Program Managomont, Policy Development & Analysis Stall (Post 870413) 
MEYER, DL. Regulatory Publications Branch 41pp 61654*030-61054 073 

“92040B0181 Forwards marked-up draft final rule presenting comments on Commisaion 
regulations that establish stds for protoctlon against radiation W/o end 
WEYER.D L ReBufalory Publications Branch AA36 2 0207. 69/09/11 COOL.DA. Ra- 
diation Protection & Health Eifacls Branch tp 61654 074-61 8S4 074 

“9204600176 Summarizes visit to Westinghouse commercial nuclear fuel plant In 
Columbia, SC on 890919 20 to cotloci Info needed to prepare feg guide on air aam- 
pllng 10 meet requirements ol new 10CFRZO 

MCGUIRE, S A. Radiallon Protection & Health Effects Branch AA30-2 0209 69/09/ 
20 COOUOA Radiation ProtecUon & Health Effects Branch, 149pp 01854,976- 
61 054*228 

“9204060105 Forwards for into, end to recent Commission policy paper on 10CFR20 ro 
NRC staff analpis of U fuel fabrlcalion proposals for control of internal radionuclides. 
MORRIS, B M. Division of Regulatory Applications (Post 870413), AA3e*2 0210 69/ 
10/06 TIPTON, T. Nuclear Managomanl &. Resources Council (NUMARC) (formarlv 
Nuclear Utility Manage. 7pp 01854 229 61654.235, ^ 


“9204060216 Provides ID Bross comments on proposed rev of 10CFR20 
BECKER, J M Affiliation Not Assigned AA38 2 0018 86/03/24 ALEXANDER.R E 
Office of Nuclear Regulatory Research, Director (Pra 860720) 47pp 61842 340 
61843 028 

“9204080226 Expresses appreciation for D Cool participation in teleconference broad 
casled on 890926 re overview of revs to 10CFR20 

KAMWERER,C State, Local & Indian Tribe Programs (870413-900111) AA3B 2 0211 
89/10/26 8ECKJ0RD.E S Office of Nuclear Regulatory Research (Post 660720) ip 
61854 236 G1854 236 

—9204080232 Forwards list of now reg guides for revised 10CFR20 & load reviewer for 
each guide Review efforts wil! include probable meetings w/RES & contractor for 
early Input A review & comment on drafts 

ESSIG.T , WiGGINGTON.J NRC - No Detailed Affiliation Given AA38 2 0212 89/10/ 
26 BUCHANAN,J. HINSON.C. PEDERSEN.R NRC * No Detailed Affiliation Given 
24pp 61B&4 237*61654 260 

-“9204080237 Comments on 090515 staff evaluation of NUMARC proposal transmitted 
to NUMARC by Morris Staff analysis did not address dosimetric model & real people 
data provided as (iruslralion In nUmARC transmittal of 890508 
STANSBURY.PS General Electric Co AA3B-2 0213 89/11/22 PETERSON.H.T Di- 
vision o1 Reflulalory Applications (Post 870413) 16pp 61854 261-61054 276 

“9204080244 informs of succoas of pitot video telelnformatlon transfer program & ex- 
presses sincere appreciation to recipient & RES staff 

kAMMERER,C State, Local & Indian Tribe Programs (070413 900111) AA38-2 0214 
89/12/01 BECKJOHO.ES Office of Nuclear Regulatory Research (Post 060720 
45pp 61854 277-61854 321 

“9204080250 Responds to 891127 Itr re revised 10CFR20 currently under Commission 
consideration Revised part 20 would permit use of direct measurements In lieu oJ air 
concentration measurements for assessing dose & datermlning compliance 
BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) AA3B 2 0216 
89/12/21 VAUGHAN.CM General Eleclrlc Co 2pp 61854 343 61654 344 

“9204080256 Responds lo 891127 Itr re revised 10CFR20 currently under Commission 
consideration Revised! part 20 would permit use of direct measurements in lieu oi sir 
concentration measurements lor assessing dose & determining compliance 
BECKJORD.ES. Office of Nuclear Regulatory Research (Post 0Q0720) AA30-2 0217 
89/12/22 GOODWIN, WL Wostlnghouso Electric Corp 6pp 61004 345*61854 350 

“9204000288 Ack receipt of 091221 Ilf re revs to 10CFR20 being considered currontly 
by Commission Use of direct measurements in lieu of air concentration measuremenls 
for assGsning dose & dGlermtning compliance very important 
VAUGHAN.C M General Electric Co. AA38 2 0218 90 / 01 / 1 1 BECKJORD.E S Olfico 
of Nuclear Regulatory Research (Post 660720) 2pp 61854 351*61054 354 

-9204000271 Requesis review of end draft revised backlit analysis for I0CFR2O bv 
900124 

MORRIS, OM Division of Regulatory Applications (Post 070413) AA3B-2 0210 00/ 
01/22 CUNNINQHAM.R , CONGEL.F . TREBY.S NRC • No Detailed Alfiliallon Given 
22pp 01854 355-61655 015 

-9204000314 Comments on proposed rule lOCFRIQ, 20,30, 31, 32.34,40, 60, 61 & 70 ro 
stds for proteclion against radiation Requasts that comment period be oxtendod DO 
days from current 860421 deadline 

EDWARDS, DC Oil, Chemical & Atomic Workers Intornalional Union AA38 2 0020 
86/04/16 Office of the Secretary of iho Commission 1p 01843 029 61043 084 

“9204090001 N 915 047 "Notice of Policy Guidance on Unilod Auto Workers vs John- 
son Controls, Ino" 

SILBERMAN.R G Equal Employment Opportunity Commission AA30-2 0222 00/01/ 
24 13pp 61855029 61055 041 

*■9204090006 Forwards for concurrence & revIew.transmlUal memo re revised backlit 
analysis for 10CFn2O rev.Rov predicated upon meollng condillons of 
10CFR50 109 Related documanlation end 

MORRIS, BM Division of Regulatory Applications (Post 070413) AA38 2 0223. 90/ 
01/31 PARLEn,W.C Oflice of the General Counsel (Post 860701) BERNERO.RM 
Office of Nuclear Material Safely & Safeguards MURLEY.T E Office of Nuclear Honu- 
lalory Research (Post 060720) 144pp 61055 042 61655 203 

“9204090012 Advises of research Into various federal regulations & ANSI guidance re 
color coding of radiation symbol.por malls licensee request Federal agencies rogula- 
lions conduct on foreground color of radiation symbol 

BERNEftO,R M Office of Nuclear Material Safely & Safeguards AA30-2 0224 90/ 
03/12, BECKJORD.ES Office ol Nuclear Regulatory Research (Post 860720) 12pp 
61855 204 61055.212 ^ 

-9204090023 Discusses ALARA provisions in proposed 1 0CFR2O Proper sld of coro 
owed by licensees embodied in current regu I alien, based on Inti consonsus science & 
whfdi esn be applied uniforn^y to ell llcensGss & on all lobs. 

FORBES, J American Nuclear Insurers AA3B-2 0226 90/04/27 CUNNINGHAM.LJ 
NRC - No Dolailed Affiliation Given. 4pp 61855 213 61855 216 

“9204090031 Forwards rolevani portions ol now regulation In UK which ossenttally re- 
quire type testing .acceptance tosling.malnl, periodic testing & calibr of monitoring in- 
strumentation 

SWINTH.KL Battelle Memorial Institute, Pacific Northwest Laboratory, AA3B-2 0022 
80/04/24 ALEXANDER,R E Office of Nuclear Regulatory ResoarcK Director (Pr© 
060720). SQQpp 61843 006 61843 284 

--92040900B6 Advises of staff intention to delete suggested ref to OSHA respiratoiv 
protection regulations 

WIGQINTON,J M. NRC - No Detailed Affiliation Given AA30-2 0220. 90/00/27 
COOL.D, NRG - No Detailed Affiliation Given 19pp 61855 261-61855 277 

-9204090066 Advises that end Commission paper proposes several minor revs lo 
10CFR20 rule Telephone comments should be made lo DA Cool or Peterson hv 
900703 

COOL,D,A. Radiation Protection & Health Effects Branch, AA36 2 0230 90/00/27 
MORRIS.BM,, COSTANZI.N Division of Regulatory Applications (Post 870413} 
MAPES.J OJlice of tho General Counsel (Post B60701) 14pp 01855 270 61855 291 



will havQ on successful Implementalion of revised rule by nuclear power mdusiry 
LEE3 Nuclear Managemenl & Resources Council (NUMARC) (forniefty Nuclear Utihly 
Managa AA3B-2 0231 90/07/27 CARR, KM Commissioners (Post 750119) 2pp 
61855 292-61855 293 

-9204090088 Forwards draft SRM on 10CFR2OEDO ofc indicated that SBM bo by 
900702 in case of any major problems 

HELTEMES.J NRC - No Detailed Affiliation Given AA3B-2 0232 90/06/28 
MORRIS, B NRC - No Detailed Affiliation Given Ip 61855 294 61855 294 

“9204090096 Forwards staff requirements memo on SECY-8Q-315 & SECY-89 267 to 
be issued on 900703 

CHILK.SJ Office of the Secretary of the Commission AA30-2 0233 90/00/28 
CARR. ROBERTS, ROGERS Commissioners {Post 750119) 4pp 61855 295 

61855 298 

-9204090110 Requests that schedule for review of staff requiromenls memo be ex- 
tended in order to permit submittal of staff rev next wk 

THOMPSON.H L Office of Nuclear Malorlal Safety & Safeguards AA3a-2 0234 00/ 
06/29 CHILK.S J Office of the Secretary of the Commission 07pp 61855 299- 
61B66 007 

-9204090116 Forwards commonts on draft reg guide 8 N5 ro criteria & procedures for 
summation of Internal & external dose 

WIQGINTON.JE Radiation Protection Branch AA3B2 0235 00/07/24 

ROECKLEIN.A Radiation Protection & Health Effects Branch lOpp 61856 000 

61856 017 

“9204090179 Informs that nothing published on new part 20 found other than proposed 
rule published for comment in 1986 Summary of NRC proposed change to basic radi- 
ation protection regulation end 

WILLIS.C A NRC - No Detailed Affiliation Given AA38-2 0236 90/07/27 VARLEYJ 
Nuclear Engineering International 4pp 61856 01B 61B56 023 

-9204090207 Forwards Itrs from G Dlcus & C Hardin expressing difficulties states will 
experience in promulgating compatible regulations within Jan 1992 effective dale of 
part 20 Chang^B in effeclive date to 9401 01 recommondod 

KAMMERER.C State Programs (900112-911116) AA38-2 0237 90/00/10 

MORRIS, 8 M Division of Regulatory Applications (Post 870413) Ip 61056 024- 
61056 024 

-9204090215 Informs that more than half of agroemont programs will not bo able to 
implement new regulations by Implomonlatlon date of Jan 1992 for revised 10CFfl20 
DICUS.GJ Arkansas, Slate of AA38.2 0238 90/08/07 KAMMERER.C Slate Pro- 
grams (900112-911116) 2pp 61056 025-61856 026 

-9204090231 Provides Justification for extending Implementation date for revised 
10CFR20 from Jan 1992 to Jan 1904 New dale will allow for more uniform Implemen- 
tation of now provisions of part 20 througfiout US 

TEFFT.D E Affiliation Not Assigned AA3B 2 0230 90/00/09 KAMMERER.C, Slate 
Programs (900112-911116) 12pp 61056 027-61856 037 

-9204090237 "Final Backlit Analysis for Hov of 10CFR20, 'Stds for Protection Agairrs! 
Radiation 

* Division of Regulatory Applications (Post 870413) AA38-2 0240 90/08/31 62pp 
61856 039 61856^^113 

“9204090294 Speech ontllted "BEIR V Estimates of Excess Cancer Mortality" present- 
ed at 900204 Workshop on Statistics of Human Exposure 

ELLETT.W H , COOPER, R D National Roaearch CouncI) HOEL,D>G National Institute 
of Environmental Health Sciences, HHS, Dept of AA3B-2 0241 QO/02/04. 20pp 
61856114 81866 133 

“9204090328 "Hoallh Elfocis of Exposure to Low Levels of Ionizing Radiation BEIR V " 
ELLETT.W.H , COOPER.R D , MORRIS.R E National Research Council AA38-2 0242 
00/12/31 66pp 61856 134-61656 221 

-9204090331 Defines background radiation to moan radiation arising from natural back- 
ground & other radiation or radioactivity such as global fallout & radon in quantities 
characteristic of environ in which regulated activity located 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Poet 070720) 
AA30-2 0243 90/08/10 PETERSON, HT Office of Nuclear Regulatory Research 
(Post 860720) 1p, 61856 222 01856*227 

-9204090335 Discusses application of backfit rule compliance exception to Commission 
response to guard 

MALSCHM Q Office of the General Counsel (Post 060701) /U^30-2 0031, 06/06/20 
PALLADINO, ROBERTS, ASSELSTINE Commissioners (Post 750119) 4pp 
61843 347-61843 350 

-92Q409Q337 Transmits written comments on review of draft rog guides implementing 
revised 10CFR20Oral comments provided to H Potorson In June Guides should be 
simplified so that licensees w/limited resources can comprehend guidance 
MILLER, V L. Assistant Director for State Agreements Program AA3B-2 0244 90/00/ 
10 MORRIS, B M Division of Regulatory Applications (Post 070413) Ip. 61856,220- 
61856 220 

-9204090349 Forwards re draft of public announcemont of final rovs to 10CFR2O con- 
tained in SECY-B8-316.Announcemont will be ready to Issue concurronlty w/FR publi- 
cation of revs Comments will be appreciated, 

INGRAM, F Public Affairs (070413-911116) AA38 2 0245 00/08/14 PETERSON.H 
Office of Nuclear Regulatory Research (Post 860720). 49pp 61856 229 61856*279. 

“9204090361 Responds to 861020 request for clarification of issues ro 10CFR20 rule- 
making. 

PETERSON.H T Office of Nuclear Regulatory Research, Director (Pro 860720), AA30- 
2 0032. 86/11/03 D’ARRIGO.O Nuclear Information & Resource Service Ip- 
61843 351-61843 351 

-9204090366 Expresses concerns re final rule 1DCFR20, "Stda for Protection Against 
Radiation " Specific records retention periods must bo Included for all app F require- 
ments 

SHELTON, BJ Information & Records Management Branch (Post 690827). AA30-2 
0529 90/12/05. HUDSON .S, Office of Nuclear Regulatory Research (Post 860720), 
ip 61856 355 61856.355 
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SHELTON, BJ Informatron & Records Managemenl Branch (Post Q90D27) AA38-2 
0248 00/08/23 HUDSON.S Office of Nuclear Regulatory Research (Post 860720) 
2pp 61856 356 61056 3 67 

-9204090398 Discusses videotape on proposed changes to NRC stds for protection 
GOLLER.K R Office of Nuclear Regulatory Research, Director (Pre 860720) AAOO 2 
0033- 06/11/14 NUSSBAUMER.O NRC - No Detailed Affiliation Given PARTLOW.J 
Ofc of inspoclion & Enforcement, Director (820201-870413) SPEIS.T Office of Nude 
ar Reactor Regulation, Director (061 125 87041 1) 4pp 61043 352-61843 355 

-9204100001 Responds to G Otcus 900807 Itr re Implementation date of revs to 
1 0CFR2O Commission approved delay in required imple mental icn date for revised part 
20 for NRC licensGOS from Jan 1992 to Jan 1993 

KAMMERER.C Stato Programs (900112-911116) AA30 2 0249 90/12/10 HILL.T 
Organization of Agreement States ip 61856 358 61856 358 

-^92041 00004 Informs that proposed rule completely revising 10CFR20, "Stds for Pro- 
tection Against Radiation ” published in FR on 851220 

PHILIPS, J Division of Rules & Records (Pre 870413) AA3B-2 0034 06/12/24 
ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pre 860720) 2pp 
61043 356 61044 010 

■'9204100017 Fonwards Itrs to D Tofft & T Hill re implementation dales of 
10CFR2O Commission approved dolay !n required implomontalion date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Stale Programs (0001 12-91 1 116) AA3 0-2 0250 90/12/10 Affiliation 
Not Assigned ip 61056 359 61856 359 

-‘9204100027 Responds to 900809 Ur re implomentation date of revs to 
10CFfl20 Commission approved delay In required imptemontation date for revised part 
20 for NRC licensees from Jan 1092 to Jan 1993 

KAMMERER.C State programs (9001 12-91 1 1 16) AA3 8-2 0251 90/12/10 TEFFT.D 
Conference of Radiation uontrol Program Directors, fnc 13pp. 61850 360-61857 026 

-9204100049 "Environ Assessment for Rev of 10CFR20, 'Stds for Protection Against 
Radiation 

• NRC - No Detailed Affiliation Given AA30-2 0252 90/12/21 543pp 61857.027- 
61859 032 

-9204100073 Responds to 001220 Itr to Carr re implementation dates for revised part 
20 & availability of associated rog guides Commission reconsidered Innplementatlon 
dale for rovised part 20 to Jan 1993 (or NRC licensees 

BECKJORD.E S Office of Nuclear Regulatory Research (Post BB0720) AA36 2 0254 
01/01/14 TODD.J S American Medical Association Ip 61059 044 61859 045, 

-9204100103 Offers no comment on comparison of former part 20 to revised part 
20 Document will be useful & would bo dislnbutod to states as soon as possible 
MILLER, VL Assistant Director for State Agreements Program, AA38.2 0256, 91/03/ 

05 COOL, DA Radiation Protection & Health Effects Branch Ip 61859 046- 
61850 046 

-9204100110 Comments on comparison of former part 20 to revised part 20 
BEACH.A8 Region 4 (Post 020201) AA38-2 0257 91/03/05 COOL, DA. Radiation 
Protection & Hoallh Effects Branch 2pp 61059 047-61859 048 

-9204100116 Summary of 910305 meeting re part 20 rev List of attendees provided 
MEYER, D Office of Administration (Post 090205) AA3a.2 0258 91/03/08 COOL.D 
Offico of Nuclear Regulatory Research (Post 860720) Ip 61859 049 61059 049 

-0204100123 Responds to nolo re State of CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than foglllmato uses. 
mTlLER.V L Assistant Director for Stale Agrooments Program AA3Q-2 0259 91 /03/ 
13 HORNORJ Region 5 (Post 020201) Ip 61859 050 61059 050 

-0204100120 Forwards marked up final rule amending 10CFR 20, presenting comments 
on stds for protection against radiation Alternative wording In preamble to final rute 
suggested In order to describe different versions of rule accurately 
MEYER.DL Regulatory Publications Branch AA38-2 0260 91/03/19 COOL, DA Ra- 
diation Protection & Health Effects Branch Ip 61859 051 61859*051 

-0204100140 Roeponds to roouest concerning need to modify 10CFR20 to restrict 
buildup of radionuclides at sanitary sewage treatment plants 
BECKJORD.E S. Office of Nuclear Regulatory Research, Director (Pre 660720) AA38- 
2 0036 07/01/06 QRACE.J N Region 2 (Post 020201). 3pp 61844 011-61844*013 

-0204100167 Requests that last sentence in first full paragraph on page 317 of 
10CrR20 be changed to road as stated 

LIEQERMAN.J NRC • No Detailed Affiliation Given AA38 2 0261 91/03/21 
PETERSON.H Offico of Nuclear Regulatory Research (Post 860720) 1p. 61859 052. 
61859 052. 

“0204100173 Exprosaos appreciation for efforts to develop concise aid to Inspectors in 
readily Identifying differences between former 10CFR20 & revised part 20 HT Peter- 
son comments & suggested rov of comparison end 

MORRIS, DM, Division of Regulatory Applications (Post 870413) AA38-2 0262 91/ 
03/27. NORELIUS.CE Region 3 (Post 820201) 0pp 61050 053 61859 061 

-9204100180 Forwards pages 67,70 & 100 of latest version of 10CFR20 that need 
fixing, Pages 97-103 missing, 

SWlFT.J, NRC - No Detailed Affiliation Given AA30-2 0263. 91/03/28. PETERSON.H 
Office of Nuclear Regulatory Research (Post 060720) 4pp 61859 062 61069 065 

—9204100186 Forwards ranumberod 10CFfl20 per procedure described in SECY-91 -055 

6 approved by negativo consent by Commission Changes made to update part 20 
mto listed W/o oner 

COOL.DA Radiation Proteclion & Hoallh Effects Branch AA38-2 0264. 01/03/29, 
MEYER.DL Rogulatory Publications Branch 2pp 61059 066 61059 067 

“9204100169 Requosta initiation of rev of 10CFR20,Soction 20 303, "Disposal by Re- 
lease Into Sanitary Sewage Sys," to bettor consider actual & potential buildup of long 
halMife radioactive mall In sewer sys 

GRACE, J.N. Region 2 (Post 820201). AA38-2 0037 06 / 11 / 18 , BECKJORD.ES 
Office of Nuctear Regulatory Research. Director (Pre 860720), Ip 61044*014- 
61644*033, 
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-*9204100192 Fon^ards Paporwofk Reduction Act Statement stating that Jnfo collections 
would not become effective untif approved by 0MB, per rov to 10CFn20 
SHELTON. B J Information & Records Management Branch (Post 690827) AA30-2 
0265 91/04/01 HUDSON.S Office o1 Nuclear Regulatory Research (Post 860720) 
2pp 61650 068 61859 069 

~9204100199 Ack recoipl of 910401 Hr & commeinls about revised 10CFR20 
regulatJen Responses to issues raised In Itr enct Related documentation also end 
COOL, DA Radiation Preleclion & Health Effects Branch AA3a2 0266 91/04/12 
WELT.W A Alpha Omega Technology. Inc GOOpp 61859 070-61859 287 

**9294100210 Submits procedures for ensuring that compfete regulatory history com- 
piled for each rulomakirig action Completed Index for final rule ro stds for proleclton 
against radiation should be submUted by 910921 

LESAR.M T Regulatory Pubfications Branch AA36-2 0268 91/05/24 

PETERSON, HT Office of Nuclear Regulatory Research (Post 860720) 2pp 
61659 293-61659 296 


-9204130327 Comment on proposod rules 10CFn2, 19,20, 30, 3 1,32, 34,35, 39,40, 50,61 & 
70 ro stds for proteclion against radiation Proposal changes method of computing ra 
dialion dose exposures but does not improve radiation protocticn stds for exposure 
ORTL(EB,DW (nier national Chemical Workers Union AA3B-2 0278 86/10/31 Dock 
eling & Sen/jces Branch Spp 61659 326 61650 332 

-9204130334 Comment on proposed rutes 10CFR2,19,20,30,31,32, 34,35,39,40. 50,61 & 
70 ro st-ds for protection against radiation Urges Commission to withdraw proposal & 
replace proposal w/one which lowers dose limits to workers & generat public 
WfllGHT.MJ Uniied Sleofworkers of America AA38-2 0279 06/10/30 Docketing & 
Services Branch 44pp 61859 333 61860 010 

“9204130341 Comment on proposed rules 10CFR2, 19.20, 30,31, 32.34.35,39, 40, 50.61 & 
70 re stds for protection against radiation Util strongly supports need for use of do 
minimis lovefs of radiation or radioactive mails 

COUNSIL.WG Texas Utililies Efectric Co (TU Electric) AA3B 2 0280 86/10/29 
Docketing & Services Branch 5pp 61860 019-61860 023 


“9204100218 Requests that NRC submit now camera copy each lime document sub- 
mitted amendmq table in order Co avoid pubiicallon problems In lOCFRLIst of public 
com ment s re stas for protection against radiation enci 

RICKETT.DL National Archives & Records Administration AA38 2 0270 91/06/24 
LESAR.M NRC - No Detailed Affiliation Given Ip 61859 297 61859 298 

“9204100330 Discusses annual review of rulemaking on rev to 10CFR20 
BECKJORD.es Office ol Nuclear Regulatory fleseafch. Director (Pre 660720) AA3a 
2 0041 87/01/15 STELLO.V Ofc of the Executive Director for Oporoliens Ip 
61844 034 61844 034 

“9204130042 Provides recommendations on neutron quality factor 
FOULKE,JD Office of Nuclear Regulatory Research, Director (Pro 860720) /VA30-2 
0046 87/02/26 ALEXANDER, RE Office of Nuefoar Regufatory Research, Director 
(Pro 660720) 9pp 61 B44 051 61644059, 

• 9204130061 Forwards expanded annual review of rulemaking package for major rev of 
1 0CFR20 for review & cemmeni 

ALEXANDER.RE Office of Nuclear Regulatory Research, Diroclor (Pre 860720) 
AA38-2 0047 87/03/31 NRC • No Detaifod Affifiallen Given Ip 61844,060- 
61644 060 

“9204130077 Grants petitioner request for Commission to romovo roQuiromonl lhat ra* 
dioactiva aerosols be admlnlstored to patients only In rooms at negative pressure 
GOLLER.K R Office of Nuclear Regulatory Research, Director (Pro 860720) AA30-2 
0048 87/04/07 NORRY.PG Office of AdminlsUration (Pro 870413). 3pp 61844 061* 
61844063 

“9204130122 Forwards petition for rulemaking PHM 35-6 for review A dotcrmlnalien as 
to whether or not petition qualifies for spedal handling by staff as fast track politlon 
for rulemaking 

NORRY.PG Office of Administration {Pro 870413) AA3B 2 0049 87/03/17 
0ECKJORO,E S Office of Nuclear Rogulolory Research (Post 660720) 6pp 
61844,064-61844 092 


“9204130352 Coftimonl on proposed nilos 10CFR2.1 9.20,30, 31, 32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Proposod amends not needod A will not 
porcoplibfy servo public heafth & safoly 

ASMUSSEN.K E General Atomics (formerly GA Tochnologias, Inc /General Atomic 
Co) AA3B-2 0281 06/10/30 Docketing A Services Branch 3pp 61660 024* 

61860 026 

“9204140335 Provides recommondallons for control of NRC rulemaking re annual 
review of ongoing RES sponsored rulamaking 10CFR2O 

BECKJORO,E S Office of Nuclear Regulatory Resoarch, Director (Pre 860720) AA38 
Z 0056 87/07/07 STELLO.V Ofc of the Executive Director for Operations 3pp 
61844 154-61644 157 

“9204140348 Concurs that rulomaklng for 10CFR20 should bo continued & completed 
THOMPSON.H L Office of Nuclear Material Safety & Safeguards AA38 2 0059 87/ 
07/01 BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) Ip 
61844 156-61644 158 

“9204150001 Forwards draft handout sheets for 870729 meeting w/Slello 
ALEXANDER, R E Office of Nuclear Regulatory Roaoarch, Director (Pre 860720}> 
AA3B-2 0 0 61 87/07/23 BECKER,J Office of the General Counsel (Post 860701) 
5pp 61844 220 61844 224 

“9204150003 Comment on proposod rules 10CFR2,19, 20, 30,31, 32, 34,35.39.40, 60,61 A 
70 ro stds for protection against radiation Demands public hearing on proposed rules 
& (hat EIS be done on proposed rules 

PIERCE, J , BENNETT, KN Cilizons Action for Safe Environment AA3a-2 0282 80/ 
11/03 NRC - No Detailed Affiliation Given 2pp 61860 027 61860 020 

“9204160006 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Supports objective of proposal to update ra- 
diation protection sids for iTcon&ees of NRC 

SANDERSON, RE Environmental Protection Agency AA38-2 0283 86/10/31 
CHILK.S J Olfico of tho Secretary of the Commission 9pp 61860 030 61860 036 


“9204130187 Commoni on proposed rules 10CFR2,19, 20, 30,31.32.34,35, 30,40, 50,61 A 
70 re atds for preleclion agalnsi radiation Draft backfit analysis Inadequate to justify 
proposed rev to part 20 for same reason slated by Commissioner Roberls 
ANDREWS, R L Omaha Public Power District AA3B-2 0271 86/10/29 Dockolinn & 
Services Branch 2pp 61859299 61859 300 


“02O41BO0 10 Comment on proposod rules 10CFR2,1 0,20, 30, 31, 32, 34,35,39,40, 50,61 A 
70 re stds lor protection against radiation Public demands lhat environ impact studies 
A open hearing precedes sId change 

iSELlN.C Now England Coalition on Nuclear Pollution AA3&-2 0204 66/10/31 Dock- 
eting & Services Branch Ip 61860 030 61660 040 


“9204130204 Comment on proposed rules 10CFR2. 19, 20,30, 3 1,32, 34 ,35, 39, 40, 60.61 & 
70 re stds for protection against radiatior> Significant training of NRC staff A mspoc 
tors must be con due tod to provide consistency In inlorprolatlon of rule 
WOODY.CO Florida Power A Light Co AA3B-2 0272 66/10/21 CHILK.S J Office of 
the Secretary of 1ho Commission Spp 61859-301 81859 303. 


“9204160013 Provides list of allornativos posed by RES ro control of rule making, Part 
20 

BECKER, J.M Office of tho General Counsel (Post 860701) AA30-2 0002 07/08/04 
PARLER.WC Office of the Gsneral Counsel (Post 860701) 40pp 61644 225- 
61644 273. 


“9204130234 Comment on proposed rules 10CFR2. 19, 20, 30,31 ,32,34,35.39,40, 50,61 A 
70 ra stds for protection against radiation Urges Commission to withdraw proposed 
changes in radiation protection stds 

JOHNSRUD.J.H Environmental Coalition on Nuclear Power, AA38 2 0273 06/10/28 
Office ol the Secretary of the Commission 4pp 61869 304-61869 307 

• 9294 130252 Comment on proposed rules 10CFH2,1 9,20,30,31 .32.34.35.39,46, 60,61 A 
70 re stds for protection against radiation Proposod rules will provide subsidy to nucle- 
ar Industry at expense of public health, environ A economic concerns 

Texas. State of AA3 8-2 0274 66/10/26 ZECH.LW Commissioners 
(Post 760119) 2pp 61859.306 61869 309. 


“9204139295 Discusses need for revised onvlron assessment for lOCFRaO 

^ of Nuclear Regulatory Rosoarch. Director (Pro 060720). AA38- 
2 0053 87/05/08 ALEXANDER, H E Office of Nuclear Reoulatory Rosoarch, Diroclor 
(Pre 860720), 34pp 61844-093 61844 129 


“9204150016 Forwards H Hawloy A P Hawley 861017 Hr ro plans to review current 
NRC regufatlons governing radlalion exposure (or workers 

eVANS.OJ Senate AA3a.2 0286 86/10/28 KAMMERER.C Office of Govornmonlal 
A Public Affairs (870413-91 1116) 4pp 61860 041-61860 044 

“0204150045 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32.34,36, 39,40. 50,61 A 
70 re stds for proloction against radiation Opposes NRC proposal to incroase std for 
acceptable radiation exposure & urges that public hearing be hold A EIS prepared 
STYLES.MM American Nurses' Association, Jnc AA3 6-2 0267 86/10/20 Dockolinn 
A Services Branch 2pp. 61860 045 61660 046 

“9204150056 Comment on proposed rules 10CFR2, 19, 20.30, 31 ,32,34,35.39,40, 50,61 A 
70 ro side (or protection against radiation Implementation of proposod renulationa 
would have unique Impact on GA as mfg of U A thorium fuels for HTGRs 
ASMUSSEN.K, E General Atomics (formerly GA Technologies, Inc /General Atomic 
Go) AA30 2 0286, 06/10/31 Docketing A Services Branch 4pp 61860,047- 
61860 050. 


“9204139301 Comment On proposed rules 10CFR2, 19, 20, 30,31, 32, 3 4. 35,30, 40, 60,61 A 
70 re stds for proteclion against radiation Backfill analysis for proposed rules does not 
adequately assesss potential impact on exposure to radiation workore 
TIEHNAN.J A Baltimore Gas A Efectric Co /VA3a-2 0275 86/10/31 Oocketinn A 
Services Branch 4pp, 61659 310 61859 313 


“^W41500SB Responds to 070611 request for legal advice on two issues re rov of Part 

BECKER, J M Office of the General Counsel (Post 660701) AA36-2 0063 87/08/10 
ALEXANDER.RE Division of Regulatory Applications (660720 070413) lOpp 
61644 274-01844 340 / 


“92041303 19 Comment on proposed lulos 10CFR2, 19,20,30.3 1,32,34.35,39,40, 60,61 A 
70 re stds for proteclion against radiation Proposal incroasos risk of exposure to ioniz* 
mg radiation of nuclear workers A NRC ougtit to withdraw proposal, 

SAMUALS.Syy AFLCIO AA30-2 0276 88/10/30. Office of the Secretary of Iho 
Commission 7pp 61659.314 61859.320 ^ 


■9204160066 Comment on proposed rules 10CFR2.19,20, 30, 31 ,32,34,35,39,40, 60,61 A 
70 ro stds for protection against radiation, Commission urged to rojoct argument that 
backfrt rule should be suspended for rulemaking 

KURTZ, EF ABB Impell Corp (formerly fmpell Corp) AA30 2 0269 88/11/01 
CHILK.S J Office of Iho Secretary of the Commission 5pp 61860 051-61860 055, 


“920413031 B Commoni on proposed rules 10CFR 2,1 9,20.30, 31 ,32,34.35,3 9,40, 50,61 
70 re aids for protection against radiation Proposed rules will not provide substani 
increase fn overall protection of public health A safety 

KO0ER,RW. Rochester Gas & Elodric Corp AA30 2 0277 86/10/26 Dockolina 
Services Branch 7pp 61659 321-61659 327 ” 


“9204160077 Comment on proposed rules 10CFR2, 19.20,30,31,32,34, 35, 39,40, 50,61 A 
70 ro stds for prolecHon against radiation Recommends lhat scope of proposed ruTo 
be limited to listed areas 

SIM PSON.E.C. Florida Power Corp AA3 8-2 0290 86/10/31 CHILK.S J Office ol the 
Secretary of the Commission, 12pp 61860 056 61860 101 


-92(J4130317 Bequests fega! advico re listed 10CFfl20 (ssues.lncluding cfe minin 
cutolfoncollectrvedosecalculelions, 

flogulalory Rosoarch. Oiroctor (Pra 860721 
Office of tha General Counsel (Post 86070 

«pp 61844 1o(r 61844 163, 


■9204150122 Comment on proposod rules 10CFR2, 19,20,30, 31 ,32,34,35,39.40, 50,61 A 
70 re stds for pjolection agalnsi radiation NRC low level radiation stds, as proposed, do 
not reflect currant atato of knowledge In health physics. 

REICHER.DW., CHRISTENSEN, E Natural Resources Defense Council AA36 2 0296 
06/11/05 Docketing A Services Branch 22pp, 61860 102 61860 123, 
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*-9204160143 Comment on proposed rules 10CFR2, 19,20.30.3 1,32. 34, 3 6, 39.40, 50,61 & 
70 re stds for pfoteclion against radiation Backfil analysis does not luslily costs of Im- 
plementation & proposed protection of public health & safety not increased 
SORENSEN, GC Washington Public Power Supply System AA3B 2 0297 86/10/31 
Docketing & Services Branch 4pp 61860 124-61860 127 

•*9204150149 Comment on proposed rules 10CFR2. 19,20.30.31 ,32,34,3 5,39,40, 50,61 & 
70 re stds for protection against radiation Urges NRC to withdraw proposal & alterna- 
tively propose aid which will result m significant reduction In exposures 
MARTINO, F D , SEDAM.S H Ohio/OSHA Environmental Network AA30-2 0290 86/ 
10/31 Office of the Secretary of the Commission Ip 61860 128-61860 120 

—9204150164 Provides brief commentary in response to request for comments on draft 
memo concerning ambiguity of “rom" unit for both dose equivalent £ offectivo dose 
eoui valent 

MILLS, W A Oak Ridge Associated Universities AA38-2 0065 07/09/25 
ALEXANDER, R E Office of Nuefoar Regulatory Research, Director (Pre 860720) 
22pp 61044 356 61045 017 

-9204150167 Comment on proposed rules t0CFR2. 19,20, 30.3 1,32, 34, 3 5, 39,40, 50,61 & 
70 re stds for proleciion against radiation Strongly urges Commission not to promul- 
gate final rule 

OPEKAiJF Connecticut Yankee Atomic Power Co OPEKA.JF Northeast Nuefear 
Energy Co OPEKA.JF Northeast UtiliHes AA36-2 0299 86/10/31 Docketing & 
Services Branch app 61860 120-61860 132 

-9204160177 Comment on proposed rules 10CFR2.19,20.a0,31 ,32,34,35,39,40, 50,61 & 
70 re stds (or protection against radiation Urges NRC to withdraw proposal & alterna- 
tively propose aid which will result in significant reduction In exposures 
PERRY, M K International Chemical Workers Union /U\3Q‘2 0301 80/11/06 Office of 
the Secretary of the Commission Ip 61860 133 61860 133 

-9204150205 Comment on proposed rules lOCFRa, 19,20,30.31 ,32.34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

WEBBJ Affiliation Not Assigned AA30-2 0302 06/11/10. Docketing & Services 
Branch Ip 61860 134 61060 134 

-9204150206 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34,36, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule change & NRC attitude to 
public&urgesNRCto withdraw proposed radiation stds 

LOSKE,K R Affiliation Not Assigned AA30-2 0303 06/10/09 Dockoting & Services 
Branch Ip. 61860 135 81860 135 

-9204150221 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule change & NRC altitude to 
public & urges NRC to withdraw proposed radiation stds 

COHEN, J/ Affiliation Not Assigned AA38 2 0304. 86/11/10 Docketing a Services 
Branch Ip 61860 136-61060 136 

-92041S0224 Responds to 870917 ftr ro proposed revs of NRC radiation protection re 
quirements in 10CFR20 Recommends that sex & job classification be Included on 
form 

BOICE.J.D Maryland, State of AA38 2 0066 87/09/30 ALEXANDEn,R E Office of 
Nuclear Regulatory Research, Director (Pre 060720) 2pp 61845 018 61645019 

-9204150229 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes any increase in acceptable levels 
of radiation exposure 

* Affiliation Not Assigned AA36-2 0305 86/11/10. Docketing a Services Branch Ip 
61860 137-61860137 

-9204150243 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation Requests that public hearing bo held a that 
EIS be issued 

FULCHER. J.E Affiliation Not Assigned AA3a-2 0306 86/11/01. Office of the Secre 
tary of the Commission. 1p. 61860 138-61860 138 

-9204160247 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32,34,35,39,40, 50,61 a 
70 ra stds for protection against radiation Disallowance for protection factors for sor- 
bont cartridges not appropriate 

MITTL.R.L Public Service Electric a Gas Co of New Jersey AA38-2 0307 86/10/31 
CHILK,S J Office of the Secretary of the Commission 2pp 61860.130*61060.140. 

-9204160001 Requests comments on rev of radiation protection requirements In 
1 0CFR20 In areas of occupational dose recordkeeping a reporting 
ALEXANDER.fl.E. Division o1 Regulatory Applications (860720 870413) AA38-2 0067 
87/09/17. 0O1CE.JD Maryland, State of 20pp 61045*020 61646 051 

-9204100002 Requests two member, one each from reactor a matls Insp a enforcement 
areas, to attend a participate in regional a agreement statos workshop on rev of 
10CFR20 

BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pre 860720) AA38- 
2 0068 87/10/08 RUSSELL, W Region 1 (Posl 820201) GRACE.J N Region 2 (Post 
820201) DAVIS.A B Region 3 (Post 020201). 9pp 61845,052-61845 060 

-9204160017 informs that Region I assigned J Glenn a M Shanbaky lo attend & partici- 
pate In 871116 a 17 workshop 

ALLAN.JM Region 1 (Post 020201) AA38.2 0060. 87/10/21. ALEXANDER, RE 
Office of Nuclear Regulatory Research, Director (Pre 860720) Ip 61 845, 061* 
61845-061 

“9204160041 Informs that Region IV will assign two staff members lo attend regional a 
agreement stale workshop, one oach from reactor a matls insp areas. 

MARTIN.RD, Region 4 (Post 820201) AA3B-2 0070 87/10/22 BECKJORD.E S 
Office of Nuclear Regulatory Research (Post 860720). Ip. 61845,062*61645062. 

-920416006S Advises that CM Hosw a JP Potter will participate in regional a agree- 
ment states workshop on rev of 10C;FR20 

GRACE, JN. Region 2 (Post 820201), AA39-2 0071. 87/10/22. BECKJORD.E S. 
Office of Nuclear Regulatory Research (Post 660720) Ip. 61845 063 61845 067 

-9204160104 Fonvards proposed schedule for 10GFR20 rufemaking 
STELLO,V. Ofe o1 the ^ecutlve Director for Operations AA30-2 0072. 87/10/08. 
ZECH, ROBERTS. BERNTHAL Commissioners (POsl 750119) 15pp 61845 068* 
61845.082. 


—9204160121 Forwards proposed work plan for project “Development of Regulatory 
Analysis for Proposed Rev to 10CFR20” 

MERWIN.S E Battelle Memorial Institulo. Pacific Northwest Laboratory AA38-2 0073 
87/11/03 PETERSON.HT Division of Regulatory Applications (860720 870413) 6pp 
61B4S083 61045 088 

-9204160256 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39, 40, 50,61 a 
70 re stds for protection gainst radiation 

* Toledo Edison Co 56hR23360 00783 86/10/31 Docketing a Sen/ices Branch 
2pp 61860 14t 61860 143 

-9204180268 Commenl on proposed rules 10CFR2, 19, 20, 30.31, 32, 34, 35, 39, 40, 50,61 a 
70 ro stds for protection against radiation 

MILTENBERGER.R Affiliation Not Assigned 56FR2a360 00784 86/11/05 Office of 
the Secretary of the Commission 2pp 61660 143 61860 144 

“9204170036 Forwards comparative text containing present Part 20 rule, revised draft 
final rule & 860109 proposed rule Document will be major point of discussion at meet* 
fng on 071 116 a 17 

MOHRIS.B M Division of Regulatory Applications (060720 870413) AA38 2 0074 87/ 
11/05 GLENN.J, SHANBAKY.M, POTTER, J P Region 1 (Post 820201) 124pp 
61645.089-61845 213 

-9204170070 Forwards revised work plan for proloct “Development of Regulatory Anal 
ysis for Proposed Rev to 10CFR20 

MERWIN.S E Battelle Memorial Institute, Pacific Northwest Laboratory AA3G 2 0075 
87/11/17 PETER SON, H T Division of Regulatory Applications (060720 870413) 6pp 
61845 214-61845 219 

-9204170116 Discusses recent oscalaled enforcement case (£A 87-203 Heublein.fnc) 
concerning questions raieod by NRC re whether loss of particular gauge constituted 
substantial hazard & would tharofora bo reportable par 10 (jFR 20 402(a)(1) 
LIEBERMAN.J Ofc of Inspection & Enforcement, Director (8 20201 -8704 13) AA38 2 
0076 87/11/23 CUNNINGHAM, R E Office of Nuclear Material Safaly a Safeguards 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 060720) 2pp 
61845 220-01845 221 

-9204170212 Requosls assistance in roviawing end draft rev of 10CFR20 
MORRIS.B Division of flenulalory Applications (860720-870413) AA38-2 0077. 87/ 
12/11 BECKER.J Office of the General Counsel (Post 660701) 86pp 61845'222- 
61845 30a 

—9204210046 Commenl on proposed rules 10GFR2, 10, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 f 0 stds for protection against radiation 

DWORKIN.HJ American College of Nuclear Physicians AA3B-2 0310 86/10/31 
CHILK.S J Offico of the Secrolary of the Commission 4pp 61860 145-61860 154 

-9204210091 Comment on proposed rules 10CFR 2, 10, 20, 30, 3 1,3 2, 3 4, 3 5, 39, 40, 60,61 & 
70 re stds for protection against radiation 

THORPE, J R General Public Utiiitlos Corp • GPU Service Corp. AA3Q-2 0313 66/10/ 
31 CHILK.S J Office of the Secretary of the Commission 16pp. 61860.155 
61860 186. 

-9204210136 Comment on proposed rulas 10CFR 2, 19, 20, 3 0,3 1,3 2, 3 4, 35 ,39 ,40. 50,61 & 
70 re stds for protection against radiation 

POUCH, J Affiilabon Not Assigned AA3Q-2 0315. 86/10/22 Docketing £ Services 
Branch Ip 61860167-61860187 

-9204210144 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35.39,40, 60.61 & 
70 re stds for protection against radiation 

OCONNOR.A International Association of Machinists & Aerospace Workers AA38 2 
0310 86/10/31. Office of the Socrolary of the Commission. 6pp 61660.188 
61860 192 

-9204210182 Comment on proposed rulos 10CFR 2, 10, 20, 3 0,3 1,3 2, 3 4, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation 

KILLAR.F M Middle South Service, Inc AA3B.2 0317 86/11/07 Office of the Secre 
tary of the Commission 4pp 61860 193-61860 242 

-9204210270 Commenl on proposed rules lOCFRa, 19, 20, 30.3 1,32, 34,35, 30, 40, 50,61 & 
70 re stds for protection against radiation 

VILLFORTH.JC Food & Drug Administral ion AA30 2 0323 86/11/13 Office of the 
Secretary of the Commission I3pp 61060 243 61060 25S 

-9204210300 Comment on proposed rules 10CFR 2. 10.20 .30 .3 1,32,34 ,35,3 9,40, 50,61 & 
70 re stds for protection against radiation 

DALTHOFF.SL Phitadelphia Electric Co AA38-2 0324. 08/11/13 Offico of the Sec- 
retary of the Commission 3pp 61B60’256-61860*260 

-9204210316 Comment on proposed rules 10CFR 2. 19,20 ,30 .3 1,32,34 ,3 5,3 9,40, 60,61 & 
70 re stds lor protection against radiation 

MORAWETZ.JS International Molders & Allied Workers Union AA38 2 0326. 86/11/ 
04 BECKJORD.E. Offiee of Nuclear Regulatory Research (Post 860720) Ip 
61860-261 61860-261 

-9204210321 Co mm ant on proposed rules 10CFR2,1 0,20,30.31 ,32,34.35,39,40. 60,61 & 
70 r© stds for protection against radiation. 

LEVINE, J. Internallonal NTelders & Allied Workers Union AA3d*2 0327 66/11/05 
BECKJORD.E. Office of Nuclear Regulatory Research (Post 860720). Ip. 61860.262* 
61860 262 

-9204210328 Commenl on proposed rulas 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ra aids for protection against radiation 

MANN.E M, Affifiatlon Not Assigned. AA3B-2 0328. 86/11/16 Office of the Secretory 
of the Commission ip 81 860 263 61860:31 1 

-9204220118 Fohvards draft 10CFR20 rev for Info Comments provided based on review 
of rev 

GRIMSLEY.DH Office of Administration (Pre 870413) AA38 2 0079, 88/01/14 
MORRIS.B Division of Regulatory Applications (060720 070413) 2pp 61845 316 
61 84 5 316 

^9204220186 Forwards commenls on proposed 10CFR20 revs. 

MARTIN.T.T Region 1 (Post 820201). AA38-2 0000 88/01/26 MORRIS.B. Division 
of Regulatory Applications (860720 070413) 10pp. 61845 317-61845.326. 
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-9204220207 Responds lo 671211 foquQSl for feview^commenl & concurronce for draft 
10CFfl20 finaJ fij/a < 

HIND J A Reaion 3 (Post 820201) AA38^2 0081 86/01/22 MORRIS.B W Division of 
Regulatory Applications (860720 870'! 13) lipp 61845 326 61845 336 


-9204230165 Commonl on proposed rules 10CFR2, 19,20, 30,31. 32, 34, 35, 39. 40, 50,61 & 
70 re side for protection againBl radiation 

SULIMA.J K Affiiialton Not Assigned. 56FR23360 86/05/03 Office of the Secretary 
of the Commission 4pp B1860 342'61860 345 


-9204220227 Recommends that draft 10CFR20 be given to Ofc of Enforcement for 
review & consideration of developing enforcement stralegias . 

SCARANO.RA Region 5 (Post 820201) AA38 2 0082 88/01/15 MORRIS, 0 Divh 
Sion of Regulalory Applications (Post 870413) 4pp 61045 342 61845 345 


-9204230187 Comment on proposed rules 10CFR2,19.20, 30.31, 32, 34,35, 39,40. 50.61 & 
70 re stda for protection against radiation Opposes rule 

“ Affiliation Not Assigned 56FR 23360 86/03/27 NRC - No Detailed Affiliation Given 
6pp 61861 069-61661 074 


-9204220246 Forwards comments from sfaie of Indiana on cliv review of draft 10CFR20 

NUSS8AIJMER D A Asslslanl Director for Slate Agreements Program AA3e-2 68/ 
01/26 MOHRIS.B OivisGon of Regulatory Applications (86072 0 878413) Ip 
61845 346-61645 346 

-9204230009 Commenls on ALARA requiromenls for importance in sys of radiation pro- 
tection. 

DVORAK, V Indiana, State of AA38 2 0083 08/01/21 NUSSBAUMER.DA NRC - 
No Detailed Affiliation Given Ip 61845 347 61845 347 


-9204230190 Comment on proposed rules 10CFR2,19, 20, 30, 31,32.34,35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

• Affiliation Not Assigned S6Fn23360 06/05/07 Docketing & Services Branch 1p 
61860 346 61860 346 

-9204230199 Comment on proposed rules 10CFR2, 19.20, 30, 31,32,34, 35.39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

SCOTT.L M Louisiana State Unlv , Baton Rouge, LA SCOTT,L M Affiliation Not As- 
signed 56FR23360 86/05/09 Dockoimg & Services Branch 2pp 61860 347- 
61860 348 


-9204230014 Forwards Slates of Colorado & Wisconsin comments on review of draft 
lOCFRaOfflv. 

NUSSQAUMER.D A Assistant Director lor Slate Agreements Program AA3B-2 0084 
86/01/25 MQHRIS.B Division of Regulatory Applications (Post 870413) Ip 
61845 346-61845348 


'9204230214 Comment on proposed rules 10CFR2, 19.20,30.31. 32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

RAO.P S Univorsily Hosps of Cleveland, Cleveland. OH RAO,P S Rao, P S , MD 
66FR23360 66/05/07 Office of the Secretary of the Commission 2pp 61060 318- 
61060310 


-9204230027 Confirms earlier conversation re comments on draft rov of tOCFR20 did 
871209 

HAZIE.AJ Colorado. Stale of AA39 2 0085 88/01/14 NUSSBAUMER.DA Assist- 
ant Director for Stale Agreements Program, tp 61845 349-61845 349 

-9294230030 Provides comments re draft 10CFR20 rev Section 20 1101 records should 
require that units be reported In both special units & SI units 
BUNGE, MC Wisconsin, Stale of AA 3 B -2 0086 88/01/14 NUSSBAUMER.O Com 
missfoners (Post 750119) tp 61845 350 61845 350 

-9204230038 Dfacusses review of draft of revised t0CFR20 w/ understanding that rule 
will eventually be promulgated 

LOYSEN,P Fuel Cycle Safety Branch AA3e-2 0087 68/01/15 COOL.D Office of 
Nuclear Material Safety & Safeguards 4pp 61845 351 61845 354 

-9204230046 Comments on rev of 10CFR20 in response lo 071211 request 
BANGART.RL Region 4 (Post 620201) AA3a2 00B8 68/01/20 MORRIS, B Division 
of Regulatory Applications (Post 670413). 5pp 61645 337-61045 341 

-9204230087 Forwards commenls concerning final 10CFR20 revised rule 
GEORGE, D Army. Dept of AA38 2 0089. 88/01/10 PETERSON, H Commlssionere 
(Post 750119) 4pp 61845 355 61845358 

-9204230092 Forwards comments on proposed rulemaking re notification of incidents 
CUNNINGHAM, RE Diviaion of industrial & Medical Nuclear Safety (Post 670729) 
AA38-2 0090 88/01/13 MORRIS.B M Division of Regulatory Applications (Post 
870413). 15pp 61845 359 61846 041 

-9204230124 Comment on proposed rules 10CFR2,l 9,20,30,31 ,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

GREGORY, RO Affiliation Not Assigned 56FR23360 86/05/05 Dockotlng & Sorv- 
ices Branch Ip 61660 312 61 B60 312. 

-9204230130 Comment on proposed rules 10CFR2,l 9,20,30,31 ,32,34,35,39. 40. 60,61 & 
70 re stds for protection against radiation 

SORENSEN.GC Washington Public Power Supply System 66FR23360. 06/05/09 
Office of the Secretary of the Commission 3pp 61860 334 61860 336 

-9204230137 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32, 34,35,30.40, 50,61 & 
70 re stds for protection against radiation Opposes ruJo 

ROSINE.O Affiliation Not Assigned 56FR23360 86/05/05 Dockaliag & Services 
Branch Ip 61860313 61860 313 


-92042310217 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radialion 

ABRAHAMSON.S Wisconsin, Stale of 56FR23360 86/05/07 Docketing & Sorvicos 
Branch 2pp 61060 320 61860 321 

-9204230219 Comment on proposed rules tOCFR2.19, 20, 30,31, 32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

RADCLIFFE.TJ Radcliffe Technical Service RADCLIFFE.TJ Affiliation Not As 
signed 56FR2a360 86/05/07 Docketing & Services Branch 2pp 61860 322- 
61860 323 

-9204230222 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

HOBBS.T G Affitialion Not Assigned 56FR23360 06/05/08 Docketing & Services 
Branch 3pp 61860 324-61060 326 

-9204230230 Comment on proposed rules 10CFR2, 10,20, 30,3 1,32,34,35,30,40, 50,61 6 
70 ro aids for protection against radiation Opposes rulo 

MACNULTY.J J Cilizons Energy Council 56FR23360 86/04/28 Office of the Secre- 
tary of the Commission tp 61B60'327-ei860 327 

-9204230234 Commonl on proposed rules 10CFR2,1 0,20,30, 31 ,32,34,35,30.40. 50,61 A 
70 ro Bids for protection against radiation Opposes rule 

SHOOP.M Sierra Club 56FR23360 BG/05^/06 Office of the Sacrelory of the Com 
mission ip 61660 328 61660 328 

-9204230237 Comment on proposed rulo-i lOCFRa, 19.20, 30, 3 1,32,34 ,35.39,40, 60,61 & 
70 ro stds for proteclion against radiation 

SKOLNICK.F Susquehanna Volley Alliance, Lancaster. PA 56FR23360. 86/04/28 
NRC - fSfo Oofaifod Affifiatfon Given 2pp, G1 860 349-61060 350 

-9204230239 Comment on proposed rules 10CFR2,10, 20, 30, 3 1,32,34.35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BREY.H L Public Service Co of Colorado 56FR23360 86/06/07 Docketing & Serv- 
ices Branch, lipp 61861 075 61061 085 

-9204230245 Commonl on proposed rules 10CFR2.19, 20,30, 31, 32,34, 35.39, 40. 50,61 & 
70 ro stds for proteclion against radiation Supports rule 

NORTU.D.L Miriam Hosp, Providonce, Rl NORTH, OL Affiliation Not Assigned. 
56Fn23360 06/05/00 Offico of tho Secretary of the Commission 2pp 61860 351- 
61060 352 


-9204230148 Comment on proposed rules tOCFR2, 19, 20, 30,3 1,32, 34,36 ,39, 40, 50,01 & 
70 re stds for protection against radiation 

BASKIN, KP Southern California Edison Co 56Ffl23360 80/05/12 Dockolino & 
Services Branch 28 pp 61861030 61861057 


-9204230264 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50.61 & 
70 ro stds lor protec Hon against radiation Opposes rulo 

MADISON.K Orengo County Alliance for Survival. 56FR23360, 06/05/07 Dockotlng 
Services Bron-ch Ip, 01060.320 61860 329 


-9204230149 Co mmenl on proposed rules 10CFR2, 19,20, 30,3 1,32, 34,35 .39.40, 50,61 i 
70 re stds for protection against radiation Opposes rulo. 

Education Center ALKINS.Cl Affiliation Not Assignee 
88/05/07. Office of the Secretary of the Commission Ip. 61060 314 

61 B60 314 


■9204230260 Comment on proposed rules 10CFR2,19, 20,30, 31, 32,34, 35,30, 40, 60.61 & 
70 ro Bids for protection analnal radialion 

BLACKER B , CHRISTENSON, n Sinai Samaritan Medical Conter, Milwaukee, Wl (for- 
merly Ml. Sinai Medical Conlor. BLACK ,R E Affiliation Not Assigned 66FR23360 06/ 
05/08. Offico of Ifio Socrotary of the Commission 2pp 61 860*363-61 660 354. 


-9204230156 Comment On proposed niles 10CFR2, 10,20,30.3 1,32,34.35 .39.40 SO 61 i 
70 re stds for protection against radiation 

TIJDMP^N.F.C National Association of Radiation Survivors 56FR233e0 86/06/00 
Office of the Secretary of the Commission 4pp 61860.337-61860 340, 


-9204230271 Comment on proposed rutoa 1OCrR2,10, 20,30.31, 32.34, 35, 39, 40, 50,61 & 
70 re aWa for protection against radiation 

WRENN.M E Affiliation Not Assigned 66Fn23360. 66/05/08 Docketing & Services 
Branch. 67pp 61861*086 61861 '172 


-9204230162 Comment on proposed rules 10CFR2,l 9,20,30.31 .32, 34.3 5,30.40, 60.61 ; 
70 re stds for proteclion against radiation 

CADENA^G, Southwest Research Insiilute 56FR23360 66/05/05 Dockolinn i 
Services Branch 3pp 81860315 61860.317 < 


-9204230277 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34 ,35, 39, 40, 50,01 & 
70 ro stds for protoction against radiation exposes rule 

STRATTON, K Afirllnllon Not Assigned. 56FR23360 06/05/12 NRC - No Doteilod Af- 
filiation Qivon, 1 p. 61060*330 61680 330, 


-9M4230t7t Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34.35,39,40. 50,61 i 
70 re stds for prelection against radialion 

epM^BefosallMfols ° Dockoilna & Soivleos Brand 

" PraPOseO "'as «ICFBa, 19 ,a 0 , 30 . 3 ), 32 . 3 H,a 5 , 39 , 4 O. 60,61 ( 

7® ^0 Stds for protection against radiation Opposes rulo 

Ifma^r/dKrrSSto 1p“ 

10CFfia,«).a0.36, 31.32.34.35, 39, no, 60,61 < 

SS eS Z 


-9204230280 Comment on proposed rules 10CFR2,19,20, 30.31, 32,34,35, 39, 40, 60,61 & 
70 re stds for protection against radialion 

nOHRIQ.N Brookhavon National Laboratory ROHRIQ.N Affiliation Not Assigned 
66FR23360. 06/05/08 Office of the Secretary of the Commission 6pp 61860 355- 
61860.359 

-9204230282 Commonl on proposed rules 10CFR2, 19,20,30, 31, 32,34,35, 30, 40, 50,61 & 
70 ro atds for protection against radiation Opposos rulo 

PISCHER,A.M Affiliation Not Assigned &0FR23360. 86/05/06 Docketlnn & Services 
Branch, ip. 61660 331-61 060 331 

-9204230283 Commonl on proposed rules 10CFR2, 19, 20.30, 31, 32, 34,35, 39,40, 50,61 & 
70 ro olds for prolecllon against radiation Opposes rulo 

FOX.S.H , FOX,R,H , FOXIh.E Affiliation Not Assigned 68FR2a360 86/05/09, Dock- 
eting & Services Branch. 1pp, 61861*173 61061*173 



70 re s(dd protcclion against radiation Opposes rule 

JACOBSON, N Affiliation Not Assigned 56FR23360 86/05/08 Offtca of the Secre 
tary of the Commission 2pp 61860 360-61860 362 

-9204230293 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32,34.35,30.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BURNS.L R Affiliation Not Assigned 56FR2330O 86/05/12 NRC - No Detailed Affili- 
ation Given 2pp 61860 332 61860 333 

-9204230295 Comment on proposed rules 10CFR2, 19,20,30.31.32.34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

QUIQG.C Illinois Safe Energy Alliance 56FR23360 06/05/09 Office of the Secretary 
of the Commission 5pp 61661 001-61861 005 

-920423029S Comment on proposed rules 10CFR2, 19,20,30,31. 32.34,35.39.40. 50.61 & 
70 re stds for protection against radiation 

SALSBURY.W C Affiliation Not Assigned 56FR23360 86/05/13 Docketmg & Seiv- 
icos Branch lOpp 61861 174-61861 183 

-9204230306 Comment on proposed rules 10CFR2. 19,20,30,31,32,34,35,39.40. 60,61 & 
70 re stds for protection against radiation 

SPRINGER,! J Medi Physics, Inc 56FR23360 86/05/08 Docketing & Services 
Branch 2pp 61861 184-61861 185 

-9204230316 Comment on proposed rules 10GFR2, 19.20,30,31 ,32,3 4,35,39.40. 50,61 & 
70 ra stds for proleclion against radiation Supports rule 

VETTER.R J Mayo Clime, Rochesler, MN 56FR23360 06/05/07 Office of the Sec- 
retary of the Commission 3pp 61861 006-61661 008 

-9204230322 Comment on proposed rules 10CFR2,1 9,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WESCHER.D Affiliation Not Assigned 56FR23360 86/06/07 Docketing & Services 
Branch Ipp 61861 186 61861 186 

-9204230324 Comment on proposed rules 10CFR2. 19,20,30, 3 1,32,3 4, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

KEISER.HW Pennsylvania Power & Light Co 56FR23360 86/05/08. CHILK.SJ 
Office of the Secretary of the Commission 4pp 61861 009 61861 012 

-9204230326 Comment on proposed rules 10CFR2, 19.20,30.31,32.34,35,39,40. 60,61 & 
70 re aids for protection against radiation Opposes rule 

PLATOV.M Affiliation Not Assigned 56FR23360 86/05/04 Office of the Secrolary of 
Iho Commission Ipp 61861 107-61861 187 

-9204230328 Comment on proposed rules 10CFR2.19.20,30,31,32,34,35,30,40, 50,61 & 
70 re slds for proleclion against radiation 

GEIQER.WS Affiliation Not Assigned 66FR23360 80/05/09 Office of the Socretary 
of the Commission 3pp 618G1 013 61001 015 

-9204230330 Comment on proposed rules 10CFR2, 10,20,30.31,32,34,35.39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

MURPHY, W P Vermont Yankee Nuclear Power Corp 56FR23360 86/05/09 Docket- 
ing & Services Branch 2pp 61861 100 81061 189 

-9204230331 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FAY.C W Wisconsin Electric Power Co 56FR23360 06/05/08 Office of the Secre- 
tary of the Commission 7pp 61861 016 61861 022 

-9204230337 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34,35,39,40, 60,61 & 
70 re stds for protection against radiation Supports rule. 

EDELMAN.MR Cleveland Electric Illuminating Co 56Fn23360 86/05/08 CHILK.SJ 
Office of the Secretary of the Commission 7pp 61861 023-61861 029 

-9204230338 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32, 34,35, 39, 40, 50,61 & 
70 re aids for protection against radiation 

DRUM.DE Brig^ham & Women’s Heap . Boston, MA 56FR23360 06/05/12 Docket- 
jr>g & Services Branch 6pp 61861 190 61 861 *195 

-9204240008 Discusses rogulatory guides anticipated for implementing 10CFR20 rev 
PETERSON.H Radiation Protection & Health Effects Branch AA30-2 0091 88/01/ 
28. MERWIN,S Battello Memorial Institute, Pacific Northwest Laboratory. 2pp 
61846 042-61846 043. 

-9204240012 Forwards comments on draft 10CFn20 rev Comments fimited to only new 
comments resultant from review of current draft 

STOHR.J P Office of Nuclear Material Safety & Safeguards AA38-2 0002. 00/01/28 
MORRIS, B Division of Regulatory Applications (Post 870413). 3pp 61846 044- 
61046 051 

-9204240021 Forwards proposed outline for 10CFR20 regulatory analysis 
MERWIN.S E Batteile Memorial Institute, Pacific Northwest Laboratory. AA36 2 0094 
88/01/29. PETERSON.H! Radiation Protection & Health Effects Branch 6pp 
61846,053-61846 058. 

-9204240030 Comment on proposed rules 10CFR2.19.20,30,31,32,34.35,39,40, 50,61 & 
70 ra stds for protection against radiation 

MILLER, C.P Affiliation Not Assigned 56FR23360. 86/05/08 Office of the Secretary 
of the Commission Ip 61862 001-61062 001 

-9204240034 Responds to 871229 request for review of draft 10CFR20 rev dtd 
871209. 

PENNINQTON.W S Fuel Cycle Safety Branch AA38-2 0095 88/02/01 COOL.DA 
Office of Nuclear Material Safety & Safeguards. 3pp 61846 059 61B46061. 

“9204240042 Forwards comments from Slates of Alabama & New York Depi of Environ 
Conservation on draft 10GFR20 rev 

NUSSBAUMERpD A. Assistant Director for State Agreements Program AA30-2 0096 
80/02/02 MORRIS, B Division of Regulatory Applications (Post 870413) Ip 
61846-062-61846 062 

-9204240050 Comment on proposed rules 10GFR2, 19, 20,30,3 1,32,34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

STROM.D J Pittsburgh, Univ of. Pittsburgh, PA STROM.DJ Affiliation Not Assigned 
56FR23360, 86/05/10 Docketing & Services Branch. 3pp. 61861.269-61861 271 

-9204240053 Comments on draft rev of 10CFR20, 

GODWIN, A V. Alabama. State of AA3e-2 0097 88/01/13 NUSSBAUMER.D A. As- 
sistant Director for Stale Agreements Program. Ip 61046 063 61846.063. 


70 re stds for protection against radiation Opposes rule 

REISER, NT Affiliation Not Assigned 5&FR23360 8 6/05/08 NRC - No Detailed Af fill 
ation Given Ip 61862 002-61862 002 

-9204240058 Comment on proposed rules 10CFR2,10.20, 30,31, 32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

EDDLEMAN.W North Carolina Citizens Research Group EDDLEMAN.W Eddleman, 
W 5GFR23360 86/05/10 Docketing & Services Branch 16pp 61861 196 61861 211 

-9204240059 Comments on proposed draft 10CFH2D rev 
KELLEHER.WJ New York, Slate of AASB 2 0098 88/01/22 NUSSBAUMER.D A 
Assistant Director for State Agreements Program 2pp 61046064 61846 065 

-9204240060 Comment on proposed rules 10CFR2.10,20.30, 31, 32,34, 35,39.40, 50,61 & 
70 re stds (or protection against radiation Opposes rule 

DURKIN,M Affiliation Not Assigned 56FR 23360 86/05/06 NRC - No Detailed Affili 
ation Given 1p 61862 003-01862 003 

-9204240062 Comment on proposed rules 10CFR2, 19,20, SO, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MCCLEARY.KJ Affiliation Not Assigned 56FR23360 80/05/02 ALEXANDER, R 
NRC - No Detallad Affiliation Given Ip 6l 662 004-61862 004 

-9204240065 Comment on proposed rules 10CFR2,1 9,20,39,31,32.34.35,39.40, 50.01 & 
70 re stds for protocllon against radiation Opposes rule 

MCCRORY.P H Louisiana, Stale of 56FR23360 88/05/06 Docketing & Services 
Branch 2pp 61861 272-61861 273 

-9204240087 Forwards revised outline & three draft sections of i0CFR20 regulatory 
analysis for review 

MERWIN.S E Batteile Memorial Institute, Pacific Northwest Laboratory AA38-2 0100 
66/02/19 PETERSON.H! Radiation Proloctlon & Health Effects Branch lOOpp 
61846075 61646 204 

-9204240068 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LEWIS, M I. Lewis, M 56FR23a60. 06/05/09 Office of the Secretary of the Commis- 
sion i1pp 61061 212-61881 222 

-0204240069 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

DRAKE.GA Affiliallon Not Assigned B6FR23360 00/05/08 Offico of the Secretary 
of the Commission Ip 61662 005 61862 005 

-9204240072 Forwards commanis from Stales of Iowa & California on draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Director for Stata Agroomenls Program AA33-2 Old 
88/02/25 MORRIS, B Dtvislof^ of Regulalory Applications (Post 870413) Ip 
61846 205 81846 205 

-9204240076 Commonl on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

0EYeA,J National Audubon Society BEYEA.J Affiliation Not Assigned 56FR23360 
66/05/12 Office of the Secretary of the Commission 2pp 61002 006 61862 007 

-9204240077 Co-mmonI on proposed rules 10-CFR2,ig,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

D’ARRIGO.D Nuclear Information & Resource Service 56FR23360 86/05/01 NRC - 
No Detailed Affiliation Given 8pp 61801:274-61861 279 

-9204240078 Comment on proposed rules 10CFR2.19.20,30,31,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

SABO, AT Westinghouse Electric Corp 5aFR233B0 86/05/12 Docketing & Services 
Branch 13pp. 61861*223 61061 23S 

-92042400S0 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40. 50,61 & 
70 re stds for proloctlon against radiation 

WISSINK.RG. Minnesota Mining & Manufacturing Co (3M Co) WISSINK.R.G. Affili- 
ation Not Assigned 56FR23360. 66/05/09 Docketing & Services Branch 12pp 
61861 280 61 061 '291 

-9204240034 Informs that revised proposed regulation re 10CFR20 dtd 87 1223, appro- 
priate & generally enforceable 

FLATER.DA Iowa, State of AA38-2 0102 88/02/15 NUSSBAUMER.D A Assistant 
Director for Slate Agreements Program Ip. 61046 206 61846 206 

-9204240035 Comment on proposed rules 10CFn2.1 9.20,30,31.32,34,35.39.40, 60,61 & 
70 re stds for protection against radiation 

BOHLMAN.JF United Transportation Union> 56FR23360. 86/05/09 Offico of the 
Secretary of the Commission 2pp, 61862 008-61062 009 

-9204240093 Comment on proposed mies 10CFR2. 19.20,30,31,32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule. 

FRIESEN.0.S. Kansas, UnIv. of. Kansas Ciity, KS. FRIESEN.B.S. Affiliation Not As 
signed. S6Fn23360, 86/05/13. Office of ine Socretary of the Commission 6pp 
61861,292 61861:297. 

-9204240096 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for prolection against radiation 

KINQSLEY.OD Mississippi Power & Light Co 66Fn233eo 88/05/12 Docketing & 
Services Branch 7pp 61861,236-61861 242 

-9204240110 Comment on proposed rules 10CFR2, 19,20.30.31,32.34,35.39.40, 50.61 & 
70 re stds for protection against radialionOpposes rule 

STUCHINSKI.V.L Three Mila Island Alert 6eFR23360 06/06/08 Docketing & Serv- 
ices Branch. 3pp 61 881 '298-61 861 300 

-9204240112 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 50,01 & 
70 re stds for protection against radiation Opposes rule. 

CAREY.W.E Ohio Stale Univ., Columbus, OH. CAREY, W E Affiliation Not Assigned 
66FR23360 86/05/12 Office of the Secretary of the Commission 2pp 81062 010 
61862011. 


zjo iNUiXL/uurvc; I du 1 1 dmo 


«92Q427&121 Discusses appJicalion o1 backfit rule to Part 20flulo may be applied as 
either adequate protection exception of two cost benefit slds 

CROCK ETT.S CDffice of lha General Counsel {Post BB07Q1) AA3B-2 0121 8&^07/12 
FIOSZTOCZY.Z Olftce of Nuclear Regulatory Research {Post 860720) 2pp 
61848 0&1 61848052 

"9204270128 tdentifiea two areas re 1OCFR20 that could benefit from further study One 
area involves quantitative analysts of impact rev that woutd be conducted after rev 
promuloated 

MERWIN.SE Baltella Memorial Institute. Pacific Northwest Laboratory AA3B'2 0-144 
88/11/09 PETERSON, HT Radiation Protection & Health Effects Branch 5Bpp 
61B49 135 61650 012 

"9204270132 Comment on proposed rules lOCFR 2, 19, 20,30,3 1,32,34,35, 3 9.40, 50.61 S 
70 re aids for proleclion against radiation Opposes rule 

MAYFIELD, ML Affilialon No1 Assigned 56FR23360 86/09/02 Docketing & Services 
Branch Ipp 61862 132^61862 132 

"9204270135 Commenl on proposed rules 10CFR2, 19, 20.30.3 1,32.34.35,39 .40, 50,61 & 
70 re stds for protection against radiation 

WEBER, N A Affiljahon Not Assigned S6FR23360. 86/09/05 Dockaling & Services 
Branch Ip 61662 156-61862 156 

"9204270138 Comment on proposed rules 1QCFR 2.1 9.20, 30,3 1,32,34, 3 5,39.40, 50.61 & 
70 re aids for protection against radiation Opposes rule 

GRIFFIN.R . GRIFFIN.E Affiliation Not Assigned 56FR 23360 86/09/03 Docketing ft 
Services Branch Ipp 61862 133 61 982’ 133 

"9204270142 Comment on proposed rules 10CFR2. 19, 20. 30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for proteclion against radiaUon Opposes rule 

BYRUE.EG MiHahon Nol Assigned 56FR233eo 86/09/09 Dockeling & Services 
Branch Ip 61862 157 61862 157 

"920427-0143 Provides info re use of metric sys by Federal agencies per 16CFR10 
statemenl policy.Matnc Conversion Acl of 1958 & amend of HR 1964 HR 1964 amend 
end 

BECKER, J Office ol the Genera! Counsel (Post 860701) AA38-2 0122 68/07/18 
ALEXANDEfl.R Office of Nuclear Regulatory Research (Post 880720) 6pp 
61848053 6184B058 

“9204270146 Comment on proposed rules 10CFn2,19,20,30,3l,32,34,35,39,40, 50,61 & 
70 re stds for proteclion against radialfon Opposes rule 

□ALAND, W E Affiliation Not Assigned 56FR23360 86/09/01 Dockeling & Sarvicos 
Branch Ipp 61862 134 61852134 

"9204270147 Commenl on proposed rules lOCFRa, 19, 20, 30,31, 32, 34 ,35,39.40, 50,61 & 
70 re stds for protection against radiation 

MORSE,M f Affhlialion Not Assigned 56FR23360. 86/09/06 Docketing & Services 
Branch Ip 61662 159 61662 159 

"9204270149 Commenl or» proposed rules 10CFR2. 19,20,30,31 .32,34,35, 30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SWANSON.PA, SWANSON.EE Affiliation Not Assigned 56FR23360 86/09/04 
NRG • No Dolaifod Affiliation Given Ipp 61862 135 61062 135 

"9204270160 Commenl on proposed rules 10CFR2. 10,20,30,31 ,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DAUBITZ.P Affiliation Not Assigned 56FR23360 86/09/06 Docketing & Services 
Branch Ip 61562160-61862 160 

“9204270152 Commenl on proposed ruies 10CFR2, 19, 20,30, 3 1,32, 34, 35, 3 9, 40, 50,61 & 
70 ro stds for protection egalnat rad ration Opposes rule 

DOUGHERTY.S Affiliation Not Assigned 56FR23360 66/00/00 Dockeling & Serv 
fees Branch 1pp. 61 862-1 36 61862 136 

"9204270155 Conrment on proposed rules iaCFR2,1 0,20,30, 3 1.32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANSOM, R Affiliation Nol Assigned 56FR 26360 86/09/06 Docketing Services 
Branch Ip 6 18 52- 161-61 062.1 61 

“9294270180 Forwaids layouts for voluminous lables in 10CFR2O,App B Samples 
should bo forwarded to Ofc of FR to ensure proposed change formal may he used In 
Part 20 rev FR notice 

PETERSON,HT Radiation Protection & Health EHocls Branch AA38 2 0t23 80/07/ 
22 MEYER, O Regulaloiy Publications Branch 3pp 61848 050 61848061 

"92C4270193 Comment on proposed niles 10CFR2, 19, 20,30, 3 1,32 ,34,35.39, 40, 50.61 & 
70 re stds for protoction abainst radiation Opposes rule 

BACHRACH.D, HERRINd,N. QIBB.W, Affiliation Nol Assigned. 56FR2336a. 86/09/ 
Oa Dockeling & Services Branch 1pp 61662.137 61862 137 

“9204270166 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32 ,34.35, 3 0,40. 60.61 & 
78 re aids for protection against radiation Opposes rule 

KOON.K Affiliation Not Assigned 56FR23360 06/09/08 NRC • No Delaifad Affill- 
atEon Given Ip 61062 162 61562 162 

"9204270168 Comment on proposed rules 10CFR 2, 19,20.30, 3 1,32.34,35,3 9,40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

BROWN, N G Affiliation Not Assigned. 56F-R23360. 86/00/30 Dockelino & Services 
Branch Ipp 61862 138 61062 138 

"9204270169 Forward comments submifted to Secrolary of Commission re stated pro- 

g osed rules, 

ARNUM.EC. Molycorp, Inc 56FR23360 06/05/05. ALEXANOER.R E Division of 
Radiation Programs & Earth Scfoncos (840429 860720) 1p 61862,273 61662 273 

"92O4270170 Comment on proposed rules 10CFR 2,1 9,20, 30,31 .32.34,3 5,39 ,40, 60,61 & 
70 re aids for pjotection against radiation Opposes rule. 

CRAIB.E , CRAIB.J. AffillalTon Nol Assigned 5eFR23360. 86/09/07. Office of the Sec- 
retary of the Commission. Ip. 61862.163 61862T63 

"9294270174 Comment on proposed ru!os 10CFR2,19, 20.3 0.31 ,32,34,3 5.39.40, 60.61 a 
70 re stds for protection against radiaffon Opposes rule 

STEORTS.T , MORSE.S Affiliation Nol Assigned SSFR 23360 86/09/02. Docketing & 
Services Branch Ipp 61 862’ 130 61662-139, 


"9204270177 Discusses recordkeeping costs associated vv/rev of 10CFR20 & clantios 
provisions of proposed ruCo which should be classified as basic health stds 
MORRIS.BM Division of Regulatory Applications (Post 870413) AA38-2 0124 68/ 
06/05 JOnOAN.E, Commlltoa to Review Generic Requirements 4pp 61848 062- 
61846 065 

"9204270181 Commonl on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

CROSSLEY.N A Affiliation Not Assigned 66FR23360 86/09/04 Dockeling & Serv 
ices Branch Ipp, 61862 1 40 61862 140 

"9204270184 Concurs w/oncl Part 2 re rules of practice provided minor comments dis- 
cussed w/H Peterson by E Ffack incorporated Ofc of Enforcement tias no position on 
Part 20 

LIEBEHMAN.J Ofc of Enforcement (Post 870413) AA30 2 0125 88/06/05 

MORRIS.B M Division of Regulatory Applications (Post 870413) 7pp 61848 066 
61840 066 

"9204270185 Comment on proposed rules iOCFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds lor protection against radiation Opposes rule 

WILSON,! A Molycorp, Inc 56Fn23360 86/05/01. Docketing & Services Branch 
14pp 01662 274-81862 287 

--9204270186 Comment o-n proposed rules 10CFR2, 19, 20,30, 31, 32, 34,35, 39, 40, 50,61 f& 
70 re aids for proteclion against radiation Opposes rule 

* Affiliation Not Assigned. 50FR233eo 86/09/08 NRC - No Detailed Affiliation Given 
Ipp 61862.141-61862 141 

"9204270192 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34,35, 39, 40. 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

^ * Affiliation Not Assignod 56FR23360 66/09/03 Office of Ihe Secretary of the 
Commlssior^ Ipp 61862 142 61662142 

"9204270163 Discusses new Part 20 & backlit rule, per SECY-80-315 Backfit rule violat 
ed 8. must bo suspended or exempted from if now Part 20 to go forward 
PARLER.WC Office of the General Counsel {Post 860701) AA30-2 0146 86/11/22 
CURTISS Cofnmisslonors (Post 750119) 3pp 61650 013 61650 019 

"9204270195 Forwards final draft rent. "Regulatory Analysis for rev of 10CFn20 " Draft 
reflects comments by BaCtollo & Oic of General Counsel, 

MEftWIN.SE Battelfa Memorial Institute, Pacific Northwest Laboratory AA30'2 0126 
88/00/10 PETERSON, H.T Radiation Protsetion & Heallh Effects Branch 121pp 
6184 0 067 6104D’186 

"9204270200 Comment on proposed rules lOCFRZ, 19, 20.30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation 

WILLIAMS, n Richard WlPiams Architecture WILLIAMS.R. Affiliation Nol Assigned 
56Fn23360 06/05/05 ALEXANOER.R Division of Radiation Programs 6 Earth Scl 
encos (840429 060720) Ip, 61862 268 61862 286 

"9204270201 Comment on proposed rules 1OCFR2,1O,2O,3O,31,32,34.35,30,4O, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FOSTER.R.C Affiliation Not Assigned 60FR2336O 86/09/10 Docketing & Services 
Branch Ip 61662 1 64 61062 1 64 

"9204270202 Forwards draft Commission policy paper & transmittal memo to EDO for 
10CFR20 rulemaking Goncurronce requested by 880906 W/o end. 

MORRIS.B M Division of Regulatory Applications (Post 870413) AA9D-2 0127, 80/ 
08/26 MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 
THOMPSON, H.L. Offico of Nuclear Malerial Safety & Safeguards PARLER.WC 
Office of the General Counsel (Post 8B0701) 2pp 61048 187-61640 186 

"9204270204 Commonl on proposed rules 10CFR2,19,20,30,31.32,34,3B,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

SMITH, T. Affiliation Not Assigned B6FR23360 66/00/30 Docketing & Services 
Branch. Ipp 61662 143 61662 143 

"9204270207 Commonl on proposed rules 10CFR2,19, 20, 30, 31 .32,34,35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SKIBBEL,P L Affiliation Not Assigned 66FR2330O 86/09/00 Offico of the Secretary 
of the Commisaion Ip 61862-165 61662 165, 

"9204270208 Provides followup to question at public hearing on 10CFR20 861110 con- 
cerning cortformance of Industry proposals for regulating doses to workers from long 
lived radionuclides to federal guidance 

RICHARDSON. A. NRC - No Detailed Affiliation Given AA3D-2 0146 88/11/18 
CURTISS, J R, Commissioners (Post 760119) 7pp 61050 020 81B50.026. 

"9204270210 Comment on proposed rules 10CFn2, 19,20,30,31 ,32,34.35.30,40, 50,61 & 
70 re slds for protection against radlatIon.Opposas rule 

* Affiliation Nol Assigned 56Fn23360 86/09/10, Docketing & Services Branch. Ip 
61662'166 61062 166 

"9204270211 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35, 39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

EODINS.R.A., EDDINS.GL Affiliation Not Assigned 50FR2336O 86/06/00 

ALEXANDEfl.R E Division of Radiation Programs & Eorth Sciences (840429 660720), 
Ip 61862 289-61862 289, 

"9204270213 Commenl on proposed rules 10CFR2,1 0,20,30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radial lon.Opposes rule 

LOWEM,S Affiliation Not Assigned 66FR23360, 66/09/00 Docketing & Services 
Branch, ipp 61862-144-61662 144. 

"9204270216 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

RANDALL.MA, RANDALL, R D. Affiliation Not Assigned 56Fn23360 08/09/10 
Docketing ^ Services Branch 1 p. 61862.167-61862,167. 

"9204270217 Responds to ACRS comments ro 10CFR20 ro stds for protection against 
radiation 

STELLO.V, Ofc of the Execufive Director for Operations AA38-2 0128. 88/09/02 
FRALEY, RF, ACRS - Advisory Committee on Reactor Safeguards 7pp 61840.189 



BARTON, C ACfilial/on Nol Assigned 56FR23360 86/08/23 Docketing & Services 
Branch 1pp 61862 145 6 1662 145 


WHIPPLE, J A Atfllialion Not Assigned 56FR23360 86/09/08 
Branch Ip 61862 193 61862 193 


Docketing & Services 


-9204270221 Comment on proposed rules 10CFR2, 19, 20,30 .3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LUKE.L L Affiliation Not Assigned 56FR23360 86/09/10 Pocketing & Services 
Branch 1p 61862 180 61862 168 

—9204270224 Discusses OGC position as to whether guidance to federal agencies 
signed by President sufficient justification to preempt backfit requirements to 
10CFR50 109.as staff argued In SECY 88-316 

PARLER.WC Office of the General Counsel (Post 060701) AA30-2 0150 80/11/20 
ROBERTS Commissioners (Post 750119) 2pp 61050 078-61850 108 


-9204270294 Comment on proposed rules 10CFR2.19, 20, 30,31, 32,34,35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

REILLY.BW Affiliation Net Assigned 56FR23360 06/09/07 Docketing & Services 
Branch 1p 61862.179-61862 179 

-9204270295 Comment on proposed rules 10CFR2, 10,20.30,31.32,34,35,39.40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

DIERAUER.C Affiliation Not Assigned 56FR23360 86/09/08 Docketing & Services 
Branch Ip 61862 194 61862 194 


-9204270227 Comment on proposed rules 10CFfl2, 19,20,30,31 ,32.34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

S8AR,C Affiliation Nol Assigned 56Ffl233eo 06/09/10 Docketing & Services 
Branch Ip 61062 169 61862 169 

-92Q4270230 Responds to 880823 Itr informing that proposed 10CFR20 revision re use 
of effective dose equivalent applies only to doses from inlemal 
radionuclides Statement of considerations (or proposed rule listed 
ROECKLEIN,A.K Radiation Protection & Health Effects Branch AA38-2 0129 88/09/ 
13 KAUL,DC Science Applications International Corp (formerly Scionce Applies- 
Hons, fnc) 2pp 61848 202-61048 203 

-9204270232 Comment on proposed rules 10CFR2, 19, 20, 30,31 .32, 34, 35, 39. 40. 50,61 & 
70 re stds for protection against radiation Opposes ruto, 

DUaOlS.T Affiliation Not Assigned 56FR23360, 86/09/10 Docketing & Services 
Branch Ip 61062 170-61862 170 

-9204270235 Commant on proposed rules 10CFR2. 19,20.30.3 1.32.34,35,39. 40, 50,61 & 
70 re stds for protection against radiation 

O’BRIEN.A Affiliation Not Assigned 66FR23360 86/09/07 Docketing 4 Services 
Branch 1p 61862 171-61862-171 

-9204270239 Comment on proposed rules 10CFR2.1 9.20,30,31 .32,34,35.39,40. 50,61 4 
70 re stds for protection against radiation.Opposes rule 

* Affiliation Not Assigned 66FR23360 86/09/10 Office of the Secretary of the Com- 
mission Ip 61862,172-61862 172 

-9204270243 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34.35.39,40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

RILLY.ME Aifiliallon Not Assigned 56FR23360 86/09/07 Docketing & Services 
Branch. Ip. 61862 173-61862 173. 


-9204270297 Comment on proposed rules 10CFR2. 19,20,30,31,32.34,35,39,40, 50,61 & 
70 re stds for prelection against radiation Opposes rule 

DnADE.J L Affiltatfon Not Assigned 56FR23360 06/09/04 Office of the Secretary of 
the Commission 2pp 61862 180 61862 181 

-9204270300 Comment on proposed rules lOCFRa, 19,20,30, 31, 32, 3 4,35,39, 40, 50,61 4 
70 ro stds for protection against radiation Opposes rule 

TRUSSELL.RR Affiliation Not Assigned 66FR23360 86/09/10 Docketing 4 Serv- 
ices Branch 2pp 61862 102 61662 163 

-9204270304 Comment on proposed rulos 10CFR2,19,20,30.31,32,34,35,39.40, 50,61 4 
70 fo aids for protection againsl radiation Opposes rule 

NELSON, DR lltino-la Sale Energy Alliance NELSON, DR Affiliation Nol Assigned 
56FR23360 86/09/07 Docketing & Services Branch 2pp 61862 184-61862 165 

-9204270307 Commenl on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40. 50,61 4 
70 re stds for protection against radiation Opposes rule 

DIPUTBO.G Affiliation Not Assigned S6FR23360 86/09/11 Docketing 4 Services 
Branch Ip 8t862'186 61862-186 

-9204270331 Commant on proposed rules 10CFn2, 10,20,30,31,32.34,35,39,40, 60,61 4 
70 ro stds for protection against radiation Opposos rule 

MILLER.M J Affiliation Not Assigned, 56FR23360 96/05/09 ALEXANDER.R Division 
of Radiation Programs 4 Earth Sciences (640429 660720) 1p 61B62 290 61862 290 

-9204278334 Commant on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 50,61 & 
70 re aids for protection against radiation. 

COTE,N Affiliation Not Assigned 66FR23360 86/07/24 Docketing 4 Services 
Branch 1 p 61862'2gi-618&2 291 


-9204270250 Commenl on proposed rulos 10CFR2. 19,20,30.31 ,32,34,35,39.40, 60,61 4 
70 re stds for protection against radiation Opposes rule 

SHITBEE.J R Affiliation Not Assigned 66F^23360. 86/09/10. Docketing & Services 
Branch Ip 61662 174-61862 174 

-9204270251 Comment or> proposed rufea 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 4 
70 re stds for protection against radiation Opposos ruto 

GANQI.B F Affiliation Not Assigned 66Ffl23380 08/09/1 1 Docketing 4 Services 
Branch 1p 61862.180-61862 188 

-9204270259 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 4 
70 re stds for protection against radialion Opposes rule. 

BRIAN, LO Affiliation Nol Assigned 56FR23360 86/09/10 Docketing 4 Services 
Branch Ip 61062 175-61062176 

-9204279260 Commenl on proposed rules 10CFR2, 19,20, 30,31, 32,34, 35, 39, 40, 50,61 4 
70 re stds for protection against radiation Opposes ruto 

GANQI.VA Affiliation Nol Assigned 56FR23360 86/09/11 Docketing A Services 
Branch. Ip 61862 189-61862 109 

-9204270265 Comment on proposed rules 10CFR2, 16, 20.30.3 1,32,34, 35. 39,40, 50,61 4 
70 re stds for protection against radiation Opposes rule 

O'BRIEN, TF Affiliation Not Assigned 56FFf23360 86/09/11 Docketing 4 Services 
Branch Ip 61 062- 190-61 062. 190. 

-9204270266 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 4 
70 re stds for protection against radiation 

ZAFRIS.J.L Affiliation Nol Assigned 56FR23360 86/09/09. Docketing 4 Services 
Branch, ip 61862176-61862.176 

-9204270271 Comment on proposed rules 10CFfl2, 19, 20,30.31, 32,34,35, 39,40, 50,61 4 
70 re Bids for protection against radiation Opposes rule 

WALSH.HN. Affiliation Not Assigned. 56Fto360. 88/09/11. Docketing A Services 
Branch. Ip. 61O62.191-61062'191 

-9204270272 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,36,30,40, 60,61 A 
70 re aids for protection againsl radtallon Opposos rule. 

ENDRUSICK.T.L, Affiliation Not Assigned 56FR23360 86/09/03, Docketing & Serv- 
ices Branch. Ip 61 862-1 77-61862 177. 

-9204270275 Forwards comments on equal employmenl opportunity Commission pro- 
posed policy guidance on reproductive A fetal hazards dtd 681007. 

BECKER, J.M Office of the General Counsel (Post 860701) AA38-2 0151. 88/12/05, 
JOHNSTON, D.B Equal Employment Opportunity Commission. 7pp. 61B50.109- 
61850-116 

-9204270280 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34,35,39,40, 50,61 4 
70 re stds for protection against radiation.Opposes rule 

HAZARD.R L Affiliation Nol Assigned 56FR23360 86/09/09 Docketing A Services 
Branch. Ip 61862-192-61862 192, 

-9204270261 Forwards revised draft std, "Neutron 4 Gamma Ray 17 Fluence-to-Dose 
Factors," ANSi/ANS 6 1 1-1988 for review A commenl Requests meeting on 881031 
In WashIngton.DC to discuss draft stds. 

KAUL.DG Science Applications International Corp (formerly Science Applications, 
fnc). AA3B-2 0130, 88/08/23, ALEXANDER, B NRC - No Detailed Affiliation Given 
2pp. 61848-204-61848:205. 

-9294270264 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40, 50,61 4 
70 re stds for protection against radiation Opposes rule. 

WEGENER, C„ JACOBS, R Affiliation Not Assigned 66FR23360. 86/09/10 Office of 
the Secretary of Ihe Commission. Ip, 61882:178-61862,178, 


-9204270337 Advises that Ofc of General Counsel has no legal objections to staff 
paper re rev of 10CFn20, "Sids for Protection Against Radralion " 

BrcKER,JM Office of Ihe General Counsel (Post 860701) AA38-2 0134 88/09/22 
STELIO.V Ofc of the Executive Director for Operations 29pp 61848 216 61848 215 

-9204270338 Comment on proposed rules 10CFR2,1S,20,30.31, 32.34, 35,39,40, 50,61 4 
70 re aids for protoclion against radiation Opposes rule 

HAZARD.J Affiliation Not Assigned 56FR23360 06/09/1 1 Docketing 4 Services 
Branch. Ip 61082-195 61862105 

-9204270339 Forwards proposod guidance on reproductive & fetal hazards Guidance 
approved by Commission on Interim basi3,afier final approval A will bo incorporated 
Into Vol II of EEOC copifanc© manual 

THORNTON, EM. Equal Employment Opportunity Commission AA38-2 0162 88/11/ 
00 BECKER, JM Office of the General Counsel (Post 060701). 18pp. 61050.116- 
61850 1 36 

-9204270342 Comment on proposod rules 10CFR2, 19, 20,30,31, 32,34, 35, 39, 40, 50,61 A 
70 re stds for protoclion against radiation 

YOUNG, A.E Affiliation Not Assigned 66FR23360 86/07/28 Docketing A Services 
Branch. Ip 61862 292 61862-292 

-9204270340 Comment on proposed rulos 10CFR2, 19, 20,30,3 1,3 2,3 4.3 5,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HAMIlTON.n.B Affiliation Not Assigned 6#R23360. 00/09/11, Docketing A Serv- 
ices Branch Ip. 61862 196-61802 106 

-9204270351 Comment on proposed rules lOCFR 2, 10, 20, 30, 3 1,3 2, 3 4. 3 5, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposos rulo 

GREENFIELD.M Aifiliallon Nol Assigned B6FR23360 88/07/26. Docketing 4 Serv- 
ices Branch Ip 61862 293-61062 293 

-9204270354 Comment on proposed rules 10CFn2.1 9,20,30,3 1,32,34,36,39,40. 50,81 A 
70 re stds for protection against radiation.Opposes rule, 

PETTEY.L Aflillalion Not Assigned 56FR23360 86/00/06 Docketing 4 Services 
Branch. Ip. 61862 197-61862 107. 

-9204270367 Comment on proposod rules lOCFR 2. 10.20.30.31.32,34,36.39,40, 50,01 4 
70 ro slda for protection against radiation Opposos ruto 

JOYCE.K. Aifilialion Not Aasignod 66FR233Q0 86/07/20. Office of the Secrotery of 
Ihe Commission tp 61862:204-61862-294. 

-9204270369 Forwards FR meeting notice of filth meeting of ACNW scheduled for 
881221 In Bethosda,MD to discuss proposed rev to 10CFR20, "Slds for Protection 
Againsl Radiation." Viewgraphs end 

FhALEY,RF ACRS - Atfvisory Committee on Reactor Safeguards AA30-2 0153. 08/ 
12/07 HOYLE,JC ACRS • Advisory Committee on Reactor Safeguards 67pp 
61850-136 61850.202 

-9204270360 Forwards first draft of Reg Guide that endorses NUREG/CR-4804. "Ac- 
ceptable Methodology for fnterp rotation of Bloassay Measurements," Comments ro- 
quested. 

BROOKS.B Office Of Nuclear Regulatory Research (Post 860720). AA38-2 0136 88/ 
09/23. COOL.D. NRC - No Detailed Afillialion Given IBpp 51848-216 61848-246 

-9204270366 Comment on proposed rules 10CFR2, 19, 20 ,30 ,3 1,32,34, 3 5, 39,40, 60,61 4 
70 re stds lor protection against radiation Opposes rule 

EOWARDS.C Affiliation Not Assigned 5eFR2330O. 06/07/23. Docketing 4 Services 
Branch. Ip, 61862-295-61862 295, 


238 NONDOCKETED ITEMS 


-9204270369 Commenl on proposed rules 1OCFR2,i9,2O,30,3l.32,34,35,3M0, 50.61 & 
70 re slds for protection egainsl fadiatori Opposes rule 

LAFFELy.S A . LAFFELY.h N AffdiaHon Not Assigned 56FFI23360 66/09/09 DpcX- 
eling 4 Services Branch Ip 61862 1 00 61B62 198 

-92014270373 Comment on proposed rules 10CFFI2.19,20,30,3l,32,34,36,39.40, 50.61 & 
70 re slds for prolectdon agamsl radiation Opposes role 

TRACOKASMQ All ilia lion Not Assigned 56FR23360 86/07/20 Dockoling & Sorv- 
Ices Branch 1 p 61662 296 6 1 862 296 

-<9204270376 Comment on proposed rules 10CFR2,1D,20»30,3l, 32.34, 36 ,39.40, 50.61 & 
70 re slds for protection against radiation Opposes rule 

PERHINQ.C Miliation Not Assigned 56FR23360 86/09/11 Dockeiing & Services 
Sranch ip 61862 199-61862199 

-9204270377 Comment on proposed rules 10CFR2, 19, 20.3 0,31 ,32,34,35 ,39.40, 50,61 & 
70 re slds for prelection against radiation Opposes rule 

GANGI.UE Affiliation Not Assigned 56FFI23360 66/09/11 Dockoiiig & Services 
Branch Ip 61 D62 304-61862 304 

-9204270376 Comment on proposed rules 10CFR2, 19 , 20.3 0,31.32,34,35.39.40, 60,61 & 
70 re stds for protoclion against radiation Opposes rule 

SHE LION, P AfMiaiion Not Assigned 5BFH23360 QB/07/20 NHC - No Dolaited Af 
filiation Given Ip 61862 297^61862 297 

-9204270386 Comment on proposed rules 10CFfl2,l9,20.30,31,32>34,35,39,40, 50.01 & 
70 re slds for protection against radiation Opposes rule 

CQDY.P Affiliation Not Assignad 56FR 23360 86/09/11 Dockolmg 4 Servicoa 
Branch Ip 61B62t200-6lB62 i^DO 

-9204270387 Comment on proposed rules 10CFR2, 10.20, 3 0,31 ,32,34,35,30,40, 50,01 & 
70 re stds for protection against radiation 

LEONARD, A J Affiliation Not Assigned 66FR233eo &6/07/31 NRC-NoDotallodAf* 
fill alien Given 1p 61862 298 61862 298 

-9204270389 Comment on proposed rulsa 10CFR2, 16, 20, 30, 3 1,32,34, 3 6,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

QANGI,OS Affiliation Nol Assigned 56FR23360 86/09/11 Docketing & Sorvicos 
Branch Ip 61862 305-61862 305 

-9204270393 Comment on proposed lulea tOCFR2,1 9,20,33, 3 1,32,34, 35,39, 40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

OSNER.J Affiliation Not Assigned 56FR23360 86/09/11 NRC • No DolallocI Affili- 
ation Given Ip 61662 201-61862 201 

-9204270390 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 3 9, 40, 50,61 & 
70 re slds for protection against radiation 

COLLINS,! Affiliation Not Assigned 56FR23360 86/10/13 NRC - No Dotallod Affili 
alion Give n 1 p 61 862 3D6 61 862 306 

-9204270402 Commenl<on proposed rulos 10CFR2, 19, 20, 30,3 1,32, 34,35, 30, 40. 50,61 & 
70 re aids for protection against radiation Opposes rule 

CONLY.L, BLOOM, P, CALDERON.C Nuc tear Free Dorkoloy Commltloe 5QFn23360 
B6/07/31 DocKelir^g & Services Branch 1 p 61862 290 61662 299 

-9204270403 Comment or> proposed ruloa 10CFR2, 19, 20, 30, 3 1,32 ,34.35, 30,40, 60,61 & 
70 re stds for profectlon agafnsl radiation Opposes nifo 

SANBORN, I M . SANBORN, W AfMiation Nol Asslnnod 56FR 23360 06/0D/O7 Dock 
eing & Services Branch 2pp 61062 202-61862 203 

-9204270404 Comment on proposed ruios 10CFR2,1 0,20,30,3 1,32 ,34, 35, 30.40, 60,61 & 
70 re stds for protection against radiation 

VERMONT, K Aflitiaflon Nol Assigned 5QFR23360 86/10/00, NRC * Mo Dolailod Af 
filialon Given 4pp 61862 307 61862 310 

-9204270409 Comment on proposed rulos 10CFR2, 19,20, 30, 3 1,32,34, 35, 30,40, 60,61 & 
70 re slds for protoclion against radiation Opposes rule 

GREGG.D R Affiliation Not Assignod 66Fn23360 B6/10/14. Offico of Iho Socrolary 
of the Commission ip 61662 311-61862,311 

-9204270410 Comment on proposed rulos 10CFR2,1 0,20,30, 3 1,32,34,35, 3 9, 40, 60,61 & 
70 re stds for protection against radiation Oppose^ rule 

SLECHTA,A Affiliation Not Assigned 56FR23360 00/09/06 Dockolmg & Services 
Branch Ip 61862 204 61862 204. 

-9284270415 Forwards proposed Commission policy paper rocommonding approval A 
publication ol revised 6td for radiation protection (10CFR2O). 

BECKJORD.E S Office of Nuclear Reactor Regulation, Director fPost 070411) AA3D- 
2 0136 88^9/27, STELLQ.V Ofo ol the Exoculivo Director for Oporatlons, ionp 
61848247-61849,071 

-9204270419 Comment on proposed rules 10CFR2,1 9.20,30,31,32,34,35*30,40. 60,61 A 
70 re stds for protection against radiation Opposes rule 

VVAHSHAW.DA Alfiliall on Nol Assignod 66FR233eO 00/09/06 Dockotlng 6 Sorv* 
icas B ranc h Ip 61 B62 205 6 1 B62 205 

“9204270421 Comment on proposed nilos 10CFR2, 19, 20, 30,3 1.32, 3 4, 35.30, 40, 60.61 & 
70 ra stds for prolecllon against radialcort 

BELL.tK Affiliation Not Assigned 66FR23360 86/10/15 Docketing A Sorvlcos 
Branch 2pp 61862 312 61862 313 

-9204270423 Comment on proposed rules 10CFR2, 10, 20, 30, 3 1,32,3 4,35.39,40, 60,61 A 
70 re stds for proteclian against radiation Opposes rule 

BROERSMA.D Affiliation Not Assigned 56FR23a60. 80/97/24 NRC - No Oolailed 
Affiliation Gly&/i Ip 6166230061662 300 

-9204270431 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32.34,35,39,40, 60 61 A 
70 re stds for protection against radlallon Opposes mlo 

OAY.M. Affiliation Not Assigned 56FR23380 86/0B/01. Office of the Secretary of tho 
Commission fp 61862 301-61662301 

-9204270434 Commonl on proposed rules tOCFR2, 19.26,36, 31.32,34,35, 30,40, 60,61 & 
70 ra stds for protection against radiation Opposes rula. 

BeFRa3360. aa/ro/22 Docketing & Sorvtcoa Dranoh Ip 

D J 1 4 Ol oo<;31 4 

-9JW4270437 Comment on proposed rufes 10CFR2, 19, 20, 30, 3 1,32,34,3 5.30.40, 60,61 & 
70 ra stds for protection against radiation <^posQa rule. 


-9204270440 Comment on proposed rules 10CFR2, 19.20,30,31, 32,34,35, 39.40. 50.61 & 
70 re stds lor protoclion against radiation Opposes rule 

RUTTER.V B Affiliation Not Assignod 56FR23360 86/07/ie NRC - No Detailed Af- 
filiation Given Ip 61662 302-61862 302 

-9204270441 Comment on proposed rules 10CFR2,19, 20.30.31,32.34 ,35.39.40, 50.61 A 
70 re slds lor protection againai radiation Opposes rule 

HtCKMAN.JH Affiliation Not Assigned 56FR23360 06/10/18 Office of the Sacral ary 
of the Commission ip 61662 315 6186? 315 

-9204270444 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32.34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

0!ANDER,R E Affiliation Not Assigned 56F=R23360 86/07/30 Docketing A Services 
Branch Ip 61062 303-61662303 

-9204270452 Comment on proposed rules 10CFR2.19,20,30,31,32,34.35,39,46, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

SHAW.A B Alfihatlon Not Assigned 56FR23360 86/09/11 Dockakng A Services 
Sranch 1p 61062 207 61862 207 

-9204270464 Comment on proposed rules 10CFR2,19.20,30.3l,32,34,35,39,40, 50,61 & 
70 ro sttfs for protectiori against radiation 

DEAR.! M , VVILUAMS M A , WILLIAMS,! L Affiliation Nol Assigned 56FR23360 86/ 
10/28 Offico of the Secretary of Iho Commission ip 61862 316 61862 316 

-9204270459 Comment on proposed rules 10CFR2, 19,20 ,30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 fo stds for proloclicin against radiation Opposes rule 

BATEHELDER.P Affiliation Not Assigned 56FR23360 86/09/11 Dockeiing A Serv- 
ices Branch 1p 61662 208 61062 208 

-9204270462 Comment on proposed rules 10CFR2, 19,20, 30, 31,32,34.35,30,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

OLDAK.B. Affiliation Not Assigned 56FR23360 86/10/23 Oockehng A Services 
Branch Ip 01B62'317 61062 317 

-9204270464 Comment on proposed rulos 10CFR2,19,20,30,31,32,34,35,39,40, 50.61 A 
70 re aids for prolecllon against radiation Opposes rule 

LEONARD.N B Affiliation Not Assigned 56FR23360 06/10/23 Dockeiing & Services 
Branch Ip 61602 316 61862 310 

-9204270474 Comment on proposed rules 10CFR2, 10,20,30.31 .32,34.35.39,40, 50,61 A 
70 ro slds for protection against radiation Opposes rule 

CARNWAUrM Affiliation Not Assignod. 56FR23360 86/10/23 Docketing & Services 
Branch Ip 61862 319 61062 319 

-920 4270476 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35, 39, 40, 50,61 & 
70 ro stds for prot-octlon against radiation Opposes rule 

BOUCHER, B AfliJialion No! Assigned 56FR23360 66/10/23 Docketing A Borvices 
Branch Ip 61662 320 61662 320 

-9204270479 Comment on proposed rules 10CFn2, 19, 20, 30,31, 32, 34, 35, 39,40, 50,61 & 
70 ro Bids for prolecllon against radiation Opposes rule 

' Abalone Alliance 5eFR23360 86/09/11 Office of the Secretary of tho Commission 
Stpp 01062 200-61862 229 

-920 4270484 Commof^t on proposed rulos 10CFR2.1 9,20.30.31 ,32,34.35.30.40, 50.6 1 & 
70 fo stds for protection against radiation Opposes rule 

ESHOM.MJ Affiliation Not Assigr^od 56FR23360 00629 86/00/09, NRC - No Do 
tailed Affiliation Given 1p 61Q62 230 61862 230 

-0204270485 Commonl on proposed rulos 10CFR2,1 9,20,30,31 .32,34,35,30.40, 50,61 & 
70 re Bids for protection against radiation Opposes rule 

^ AfflllaHon Nol Assignod 66Ffl23360 86/10/23 Docketing & Sorvicos Branch In 
01862 321-61882 321 

-920427046 ft Comment on proposed rulos 10CFR2, 19,20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

GOSSOM.M 0 Affiliation Not Assignod 56FR233Q0 86/09/09 Docketing & Services 
Branch Ip 61 662231 61062 231. 

-9204270469 Comment on proposed rulos 10CrR2, 19,20, 30,31 ,32, 34, 35, 39.40. 50,61 & 
70 ro Bids for protection against radiation Opposes rule 

BiUM.M Alflllalion Nol Asaignad 5QFR23360 86/10/23 Dockotiing A Services 
Branch 1 p. 6 1 882 322-8 1 862 .322 

-9204270492 Commonl on proposed rules 10CFR2, 10,20,30,31, 32, 34,35, 39, 40, 50.61 A 
70 ro stds for protection against radlolion.Opposes rule 

GARCIA,!. J, Affiliation Not Assigned 66FR23360 86/10/16 Dockolmg & Sorvicos 
Branch 1 p. 6 1 862 323-61 862:323 

-9204270493 Comment on proposad rules 10CFR2, 19,20,30, 31, 32, 34,35.39.40, 50,61 & 
70 ro aids for protoction against ra dial! on Opposes rule 

MOBEHQER.M.R , MOBERGER.A F Affiliation Nol Assigned 56Fn23360 86/09/12 
Docketing A Sorvicos Brand) Ip 61862 232-61662 232 

-9204270496 Comment on proposed rulos 10CFR2, 19, 20, 30, 31, 32, 34.35, 39, 40, 50,61 & 
70 re stds forproloQtlon against radiation Opposes rule 

MIRBAUn.KA, MOBERQER.J.G. Affiliation Not Assigned 66FR2a360. 06/00/12 
Docketing & Services Branch 1 p 61862 233 61862 233. 

-9204270498 Commonl on proposed rules 10CFR2,1 9,20,30,31 ,32,34.^5,39.40, 50,61 A 
70 ro Bids for prolecllon against radiation, 

GOODEN.H Affiliation Not Assigned S6FR23360 86/10/21 Offico of the Socretary 
of IhoConiimfsaton tp. 61832 324-81882.324 

-9204270601 Comment on proposed rules 10CFR2, 10, 20, 30, 31, 32,34, 35 , 39, 40, 50,61 A 
70 re stds for prolecllon against radiation Opposes rule 

EHMI.R, Affiliation Nol Assigned 66FR23360 86/09/08 Dockeiing & Services 
Branch, 1p. 61862 234 61862 234 

-9204270503 Ce-mmonl on proposed rules 10CFR2, 19,20,30,3 1,32,34, 36,39*40, 60,61 & 
78 ro side for protection against radiation Opposes rule 

MCINTOSH.C M Affiliation Not Assigned, 56FR23360. 86/09/08 NRC - No Detailed 
Affiliation Given 8pp. 6\B02 ?3b 81B62‘236 



WMMb.u Maine LaDor uroup un Meaim, inc b6hH23JBD 86/10/81 Oocketing & 
Services Branch ip 61862 325-61062 325 

-9204270509 Comment on proposed rules 10CFR2. 19, 20.30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WILSON.M Affdialion Not Assigned 56FR23360 86/09/10 Dockoting & Services 
Branch Ip 61862 237-61062 237 

-9204270510 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35.39.40. 50.61 & 
70 re stds for protection against radiation 

HAWLEY.HG . HAWLEY, P Affiliation Not Assigned 56FR233B0 86/10/24 Office of 
the Secretary of the Commission ip 61862 326-61862 326 

-9204270512 Comment on proposed rules 10CFR2, 19, 20,30.3 1.32.34.35.39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

LIBBY, M Affiliation Not Assigned 56FR23360 86/00/ 15 Docketing & Services 
Branch Ip 61862 238 61862 230 

-9204270515 Commenl on proposed rules 10CFR2. 19, 20,30.31, 32.34.35.39.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

MURPHY.G . MUHPHY.J Affiliation Not Assigned 56FR23360 86/09/15 Dockolmg 
& Services Branch Ip 61862 239-61862 230 

-9204270521 Comment on proposed rules 10CFn2. 19.20.30,3 1.32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

HUNTINQTON.D Affiliation Not Assigned 56FR233G0 86/10/24 Docketing & Serv- 
ices Branch 1p 61062 327-61862 327 

-9204270622 Commenl on proposed rules 10CFB2,1 9,20,30.3 1,32,34, 35, 39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

THAYER, D , PERRAULT.R . FOX.M F Affiliation Not Assigned 50FR2336O 86/09/ 
OB Docketing & Services Branch Ip 61862 240 61082 240 

-9204270523 Comment on proposed rules 10CFR2, 19,20.30,3 1.32,34.35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAWKINS.T F , HAWKINS, J S Affiliation Not Assigned 56FR23360 86/10/21 Oock- 
ollng & Services Branch 1p 61862 328 61862 328 

-9204270527 Comment on proposed rules 10CFR2, 19, 20.30,31. 32.34.35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CUNNINGHAM.L . BOZARTH.R . HASLEY.P Affiliation Not Assigned 56FB23360 
86/09/08 Docketing & Services Branch 1p 61862 241-61862 241 

-9204270628 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCIANGUU,TL Affiliation Not Assigned 56Fn23360 86/10/17 Docketing & Serv- 
ices Branch 1p 61862 329 61862 329 

-9204270529 Comment on proposed rules 10CFR2,1 9,20,30, 3 1,32, 34, 36,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

O’NEILL.DL Affiliation Not Assigned 56FH23360 86/09/11 Docketing & Services 
Branch ip 61862 243 61862 243 

-9204270532 Commenl on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GLOWIK.D Affiliation Not Assigned 56FR23360 06/00/15 Oocketing & Soivicos 
Branch Ip 61862 244 61862 244 

-9204270533 Comment on proposed rules 10CFR2. 19,20.30,31,32,34.35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

BERT.B Affiliation Not Assigned 56FR23360 66/10/17 Dockoting & Services 
Branch Ip 61862 330 61062 330 

-92042B0030 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,35, 39, 40, 50,61 a 
70 re stds for protoctlon against radiation Opposes rule 

BERT Affilialion Not Assigned 66FR23360 88/10/17 Dockoting & Services Branch 
Ip 61863 023 61863 023 

-92D4280039 Comment on proposed rules 10CFR2, 19, 20, 30,31. 32, 34,35, 30, 40, 50,61 a 
70 re stds for protoction against radiation Oppose any Increase in acceptable radi- 
ation exposure 

MCENROE.C Affiliation Not Assigned 56FR23360 06/10/16 Dockoting a Services 
Branch Ip 61862 331-81862 331 

-9204280047 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39.40, 50,61 a 
70 ro stds for protection against radiation Opposes rule 

FRANCIS, DL Affiliation Not Assigned 56FR23360 86/10/17 Oocketing a Services 
Branch Ip 61063 024 6 1863 024 

-9204260063 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35,39, 40, 60,61 a 
70 re aids for protection against radiation 

KEARNEY. JJ Edison Electric Institute 56FR23360 86/10/31 CHILK.SJ Offico of 
the Secretary of the Commission 5pp 61863*059 61863 063 

-9204280069 Commont on proposed rulos 10CFR2, 19,20, 30,3 1,32,34,35.39, 40, 60,61 a 
70 ro stds for protection against radiation 

EYLER.N , SARON.M , GULICK.L Accord Research a Educational Assoclalos, Inc 
56FR23360 86/10/31 Doc koling a Services Branch 4pp 61863 064 61863 067 

-9204280074 Comment on proposed rules 10CFR2. 19,20,30.31,32,34,35.39.40. 50,61 a 
70 re stds for protection against radiation Opposes rule 

NELSON. J M South Dakota. State of 56FR23360 86/10/20 Docketing a Services 
Branch 2pp 61862.332 61 B62 333. 

-9204280078 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50.61 a 
70 re stds for protection against radiation. 

CURRAN.D Union of Concerned Scientists 56FR23360 86/10/31 Office of the Sec- 
retary of the Commission 7pp 61863 068-61863 074 

“9204260006 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 35, 30,40, 50,61 a 
70 re stds for protoction against radiation 

SEMIN ARIO.M AFL-CIO, SEMINAR IO,M Affiliation Not Assigned, 56FR23360 86/ 
10/28 Docketing a Services Branch 8pp 61862.334-61802 341, 

-92042800B8 Commont on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34 ,35, 39 ,40, 50,61 a 
70 re stds for protection against radiation 

EDWARDS, DW Yankee Atomic Electric Co 56FR23360, 86/10/30 Docketing a 
Services Branch 0pp 61863 075 61863,082 


FRANCIS, B Affiliation Not Assigned 56FR23360 86/10/17 Docketing a Services 
Branch Ip 61863 025 61863 025 

-92042B0096 Commenl on proposed rules 10CFR2,1 9.20,30,31 .32,34,35,39,40, 50,61 & 
70 ro stds for protect ion against radiation Opposes rule 

SULLIVAN, MR Affilialion Not Assigned 56FR23360 86/09/06 Docketing 8 Services 
Branch Ip 61862 245 61862 245 

-9204260100 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32,34, 35,39 ,40. 50,61 a 
70 re stds for protection against radiation 

SIPLER.R , COOLING, R , STARK.C Affiliation Not Assigned 56FR23360 66/10/31 
Docketing & Services Branch 16pp 61863 083 61663 090 

-9204280196 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34 ,35, 39, 40, 50.61 a 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 56FR23360 66/10/23 Docketing a Services Branch ip 
61863 026 61863 026 

-9204280199 Comment on proposed rules 10CFR2,1 9,20,30, 3 1,32, 34, 35,30, 40, 50,61 a 
70 ro stds tor protection against radiation 

PALMER.n C , HARDY.! . AUTHUR.M A Affiliation Nol Assigned 56FR23360 86/10/ 
30 Docketing a Services Branch 4pp 61862 342-61662 345 

-9204280109 Comment on proposed rules 10CFR2, 19,20,30.31,32.34.35.39.40, 50,61 a 
70 re stds tor protection against radiation Opposes rule 

A0USAMRA,LE Affiliation Not Assigned 56FR233G0 86/09/10 Docketing a Serv- 
ices Branch Ip €1862 246 61862 246 

-0204280112 Comment on proposed rules 10CFR2,1 9,20,30,3 1,32.34.35,39,40, 60,61 a 
70 re stds fr>r protection against radiation Opposes rule 

FERLAZZO.se Affiliation Nol Assigned 56Fn23360 86/10/27 Docketing a Serv- 
ices Branch Ip €1863 027-61863 027 

-9204280118 CorT>monl on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

SCHNELL.D.F Union Electric Co 56FR23360 86/10/20 Dockeling a Services 
Branch 17pp 61863 100-61063116 

-9204200119 Commenl on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 60,61 a 
70 re slcfs for protection against radiation Opposes rule 

MCLAUGHLINiCL Affiliation Not Assigned 56FR23360 86/10/23 Docketing a Serv- 
ices Branch Ip 61063 028-61 B63 028 

-9204280128 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation 

COLEMAN.BD Affiliation Not Assigned 56PR233G0 66/10/22 Office of the Secre- 
tary of the Commission 2pp 61663 029 61863 030 

-9204280130 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,36,40, 50,61 a 
70 ro stds for protoction against radiation 

MOORE.V Affiliation Not Assigned 5BFR23360 86/10/29 Docketing a Services 
Branch 1p 61863 117-61063 117 

-9204280132 Comment on proposed rulos 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

DRURY, K Affiliation Not Assigned 56FR23360 86/09/09 Dockoting & Services 
Branch Ip 61062 247-€1 062 247 

-9204280134 Commenl on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection agair^st radiation 

LEEK, K, WALSH,!, DUNN, J Affiliation Nol Assigned 5QFR23360 80/10/30 NRC - 
No Do tailed Affilialion Given 7pp, 61862 346 61662 352 

-9204200136 Comment on proposed rules 10CFR2,1 9, 20, 30,3 1,32, 34.35.39, 40, 60,61 & 
70 re stds for protection against rediallon 

* Affiliation Nol Assigned 56FR2336 0 86/10/23 Docketing & Services Branch 2pp 
61863.031-61063 032 

-9204280138 Comment on proposed rulos 10CFn2,1 9,20.30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

HIGHTT.S L Ohio Citizens for Responsible Energy 56FR23360 80/10/31 Office of 
the Secretary of the Commission Ip 61663.118 61663 110 

-9204280139 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

KRAMER, FE Affiliation Not Assigned 66FR23360 66/09/16 Docketing & Services 
Branch Ip 61862'24a-618e2 248. 

-9204280140 Commer^l on proposed rules 10CFR2. 19,20,30.31.32,34.35.39,40, 50,61 & 
70 re stds for protection against radBatlan 

TAYLOR.RF, SUSAN, T, BROWN.PT Affiliation Nol Assigned 56FR23360 06/10/ 
30 Docketing & Sorvicea Branch 3pp. 61862 353 61062 355 

”9204280142 Comment on proposed rulos 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re aids for protection against radiation 

BATTUNG.M. Affilialion Nol Assigned 56FR23360 86/10/14. Docketing & Services 
Branch, ip 61863.119 61863 119 

“9204280144 Commont on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON.pC Affiliation Not Assigned 56FR23360 86/10/23 NRC - No Detailed 
Affiliation Given Spp 61863 033 61863 034 

“9204280145 Comment on proposed rules 10CFR 2, 19,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 56FR23360 80/10/28. Office of the Secretary of the Com- 
mission Ip 61862 356-61862 356 

“9204280146 Comment on proposed rulas 10CFR2.1 9.20.30.31. 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation, Opposes rule 

HARTNETT, S. Affiliation Not Assigned 56FFf23360 86/11/06 NRC - No Detailed Af- 
fjlfalion Given Ip 61863 1 20-61863.120 


240 NONDOCKETED ITEMS 


“9204280161 Cojnmo-nl on propoaed rules 10CFR2, 19. 20.30.31 .32.34.35,39.40, 50.61 & 
70 re sWs for protection against radiation Opposes rtle 

SCHOePFUN.A E Alf illation Not Assigned 56FR23360 86/09/15. Docketing & Serv- 
ices Branch 1p 61862 249 61962 249 

“92042001 B 2 Comment on proposed rules 10CFR 2, 10.20, 30. 31. 32, 3 4, 35.39.40, 50.61 4 
70 r© atds for proleclion against radiation 

0URNS.MF AM illation Not Assigned 56FH23360 66/10/27 NHC - No Dotailed Aflilt- 
atfon Given Ip 61B63 121 61063121 

“9204260156 Comment on proposed rules 10CFR2, 19.20.30.3 1,32.34.36 ,39. 40. 50.61 & 
70 re aids for protection aeamst radiation Opposes rule 

FENNER.CR Affiliation Not Assigned 56FR23360 86/10/15 Docketing & Services 
Branch Ip 61862 357.61062 357 

“9204289169 Commont on proposed rules 1&CFR 2,1 9.20, 3 0.31 ,32.3 4,35.39,40. 50,61 & 
70 re aids for protection agafrist radiation 

URQENTO.Ll Affitiation Not Assigned 56FR23360 86/10/14 Docketing & Services 
Branch Ip 61863122.61803 122 

“9204280161 Comment on pioposod rules 10CFR2.10.20.30,31 ,32.34,35.39,40, 50,61 & 
70 re atds for protection egalr^st radiation Opposes rule 

KOONTZ.SE Affiliation Not Assigned 66FFI23360 86/09/10 Docketing & Sorvtces 
Branch 1p 61662 250 61862 250 

“9204280162 Comment on proposed rules lOCFRZ.1 0,20.3 0,3 1.32,34.35,39.40, 50.61 & 
70 re 3tds for protection egeinst radiation Opposes any Increase in acceptable radi- 
ation exposure 

MOON, a P. Affiliation Not AssEgned 66FR23360 B6/10/14 Docketing & Services 
Branch 1p 61802 358 61862 358 

“9294280167 Comment on proposed rules 1QCFR2. 10.20. 30,3 1,32,34,3 5, 39, 40. 50,61 & 
70 ra aids tor protaclion against tadlalon 

^ Affiliation Not Assigned 56FR23360 86/10/14 Dockoling & Services Branch Ip 
61663123.61063 123 

“9204260169 Comment on proposed rules 10CFR2. 19.20,30.3 1.32,34, 3 5, 39, 40. 50.61 & 
70 ra aids for protection against radiation Opposes rule 

WABRO.MH Affiliation Nol Assigned 56fR23360 86/09/15. Dockoling & Sorvicos 
Branch, Ip 61662 251-61862 251 

“9204260174 Commont on proposed rules 10CFR2. 19,20,30, 3 1,32,34, 3 5.39, 40, 50.61 & 
70 10 aids for protection against radiation 

TOLAN.J H Missouri. Unlv of, Columbia, MO- TOLAN.J H Affiliation Not Assigned. 
56Fn23360, 86/10/21 Docketing & Services Branch 2pp, 61663 035 61863 036 

“9204260176 Commonl on proposod rules 10CFR2. 19, 20,30,3 1,32,34.35,39.40, 50,61 & 
7Q re stds for protection against radiation Opposes rule 

MAMII-TON.B Affiliation Not Assigned S6FR23368 66/09/15 Dockellng & Services 
Branch 1p 61062 253 61 B62 253 

“9204280177 Comment on proposed rules IOC FR2, 19, 20,30, 31 ,32 ,34, 35,3 9,40, 50,61 & 
70 re stds for protection against r adi a tie i> Opposes rule 

WC INTYRE. J. Affiliation Not Assigned 56FR233&0 66/10/14. Docketing & Services 
Brartch fp 61883 f24 61883 124. 

“9204289176 Ccmmonl on proposed rules tOCFR2,1 9.20.30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protoction against radiation Opposes rule 

BARATELLI.P N Affiliation Not Assigned 66FR23360 00/10/27 Dockoling & Seiv 
Ices Branch Ip 61663 037 81863 0^ 

“9204280192 Comment on proposed rules lOCFRa.l 0,20,30, 31, 3 2,34,35, 39,40, 50,61 a 
70 re stds for protection against radiation Opposes rulo 

HIMMELFARB.J AlfHialion Not Assigned 56FR23360 86/07/30. Docketing & Serv- 
ices Branch Ip 61863 153 61363 163 

“9204280185 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 3 4,35,39,40, 50,61 & 
70 re stds for protoction against radiation Opposes rule 

BROWN, B. Affiliation Not Assigned 66FR23360 B6/00/08 NRC • No Detailed Affifi* 
allonCivon 1p 61663 1 25 61863,125 

“9204290199 Comment on proposod rules 10CFR2,19.20,30.31,32,34,35.30,40, 50,61 A 
70 re stds for protocilon against ra-cliatlonOpposes ruto 

BERT.-GJ AffJlIationt Not Assigned 58FR23360 88/10/17 Docketing & Services 
Branch 1p 61863038 61863 039 

“9204290190 Commenl on proposed rules 10CFR2, 19.20, 3-0,3 1,32, 34,35 ,30,40. 60,61 A 
70 re stds for proteotier^ against radiation Op pesos rule 

• Affiliation Not Assigned 56FR23360, 86/09/15 Docketing & fSorvIces Branch Ip 
61862 254 61662 254 

“9204290191 Comment on proposed rules 10CFR 2,1 9,20,30,31 .32.34,3 6,39,40, 50,01 A 
70 ro stds for protection against radiation 

JOHNSON.B. Affiliation Nol Assigned 56FR23360 86/10/31. OPflcQ of tho Socrotary 
of Iho Commission, ip 61662.359-81862 359 

“9204290192 Comment on proposed rules 10CFR2, 19, 20, 3 0.3 1,32,34,35,30.40, 50.61 A 
70 re stds for protection against radiation Opposes rule. 

VOLFICELU, NIEHILLES.d, LYOM.T Affilialion Not As&jgned 50FR2336O 06/11/ 
03, NRC No Datailed Affiliation Given 2pp, 61063 1 28 61063 127 

“9204260195 Comment on proposed rules 10CF 02,19,20.30, 3 1,32,34,3 5, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

THOMAS.JA AlfiliaUon Nol Assigned 50FR2336O 86/07/31 NRC - No Dotailod Af- 
filiation Given 1p 61863 164-61863 154 

“■9204280196 Comment on proposed rulos 10CFR2, 19, 20,30, 31, 32, 34, 35,39,40, 50,61 & 
70 ra sfds for protection against radiation Opposes rulo 

BECKER, E Affiliation Not Assigned 66FR23360- 86/09/15, Dockotlnp & Services 
Branch 1 p, 61 062 255 6 1 862 255 

“9204280197 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32.34,35,59,40, 60,61 & 
70 ra stds for protaction against radiation 

VAN SICKLE.M C Afiiliallon Not Assigned. 56Ffl23360. 86/10/25 Office of the Sec 
retary of lha Commission Ip, 61865 03Q'&1663 039 

“9204260201 Comment on proposed rules 10CfR2, 19.20.30,31 ,32,34,35,39,40, 60,61 A 
70 ra stds for profoctfon against radiaton Opposes rufa. 

EVINGER.L K Affiliation Not Assionod 56FR23360, 98/00/04 NRC - No Ootailocl Af 
filiation Given 2pp 61863 155-61663,156 


“9204280202 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 30, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

FULLER.E, FULIEH.K Affiliation Nol Assigned 56FR23360 86/09/15 Docketing A 
Sorvices Branch Ip 61862 256 61862 256 

“9204290204 Commenl on proposed rules 10CFR2. 19, 20, 30,3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRANK, J Affiliation Not Assigned 56FR23360 86/08/05 Docketing & Services 
Branch Ip 61863 157-61863157 

•-9204280205 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50, 6l & 
70 re sfds tor proJeckorr agafnsf rad/atfor? Opposes rule 

GUENTHHER.R Sierra Club 56FR23360 86/09/08 Docketing & Services Branch 
ip 61863 159 61863 158 

-92'042a0211 Comment on proposod rules 10CFR2.19,20, 30, 31,32, 34,35,39,40. 50,61 & 
70 ro aids for protection against radiation 

MASON.C American Lung Association 56FR23360 86/10/30 Docketing & Services 
Branch Ip 61662 360-61662 360 

“92-04290212 Comment on proposed rulos 10CFR2,1G,20,30,31,32,34,35.39.40. 50, 6i & 
70 ro stds for protection against radiation Opposes rule 

DAVIS, J EtirlhFirstl DAVfe.J Affiliation Not Assigned 56FR23360 86/00/11 NRC - 
No Datailod Affiiialiorii Given Ip 61863 150 61863 159 

“9204280216 Comment on proposed rules 10CFR2, 19,20,30,31, 32.34,35,39, 40, 50, 6l & 
70 re stds for prolochon against radiation Opposes rule 

DOYE.S Affiliation Not Assignod 5GFR23360 86/08/12 Office of tho Socrelary of 
the Commission Ip 61883 160 61863 160 

“9204280217 Comment on proposed rulos 10CFR2,1 9,20,30,31. 32, 34,35, 39,40, 50.61 & 
70 re stds t-or protection against radiation Opposes rulo 

KROLL.J. KROLL.C Affiliation Not Assigned 66FR23360 86/09/11 DockolinQ a 
Services Branch 1p 61862 257-61862 257 

“9204200220 Comment on proposed rules 10CFH2, 19,20.30,31. 32, 34,35,39, 40, 50,61 & 
70 ro stds for protoction against radiation Opposes rulo 

ESSERMAN.R Affiliation Nol Assigned 56FR23360. 86/08/07 Dockoling & Services 
Branch Ip 61863 1 61-61863 161 

“9204280221 Comment on proposed rulos 1CCFR2,1 9,20.30, 31, 32.34, 35,39,40, 60.61 a 
70 re stds (or protoction against radiation Opposes rulo 

FENTON,RT. Affiliation Nol Assigned 56FFV23360 86/09/15 Docketing & Sorvicos 
Branch Ip 61862 250 61862 258 

“9204280224 Commenl on proposod rulos lOCFRa, 19, 20, 30, 31. 32,34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

PETTY.E Affiliation Nol Assigned 56FR23360 86/09/16 Docketing & Sen/icea 
Branch tp 61862 259 61662 259 

•'9204280225 Comment on proposod rules 10CFR2. 19,20,30,31,32,34,35,39.40, 50,61 & 
70 ro stds for protoction against radiation Opposos rule 

SCHRADER.D, Affiliation Not Assignod 56rR23360 66/08/10 Office of tho Socro- 
tary oMhe Commission Ip 61863 162-01863162 

“9204290226 Commonion proposed rulos t0CFR2, 19, 20, 30,31, 32, 34, 35,39, 40, SO.Gl & 
70 re stds for protection against radiation 

ISELEN.C US Postal Service 56FR23360 80/10/27 Dockoling & Son/lces Branch 
Ip 61GG3 040 01863 040 

“9204 2 00227 Comment on proposed rules 10GFR2,1 0,20, 30,3 1,32.34, 36, 39, 40, 50.61 4 
70 ro stds (or protection against radiation 

* Affiliation Nol Assigned 66rn23360 86/10/15 Oftico of tho Secrotary of the Com 
mission Ip 61863 128 01863120 

“9204200229 Comment on proposed rulos 10CFR2, 19, 20,30,31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protocilon against radiation 

WILL,C Affiliation Not Assigned. 66FR23360 86/10/26 Office of tho Socrotary of tho 
Commission ip 6 1063 04 f-S 1863 04 f 

“920 4260230 Common! on proposed rules 10CFR2, 10,20, 30, 31, 32, 34, 35.30, 40, 50.61 & 
70 ro aids for protoction against radiation Opposes rulo 

MAJAUCKAS.Q, MAJAUCKAS.C Affiliation Not Assigned 50FR2336O, 06/00/15 
Docketing & Bervtcoe Branch Ip 61862 260 61662 260 

“9204200232 Comment on proposed rulos t0CFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

CHAPLICK.JM Sierra Club CHAPLICK.JM Affiliation Nol Assignod 56FR23360 06/ 
00/11 Docketing & Services Branch 2pp 01863 163-61603 164 

“9204280233 Commenl on proposed rulos 10CFR2, 19,20,30, 3 1,32,34, 35,39, 40, 50.61 S 
70 re aids (or protection against radiation 

ANDERSON.N Maine, Slate of ANDERSON.N Affiliation Nol Assignod 5GFR23360 
06/10/30 Dockoling & Sorvicos Branch 2pp, 618G3 001-61063.002 

“9204280234 Common.! on proposed rules 10CFR2,19, 20,30,31,32,34, 35.39, 40. 50,61 & 
70 re aids for protection against radiation Opposos rulo 

MACDONALO.B Affiliaiion Nol Assignod 66FR23360. G6/09/08 DocKotlnn & Serv 
icos Branch Ip, 61862 261 G1Q62 261 

“92042B0235 Comment on proposod rulos 10CFR 2, 19, 20,30,31. 32.34,35, 39, 40. 60,01 A 
70 ra stds for prolociion against radiation Opposes rulo 

HUD-SON, S Affiliation Not Assigned 66FR23360 06/00/11 Docketing & Services 
Branch Ip 81863 165-61663165 

“9204260238 Comment on proposod rulos tOCFR2, 19,20.30, 31, 32,34, 35,39, 40, 60,61 & 
70 r© stds tor protaclion against radiation. 

SCHADT,W,W Georgolown Unhr Medical Center, Washington, DC SCHADT.W W Al- 
relation Nol Assignod 66FR233G0 06/10/27. Docketing & Sorvicos Branch 13pp 
61663-042-61663 054 

“9204280240 Commont on proposed rulos tOCFR2, 19, 20, 30,3 1,32, 34,35, 30, 40, 50*61 & 
70 ro stds for protection against radiation Opposos rulo 

PATTIERSON.C Affiliation Not Assigned. 86FR233e0. 66/09/10, Dockoling & Serv- 
fees Branch ip 61862-262-61002 262 



Assigned 5eFR23360 86/10/10 Office of Ihe Secretary of the Corn' • Affiliation Not Assigned 56FR23360 86/10/12 Office of the Secretary of the Com- 

63 1 20-61 B63 1 20 mission 1 p 61 863 1 38 61 063 13B 


nment on proposed rules 10CFR2, 19,20, 30, 31. 32.34, 35, 39,40, 50,61 & 
oteclion against radiation Opposes rule 

illation Not Assigned 56FR23360 06/08/15 NRC - No Detailed Affill- 
61063 166-61063 166 

imonl on proposed rules 10CFR2, 19, 20, 30,31,32. 34,35, 39,40, 50,61 & 
otectfon against radiation 

Dmmonwealth Edison Co 56FR23360 86/10/23 CHILK.SJ Office of 
the Commission 2pp 61863 055 6 1863 050 

imenl on proposed rules 10CFR2, 19, 20, 30.3 1,32, 34,35.39,40, 50,61 & 
otaction against radiation Opposes rule 

Affiliation Not Assigned 56FR23360 86/08/ 12 Docketing & Sen/ices 
33 167 61863 167 

nmont on proposed rules 10CFR2, 19, 20,30,3 1,32, 34 .35, 39,40, 50,61 & 
otection against radiation 

ation Not Assigned 56FR23360 86/10/12 Office of the Secretary of 
Ip 61863 130-61863 130 

nmenl on proposed rules 10CFR2, 19,20,30.31 ,32,34,35,39,40. 50,61 & 
olection against radiation 

ation Not Assigned 56FR23360 06/09/11 Docketing & Services 
32 263 61062 263 

nment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50.61 & 
olection against radiation Opposes rule 

[filiation Not Assigned 56FR23360 66/08/14 Docketing & Services 
B3 168-61 863 160 

nmenl on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50.61 & 
otection against radiation 

ation Not Assigned 56FR23360 86/10/15 Office of the Secretary of 
tp 61063 131-61863 131 

nmenl on proposed rules 10CFR2, 19,20,30, 3 1,32,34,35,39, 40, 50,61 & 
otection against radiation Opposes rule 

MES,R F Affllialion Not Assigned 56FR23360 86/08/14 Docketing 
Ch ip 61863 160 61863 169 

nment on proposed rules 10CFR2, 19, 20,30,31, 32,34, 35, 39,40, 50,61 & 
olection against radiation 

ffiliation Not Assigned 56Fn23360 86/10/22 NRC - No Detailed At* 
p 61863 188 61863188 

nment on proposed rulos 10CFR2, 19,20,30,31 ,32,34.35.39,40, 50,61 & 
olection against radiation Opposes rule 

luclear Products Co 56FR23360 86/09/09 Docketing & Services 
62 264-61862 264 

nment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
otection against radiation 

ANDERSON.B Affllialion Not Assigned 56FR23360 86/10/27 NRC 
filiation Given Ip 61063 109 61863 189 

nment on proposed rules 10CFR2,1 9,20,30.31 ,32,34,35,39,40, 50,61 & 
otection against radiation 

liation Not Assigned 56FR23360 86/10/15 Office of the Secretary of 
1p 61863 132-61003 132 

rment on proposed rulos 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
oteclion against rodlatlon 

on Not Assigned 56FR23360 86/10/15 Office of the Secretary of 
Ip 61063 133 61863 133 

nmenl on proposed rulos 10CFR2, 19, 20, 30, 31, 32,34, 35, 39, 40, 60,61 & 
otection against radiation 

Assigned 56Fn23360 86/10/15 Office of Ihe Secretary of the Com 
.63 134 61863 134 


-9204280295 Comment on proposed rules 10CFR2.1 9,20.30, 31. 32,34, 35,39, 40, 50,61 & 
70 re slds for protection against radiation 

WEGST.WF California, Univ of, Los Angeles, CA WEGST.WF Affiliation Not As- 
signed 66FR23360 86/10/30 Docketing 4 Services Branch 2pp 61863 003- 
61663 004 


-9204260298 Comment on proposed rules 10CFfl2, 10,20,30,31. 32, 34,35,39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

GULASCH.C, BREUER.T, ROSSER.FW Affiliation Not Assigned 56FR23360 86/ 
09/10 Docketing & Services Branch ip 61862 268 61862 268 

-9204280301 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32.34, 35, 39, 40, 50,61 & 
70 ro Bids for protection against radiation 

WILL.R Affiliation Not Assigned 56FR23360 86/10/11 Office of the Secretary of the 
Commission ip 6186313061063 130 

“9204280302 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35, 39, 40, 50,61 & 
70 re slds for protection against radiation 

MEINHOLD.C B Brookhavon National Laboratory MEINHOLD.C B Affiliation Not As- 
signed 56FR23360 86/03/11 Docketing & Services Branch lipp 61863190- 
61863 200 


“9204280303 Comment on proposed rules 10CFR2.1 9, 20,30, 3 1,32, 34,35.30,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

JOHNSON. M R Affiliation Not Assigned 56FR23360 86/09/09 Docketing & Serv- 
ices Branch Ip 61862*269 61862 269 

“9204280306 Comment on proposed rules 10CFR2, 19,20,30,31, 32, 34,36,39, 40, 50,61 & 
70 re slds for protection against radiation 

POTTS.T Affiliation Not Assigned 56FR23360 86/10/06 Commissioners fPosI 
750119) Ip 61863 140 61063140 


“920428030B Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34, 35, 39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

NESEWICH.N L Affiliation Not Assigned 56FR23360 06/09/09 Docketing & Serv- 
ices Branch Ip 61862 270 61862 270 

“9204200309 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

YOUNG.F AfMladon Not Assigned 56FR23360 88/10/00 Office of the Secretary of 
the Commission Ip 61863 1 41-61863 141 


“9204280311 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35, 39, 40, 50,01 & 
70 re slds for protection against radiation 

JOHNSON, CJ South Dakota, State of 66FR23360. 80/04/10 Docketing & Services 
Branch 4pp 61863 201-61863 205 

“9204280316 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34, 35, 39, 40, 50,61 8 
70 re stds for protection against radiation 

MINNIOH.N R Aflilialion Not Assigned 56FR23360 86/10/05 NRC • No Detailed Af- 
filiation Given Ip 61063142*61863 142 

“9204280319 Comment on proposed rulos 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40. 60,61 & 
70 re stds for prelection against radiation 

RUSSEL, S Affiliation Not Assigned 56FR23360 86/10/06 Docketing & Services 
Branch Ip 61063143 61863 143 


“9204280321 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

BECK.J Affiliation Not Assigned 66FR23360, 86/09/10 NRC • No Delailed Affiliation 
Given 2pp 61062 271 6186 2 272 

“9204280325 Comment on proposed rules 10CFR2, 19, 20,30,31 ,32,34,35,39,40, 50,61 & 

70 re stds for protection against radiation ^ 

VENEZIA, C GTE Sylvonia, Inc VENEZIA, C Affiliation Not Assigned B6FR23360 86/ 
03/12 Docketing & Services Branch 2pp 61863 206-61863*206 


nmont on proposed rules 10CFR2, 19, 20,30,31, 32,34, 35, 39 ,40, 50,61 & 
otection against radiation Opposes rule 

ort Einstein Medical Center, Philadelphia, PA CLARK6,R Affiliation 
i6FR23360 08/00/08 Office of the Secretary of the Commission Ip 
i3 170 


nment on proposod rules 10CFR2,1 0,20,30.31 ,32,34,35,39,40, 50,61 & 
otection against radiation 

lation Not Assigned. 5GFR23360 06/10/12 Office of the Secretary of 
1p 61863.135-61063 135 


nment on proposod rules 10CFR2, 19, 20,30, 3 1,32, 34, 35,39,40, 60,61 & 
olection against radiation Opposes rulo 

I K N J S^E*A Alliance 56FR23360 86/09/10. Docketing a Services 
62 265 61862 265 


nmont on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 50,61 a 
otection against radiation 

/ Affiliation Not Assigned 56FR23360 86/10/15 Office of the Secre- 
misslon 1p 61663*138 61863 136 

nmont on proposed rules 10CFR2,1 9,20,30,31,32.34,35.39.40, 60,61 a 
otection against radiation Opposes rulo 

filiation Not Assigned 66FR23360 86/00/31 Docketing a Services 
62 266 61862 266 


nmenl on proposed rules 10CFR2, 19.20,30,31 .32.34.35,39,40. 50,61 a 
otection against radiation 

lion Not Assigned 56FR23360 86/10/12. Office of the Secretary of 
I Ip. 61863 137-01863 137 


nment on proposed rules 10CFR2, 19, 20.30,3 1,32.34.35. 39, 40, 60,61 a 
oteclion against radiation Opposes rule ^ ^ ^ 

Affiliation Not Assigned. 56FR23360 86/09/16, Docketing a Serv- 
61062 267-61862.267 


“0204280339 Commonl on proposed rules 10CFR2.19, 20, 30, 31 ,32,34,35,39,40, 50,61 a 
70 ro slds for protection against radiation .... 

TODD.WE Siemens Gammasonics, Inc TODD, WE Affiliation Not Assigned 
56FR23360 86/04/14 Docketing a Services Branch 5pp 61863 207-61063 211 

“9204280344 CommenI on proposed rules 10GFR2.19,20,30,3t,32,34,35,30,40, 60,61 a 
70 re aids for protection against radiation 

SKRABLE,KW Lowell, Univ. of, Lowell. MA. SKRABLE.KW Affiliation Not Assigned 
56FR23360 86/04/17 Oockoifng a Services Branch 92pp 61663 212-61863 289 


“9204200351 Comment on proposed rulos 10CFR2, 19, 20, 30, 31 ,32.34,35,30,40, 60,61 a 
70 re aids for protection against radiation Opposes rulo 

REID.D Affiliation Not Assigned 66FR23360 86/08/16 Docketing a Services 
Branch 2pp 61863171-61863.172 


“9204280353 CommenI on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

STAFFORD, D.B, STAFFORO.M.P Affllialion Not Assigned 66FR23360 86/08/18. 
NRC • No Detailed Affiliation Given Ip 61803 173 61863.173 


“9204280367 Comment on proposed rules 10GFR2, 19, 20, 3D, 31, 32, 34, 35, 30, 40, 50,61 a 
70 re stds for prolecllon against radiation Opposes rulo, , 

WATERS.M A Affiliation Not Assigned 66FR23360 86/08/22 NRC - No Detailed Af- 
filiation Given Ip. 61663 174 61863 174 


“9204280361 Comment on proposed rules 10CFR2,1 0,20,30,31, 32, 34, 35, 39, 40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

HIFT.H Affllialion Not Assigned 56FR23360 86/08/18. NRC - No Detailed Affllialion 
Given Ip, 61 863i1 76-61 863 176 

“92O428O30B Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34,35, 39, 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

CHISHOLM, T Affiliation Not Assigned. 56Fn233B0 86/08/19 Docketing a Services 
Branch ip 61863.176-61863,176, 
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^ inrpft? i9 203031,32,34,35.a9.4Q. 50.6t i 
-9204260369 Cofiiftienl on proposed mles t0CFH2.m20. . 

70 te slrfs for proi&ctiOn aqajnst ti^JC - No Detailed Affili- 

PITKAT.J Atfil’fltion Not Assigned 56FB23360 

atiOrt Given Ip 61863 177-61863 17? 

-9204260372 Comn^ent on proposed roles t^Fft2. 19, 20.30,31. 32.34, 35,39, 40, 50,61 & 
70 re sWsTorpralMUOnagainsWadiabonO^sw^^ 66/08/18 NRC - No Detailed 

WlLLlFOnO.CC Affiliation Not Assigned 56PR23JWJ dq/uo^ ■«» 

Affthaton Given ip 61B63 170 61883 176 

-9204260374 Corrmenl on proposed rules ^ 

afjonGwen ip 61 B63 179 61063 179 

-9204260375 Cornoienl on proposed niles * 

me NO Do...lod «h. 

abon Given ip 61B63 180 61863 180 

-92042B0376 Comnient on proposed tufes lOCfR 2, 19.20,30,31 ,32.34,35.39.40, 50,61 A 

^aSw' . NO OoMed AH,I. 
a tion Givers ip 61863181 61863181 

-9261160360 Convwcnt on propoaed nJes 10CFR2, 19,20.30,31. 32.34, 35.39, 40, 50,61 & 

CLEMENTS, W. Dock.1,nB 

8l Services Branch 2pp 61863182 61063 183 
~9204«803»4 Comment on proposal fulos 10CFR8.19, 20, 30.31^2, 34, ^.39.40, 50,61 & 
70 rs SW9 for pioieclion against radiakon Ogiosos njle OsiadcO At- 

ERICKSeN.O Affiliation Not Assigned 56FR23360 86/08/20 NR'^ - No ueiatten w 
filiation Given 2pp 61863 184 61663 185 

-9204200386 Corrtitient on proposed rules 10CFR2, 19,20, 30,3 1.32,34, 35, 39, 40„ 50,61 & 

oockeima * sauces 

Branch- 1 p 81863 186-61883 186 

-9204280388 Coniimenl (W Foposed ru'3S 10CFfl2.19,20,30,31,32,34,35,39',40, 50,61 A 

HELLMAN,!rAfSlSon'^N^Assig%cI 56FF123360 88/08/20 Dockeling A Services 
Branch tp 6186310761863187 

-9204200395 Comment on proposed rules lOCFRg, 19, 20,30, 3 1,32 ,34, 35,39,40, 50,6l A 

A Eteclrw Co 56Fn23360 

86/04/21 DociiBling A Services Branch 22pp 61863 332 61863 352 

-9204260405 Comment on proposed rules tQCFR8, 19,20*30, 3 1.32,34,3 5, 3MO» 50,61 & 
70 re 5td5 for FOteetJon against radiaiion Opposes rule 

SINCUIR.M Sinclair, MP 56Ffl23360 B6)o4f23 Dockeii/ig & Services Branch 2pp 
61663 353 61863 354 

-9204280415 Comment on proposed rules lOCFRS, 19, 20, 30, 3 1,32.34.36,39,40, 50,61 & 
7Ore5r<fsforpm(ecton89ainslradialionOpposesta}l0 

MOTT.M Affiliatron Not Assigned 56Ffl23360 86/04/23 Docketing & Sorvicoa 
e ranch Ipp 61663 355 61663355 

—9204280419 Comment on Foposed rules 10CFR2, 19, 20, 30, 51, 32,34,36, 39,40, 60, 6t & 
70 re aids for profecOon againsf radiaOon Opposes rule 
• Affiliation Not Assigned 56FR23360 86/10/16 Dock 
61663.144 6)053 144 


5 rule 

i Docketing & Services Branch 1p. 


-9204280424 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 4 9, 50,61 & 
70 re stds for prctecton against radiation Opposes rule 

WARSN.KE AfMion Not Assigned S6FR23360 86/04/23 Docketing a Services 
Brarich Ipp 61B63 356 61663 356 

-92042WM2S Comment on proposed rules 10CFR2.1 9.20. 30, 3 1,32.34, 36.39, 40. 50.61 & 
70 re stds for pro lection against radiation 

KOCKER.OC ARilialion Not Assigned 56FR23360 86/04/02 Dockoting a Services 
Branch I1pp 61063 290-61063 299 


-9204200431 Comment on proposed rules fOCFR2, 19.20, 30.31, 32, 34, 35, 39, 40, 50,61 & 
70 te stds for protection aganst radiation 

BERTELL.R lnlernattt)f>aJ InsWute of Concern for Public Health 56FR23360 66/04/ 
07 NRC - No Delated Affiliation Given t2pp 61B63 3Q0 61863 3t1 


-9204280452 Comment on proposed rules lOCFR^.f 9, 20,30, 3 f. 32,34,35,39. 40, 50,61 a 
70 re stds for protection against radiation 

KALFUL Affiliaiton Not Assigned S6FR233aO 66/10/16 Docketing a Services 
Branch tp 61663 146-61663 1 46 

-9204200456 Comment on propos-ed rules 10CFfl2,1 9, 20,30,3 1,32,34,35. 39, 40, 50,6 f & 
70 re stds far protection against radiation Opposes rule 

ATKINSON.M Affiliation Not Assigned 5eFR23360 86/10/16 Docketing a Services 
Branch ip 6ia63'l47-6l863 147, 

—9204200460 ComtTbent on propost>d rules 10GFR2,19,20,30,31,32,34,35,39,40, 50,61 a 
70 ro stds for p/otection against radiaUon 

WILUAMS.rP Affiliation Not Aasignod 5eFR23360 86/10/13 Docketing a Services 
Brar^ch Ip 61863 148 61063 148, 

-920428'O46S Comrnonl on proposed rules 10CrR2, 19, 20, 30, 31, 32, 34, 36, 39, 40, 50,61 a 
70 ro stds for protection against rad'ahorJ Opposes rufe 

MELJLLO.D Affiliation Not Assigned 66FR23360 86/09/16 OfhCQ of the Secretary 
of the Commission tp 61863 3 16 61863 316 

—9204200466 Comment on proposed rufes 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40. 50,61 a 
70 re sfds for protection agafnist radiation 

SEACRAVeS.S. Affiliaffon Not Assigned 56FR23360 86/10/13 Office of the Socra 
lary of the Commission Ip 61863 149 61863 149 

-9204280408 Commonl 00 proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35,39. 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

OfEDRfCH.CJ Affiliallon Not Assigned 5eFR23360 06/09/19 Office of the Secro- 
lary of the Commission Ip 61863 317.6)863 3)7 

-92042B0477 Comment on proposed rotes )0CFR2, 10,20.30.31.32,34,35,39,40, 50.61 a 
70 re stds for protecllon against radiation Opposes rule 

COHEW*Od* COHEN,!/ O Affitfation Not Assigned 56FR23360 86/09/10. Offico of 
Ihe Secretary of the Commission Ip 61063 318 61863 318 

^-9204260479 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35, 39, 40, 50,61 S 
70 re stds for prol action against radialion 

^ Afliliailon Not Assigned 56Fn23360 86/10/14 Dockoting a Services Branch ip 
61803 150 61863150 

-9204200403 Com menl on proposed rules 1'0CFR2,1 0,20,30.31. 32, 34, 35, 30, 40, 50,61 a 
70 re sids for prole ciion against radiation Opposes rulo 

BUCHANAN, S Affifialiori Not Assigned 5QFR23360 S6/04/23 Docketing a Sorvices 
Branch Ipp 61864 002-61864 002 

-9204200484 Comment on proposed rules 10CFR2, 19,20,30, 3), 32, 34,36.39, 40, 50,61 & 
70 (o stds for protection against radiation 

OUINN.S.M Affiliation Not Assigned 56FR233bO 66/09/12. NRC • No Potailod Affill 
alion G ivan 1 p 61 863 31 fl 61 B63 319. 

-9204200406 Comrponl on proposed rules tOCFR2, 19, 20, 30, 3 1,32, 34 ,35, 39. 40, 50,61 a 
70 re stds for protoctloni against radiation 

CHAPtfCK,JM AffifiaKon Not Assigned 5QFR23360 86/09/13 Docketing a Services 
Branch ip 61863,320 61863 320 

-9204200409 Comment on proposed rules 10CFR2, 19,20, 30, 31 ,32,34,36,39,40, 50,61 a 
70 ro stds for protecllon against radiato 

SULLIVAN, MR Affiliation Not Assigned 56FR23360 86/09/06 Dockoling a Services 
Branch Ip 61063 005 61863.005 

-S2O420O491 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34,35,39, 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

WALSHMd AfWfalion Not Assigned 56Fn23360 86/04/28 NRC - No Doialfod Affili 
ation Ctven 10pp 6106 4 003 61 B64 01 2 

-9204200497 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for proleciion oopinsf radiation 

CHABOT.GE Lowell, Univ of, Lowoli, MA CHABOT.G E Affiliation Not Assigned 
56FR23360 86/04/22 Docka lino a So wees Cwnch. 5pp 61864 013*61064 018 

-9204200490 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 a 
70 ro sids for protection against radiation 

BftAGOON.Rw Governor Dummof Academy, Byfield, MA 56FR23360 86/09/19 
NRC - No Oolallod Affiliation Given Ip 6 1669.32 1*61863 321, 


-9264^00453 Comment on proposed nrlea 10CFBa,19>20, 30,31,32,34,35.39, 40, 50,6| & 
70 re stds for detection against radiation 

f?RESCHER.R Affiliation Not Assigned 56FR23360 86/10/17 Office of the Secre- 
lary of the Commission Ip 61863 146 61063*145 


-9204200502 Comment on proposed rules 10CFR2,) 9, 20,3P.3), 32.34,35.39.40, 50.61 & 
70 re stds for proioctlon against rodiallon Opposes rule 

POLEHNpJ U Affiliation Not Assigned 56FR23360 86/05/01 Dockaling & Services 
Branch 2app. 61664 019 61BB4.D40 


-9204 2064 Commenl on proposed nrles 1QCFB2, 19,20, 30, 31.52,34, 35.39,40, S0.61 & 
70 re stds for Feloction against radiation. 

LERNER.MS. Affiliation Not Assigned 
56FR23a60 80/04/30 Oockefmg « Sarvicas Branch Ip 61863312*61863.312, 


-9204280506 Co mmoni on proposed rules 10CFR2,1Q,20,30,31,32,34,3S,30,40, 50.61 & 
70 re stds for protection against radiation 

BRANDT.flJ, Bofhfohom Steel Corp 56FR23360 86/04/25 Office ot the SecfOlarv 
of the Commission 7pp 61864:041*61364 047. 


-9204260440 Comrnenl on proposed /vies fdCFRS, 10, 20.30.31.32.34, 35.39.40, 50.81 & 
70 re stds for FO^ection against radiation 

KAMEN.S Atlilialion Nol hsigned 58FR23360 66/04/22 Office of the Secreiarv of 
lheComm(ssion2pp61B63313-61663314 ^ 


-9^420044) Comment on Foposad mles 10CFR9, 19, 20, 30,3 1,32,34.35 39 40. 50 61 
70 re Stefs for protection against radialKV) 

D4MU IS B/ookhaTTO National L^ralwy. BAUM,J W, Associatsci Univeraillea. Im 

K"pp''&"5y-6'6Ml7’ 


-9204280509 Commont on proposed rules 10CFR2, 19, 20, 30, 3), 32, 34,35.39.40, 50,01 4 
70 ro stds for protection agolnal radiallon, exposes rulo 

NIKKILA,AM Affiliation Not Assionod 50FR23360 flO/fO/14 Dockoting & Services 
Branch Ip 61863 161 61863.151 

-9264200510 Comment on proposed rules 1QGFR2, 19,20,30,31,32.34,35,30,40, 50,61 & 
70 re stds tor protection against radiation Opposes rule 

NEMETH Y.6. Ecojofly/Aiorf 56rH233flO, 66/04/29 DocKeling & Services Branch. 
Ipp 61064 048 61864 04Q 


-9^2SW7 CofTtmont on FOposod mles tOCFfl2, 19.20, 30, 31. 32,34,35,39 A0« 50,6t i 
7^9 stds tor prolocUon against radialiortOpposes rule. 

Affifiafipn Not Assigned 68FB23360 06/Q9/H 
Onica 01 iho Secretary of Ihe Cornmission tp 61863315 6)863315 

P“k««n0 a S«n 


-9204200511 Commenl on proposed rules 1OCTO,19,2O,3o.3l,32,34,3$,30,4O. 60.61 a 
ro re sfds for proleotfon against radiation 

PI6DHICH,CJ Affiliation Not Assigned 56FFI23350 86/09/10 Office of the Soerfl 
fary of (he Commission Ip 61863.322*61863.322. 

-9204208516 Comment on proposed rulos 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation 

SPRUNG, BL A ffifiatton Not Assigned 56FR23360 86/10/14 Dockoting & Sorvl cos 
Branch 1 p. 61 863:1 52 61 063. 1 6 2 . 
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in proposed rufes 10CFR2, 19, 20, 30, 3 1. 32, 34,35.39, 40. 50,61 & 
I against radiation Opposes rule 

A, SMITH.B AJfiliaKon Not Assigned 56Fn23360 86/09/16 
the Commission ip 61063 323 61663 323 


-9204290076 Comm ont on proposed rules 10CFR2, 19,20.30,31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

REILLY.EH Affiliation Not Assigned 56FR23360 88/09/24 Docketirg & Services 
Branch 2pp 61864 083^61864 084 


in proposed rules 10CrR2,1 9,20,30, 3 1,32. 34, 35,39.40, 50,61 & 
I against radiation Oppo'jes rule 

1 Not Assigned 56FR23360 06/05/02 NRC • No Delailed Af- 
34 049 61864 050 


-9204290076 Comment or^ proposed rules 10CFR2, 19,20.30,31.32.34,35.39.40, 50,61 & 
70 re slds for protection against radiation 

SAMUELS, SW AFL-CIO 58FR23360 06/10/03 NRC - No Detailed Affi I) a lion Given 
2pp 61864,123 61664 124 


n proposed rulos 10CFR2.1 9.20,30,31 .32,34.35.39,40, 50,61 & 
against radiation Opposes ruto 

G Affiliation Not Assigned 56FR23360 86/09/19 Office of 
amission Ip 61063 324.61863 324 

n proposed rules 10CFR2, 19.20,30 31,32.34,35.30.40, 50,61 & 
against radiation 

lot Assigned 56FR23360 86/09/12 NRC . No Detailed Affili 
125 6 1863 325 

n proposed rules 1QCFR2, 19,20, 30, 31, 32, 34,35, 39, 40, 50,61 & 
against radiation Opposes rule 

it Assigned 56FR23360 86/04/30 Docketing & Services 
61864 053 

n proposed rutes 10CFR 2, 19.20, 30,31, 32, 34,35, 39, 40, 50,61 & 
against radiation Opposes rule 

ffiHation Not Assigned 56FR23360 06/04/30 Docketing & 
1864 054 61064 054 

n proposed rules 1QCFR2,1 9, 20,30,31, 32.34.35,39.40. 50.61 & 
against radiation 

j, Banking, Housing & Urban Affairs SARBANES, PS Affili 
R23360 86/00/12 NRC - No Delailed Affilfafton Given 3pp 


n proposed rulos 10CFR2. 19,20,30,31, 32,34.35.39, 40, 50,61 & 
against radiation 

d 56FR23360 86/09/16 Office of the Secretary of the Com* 
31063 329 

ri proposed rules 10CFR2,1 9,20,30,31,32.34,35,39,40, 60,61 & 
against radiation Opposes rule. 

)t Assigned 56FR23360 06/09/22 Office of the Secretory of 
163 330 61863 331 

1 proposed rules 10CFR2. 19.20.30,31,32,34,35,30,40, 60,61 & 
against radiation 

Sfot Assigned 66Fn23360 06/09/16 Docketing & Services 
1864 069 

1 proposed rulos 10CFR2, 19,20,30, 31, 32, 34,35.39,40, 50,61 & 
against radiation 

ol Assigned 58FR23360 86/09/22 Docketing A Services 
1064 070 

1 proposed ruies 10CFR2, 19,20.30,31.32,34,35.39,40, 50,61 & 
against radiation. 

ot Assigned 56FR23300 86/09/12 Docketing & Services 
1064 071 

1 proposed ruios 10CFR2, 19,20,30,31,32,34,36,39,40, 50,61 & 
against radiation Opposes ruio 

Not Assigned 56FH23360 06/10/15 Office of the Secretary 
H864 121*61864 121 

1 proposed ruies 10CFR2.19, 20.30,31, 32.34.35, 39,40, 50,61 & 
against radiation 

4 Assigned 56FR23360 06/09/23 Docketing & SoA^icos 
1864.072, 

1 proposed ruios 10CFR2, 19,20.30,31,32,34,35,39.40, 50,61 & 
against radiation .Op poses rule 

L 56FR23360 06/05/01 Docketing & Services Branch Ipp 


1 proposed rules 10CFR2, 19, 20, 30.31, 32,34,35, 39, 40. 60,61 & 
against radiation Opposes ruio 

t Not Assigned 58FR23360 86/10/15 Office of the Secre- 
1p, 61864 122*61064 122 

1 proposed ruies 10CFR2, 19, 20,30,3 1,32,34,35, 39,40, 50,61 & 
against radiation 

it Assigned 56FR233G0. 87/09/14 Docketing & Services 
1864,073 

I proposed rules 10CFR2, 19,20,30, 31, 32,34,35,39,40, 60,61 & 
against radiation. 

Assigned 68FR23380 86/09/16 Oockoling & Services 
31664 076 

I proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35, 39, 40, 50,61 & 
against radiation 

lion Not Assigned 56FR23360 86/09/26 Docketing & Serv- 
70*61884 079 


-9204290080 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32, 34,35. 39,40, 50,61 & 
70 re stds for protection against radiation 

BURKE.S Affiliation Not Assigned 56FR23360 86/09/26 Docketing & Services 
Branch Ip 61864 085-61 664 085 

-92042900B1 Comment on proposed rules 10CFR 2, 19,20.30,31,32,34.35,39,40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

ERLANDER.R H Gibson Erlandor, Inc ERLANDER.RH Affilialion Not Assigned 
56FR23360 06/05/01 Docketing & Services Branch Ipp 61864 056 61864 056 

-9204290083 Comment cn proposed rules 10CFR2.1 0,20,30,31,32.34,35.30,40, 50,61 & 
70 re stds for protection against radiation 

PRIMO.J P Affiliation Mot Assigned 56FR23360 06/09/29 Docketing S Services 
Branch Ip 61664 086-61864 086 

-■92042900B7 Comment on proposed rules 10CFR2, 10, 20, 30,31, 32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

PRINCE, A Affiliation Not Assigned 56FR23360 86/09/29 Docketing & Services 
Branch Ip 61864 087 61864 087 

-9204290090 Comment on proposed rules 10CFR2.10.20,30,31 .32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PATTON, G A Santa Cruz, CA PATTON.GA Affiliation Not Assigned 56Fn23360 
86/04/20 Docketing & Services Branch 2pp 61864 057*61 864 05B 

-9204290003 Comment on proposed rules 10CFR 2, 19, 20, 30, 31, 32,34,35,39,40, 50,61 & 
70 re aids for protection against radiation 

GERBER.J, SCHULTZ.L Affiliation Not Assigned 50FR2a36O 06/10/07 Office of 
the Secretary of the Commission Ip 61884:125*61064.125 

-9204290096 Comment on proposed rules lOCFR 2,1 9, 20, 30,31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

HOLLAND.RT, HOLLANO.MF Affiliation Not Assigned 66Fn23360 00557 06/09/ 
23 Docketing & Services Branch 1p 61864 088*61864 088 

-9204290096 Comment on proposed rulos lOCFR 2. 10,20, 30,3 1,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation 

WtLL.D Affillatoon Not Assigned. S6FR23360 86/10/12 Office of the Secretary of the 
Commission Ip, 61864*126 61864 126 

-9204200098 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.36.30, 40, 60.61 & 
70 re stds for proto clion against radiation Opposes rule 

WELCH.M Redwod Alliance 66FR23360. 86/04/20, Docketing & Services Branch 
6pp 61864 059 61084,064 

-9204290099 Comment on proposed rules 10CFR2.19, 20,30,31,32,34,35,39,40. 60,61 & 
70 re stds for protection against radiation 

GIORGi.PJ Affiliation Not Assigned seFR23360 86/09/24 Docketing & Services 
Branch Ip 61864 089 61064 089 

-0204290101 CommonI on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds lor protection against radiation. 

HALBERQ.QP, AffiHaflon Not Assigned 66FR23360 86/10/12, Offico of the Secre- 
tary of the Commission Ip 61864 127*61864 127 

-9204290102 Commont on proposed rules 10CFR2J9, 20, 30,31, 32,34,35,30,40, 50,61 & 
70 ro stds for protection against radiation. 

KARPEN.L R Affiliation Not Assigned 56FR23360. 86/09/26 Docketing & Services 
Branch, Ip, 61864*090 61864 090 

-9204290104 Comment on proposed rules 10CFfl2. 19, 20,30,3 1.32.34.35.39.40. 50,61 & 
70 re stds for protocllon against radiation Opposes rule 

TANASE.J Afhllatlon Not Assigned. 56FR23360. 06/05/03, Docketing & Services 
Branch Ipp 61864 065 61864:065 

-9204290106 Commenl on proposed rules 10CFR2, 19.20.30.31,32,34.35,39,40, 50,61 & 
70 ro stds for protoction against radiation 

* Affiliation Not Assigned, 66FR23360 86/10/16. Office of the Secretary of the Com* 
mission Ip 61864*128*61064:128. 

-9204290109 Comment on proposed rules 10CFR2.ie.20, 30, 31, 32,34,35,39,40, 50,61 & 
70 re elds for protection against radiation Opposes rule. 

SAEMANN.J Affiliation Not Assigned. 56FR23360, 66/05/05 Docketing & Services 
Branch, 1pp. 61664*066 61864*066 

-9204290112 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LADD, I . Affiliation Not Assigned 66FR23360 86/05/06. NRC * No Detailed Affiliation 
Given 2pp 61064.067*01864*060 


I proposed rules 10CFR2, 19, 20.30.3 1.32, 34.35,39.40, 60.01 & 
against radiation 

Not Assigned 56FR23360 86/09/26, Docketing & Services 
1864.080. 


-9204290117 Comment on proposed rules 10CFR2. 19,20,30,3 1,32,34, 35,39,40. 50,61 & 
70 ro stds for protecllon against radiation. 

CHRISTIANO.T Afflliatlort Not Assigned 6eFR23360. 86/10/15 Office of the Secre- 
tary of the Commission Ip, 61 864’ 120*61 064' 129 


I proposed rules 10CFR2, 10,20.30.31, 32,34.35,39, 40. 50,61 & 
against radiation 

Not Assigned. 66FR233G0 86/09/22. Docketing & Services 
1864.081 


-9204290132 Comment on proposed rulos 10CFR2, 19,20,30,31,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCCULLOM.W., MCCULLOM,J Affiliation Not Assigned 56FR23360 86/10/14 
Office of the Socretary of the Commission, Ip 61064 130 61664*130 


I proposed rules 10CFR2, 10,20,30.31,32,34,35.39,40, 50,61 & 
against radiation 

Not Assigned. 56FR2330O 86/09/09 Docketing & Services 
1864 082 


■9204290130 Comment on proposed ruies 10CFR2J 9.20,30,31,32.34,35,39,40. 50,81 & 
70 re stds for protection against radiation, Opposes rule 

WELLMAN.G A Affilialion Wot Assigned. 66FR23360. 06/10/15 Office of the Secre* 
tary of the Commission Ip 61864 131*61864*131. 



) ITEMS 


ules 10CFR2, 19, 20, 30.31.32, 34, 05, 38, 40. 50,01 & 
a lion Opposes fulB , . 

ned 56FR23360 86/10715 Olfice of Iha Secra 
32^61864 132 


-9204290211 Comment on proposed rules 10CFR2,1 9.20.30.3 1,32.34.35,39.40. S0,61 & 
70 ra stds for proteclion against radiation 

MCK€NNEY,L Affiliation Not Assigned 56FR23360 G6/09/29 Docketing & Services 
Branch ip 61 B64 108-61064 108 


Ulos 10CFR2, 19.20, 3 0.3 1,32.34. 35.39.40, 50,61 & -9204290212 Comment on proposed rules 10CFn2.1 9.20, 30,31, 32,34.35, 39, 40, 50,61 & 

aiion ' 70 ra stds for proteclion against radiation exposes rule 

io 66/10/17 Office of the Secretary of Ifia Com LININHAN,T Affiliation Not Assigned 56FR23360 G6/10/20 Office of Iho Secretary 

of Iho Commission Ip 61B64 150 61664 150 


ules tOCFR2.1fl,20,30,31.32.a4.35,a9,40, 50.61 & 

jned 56FR233B0 B6/09/29. Docketing & Serv 
H 


-9204290215 Comment on proposed rules 10CFR2,1 9.20, 30,3 1,32,34, 35, 39. 40, 60,61 & 
70 ro stds for protection against radiation 

PASFIELD, FJi4 Affiliallon Not Assigned 56FR23360 86/09/28 Docketing & Services 
Branch 1p 61064 109 61864 110. 


jles 10CFR2, 19, 20, 3 0.3 1.3 2, 34.35, 39, 40. 50,61 & 
ition Opposes rule 

)t Assigned 56FR23360 66/10/17 Office of ihQ 
!64 134-61864 134 

Jles 10CFR2. 19, 20.30 .31, 32.34.35, 3 9, 40, 50.61 & 

t^' Assigned 56FR23360 89/09/29 Dockeltng & 
14 092 

Jles 10CFR2, 19, 20.30.31, 3 2, 34.35,39 ,40, 50,61 & 
ilion Opposes rule . ^ ^ 

56FR23360 86/10/17 Office of tha Socreiary of 
4 195 


ules 10CFR2. 19.20, 30, 3 1,32.34, 35.39.40, 50.61 & 

xf^Research.Inc 56FR23360 06/09/18 Dockol- 
3 618B4 093 


ules 10CFn2, 19.20.30,3 1,32.34. 35, 39,40. 50,61 & 
dion 

jned S6FR23360 86/09/26 Docketing & Serv- 
14 


ules iOCFRg, 19.20.30, 31 ,32,34.35,39,40, 50.61 & 
lion 

igred S6FR23360 86/09/29 Docketing & Serv- 


Lxles10CFR2. 19, 20.30.31 ,32.34, 35, 39,40, 60,01 & 
ition 

;HEL,M L Alfiliaion Not Assigned 56FR23a60 
Kh Ip 61864 096 61864 096 

Jles l0CFn2, 19.20, 30, 3 1,32.34,35.39.40, 50,61 & 
lion 

Assigned 56FR2336<} B6/09/30 Docketing & 
14 097 


Jles 10CFR2.1 0,20, 30,3 1,32,34.35.39,40, 50,61 & 
ition 

jned 56FR23360 06/09/30 Docketing & Sow* 


Jles 1flCFR2, 19, 20, 30. 3 1,32,34, 3 5, 39,40, 50,61 & 
ilion 

ed 56FR23360 86/10/02 Docketing & Sarvicea 


Jles 10CFR2, 19,20,30, 3 1.32.34.3 5,39.40. 50,61 & 
tion 

d 56FR23360 88/09/29 Docketing & Services 


lies 10CFR2, 19, 20,30.3 1,32.34, 35 ,39. 40, 50,31 & 
lion Opposes rule 

&6FR23360 06/10/17. Office of the Secretary 
864 136 

lias 10CFR2,1&.20.30,31,32,34,3S.39.40. 50,81 & 
tion Opposes rule 

6FRZ3360 86/10/17 Office Of Iho Socralary of 
1.137 

Ilea 10CFR2.1 9.20, 30.3 1,32,34, 35,39,40, 60,61 & 
tion Opposes rule 

) 86/10/17 Office of Ihe Socreiary of the Com 


-9204290216 Cornment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35.39,40, 50,61 & 
70 re stds for protection againsi radiation Opposes rule 

STONE.EF. O’BfllEN.A, STONE.JB Affiliation Not Assigned 56FR23360 06/10/ 
20 Docketing & Services Branch Ipp 61B64 139 6 1664 136 

-9204290221 Comment on proposed rules 10CFR2. 19,20,30,3 1,32,34,35,39,40, 50.61 & 
70 re slds for protection against radiation Opposes rule 

* Concerned Citizens of Geauga County, OH 56FR23360 06/10/14 Of flee of the 
Secretary of the Commission ip 61864 151-61864 151 

-9204290223 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for proteclion against radiation 

BLACKBERRY, B Affiliation Not Assigned 56FB23360 66/ 10/03 Dockeling & Sorv 
ices Branch Ip 61864 111-61864 111 

-9204290225 Commonl on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,39.40, 50,61 & 
70 fo stds for protection against radialioni Opposes rule 

STAFLETON.S Afliilnlion Not Assigned 66FR23360 86/10/07 Office of Iho Secre- 
tary of the Commission Ip 01664*152 61064 152 

-9204299227 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WOSS.K AffiHatlon Not Assigned 56FH23360 06/10/20 Docketing & Servlcoa 
Branch 1pp. 61864 1 40 61064 140 

-9204299229 Comment on proposed rules 10CFR2, 19, 20 ,30, 3 1,32,34, 35, 30,40. 50,61 & 
70 ro stds for protection against radiation 

KELLY ,J Affilialion Nof Assigned 66FR23360 06/00/28 Docketing & Services 
Branch Ip 61664 112*61664112 

-9204299230 Comment on proposed rules 10CFR2, 19, 20,30, 3 1.32, 34, 35,30, 40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule 

STAPLETON, j T. Affiliation Not Assigned 56FR23360 06/10/07 Office of the Secre- 
tary of the Commission Ip 61864 153 61664 163 

-9204299232 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection againsi radiation Opposes rule 

BURLING, G W Allillalion Not Assigned 66FR23360 66/10/14 Olfico of Iho Secro- 
laryof the Commission Ip 61864 154 61664 1 54 

-920429923S Comment on proposed rules 10GFR2, 19, 20 ,30, 3 1,32, 34, 35,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

RUNNION.M Affiliation Nol Assigned 56FR23360 06/10/20 Docketing & Sorvicoa 
Branch Ipp 61864 141 61864.141 

-9204290237 Comment on proposed rutos 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 30, 40, 50,61 & 
70 ro slds for protection against radiation 

OWENS.M Aril Nation Not Assigned 56FR23360 86/10/07 Docketing & Sorvicos 
Branch Ip 61864 113 61364 113 

-9204290230 Comment on proposed rules 10CFR2, 10,20,30,3 1.32,34,35.30,40, 50,61 & 
76 re stds for pratoction against radiation Opposos rufo 

COLANDRA,A Affiliation Nol Assigned 56FR23360 06/10/14 Office of the So-cro- 
tory of the Commission Ip 61664:155 81064 165 

-9204290240 Comment on proposed rules 16CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rules 

RjCHARDSON.P. Alhfiallon Not Assigned. 5eFR23360 06/00/09 Docketing & Serv- 
icos Branch Ip. 61063.000-61863 006 

-9204299244 Comment on proposed roles 10CFR2, 19, 20,30.3 1.32,34,35,39.40, 50,61 & 
70 ro Bids for protection against radiation Opposes rule. 

FOX.H A , FOX.J Alfjllatlon Nol Assigned 56FR23360. 06/10/20. Docketing & Serv- 
ices Branch Ipp 61864 142 01064 142 


..9204290247 Comment on proposed rules 1OCFR2,1O,2O,3O,31,32,34,35,30,4O, 50,61 & 
lies 10CfR2, 19, 20,30, 31, 32, 3 4. 35, 39, 40, 50,61 & 70 re slds for proteclion against radiation 

tion GOERRIGTER.E Affilialion Nol Assigned 56FR23a60 86/10/20. NRC - No Detail oef 

56FR23360 66/10/15. Office of Iho Secretary Affiliation Given Ip 61864*156 61664*166 

364 146 


les 10CFR2,1 9, 20.30, 31, 32,34,35, 39,40, 50,61 & 
iioe 

56FR23360 86/09/29 Dockeling A Services 


-9204290249 Comment on proposed rutos 10CFR2,1 9,20 ,30,3 1,32,34 ,35,39,40, 50,61 & 
70 ra stds for protection against radiation Oppose rutas. 

* Affiliation Nol Assfnnod B6Fn23360 06/00/16 Docketing & Sorvicos Branch Ip 
61863*007 01863 007 


les 10CFR2, 19,20.30.31. 32, 34,35, 39,40, 50,61 & 
lion Opposes rule 

5d 56FR2330O 88/10/07 Office of the Socro- 
J-6IB64 148 


-9204290262 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,95,30,40, 50,61 & 
70 ro slds (or protection against radiation Opposos rule 

O’NEIL, R.A Affilialion Not Assigned 66FR23360. 86/10/20. Docketing 6 Sorvicos 
Branch Ipp 61084.143 61664*143 


les lOCFRS, 19, 20.3 0.31. 32.34.35.39, 40. 50,61 & 
:ion 

I. 56FH23360. 86/10/03 Docketing & Services 

les 10CFR2, 19,20, 30, 3 1.32, 34,35, 3 9, 40, 50,61 & 
ion 

56Fn23360 86/10/11 NRC - No Detailed Af 
19 


■9204290257 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35,39,40, 50,61 & 
70 re stds lor protection against radiation Opposes rules 

STRAW. J.B. Alflliallon Not Aseignod. 56FR23360 86/09/02. Docketing & Services 
Branch Ip 61863 008-61063 00 § 

■9204200268 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

0’NEIL,F.E. Allillalion Nol Assigned. 56Fn23360. 86/10/20. Dockeling & Services 
Branch Ipp 61864 144 61864 144 
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10CFR2,1 9, 20,30, 31, 32.34, 35, 39,40, 50,61 & 
exposes rula 

)FR23360 86/10/14 Docketing & Services 


10CFR2,19, 20.30.31. 32.34, 35,39,40. 50,61 & 
23360 06/10/10 OfliCQ of the Secretary of 

I0CFF12.1 9,20,30,31,32.34.35,39,40, 50,61 & 
60 06/10/20 Office of the Secrolary of the 


I0CFFI2. 19,20,30,31 ,32.34.35,39,40, 50,61 & 
Oppose rules 

-R23360 86/09/16 Docketing & Services 


I0CFR2,1 9,20,30,31 ,32,34.35,39,40. 50,61 & 
FR23360 06/09/09 Docketing & Services 


0GFR2. 19,20,30.31,32,34.35.30,40. 50.61 & 
Oppose rules 

i/09/10. Docketing & Services Branch Ip 


0CFR2, 10,20.30.31, 32,34.35, 39,40, 60,61 6 
Oppose rules 

56FR23380 06/09/16 Dockollng & Serv- 


0CFR2, 19.20, 30,3 1.32, 34, 35,39, 40, 50,61 & 
Oppose rules 

123360 86/09/12 Docketing & Services 


0CFR2, 19, 20,30, 31. 32, 34, 35, 39, 40, 50,61 & 
Oppose rules 

23360 86/00/11 ZECH.LW Commission- 
16 

0CFR2, 19, 20, 30,31, 32,34,35,39, 40, 50,61 & 
ipposos rule 

tFH23360 06/00/21, Docketing & Services 


0CFR2, 19,20,30.31.32,34,35,39,40. 50,61 & 
)ppo8G5 rule 

=R23360 08/00/27 Dockollng & Services 


0CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,01 & 
Ipposos rule 

R23360 86/08/25 Docketing & Services 


0CFR2,19, 20,30,31, 32, 34.35, 39, 40. 50,61 & 

fnc KLUGE.H. Affiliation Not Assigned 
09 Branch 4pp 61863 017-61063,020 

0CFR2.1 0,20,30, 31, 32,34, 35,39, 40. 60,61 & 

R23360 06/10/01 Docketing & Services 


DCFR2, 19, 20, 30,31 ,32,34,35,30,40. 50,61 & 
3pposo rules 

^23360, 06/09/18 Docketing & Services 


DCFR2, 19,20.30.31. 32,34.35,39, 40, 50,61 & 
R23360 86/10/06, Docketing & Services 


-9204290352 Comment on proposed rules 10CFR2. 19,20.30.31 .32.34.35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SCHNEIDER, C House of Rep SCHNEIDER.C Affiliation Not Assigned 56FR23360 
86/00/19 ZECH.LW Commissioners (Post 7501 19) Ip 61864 171-61B64 171 

-9204290357 Comment on proposed rules 10CFR2, 19,20,30.3 1,32.34.35, 39,40, 50,61 & 
70 re stds for protection against radiation 

SCHROEDER.H A Affillatfon Not Assigned 56FR23360 88/09/02 NRC - No De- 
tailed Affiliation Given Ip 61064 162 61064 162 

“9204290301 Comment on proposed rules 10CFn2, 19,20.30, 31, 32, 34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HALVORSON.A Affiliation Not Assigned 66FR23360 86/08/25 Docketing & Serv- 
ices Branch Ip 61064 173-61064 173 

“9204290362 Comment on proposed rules 10CFR2, 10.20,30.3 1,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation 

PULS.M Affiliation Not Assigned 56FR23360 06/09/01 Office of the Secretary of 
the Commission 1p 61864 163-61864 163 

“9204290364 Comment on proposed rules 10CFR2,1 9.20.30, 31. 32, 34, 35,39 ,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

DAVIS Affiliation Not Assigned 56FR23360 86/08/26 Docketing & Services Branch 
Ip 61864 174-61064174 

“9204290365 Comment on proposed rules 10CFH2,1 0,20, 30,31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

FLECK, M Affiliation Not Assigned 56FR23360 86/08/30 NRC • No Detailed Alfili 
ation Given 2pp 61864 164-61664 165 

“9204290373 Comment on proposed rules 10CFB2, 19,20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned 56FR2336Q 86/00/20 Office of the Secretary of the Com- 
mission ip 61864 166-61864 166 

“920429Q376 Comment on proposed rules 1OCFR2,19,2O,3O.31,32,34,35.30,4O, 50,61 A 
70 re stds for protection agafnst radiation 

BERG.W Affiliation Not Assigned 56FR23360 86/10/08 Docketing A Services 
Branch Ip 61064^119 61864 119 

“9204290370 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32, 34.35,39,40, 50,61 A 
70 re stds for protection against radiation 

BERNSTEIN.R . MACLEAN, R A , MILLEH.H L Texas. State of. 56FR23360 86/08/26. 
Docketing A Services Branch Ip 61864,175-61064 175 

“9204290380 Comment on proposed rules 10CFR2. 19,20.30,31.32,34,35,39,40. 50,61 A 
70 ro stds for protection against radiation 

SUIECKI.J, Affiliation Not Assigned S6FR23360 86/10/09 Docketing A Services 
Branch 1p 61864 120 61064 120 

“9204290367 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

MAfO.K Affiliation Not Assigned 56FR23360 86/10/06 NRC - No Detailed Affiliation 
Given Ip 61864 201-61864 201 

“9204290393 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34, 36, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

WILLIAMS, M 6 Affllialion Not Assigned 50FR2336O 86/08/19 Docketing A Services 
Branch IQpp 61064 176 61864 193 

“9204290395 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35, 39, 40, 60,61 A 
70 re stds for protection against radiation 

PEDERSEN.G , PEDERSEN, A Affllialion Not Assigned 6eFR23360 86/10/09 Office 
of the Secretary of the Commission Ip 61864 202-61864 202 

“9204290401 CommenI on proposed rules 10CFR2, 19,20.30,3 1,32, 34.35.39, 40, 50,61 A 
70 ro stds for protection against radiation Oppose rule 

GOODE, M Affiliation Not Assigned 56FR23360 86/10/06 Office of the Secretary of 
the Commission Ip 61664 203 61864 203 

“9204290406 Comment on proposed rules 10CFR2, 19,20,30, 31. 32.34, 35, 39, 40, 60.61 A 
70 re stds for protection against radiation Opposes rule 

SKIBBEE.P L , SKIBBEE.J R. Affiliation Not Assigned 56FR23360. 86/10/10 Docket- 
ing A Services Branch Ip 61864*194 61864 194 


“9204290409 Commonl on proposed rules 10CFR2, 19,20,30.31,32.34,35,39,40, 50,61 A 
}CFR2, 19, 20, 30, 31, 32, 34,35,39,40, 50,61 A 70 re stds for protection against radiation Opposes rule 

■pposes rule OWEN.B Affiliation Not Assigned 56FR23360 08/10/09. Docketing A Services 

123360 06/09/16 Docketing A Services Branch tp, 81864 195-61864*195, 


“9204290411 Commonl on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 35, 39, 40, 60,61 A 
)CFR2,19,20,30,31,32,34,35,30,40, 60,61 A 70 re stds for protection against radiation 

pposos rule BRENNER, R A Affllialion Not Assigned 56FR23360 86/09/06 NRC - No Detailed 

23360. 06/00/25. Dookelfng A Services Affiliation Given Ip 61864,204 61864 204. 


)CFR2. 19, 20, 30,31 .32.34,35,30.40, 60,61 A 
123360 06/10/01 Docketing A Services 


“9204290413 Comment on proposed rules 10CFR2. 19,20,30,3 1,32,34, 36, 39,40, 50,61 A 
70 re aids for protection against radiatlon.Opposas rule 

* Affiliation Not Assigned 56FR23360 86/10/16. Docketing A Services Branch Ip 
61864.196 61864.196. 


)CFR2. 19, 20, 30, 3 1.32,34.35.39,40. 60,61 A 

6FR23360 86/09/20 Office of the Secre- 
34 169 


■9204290414 Commonl on proposed rules 10CFR2. 19.20,30,31,32,34.35.39,40, 60,61 A 
70 re stds for protection against radiation 

MARTI N,C Affiliation Not Assigned 66FR23360 66/10/06, NRC - No Detailed Affill 
ation Given Ip 61864,205-61864 205 


tCFR 2, 19, 20, 3 0,3 1.3 2, 3 4, 3 6,3 0,40, 50,61 A “9204290418 Comment on proposed rules 10CFP2, 19,20,30,31,32.34,35.39,40, 60,61 A 

70 re aids for protection against radiation. 

3360 86/09/02, NRC - No Detailed Affill- HICKMAN, J B Affiliation Not Assigned 66FR23360 86/10/06, Office of the Secretary 

of the Commission. Ip 61064*206 61864*246 


JCFR2, 19.20, 30, 3 1,32,34, 36, 39,40, 60,61 A -9204290420 Comment on proposed rules 10CFR2, 19.20.30, 31, 32, 34,35,30, 40, 50,61 A 

pposes rule. 70 re stds for protection against radiatlomOppoaea rule 

5eFR23360. 06/00/25. NRC - No Detailed JOHNSON.E. JOHNSON.R Affiliation Not Assigned 6eFR23360 60/10/00. Docket- 

ing A Services Branch, Ip. 61 064* 197-61 864* 197, 
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-9204290425 Commem on proposed roles 10CFR2, 49,20,30,3 1,3 2.34, 3 5,39.40, 50.61 It 
70 re stds for protection againsl radiation Opposes mie 

' Affillalion Not Assigned 56Ffl23360 86710715 Docketing & Services Branch ip 
61864 199 61884 199 

-9204290431 Comment on proposed rules 10CFR2. 19.20.30.3 1,32.34,3 5,39.40, 50.61 S 
70 re slds for protecion again s-t radiation Opposes rule 

LORD.WS Affiliation Not Assigned 56FF23360 8&/I0/1S Docketing & Services 
Branch Ip 61864 200 61B64 200 

-9204300234 Informs that Connmission will ho holding public meeling on 681 1 10. to con^ 
sider NRC racommendalions for final ravs to 10CFR20 

GUMTER.JW Environmontal Protection Agency AAa8 2 0880 867t1/03 CHILK.SJ 
Offcca of IhD Secretary of the Commission 1 p 61864 246 61864 246 

-9204300242 Supports procedure employed by Commission in devefoping proposed 
changes to 10CFR20. "Stds for Protection Against Radiation ” 

JOHNSON.CJ Nuclear fuel Services. Pnc AA3e2 0881 8Q/11/11 ZECH.LW Com 
mfssioners (Post 750119) 6pp 61864 247 61664 252 

-9204300265 Discusses Commission meeting on finalization of radiation stds 
D’ARRIGO.D Nuclear tnfoimalFon & Resource Service AA3B'2 08&2 88711/28 
ZeCK.L Commissioners {Post 750119) Ip 61864 253 61864 259 

-9204300274 Forwards ies Slaback questions re proposed I0CFR20 that currently 
being considered but not yet published for comment 

PITCHFORD.T L Affiliation Not Assigned AA3a 2 0803 89/03707- HOECKLEIN.A 
NRC • No Daiailed Affiliation Given Spp 61864 254 61864 282 

-9204300306 Discusses technica! progress rent 1 for ■contract No NRC-04-89 067, 
"Technical Assistance for Part 20 Implementatfon " 

YBARRONDO.LJ SCIENTECH, Inc AA38 2 OB07 89/08/01 HAG£Y,H Division of 
Contracls & Property Manage menlfPost 890205) 6pp 61664 283 61864*306 

-9204300317 Request extension of comment period on radiaUon stds regulations 
D'ARRIGOp Nuclear Information & Resource Service AA3a-2 0890 86/04/10 
ALE)(ANDER,R E Office of Nuclear Regulatory Rosearch (Post 860720) 7pp 
61864 306'61B71 210 

-9205800166 Submits list of ftvo Items re draft SRM on Part 20 implementation dates 
MORRIS.B NRC No Detaiied Affiliation Gtvon AA38-2 0876 90/10/26 COOL.D 
NRC • No Delaiied AffiJiallon Given 40pp 61656280-61856 354 

••9205110208 CorTvment on proposed rules 10CFR2, 19, 20.30,31 ,32,34,3 5,39.40, 50.61 8i 
70 re stds for protection against radiation 

KOCHERYJA Affiliation Not Assigned 56FR23360 86/05/13 Oecketing A Services 
eranch 1p 61671 211-61871 211 

-9205110209 Comment on proposed rules 10CFn2, 19, 20.30.3 1.32.34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Supports rules 

POfOCiK.OP Affiliation Not Assigned 56FR23360 86/05/13 Docketing & Services 
Branch, 1p 61671 212-61871 212 

-9205110211 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35 ,39. 40. 50,61 & 
70 re stds for protection agamsi radiation 

HERD.E Affiliation Not Assigned 56FR23360 66/05/15 Docketing & Services 
Branch Ip 61671 213 61871 213 

-9205116216 Comment on proposed rules 10CFR2,1 9,20,30.3 1,32.34,35.39.40, 50,61 & 
70 re slds for proteclion agamsi radiation 

STRONG,! R Washinglon, Stale of, 56FR23360 86/05/12 Docketing a Services 
Branch Ip 61871 214-61871 214 

-92€S 110220 Comment on proposed rules 10CFR2, 19,20,30,3 1,32.34,35.39,40, 50,61 & 
70 re stds for protection against radiafJorv 

HORVATH, K/ AfMion No! Assigned 66FR23360 86/05/16. Office of the Secro- 
tary of Die Commission Ip 61671 216-61671 215 

-9285130014 Forwards draft rov to 10CFR20 for review & comment Response request- 
ed by 880113 W/o end 

NUSSBAUMER.D A Assistant Diroclor for State Agreamonls Program AA38-2 1134 
67/12/23 Affiliation Not Assigned Ip 61846 318 61846 318 

-6406310085 Recommends RES change specitic jequerement of 10CFR20,App A re 
res^ratory regulation Roquirernent shouBd bo more generic & less proscnplivo 
BAER.R L Engineering & Genonc Communications Br.Div Emerg Prep 6 Enginee/mg 
Response, IE. S6FR23360. 84/08/27 ALEXANDER.RE Occupational Radiation Pro- 
teclion Branch 3pp. 61 843' 292-61 843 295 

-8504220322 Commenla on draft Part 2O,Subp0rt H Existing basis for good 
equipment, coupled w/recommonded beard prohibition .should continue to be funda- 
mental 

BAER.R.L Engineering & Genenc Communications Br.DIv Emerg Prep & Engineering 
fl espouse, IE 56FR23360. 85/04/11 MILLS.W Health Effects Branch. 9pp 
61843 296-61843304 

-8508020278 Ccnfimonls on proposed mie 10CFfl20 re applicability during 
emerg ancles Disanraes w/RES position of Section 209, "Ccinddions of Exposure” 
Changes In wording needed, Including definition of "emorgency" Agrees w/basic 
Intent 

0AER,R L Englneanng & Generic Communications Br.DIv Emerg Prep & Engineering 
Responso.lE 66FR233eO 85/07/26 ALEXANDER.R Health Elfects Branch 4pp 
61643 305 61D43'307 

-8602120515 Informs that staff will be reviewing proposed rev 1o 10CFR20 during com- 
ment period Region f should undertake similar review 

PARTLOW.J.G Dtv of Inspection Program s.lE (850212-870413) 56FR2330O 86/02/ 
05 MARTIN,!! Region 1 {Post 820201) 2pp 61642 264-81842 265 

-8603249347 Forwards proposed rev to 10CFR20. "Slds for Proteclion Against Radi 
allon," to aid In development of radiation protection procadur0s,p6r 860124 
request Copy of draft regulations requested W/o end 

ALEXANDER.RE Office of Nuclear Regulatory Research, Director (Pro 860720) 
S6FR23360 86/03/03 VALENTIN, J. Sweden, Govl of. Ip. 61842 2a7'6ie42 287 

-6603240369 SECY 86-048 Provides back fit analyses for 10CFfl2O proposed rule for 
Commission review & approval for publication fn FR for public oommenl 
STELLO.V Ofc of the Exoculive Director for Operations 66FR23360 86/02/10 
303pp 61046 319 61847.042, 


-8603250200 Forwards proposed rev to 10CFR20, "Stds lor Protection Against Radi 
ation," per 860202 request Rov believed to be consistent w/justification & optimize 
lion principles of I nit Commission on Radiological Protection 

ALEXANDER, R E Office of Nuclear Regulatory Resoarch, Director (Pro 660720) 
56FR23360 86/03/13 WARNECKE.E Germany, Federal Republic of Ip 61642339 
61B42 339 

-8603250275 Advises that public meetings for proposed ma|or rev to 10CFR20 will be 
considered at close of public comment period to permit incorporation of written com 
ments or slruclunng of appropriate agenda 

MINOGUE.RB Office of Nuclear Regulatory Research, Director (Pro 660720) 
56FR23360 86/03/12 GRACE, J N Region 2 {Post 820201) 2pp 61842 337 
61842 33 B 

-8603250295 Requests advice as lo legal accuracy & significance of end ID Bross 
860224 Itr docketed as official Itr of comment on major rev to 10CFR20 published In 
FH on 860109 

ALEXANDER.R E Office of Nuclear Regulatory Research. Director (Pro G60720J 
56FR23360 06/03/10 BECKER, J M Office of the Executive Legal Director (Pro 
860701) Ip 61842 327-61842 333 

-0603260361 Informs of annual Independent regulatory review of rulemaking lo reviso 
10CFR20 Proposed rule published in 860109 FR Review postponed until close of 
co.mment period on 060512 

MIN06UIE.RB Office of Nuclear Regulatory Research. Director (Pro 060720) 
56FR23369 86/03/12 STELLO.V Ofc of the Executive Director for Operations 2pp 
61042 334 61042 335 

-B60S070430 Responds to questions in 860415 ttr Licensees expected to keep expo 
sures to members of public below 0 1 rem/yr unless otherwise authonzeef Comments 
on proposed revs to lbCFR20 requested 

ALEXANDER, R E fladialion Risk Assessmonl & Management Branch (6G0325- 
860720) 56FR23360 06/04/22 MOBERG.AJ Newport News Shipbuilding & Dry 
Dock Co Ip 61043 005-61843 085 

- 660S16O527 Forwards comments on proposed rev to 10CFR20, "Need for Change in 
Neutron Quality Factors ” 

PARTLOW.J G DiV of Inspeclion Programs, IE {850212 870413) 56FR23360 06/05/ 
12 GOLLER.K R Division of Radiation Programs & Earth Sciences (840420-050720) 
8pp 61843 205 61843 291. 

-8611130377 Submits addl comments on Subpart H of proposed 10CFR20 rev, includ* 
(ng concerns w/foopholo addressed m 860411 memo, use of protection factors & 
ememency use of respirators 

BAER.R L Engineering & Generic Communicalions Br.Dlv Emerg Prep & Enginoanng 
Rosponse.lE 56FR23960 86/11/10 ALEXANDER.RE Office of Nuclear Roflulatofy 
Research (Post 860720) 2pp 61843 332 61843 346 

-8701200285 Forwards Ofc of General Counsel 861023 & 870113 memos ro views on 
10CFR20 201(b) & 20 401 (Form 5) Info Incorporated In health physics positicm 
file Revised draft Info notice end w/6701 13 memo separately distributed 
CUNNINGHAM.L J. Operating Reactor Program Br.Div of Inspection Programs.lE 
(650212-670413) 56FR23360 07/01/21 SHANBAKY.M M Regron 1 (Post 820201) 
3pp 61844 035 61844 050 

-6701280280 Responds lo request for views on enforceability of 10CFR20 40I ro 
whether regulation requires licensee to follow insiruclions on Form 5 Position taken by 
region In citing licensee for inadequate recording of doses supported 
LltBERMANj Assistant General Counsel for Enforcement 56FR23360 87/01/13 
MCKEE, PF Operating Reactor Program Br.Div of Inspection Programs, IE (650212* 
070413) 6pp 61844 (>40-61044.050 

-8704160096 Comments on draft EDO decision paper for 10CFR20 rulemaking, poi 
870331 memo Proposed Alternative 2 would nol achieve changes to Pari 20 support 
ed by majority of slaff Suggests that RES convene working group 
PARTLOWJG DIv of Inspection Programs.lE (850212-070413) 56FR23360 07/01/ 
10 ALGXANDEaRE Safety Research Application Branch 1p 61044 159 61044 210 

-B712 100314 NENS/OSART/87/12 "Operational Safety of Nuclear Installations " 

* International Atomfe Energy Agency 56FR23360 87/10/31 50pp, 61050 027- 
61850 077 

“0002260117 Forwards comments of 871209 draft rov of 10CFR20 Concurs w/lan 
guage of proprosed ail e, pending resolution of comments Proposed ru!o adequato ro 
res(»ratoiy prelection program 

CONGEL.FJ Division of Radiation Proleclfon & Emergency Preparedness (Post 
870411) seFR23360 00/02/12 MORRIS.B.M Division of Ftegulatory Appllcallons 
(Post 870413) Spp 61046066 61846 074 

“0803210352 Forwards draft of responses lo hefp Part 20 working group respond to 
public comments in respiratory protection area per H Paterson request. 

WiGGINTON.J Office of Nuclear Reactor Regulation, Director (Post 070411) 
56FR2a360 88/03/17 ROECKLEIN.A Office of Nuclear Regulatory Resoarch (Post 
860720) 3pp 61847 194-61847 207 

-8803300481 Informs that draft 10CFR20 rev reviewed by dlvs within NMSS & ofelaliiHJ 
comments provided to NMSS contact on Part 20 Working Group, per 671211 
request Ofc level concurrence should be on schedule for Apr 
CUNNINGHAM.R E, Division of Induslria! & Medical Nuclear Safety (Post 070729) 
S6FR23360 88/01/20 MORRIS.B Office of Nuclear Regulatory Research (Post 
060720) 2pp. 61846 052-61846 052. 

-9805250382 Advises of one significant conflict between 20CFRt91O 134, "Respiratory 
Prelect Ion" & existing draft Part 20 respiratory section NIOSH does not certify airline 
respirator for use fn IDLH areas 

WIGGINTON,J. Office of Nuclear Reactor Regulation, Director (Post 870411) 
66FR23360 80/05/18 PETERSON, H Office of Nuclear Regulatory Research (Post 
860720) Ip 61846*036 61848 039 

-8809220021 Forwards comments on review of language of 10CFR20 rulemaking pack- 
age dtd 8B0826 

CUNNINGHAM.L J Radiation Protection Branch 56FR23360 88/00/16 

ROECKLEIN.A K* Radiation Protection & Health Effects Branch 6pp. 61B4G206- 
61848 211. 
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•'8809300170 Concurs w/rulamaking for 10CFR20 ponding rosolulion of issues raised 
pnor to iransmittal to Connmission 

THOMPSON, H L Office of Nuclear Material Safety & Safeguards 56FH23360 08/09/ 
21 BECKJORD.E S Office of Nuclear Regulatory Research (Post D6O720) 2pp 
61848 212*61040 213 

-8901300336 Requests that reg guide on control of access to vary high radiation areas 
be prepared, per SECY 80 315 

GONGEL.FJ Division of Radiation Protection & Emergency Preparedness <Pos1 
870411) 56FR23360 09/01/13 GILLESPfE,F P Program Man a gemenl. Policy Devel- 
opment & Analysis Staff (Post 870411) 78pp 61851 OBI 01651 156 

-0902090466 Fonwards comments on rov of 10CFR20 Commenls both substantive & 
editorial 

BECKER,J M Office of the General Counsel (Post 860701) 56FR23360 68/01/07 
MORRIS.B Division of Regulatory Applications (Post 870413) 6pp 61845 300- 
G1045 314 

-8902270444 Disccusos procedure for controlling & accounting for radiation exposure 
of NRC employees & contractors Although doses incurred by NRC employees well 
below regulatory limits guidance in Manual Chapter 0524 not being followed 
STELLO.V Ofc of the Executive Director for Operations 5eFR2336a 89/02/17 Com- 
missioners (Post 750119) OOpp 61851 239 61051 320 

-0903210080 Advises that tOCFRIO 13(e) does not require reporting of bioassoy data 
or other info on intakes of radioactive matl 

CUNNINGHAM,L J Radiation Protection Branch 56FR2336Q 89/03/13 

BELLAMY.RR Region 1 (Post 820201) 6pp 61052 055 61052 060 

-8904190297 Responds to 090126 memo re record rotentJon for ex’flconsoo after li 
cense has been terminated Ex-liconsee not required to retain records under Part 20 of 
NRC regulation or proposed rogufations 

JEHLE.P Office of the General Counsel (Post 860701) 56FR23360 89/02/27 
MILLER, C L Standardi7at[on & Non Power Reactor Proiect Directorate (87041 1- 
890729) 2pp 61052 042-61852 043 

-8905240560 Forwards draft notice to federal agancies w/NRC ficonsos re potential 
conflicting roquiremonts between new federal guidance on occupational radiation con 
trol existing Part 20 requirements Comments by 070930 raquosled 
ALEXANDER,R G Radiation Protection & Health Effects Branch 56FR23360 87/00/ 
25 BROWNING,R E Division of High Level Waste Management (Post C70413) 7pp 
61044 350-61044 355 

-8906160046 Rosponds to 890517 request tor review of end draft Commission paper 
re 10CFR20NO legal objeclion to paper In order to Inform Commission of author 
vl6ws,|[3ted paragraph should be added at ond of Commission paper 
THEBY,S A Assistant General Counsel for Rulemaking & Fuel Cycle 56FR23360 89/ 
05/22 BECKJORD,E S Office of Nuclear Regulatory Research (Post 860720) 8pp 
61053 023-61 853 077 

-690622006S Informs of NRR concurrence on Pan 20 policy paper, per 090517 memo 
GILLESPIE,FP Program Management, Policy Development & Analysis Slaff (Pest 
070411) 56FR23360. 00/05/30 BECKJORD,ES Office of Nuclear Regulatory Re- 
search (Post 860720) 21 pp 61853 001-61853 121 

-8909290452 Advises that NMSS concurs W/10CFR20 policy paper re Issues of alter- 
native methods of assessing, recording & controlling inlornel aosos & inability of U re- 
covery facilities to comply w/App B values (or Rn 222, per 00051 7 request 
BERNER0,R M Office of Nuclear Material Safety & Safeguards 55FR 23360 89/06/ 
08 QECKJORD,ES Office of Nuclear Regulatory Research (Post 860720) Ip 
61853 248-61863 260 

-8910120217 Discusses proposed reg guides to suppi revised lOCFRaO.per 090306 
memo Fuel cycle guide warranted & development supported Reg guide lor metis li- 
censees would not be of groat utility 

CljNNINQHAM,R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
56FR23360 00/09/20 MORRIS,0 M. Division of Regulatory Appllcalions (Post 
070413) 1p 61854 076 61854 075 

-8912220043 Forwards draft memo re applicability of 10CFR20 to occupational red! 
ation exposures resultir^g from radon & radon progency at nuclear power plants 
CUNNINGHAM,LJ Radiation Protection Branch 56FR233eo 89/12/14. HICKEY, J W 
Operations Branch Iflpp 61854 322-61 864’342 

-9003060277 Provides comments on memo for NRC regions re applicability of 
10CFR20 to occupational radiation exposures Radon & radon progeny are natural 
background sources unless from radioactive decay of licensed mall within 10CFRZO 
TRE0Y,S A Assistant Gonoral Counsel for Rulemaklriig & Fuel Cycte 56FRS3360 ©0/ 
01/26 CONGEL,FJ Division of Radiation Protection & Emergency Preparedness 
(Post 870411) 11pp 61855 016 61855 028 

-9005210135 Forwards comments on review of draft radiation protection Rog Guides 
8N1,0N40,O N6,0.N8 &0N1O 

CUNNINGHAM,LJ Radiation Protection Branch 56FR23360. 90/06/16 

VIRGILIO,M J Policy Development & Technical Support Branch (Post 870411) 35pp 
61855 224 81055 260 

-9006290081 Comments on review of listed reg guides for revised Part 20, including 
0N4b, “InlGrprelallon of Bloassay Measure menls” & 0N5. ''Crilorla & Procedures 
for Summation of Internal & External Dose 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870720) 
56FR23360 90/05/04 MORRIS,B M Division of Rogulalory Applications (Post 
070413) 6pp 61055 210-61855 223 

-9101220141 Forwards draft memo responding to questions raised concerning regula 
tory position re assessment of licensed matl at nuclear power plants that appear to 
have resulted from ingestion rather than iohafation 

CUNNINGHAM,LJ Radiation Protection Branch 56FR23360 91/01/10 

JOYNER,J H Region 1 (Post 020201) lOpp, 61859 034 61859 043 

-9105230067 Discusses use of regulatory positions in reg guides for assessing compli- 
ance w/new part 20 

CUNNINGHAM.LJ Radiation Protection Branch 56FR23360, 91/05/16 

LIEBERMAN.J Ofc of Enforcement (Post 870413). 5pp 61 059 ‘280-61 859 292 


-9204060346 Discusses changes lor final 10CFR2O package Suggested approach for 
separate radon limits for U recovery licensees wkll allow rule to go forward while 
matter beingaddressed 

DRAGONETTE.K Oflice of Nuclear Material Safety & Safeguards 56FR23360 06/ 
12/16 PETERSON.H Office of Nuclear Regulatory Research (Post 860720) 85pp 

61850 203-61051 040 

-9204060387 Proposed rule tOCFR2.19.20.30.31. 32, 34,35, 39,40, 50,61 & 70, "Stds fOr 
Protection Against Radiation ” Rule would provide requirements for protection of indi- 
viduals exposed to ionizing radiation from routine activities licensed by NRC 
GRIMSLEY.DH Oflico of Administration (Post 890205) 56FR23360 06/01/02 
250pp 61040 072-61041 20B 

“9204060389 Requests papers for Health Physics Society mid yr topical moating on 
900204 00 in Atlantic Cily.NJ re risks Rog guides 0 29 S 8 13 will be revised as result 
of mmor rev of 10CFR20 

ROECKLEIN.AK Radiation Protection & Health Effects Branch 56FR23360 89/02/ 

14 CHRISTMAN.E A Rutgers, New Jersey, Stale Univ of. Piscataway, NJ Ip 

61851 047-61651 047 

“9204070001 Informs that req guide on workplace air sampling being wriltan to meet 
requirements of new 10CFR20 Workshop on workplace air sampling proposed to be 
held first wk In Doc 

WCGUIRE,S Radiation Protection! & Haalth Effects Branch 56FR23360 89/02/14 
ROECKLEIN,AK Radiation Protection & Health Effects Branch 2epp 61051 040 
61651 OBO 

—9204870014 Discusses data on radon roloases from U mill sites rocoived from D 
Smith 

DRAGONETTE.K NRC No Dotailod Affilialton Given 56FR23360 08/12/18 
□EtL.M NRC - No Oetailod Affiltalion Given 58pp 61851 167 6165 1 214 

“9204070016 Advises of agreement re no subslanilal increase in safety associated w/ 
10CFR20 proposed rov 

SCHWINK,W NRC - Mo Detailed Affiliation Given 56FR23360 86/01/16 GOLLER.C 
NRC • Ne Detailed Affiliation Given 16pp 61041 209 61641 224 

“9204070021 Provides status of branch planning for 10CFR20 reg guido 
dovdlopmont Specific guide tasks will bo Identified in consultation w/Sclentoch & task 
order will be issued 

ROECKLEIN,A NRC • No Detailed Affiliation Given 56FR23360 09/02/01 
nOSZTOCZY,Z NRC - No Dotailod Affiliation Given Ip 61851 215-61851 215 

-9204070036 Forwards list of priority issues discussed at last stall moeling 
REHM.T A Assistant for Operations (Post 890205) 56FR23360 66/01/16 Ofc of Iho 
Executive Director for Operations 6pp 61841 225 61042 262 

-9204070042 Advises that phase 1 rept from Sciontech re needs & priorities for deve] 
oping or revising regulaloiy guidance for implementation of now part 20 reviewed & 
proposes listed schedule for staff work 

ROECKLEtN.AK Radiation Protection & Health Effects Branch 56FR23360 68/12/ 
01 MORRIS.B M Division of Regulatory Applications (Post 870413) 22pp 
61061 216 61851 237 

“9204070032 Confirms 690214 telcon requesting permission to reproduce limited 
number of copies of pages 36 39 of NCRP repl 84, "General Concepls for Dosimetry 
of Inlarnally Deposited Radionuclides" & pages 16 19 of NCRP rept 91 
PETERSON.H t Radiation Protection & Haalth Effects Branch 56FR23360 09/02/ 

15 NEY.W R National Council on Radiation Protection & Measurements 1p 
61651 238 61851.230 

“9204070071 Informs lhal proposed rev of NRC "Slds lor Pfoloclion Against Radiation 
(10CFR2^,'' will be sent In near future 

MINOGUE.RB Office of Nuclear Regulatory Research, Director (Pre 060720) 
56FR233e() 86/02/04 DUNSTER.HJ United Kingdom, Govt of 1p 6 1842 263 
61842 263 

“9204070076 Responds to request for permission to reproduce limited number of 
copies of pages 36 39 of NCRP ropl 84 6 pages to- 19 of NCRP rept 91 
SPAHN,JA Nalional Council on Radiation Protection & Maasuromonls 56FR23360 
89/03/02 PETERSEN.HT Radiation Proleclion & Hoalth Eftecls Branch 6pp 
61051 321-61051.326 

“9204070005 Notifies of need for assistance in editing workload to modify reg guides 
for part 20 implomenfatlon End rept provides marked up sections w/changes lor 
minor & editonal revs 

ROECKLEIN,AK. Radiation Proleclion & Health Elfocls Branch 66FR23360 09/02/ 
23 0URDA,A,J Program Management, Policy Dovotopmont & Analysis Slaff (Post 
870413) 76pp 61051 327 61052 041 

“9204070128 Advises that several comments on revised 10CFR20 rule pointed out 
minor inconsistencies In rule & ono comment pointod out that position on embryo/ 
fetes doso calculation would preclude accurate fetal dose assess monts 
PETERSON.H T, Radiation Protection & Health Glfocls Branch S6FR233&0 89/03/ 
13 NRC - {sio Detailed Affiliation Given 5pp, 6 1652 044-61052048 

“9204070132 Forwards Commission paper & draft FR notice In response to Commis- 
sion request for analysis of how proposed rev to Part 20 complies w/back(it rule 
(50 109) 

MINOGUe,R B. Office of Nuclear Regulatory Rosoarch, Director (Pr© 060720) 
56FR233BO 06/02/06 STELLO,V Ofc of the Executive Director for Operations 2pp 
61042 266-61842 266 

“9204070140 Requests reconfirmalfon of need of reg guides SNZ & 0N3 for imple 
mentation of revised 10CFR20 in view of fact that many of existing div 6 guides will 
be extensively revised Draft reg guido 0 XX & description of reg guides end 
MORRIS.B M Division of ReguTatoiy Applications (Post 870413) 56FR23360 69/03/ 
06 CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
3pp, 61852 049 61B52 051 

-9204070160 Discusses pros & cons of four of five options mantloned in 8B1 122 memo 
to Commissioner Curtiss for going forward w/ rulemaking sub) to backlit rule if Com 
mission wanted to approve rule 

MALSCH.M.Q Deputy General Counsel for LIconsing & Regulation (860701-890422) 
66Fn 23360, 89/03/07 JONES, B NRG - No Oalailed Affiliation Given 3pp 

61852 052-61852 064 
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-9204&70164 ExprQssea apprecialion for a&l227 Ur 1o Zcch ra comments on revised 
lOCFflgO mSe Number of cJianges sucgesled rn comments have been ircorporated in 
rovised rate presently before CommisBlon Related info end 

MORRIS^B M Division of Regulatory Applications (Post 870413) 56FR23360 89/03/ 
22 KO0RICKJE BeUilehem Sleef Oorp Itapp 61852 061-61852177 


-9204080162 Forwards for editorial review.draft FR notico for revised lOCFRSO Eiiilonal 
review should focus or> listed areas & comments should be submitted by 890908 
COOL, DA Regutatory Publications Branch 56FR23360 89/08/16 OKLESSON.ER 
Program Managoment. Policy Development a Analysis Staff (Post 870413) 41 pp 
61854 030-61654 073 


~920487'0174 Staff requirements memo re revised 10CFR20 Commission does not 
object to request that final approvat of rev to 10CFR20 bo deferred until issue raised 
in 080202 memo re salved 

CHILKSJ Office of lha SficroJary of the Commisslor* 56FR2a300 89/04/10 
STELLO.V Ole of tha Executivo Director for Operations 41pp 61852178-61852 279 

“9204070187 Forwards Info re particle sfi& distributions S example calculation based 
on rea! data using proposed flilernativo to 1GCFR20 205 presented during 890222 
meeting 

TIPTON.T E Nuclear Management & Rasourcas Council (NUMARC) (formerly Nuclear 
Uhlity Manaqo 56FR2a360 89/05/09 MORRIS.WM Division of flagulatory Applica- 
tions (Poal 870413) 43pp 61852 280 81 852 3 22 

-9204070231 Forwards for review & concurronco,Comniiission policy paper that ro- 
■solves outstanding technical issues re issuance of 10CFR20 rule Implementation dalo 
for rule should bs postponed from 91010J to 920101. 

BECKJORD,E S Office of Nuclear Regulatoiy flesearcti (Post B60720) 56FR 23360 
89/05/17 BERNERO,R M Office of Nuclear Material Safety & Safeguards 29pp 

61852 323-61853 022 

“9204070251 Advises that Commission policy paper lhal resolves outstanding technical 
issues ro issuance of 10CFR20 rule reviewed Concurs in paper w/oncl changes 
DENTON.H R Office of Govornmenlal & Public Affairs (87()413.911 tl6). 56FRa3360 
89/05/25 BECKJORD.ES Office of Nuclear Regulatory Rosearch (Post 860720) 
3pp 61853 078-61653 080 

“9204070287 Forwards summary of particle size data amassed at commercial nuclear 
fuel div 6n Columbia, SC from 1984 until present, per NRC request ParUcto size meas- 
urements In workplace may besubj to venability which could affect deposition In lung 
BURKUN.R K Woslinghouse Electnc Corp. 56FR23360 89/04/21 NRC No De 
failed Affiliation Given Ifapp 61853122-61853 239 

“9204070274 Advises tliat staff evaluating impact of allowed air conconlration for Rn 
222 Qt site boundary for members ot public in app D,.tflbto 2 oJ proposed rov to 
10CFR20 

STELLO.V Ofc of tha Executive Director for Operations 56Fn2330O 89/02/02 
2ECH Commisslonors (Post 760119) epp 81853 240 81853 247 

“9204070280 "Implications of Proposed 10CFR20 Changes Upon Radiation Proleclion 
Dept Cfinton pevrer Station " 

"WadmanA Associates 5fiFR23360 09/06/09 61pp 61853 251 61053302 

“9204070205 Offers no concurrence on Commission paper re proposed changes to 
1flCFR20 Paper should be modified before forwarded to EDO Reasons for decision 
ilstad 

ROSZrOCZY.ZR Drvision of Regulatory Applications (Post 870413) 56FR23360 89/ 
06/18 MORRIS, BM Division of Regulatory Applications (Post 870413) lOpp 

61853 303-61653 318 

“9204080006 Responds to 860221 note re potential Impact on nuclar power plant IJ 
censees of proposed occupational ALAR A rule In new Part 20 
CUNNINGHAM, LJ Operating Reactors Program Br,Div QA.Saf0Quards 6 fnsp 
ProflramsJE 56FR233B0 66/03/05 ALEXANDER.R E Hoalth Effects Branch 15pp 
61842 268 61842 303 

“9204060023 Requests that R Alexander make brief presentation concorning proposed 
futos to membOTS of mtg ©nvtfon commAtee dviting 860305 meotlnQ 
JOHNSON, KT Fertilizer Institute 50Fn2336O 06/02/07 MINOGUE,nB Office of 
Nuclear Regulatory Research, Director (Pre 860720) 24pp 61842 304 61842 326 


“9204080161 Forwards marked up draft final rule prosenling comments on Commission 
regulations that establish sfds for protection against radiation W/o end 
MEYER,DL Regulatory Publications Branch 56FR23360 89/09/11 COOL, DA Palli- 
ation ProiectSon A Health Effects Branch Ip 61854 074-61854 074 

“92040Q(}176 Summarizes visit to Westinghouse commercial nuclear fual plant in 
CoSumbia.se on 890919 20 to collect Info needed to preparo reg guide on elr sam 
pfing to meet requirements of new 10CFR20 

MCGUIRE, S A Radiation Protection & Health Effects Branch 5QFR23360 09/09/28, 
COOL.OA Radiation Protection & Health Effects Branch I49pp 61854 078 
61854 228 

“9204090185 Forwards for Info, and to recent Commission policy paper on 10CFR20 ro 
NRC staff analysis of U fuel fabrication proposals for control of internal radionuclides 
MORRIS.BM Diwsfon of Regulatory Applications (Post 870413) 56Ffi23360 00/10/ 
06 TIPTON.T Nuclear Management & Resources Council (NUMARC) (formerly Nu 
clear Utility Manage. 7pp 61854 229 61854 235 

-9204009216 Provides ID Bross comments on proposed rev of 10CFR20 

0ECKER.JM Affiliation Not Assigned 56FR23360 06/03/24 ALEXANDEaRE 
Office of Nuclear Regulatory Research, Director (Pro 860720) 47pp 61842 340- 
61843 029 

“92O4D0O226 Expresses appreciation for D Coo! parlicipalion in teloconferenco broad- 
casted on 890926 ro overview of revs to 10CFR20 

KAMMERER.C. Stale, Local & Indian Tribe Programs (870413-900111) 56rR23360 
89/10/26 BECKJORD.ES Office of Nuclear Rogulatory Research (Post 060720) Ip 
61654 239 61654 236 

“9204080232 Forwards list of new reg guides for revised 10CFR20' & tead rovlowor for 
each guide Roview efforts will include probable meetings w/RES 9 contractor for 
early Iriipul & review & comment on drafts 

eSSIQ.T NRC - No Ootallod Affiliation Given 56FR233eO 09/10/26 BUCHANAN.J 
NRC - No Detailed Affiliation Given 24pp 61854 237-61854 260 

“0204080237 Comments on 890515 staff evaluation of NUMARC proposal transmitted 
to NUMARC by Morns Staff analysis did not address dosimetric modal & real people 
data provided as Illustration in NUMARC transmittal of 890508 
STANSBURY.PS General Electric Co 56FR23360 89/11/22 PETERSON.HT Divl 
sIOA ot Regulatory Applications (Post 870413) 16pp 61854 261-61854 276 

•‘fi2'04080244 informs of success of pilot video te I el n format ion transfer program A ox- 
presses sincere appreciation to recipient A RES staff 

kAMMEneaC state, Local S Indian Tribe Promams (870413-000111) 56FR23360 
89/12/01. BECKJORD.ES Office of Nuclear Rogulatory Research (Post 860720) 
45pp 61854 277-61854 321 

“9204080250 Responds to 801127 Itr re revised 10CFR20 currently under Commlsslcn 
consIderationRevised part 20 would permit use of direct measurements In lieu of {lf 
concontratlon moasuroments for assessing dose & determining compliance 
BECKJORD.ES Offreo of Nuclear Regulatory Research (Post BG0720) BGFR 23360 
69/12/21, VAUGHAN, CM General Electric Co. 2pp 61054 343 61854 344 

“9204000256 Responds to 091127 fir re revised 10CFR20 currently under Corritrlsslon 
consIderationRevised part 20 would permit use of direct measuromonts in liou of air 
concentration measurements for assessing dose & determining compliance. 
BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 66Fn23360 
89/12/22, GOOOWJN.WL Wostinghouso Electric Corp 6pp 61854 345 61054 350 


“92a40>99052 Responds to Z Rosztoezy 890616 memo raising Issues ro revised 
10CFR20 Cominisslon policy paper resolving oulstanding technical Issues. 
PETERSON.HT Office of Nuclear Regulalory Rosearch (Post 860720} 56FR23360 
09/06/20, MORRIS, BM Division of Regulatory Applications (Post 870413) 6pp 
61853^319 61863 324 


“9204080208 Act< recofpt of 891221 Itr ro revs to 10CFR20 being considered currenlfy 
by Commission Use of direct measurements In lieu of air concentration measure monCs 
lor assessing dose & determining compliance very important 
VAUGHAN.G.M General Electric Co, B6FR23360. 90/01/1 1 BECKJORD.ES Of free 
of Nuclear Regulatory Rosearch (Post 860720) 2pp. 01 054 ’351 61854 354 


“9204080059 Forwards memo prepared for signature & concurrence, which would Irans 
mlt 1o EDO Commission paper proposing resolutions to two issues which have re- 
cQivod considerablo attention since rev ol 10CFR20 provided to Commission 
MOHRIS.BM Division of Rogulatory Applications (Post 870413) 66FR233BO 89/06/ 
20 BECKJORD,E S Offtce of Nuclear Regulatoiy Rosearch (Posi 860720) lOpp 
61853 325 61853 337 

“9204080071 Requests review of revised NRC forms 4 & 5 & associated instructions in 
order to occoniodate revs being made 10 1DCFR20 End drafts reflect NRC efforts to 
make forms consistent w/rovisod 1 0CFR20 Comments needed by 890731. 

COOL.DA Radialfon Pfolocllon A Hosllh Effeds Branch 56FR23360 80/06/30 
CUNNINGHAM*L J Office of Nuefear Reactor Regulation, Drrector (Post 870411) 
23pp 6i0S3 338 61064 005. 

“9204080078 Responds to 890410 request for more extensive analysis of some ol op- 
tions presented In 001 122 & 890307 memoranda on application of bachfit rule to pro- 
posod reva of 10CFR20. Three principal options for dealing w/backfil rulo listed 
PARLER.WC Office of Ihe Gonoral Counsel (Post 860701) 56Fn23360 69/07/06, 
CARFt Commissionera (Peat 750119) 12pp 61654 006 61854 017 

“9204080084 Forwards rough outline for Commission Info papar on radiation prelection 
policy which B Bernere discussed on 690717 

CUNNINGHAM,R E Division of Industrial & Medical Nudear Safety (Post 670729) 
66FR2330O 89/07/10. MORRIS.B Division of Regulatory Applications (Post 670413), 
0pp 61854 018 61854 023 

“9204090129 Conferma hypothesis re use of RN'222 value for public In proposed rev to 
10CFR20. 

NEEL,RB. NRC - Me Oelalled Affiliation Given 56FR23360 86/03/ It 

ALEXANDER.R NRG - No Detailed Affifiailon Given Ip 61042 336-61042 336 


“•9204090271 Requests review of end draft revised backftl analysis for 10Crn20 by 
900124 

MORRIS, BM Division of Regulatory Applications (Post 870413) 56FR23360. 90/01/ 
22. CUNNINGHAM.R NRC - No Dotailed Affiliation Given 22pp 01864 355- 
61655 015 

“9204080314 Comments on proPOsod rule 10CFR 19, 20, 30,3 1.32, 34, 40, 60,61 A 70 re 
aids for protection against radiation. Requests that comment period be extended 00 
days from current 860421 deadline 

EDWARDS, D.a Oit, Chemical & Atomic Workora International Union 56FR23360 88/ 
04/10 Office of the Secretary of the Commission Ip 61843 029 61843 004 

“9204090001 N 915 047 "Notico of Policy Guidance on United Auto Workers vs John 
son Coniroisjnc " 

SILBERMAN^R.G, Equal Employment Opportunity Commission 56FR23360 90/01/ 
24 13pp 01 B55 029 61855 041. 

“9204090006 Forwards for concurrence & review, transmittal memo re revised backfil 
analysis for 1OCFR20 rev Rev predicated upon meeting conditions of 
10CFH60 1O9.R0laled documentation end. 

MORRfS,0 M. Division of Regulatoiy Applications (Post 870413) 56FR233G0 00/01/ 
31 PARLEFt.WC Office of the General Counsel (Post 860701) 144pp 61855 042- 
01855 203. 

--9204D90012 Advises of research into various federal regulations & ANSI guidance re 
color coding of radiation symbolper matfs ficensee request Federal agencies rogula 
(Ions conflict on foregrouno color of radiation symbol 

BERNERO.R M. Office of Nuclear Material Safely A Safeguards 60FR23360 00/03/ 
12. BECKJORD.E.S Office of Nuclear Rogulatory Research (Post 060720) 12pp 
61855 204 61055:212 


“9204090140 Forwards two sots of layouts for very voluminous labfas In IOCFR20,app 
B Present format employs std sclentinc expenontiet notolIon.Proposed changed format 
uses computer "'E" notation ralhor than subscripts. 

PETERSON.HT. Radiallon Proleclion & Health Effects Branch 56FR 23360 68/07/ 
22. MEYER, D Rogulatory Publication 6 Branch, 6pp 31864 024 61 864 ‘026 


-9204090023 Discusses ALARA provisions (n proposed 1 0CFR 20 Proper sId of care 
owed by licensees embodied In current regulation, based on Inll consensus aclonco A 
which can ba applied uniformly to all licensees & on all jobs 
FORBE8,J. American Nuclear Insurers 66FR23360 90/04/27 CUNNINQHAM.L J 
NRC - No Detailed Affiliation Given 4pp, 61855 213-61855.216 
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-9i! 04090031 Forwards relevant portions of new regulation in UK which essentialty re 
quire type testing, acceptance testing, maint, periodic testing & calibr of monitoring In 
sirumentatlon 

SWINTH.KL Battelle Memorial Institute, Pacific Northwest Laboratory 56FR23360 
80/04/24 ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pro 
060720) 200pp 61643 086 61643 264 

-9204090055 Advises of staff intention to delete suggested rel to OSH A respiratory 
protection regulations 

WIGGINTONJM NHC - No Detailed Affiliation Given 56FR23360 90/06/27 
COOL.D NRG - No Detailed Affiliation Given 19pp 61855 261 61655 277 


-9204090349 Forwards re-draft of public announcement of final revs to 10CFR20 con- 
tained in SECY-88-316 Anrkouncerr^ent will bo ready to issue concurrently w/FR publi- 
cation of revs Qommonis will be appreciated 

INGRAM.F Public Affairs (670413-911116) 56FR23360 90/08/14 PETERSON, H 
Office of Nuclear Regulatory Research (Post 860720) 49pp 61656 220-61656 279* 

-9204090361 Responds to 661020 roquost for clarification of issues re 10CFfl20 rule- 
making 

PETERSON, HT Office of Nuclear Regulatory Research, Director (Pre 060720) 
56FR23360 86/11/03 D’ARRIGO,D Nuclear Information & Resource Service Ip 
61843 351-61843 351 


-9204090066 Advises that end Commlssiorr paper proposes several miner revs to 
10GFR20 rute Telephone comments should be made to DA Cool or Peterson by 
900703. 

COOL, DA Radiation Protection & Health Effects Branch 56FR23360 90/06/27 
MORRIS, BM Division of Regulatory Applications (Post 670413) I4pp 61055 278 
61855 291 


-9204090366 Expresses concerns re final rule 10CFR20, ’“Side for Protection Against 
Radiation" Specific records retention periods must bo Included for all app F require 
mants 

SHELTON, BJ rnformation & Records Management Branch (Post 090827) 
56FR23360 00/12/05 HUDSON.S Office of Nuclear Regulatory nesearch {Post 
660720) Ip 61856 355-61856 355 


-9204090076 Expresses concerns over implemonlalion date of 920101 for revised 
10CPR20 & anticipated publication date Concerned w/ effect compressed schedule 
will have on successful implementation of revised rule by nuclear power industry 
LEE,B Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Mar^age 56FR23360 90/07/27 CARR.K M Commissioners (Post 750119) 2pp 
61655 292 61655 293 

-9204090086 Forwards draft SRM on 10CFR20 EDO ofc Indicated that SRM be by 
900702 in case of any major problems 

HEtTEMES,J NRC - No Detailed Affiliation Given &6FR23360 90/06/28 
MORRIS, B NRC - No Detailed Alfllialion Given Ip 61055 294 61 855 204, 


-9204090376 Expresses savoral concerns w/flnal rule 10CFR20, “Stds for Protection 
Against Radiation" & extensive concerns w/ supporting statement Rolenlion period, 
"until license terminated-" recommended for retention of manifest records 
SHELTON,BJ fnforinalion & Records Management Branch (Post B90B27) 
56FR23360. 00/06/23 HUDSON.S Office of Nuclear Regulatory Research CPost 
660720) 2pp 61B56 3S6 61856 357 

-9204090396 Discussos Videotape on proposed changes to NRC stds for p/oleclion 
GOLLER,K R Office of Nuclear Regulatory Research, Director (Pre 860720) 
56FR23360 86/11/14 NUSSBAUMER.D NRC - No Detailed Affiliation Given 4pp 
01843 352-61043 355, 


-9204090096 Fonvards staff roqulremanta memo on SECY-86-3 16 & SECY 09 267 to 
be issued on 000703 

CHILK,S J Office of the Secretary of (ho Commission 66FR23360 90/08/28 CARR 
Commissioners (Post 750119) 4pp 61065 205-61855 298 

"9204090110 Requesls (hat schedule for review of staff requirements memo be ex- 
tended In order lo permit submittal of staff rev next wk. 

THOMPSON, H L Offico of Nuclear Material Safely & Safeguards 56FR23360. 90/06/ 
29 CHILK,SJ Offico of the Secretary of the Commission e7pp 61855 299- 
61856007 

-9204090115 Forwards comments on draft reg guide 6 N5 ro criteria & procedures for 
summation of internal & external dose 

WIQQiNTON,JE Radiation Protection Branch 56FR233ao 90/07/24 

ROECKLEtN,A Radiation Proloction & Heailh Effects Branch. lOpp 61056000- 
61666 017 

-9204090179 Informs that nothing published on new pert 20 found other than proposed 
rule published for comment in 1885 Summary of NRC proposed change to basic radi 
alion protection regulation end 

WILLIS,CA NRC ■ No Detailed Affilialion Given 56FR23360 90/07/27 VARLEY,J 
Nuclear Engineenng International 4pp 61656018 61856,023 

-9204090207 Forwards Itrs from G Dicus & C Hardin expressing difficutties stalas will 
experience In promulgating compatible regulations within Jan 1992 effective date of 
part 20 Change fn effective date to 940101 recommended 

KAMMERER,C Stale Programs (900112-911116) 56FR23360 90/06/10 

MORRIS.BM Division of Regulatory Applications (Post 870413). Ip. 61656 024- 
61656024 


-9204100001 Responds to G Dicus 900807 Ur re Implementation dale of rovs to 
lOCFflZO.CommIsslon approved delay in required Implement alion dale for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Slate Programs (900112-9111 16) 56FR23360 90/12/10 HILL,T. Or- 
ganization of Agreement States Ip. 61856358-61856 35B 

-9204100004 Informs that proposed rule completely revising 10CFR20, "Stds for Pro 
tectlon Against Radistlon," published in FR on 651220 

PHILIPS, J Division of Rules & Records (Pre 870413). 56FR23360 06/12/24 
ALEXANDER.R.E Office of Nuclear Regulatory Research, Director (Pre 860720) 2pp 
61643 356 61844,010, 


-9204100017 Forwards ilra to D Tefft & T Hill re implementation dates of 
tOCFRZO.Commisslon approved delay in required Implementation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER,C Slate Programs (000112-911116) 5GFR23360 90/12/10, AffilPation 
Not Assigned Ip 61856 359 61856 359 


-9204100027 Responds to 900809 Itr re Implementation date of rovs to 
10CFR20 Commission approved delay In required Implementation date for revised part 
20 for NRC licensees from Jan 1902 to Jan 1993 


KAMMERER.C Stale Programs (000112 911116) 56FR23360 00/12/10 TEFFT, D 
Conference of Radlailon uontrol Program Directors, Inc 13pp. 61656 360 61867 026 


"920410 0 049 "Environ Assessment for Rev of 10CFR20. 'Stds for Protection Against 
Radiation"* 

* NRC - No Do tailed Affilaalion Given 56FR23360. 00/12/21. 543pp 61857.027- 
61859 032 


"9204090215 Informs that more than half of agreement programs will not be able lo 
implement new regulations by Implementation date of Jan 1092 for revised 10CFR20 
DICUS,G.J Arkansas, Stale of 56FR23360 90/08/07 KAMMERER,C Slate Pro 
grams (900112-911116) 2pp 61656.026-61856 026 

-9204090231 Provides juslificallon for extending Implemantalion date for revised 
10CrR20 from Jan 1992 to Jan 1994 Now date will allow for more uniform Implemen- 
tation of now provisions of part 20 throughout US 

TEFFT,D.E Affiliation Not Assigned 66Ffl23360. 90/00/09 KAMMERER.C State 
Programs (900112-911116). 12pp. 61 850.027-61 856 037 

-9204090237 "Final Backlit Analysis for Rev of 10CFR20, ’Stds for Proleclion Against 
Radiation."' 

* Division of Regulatory Applications (Post 070413) 56FR23360 90/06/31 25pp 
61856 039 61856113 


-9204106073 Responds to 901220 Ur to Carr ro impfomenlotion dales for revised part 
20 & availability of associated reg guides Commission has reconsidered (mplamenta- 
llon date for revised part 20 lo Jan 1993 for NRC licensees 
eeCKJORD.E S Offico of Nuclear Regulatory Research (Post 860720) 56FR23360. 
91/01/14* TODDJ.S. American Medical Association, 1p 61859044 61859045. 

-9204100103 Offers no comment on comparison of former port 20 to revised part 
20,Dociiment v/ill bo useful & would bo distributed to states as soon as possible. 
MItLER.V.L Assistant Diroclor for State Agreements Program 5eFR23360. 91/03/ 
05. COOL, DA Radiation Protection & Roallh Effects Branch Ip 61859 046- 
61859 046 

-9204100110 Comments on comparison of former part 20 to revised part 20 
BEACH.AB Region 4 (Rost 620201) 56FR23360 01/03/05 COOL.D A. Radiation 
Protection & Heailh Effects Branch 2pp 61859047-61059040. 


"9204090294 Speech entitled "SEIR V Estimates of Excess Cancer Mortality" present- 
ed at 900204 Workshop on Statistics of Human Exposure 

ELLETT.W.H. National Research Council 56FR23360 90/02/04 20pp, 61856 114- 
61856133 


-9204100116 Summary of 910305 meoling re part 20 rov.Llst of attendees provided 
MEYER ,D Offico of Admihlalration (Post 890205). 56FR23360 01/03/00 COOL.D 
Office o-f Nuclear Regulatory Research (Post 060720) Ip. 61859 049 61059049. 


-9204090326 "Health Effects of Exposure to Low Levels of Ionizing Radiation BEIR V.'* 
ELLETT.W H National Research Council. 5eFR23360 90/12/31 86pp 61856-134- 
61B56.221. 


-9204100123 Responds lo note ro Stale of CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than legitimate uses. 

MTLLER.V L Assistant Director for Slate Agreements Program 66FR23360 91 /03/ 
13 HORNOR.J Region 5 (Post 620201) Ip. 61859 050 61859 050 


"9204090331 Defines background radiation to mean radiation arising from natural back- 
ground & other radiation or radioactivity such as global fallout & radon In quantUios 
characteristic of environ in which regulated activity located. 

CUNNINGHAM, R.E Division of Industrial & Medical Nuclear Safety (Post 870729) 
50FR2336O 90/08/10 PETERSON, HT. Office of Nuefear Regulatory Research (Post 
880720) Ip 61850 222-61856-227 


-9204 100 12B Forwards marked-up final rule amending 1OCFR2O.pres0nt[ng comments 
on stds lor protection against radiation Allernalive wording In preamble to final rule 
suggested fn order to describe different versions of rule accurately 
MEYER.D L Regulatory Publications Branch. 66Fn23360, 91/03/19 COOL, D. A. Radi 
alion Protection & Haaflh Effects Branch Ip 61059 051-61859 051. 


-9204090336 Discusses application of backfit rule compliance exception to Commission 
response to guard. 

MALSCH,M.Q. Office of the General Counsel (Post 860701) 66FR23360 86/06/20 
PALUDINO Commissioners (Post 750119). 4pp. 61843 347-81843-350 

—9204 090337 Transmits written comments on review of draft reg guides implementing 
revised 10CFR20Orat comments provided lo H Peterson in June*Quides shouid be 
simplified so that tlconsees w/tlmltad resources can corr^rehend guidance 
MILLER, V.L. Assistant Director for Slate Agreements Program 66FR23360 90/00/ 
10. MORRIS, B.M. Division of Regulatory Applications (Post 870413), Ip, 61856-228- 
61856 228 


-9204100140 Responds to roouosl concerning need to modify 10CFR20 lo reslrict 
buildup of radionuclides at sanitary sewage treatment plants 
BECKJORDpES. Offico of Nuefear Regulatory Research, Director (Pre 860720). 
56FB23360 67/01/06 QRACE,J.N. Region 2 (Post 820201) 3pp 61844 di- 
et 844*0 13. 

-9204100167 Requests that fast sentence In first full paragraph on page 317 of 
10GFR20 be changed to read as stated, 

UE8EflMAN,J. NRC - No Detailed Affiliation Given. 66FR23360 01/03/21 

PETERSON, H Office of Nuclear Regulatory Research (Post 860720). Ip. 61859 062- 
61859 052 
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-920410017J e*p.esse3 apprecaticn tor eltots '» P 
readil/ idenUfying differences between former 10CFR20 S revised part 1:0 ni roi 

son comments & suggested lev of comparison oTnant <tfiFnM360 91/03/ 

morris, BM B^rsion of Reaolalory Appli^ g^osl 87(Miy 6FH23360 91/03/ 
27 NORELIUS.CE Region 3 (Post 820201) 9pp 61859 053 61859 061 

-9204100180 Fowards pagna 67,78 4 100 of latasi version ol 10CFR20 lhat need 

£!5lffi^NRc'’?il>S6d Affiliation Given 56FR23360 91/03/28 PETERSON, H 
Nectoa, RegS^ Res^roh (Post 860720) 4pp 61859 082 61859 865 

-9204100186 Forwards renumbered IOCFR20 P®' 

4 approved by negative (Mnsent by Commission Changes made to update part 20 

^"“diafon ProteebPn 4 Health E'feets Bran^ 56F^ 9t/03/29 
MEYER 6 L Regulatory Publications Branch 2pp 61859066 61659067 

-9204100189 Requests initiation of rev of < 0 CFR 20 .Section 20 303, ''pispos^ by 
tease mto Sanitary Sewage Sys," to better consider actual & potential buildup of long 

GRACE JN°Re9wTipos?K 56FR23360 86/11/16 BECKJORO.ES OftIDB 

5 N “ea/ HegXSry Reira^^ Dir^tor (Pro 660720) Ip 61844 014-61844 033 

-9204100192 Forwards Paperwork Reduction Act Statement slating Ihat mfo colloclions 
would not become effechve until approved by 0MB, per rev lo 10CFR20 
SHELTON, BJ Information & Records Management Branch (Post 890827) 
S6FR23360 91/04/01 HUDSON, S Office of Nuclear Regulatory Research (Post 
860720) 2pp 61859 068-61B59 069 

-9204100199 Ack receipt of 910401 Itr & comments about revised 10CFR20 
regulat/on Responses to issues raised in Hr end Related documentation also enci 
COOL DA Radiation Protection & Health Effects Branch 56FR23360 91/04/12 
WELT.M A Alpha Omega Technology, Inc 300pp 61859 070 61850 207 

-9204100210 Submits procedures for ensuring lhal complete regulatoiy history com 
piled for each rulemaking action Completed index for final rule ro stds for protection 
agamsl radiation should be submitted by 910921 • ■ i- 

LBSAR,MT Regulatory Publications Branch 56FR23360 91/05/24 PETER SON, HT 
Office of Nuclear flegutalory Research (Post 660720) 2pp 61859 293 61659 296 

-9204100213 Requests that NRC submit new camera copy each time document sub 
milled amending table m order lo avoid publication problems in 10CFR List of public 

comments re stds for protection against radiation end 

RICKETT.OL National Archives & Records Administralion 56FR23360 91/08/24. 
LESAR.-M NRC No Deialed Affiliation Given ip 61859 297 61859 206 

-9204100330 Discusses annual review of rulemaking on rev to 10CFR20 
BECKJORO.ES Office of Nuclear Regulatory Research, Director (Pro 860720) 
56FR23360 87/01/15 STELLO.V Ole of the Executive Director for Operations ip 
61844 034 61844 034 


-9204130042 Provides recommendations on neulron quality factor 
FOULKEJD Office of Nuclear Regulalory Research, Director (Pro 860720) 
56FR23360 87/02/26 ALEXANDER, RE Office of Nuclear Regulatory Research, Di 
rector (Pre 660720) 9pp 61844 051 61844 059 

-9204130061 Forwards expanded annual review of rulemaking package for major rov of 
10CFR20 for review & comment 

ALEXANDER, RE Office of Nuclear Regulatory Research, Diroclor (Pro 060720) 
AA38 2 87/03/31 NRC - No Detailed Affihalion Given 1p 61844 060 61844 060 

-9204130077 Grants petitioner request for Commission to remove requiromenl that ra- 
dioactive aerosols be administered to patients only in rooms at negative pressure 
GOLLER, KR Office of Nuclear Regulalory Research, Director (Pro 860720) 
56FR23360 87/04/07 NORRY.PG Office of Adminisiration (Pre 870413) 3pp 
61844 061-61844 063 


“6204130310 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32, 34, 35.39, 40, 50,61 & 
70 re stds for proleclion against radiation Proposal increases risk of exposure to ioniz- 
ing radiation of nuclear workers & NRC ought to withdraw proposal 
SAMUALS.SW AFL-CIO 56FH23360 86/10/30 Office of the Secrotary of IhQ Com 
mission 7pp 61859 314-61859 320 

“9204130315 Comment on proposed rules 10CFR2,19.20,30,31, 32,34,35.39, 40. 60.61 & 
70 ro stds for protection against radiation Proposed rulos will not provide substantial 
increase in overall protection of public health & safety 

KOBER.RW Rocheslor Gas & Electric Corp 56FR23360 86/10/28 Dockalmg A 
Services Branch 7pp 61 059 321-61 869 327 

“9204130317 Requests legal advice re listed 1OCFR20 Issues, Including do mlnintls 
cutoff on coltectiva dose calculations 

ALEXANDER.R E Office of Nuclear Regulalory Research, Director (Pre 860720] 
5eFR23360 87/06/11 BECKER, J Office of the General Counsol (Post 860701) 2pp 
61 844 130 61844 153 

“9204130327 Comment on proposed rules 10CFR2, 19.20.30.3 1,32, 34 ,35,39, 40, 50,61 & 
70 ro stds for protection against radiation Proposal changes method of computing ra 
diation dose exposures but does not improve radiation protection stds for exposure 
ORTLIEB.D W. International Chemical Workers Union 56FR23360 86/10/31 Docket 
Ing & Services Branch 5pp 61859 328-61059 332 

“9204130334 Comment on proposed rules 10CFR2,1 9,20,30, 31, 32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Urges Commission lo withdraw proposal A 
replace proposal vv/one which lowers dose limits lo workers & general public 
WRIGHT, MJ United Steelworkers of America 56FR23360 86/10/30 Docketing A 
Services Branch 44pp 61859 333 61860 010 

“9204130341 Commonl on proposed rules 10CFR2, 10,20, 30, 31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Util strongly supports need for use of da 
minimis levels of radiation or radioactive malls 

COUNSIUW.G Texes UhllllGS Electric Co (TU Electric) 56FR23360 86/10/29 Dock 
eting A Services Branch 5pp 61860 019 61860 023 

“9204130352 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32.34, 35,39, 40, 50,61 & 
70 ro stds for protection against radiation Proposed amends not needed A will not 
porcoplibty sorva public health & safety 

ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 56FR23360 86/10/30 Docketing & Services Branch 3pp 61860 024- 

61860 026 

“9204140335 Provides recommendations for control of NRC rulemaking ro annual 
review ol ongoing RES sponsored rulemaking tOCFR20 

BECKJORD.tS, Office of Nuclear Regulator Rosoarch, Director (Pro 660720] 
56FR23360 87/07/07 STELLO.V Ofc of the Executive Director for Operations 3pp 
61844 154 61844 1 57 

“9204140348 Concurs that rulemaking for 10CFR20 should bo conlinued & completed 
THOMPSON, H L- Office of Nuefear Material Safety & Safeguards 56FR23360 87/07/ 
01 BECKJORD.E S Office of Nuclear Regulatory Research (Post 800720) ip 
61644 158 61844 158 

“9204150001 Forwards draft handout sheets for 870729 meeting w/Stollo 
ALEXANDER, R E Office of Nuclear Regulatory Rosoarch, Director (Pre 860720], 
56FR23360 07/07/23 BECKER, J Office of the General Counsel (Post 860701) 5pp 
61844 220 61844 224 

“9204150003 Comment on proposed rules 10CFR2,1 0,20, 30,31, 32, 34, 35,39, 40, 50,61 & 
70 ro stds for protection against radiation Demands public hearing on proposed rulos 
A that EIS bo done on proposed rules 

PfERCE.J Cilizons Action for Safe Environment 56FR23360 06/11/03 NRC - No 
Detailed Affiliation Given 2pp 61860 027 61860 026 


-9204130122 Forwards petition for rulemaking PRM 35 6 for review A delermlnahon as 
to whether or nol petition qualifies for special handling by staff as fast track petition 
for mlemaking 

NORRY.PG Office of Administratiori (Pre B70413) 5BFR23360 67/03/17 
BECKJORO.ES Office of Nuclear Regulatory Research (Post 860720) 8pp 
61844 064 61844 092 


-9204130187 Comment on proposed rules 10CFR2. 19, 20, 30, 31, 32,34,35,39,40. 50,61 A 
70 re sids for protection against radiation Draft backfil analysis inadequate to justify 
proposed rev to part 20 for same reason slated by Commissioner Roberts 
ANDREWS, RL Omaha Public Power District 56FR23360 86/10/29 Docketing A 
Services Branch 2pp 61859 299 61859 300 


-9204130204 Comment on proposed rules 10CFR2,t9.20.30,31,32,34,35,30,40, 50,61 A 
70 re stds for proteotion against radiation Significant training of NRC staff A inspec- 
tors must be conducted lo provide consistency in inlerprelalion of rule 
WOODY .CO Florida Power A Light Co 56FR23360 86/10/21 CHILK.SJ Office ol 
the Secretary of the Commission 3pp 61659 301 61859 303 


■9204130234 Comment on proposed rules 10CFfl2, 19, 20, 30,3 1,32.34, 35,39,40, 50,61 A 
70 re stds for protection against radiation Urges Commission to withdraw proposed 
changes in radiation protection stds 

JOHNSRU0.J H Er^vironmenlal Coalition on Nuclear Power 56FR23360 66/10/28 
Office of the Secretary of the Commission 4pp 61859304 61859 307 


“9M4 130252 Comment on proposed rules 10CFR2.19,20, 30,31, 32,34.35,39, 40, 60,61 A 
70 re stds for protection against radiation Proposed rules will provide subsidy to nuclo- 
public health, environ A economic concerns 

66FR2aG60 86/10/25 ZECH.IW Commlasionais 
ost 750119] 2pp €1859 308 61859 309 


assessment for 10CFR20 
Regulatory Research, Director (Pre fl6072C 

Ore 860720^^^^^^^ C 


“9204150006 Comment on proposed rules 10CFR2, 19.20, 30, 31. 32, 34, 35, 39,40, 50, G1 A 
70 re stds for protection against radiation Supports objoctivo of proposal to updalo ra 
diatlon prolection aids for licensees of NRC 

SANOEHSON.RE Environmental Proteclion Agency 56FR23360 06/10/31 

CHILK.S J Offreo of the Secretary of Iho Commission 9pp 61860 030 61060 039 

“9204160010 Comment on proposed rules 10CFfl2,19,20,30,31,32.34,35,39,40, 50,61 A 
70 re stds (or protection against radiation Public demands that environ impact studios 
A open hearing procedes std change 

ISELIN.C New England Coalition on Nuclear Pollution 56FR23360 06/10/31 Dock 
eling A Services Branch Ip 61860 039 61860 040. 

“9204150013 Provides list of alternatives posed by RES re control of ru lorn oKinn, Pari 
20 

BECKER,JM Office of the General Counsel (Post 860701) 50FR2336O 87/08/04, 
PARLER,WC Office of the General Counsel (Post 060701) 40pp 61644 225- 
61844 273, 

“9204150016 Forwards H Hawley A P Hawley 861017 Ur ro plans lo review current 
NRC regulations governing radiation exposure lor workers. 

EVANSW Senate. 56FR23360 86/10/28 KAMMERER.C Office of Governmonlal 
A Public Affairs (070413-911116} 4pp 61B60O41 61860 044 

“9204150045 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34,35.39.40, 50.01 A 
70 re stds for protection against radiation Opposes NRC proposal to Increase std for 
acceptable radiation exposure A urges that public hearing be hold & EIS prepared 
STVLES.M.M Amerfcan Nurses' Association, Inc 66FR23360 86/10/28 Docketing A 
Servlcea Branch, 2pp 61860 045-61860 046 

“9204150056 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34,35,39,40, 50.61 A 
70 re stds (or prelection against radiation Implementation of proposed reguiallons 
would have unique impact on GA as mfg of U A thorium fuels for HTQRs 
ASMliSSEN.K E. General Atomics (formerly GA Technologies, Inc / General Atomic 
Co) 56FR23360 86/10/31 Docketing A Services Branch, 4pp 61660 047- 

01660050 


11 Comment on proposed rufes 10CFR2.1 9,20,30.31. 32, 34,35,39, 40 5061 
for proleclion against radiation Backfit analysis for proposed rules does i 
assesss poleritial fmpacl on exposure to radiation workers 
4PP seFOPaaeo ae/io/si, Docketing &se 


-920415005S Responds to 8706 1 1 request for legal advice on two Issues re rev of Part 

20 , 

BECKER, J.M Office of the General Counsel (Post 860701) 56FR23360 07/08/10 
ALEXANDER,R E Olvision of Regulatory Applicalions (860720 B70413] HOpp 
61844 274 61B44 349 
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“9204160065 Comment on proposed rules 10CFR2. 19, 20,30, 3 1,32,34,35.39.40. 50 61 i 
70 re stds for proloclion against radiation Commission urged to retect argumeni that 
bacMit rule should he suspondod for ruJomakrnff 

(formerly impell Corp ) 56FR23360 06/11/01 
CHILK.S J Office of the Secretary of the Commission 5pp 61860 051 61 660 055 

“9204150077 Comment on proposed rules 10CFR2.19.20.30,31 ,32,34.35,39 40 50 61 & 
70 re stds for protection against radiation Recommends that scope of proposed rule 
be limited to listed areas ^ h wh u luiw 

SIMPSON.EC Florida Power Corp 56FR23360 86/10/31 CHILK.S4 Office of the 
Secretary of the Commission 12pp 61860 066 61860 101 

“9204150122 Comment on proposed rules 10CFR2,1 9,20.30,3 1,32.34,35,39.40. 50,61 & 
70 re stds for protection against radiation hJRC low level radiation stds.as proposed do 
not reflect current state of knowledge in health physics 

REICHER.DW Natural Resources Defense Council 56FR23360 86/11/05 Docket- 
ing & Services Branch 22pp 61860 102 61860 123 

“9204150143 Comment on proposed rules 10CFR2, 19,20.30.31,32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Backfit analysis does not justify costs of im- 
& proposed protection ofpubtic health & safety not increased 
SORENSEN, G C Washington Public Power Supply System 66FR23360 86/10/31 
Docketing & Services Branch 4pp 61860 124-61860 127 

“9204150149 Comment on proposed rules 10CFR2, 19.20,30.3 1,32, 34,35.39,40, 60.61 & 
70 re stds for protection against radiation Urges NRG to withdraw proposal & alterna- 
f®sult in significant reduction in oxoDSuros 

MARTINO.FD Ohlo/OSHA Environmental Network 56FR23a60 86/10/31 Office of 
the Secretary of the Commission Ip 61860 128-61860 128 

“9204150164 Provides brief commentary In response to request for comments on draft 
merno concerning ambiguity of “rem" unit for both dose equivalent & effective -dose 
QQui valent 

Associated Universities 56FlR23a60 87/09/25 

no Nuclear Regulatory Research, Director (Pro 860720) 

22pp 61844 356 61045 017 


“9204160041 Informs thol Region IV will assign two staff members to attend regional & 
apreemenl stale workshop.ono each from reactor & mails insp areas 
MARTfW.RP Region 4 iPost 820201) 56FR23360 87/10/22 BECKJORD.ES Office 
of Nuclear Regulatory Research (Posl 660720) tp 61845 062 61 045 062 

“9204160065 Advibos that CM Hosoy & JP Potter will participate in regional & agree 
ment slates workshop on rev of 10CFR20 

GRACE .J N Region 2 (Post 820201) 56FR23360 67/10/22 BECKJORD.ES Office 
of Nuclear Regulatory Research (Post 860720) Ip 61045 063 61845 067 

“9204160104 Forwards proposed scheduio for 10CFR20 rulemaking 
SJELLO.V Ofc ol the Executive Director for Operations 56FR23360 07/10/08 
ZECH, CARR, ROGERS Commissioners (Posl 750119) 15pp 61845 068 61845 0B2 

“9204160121 Forwards proposed work plan (or project “Development of Roqulalorv 
Analysis for Proposed Rev to 10CFR20 

MERWIN.S E Batfelle Memorial Inslituta, Pacific Northwest Laboratorv 56FR23360 
87/11/03 PETERSON.H T Division of Regulatory Applications (860720 870413) 6pp 


“9204160256 Comment on proposed rules 10CFR2.1 9.20,30,3 1.32.34. 35, 39, 40, 50,61 & 
70 re stds for proloclion against radiation 

* Toledo Edison Co AA30 2 0308 86/10/31 Docketing & Services Branch 2po 
61860 1 4 1 61860 142 


•9204160260 Coirimem on proposed rules tOCFR2 19.20.30.31,32,34.35,39,40, 50,61 & 
70 re sl(fs for pr<if€iclion ngamsl redmuon 

MILTENBERGER.R Affilialior\ Not Assigned. AA30 2 0309 06/11/05 Office of the 
Secretary of the Commission 2pp 61860 143 61860 144 


“9204 170036 Forwards comparative text containing present Part 20 rule, revised draft 
final rule & 8601 09 proposed rule Oocumont will be major point of discussion at moei- 
Ing on 8711 16 & 17 


MORRIS.B M Division of nagulatory Applications (860720-870413) 5BFn23360 87/ 
11/05 GLENN, J Region 1 (Posl 620201) 124pp 61045 0B9 61845 213 


“9204150167 Comment on proposed rules 10CFR2. 19, 20.30,3 1,32,34, 35.3 9, 40, 50 61 & 
70 re stds for profecflon againat radiation Strongly urges Commission not to promul- 
gate finai rule 

OPEKA,J F Connecticut Yankee Atomic Power Co 56FR23360 06/10/31 Docketing 
& Services Branch 3pp 61860 128-61860 132 


“9204170070 Forwards revised work plan for project “Devoiopmont of Regulatory Anal- 
ysis for Proposed Rev to 10CFR20 

MERWIN.S E Battello Memorial Institute, Pacific Northwest Laboratory S6FR23360 
87/11/17. PETERSON.H T Division of Regulatory Applications (060720-070413) 6pp 


“9204150177 Comment on proposed rules 10CFR2, 10,20,30.3 1,32, 34, 35,39,40, 50,61 & 
70 re aids for protection agalnsl radiation Urges NRC to withdraw proposal & allorna- 
slgniflcanf roducfion in exposures 

PERRY.MK International Chemical Workers Union 56FR23360 86 / 11/00 Office of 
the Secretary of the Commission Ip 61860 133-61860 133 


“9204170116 Discussoa recant escalated enforcement case (EA 87-203 Heublein.lnc) 
concernlnri quashons raised by NRC re whether loss of particular gaugs constituted 
substantial hazard & v/ould Ihsroforo ba reportable per 10CFR20 402(a)n) 
LIEBERMAN.J Ofc of Inspection & Enforcement, Director (820201-070413) 
56FR23360. 87/1 1/23 CUNNINGHAM, R E Office ot Nuclear Material Safety & Safe- 
guards 2pp 61845 220-61845 221 


“9204160205 Comment on proposed rules 10CFR2, 19.20,30,3 1,32,34, 35, 3 9, 40, 60 61 & 
70 re stds for pr^oclion against radiation Opposes rule change & NRC attitude to 
public 8 urges NRC to withdraw proposed radiation aids 

WESai Not Assigned 5GFR23360 66/1UtO Docketing & Services 

Branch Ip 61860 134-61860134 


“9204170212 Requests assistance In reviewing end draft rev of 10CFR20 
MORRIS.B Division of Regulatory Applications (860720 870413) 5eFn23360 87/12/ 
11 BtCKERJ Office of the Genaral Counsel (Post 060701). 86pp 61045 222- 


“9204150206 Commonl on proposed rules 10CFR2,1 9,20.30,3 1,32,34,35,39 40, 50 61 & 
70 re stds for protection against radiation Opposes rule change & NRC allilude lo 
public & urges NRC lo withdraw proposed radiation stds 

BS'%%?W35 6W0“3i"'’‘' fi Services 

“9204150221 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32, 34, 36,39.40, 50.61 & 

» Sonr^es 


•9204150224 

qufromenls 

form 


proposed revs of NRC radiation proloclion re- 
in 1 0CFR20 Recommends that sex & job classification be included on 


BOtCEJ p Maryland. Slate of 50FR2336O 07/09/30 ALEXANDER.R E Office of 
Nuclear Regutafory Research, Director (Pro 060720) 2pp 61 045 01 B 61845 019 


•9204150229 Comment on proposed rules 10CFR2.1 9, 20.30,3 1,32, 34, 35, 39.40, 60 61 & 
70 re stds for protection agalnsl radiation Opposes any increase In acceptable levels 
of radiation exposure ^ 

56FR23360 86/11/10 Docketing & Services Branch Ip 

oiodO 1 j7-G1 B60’1 37 


“^04150243 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32,34,35, 39, 40, 50 01 & 
70 re sWs for profacflon agafnsf radfafion Requests that public hearing be held i that 
EI8 be Issued. 

FULCHER, J E Affiliation Not Assigned 56FR23360 86/11/01, Office of the Socretarv 
ot the Commission, tp. 61 860' 138 61860 130 

~^2()41 60247 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Disallowance for prolection factors for sor- 
bent cartridges not appropnate 

yipUR L Public Service Electric & Gaa Co of New Jersey 56FR233eo 06/10/31 
CHILK.S J Office of the Secretary of the Commission 2pp 61060,130 61860,140 


“9204210046 Comment on proposod rules 10CFR2,10.20, 30.31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

DWORKIN.HJ American Collogo of Nuclear Physicians 66FR23360 007BS 86/10/ 
31 CHILK.S J Office of iho Socrelary of the Commission 4pp 61860 145 61060 154 

-'9204210001 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

THORPE,. J R Gonoral Public Utilities Corp - GPU Service Corp C6FR23360 DD7B7 
86/10/31 CHILK.S J, Offico ol the Socrelary of the Commission 16pp 61860165 

amen 1 DC ' rr ' 


“9204210136 Comment on proposed rules 10CFR 2, 19, 20 ,30 .3 1.32,3 4. 35.3 9,40, 50.61 & 
70 re stda for protection against radiation 

POLICH.J Affiliation Nol Assigned 56FR23360 00789 86/10/22 Docketlnp & Serv- 
ices Branch Ip 61860107-61060187 

-'9204210144 Comment on proposod rules 10CFR2.19, 20, 30, 31 ,32.34.35.39,40, 50,61 & 
70 re aids for protection egainst radiation 

OCONNOR.A Intornaticnat Association of Machinists & Aerospace Workers 
66Fn23360 00700 06/10/31 Olfice of the Secretary of the Commission 5pp 
61860 188 61860.192 ^ 

“9204210182 Commenl on proposed rules lOCFR 2, 19,20,30,31.32,34.35,39,40, 50.61 & 
70 re stda for protection against radiation 

KILLAR.FM, Middle South Service, Inc 56FR23360 00701 86/11/07 Office of the 
Secretary of tho Commission 4pp 81860 193*61860242, 

“9204210276 Commont on proposod rules tOCFR2, 10, 20,30.31,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation. 

VfLLFORTH.J C Food & Drug Administration 66FRa3360 00797. 08/ 11/13 Offico of 
the Secret ary of the Commission 13pp 61860 243-61860 255 

“9204210300 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35.39,40, 50,61 & 
70 re s-lds for proleclion against radiation 

DALTROFF.Sl Philadelphia Electric Co 5eFR23360 00790 80/11/13 Office o! the 
Secretary of tho Commission 3pp 61860 256 61860 260 


Roquosls comments on rov of radiation prolecflon roquiramenls In 
1 0CFR20 In areas of occupational dose recordkeeping & reporting 

^ Oivfsfon of Reoulatory Applications (860720*^0413) 66FR23360 
87/09/17 BOICE.J D. Maryland, Stale of. 29pp. 61845*020-61845 051 


“9204160002 Requests two member, one each from reactor & malls insp & enforcement 
alfend & participate in regional & agreement states workshop on rev of 


BECKJORD.ES Office of Nuclear Regulatory Research, Director (Pro 860720) 
S6FRS33^. 87/10/08 RUSSELL. W. Re^on f (Post 820201) MARTfN.R D Region 4 
(Post 820201) MARTIN, JD Region 6 (Post 820201) 9pp 61846 052 61045*060. 


“9204210316 Comment on proposed rules lOCFR 2, 19, 20 ,30 ,3 1.32,3 4, 3 5, 39,40, 50,61 & 
70 re stds for proloclion against radlaJlon 

MORAWETZJS. Inlornalional Moldora & Allied Workers Union 56FR23360 00900 
06/11/04. BECKJORO.E Office of Nuclear Regulatory Research (Post 860720). Ip 
61B60 2 81 61060 261 > r 

“9204210321 Commonl on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35, 39,40, 50,61 & 
70 fo aids for protection against radiation, 

LEVINe.J Inlernalional Moldera & Allied Workers Union 5eFR23360 00801 86/11/ 
05. BECKJORD.E Office of Nuclear Regulatory Research (Post 860720) Ip 
61060,262-61060 262 


“9204160017 Informs that Region 1 aasignad J Glenn & M Shanbaky to attend & partici- 
pate if)671U6&l7 workshop 

ALU\N,J.M, Region 1 (Post 820201) 56FR23360, 87/10/21 ALE)CANDER.R E Office 
of Nuclear Regulatory Research, Director (Pre 060720). Ip 61845061-61846 061 


“9204210320 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34,36. 39.40, 60,61 & 
70 re aids for proteclion agalnsl radiation 

MANN.E M Affiliation Nol Assigned 51FR24305 00163, 86/11/16 Office ol the See 
relory of the Commission Ip 61860 263-61060 311 
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><9204220116 Forwards draft 10CFR2Q rev for info Com montsprovidod based ot^ review 
of rev 

GRIMSLEY.DH Olftce of Admimslration <Pfa 8704-13) 56FR23380 DO/01/14 
MORRIS.0 Division of Regulatory Appllcatior^s (860720 870413) 2pp 61845 316- 
61645 316 

-9204220186 Forwards comrrtents on proposed 10CFn20 rova. 

MARTIN,! T Regron 1 (Post 820201) 5GFR23360 80/01/26 MORRIS, B Division of 
Rogufatory Applications (680720 870413) lOpp 61045 317-61845 325 

-9204220207 Responds to 871211 request for reviaw, comment & concurrence for draft 
1QCFR20 final rule, 

HIND, J A Region 3 (Post 020201), 56FR23360 68/01/22 MORRIS, BM Division of 
Regulatory Applications (860720 870413) 1 tpp, 61845 326-61 B45 336 

-9204220227 Recommends that draft 10CFH20 be given to Ofc of enforcement for 
raviow & consideration of dovoloping enforcement slratoglos, 

SCARANO.RA, Region 5 (Post 620201). 56FR23360^ 83/01/15 MORRIS.B Division 
of Hegulatory Applicate (Post 670413) 4pp 61645342 61845345 

-9204220246 Forwards comments from state of Indiana on dLv review of draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Director (or Stale Aoroomenls Program 66Fn23360 
80/01/28 MORRIS, D Division of Regulatory Applications (660720-870413). Ip 
61845 346 81645346 

-9204230009 Comments on AtARA requirements for Importanco In sys of radiation pro 
tecDon 

DVORAK, V. Indiana, Slate of 66FR23360 68/01/21. NUSSBAUMER.D A NRC - No 
Detailed Affiliation Given Ip 61845347-61645347 

-9204230014 Forwards States of Colorado & Wisconsin comments on review of draft 
IQCFR20 rev 

NUSSBAUMER.D A Assistant Director for State Agreemonts Program 56FR23360 
0B/O1/25 MORRIS.B, Division of Regulatory Applications (Post 870413) ip 
61845 348-01645346 

-9204230027 Confirms earlier convorsallon re cornmonla on draft rev of 10CFR20 did 
871200 

HAZIE,AJ Colorado, State Of. 5CFR23360 6 6/01/14. NUSSBAUMER.D A Asslslanl 
Director for State Agreements Program Ip. 61645.349-61645 349. 

-9204230030 Provides Comma nls re draft lOCFR^Orev.Saction 20 1101 records should 
require that units be reported in both special units & SI units 
BUNGE, MC Wisconsin, State of. 66FR23360 88/01/14 NUSSBAUMER.D, Commis- 
sioners (Post 760110} Ip 61845350 61845350 

-9204230038 Discusses review of draft el revised 10CFRSO w/ undorslandlng that rule 
will eventually be promu^ated 

LOYSEK.P. fuel Cycle Safety Branch 56FR23360. 80/01/15 COOl.D Office of Nu 
clear Material Safety & Safeguards 4pp 61045 351 <6 1845 354 


-92D4230181 Comment on proposed rules 10CFR2.1 9.20,30,31 .32,34,35,39.40. 50,61 & 
PJ'oi^ctLon against radiation 

^ Massachusotis Institute of Technology, Cambridge. MA 50FR61932 06/ 
05/00 uocKelirg & Services Branch 6pp 61861 063 61861 068 

-92042301B5 Comment on proposed rules 10CFR2, 19,20.30,31 .32.34.35,39,40, 50,61 & 
protection against radiation 

SUUMA.JK Affiliation Not Assigned 50FR51992 06/05/03 Office of the Secretary 
of the Commission 4pp 61360 342-61860 345 

-9204230187 Commani on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35.39.40. 50.61 & 
70 re sids for proteciion against radiation Opposes rule 

'Affiliation Not Assigned 50FR51992 66/03/27 NRC - No Detailed Affiliation Givon 
6pp 61861 069 61861 074 

“9204230190 Comment on. proposed rules 10CFR2,19,20.30,31 ,32.34.35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 50FR51992 06/05/07 Docketino & Services Branch Ip 
61860 346-61860 346 

-9204230199 Co mmonl on proposed rules 10CFR2. 19.20.30,3 1.3 2, 34, 35,39,40, 50.61 & 
sids tor proleciion a-gainsl radiation Supports rule 
SCOTT, LM Louisiana State Univ , Baton Rouge, LA 50FR51O92 86/05/09 Dockol- 
Ing & Services Branch 2pp 61860 347-61060 348 

-9204230214 Comment on proposed rules 10CFR2. 19.20,30,31 ,32.34.35,30.40. 50,61 & 
70 re stda for protection against radiation 

RAO, PS University Hosps of Cleveland, Cleveland, OH 50FR519D2 86/05/07 
Office of (he Secretary of Ihe Commission 2pp 61860 310 61660 319 

-9204230217 Comment on proposed rules 10CFR 2, 19,20,30, 31 .32,34,35,39,40, 50.61 & 
70 re stds for proloctlon against radiation 

ABRAHAMSON.S, Wisconsin. Slate of 50FR51992 86/05/07 Docketing a Sorvicos 
Brancfi 2pp 61660 320-01860 321 

-9204230210 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39.40, 5Q,61 & 
7010 aids for protection against radiation 

RADCLIFFE.TJ Radcldfo Technical Service 50FR51992 06/05/07 Docketing & 
ServICGS Branch 2pp 61 C60 322 61000 323 

-9204236222 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,35, 39, 40, 50,61 & 
70 re aids for proteetton against radiation 

HOBBS.T,G Affiliation Not Assigned 50FR51902 86/05/08 Docketing & Services 
Branch Qpp 61660 324-61660 328 

-9204230230 Comment on proposed rules 10CFR2.19.20.30.3 1,32, 34, 35,39, 40, 50,61 A 
70 ro stds for protection against radfatlon Opposoa rule 

MACNULTY.JJ Cillzena Energy Council 50FR51992 86/04/20 Office of the Secre- 
tary of the Commission Ip 61060 327-61860 327 


-920423M48 Comments on rev of 10CFR20 in response 1o 07121 1 request 
BANGART.RL Region 4 (Post 020201) 66FR23360. 80/01/20. MORRIS.B Division 
of Regulatory Applications (Post 870413) 6pp 01845 337 61045041 

"9204230087 Forwards commonts concornlno final ICCFRaO rovisod rulo 
GEORGE.D Army, Dcpl of 56FR233eO. 66/01/10. P6TERSON.H Commisslonors 
(Post 760119) 4pp. 61845.355 61045.350. 

-9204230092 Forwards commonts on proposed rulemaking ro notlficollon of Incldonls 
CUNNING HAM, R E. Division of Irdusidal 8 Medical Nuclear Safoty (Post 870720) 
56FR23360. 00/01/13 MORRIS, B.M Division of Rogulolory Applications (Post 
070413) 16pp 61045 350 61840 041 

-9204239124 Comma at on proposed rules 10CrR2,1 9*20.30, 3 1,32.34, 3 5,30,40, 60.61 & 
70 ro stds for proteciion against radiation Opposes ruto. 

GREGORY.RO. Affiliation Not Assinnod. 60FR51002 86/05/05. Dockolinn & Serv- 
ices Branch Ip 61060312 61860 312 

-9204230130 Commonl on proposed rulos 10CFR2, 10,20,30, 3 1,32,34, 3 5.30,40, 50.01 & 
70 ro stds for protocllon against radiation 

SORENSEN, Go Washington Public Power Supply Syatom 60rR51002, 66/05/00, 
Office of the Socrolary of Tho Commission 3pp 01 080 334‘ei 060 336 

-9204230137 Commonl on proposed fuloa 10CFR2, 19,20, 30, 3 1,32, 34, 3 5, 00, 40, 60,01 & 
70 ro stds (or pro tec lion egair^st radiation Opposes ruto 

nOSINE.D AffilialLon Not Asslenod. B0FR61092. 06/05/06. Dockolinn & Sorvicoa 
Branch Ip 81060 313 61860 313 ^ 


-920423DHB Commont on proposed rulos fOCmz, 19,20, 30,3 1.32, 34,3 5, 30.40, 60 61 & 
70 10 stds for prelaoifon egalnst radiation 

BASKIN, KP Southern California Edison Co, BOFRfilOg?. 80/05/12, DocHotino & 
Services Branch 28pp, 61861 030 61861 057 


-9204230149 Commonl on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 36, 30, 40, 60,61 & 
Bids forprolacilon against radiation .Opposes rule. 

ALWNS.CL. Peace Education Cenlor. 60FR61D92, 66/05/87. Ollico of llm Sacrotary 
of the Commission ip. 61880 314*61660 314 


-9204230234 Commonl or> proposed rules 10CFR2, 19, 20,30.31, 32,34,35,39, 40, 50,61 A 
70 ro stds for proteciion against radiation Opposes rule 

SHOOP.M Sierra Club 50Ffl51992 06/05/06 Office of the Secretary of the Com- 
mission Ip 61G6D 328 61Q60 32S 

-9204230237 Commonl on proposed rules 10CFR2. 19.20,30,31 ,32,34,35,39,40, 50,61 A 
70 fo stds for protoclion against radiation 

SKOLNtCK,F Susquehanna Valley Alliance, Lancaster, PA 50Fn61092 86/04/20 
NRC - No Dotal lod AflJ nation Given 2pp 61860 349 61860 350 

-9204230239 Commont on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35 ,30.40, 50,81 & 
70 ro stds forproloction against radiation Opposes rule 

BREY.H.L. Public Sorvico Co of Colorado 50FR51992 66/05/07 Dockoling & Sorv- 
ices Branch lipp 61661 075 01861 085 

-9204230245 Comment on proposed rulos 10CFR2,1 9,20,30,31 ,32,34,35,30,40, 50.61 & 
70 ro stds lor proloctron against radsation Supports rule 

NORTH, DL Miriam Hosp. Providence, Rl 50FR51992 BB/o-S/OS Office of the Soc- 
rotary of tho Commission 2pp 61fi60 351-61660'352 

-9204230254 Commonl on proposed rules 10CFR 2, 10,20, 30,31 ,32,34,35,39,40. 50.61 & 
70 ro Stefa for protection against radiation Opposes rule 

MADISON.K Orange County Alliance tor Survival 50FR519B2 06/05/07 Dockotina 
Services Branch ip 61860.329 61860 329 

-9204230260 Comment on proposed rules 10CFR2, 19.20.30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for proleotlon against radiation 

BLACK, RE Sinai S&niantan Medical Center, Milwaukee, W1 (formerly Ml Sinai Modi- 
Onl Cenlor, 50FRB1092 86/ 05/08 Office of the Socrotary of the Commission. 2oa 
81860:353 61860.354 

-9204230271 Comment on proposed rufes 10CFR2,1 9,20,30,31 ,32,34,36,39,40, SO, 01 & 
70 ro sids for protection against radiation 

WRENN.M E Affiliation Not Assigned 50FR510D2. 86/06/00. Docketlne & Services 
Branch. 87pp 61861:000*61061172 


-9204230156 Commonl on proposed rules 10CrR2.10.20,30,31,32.34,35,39,40, 60.01 a 
70 ro aids forprotecllon against radiation 

THOMPSON, F.c National Association of Radlalion Survivors. 6OFR51fl02. 00/05/06 
Office of llio Socretary of tho Commission 4pp. 61 880 337-6 1 060.340 


9204230277 Comment on proposed rules 10CFR2,19,20,30.31 ,32,34,36,39,40. 50,61 A 
70 ro stds for proleciion against radiation Opposes rule. 

STRATTON.K Affiliation Not Assigned 50FR51992 06/05/12, NRC - No Dolallod Af- 
fthation Givon Ip. 6ie60 330-61 860' 330. 


•9204230162 Comment on proposed rulea 10CFF 2,1 8.20, 30.3 1.32, 34, 35, 39, 4 9, 60.61 & 
70 ro stds for proleciion against radiation, 

CADENApQ Southwest Research Institute 6OFR51092 66/05/05 Dockoling a 
Services Branch 3pp 61060.015*61860 317 


■9204230280 Commont on proposed rules 10CFR2, 19.20, 30,31,32,34,35,39.40. 60,61 & 
70 ra sids for protocliori against radiation 

ROHRIG.N, Brookhavon National Laboratory 50FR51992 B6/05/08 Office of the 
Secretary of tho Comm Is fi Ion. &pp. 61 880 355 61860 3S9 


-9204230171 Commenl on proposed rules lOCFfl 2, 10.20, 30, 3 1,32.34.35,39,40, 60.61 * 
70 ro stds for proloclTon against radiation 

Sen ^ S0FR61992, 08/05/07. DocKoiln^) A Servlcoa Branch 


■620'42302B2 Cornmem on proposed rules 10CFR2, 19, 20, 30.3 1,32 ,34, 35.39,40, 60.61 & 
70 re stde for protection against radiation Opposes rule 

FfSCHEn.AM, Affiliation Not Assigned, 60FR6ig92 08/05/06. Docketino & Sajvlcos 
Branch. Ip 61660.331-61860 331 


-9^4230160 Commont cn proposed rulea lOCFRa, 18, 20,30, 3 1.32,34,35,39,40. 60,61 
‘or proloctlon against radiation .Opposes rulo. 

60FR61892 66/05/08. Offico of Iho Secr< 
tary of the Commission Ip. 61 860.34 1'61 860 341 


-9204230283 Comment on proposed rules 10CFR2, 19, 20, 30, 31,32,34,35.39,40. 60 61 & 
70 re stda for proleciion against radiation.Opposes rule 

FOX,SH Affiliation Not Assigned 60FR51992 06/05/09 Docketing & Sorvico s 
Branch 1pp. 61861.173.61801 173. 
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-9204230292 Comment on proposed rules t0CFR2, 19,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re std3 ^or protection against radiation Opposes rule 

JACOBSON, N AfNIatlon Not Assigned 50FR51992 B6/05/08 OKtce of the Secre- 
tary of the Commission 2pp 61660 360-61800 362 

-9204230293 Comment on proposed rules 10CFR2. 19,20, 30,3 1,32, 34,35, 39,40, 50,61 & 
70 re stds for protection against radfalion Opposes rule 

BURNS.L R Affiliation Not Assigned 50FR5ig92 06/05/12 NRC No Detailed Affili- 
ation Given 2pp 61860 332-61860 333 

-9204239295 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32, 34,35, 39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

QUIGG.C Illinois Safe Energy Alliance 50FR51902 66/05/09 Office of the Secretary 
of the Commission 6pp 61861 001 61661 005 

-9204230298 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

SALSBURV.WX Affiliation Not Assigned 50FRB1992 86/05/13 Docketing & Serv- 
ices Branch lOpp 61661 174 61861 103 

-9204230306 Comment on proposed rules 10CFR2, 19,20,30,31 .32.34.35.39,40, 50,61 & 
70 re stds for protection against radiation 

SPRINGER,! J Medi Physics, Inc 50FR51992 66/05/08 Docketing & Soivicea 
Branch 2pp 61861 184-61861 185 

-9204230316 Comment on proposed rules 1QCFn2,19.20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

VETTER, R J Mayo Clinic, Rochester, MN 50FR51992 66/05/07 Office of the Sec- 
retary of the Commission 3pp 61661 006 61661 006 

-9204230322 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40, 50,61 
70 re stds for protection against radiation Opposes rule 

WESCHER.D Afliliallon Not Assigned 50FR51992 86/05/07 Docketing & Services 
Branch Ipp 61661 186-61861 106 

-9204230324 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 re aids for proteclion against radiation 

KEISER.HW Pennsylvania Power & Light Co 50FR61092 86/06/08 CHILK.SJ 
Office of the Secretary of the Commission 4pp 61861 009 61861.012, 

-9204230326 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32, 34, 35, 30, 40. 50,61 & 
70 ro fitds for proteclion against radiation Opposes rule 

PLATOV.M Affiliation Not Assigned 50FR51092 86/05/04 Office of the Secretary of 
Iho Commission Ipp 61661 107-6186T167 

-9204230328 Commonl on proposed rules 10CFR2.1 9, 20, 30,31, 32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

GEIGER.W S Affiliation Not Assigned SOFR51992 86/05/09 Office of the Secretary 
of the Commission 3pp 61661 013-61861 015 

-9204230330 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32, 34, 35,39, 40, 60,61 & 
70 re stds for protection against radiation, Opposes rule 

MURPHY, W P Vermont Yankee Nuclear Power Corp 50FR51992 86/05/09 Docket- 
ing & Services Branch 2pp 61861 168 61861.169 

-9284230331 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35,39, 40, 50,61 5. 
70 re sids for protoction against radiation Opposes rule 

FAY.CW Wisconsin Electric Power Co 50FR51902 86/05/08 Office of the Secre- 
tary 0* Ihe Commission. 7pp 61061.016-61861.022. 

-9284230337 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32.34, 35, 39, 40, 50,61 & 
70 ro stda for protoction against radiation Supports rule, 

EDELMAN.MR Cteveiancf Electric Illuminating Co 50FR51992 86/05/08 CHILK.SJ 
Office of the Secretary of tho Commission 7pp 6 186 1,023-61 66 P029 

-9204230338 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 re fitds for protection against radiation 

DRUM.DE Brigham & Women’s Hosp , Boston, MA 50FR51992 86/05/12 Docket- 
ing & Sorvicos Branch. 6pp 61661 190 61661 165 

-9204240008 Discusses regulatory guides anticipated for Implementing 10CFR20 rov 
PETER SON, H Radiation Prolection & Health Effects Branch 56FR23360 60/01/20 
M ERWIN, S. Battclle Memorial Inslilule, Pacific Northwest laboratory 2pp 61046042- 
61846 043 

-9204240012 Forwards comments on draft 10CFR20 rev.Commonts Imnllod to only new 
comments resultant from review of current draft 

STOHR,J P. Office of Nuclear Material Safety & Safeguards 66FR23360 80/01/28 
WORRIS.B. Division of Regulatory Applications (Post 870413) 3pp 61846044- 
61B46 0S1 

-9204240021 Forwards proposed outline for 10CFR20 regulatory analysis 
WERWIN.S E Battelle Memorial Inslitule, Pacific Northwest Laboratory, 56FR23360, 
88/01/ 29 PETERSON.HT, Radiation Protection & Health Effects Branch 6pp 
6184 6 053 61846 058 

-9204240038 Comment on proposed rules 10CFn2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MILLER, C P Affiliation Not Assigned 50FRS1992 86/05/08 Office of the Secretary 
of the Commission Ip 61062 001-61862.001 

-9204240034 Responds to 671229 request for review of draft 10CFR20 rov dtd 
Q71209 

PENNINGTON, W.S Fuel Cycle Safely Branch, 58FR2330O, 66/02/01 COOL,DA, 
Office of Nuclear Material Safety & Safeguards 3pp, 61B46.056 61646‘061 

-9204240042 Forwards comments from States of Alabama & New York Dept of Environ 
Conservation on draft 10CFR20 rev 

NUSSBAUMER.D A, Assistant Director for State Agreements Program, 66FR23360 
08/02/02 MORRIS, B Division of Regulatory Applications (Poet 870413) Ip, 
61846 062 81846,062, 

-92042400SO Comment on proposed rules 10CFR2, 19,20,30, 3 1.32,34, 35,39,40, 60,61 & 
70 re stds for proteclion against radiation 

STR0M,0 J. Pittsburgh, Univ. of, Pittsburgh, PA 60FR51992, 86/05/10. Oockeling & 
Services Branch 3pp 61661 269 61861 271, 

-9204240053 Comments on draft rev of 10GFR20, 

GODWIN.A.V Alabama, State of 66FR23360. 68/01/13, NUSSBAUMER.D.A Assist- 
ant Director for State Agreements Program 1p 61846.063 61846063 


-9204240055 Comment on proposed rules 10CfR2, 19,20, 30, 3 1,32, 34.35, 39, 40, 50,61 & 
70 re stds for prote-clion against radiation Opposes rule 

REISER,N T Aflillalion Not Assigned 50FR51992 86/05/06 NRC - No Detailed Affili- 
ation Given Ip 61862 002 61662 002 

-92042400SB Comment on proposed rules lOCfR2, 19, 20, 30,31 ,32,34,35.39.40, 50,61 & 
70 ro stds for prote-cllon against radiation Opposes rule 

£DDLEMAN,W North Carolina Cili/ens Research Group 5OFR51092 66/05/10 
Docketing & Sorvices Branch 16pp 61861 196 61061 211 

-9204240059 Comments on proposed draft 10CFR20 rev 

KELLEHER.WJ New York. State of 56Fn233BO 88/01/22 NUSSBAUMER.D A As 
fiislant Diroctor for Slate Agreem-ents Program 2pp 61846 064 61646065 

-9204240060 Comment on proposed rules 10CfR2, 10,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DURKIN, M Amliallon Not Assigned 50Fn5ig92 66/05/06 NRC - No Detailed Affili- 
ation Given Ip 61862003 61662 003 

-9204240062 Comment on proposed rules 10CFR2. 10.20.30,3 1.32,34, 35,39,40, 50,61 & 
70 ro stds for protection against radiation 

MCCLEARY.KJ Affiliation Not Assigned 50FR51092 86/05/02 ALEXANDER.R 
NRC No Detailed Affiliation Given Ip 61662 004-61862 004 

-9204240065 ComnnoAt on proposed rules 10CPR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50.61 & 
70 re stds for protection against radiation Opposes rulo 

MCCRORV, PH Louisiana, Stale of 50FR51992 86/05/06 Docketing & Sorvices 
Branch 2pp 61861,272-61061 273 

“9204240067 Forwards revised oulllne & three draft seclions of 10CFR20 regulatory 
analysis for review 

MERWIN.S E Battelle Memorial Institute, Pacific Northwest Laboratow E6FR23360 
86/02/19 PETERSON.HT Radiation Proteclion & Hoallh Effects Branch 100pp 
61846 075-61646 204. 

-920424006B Comment on proposed rules 10CFR 2. 10,20 ,3 0,3 1,32. 34 ,3 5,3 9,40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule 

LEWIS.MI Lowis, M 50FR51092 60/05/09 Office of tho Secretary of the Commis- 
sion lipp 61061 212-61861 222 

-9204240069 Comment on proposed rules 10CFR8, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

DRAKE.GA Affiliation Not Assigned 60FR51O92 80/05/06 Offico of the Secretary 
of the Commission 1p 61862 00 5 61062 005 

-9204240072 Forwards commanls from States of Iowa & California on draft 10CFR20 
rov 

NUSSBAUMER.D A, Assistant Director for Slate Agreements Program 66FR23360 
88/02/25 WORRIS.B Division of Rogufatory Applications (Post 870413) Ip 
81846 205-6104 6 2 05 

-9204240076 Commonl on proposed rules 10CFn2, ID, 20.30, 31, 32,34, 35,39, 40, 50,81 & 
70 re stds for prolection against radiation Opposes rulo 

BEYEA.J National Audubon Sociely 60Fn51992 86/05/12 Office of Iho Socrelary 
of the Commission 2pp 61862 006 61862 007 

-9204240077 Comment on proposed rules 10CFR2J9,20,30, 31 ,32,34,35,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

D’ARBIGO.D Nuclear Information & Ros cure a Service 5OFR51092 86/05/01 NRC- 
No Dotaiiod Affihatlon Given 6pp. 61061 274 61 06T279 

-9204240076 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Supports rule 

SABO,A.t Wealinghouse Electric Corp 60Ffl51992 86/05/12 Docketing & Sorvices 
Branch 13pp 61BB1 223-01861 235 

-920424 QDBO Comment on proposed rules lOCFR 2, 19, 20, 30,3 1,32 ,34 ,35 ,39,40, 50,01 & 
70 ro stda for proteclion against radiation 

WISSINK.RG Affiliation Not AsBignod 50FR51O92 06/05/09 Docketing & Sorvices 
Branch. 12pp 61661 280-61861 291 

-9204240004 Informs lhal revised proposed rogulalion re 10CFR20 did 871223,appro 

P riato & general ty onforc cable 

LATER.DA Iowa, Slato of 56FR23960 86/02/15 NUSSBAUMER,D A Assistant 
Director for Slate Agreements Program 1p 61846 206 61846 206 

-9204240085 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34,35, 39, 40, 60,01 & 
70 ro aids for proteclion Bgalnsl radiation 

BOHLMAN,JF United Transportation Union 50FRB1992 06/05/09 Office of tho 
Secretary of the Commission, 2pp 61862,008 61862 009 

-9204240093 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

FRIESEN.8S Kansas, Univ of, Kansas City. KS, 50FR51902 66/05/13 Office of the 
Secretary of the Commisalon. 6pp 6166T292 B1 861. 297 

—9204240096 Comment on proposed rules lOCFR 2, 10, 20, 30, 3 1,32 ,34, 35 ,39,40, 60,61 & 
70 ro aids for protection against radiation 

KINQSLEY.OD Mississippi Power & Light Co 50FRB1G92 66/05/12. Docketing & 
Services Branch. 7pp 61BB1.236 61861*242 

"9204240110 Comment on proposed rules 10CFR2, 19,20 ,3 0,3 1,32,34 ,3 5, 3 9.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STUCHINSKI.V.L. Three Mile Island Alert 60FRB1992. 08/05/00 Docketing & Sorv- 
ices Branch. 3pp, BIGOI ,298 61 8 B1. 300 

-9204240112 Comment on proposed rules 10CFR 2, 19,20 ,3 0,3 1,32,34.35,30,40. 50,61 & 
70 re stds for protection against radiation.Opposos rule, 

CAREY.WE Ohio State Univ, Columbus, OH. 80FR51992 88/05/12, Offico of tho 
Secretary of the Commission 2pp 61062010-61062,011 

-9204240119 Forwards draft rept, "Regulatory Analysis for Revision of 10CFR20” to 
perform addi analyses or revise existing analyses based on findings of RES reviow 
team 

MERWIN.SE Battelle Memorial Institute, Pacific Northwest Laboratory 56FR2d360 
68/03/16 PETERSON.HT. Radiation Prolectfon a Health Effects Branch 161pp 
81 847.043-61047 193 
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-9204249120 CommenJ on proposocJ rufes 10GFR 2, 19,20, 30, 31 ,32.34.35.39,40. 50.61 & 
70 ro slds for protection against radiation Opposes rule Kim- 

PLANK. W Bedford County Enviror menial Committee 50FR51992 86/05; 12 NRG - 
No Detailed Affillalion Given 4pp eiOftV 301-61861 304 


“9204240176 Commonl on proposed rules 10CFR2. 19, 20, 30, 3 1,32.34, 35.39, 40. 50.61 8 
70 re stds for prelection against radiation Opposes rule 

PLEASONTON.A K Atfillation Not Assigned 50FR5ig92 86/05/11 Docketing & 
Services Branch tpp 61861 252-61861 252 


-9204240123 Comment on proposed rules tOCFR?. 19.20,30,31 .32,34,35.39,40. 50.61 & 
70 re slds lor protection against radiation „ ^ , 

SLABACK.L Affiliation Not Assigned 50FRS1992 86/05/06 Dockalir^g & Services 
Branch 10pp 61861 305 61861 314 

--9204249126 Supports Commjssion proposed rov of ronulalEona in 10CFR20 which pro 
vldes basic requtremienls for protection o1 exposed individuals „ - * , . 

MCGURK.JS California, Slate of 56FR23369 88/02/16 NUSSBAU^MER.DA Assist 
an Director for Stats Agrooments Program 2pp 61646207-61846 200 

“9204240120 Commerlon proposed rules 10CFR 2,1 9,20, 3 0,31, 32, 34, 35,39.40, 50,61 & 
70 re stds for protection against radiation i f 

MORRIS L Health Physics Society 50FR51092 88/05/09 Offico of the Socrotary of 
the Commission 5pp 61862 012*61862 016 

“9204240129 Comment on proposed rules tOCFR 2, 19.20, 3 0.31 *32.34, 35,39, 40. 50,6 1 & 
70 ra stds for protection againsi radiation Supports rule „ o t 

BROWN.RW Mallory Cacac [tor Co 6OFR51092 D6/05/09 Dockelmg & Services 
Branch 9pp 61861315 61861 323 

--9204240132 Commonl on proposed rules tOCFR 2,1 9, 20, 3 9,31 *32, 34, 35,39,40, 50,61 & 

86/05/, 2 DooKaUng & 

Services Branch 28pp 61061 324-61861 351 

-9204240136 Comment on proposed rules 10CFR 2, 19,20,30.3 1,32,3 4, 35,39, 40, 50,01 & 
70 ro slda for protection against radiation ^ ^ 

PITCHFORO.TL Affiliation Not Assigned 50FR51992 86/05/05 Docketing & Sorv- 
leas Branch 5pp 61861 ‘3 52 61861 356 

-9204240137 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 3 4, 35, 39, 40, 60,61 8. 
70 re stds for protection against radiation Opposes rule ,* 

DOUGLAS, MIH Affillalien Not Assigned 60FR61992 86/05/09 Docketing & Sorv^ 
Ices Branch Ipp 61061 243 61861 243 

-9204240139 Comment on proposed rules 10CFR 2, 19,20,30, 3 1,32, 3 4,35,30, 40, 50,61 & 

70 re stds for prolaction against radiation Owjoses rule ^ 

JOHNSON,Bvr Minnesota Public Interaal Research Group. 60FR51B92 86/05/12 
Office of the Secretary of tho Commission 14pp. 61862 017 61862031. 

-9204240141 Provides comments on draft of 10CFR2a ^ogufatory analysis, 

RICHTER, B Offico Of Nuclear Regutatory Research (Post 860720). 66FR23360. 88/ 
03/04 PETERSON.H Ofileo of Nuclear Regulatory Resoarch (Poal 060720), 44pp 
01846 209-61846 253 


“9204240147 Comment on proposed rulos 10CFR 2, 19,20,3 0,31 *32, 34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes « , 

KETCHUM,W Affiliation Not Assigned 50FR61092 86/05/12 Dockotlng & Servicoa 
Branch 0pp 61661 244 61861 240 

-9204240149 Fo wards ravisod final 10CFn20 rule dovolopod by inlorolfico worhlnjj 
oroup on diroclfon of spocial Inlcrolftce steering group Rcviow & commonta roquoalocT 
MORRIS, B Division of Rogulalory Applicalions (roal 070413) 66FR23360 88/03/30 
LIEBERMAN.J, OfcoJ Enforcemenl (Post 670413) 2pp 81847 200 61847 200. 


-9204240162 Comment on proposed rulos tOCFR 2. 19, 20, 30, 3 1,32.34,36,39,40, 50,01 & 
70 re stds for protection against radiation 

COYLE, D Affiliation Not Assigned 60FRS19&2 80/05/11 Docketing & Services 
Branch 2pp 61862.032 61062 033 


■9204240167 Comment an proposed rulos 10CFR 2, 19,20,30,31,32,34,35,30,40, 60*01 & 
70 re slds for p/otoclfon against radiation 

BiONDI,G League of Womon Voters, Palm Springs, CA 50FR&1002 88/05/07. 
Office of the Secrelary of Ilia Commission 3pp 61862004 01662 036 


-9204240169 Comment on proposed rules lOCFR 2, 10,20,30*31,32,34,35,39,40, 50,61 & 
70 re stds for protoclbn against radiation Supports rule 

GEIGER, EL Tharmo Electron Corp 6OFR5I902 80/05/20 DockoUng & Sorvlcos 
Branch 2pp. 61662 062 61662 003 


“9204240190 Comment on proposed rules 10CFR2,10,20,30,31,32,34,36,30,40, 50,61 & 
70 ro stds for pro taction against radiation Opposes rule 

BILLINGS, j Democratic Women's Association of tho Dosorl 60Fn61002. 86/05/10 
Docketing & Sorvlcos Branch Ip 61602 037 61B62.037 


‘9204240164 Comment on proposed rulos 10CFR 2, 19,20, 30, 3 1,32, 34, 3 5, 30,40, 50,31 & 
70 ro stds fer pretoctlon egainat radiation Opposes rule 

WALHOULJ Rockford Collogo, Rockford, IL 50rn51992 63/05/12 Dockoting & 
Sorv ice a Branch Ip 61 661 •260-61661 260 


■9204240170 Comment on proposed rulos 10CFR2, 19, 20, 30, 3 1,32,34,35,30.40, 60,61 & 
70 re stds for protection against radiation 

LANDRUM.RE Affiliation Not Asalgnod 50FR51992 86/05714 PALLAOINO Com 
missionors (Post 750119) 6pp 61862 038 81662 043 

■9204240171 Forwards recuoslod tabulations re radionuclides of tCRP-30 sortod by In- 
creasing A LI or DAC 10CFR20 update. 

ECKERMAN.KF. Oak Ridge National Laboratoty 56FR23360 83/05/10 

PETERSON.H T Offico of Nucloar Regulatory Research (Post 860720) 60pp. 
61846 254-61fl46 317 


-9204240172 Commanl on proposed rules 10CFR2, 19*20, 30, 3 1,32.34,35. 39,40, 50,61 & 
70 ra slds for protection against radiation Opposoa ruto 

BYE,M Central Bucks Clean Energy Colloctivo, Doytostown, PA 60FR51fl92, 36/04/ 
26 Office of tho SocffOtaryof tho cSjmmlssion Ip 61661 251-61861“S61, 

-9204246174 Commanl on proposed rulos 10CFR2, 13, 20*30,3 1,32, 34, 35, 30*40, 60,61 8 
70 ro slds for protection against radiation 

KOESTER,Q.L. Kansas Gas & Efoctrlc Co 60Fa51002 86/05712 Olllco of the Soc 
retary of llio Commission. t2pp 61662 044-61862 055 

-9204240175 Comment on propoaod rulos 10CFR2, 1 9,20,30,31 ,32*34, 35,39,40, 60,61 & 
70 ro stda for protecllon against radiation 

MUSOLINO.SV. Affiliallon Not Aasignod. 60FR61092. 66/06/02 Dockoling & Serv 
icos Branch 2pp 61062 034 61892 0^65 


—9204243179 Forwards most recent revs to final Part 20 rule for determination of incor- 
poration by ref for transmittal for Ofc of FR for publication 

PETERSON.H T Division of Reactor Accident Analysis (870413-860716) 56FR23360 
88/03/31 WIGGINGTON.S Office of Administration (Post 890205) 66pp 61347 210 
61347 275 


—9204240134 Comment on proposed rules 10GFR2*1 9*20,30,31 .32,34,35,39.40* 50,61 & 
70 re slds for protection against radiation Opposes rule 

LEESMAN.se Afl Illation Not Assigned 50FR51992 86/05/12 Docketing & Services 
Branch Ipp 61861 263-61861-253 

“92042401SS Comment on proposed rotes 10CFR2,l 9,20,30,31 *32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

VILLA, R General Electric Co 50FR51092 86/05/19 Office of the Secretary of the 
Commission 3pp 61862 057-61862 059 

"9204240191 Requosis review & response either confirming appropriateness of cross 
references or Inaicatcng correclion needed re ravisod draft 10CFR20. "Std for Protec- 
lion Against HadJalion ” 

GRIMSLEY.DK Division of Rules & Records (870413-880514) 56FR23360 83/047 
13 GIRARD.M National Archives & Records Admlmalratlon 2pp 61847 276- 
61347 277, 


--9204240195 Commanl on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35*30,40, 50,61 & 
70 ro stds for protection against radiation 

CLARE. W Wisconsin, State of 50FB51992 86/05/09 CHILK.S Offico of tho Secro- 
laryof Iho Commission Ip 61861 254-61861 254 


-9204240200 Advises that cross reference re final rule revising lOCFRZO, 
20 301,20 704 & 20 006 meets raquirements of tCFR21 21(c){a) & appropriate for in- 
clusion In next text of final rule. 

GIRARD, M National Archivos & Rocords Administration 56 FR 2 3360 83704720 
GR1MSLEY.DH Division of Rules & Records (870413 380514) 1p 61847 27B- 
31847 278 


-9204240201 Comment on proposed rules 10CFR2, 19, 20, 30*31, 32, 34, 35, 39, 40, 50,61 & 
73 re stds for protoclion against radiation 

ZIMMERMAN.SR Carolina Power & Light Co 50FR51992 86/06/06 CHILK.S J 
OfIleo of tho Secretary of the Commission 9pp 81062 066 61062 074 

-0204243205 Common! on proposed rules 10CFR2,19,20,30.31 ,32.34,35,39.40, 50,61 & 
70 re elds for protection acainst radiation Opposes rule 

STEWARTJ Affiliallon Not Assigned 50FR51992 86/05/11 NRC • No Detailed Af- 
(bllation Given Ip 61861.255-31861 255 

“0204240208 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stda lor protection against radiation ^ 

MCKNIGHTJL Affiliation Not Assigned 5OFR51902 86/05/13 Olflco of the Socro- 
tary of tho Commission- Ip 61 862.060 61862 060 

“0204240212 Comments on final revision to 1 0CFR2O Marked -up apps re rogulalion 
consistent w/diroctlon of agency protoclion factors for respirators & quantities of li 
censed mall requiring labeling end 

LIEBERMAN.J Ofc of ^forcoment (Post 870413) 56FH23360 88/04/14 

MORRIS, D Division of Regulatory Applications (Post 870413) 2pp 01047 279- 
61047 280 

“9204240214 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35, 39, 40, 50,61 & 
70 re slcfs for protoclion againsi radifllion Opposes rule ^ 

SLAYMAKER.JP Affiliation Not Assigned 50FR51992 06/05/ 15 NRC - No Detailed 
Affiliation Given. Ip 61861.256 61661 256. 

“9204240223 (Concurs In Issuance of NRC 0524 to reflect changes in rasponsibihllos 
that resulted from NRC roorganlzatSon Note should be added to romarks soclion to 
Indicato that lOCFRao undergoing rev . n * • , . 

BUROA.AJ Program Management, Policy Development & Analysis Staff (Post 
870411) 56FR23360 88/04/26 MASON, E Offico of Information Resource a Manage- 
ment (Post 090205) 1p 61647 281 61047’201 

“9204240224 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34*35, 30,40, 50,81 & 
70 re Bids for prolecUon against radiation Opposoa rule 

HOCKER.C L Affiliation Not Assigned. 60FR519g2. 86/05/09 Olflce of tho Secretary 
of the Commissfon 2pp. 61862 0D9 61602 090 

“9204240225 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32*34, 36, 39*40, 60,61 & 
70 re stds fer protacllon againsi radiation Opposes rule 

^ Affiliation Not Assigned 50FR51992. 86/05/11 Docketing & Services Branch 2pp 
01061 267 61361 268 

“9204240231 Comment on proposed rulos 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50*61 3 
70 re slds for protection against radiation .Supports rule 

SIEBERT.Q W Defense, Dopl of 50FR51992 86/05/09 Docketing & Services 
Branch Opp 61661.259 81861-266, 

“920424D237 Comment on proposed rules tOCFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40* 60,61 & 
70 ro stds for protection against radiation Opposes rule 

FRISCO, DC* coalition for Nuclear Power Plant Postponement 50FR51992. 06/05/ 
12* NRC - No Detailed Affiliation Given 2pp 61881.267-61061 208. 

“9204240273 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.36,30,40, 50,61 & 
70 ra stds for protection against radiation. * . ^ 

BORCHERT.hrn. Nebraska, Slate of 50FR51092 86/05/15 Offico of the Socrotary 
of the Commission 2pp 61062 092-61062 093 

“9204240273 Comment on proposed rules 10CFn2, 19, 20, 30,3 1,32, 34*35, 39 ,40, 50,61 & 
70 re stds for proleation against radiation Opposes rule 

ARNSBERQER.M M Alfillatlon Not Assigned. 50FR51992 36/08/27 DocKoUng & 
Servicoa Branch 1p. 81862,111-81062.111 
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“'9504240204 Commenl on proposed rules 10CFR2, 19.20.30, 3 1,32.34.35.3 9, 40. 50.61 & 
70 re ards for proloclion against radfatton 

WISENBURG.M R Houston Lighling & Power Co 50FR51992 Q6/05/16 Docketing & 
Services Branch 4pp 61862 094-61 862 097 

“9204240207 Cornmonl on proposed rules 10CFR2, 19,20.30.31, 32.34.35,39, 40. 50,61 & 
70 re stds for proloction against radiation Opposes rule 

* Affchalion Not Assigned 50FR51992 86/08/30 Docketing & Services Branch 1o 
61G62 112-61862 112 

“9204240290 Comments on draft regulatory analysis for revision of 10CFR20 Suggests 
that changes re discounting errors nave no significant bearing relating to analysis 
RICHTER.8 Regulation Development Branch 56FR23360 88/04/29 PETERSON.H 
Radiation Protection & Health Effects Branch 4pp 61847 202 61047 285 

“9204240291 Comment on proposed rules 10CFR 2, 19.20.30,31 ,32.34.35.3 9,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

JENKINS.E J Affiliation Not Assigned 50FR51992 92/02/25 NRC - No Detailed Af- 
filiation Given 3pp 61862 075 61862 077 

“9204240292 Comment on proposed rules 10CFR2, 19.20, 30,31. 32, 34, 35, 39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

SCHRADER.D Affiliation Not Assigned 50FR51992 86/08/30 Docketing & Services 
Branch 2pp 61862 113-61062 114 

“920 4240294 Comment on proposed rules 10CFR2. 19.20,30.31 ,32,34, 35,3 9.40. 50,61 & 
70 re std^ for protection against radiation 

HARSHAW,F Affiliation Not Assigned S0FR51992 86/05/12 Office of the Secretary 
of iho Commission 3pp 61862 098 61862 100 

“9204240296 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34, 35.39,40. 50.61 & 
70 re aids for protection against radiation 

MCNEES.J L Health Physics Society 50FR51992 86/05/07 Office of the Secretary 
of the Commission 2pp 61862 101 61862 102 

“920424020G Comment on proposed rules 10CFR2,1 9, 20,30,3 1,32, 34.35,39, 40, 60,61 & 
70 re aids for prelection against radiation Supports rule 

FOWLER.S L W R Grace & Co 50FR51992 86/02/14 ALEXANDER Division of Ra- 
diation Programs & Earth Sciences (040429-860720) 8pp 61062 078 61B62 0Q7, 

“9204240300 Comment on proposed rules 10CFR2, 19,20.30.3 1,32,34, 35,39,40, 50,61 & 
70 re std^ for protection against radiation Opposes rule 

QUIQG.C IllinoiaSafe Energy Alliance 50FR51992 06/05/15 Office of Ihe Secrelary 
of Ihe Commission 3pp 61862 103 61862'105 

“9204240301 Forwards final draft rept re regulatory analysis for revision of 10CFR20 for 
comments Advises that distribution is limited because draft has not rocelvod approvals 
through formal clearance process 

MERWIN.S E Oattolle Memorial Inalituto, Pacific Northwest Laboratory 56FR23360 
80/05/1? PETERSON.H T Radiation Protection & Health Effects Branch, 113pp 
81847 286 81840 035 

“9204240303 Comment on proposed rules 10CFR2, 10,20,30,31 ,32.34,35,39.40, 50,61 & 
70 re aids for protection against radiation. 

SLATEN.NG Union Electric Co 50FR51992 86/05/12 Docketing & Services 
Branch 2pp 61062 106-61862 107 

-9204240308 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

CHANDLEfl.S Affiliation Not Assigned 50FR51992 06/05/13 Docketing Services 
Branch Ip 61862 080 61862 000 

“9204240311 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32,34,35, 39,40, 60,61 & 
70 re Bids for protection against radiation Opposes rule 

HARMON, B Antl-Viviseclion Society of America, inc 50Fn51992 06/09/02 Docket- 
in g A Services Branch Ip 01062.115-61862 115 

“9204240319 Comment on proposed rules lOCFRa, 19, 20, 30, 3 1,32, 34,35,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

MCQUIRE.CB Affiliation Not Assigned 5OFn61092 86/09/02 Olfico of Ihe Socre- 
laiy of the Commission Ipp 61062 116 61662.110. 

“9204240323 Comment on proposed rules 10CFH2. 19,20,30,31 ,32,34.35.39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

O'SULLIVAN.E Affiliation Not Assigned 50FR51992 06/00/30 Docketing & Servlcas 
Branch Ipp 61862117-61862 117 

“9204240327 Comment on proposed rules 10CFR2,l 9,20,30,31 .32,34.35,39,40. 50,61 •& 
70 re s Ids for protection against radiation 

CHEN.SY. CaJspan Corp (subs Arvin Industrles/Franklln Research Cantor) 
60FR5i992 08/05/14 Ofhee of the Secrelary of the Commission 2pp 61862.108 
01062 109 

“9204240331 Commenl on proposed rules 10CFR2.1 9.20.30, 3 1,32,34. 35, 39,40, 50,61 & 
70 re stda for protection against radiation Opposes rule 

MARKOFF, B Affiliation Not Assigned 50FR61992 86/05/14 NRC - No Detailed Af- 
filiation Given, Ip 61862,110-61862 110 

“9204270027 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34.35.39.40. 60,61 & 
70 re stds for protection against radiation. Opposes rule 

GILBERT, WV Affiliation Not Assigned 60FR51992. 86/08/28 Docketing & Services 
Branch Ipp 61862 118 61862118, 

“9204270033 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation,OppQSes rule 

LIENS.H Affiliation Not Assigned 50FR51092 86/09/01. NRC - No Detailed Affili- 
ation Given ipp 61062119 61862.119. 

“9204270038 Comment on proposed rules 10CFR2, 19.20,30,31,32.34,36.39,40, 60,01 & 
70 re aids for protection against radialion.Op poses rule 

VERPLANKe,Y Affiliation Not Assigned 60FR610g2 86/00/20 Docketing & Services 
Branch. 1pp, 61 862' 120 61862 120 

“9204270041 Comment on proposed rules lOCFRa, 19,20,30, 31 ,32,34,36,30,40, 50,61 & 
70 ra stds for protection against radiation Opposes rule 

LA FORCE, N. El Cerrito Democratic Club, El Cerrito, CA 50FR61992 86/05/09 
Dockeling & Services Branch Ip 61862 146-61862 146 


“9204270044 Commenl on proposed rules 10CFR2.19, 20,30.31. 32, 34.35.39.40, 50,61 & 
70 ro stds for protection egainst radiation Opposes rule 

MCLEOD.R Affifialion Not Assigned 5OFF51092 B6/09/01 Docketing & Services 
Branch tpp 61862*121-61862 121 

“9204270048 Commanl on proposed rules 10CFR2, 19, 20.30.31,32, 34,35,39.40, 50.61 & 
70 ro aids for proteclion against radiation Opposes rule 

RANDIS.M Affiliation Not Assigned 6OFR510O2 86/05/19 NRC - No Doiailed Affili- 
ation Given ip 61062 147 61862 147 

“9204270053 Comment on proposed rules 10CFR2,1 9,20,30.3 1,32,34.35, 39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

NELKENS.S Affiliation Not Assigned 5OFR51092 86/09/04 NRC • No Detailed Affili- 
ation Given Ipp 61662 122 61862 122 

“9204270057 Comment on proposed rules tOCFR2, 19, 20, 30,31,32,34,35,39, 40, 50,61 & 
70 re sids for protoction against radiation Supports rule 

BUSH.TE Affifiation Not Assigned 50FR51992 06/05/13 Dockeling & Services 
Branch Ip 61662 148 61862 148 

“9204270058 Forwards labulations showing slochoslic & nonstochastic ALI values from 
ICRP publication 30 

ECKERMAN.KF Oak Ridge National Uboratory AA3B-a 08/06/20 PETERSON.H T 
Office of Nuclear Regufatory Research (Post 860720) 4 tpp 61840 072-61849 111 

“9204270000 Comment on proposed rules tOCFR2, 19,20, 30.31 ,32,34,35.30,40. 50,61 & 
70 re aids for protection against radiation Opposes rulo 

COLEMAN, AD Affiliation Not Assigned 50FR51992 80/09/01 Docketing & Senrlces 
Branch Ipp 61862 123 61862 123 

“9204270063 Comment on proposed rules 10CFR2, 10,20, 30, 31, 32,34.35. 39, 40. 50,61 & 
70 re aids for protection against radiation Supports rulo 

SCOTT.CM. Affiliation Not Assigned 60FR51092 86/05/13 Dockeling & Services 
Branch Ip. 61662 149 61662*149 

“920427006B Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34, 35, 39, 40, 50,81 & 
70 re aids for protection against radiation 

* Affiliation Not Assigned 5OFR510S2 86/00/29 Docketing & Services Branch Ipp 
61662,124 61862 124 

“9204270089 Comment on proposed rules 10CFR2, 19, 20.30.31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Supports rule 

KHERA.SS Affdlatfon Not Assigned 50FR51992 86/05/13 Office of the Secretary 
of Ihe Commission ip 61862 1S3-61862 1 53 

“9204270073 Comment on proposed rules 10CFR2, 19.20,30, 31, 32.34, 35, 30, 40, 50,61 S 
70 re aids for protection against radiation Opposes rule. 

MOTTOLA.P Affiliation Not Assigned 50FR51992 88/08/31 Office of Iho Secretary 
of the Commission ipp 61862 125 61862.126 

“9204270074 Requests response to presentation summary concerning dosimetry of rad 
bone marrow va dosimetry of '"whole body'* Perspective summary and 
QUINN, DM Consolidated Edison Co of New York, Inc 56FR23360 87/06/26 
CONGEL.F NRC - No Detailed Affiliation Given Opp 61048040 61848 048 

“9204270077 Informs that author loos forward lo addressing Commission on proposed 
changes to 10CFR20 on 881 1 10 Copy of prepared alatomonl end 
WINSLOW JP General Eloclfic Co AA38-2 88/11/07 CHILK.SJ Offico of the Sec- 
retary of Ihe Commission 23pp 61049 112-61049 134 

“9204270079 Comment on proposed rules 10CFR2, 10,20, 30, 31 ,32, 34, 35,39, 40, 50,61 & 
70 ro stds for proloction against radiation Opposes rule 

HAMILTON.LE Affitiotlan Not Assigned 5bFR51992 06/08/29 Docketing & Serv- 
ices Branch Ipp, 61862*126 61862.126 

“9204270084 Commenl on proposed rules 10CFR2, 19, 20, 30,31 .32.34,35,30,40, 50,81 & 
70 re stds for protection against radlalion exposes rulo 

REICHARD.T Affiliation Not Assigned. 50FRS1992 86/09/02 Docketing & Services 
Branch tpp 61862 127-61862 127 

“9204270096 ForwaTd3,for review & concurrence, package for major Part 20 rev Final 
rule incorporates comments by NRC program & regional ofes & oy inlorostod states. 
MORRIS, BM Division of Regulatory Applications Post 070413) 5eFR23360 68/06/ 
30 MURLEY,T,E. Office of Nuclear Reactor Regulation. Director (Post 07041 1) 2pp. 
61840.049-61848050 

“9204270107 Comment on proposed rules 10CFR2, 10, 20,30, 31, 32, 34, 35, 39, 40, 60,61 & 
70 ro stds for protection against radiation.Onposes rulo 

ORRIS.EF ArfiliaWon Nol Assigned 50FR51992 86/09/05 Dockeling & Services 
Branch Ipp 61062,128-61882 120 

“9204270111 Comment on proposed rules 10CFR2, 19,20, 30,31, 32,34,35, 30, 40, 50,81 & 
70 re stds for prolectlon egalnsl radial Ion. Opposes rule. 

STANSFIELaE Ecology Center of Soulhorn California 60FH51092 86/05/15 Dock- 
eting & Services Branch Ip 61862:154-61862 164 

“9204270114 Comment on proposed rules 10CFR 2, 19, 20 .30, 3 1,32 ,34 ,3 5, 3 9, 40, 50,61 & 
70 re stds for protection agafnsl radiatfon Opposes rule. 

PAtS.G Affiliation Not Assigned 6OFR51902 86/08/30 NRC - No Detailed Affiliation 
Given 3pp, 61862 129-61862.131 

“92D4270120 Comrrient on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DOUGHERTY, J C. Affiliation Not Assigned 50FR51992 06/09/09 Docketing & Sarv- 
Ices Branch. Ip. 6 1862 *165 61062.155 

“9204270121 DIscussos application of backfit rule to Part 20 Rule may be applied as 
either adequate proteclion exception of two cost-benefit stds 
CROCKETT, S Office of the General Counsel (Post 860701) 66FR23360 80/07/12 
ROSZTOCZY,Z Office of Nuclear Regulatory Rosoarch (Post 860720). 2pp 
61848 051-61840.052 
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-9204-270126 Identifies two are^s ra 10CFIR20 that could benefit from fu<rthef slud/Ona 
area invoEvas quanlitalive analysis of impact rev that would bo conducted after rev 
prom u [gal od 

MERwrM.SE Qatlelie Memonat Institute. Pacific Morlhwast Lahorafory AAdD2 8B/ 
11/09 PETERSON, HT. Radiation Protection & Hoalth Effects Branch 56pp 
61049 135 61050 012 


-9204270184 Concurs w/onct Part 2 re rules of practice provided minor comments dis- 
cussed w/H Peterson by E Ffack incorporated Ofc of Enforcement has no position on 
Part 20 

LIEBEBMANJ Ofc of Enforcement (Post 070413) 5BFn23360 88/08/05 

MORRIS.B M Division of Regulatory Applications (Post 870413) 7pp 61848 063- 
61048 066 


-9204270132 Cominenton proposed rules 10CFR2,1 9,20,30.3 1,32, 34,35,39.40, 50,61 &. 
70 re stds for protection against radiation Opposes rule 

MAYFIELD.ML Atfiliation Not Assigned SOFR51992 86/09/02 Docketing & Services 
Branch Ipp 61862 132-61862 132 

-9204270135 Com men! on proposed rules 10CFR 2, 10,20, 30.3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

WEBER, N A Affiliation Not Assigned 50Fn51992 86/09/05 Docketing & Services 
Branch Ip. 61862 156-61062 156 

-9204270138 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,32,34 ,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GRIFFIN, R Affiliation Not Assigned 50FR51992 36/09/03 Docketing & Services 
Branch Ipp 61862 133 61862 133 

-9204 2 7 01 42 Common ton proposed rules 10CFR2,1 0,20,30,31, 9 2,34, 35, 39,40, 50,61 & 
70 re stds for protocllon against radiation Opposes rule 

BYRUE, EG Miriation Not Assigned 50FR51992 86/09/09 Docketing & Sorvices 
Branch Ip 61062 157-61862 15? 

-9204270143 Provides mfo re use of metric sys by Federal agenclos per t5CFH19 
statement policy.MetrIc Conversion Act of 1958 & amend o1 HR 1964 HR 1064 amend 
end 

BECKER ,J. Office of the General Counsel (Post 860701) 66FR23360 88/07/10 
ALEXANDER, R Office of Nuclear Regulatory Research (Post B60720) Gpp 
61048053 61648 058. 

-9204270145 Comment on proposed rules 10CFR2, 19,20,30.31 .32,34, 35,39,40, 50,61 & 
70 re stds for protection agamsl radiation Opposes nile 

DALAND,M E Affiliation Not Assigned, 5QFR51892 66/00/01, Docketng & Services 
Branch. Ipp 61662 134 61062 134 

-9204270147 Comment on proposed rules 10CF Ha. 19, 20,30, 3 1,32,34,35 ,30,40, 50,61 & 
70 re stds for protection against radiation 

MORSE, Ml AffilPation Not Assigned 50FR51992 86/09/03 DockoUng & Servicos 
Branch Ip. 61 602. 1 59 61862 1 5^ 

-9204270149 Comment on proposed rules 10CFR2. 19. 20. 30, 3 1,32, 3 4.35 ,30,40, 50,61 & 
70 re aids for protecLon against radiatioaOpposos rule 

SWANSON. PA Affdialion Not Assigned 60FR51992 06/09/04. NRC - No Detailed 
Affiliation Given Ipp 61862.135 6 18 62'1 35 

-9204270160 Comment on proposed rules 10CFR 2,1 0,20,30, 3 1,32, 3 4. 35, 39,40, 60,61 & 
70 re slds for protectlan against radiation Opposes rule 

DAUBiTZ.P Affiliation Not Assigned 60FR51992 06/00/06 Docketing & Services 
Branch Ip 61862 160 61662 160 

-9204270162 Comment on proposed rules 10CFR2,19.20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection agafnst radiation Opposes rule 

DOUGHERTV.S Affiliation Not Assigned 5OFR61092 86/09/00 Docketing & Serv- 
ices Branch Ipp 61862136-61862 136 

-9204270165 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANSOM, n Affiliation Not Assigned 50FR5I092 86/09/06 Docketing & Sorvices 
Branch Ip 61862 161-61862 161 

-9204270160 Forwards fayouls for voluminous tables In 10CFR20,App B Samples 
should be forwarded to Ofc of FR to ensure p/oposed change formal may bo used In 
Part 20 rev FR notice 

PETERSON, HT RadjaUon Protocllon & Hoallh Effocla Branch AA38 2 68/07/22 
MEYER ,D, Regulatory Publications Branch 3pp 61848 059 61848 061 

--920 4 2701 03 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34, 35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BAGHRACH.D Affilialjon Not Assigned 60FR51992. 88/09/00 Oecketinn & Services 
Branch. Ipp 61862 137-61 832' 137. 

-9204270166 Commant on proposed rules 10CFn2, 19,20,30,31 ,32,34,3 5,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule. 

KOON,K Affiliation Not Assigned 50FR5t9D2 66/09/0B NHC ~ No Delailod Affili 
ation Given Ip 61862 162 61862 162, 

-9204270168 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,3 5, 39,40, 50,61 a 
70 re stds for protection against radiation Op poses rule 

BROWN.NG Affiliation Not Assigned 50FR51fi92 66/08/30 Docketing & Sorvices 
Branch. Ipp 61862 139 61862.138 

-9204270109 Forward commonls submitted to Socratary of Commission re slatod pro- 
Msod rules ^ 

8ARNUM,EC Wolycorp, Inc 50FR51992 86/05/05 ALEXANDER,R E Division of 
Radiation Programs & Earth Sciences (640429 660720) Ip 61662 273-81662 273 

-9204270170 Comment on proposed rules tOCFR2, 10,20,30,31,32,34,35,39,40, 60,61 & 
70 ra stds for protaction against radiation Opposes rule 

CRAfB.E Affiliation Not Assfgnod. 5OFR51B02 66/09/07, Office of the Secrolarv of 
the Commission Ip. 61862 163-61 062' 163 

-9204270174 Commeni on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,01 & 
70 ra stds for protection against radiation Opposes rule 

STEORTS.T Affiliation Nol Assigned 50FR51992, 06/09/02 Docketing & Sorvices 
Branch 1pp 61062.109 61062 139 

-9204270177 Discusses focordkoeplng costs associated w/rov of 10CFR20 & clanfias 
proposed rule which should ba classified as basic health stds 
t^'vfslon of Regulatory Applicallona (Post 070413) 50FR2336O 8ft/08/ 
05 JORDAN.E Commitloo to Rovlow Gananc Requlremonls 4pp 81040 O02« 


—9204270185 Comment On proposed rules 10CFR2,1 9,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WILSON, T A Molycorp, Inc 50FR51092 86/05/01 Docketing & Services Branch 
14pp 6166 2 274-61862 207 

--9204270186 Comment on proposed rules 10CFR2,19.20, 30, 31, 32,34, 35, 39,40, 50,61 & 
70 ro stds for protection agafnst radiation Opposes rule 

* Affiliation Nol Assigned 50FR51992 86/09/08 NRC - No Detailed Affiliation Given 
Ipp 61862 141 61862 1 41 

“9204270192 Comment on proposed rules 10CFR2, 19,20,30, 31, 32,34, 35, 30.40, 60.61 & 
70 re stds for protection against radiation Opposes rule 

• Affiliation Not Assigned 60FR51992 86/09/03 Office of the Secretary of the Com- 
mission Ipp 61862 142-61862 142 

“9204270193 Discusses new Part 20 & backht rule, per SECY-86 315 Backfit rule violat- 
ed & must ba suspended or exempted from if new Part 20 to go forward 
PARLER.W.C. Office of the General Counsel (Post 860701) AA30-2 88/11/22 CUR- 
TISS Commissioners (Post 750119) 3pp 61850 013-61850 019 

“9204270195 Forwards Itnal draft root, ‘’Regulatory Analysis for rev of lOCFRaO*’ Draft 
reflects comments by Batlello & Ore of General Counsel 

MERWfN.S.E Baltelle Memorial Institute, Pacific Northwest Laboratory 5eFR23360 
00/00/10 PETERSON.H.T Radiation Protection & Health Effects Branch 121 dd 
61 048.067-61 048 186 

“9204270200 Comment on proposed rules 10CFR2,19,20.30,31,32,34,36,39,40, 50,61 & 
70 re aids for protectlort against radiation. 

WILLIAMS, R Richard Williams Architecture 50FR51992 86/06/05 ALEXANDER, H 
Division of Radiation Programs & Earth Sciences (840429-060720) Ip 61002 288- 
81862 288, 


“0204270201 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40, 60,61 & 
70 rc slds for protection against radiation Opposes rule 

FOSTER, RC Affiliation Not Assigned 5OFR51092 86/09/10 Docketing & Services 
Branch Ip 61062 164 61662 164 

“9204270202 Forwards draft Commission policy paper & transmittal memo to EDO for 
1QCFR20 rulemaking Concurrence requested by 860008 W/o end 
MORRIS.B M Division of Regulatory Applications (Post 970413) S6FR23360 06/00/ 
28 MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 670411) 2pp 
61840,167-61840 108 

--9204270204 Comment on proposod rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SMJTH.T Affiliation Not Assigned 50Fn51992 B6/O0/3O Docketing & Services 
Branch Ipp 61862:143-61862143 

--9204270207 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34, 35, 39, 40, 50,61 & 
79 ro stds lor protaction against radiation Opposes rule 

SKIOBEL.P L Affiliation Not Assigned 50FR51002 86/09/08 Office of the Secrelaiy 
of the Commission Ip 61862*165 61862 165 

-9204279200 Provides followup to question at public hearing on 10CFR20 001110 con- 
cerning conformance of irtdustry proposals for regulating doses to workers from (eng 
fivod radionuclfdos to fecieral guidance 

RICHAROSON.A NRC - No Detailed Affiliation Given AA30-2 00/11/18 

CURTI5S.J R Commissioners (Post 750119) 7pp 61850 020 61050 026 

“9204270210 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35, 39,40, 60,61 & 
70 ro stds for protection against radiation Opposes rulo 

* Afrillallon Not Assinnod. 69FR51092 80/()9/1O Docketing & Services Branch tp 
61062166^1062166 

“9204270211 Comment on proposed rules lOCFR2,t9,20,30, 31,32,34,35,39,40, 60.81 & 
70 re stds for protection against radiation Opposes rule 

EDDINS,RA. Affiliation Not Assigned 6OFR61092 66/05/08 ALEXANDER, R.E Divi- 
sion of Radiation Programs & Earth Sciences (840429-000720) 1p 61862,209- 
61662 269, 

--^2942702 13 Comment on proposed rulos 10CFR2.1 9, 20,30, 31, 32,34, 35.39,40, 60,61 & 
70 re aids for protection against radiation Opposes rule 

LOWEN.S, Affiliation Nol Assigned 60FR51092. 86/09/00 Dookoting & Services 
Branch Ipp 61862 144-61662.144 

“9204270216 Commeni on proposed rules 10CFR2, 19,20, 30,3 1,32,34,35,39,40, 50.01 & 
70 ra stds for protection against radiation Opposes rule 

RANDAIL,M,A Alfitlallon Not Assigned 6OFR510O2 66/09/10 Docketing & Servicos 
Branch. Ip. 61862*167-81062 1 67. 

—9204270217 Responds to ACRS commonls re 10CFR20 ro slds for protectlan against 
radiation ^ 

STELLO.V. Ofo of Iho Executive Director for Operations. 56FR23360. 68/99/02. 
FRALEY,RF, ACRS • Advisory Committee on Reactor Safeguards, 7pp 61640:160- 
61046 201 

-9204270219 Comment on proposod rules 10CFR 2, 19, 20,3 0,3 1,3 2, 3 4, 3 5, 3 9, 40, 50,61 & 
70 re stds lor prolectlon against radiation Opposes rule 

BARTON.C Affdlalion Not Assigned 50FR61992. 86/08/23 Docketing & Services 
Branch, Ipp 61862 146 61862 145, 


•9204270101 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32,34, 35.39, 40, 50,61 i 
70 ro slds for protection against radiation Opposes rule 

CROSSLE Y,N A. Affiiiation Not Assigned, 5OFR51092 06/09/04 Dockoifng 0 Serv 
ices Branch ipp 61862 140 61002 MO 


“9204270221 Co mmenl on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35, 39,40, 60,61 & 
70 fo slds for protection against radiation Opposes rulo 

LUKE,iL Affiliation Not Assigned 50FR51992. 86/09/10 Docketing & Services 
Branch. Ip 61062,166 61092:160, 


NONDOCKtTtD IT tMS 257 


«-92042 70224 D 1 SCUSS 6 S OGC position as to whether guidance to federal agencies 
signed by President sufficient iustificahon to preempt backfit requirements to 
lOGFRSO 1 09.as staff argued in SECY-8e-315 

PAflLER.WC Office of the General Counsof {Post 860701) AA3a-2 OD/11/29 FtOS- 
ERTS Commissioners {Post 750119} 2pp 61850 078 61850 108 

-9204270227 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34.35.39.40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

SBAR.C Affiliation Not Assigned 50FR5t992 86/09/10 Docketing & Services 
Branch Ip 61862 169 61862 169 

“9204270230 Responds to 880823 Ur informing that proposed 10CFR20 revision ro use 
of effective dose equivalent applies only to doses from Inlernal 

radionuclides Statement of considerations for proposed rule listed 
ROECKLE1N.A K Radiation Protection & Health Effects Branch 66FR23360 88/09/ 
13 KAUL.DC Science Applications International Corp {formerly Science Applica- 
tions, Inc ) 2pp 61 848 202-61848 203 

“9204270232 Comment on proposed rules 10CFR2.19,20,30.31. 32, 34,35,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule, 

DUBOIS, T Affilialion Not Assigned 50FR51992 86/09/10 Docketing & Services 
Branch Ip. 61862 170-61862 170 

“9204270235 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for pralection against radiation 

O’BRIEN, A Affiliation Not Assigned 50FR51992 86/09/07 Docketing & Services 
Branch Ip 61862 171-61062 171 

“9204270239 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39.40. 50,61 & 
70 re side for protection against radiation Opposes rule 

* Affiliahon Not Assigned 50FR51902 86/09/10 Office of the Secretary of the Com- 
mission Ip. 61662 172-61862172 

“9204270243 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34,35.39,40, 60.61 & 
70 ra stds for protection against rad lation.Op poses rule. 

RILLY.ME Affiliation Not Assigned 50FR51992 86/09/07 Docketing & Services 
Branch Ip 61862 173-61862.173 

“9204270250 Comment on proposed rules 10CFR2,1 9,20,30.31 ,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

SHfTBEE.JR Affiliation Not Assigned 50FR51992 86/09/10 Docketing & Services 
Branch Ip 61862 1 74-61882 174 

-■'92042702B1 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation Onposes rule 

GANGI.B F Affiliation Not Assigned 50FR51992 86/09/11 Docketing & Services 
Branch Ip 61862 188-61862 188 

“921)4270269 Comment on proposed rules 10CFR2.19.20.30.31, 32,34, 35.39,40, 60.61 & 
70 re stds for protection against radiation Opposes rule 

BRIAN, LO Affiliation Not Assigned 50FR51992 06/09/10 Docketing & Services 
Branch Ip 61862-175 61862 175 

“9204270260 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39,40, 50,61 a 
70 re slda for protection against radiation Opposes rule 

QANGI.V.A. Affiliation Not Assigned 50FR51092 86/00/11. Docketing & Services 
Branch 1p 61862 189-61862 109 

“6204270265 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50.61 a 
70 re atds for protection against radiation Opposes rule 

O’BRIEN.TF Affiliation Not Assigned 50F^51992 86/09/11 Docketing a Services 
Branch, ip 61 B62 190-61 862-1 90 

“9204270286 Comment on proposed rules 10CFR2. 19.20.30.31,32,34.35,30,40, 50,01 a 
70 re atds for protection against radiation 

ZAFRIS.J.L Affiliation Not Assigned 50Ffl61992 06/09/09 Docketing a Services 
Branch. Ip 61862176 61862 176 

“9204270271 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32,34, 35.39.40, 60,61 a 
70 re atds for protection against radiation Opposes rule 

WALSH, HN Affiliation Not Assigned S0FR51902 86/09/11 Docketing & Services 
Branch 1p 61862,191-61862 191 

-9204270272 Comment on proposed rules 10CFR2,19.20,30, 31 .32,34,35,39,40, 60,61 a 
70 re stds for protection against radiation Opposes rule 

ENDRUSICK.TL Affiliation Not Assigned 50FR51992 86/09/03 Docketing a Serv- 
ices Branch Ip 61862 177-61862-1 77 

“9204270275 Forwards comments on equal employment opportunity Commission pro- 
posed policy guidance on reproductive A fetal hazards did 881007. 

BECKER, JM Office of the Genera! Counsel (Post 860701) AA30-2 80/12/05 
JOHNSTON, D B Equal Employment Opportunity Commission 7pp 61050:100- 
61650 115. 

“9204270260 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 60,01 a 
70 re stds for protection against radlation.Ooposes rule 

HA2AflO,R L Affiliation Not Assigned 50FR51992 86/09/09 Docketing & Services 
Branch ip 61862.192 61862 192 

“9204270201 Forwards revised draft aid, "Neutron & Gamma Ray 17 Ftuence-to-DosQ 
Factors,” ANSI/ANS-6.1.1-19B0 for review A comment Requests meeting on 801031 
in Washing ton, DC to discuss draft stds 

KAULiDC. -Science Applications international Corp (formerly Science Applications, 
Inc) 5eFR23360 88/08/23 ALEXANDER.B, NRG • No Detailed Affiliation Given 
2pp. 616 48,204-61848 205 

“9204270284 Comment on proposed rules 10CFR2. 19, 20,30,3 1.32, 34, 35, 39.40, 50,61 & 
70 ro stds for protection against rad lation.Op poses rule. 

WBGENER.C Affiliation Not Assigned 60FR51992. 86/09/10 Office of the Secretary 
of the Commission. Ip. 61862 178-61862,176. 

“9204270291 Comment on proposed rules 10CFR2.1 9.20, 30, 3 1,32, 34.35.39,40. 50,61 A 
70 ro stds for protection against radiation Opposes rule, 

WHIPPLE, J A Affiliation Not Assigned. 50FR51992 86/09/08, Docketing A Services 
Branch, ip. 61862 103 61062 193 

“9204270294 Comment on proposed rules 10GFR2, 19,20,30,31,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

REILLV.B.W. Affiliation Not Assigned. 50FR51992 86/09/07 Docketing A Services 
Branch. Ip 61 062- 179-61 862-1 79 


“9204270295 Commenl on proposed rules 10CFR2, 19.20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 ro stds for protection against radiation Chaoses rule 

DIERAUER.C Affilialion Not Assigned 50FH51992 86/09/08 Dockeling A Services 
Branch Ip. 61662 194-61862 194 

“0204270297 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34.35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

DRADE.J L Affiliation Not Assigned 50FR51692 06/09/04 Office of Ihe Secretary of 
the Commission 2pp 61862 180 61062 101 

“9204270300 Commenl on proposed rules 10CFR2, 19, 20 .30, 31. 32, 34.35,39, 40, 60,61 A 
70 re atds for protection against radiation Opposes rule 

TRUSSEtL.RR Affiliation Not Assigned 50FR51992 86/09/10 Dockeling A Serv- 
ices Branch 2pp 61862 182-61862 163 

“9204270304 Comment on proposed rules 10CFR2, 19, 20, 30.31,32, 34,35,30, 40, 50,61 A 
70 re stds lor protection against radiation Opposes rule 

NELSON, D R Illinois Safe Energy Alliance 50FR51992 86/09/07 Dockeling A Serv 
Ices Branch 2pp 61862 164-61662 165 

“0204270307 Comment On proposed rules 10CFR2,19, 20, 30,31, 32, 34,35,39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

DIPUTR0.6 Mliation Not Assigned 5OFn51092 86/09/11 Dockeling A Services 
Branch Ip 61662 186-61862 106 

“9204270331 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 30, 40, S0,6t A 
70 ro stds for protection against radlallcn Opposes rule. 

MILLER, MJ Affiliation Not Assigned 5OFR51092 86/05/09 ALEXANDER.R Division 
of Radiation Programs A Earth Sciences {840429 060720) Ip 61862 290 61062 290 

“9204270334 Comment on proposed rules 10CFR 2. 19,20,30,31.32,34.35,39,40, 60,61 A 
70 re stds for protection against radiation 

COTE.N Affitiatlcn Not Assigned 60FR51092 86/07/24 Docketing A Services 
Branch Ip 61862 291-61062 201 

“9204270337 Advises that Ofc of General Counsel has no legal objections to staff 
paper ro rev of 10CFR2O, "Stds for Protection Against Radiation " 

B^KER.J M Office of the General Counsel (Post 660701). S6FR23360. 88/09/22. 
STELLO.V Ofc of Iho Executive Director for Operations 20pp 61848 215 61848 216 

“9204270339 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HAZARD, J Affiliation Not Assigned 5OFH51O02 86/09/11 Docketing A Services 
Branch Ip 61862 1 95-61862 105 

“9204270339 Forwards proposed guidance on reproductive A fetal hazards Guidance 
approved by Commission on interim basis,a(ter final approval A will be incorporated 
into Vol II of EEOC copliance manuat 

THORNTON.EM Equal Employmenl Opportunity Commission BeFR2330O 88/11/ 
08 BECKER, JM Office of the General Counsel (Post 860701) 18pp 81850116- 
61850135 

“9204270342 Comment on proposed rules 10CFR2,1 0,20, 30,31, 32, 34,35, 30, 40, 50,61 A 
70 re stds for protection against radiation 

YOUNG, A E Affiliation Not Assigned 50FR51992 86/07/28 Docketing A Services 
Branch tp 61862.292-61862 292 

“9204270343 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34,36.39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

HAMILTON.HB Affiliation Not Assigned 50Fn51992. 86/09/11. Docketing A Serv- 
ices Brar^ch Ip. 61Q62 196 61862,196. 

“9204270361 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34,36,39, 40, 50,61 A 
70 re stds for protection against rodlatlon Opposes rule 

GREENFIELO.M AHitintlon Not Assigned 5(yFR51992 86/07/26 Docketing A Serv- 
ices Branch Ip. 6 1662 293 61862 293. 

“9204270354 Commont on proposed rules 10CFR 2, 19, 20 ,30, 3 1,32, 34 ,35, 3 9, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

PETTEY.L, Affiliation Not Assigned 5OFR61O02 86/09/06 Docketing A Services 
Branch Ip 01862197-61862-197 

“9204270357 Commont on proposed rules 10CFR2.1 9, 20, 30,31, 32, 34.35.39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

JOYCE. K Afiillatlon Nol Assigned. 50Fn519D2 80/07/28 Office of the Secretary of 
the Commission Ip. 61662 294-61362 294. 

“9204270359 Forwards FR maeling nollco of fifth meeting of ACNW schoduied for 
881221 In BelhesdagMD to discuss proposed rev to 10CFR20, "Slds for Protection 
Against Radiation ” 

FRALEY.RF ACRS - Advisory Commilloo on Raactor Safeguards 56FR23380 68/ 
12/07, HOYLE.J.G. ACRS - Advisory Committee on Reactor Safeguards. 67pp 
61850 136 61650-202 

“9204270360 Forwards first draft of Reg Guido that endorses NUREQ/Cn»4004, "Ac- 
ceptable Methodology for Interprotahon of Bloassay Measurements " Comments re- 
QUsstod 

BR<X)KS,B Office of Nucloar Regulatory Research (Post 860720). 56FR23360. 80/ 
09/23, COOL,D NRC - No Detailed Affiliation Given 16pp 61848 216 61040-246 

“920427036G Comment on proposed rules 10CFR 2. 19, 20 ,30,3 1,32, 34 ,35, 3 9, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule. 

EDWARDS, C. Affiliation Not Assigned 60FR51992. BB/07/23 Docketing A Services 
Branch Ip 61862-295-61862,295. 

“9204270369 Comment on proposed rules 10CFR2, 19, 20 ,30, 3 1,32 ,34 ,3 5, 39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

LAFFELY.S A Affiliation Not Assigned. 60FR51902 06/09/08. Docketing A Services 
Branch, ip. 61862 198-61862-198 

“9204270373 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34,35,39, 40. 60,61 A 
70 re stds for protection against radiation Opposes rule 

TRACOKAS.MQ Affiliation Not Assigned 50FR51 992. 86/07/28 Dockeling A Serv- 
ices Branch Ip 61862 206-61862 296 
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-9204270376 Communion proposed rules 10CFR2.1&.20.30. 31 ,32.34. 35 ,39.40. 50.61 & 
70 re stds for protoclion against radiation Opposes rule 

PERHING.C Aftihatron Not Assigned 50FR51992 Q6/09/11 Docketiro & Servjccs 
Branch 1p 61862 199 61862 igg 

-9204270377 Comment on proposed rules lOCFRa, 19, 20.30.3 1.32, 34,3 5. 39.40. 50.81 & 
70 re stds for proloction ogaJnsl radtaDon Opposes rule 

GANGI.LE Affiliation Not AsBlgned 50FR51fl92 86/09/11 Docketing & Services 
Branch Ip 61862 304-61862 304 

-9204270378 Comment or» proposed rules 10CFfl2, 19, 20,30, 3 1, 32,34, 35.39.40, 50,61 & 
70 re stds for protectlori against radiation Opposes rule 

SHELTON, P Affiliation Nol Assigned 50FR51992 86/07/28 NRG - No Detailed Af 
filiation Given 1p 61862 297-61662 2 97 

-9204270388 Comment on proposed rules 10CFR2,1 9,20,30,3 1,32.34, 3 5.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CODY.P Affiliation Not Assigned 50FR51992 66/09/11 Oockoting & Services 
Branch Ip 61662 200 01862 200 

-920427G387 Comment on proposed rules 10CFR2. 19.20, 30, 3 1,32, 34.35.39,40, 50,61 & 
70 re stds for protection ngainst radiation 

LEONARD, A J Affiliation Not Assigned 50FRS1992 86/07/31 NRG - No Detailed Af 
filiation Given Ip 61062 293 61862 296 

-9204270389 Comment or> proposed rules lOCFR 2, 19,20, 30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Oppesos rule 

GANQ1,DS AffilJalion Nol Assigned 50FR51992 06/09/11 Docketing & Services 
Branch 1p 61862 305 61862 305 

--9204270393 Comment on proposed rules 10CFR 2, 19,20, 30, 3 1,32,3 4. 35, 3 9,40, 50,61 & 
70 re slds for protection against radiaion Opposes rule 

OSNER.J Affiliation Nol Assigned 50FR51fi92 86/09/11 NBC - No Delatlod Affili- 
ation Given Ip 61862 201 6t862'20l 

-■9204270398 Commanlon proposed rules 1QCFR2,1 0,20.30,3 1,32, 34,35, 3 9.40, 50,61 & 
70 re stds for proleclion against radiation 

COLLINS, L Arfiliation Nol Assigned 50FR5i992 66/10/13 NRG • No Detailed Affili- 
ation Given Ip 61662 306 61662306 

-■9204270402 Comment on proposed rules 10CFR2.1 0,20.30,31, 3 2, 34.35, 39.40. 50,61 & 
70 re stds for protection against rad ration Opposes rule 

CONLY.L Nuclear Free Borkeloy Commlltoo 50FR61902 88/07/31 Docketing & 
Services Brandi Ip 61062 290 61863299 

-'92l>4270403 Comment on proposed rules 10CFR2, 19, 2 0,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposos rule 

SANBORN,! M Affiliation Rot Assigned 50FR51B02 86/09/07 Docketing & Services 
Branch 2pp, 61862 202-81862 203 

-9204270404 Comment On proposed rules 10CFR2, 10,20,30,31 ,3 2,34,35,39,40, 50,61 & 
70 re Bids for protection against radiation 

VERMONT.K Affiliation Not Assigned 60FR51992 88/10/00 NRC - No Oelallod Af- 
filiation Given 4pp 61862'307-61862 310 

-9204270409 Comment on proposed rules 10CFR2. 19,20,30.31,32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

GREGG,DR Affiliation Not Assigned 50FR51992 86/10/14, Offico of Ihe Secrotary 
of the Commission Ip 61862 311 61862 311 

-9204270419 Comment on proposed rules 10CFR2. 19, 20,30.31 ,32 ,34. 35,3 0,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

SLECHTA,A Affiliation Not Asslgr\ed 50FR51092 86/09/06 Docketing & Services 
Brandi Ip 61862 204 61862 204 

“9204270415 forwards proposed Commission policy paper rocomimanding approval & 

g ublioatcon of revised std for radiation protection (lOuFRSO) 

ECKJORD.ES Offico of Nudoar Reactor Regulation, Director (Post 870411) 
56FR23360 68/09/27. STELLO.V, Ofe of Iho Exocullvo Director lor Operations 
19pp 61848 247 61849 071. 

-9204270419 Commervlon proposed rules 10CrR2, 19, 20,30, 3 1,32, 34, 35, 3 9,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

WARSHAW.DA. Affiliation Nol Assionad. 50Ffl5l092 86/09/00. Oockoting & Serv- 
ices Branch. Ip 61852 205 61 862 -20^3 

-9204270421 Comment on proposed rules 10CFRZ,10,20.30,31,32,34,35,39,40, 60,61 & 
70 re stds for protedron against radiation 

BELL,EK Atrihallon Nol Assigned 60FR51992 08/10/15 Docketing & Services 
Branch 2pp 61062 312 61662 313 

-9204270423 Commenl on proposed rules 10CFR2,1 0,20, 30, 3 1,32, 34,35, 30.40, 50.61 & 
70 re stds for protection against radiation Opposos rule 

6R0ERSMA,D AffilJallon Not Assigned 60FR51002 88/07/24 NRC - No Detailed 
Afifiatlon Gliven Ip 61862 300 6188? 300. 

“9204270431 Comment on proposed rules 10CFR 2, 19,20, 3 0,3 1,32, 34, 3 5, 30.40, 50,81 & 
70 ro stds tor protec lien against radiation Opposes rule 

DAV.M Affiliation Not Assigned 50FR51902 86/08/01, Offico of the Socrolory of the 
Commission 1p 61B62 801 61662 301 

-9204270434 Comment on proposed rules 10CFR2, 10.20, 30, 3 1,32. 3 4,35,39, 40, 60,61 •& 
70 re stds tor protection against radiation Opposes rule 

* Affiliation Not Assigned 50FR519BZ. 88/10/22 Docketing & Sojvicea Branch Ip 
61862 314 61 062'3 14 

-9204270437 Comment on proposed rules 10CFR 2, 10,20,30, 3 1,32, 3 4, 36, 39,40, 50,81 & 
70 ro stds tor proleclion against radiation Opposes ruTo* 

DONOVAN, M. Affiliation Not Assigned S0FRB1992 68/09/00 Docketinn & Services 
Branch Ip 6188? 206-61 062.208, 

-9204270440 Commenl on proposed rules 10CFR2, 19, 20, 30 ,3 1,32,34,35, 3 9,40, 60,61 & 
70 ro aids for protection against radialJon Opposes rulo, 

RUTTER ,V B. Affiliation Nol Assigned 50FR5iee2, 08/07/10 NRC - No Dolalled Af- 
filiation Given Ip 81362 302-61862 302. 

-9204270441 Comment on proposed aifas 10GFR2.1 9, 20, 30.31, 32,34.35,3 9,40, 60,61 & 
70 re stds for proleclion against radiailon Opposos role, 

HICKMAN, JH Affiliation Not Assigned 60FRSt992 06/10/18, Offico o( Ihe Secretary 
of tKa Commission Ip 61862,315 81882 315 


“9204270444 Comment on proposed rules 10CFR2,1 9,20.30,31 .32,34,35,39,40. 50.61 & 
70 ro stds for proleclion against radiation Opposes rule 

OLANOEfl.RE Affjli all on Not Assigned 50Fn51992 06/07/30 Docketing & Services 
Branch Ip 61862 303 61682 303 

-9204270452 Comment on proposed rules 10CFR2, 19, 20.30, 31. 32, 34, 35, 39, 40. 50.61 & 
70 ro stds for protection against radiation Opposes rule 

SHAW.AB Affiliation Not Assigned 50FR51992 86/09/11 Docketing & Services 
Branch Ip 61862 207-81862 207 

-9204270454 Comment on proposed rules lOCFRa, 19, 20.30, 31.32, 34, 35.39, 40, 50,61 & 
70 re stds for protection against radiation 

DEAR.TM Affiliation Not Assigned 50Fn51992 06/10/20 Office of the Socretary of 
the Commission Ip 01862 316-61062 316 

-9204270469 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32.34.35, 39, 40. 50,61 3 l 
70 re stds for protection against radiation Opposes rule 

BATEHELDER.P AfMiallon Nol Assigned 50FH51992 96/09/11 Docketing & Serv- 
ices Branch Ip 61862 208 61862 208 

-9204270462 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32, 34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

OLDAK.B Affiliation Not Assigned 50FR51992 86/10/23 Docketing & Services 
Branch Ip 61862 317-61662 31? 

-9204270464 Comment on proposed rules 10CFR2, 19.20.30,31. 32,34, 35, 39.40, 50,61 & 
78 re stds for protection against radiation Opposes rule 

LEONARD.N B Affiliation Not Assigned 50FR519D2 06/10/23 Docketing & Servicos 
Branch Ip, 61662 318-61862 310 

-9204270474 Commanlon proposed rules 10CFR2, 19,20.30.31. 32,34, 35,30.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CARNWALT.M Affiliation Not Assigned 50^RS1992 06/10/23 Docketing & Services 
Branch Ip. 61862 319-61662 310 

-9204270476 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,30,40, 50,01 & 
70 re aids for protection against radiation Opposes rule 

QOUCHER.B Affiliaibn Not Assigned 50FR51992 86/10/23 Docko ling 8 Services 
Branch Ip 61862 320 81862 920 

-9204270479 Commenl on proposed rules 10CFR2, 19, 20,3 0,3 1,32, 34, 36, 39 .40, 50,31 & 
70 ro stds for protection agalnsi radialion Opposos rulo 

* Abalone Alliance, 50FR51 992 86/09/1 1 Office of Iho Secrotary of iho Commission 
21pp 61862 209 61862 229 

-9204270484 Commenl on proposed rules 10CFR2, 19, 20, 30, 31,32,34, 35, 39, 40, 60,61 8, 
70 ro stds for protection against radiation Opposes rufo 

ESHOM.MJ Affiliation Not Assigned 50FR51992 86/09/09 NRC - No Dotailod Affili- 
ation Given Ip 61062 230 61062 230 

-9204270485 Commenl on proposed rules 1flCFR2,10,20,90.31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposos rulo 

* Affiliation Not Assigned. 50FR51992 86/10/23 Dockaling & Services Branch Ip 
61862 321 61862 321 

-9204270488 Comment on proposed rules lOCFRZ, 10, 20, 30, 31, 32, 34.35, 39,40, 50,61 6 
70 ro aids for protection against radiation Opposos rulo 

GOSSOM.MB AffilFatlon Not Assigned 50FR51992 86/09/09 Dockaling & So rvi cos 
Branch. Ip 61862 231 61862 231 

-92042704 89 Comment on proposed rulos 10CFR2,10,20,30,31,92,34,35,39,40. 50,61 & 
70 ro stds for proleclion against radiation Opposos rule 

BLUM,M Affiliation Not Assigned 50FR51092 06/10/23 Docketing & Services 
Branch Ip 61062 322 61862 322 

-9204270492 Commenl on proposed rules 10CFR2, 19, 20, 30, 31 ,32.34,36,39,40, 50,61 A 
70 re stds tor proloction against radiation Opposos rule 

GARCIA.LJ Affiliation Not Assigned 50FR51002 06/10/16 Dockoling & Services 
Branch, 1 p. B 1 a 62 323 6 1 862 323 

-9204270493 Comment on proposed rules 10CFR2, 10, 20,30, 31 ,32,34,35,39,40, 50,61 & 
70 ro aids for protedron against radiation Opposos rule 

MOBERGER.M R Affiliation Not Assigned 50FR51092 86/00/12. Dockoling & Sorv 
ices Branch Ip. 61862 232 61862 232 

-9204270496 Comment on proposed rules lOCFRZ, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 ro- stds for protection against radiation Opposes rule 

HIRBAUR.KA Affiliation Not Assigned 50FR51992 86/09/12 Docketing & Sorvices 
Branch ip. 61B62 233 61662 233 

-9204270498 Comment on proposed rules 10CFR2, 19,20, 3D, 31, 32.34, 35.39, 40, 60,61 & 
70 ro aids tor protection against radialion 

GOO DEN, H. Affiliation Not Assigned. 60FRB1992 88/10/21. Offico of the aocrotarv 
of Iho Commission 1p 61 B62 324 61062 324 

"9204270501 Commenl on proposed rules 1DCFR2, 1 9, 20, 30, 31, 32, 34,35, 30,40, 60,61 & 
70 re stds for proloction agalnsi radlatlon.Opposo3 rule 

EHMf,R AffiHotion Nol Assigned. 5OFR51092 06/09/00. Dockoling & Sorvicos 
Brancti, Ip 81662 234-61862.234 

-9204278503 Commont on proposed rules 10CFR2, 10.20,30,31,32,34.35,39,40, 60,61 & 
70 re elds for protection agalnsi radial Ion. Opposes rulo 

MCINTOSH.CM. Affiliation Not Assigned. 50FR51992 06/09/08 NRC • No Detailed 
Affiliairon Given 2pp 61062 235 61862 236 

-9204270504 Commenl on proposed rules 10CFR2,1 9.20,30,31 ,32,34,35,39,40, 50.61 & 
70 re stds for protection against radialion 

WHITE.O Maine Labor Group On Health, too. 50FR51fl02 86/10/21 Dockoling & 
Services Branch Ip 01862 325-61862 326 ^ 

-9204270509 Comment on proposed rules 10CFR2. 10.20, 30.3 1,32.34, 35, 30, 40, 60.61 & 
70 re aids for protection against radlatloaOpposes rule 

WILSON.M Affiliation Not Assigned 60FR51092 06/09/10 Docketing & Servicoa 
Branch Ip, 81 062-237-61 862:237, ^ 
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‘92C42705fO CommQnt on proposed rules 10CFR2, 19,20,30.31 .32.34,35.39,40, 50,61 A 
70 re aids lor protection against radiation 

HAWLEy.HG Affiliation Not Assigned 60FR51fl92 BS/10/24 Office of the Secretary 
of the Commission ip 61862 326-61862 326 


“9204260100 Comment on proposed rulos 10CFR2. 19,20,30.31 ,32,34,35.39.40. 50.61 & 
70 re stcis for protection against radiation 

SIPLEB.R Affiliation Nol Assigned 50FR519&2 00733 86/10/31 Docketing & Sorv- 
fees Branch 16pp 61863 083 61863 099 


“9204270S12 Comment on proposed rulos 10CFR2, 19, 20 ,30, 3 1,32,34, 35, 39,40. 50,61 
70 /e aids for protection against radiation Opposes rule 

LIBBY,W Affitialion Not Assigned 50Fn51992 88/09/15 Docketing & Services 
Branch 1p 81862 238 61062 238 


-9204280106 Comment on proposed rwles iaCFR2. 19,20,30.31 .32.34.35,39,40. 50,61 & 
70 r& side (or protection against radiation Opposes rule 

* AHilfatiora Nol Assigned 50FR51992 86/10/23 Docketing & Services Branch Ip 
61863 026-61863 028 


“9204270515 Comment on proposed rulos 10CFR2,1 0,20,30,3 1,32, 34, 35, 39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

MURPMy,G Affiliation Not Assigned 50FR51992 86/09/15 Oockoting & Seivicoe 
Branch Ip 61862 239 61862 239 

“9204270521 Comment on proposed rulos 10GFR2, 19,20,30,31,32,34,35.39.40. 50,61 A 
70 re atda for protection against radiation Opposes rule 

HUNTINQTON,D Affiliation Not Assigned 50FR51992 86/10/24 Docketing & Serv- 
ices Branch Ip 61862 327-61662 327 


“9204270522 Comment on proposed rules 10CFH2. 19.20.30.31,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

THAYER.D Affiliation Not Assigned 50FR51992 86/09/08 Dockoting & Seivicos 
Branch Ip 01862 240 6 1862 240 

“9204270523 Comment on proposed rules 10CFH2. 19,20,30,31,32.34.35,39,40, 50,61 A 
70 re aids for protection against radiation Opposes rule 

HAWKINS, TF Affiliation Not Assigned 50FR51992 06/10/21 Docketing & So rvicas 
Branch tp 61662 32B-61 862 328 

“9204270527 Comment on proposed rules lOCFRa, 19.20,30.31. 32,34,35, 39.40, 50,61 A 
70 re stds for prolaclion against radiation Opposes rule 

CUNNINQHAM.L Affiliation Not Assigned 50FR5ig92 86/09/08 Docketing & Serv- 
ices Branch. 1p 61862 241-01862 241 

“9204270528 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40. 50,61 8* 
70 re stds for protection against radiation Opposes rule 

SCIANGULA.tL Affiliation Not Assigned 60FR61992. 86/10/17. Docketing & Serv- 
fees Branch Ip 61862 329-01862 329. 

“9204270529 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

0'NEILL,aL Affiliation Nol Assigned 60FRB1992 06/09/11 Docketing & Services 
Branch Ip 61862 243 61862 243. 

“9204270532 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 ro Bids for protection against radiation Opposes rule 

QLOWiK.D Affiliation Not Assigned S0FR61992 86/09/15. Docketing & Services 
Branch 1p. 01862 244 61 062'244 

“9204270533 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

BERT.B Affiliation Nol Assigned 50FR6ig92 86/10/17 Docketing & Services 
Branch 1 p. 61662 330 61662 330 

“92042B0038 Comment on proposed rulos 10CFR2. 19,20, 30.31, 32.34, 35,39,40, 50,61 A 
70 re aids for protection against radiation Opposes rule 

BERT Afflllalion Not Assigned 50FR51992 88/10/17 Docketing & Services Branch 
tp 61063 023 81863 023 

“■9204280039 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34.35.39,40, 50,61 & 
70 ro stds for protection against radiation Oppose any Increase In acceptable radi- 
ation e}(pQsuro 

MCENROE.C Affiliation Not Assigned AA30-2 0609 86/10/16 Dockoting & Services 
Branch tp. 01062331-61062 331 

“9204280047 Comment on proposed rules 100FR2, 19, 20,30, 31, 32, 34.35.39, 40, 50,61 A 
70 re aids for protection against radiatlon.Opposes rule 

FRANCIS, D L Affiliation Not Assigned 60FR61992 86/10/17. Docketing & Services 
Branch tp 81663 024-61863 024 

“9204260063 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

KEARNEY, JJ Edison Electric Institute 60FR51092 00720 86/10/31 CHILK.8J 
Office of the Secretary of the Commission Spp 61063 059 81883.063 

“92042600G9 Comment on proposed rules 10CFR2.1 0,20, 30, 31, 32, 34, 35,39,40, 60,61 A 
70 re stds for protection against radiation. 

EYLER.N Accord Research & Educational Associates, Inc 50FR51992 00730 86/ 
10/31 Docketing & Services Branch 4pp 61863 064-61863 067 


“9204280074 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34,35, 39, 40, 60,61 A 
70 re stds (or protection against radiation Opposes rule. 

NELSON. J M South Dakota, State of 60FRi992 00715. 86/10/26. Docketing A Serv- 
ices Branch, 2pp 61862,332 61862 333 


-92042B0O78 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 50,61 A 
70 ra side for protection against radiation 

CURB AN, O Union of Concerned Scientists 50FR61992 00731. 86/10/31 Office of 
the Secretary of the Commission 7pp 61863.068 61863 074 


“9204280085 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 60,61 & 
70 ro stds for protection against radiation 

SEMINARIO.M AFL-CIO 50FR61992. 86/10/20. Docketing & Services Branch Opp 
61882’334-61862 341, 


“9204260066 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39.40, 60,61 & 
70 re aids for protection against radiation 

EDWARDS, D.W. Yankee Atomic Electric Co. 50FR51992 00732 86/10/30 Docheling 
A Services Branch Spp. 61863 075 61863 082 

“9204280095 Comment on proposed rules 10CFR2, 19.20, 30,31, 32,34, 35, 39,40, 60,61 & 
70 re aids for protection against radiatlon.Opposes rule 

FRANCIS. B, Affiliation Nol Assigned 60Fn61992. 86/10/17. Docketing & Services 
Branch 1p. 61863,026 61663.025. 


“9204280106 Commont on proposed rutos 10CFR2. 19,20.30,31 ,32.34.35,39.40, 50,61 & 
70 re stds for protection against radiation 

PALMER, B C Affiliation Nol Assigned AA3a 2 0612 86/10/30 Docketing & Services 
Branch 4pp 61862 342 61862 345 

“9204280109 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

ABliSAMflA.L£ Affiliation Not Assigned 50FFI51992 86/09/10 Docketing & Sorv 
ices Branch Ip 61862 246-61862 246 

“9204280112 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for proleciton against radiation Opposes rule 

FERLA2ZO.se Affilmlion Not Assigned 50FR51992 86/10/27 Docketing & Serv- 
ices Branch Ip 61063 027-61863 027 

“9204280118 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32.34, 35, 39, 40, 50,61 6 
70 re stds for protection against radiation 

SCHNELL.DF Union Electric Co 50 FR6 19 92 00736 86/10/28 Doc keling & Serv- 
ices Branch 17pp 61863100 61063.116 

“9204280119 Comment on proposed rules IOCFR2,19,20,30, 31, 32,34, 35, 39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCLAUGHLIKC L Affiliation Not Assigned 50Fn51992 86/10/23 Docketing & Serv 
Icos Branch Ip 61063 028-61863.028 

“9204200128 Comment on proposed rules 10CFR2,1 0,20,30,31,32.34,35,39,40, 50,61 A 
70 re slds for protection against radiation 

COUEMAN.BD Affiliation Not Assigned 50FR51992 86/10/22 Office of the Secre 
taiy of the Commission 2pp 61863 029-61863 030 

“92O420O13D Comment on proposed rules 10CFR2,19,20,30, 31.32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

MOORE, V- Affiliation Nol Assigned 5OFR51902 00738 66/10/20 Docketing & Sorv 
Ices Branch Ip, 61063 117-61863 117 

“9204200132 Commoal on proposed rules 10CFfl2, 19,20,30,31 ,32,34,35,30,40. 50,61 A 
70 ro stds for protection against radiation Opposes rule. 

DRURY, K Amlialion Nol Assigned 50FR51902 86/09/09 Docketing & Services 
Branch 1p 61862 247 61862 247 

“9204200134 Comment on proposed rules 10CFfl2, 19, 20,30,31 ,32,34, 35, 39, 40. 50.61 A 
70 re Bids for protecUon against radiation 

LEEK.K Affiliation Nol Assigned 50FR51992 86/10/30 NRC • No Delailed Affiliation 
Given 7pp 61862 346 61662 352 

“9204 2 SOI 36 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39,40, 50,61 & 
70 ra stds for protection against radiation 

* Affiliation Nol Assigned 50FR5t992 86/10/23 Docketing & Services Branch 2pp 
61063.031-81863 032 


“9204280136 Comment on proposed rules 10CFR2, 10,20, 30, 31, 32,34, 35,39,40. 50,61 & 
70 ro stds for protection against radiation 

HIQHTT.aL Ohio Cdlzona for Responsible Energy 50FR51992 00739 66/10/31 
Office of the Secretary of tha Commission Ip 61863 118 61863 110 


“9204280139 Comment on proposed rules IOC FR2, 19, 20, 30,31, 32,34,35,39, 40, 50,01 A 
70 re stds for protection against radiation Opposes rule 

KRAMER, F.E Affiliation hTot Assigned 5QFR51D92 80/09/15 Dockoting A Services 
Branch Ip 61852 240-61 662 *248 


“9204280146 Comment on proposed rulos 10CFR2, 19,20.30,31 ,32,34,35,39,40, 50,61 8 
70 re stds for protection against radiation 

TAYLOR.R F, Afflllalion Not Assigned 50FR5ig92 86/10/30 Docketing & Services 
Branch. 3pp 61062 353-61862 355 


“9204280142 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34,3 5.3 9,40, 50,61 A 
70 re stds for protection against radiation. 

OATTUNQ.M Affiliation Not Assigned. 60FR61092 00740 80/ 1 0/1 4 Docketing A 
Services Branch. Ip. 61863 1 19 61063 119 

“9204280144 Comment on- proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule. 

JOHNSON.P.E Afflllalion Not Assigned 50FR51992. 06/10/23 NRC - No Dotoiled 
Affiliation Given. 2pp, 61863 033 61863 034 


“9204280145 Comment on proposed rules 10 CFR 2 , 19,20,30, 31, 32.34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule. 

• AlfiHation Nol Asslanecf AA30-2 0615. 86/10/26 Office of the Secretary of the 
Commission Ip. 61862.356 01062 356. 


“9204280148 Comment on proposed rules 10 CFR 2 , 10.20,30,31,32,34.35,39,40, 60,61 A 
70 re stds for protection ogainst radiation Opposes rule 

HARTNETT, S Affiliation Not Afislgned 50FR51992 00741. 86/11/06 NRC • No Do- 
lailod Afflllalion Given Ip 61863120-61063.120 


“9204280151 Commeril on proposed rules 1QCFR2, 19, 20, 30, 3 1,3 2, 3 4, 35 ,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

SCHOEPFLIN.A,E, Alllllatlon Nol Assigned. 50FR61092 86/09/15 Docketing A Serv- 
Ices Branch Ip. 61862 249-61862.240 


“9204260696 Comment on proposed rules 10GFR2, 19,20.30,31,32,34.35,39,40, 50,61 & 
70 ro stds for protection against radiation.Opposee rule 

SULLIVAN^M.R. Affiliation Not Assigned 60F^61992. 86/09/06, Docketing A Services 
Branch. Ip. 61 862<24S-61 662-246. 


“9204280152 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,30,40, 60,61 & 
70 re stds for protection against radiation 

BURNS.MF, Affillallon Not Assigned 60FnB1992 00742. 88/10/27 NRC - No De 
tailed Affiliation Given ip. 61863*121-61063-121 
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“•fi204iB0-1 56 CommQnton proposed rules 10CFn2,19,20,30,3l.32i34,3&.3D.40. 50,61 A 
70 re aids (or proleclion agafnat radeatiort Opposes rule . 

FENNEnC.H Affiliation Not Assigned 50Fn51002 06/10/15 Doci<oling fi Satvicoa 
Branch Ip 61862 357-61862 357 


-S204280159 Commonton proposed rules 10CFR2,19»20.30,31,32,34,35,39,'10, 50*61 & 
70 ra stds for protecllon agalnsi radiation „ ... « 

URGENTOLL Affiliatior^ Not Assignod 50FR5ig92 00743 86/10/14 Oockotlng A 
Services Branch Ip 01863 122 61863122 


-9204280181 Comment on proposed rules 10CFR2,1&, 20,30,3 1,32,34, 35,30*40, 50,61 & 
70 re atd a for protecllon against radiation Opposos rule „ 

KOONTZ.se Affiliation Not Assigned 50^051002 88/09/10 Dockoling & Sorvlcos 
Branch Ip 61862 250-61862 250 


-9204280162 Comment on proposed rules 10CFR2,1 0,20, 30,3 1,32, 34, 35,30, 40, 50,61 & 
70 re slds for prelection against radiation Opposes any fneroase la accoptablo radJ 

allon oicposofo . ^ „ 

MOON.BP. Affiliation Not Assigned AA30 2 0617 86/10/14 Oockolirio & Services 
Branch Ip 61862 358 61862 366 

-9204280187 Commonlon proposed rules 10CFR2, 10,20,30,31,32,34,35,30.40, 50,61 & 
70 ro stds for protGCtlon against radiallon 

* Affiliation Not Assigned 60FR51982 00744 66/10/14 Oockoling & Services 
Branch Ip 61863 123 61063 123 


“9204200205 Commont on proposed rules 10CFR2.1 8,20,30,31 .32,34.35,39,40. 50.S! a 
70 re Bids for protection against radiation Opposes rule 

GUENTHHER.R Siorra Club 50FR51992 00339 86/08/06 Dockelino & Sorvlcos 
Branch Ip 61063 150-61063 158 

“9204280211 Comment on proposed rules 10CFn2,1 9,20,30,31 ,32,34,35.39,40, 50,61 & 
70 ro stds for protection against radiation 

WASON.C American Lung Association 50Fn51992 86/10/30 Docketlno & Services 
Branch Ip 61862 360 61062 360 

“9204280212 Commoni on proposed rules t0CFR2.19.20,30,31,32,34,36,39,40. 60.61 & 
70 ro stds for proleclion against radiation Opposes rule 

DAVIS,J Earth FIrstI 50FR51992 00340 86/08/11 NRC - No Detailed Affiliation 
Qlvor> Ip 61863 159 61003 150 

“9204200215 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39,40. 60.61 & 
70 re stds for protoctlon against radiation Opposes rulo 

DOYE,S Affiliation Not Assigned 50FR51 992 00340 86/08/12 Office of tho Socro* 
lary of the Commission Ip 61063 160 61863 160 


“9204280217 Comment on proposed rules 10CFn2,l 9, 20,30,31, 32.34,35.39.40. 60,61 A 
70 ro stds for protection against radiation Opposes rulo 

KROLL.J Affiliation Not Assionod 50FR5i092 86/09/1 1 Docketing & Services 
Bran c h 1 p 6 1 862 257 Si 062 257 


-9204280169 Comment on proposed rules 10CFfl2, 10, 20,3 0,3 1,32, 34, 35.39,40, 50,61 & 
70 re stds for protection against radiation Opposoa rule 

MARRO.MN Affiliation Not Assigned 60FR5t092 86/00/15 Docketing & Services 
Branch Ip 61862 251 61862 251 

“9204 2 801 74 Comment on proposed rules 10CFR2, 10.20,00,31, 32, 3 4, 35,39,40, 50,61 & 
70 re stds for protocllon against rodlallon , , 

TOLAN.JH Missouri, Unlv of. Columbia. MO 5OrR5l902 06/10/21 Dockotlng & 
SofvicQS Branch 2pp 81803035 61063 030 

-9204200179 Commont on proposed rules 10 CFR 2 , 1 0.20,3 0,31 .32,34,35,3 9,40, 50,61 & 
70 re etds for protoctlon against radiation exposes ruto 

HAMILTON, B Aflillallon Not Assigned 60FR51flfl2 08/09/16 Dockollng & Services 
Branch Ip 61862 253 61662 253 

-9264289177 Comment on proposed rules lOCFR 2, 10, 20,30.3 1,3 2,34, 35, 3 9,40, 50,61 & 
70 re slds for protocllon against radiation Opnosos rulo, 

MCINTYRE,J Affiliation Not Assigned 50Fn51902 00745 80/10/14. Docketing & 
Services Branch Ip 61893 124’61BB3 124 

-9204280178 Oommonl on proposed rulos 10CFR2,1 0,20,30.31, 3?, 34.35, 30 ,40. 50,01 & 
70 ro stds for protection against radrallon Opposes rulo 

BARATELLI.PN AffillolJon Not Assigned 66rR51002 06/10/27. Docketing A Sorv 
Ices Branch Ip 61663 037 61863 037 

-92042001 02 Comment on proposed rules 10CFn2,fO,29,30,31,32,34,35,30,40. 60,01 & 
70 re aids for proloclfon against radiation Opposes rufe 

HIMMELFAR0,J, Affiliation Nol Assigned 50Fn51Q92 00334. 88/07/30 Dockollng A 
Services Branch Ip 61863153 61063,153 

-9204280185 Comment onp/oposod rules 1(}CPn2. 19, 2 0,30.3 1,32 ,34, 35.30, 40, 60,61 A 
70 40 stds for eroicction against radiation Opposes rule 

BROWN.B Affiliation Nol Assigned 50FR 5 1902 00519. 06/09/0D NRC - No Do In! fed 
Affiliation GIvan Ip 61663 125 61863'125 

-9204280186 Commoni on propesod rules 10CFn2,l0,2O,30,31,32,34,36,30.40. 60,01 A 
70 ro slds for protection against radiation Opposos ruCo 

BERT.GJ. AlWialion Not Assigned 5&FRS1002 66/10/17 Dockotlng a Services 
Branch 1p 31663038 61863 038 

“9204280190 Comment en proposed rules 10CFn2,1 0,20,30. 31 ,32.34,35,30 ,40, 60,01 A 
70 ro aids for prof action against radiation Opposes rufo 

* Affiliation Not Assigned 50rR510D2 66/09/15. Dockelmg A Sorvlcos Orancti. Ip. 
51862 254*61 802. 25 4 

“9204280191 Comment on proposed rules 10CFR2, 10.20 ,30, 3 1,32.34, 35, 39 ,40, 50,01 A 
70 ra stds for protecllen against radiation 

JOHNSON.Q AlfiliQlion Nol Assigned BOmsiOOa, 86/10/31 Offico of tho Socrotary 
of Iho Commission Ip 61862 360*61832 359 

“9204280192 Commonl on proposed rulos 10CFR2. 19, 20 ,30. 3 1,32,34, 35, 30.40. 50,01 a 
70 re Bids for protoctlon against redlatlan Opposes rule 

VOLPICELL.J AffillaUorv Nol Assigned BQFR51092 00746 86/11/03 NRC • No Do 
tailed Airillallon Given 2pp. 61063.126 61663 127, 

“9294280196 Comment on proposed rules 10CFR2. 19, 20, 30, 31 ,02.34, 35, 30.40, 50,61 a 
70 ro stds for protoclfon against radfalbn Opposoa rule 

THOMAS, J A Affiliation Nol Assigned 50rR51092 00335 66/07/31 NRC - No Do 
tailed Affiliation Given Ip 01063 154*01663 164 

“9204280196 Common! on proposed rules 10CFR2,1 0,20,30. 3 1.32, 34. 35,30.40, 60.01 a 
70 re stds for protection against radiation Opposes rule 

BECKER, E Affiliation Not Assigned 60FR5I892 66/06/15, Dockotlng A Sorvicas 
Branch, Ip 61862 255*01862 265 

“9204280197 Commonlon proposed rules fOCrn2,1 0,20,30, 3 1.32.34,3 5, 39,40. 60,01 A 
70 ro stda for proteclian against radlstlen 

VAN SICKLE,MC. Affiliation Nol Assigned. 50Fn5IB92 66/10/25 Office of Iho See* 
rotary of the Commission Ip 61863 030*61663 039 

-9204280201 Commonl on proposed rules 10CFR2, 19,20.30, 3 1,32.34,3 5, 30.40. 60,61 A 
70 re stds for preteclion against radiation Opposes rulo 

EVfNGER.LK Affiliallqn Nol Asslgnod. SOrRSIOOa 00330, 86/05/04 NRC * No De- 
tailed A1 filiation Given 2pp 01 803' 165-01863.1 56 


“0204280220 Comment on proposed rules 10CFR2, 19,20,30.31.32,34,35,39.40. 50.61 & 
70 ro aids for protoctlon against radiation Opposes rule 

ESSERMAN.R Aflillatlon Not Assigned 50FR51992 00342 06/06/07 Dockollng & 
Soivlcos Branch Ip, 61Q83 161-61063 161 

“9204280221 Commont on proposed rules 10GFR2, 19,20.30,3 1,32.34,35.39,40. 60,01 & 
70 ro side (or prolocllon analnsl radiation Opposes rule 

FENTON, R T. Affiliation Not Assignod 50FR51992 66/09/15 Docketing & Sorvlcos 
f3ranch Ip 01862 250 61062 256 

“9204280224 Comment on proposed rules 10CFR2, 19,20,30,3 1.32, 34, 35.39,40. 50,6 i & 
70 fo aids for proleclion against radiation Opposes rulo 

PETTY, E Affiliation Not Assigned 50rR51992 86/09/15 Dockelina & SorvJcoa 
Branch 1 p 6 1 8 62 259 61 862 259 

“9204280225 Commonl on proposed rules 10CFR2,19,20,30,31,32,34,35,30,40, 50,61 & 
70 ro Bide (or prolocllon against radiation Opposes rulo 

SCHRADER, D. Affiliation Not Assinnod 60FR51902 06/06/10 Offico of the Socfo* 
taryf of Iho Commission Ip 61663 162-61863 162 

-9204260226 Comment on proposed rules 10CFR2,1 0,20, 30.3 1.32.34,35.39.40. 50,61 & 
70 ro aids (or protoclfon against radiation 

JSELGN.C, US, Postal Sorvico 50FR61902 86/10/27 Dockollng & Sorvlcos Branch 
Ip 61063 040 31663 040 

“9204200227 Commonl on proposed rulos 10CFR2.1 0,20,30,31 ,32.34,35,30,40, 50,61 & 
70 ro etds for protection against radiation. 

• Alflllatian Nol Assigned 5OFR510O2 00Q09 86/10/15 Offico of tho Socrolary ot liw 
Commlssfon Ip 61063,120*61663 126 

-9204200229 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40, 60,61 & 
70 re Bids for protection against radiallen 

WILL.L Affiliation Nol Asslnnod BOFR61092 06/10/26 Offico of tho Sacrolary of Iho 
Commission. Ip 81803.041-01663 041, 

-92042B0230 Commonl on proposed rules 10CFn2, 19, 20,30,3 1,32, 34, 35, 30, 40. 50,01 & 
70 re elds for protection agoinst radiation Opposes rulo 

MAJAUCKAS.G Affiliation Nol Assigned 50FR61O92 06/09/15 Docketing A Sorv- 
lcos Branch Ip 61002 268 Q1Q62 260 

“92042B0232 Common! on propoBOd rules 10CFR2,1 0,20, 30, 31, 32,34,35,39, 40, 50,01 A 
70 ro aids (or protection against radiation 

CNAPilCK.J,M. Sierra Club 5OFR5I902 00344 06/OB/11 Dockollng A Sorvicos 
Branch 2pp 61063*163 61063 164 

“92O420O2D3 Common! on proposed rulos 10CFR2.19,20.30,31, 32,34,35,39,40, 50.61 & 
70 re slds for protection against radialion 

ANDERSON.li Maino. Stale of 50FR51002 06/10/30 Dockollng A Services Drar^ch 
2pp 61063 001*01063 002 

“9204280234 Com men! on preposod rules 10CFR2. 19, 20, 30,3 1,32, 34.35. 39, 40, 60.61 A 
70 ro slds (or prolocllon against radiation Opposes rulo 

MACDONALD.B Affiliation Nol Assigned. 50FR51992 06/00/00 DocKetlng & Sorv- 
lcos Branch Ip 61662 201*01062 261 

“0204200236 Cemment on proposed rulos 10CFR2, 19,20,30, 31, 32,34,35, 30,40, 50.01 A 
70 re 6l(la for proleclion against radiation Opposes rule, 

HUDSON.S AHHIalion Not Assigned 50FR51 092 00345 06/00/ 11 Dockollng & Si3rv- 
Icos Branch. Ip. 61663 165 61663*165 

“0204200238 Comment on proposed rules 10CFR2, 10,20, 30,31, 32.34.35, 39, 40. 50,61 A 
70 ro stds (or protection against radiation 

SCHADT.W.W. Goorgotown Univ. Medical Center, Washington, DC 50FR51002 00/ 
10/27 Docketing & setvlcee Brancfi Idpp. 61863 042-61863*054 

“0204280240 Commonl en proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re aids for prolocllon against radiation Opposes rulo 

PATTERSON.C. AHlIlation Nol Assigned 5OFR51092 06/00/10 Dockollng A Sorv- 
fcos Branch. Ip. 61062*262*61892 262 


-9204280202 Commonl on proposed rulos 10CFR2,1 0,20,30,3 1,32,34,35 ,39, 40, 60,61 A 
70 re aids for proloction against redlsllon Opposos rule 

FULLER.E Affiliation Nol Asstanad. 60Fn5l002 06/09/15 Dockelina A Services 
Branch Ip 61862 256 61862*266 


“9204200241 Comment on proposed rules 10CFR2, 19,20, 30.31 ,32,34.36,39.40, 50,61 A 
70 ro Bids for prolocllon ag^alnst radiation Dpposes rule 

* Affiliation Not Assigned. 150FR61D92 00610 86/10/10 0((ica of the Secretary of iho 
Commission. Ip. 61863 120 61063 129 


-9204280204 Commont on proposed rule 6 10CFn2, 19,20,30,3 1,32,34,36,39,40, 60,81 & 
70 ro stds for prelection against radiation Opposes rulo 

FRANK, J Affiliation Not Assigned 60FR5ld92 00338. 80/08/05. Dockotinfl A Serv- 
ices Branch Ip 61063 157 61863 167. 


“9204280243 Commont on proposed rules 10CFR2,1 0,20,30, 3 1,32, 34,35, 39,40, 50,61 A 
70 ro stds for protoctlon against radiation Opposes rulo 

MOSTEK.I.L Affiliation Nol Assrgnod. 50FRB1992 00346. 06/00/15. NRC No Do- 
tal lod AffHlatfon Given Ip 61863 160 61063 166 



*•9204200245 Commenl on proposed rules 10CFR2, 19.20,30,31 ,32.34.35.39,40, 50,61 & 
70 ra stds for protection against radiation 

FARRAR.OL Commonwealth Edison Co 5QFR51992 86/10/23 GHILK.SJ Office of 
the Socrolary of the Commission 2pp 61863 055 01803 058 


'0204280298 Comment on proposed rules 10CFR2,1 9, 20, 30.31, 32.34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GULASCH.C Affiliation Not Assigned 50FR51992 86/09/10 Docketing & Services 
Branch Ip 61862 268 61862 2GB 


-9204280246 Comment on proposed rules 10CFR2, 19,20,30,31.32.34,35.39,40, 50,61 & 
70 re aids for protect ion against radiation Opposes rule 

SCHWART2.R Affiliation Not Assigned 50FR51 992 00347 86/08/12 Docketing & 
Services Branch Ip 61863 167-61863 167 


-9204280301 Comment on proposed rules 10CFR2.19,20,30,31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WJLL,R Affiliation Not Assigned 50FR 51 992 00820 86/10/11 Office of the Secre 
lary of the Commission Ip 61863 139 61863 139 


-9204280248 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,36,39,40, 50,61 & 
70 re stds for protection against radiation 

BRODY, M Affiliation Not Assigned 50FR51 992 00611 86/10/12 Office of the Sec- 
retary of the Commission Ip 61063 130 61863 130 


-9204280302 Comment on proposed rules 10CFR2.19, 20, 30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MEINHOLD.CB. Brookhaven National Laboratory 50FR51992 00021 86/03/11 
Docketing & Services Branch 1 1pp 61663 lOO 61B63 200 


-9204280250 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re aids for protection against radiation 

ZAFfllS,J Affiliation Not Assigned 50FR51992 06/09/11 Docketing & Services 
Branch 1 p 61862 263 61662 263 

-92042B0251 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re s1ds for protection against radiation Opposes rute 

PALLEY.MK Affiliation Not Assigned 5QFR51992 00340 06/08/14 Dockoling & 
Services Branch 1p 61863 160 61863 168 

-9204280254 Comment on proposed rules 10CFR2. 19.20.30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WORTH, E Affitiation Not Assigned 50FR51992 00612 06/10/15. Office of the Sec- 
retary of the Commission 1p 61863 131-61863 131 

-92042802S8 Comment on proposed rules 10CFR2, 19, 20, 30.31,32, 34, 35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

JAMES.Y S Affiliation Not Assigned 50FRSt092 00349 66/0B/14 Docketing & Serv- 
ices Branch Ip 61663 160 61863 169 

-9204260258 Comment on proposed rutes 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re sids for protection against radiation 

LAUSON.NP Affiliation Not Assigned 50FR51992 00709 06/10/22 NRG - No De- 
taiied Affiliation Given Ip 61863 180-61863168 

•"9204280260 Comment on proposed rules 10CFR2,1 9,20, 30,3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

EVLETH.R M Nuclear Products Co 50FR51 992 06/09/09 Docketing & Son/ices 
Branch 1 p. 61862 264 61862 264 

-92042B0262 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 A 
70 ra stds for protection against radiation 

ANDERSON,! Affiliation Not Assigned 50FRB1992 00710 86/10/27 NRC * No Do- 
talfad Affiliation Given Ip 61663 189 61863 169 

-9204280263 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MEEHAN.T Affiliation Not Assigned 50FR51992 00613 86/10/15 Office of the Sec- 
retary of Iho Commission Ip 61863 132-61863 132 

-9204280270 Comment on proposed rules 10CFR2.1 9,20, 30, 3 1,32,34,35, 39.40. 50,61 & 
70 re stds for protection against radiation 

WELIJ Affiliation Not Assigned 50FR5i092 00014 66/10/15 Office of the Secre- 
tary of tho Commission Ip 61863 133-61863 133 

-9204280276 Comment on proposed rutes 10CFR2, 10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stda for protection against radiation 

• Affiliation Not Assigned 50FR51992 00615 86/10/15 Office of tho Secretary of the 
Commission ip, 61863 134-61863 134 

-9204280279 Comment on proposed rules 10CFR2.ig.20.30.31.32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CLARKE, R Albert Einstein Medical Center, Phliadelphia, PA 60FR61992 00351 86/ 
08/08, Office of tho Secretary of the Commission Ip 6ie63'170 61863 170 

-9204280280 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SHUKLA.S Affiiialion Not Assigned 50FR51Q92 00816. 06/10/12 Office of the Sec- 
rotary of tho Commission Ip 61863 135 61863 135 

-9204280261 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

CINQUEMANI.D K. N J S*E*A Alliance. 50FR51992 86/09/10 Docketing & Services 
Branch lp 61862 265-61862 265 

-92O42BO204 Comment on proposed rules tOCFR2. 19,20,30,31 ,32,34,36,30,40, 50,01 & 
70 ra stds for protection against radiation 

ANDERSON.DV Affiliation Not Assigned 50FR61992 00617 06/10/15 Office of the 
Secretary of the Commission. Ip. 61863 136 61 663' 136 

-92042B0286 Comment on proposed rules 10CFR2, 19,20.30.31, 32, 34, 35,39, 40, 60,61 & 
70 re aids for protection against radiation Opposes rule 

EDSON.D.V Affiiialion Not Assigned 50FR61992 86/08/31 Dockoling & Services 
Branch. Ip 61862 266-61882 266 

-9204280269 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

GIBBS, V Affiliation Not Assigned 50FR51092 00618 86/10/12 Office of the Secre- 
tary of tho Commission. Ip 61863 1 37-61863 1 37 

-92042B0292 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 36,39,40. 50,61 & 
70 ro stds for protection against radiation. Opposes rule 

STUTSMAN.A.E. Affiliation Not Assigned s6FR5t992 86/09/15 Docketing & Serv- 
Ices Branch, 1p 6 1862 '2 67 -6 1862 267, 


-9204280303 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON.MR Affiliation Not Assigned 50FR51992 86/09/09 Docketing & Serv- 
ices Branch Ip 61662 269-61862 269 

-9204280308 Comment on proposed rutes 10CFR2, 19, 20, 30, 31, 32,34,35.39. 40. 50,61 & 
70 re stds for protection against radiation 

POTTS.T Affiliation Not Assigned 50FR51992 00621 86/10/06 Commissioners 
(Post 750119) ip 61863 140-61 B63 140 

-9204280308 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 fo stds for proloclion agalnist radiation Opposes rule 

NESEWICH.NL Affiliation Not Assigned 5OFRS1092 66/09/09 Docketing & Serv- 
ices Branch ip 61862 270 61662 270 

— 9204280309 Comment on proposed rules 10CFR2,19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

YOUNG.F Affiliation Not Assigned 50FR51902 00622 86/10/09 Office of tho Socre 
tary of the Commission tp 61863 141-61863 141 

—9204280311 Comment on proposed rules 10CFR2, 19, 20, 30,31,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

JOHNSON.CJ South Dakota. State of 50FR51992 00034 86/04/10 Docketing & 
Services Branch 4pp 61863 201-61063 205 

-9204280316 Comment on proposed rutaa 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

MINNIOH.NR Affiliation Not Assigned 60FR51 992 00623 86/10/05 NRC • No Da 
tailed Affiliation Givert Ip. 61863.142 61 863 142 

-9204280319 Commonl on proposed rules 10CFR2, 19, 20.30, 3 1,3 2, 34, 35,39, 40, 50,01 & 
70 re stds for protection against radiation 

RUSSEL.S Affiliation Not Assigned 50FR5 1992 00624 86/10/08 Docketing & Sorv- 
ices Branch Ip 61663 143-61863 143 

-9204280321 Comment on proposed rulas 10CFR2, 10,20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for prolection against radiation Opposes rule 

BECK.J Affiliation Not Assigned 50FRS1992 B6/09/10 NRC - No Detailed Affiliation 
Given. 2pp 61862 271-61862 272, 

-0204280325 Comment on proposed rules 10CFR2, 10, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protoclEon against radiation 

VENEZIA, C GTE Sylvania, Inc. 50FR51992 00020 86/03/12 Dockelmg & Services 
Branch 2pp 61863 206 61863 206 

-9204260339 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35,39.40, 50,61 & 
70 re stds for protection against radiation 

TODO.WE Siemens Gammasor^ics, Inc 50FR51092 00037 86/04/14 Docketing & 
Sorvices Branch 5pp 61063 207-61863 211 


“9204280344 Commonl on proposed rules 10CFR2, 19, 20, 30, 3 1,3 2, 34 ,35, 3 9, 40, 50,61 & 
70 re aids for protection against radiation 

SKRABLE.KW Lowell, Univ. of. Lowell. MA 60FR61992 OOD43 06/04/17 Docketing 
& Services Branch 02pp 61 8 S3 212-81663 209 


—9204200351 Comment on proposed rules 10CFR2, 10,20, 30, 31, 3 2, 34, 35, 39, 40, 50,61 & 
70 ro stds for prolection against radiation Opposes rule 

REIO.D Affiiialion Not Assigned 60FR61 992 00352 06/08/16 Docketing & Services 
Branch. 2pp 61863'1 71-61863 172 

—9204280353 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 3 2, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

STAFFORD.OB Affiiialion ^01 Assigned 50FR61992 00353. 86/08/18 NRC - No De- 
tai lad Affiliation Given Ip 61863 173-61863173 


-9204280367 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposos rule 

WATERS.M A Affiiialion Not Assigned, 60FR51992 00354 86/08/22 NRC - No De- 
tailed Affiliation Given. Ip 61863‘174-ei 863.174. 

-9204280361 Commenl on proposed rules 1OCFR2,t0,2O,3O,31,32,34,35,39,4O, 50,81 & 
70 ro aids for protection against radiation Opposes rule. 

HIFT.H Affiliation Not Assigned 5OFR51092 00355. 86/08/16 NRC - No Detailed Af 
filiation Given Ip 611183 175*61863178 


-0204280366 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34,35, 39,40, 50,61 & 
70 re stds for protacUon against radiation Opposes rule 

CHISHOLM.T Affiliation Not Assigned 5OFR51002 00356 B 6/08/1 9 Docketing & 
Services Branch Ip 61063-176 61863*176 


-9204280293 Comment on proposed rules 10CFR2,1 0,20, 30,3 1,32, 34, 35, 39,40, 60,61 & 
70 re stds for protection against radiation. 

• Affiliation Not Assigned 60FR51992 00619. 86/10/12 Office of the Secretary of tho 
Commission 1p. 61863.138 61863.136. 


-9204290369 Comment on proposed rules 10CFR2, 19, 20, 30,31,32, 34, 35, 39, 40, 50,61 & 
70 ra stds for protection against radiation Opposes rule. 

PITKAT.J. Affiflation Not Assigned 6OFn610O2 00357 86/08/20 NRC - No Detailed 
Affiliation Given Ip 61863*177-61863 177. 


-9204280296 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WEGSTpWF California, Univ of, Los Angeles. CA 60FR5ig92 86/10/30 Docketing 
& Services Branch 2pp 61863 003-61663-004. 


-92042SQ372 Comment on proposed rules lOCFR 2, 19, 20,30 ,3 1,3 2, 34 .3 6,3 9,40, 50,61 & 
70 re stds for protection against radlation.Op poses rule 

WILLIFORD.ee Affiliation Not Assigned. 60FR51992 00358. &6/0a/18. NRC * No 
Detailed Affiliation Given Ip 61 863' 178-61 863 1 78 


262 NONDOCKETED ITEMS 


♦‘92042803 74 Comment on proposed rules lOCFfl 2, 19.20,30 ,31, 32,34.35, 39,40, 50.61 & 
7ft rn for D/olEclion Boainsl radiation Opposes rulo 

REINER LE Affiliation Nol Assigned S0FR51 992 00359 66/08/21 NRC - No De 
lai!^ Affiliation Given Ip 61863 179 61863 179 


‘9204280460 Comment on proposed rulos 10CFR2, 19.20, 30, 31. 32, 34, 35. 39, 40, 50.61 & 
70 re stds lor protection agamst radiation 

WILLIAMS.TP A ffiliattor^ Not Assigned 50FR51 992 00629 06/10/13 Dockelina & 
Services Branch Ip 61863 148 61863 148 


-9204280375 Commeni on proposed rulas 10CFR2,1 9, 20,30,3 1,3 2.34.35, 39 ,40, 50,61 & 
7ft for orotection aqsmsl radiation Opposes role 

JONES A Affiliation Not Assigned 50FR51992 86/00/21 NRC No Detailed Alfili- 
alion Givon Ip 61863 100 61663 1B0 


‘9204200465 Commem on proposed rules 10CFR2.1 9,20,30, 31, 32, 34,35.39,40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

WELILLO.D Affiliation Nol Assigned 50FR51992 06/09/16 Office of the Socrolarv 
of the Commission Ip 61863 316 61863 316 


-9204280376 Comment on proposed rules 10CFR2,1 9,20,30.31. 32,34 ,35. 39, 40^ 50,61 S 
70 re stds for proteetjon against radialioft Opposes rule 

SALACH.T Affiliation Not Assigned 50FR51992 00361 86/06/18 NRC -No Dolailed 
Affiliaton Given tp 61863 101 61663 ISl 

-9204280380 Cemmont on proposed rules 10CFR2,1 9, 2 0,30, 3 1,32, 34.35,39.40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

YEAST C Affil'ation Not Assigned 50FR51B92 00362 06/03/22 CLEMENTS.W 
Docketing & Services Branch 2pp 61863 162-61863 163 

-9204260384 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32 ,34, 35, 39 .40, 50,01 S 
70 re stds for cfoiection against radiation OjyiosBa rule 

ERICKSEN.D Affiliation Not Assigned 50FR519&2 00363 66/00/20 NRC • No De- 
tailed AffilialJon Given 2pp 61663 164-61663 185 

-9204280386 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,3 5,30.40, S0.61 & 
70 re stds (or protection against radiation Opposes rule 

MASSiNO.W Affiliation Not Assigned 5aFR5l992 003C6 86/03/21 DocJteling & 
Services Branch Ip 61663 166 61063 186 


-9204280300 Comment on proposed rules 10CFR2, 19,20, 3 0,3 1.32,34, 3 5,39, 40, 50,61 & 
70 re stds for protection against radiation 

HEi.LMAN,J Affiliation Nol Assigned 50Fn51992 00367 86/08/20 Dockeling a 
Services Branch ip 61663 107 61063 187 


-9204280395 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Supports rule 

MILLIS.NL Balbmora Gas & Electnc Co 5OFR51092 66/04/21 Oockoling a Serv- 
ices Branch 22pp 61863 332-6 1863 352 


-92042B0405 Comment on proposed rules 10CFR3, 19, 20,30, 31, 32, 34,35, 39, 40, 50,61 a 
70 re stds for proleclion against radiation Opposes rule 

SiNCLAIH.M Sinclair, MP 56FR51992 06/04/23 Dockoling & Services Branch. 2pp 
61663 353 61663 354. 


-9294260415 Comment on proposed rules 10CFR2, 19. 20,30, 31, 32, 34,35,39,40, 50,61 & 
70 re stds for proleclon against radiation Opposes rule 

MOTT.M Affiliation Not Assigned 50Fn51992 06/04/23 Dockoling & Services 
Branch Ipp 61863 355 61063 355 

-9204280419 Comment on proposed rules 10CFR2,19,20,30.3I,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

* Affiftalion Not Assigned 50FH51992 00625 86/10/16 Docketing & Services 
Branch ip 61863 144 61863144 

-9204280424 Comment on proposed rulos 1QCFR2,1 9,20,30.31,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

WARSH.H E Affiliation Nol Assigned 50FR51992 B0/O4/23 Docketing 6 Services 
Branch ipp 61 863 356-61 863 356 

-9204280425 Comment on proposed rules 10CFR2. 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re slds for proteclion againsi radiation 

KOCHER.DC Affiliation Nol Assigned 50FR51392 00029 86/04/02 Docketina & 
Services Branch lipp 61063 2 90 61063 299 


-9204280431 Comment on proposed rules 10CFR2, 19.20,30,31,32.34.35,39,40, 50,61 & 
70 re aids for protection against radiation 

BERTELLR fnlernatJonal Institute of Concern for Public Hoatth 50FR51992 00030 
86/04/07 NRC No Dotailed Affiliation Given 12pp 61663 300 61863 311 


-9204280433 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,3 2, 34, 35,39,40, 50,61 a 
70 re stds tor protection against radialion 

DRESCHER.R Affiliation Not Assigned 50Ffl51992 00626 86/10/17. Offico of the 
Secrelary of Ihe Commission Ip 61863 145-61863 145 


■9204280436 Comment on proposed rulas 10CFR2, 19,20,30,31 .32 ,34,35,39,40, 50,61 & 
70 re stds for proleclion against radiation 

LERNEfl.MS US Postal Service 50FR51 992 00064 86/04/30 Docketing & Serv- 
ices Branch Ip 61663 312 61863 312 ^ 


-9204280440 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34,3 5.3 0.40, 50.61 & 
70 re slds for protection against radiation. 

KAMEN S Affiiialion Nol Assigned 50FR5 1 992 OOOSli 68/04/22 Office of the Secra 
tary of the Commission 2pp 61863 313 B1B63 314 

-920+280441 Comment on proposed rules tOCFR2. 19, 20.30, 3 1,32.34, 3 5.39.40, 50,61 & 
70 stds for protection against radiation 

n 50FnB1fl92 86/04/11 Oocketirtg & 

Services Branch 5pp 61063 357*61863 361 


-‘9204280466 Comment on proposed rules 10CFH2,1 9,20,30,31 .32.34,35.39,40, 60,61 A 
70 ro slds for proteclion against radiation 

SEAGRAVES.S Affiliation Not Assigned 50FR51992 00630 86/10/13 Office of tho 
Secretary of the Commission Ip 61863 149-61863 149 

“9204200469 Comment OfV proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39.40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

DIEDRICH.CJ Affiliation Not Assigned 50FR51992 06/09/19 Offico of the Socro- 
tary ol the Commission Ip 61863 317-61063 317 

-9204200477 Comment on proposed rules 10CFR2, 19,20,30,31, 32, 34, 35, 30,40, 59,61 & 
70 re stds for protection against radiation Opposes rule 

COHEN.D J Affiliation Not Assigned 50FR51992 86/09/19 Office of the Secrelary 
of the Commission Ip 61863 310 61863 318 

--92O420O47O Comnnont on proposed rules 10CFR2, 19,20, 30, 31. 32, 34, 35,39, 40, 50,61 A 
70 re stds for protection againsi radiation 

• Affiliation Not Assigned 50FR51992 00631 86/10/14 Dockoling & Sorvicos 
Branch Ip. 61883 150 61863 150 

--9204200483 Comment on proposed rules 10CFR2,1 0.20.30,31,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

BUCHANAN.S Affillalion Not Assigned 50FR51992 86/04/23 Docketing & Services 
Branch Ipp 61864 002 61864 002 

“9204200484 Comment on proposed rules 10CFR2,19, 20,30,31, 32, 34,35, 39, 40, 50,61 fit 
70 re stds for protoction against radiation 

QUINN, 8 M. Affiliation Not Assigned 50FR51992 86/00/12 NRC - No Detailed Affili- 
ation Given Ip 61 663 31 9 61063 319 

-■9204280480 Commenl on proposed rules 10CFR2, 19,20,30,31, 32, 34, 35,39, 40, 60,61 & 
70 fo stds for proleclion against radiation 

CHAPUCK.JM Affillalion Not Assigned 50FR51092 06/09/13 Docketing & Services 
Branch Ip 6ia63’320 61663 320 

-92042004B9 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39,40, 50,61 i 
70 ro stds for proleclfon againsi radiation 

SULLIVAN.MR Affiliation Not Assigned 50FR51992 06/09/06 Docketing & Services 
Branch Ip 61663 005 61863 005 

“9204280491 Commenlon proposed rules 10CFR2, 19,20, 30,31, 32, 34,35, 39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

WALSH, M J Affifialion Not Assigned 50FR51092 86/04/20 NRC • No Detailed Affili 
alion Given 10 pp 61864 003 61864 012 

-9204280497 Commenlon proposed rules 10CFR2, 19.20,30, 31, 32, 34,36, 39,40, 50,61 A 
70 re aids for prole ctfon against radiation 

CHABOT.GE Lowell. Univ of, Lowell, MA 50FR51992 86/04/22 Dockoling & Sorv 
Ices Branch 5pp 61864 013 61864,018 

-9204280490 Commenl on proposed rules 10CFR2.1 9, 20, 30,31, 32,34.35.30, 40, 50,61 A 
70 ro stds for protoction against radiation 

BRAGDON.Pw Governor Dummer Academy, Byfiold, MA 50FR51902 06/09/19 
NRC - No Delallod Affiliation Given Ip 61863 321 -8 1863 321 

-9204280502 Comment on proposed rules 10CFR2,1 9,20,30,31. 32, 34,35,39,40, 50,61 A 
70 re slds for proteclion against radiation Opposes rule 

POLEHN,JL Affiiialion Not Assigned 50FR51092 06/05/01 Dockoling & Services 
Branch 23pp. 6166 4 019 61864 040 

-9204280506 Comment on proposed rulos 10CFR2, 19,20.30.31, 32, 34,35,39, 40. 50,61 A 
70 re stds for protection against radiation 

BRANOT,n J Bethlehem Steel Corp 50Fn51992 06/04/25 Office of the Sccrolarv 
of the Commission 7pp 61864.041 61864 047, 

-9204280509 Commonl on proposed rulos 10CFR2,1 9,20,30,31 .32,34,35,39,40, SO-.ei & 
70 re slds for protection against radiation Opposes rule. 

NIKKILA.AM Affiliatfon Not Assigned. 60FR51992 00632 86/ 10/ 14 Oockotlnci & 
Services Branch Ip 61863 151 01863'1S1 

-920 42805 1 D CommenI on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35,30, 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

NEMETHY.E Ecology/Alerl 50FR61992 B6/04/29 Docketing A Services Brar^ch 
Ipp, 61864 04 8 61064 046 


“92O42eo447Commentonproposed(ui0s 10CFR2,1fl,20,30,31,32,.34.35.39.40. 50 61 & 
radiation Opposes rule. 

Affiliation Not Assigned S0FR51S92 06/09/18 
Office of the Secretary of the Commission Ip 6186331 5 61863 316 

proposed rules 10CFR2,19.20,3a,31.32,34,a5,39.40, 60,61 S 
radiation Opposes rule 

sifflSISM 86/04/21 Dooteling & Seo,- 


“9204200511 Comment on proposed rules 10CFR2, 10,20,30, 31, 32, 34, 35,39,40, 60,61 & 
70 re aids for protection against radiation 

DIEDRICH.CJ Affiliation Not Assigned 50FR61992 06/09/19 Office of the Socro* 
tary of the Commission Ip 61063 322-61863 322, 

-9204200516 Commenlon proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 ro slds for protection against radiation 

SPRUNQ.BL Affiliation Not Assigned 50FR61992 00633, 06/10/14 Dockoling & 
Gorvices Branch Ip 61063 152 61863 152 


tOCFR2, 19.20.00, 01.38, 34, 35.30,40, 50.6. 8 
Ooctetiofl aS«vio« 


” 7^f?ra rules 10CFR2. 1 9. 20, 30.3 1.32.34.35,39, 40, 50 

ATi?N<5nM ? '"S 1^^ 1*^" Opposes rule 

Ss Brlh “ M 


-9204200517 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 36, 39,40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

MICHAEL.B Affifiatfon Nol Assigned 50FH51992 08/09/10 Office of the Secretary 
of Ihe Commission Ip 61863 323 61863 323. 

--9204280618 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for prolaction againsi radiation Opposes rule, 

SALTZMAN.O, Affiliation Not Assigned 50FRB1992. 86/05/02, NRC - No Detailed Af- 
filiation Given 2pp. 61864 049 61664,050. 





-92042B0519 Commenl on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,35,39,40, 60.61 & 
70 re stds for protoction against radiation Opposes rule 

COHEN,OJ Affiliation Not Assigried 50FR519g2 86/09/19 Office of Ihe Secretary 
of the Commission Ip 61 B63 324-61863 324 

-9204280820 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 50.61 & 
70 re stds for protection against radiation 

QUINN.S M Affiliation Not Assigned 50FR51992 86/09/12 NRC - No Detailed Aftili 
alien Given 1p 61863 325-61863 325 

-9204280522 Comment on proposed rulos 10CFR2.t9,20,30, 31. 32,34, 35, 39.40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

DAY.E B Affiliation Not Assigned 50FR51092 86/04/30 Docketing & Services 
Branch 3pp 61864 051 61864 053 

-9204280523 Comment on proposed rules 10CFR2. 19,20,30.31 ,32,34.35,30.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GOID.WJ Affiliation Not Assigned 50FR51992 86/04/30 Docketing & Services 
Branch Ipp 61864 054 61864 054 

“9204280524 Commenl on proposed rules 10CFR2, 19,20,30,31, 32.34.35.39.40, 50,61 & 
70 re stds for protection against radiation 

SARBANES.PS Senate, Banking, Housing & Urban Affairs 60FR51992 66/09/12 
NRC • No Detailed Affiliation Given 3pp 61B63 326 61863 328 

“9204260525 Commenl on proposed rules 10CFR2,19, 20,30, 31, 32.34, 35.39, 40, 50,61 & 
70 re stds (or protection against radiation 

' Affiliation Not Assigned 5QFR51992 88/09/18 Office of the Secretary of the Com- 
mission ip 61863 329 61063 329 

-9204280S26 Comment on proposed rulos 10CFR2. 19,20,30,3 1,32.34, 35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HARLAN.P Affiliation Nol Assigned 5aFR51992 86/09/22 Office of the Secretary of 
the Commisslan Ip 61803 330 61863 331 

“9204290024 Comment on proposed rules 10CFR2.19, 20,30, 31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

CLAGETT.K Affiliation Not Assigned 50FR51992 86/09/16 Docketing & Services 
Branch 1p 61864 069 61864 069 

-9204290028 Comment on proposed rulos 10CFR2, 19, 20,30,3 1,32, 34, 35, 39, 40. 60,61 & 
70 re slda for protection against radiation 

CARY.M L Affiliation Nol Assigned 50FR51992 86/09/22. Docketing & Services 
Branch Ip 61864 070-61864 070 

-9204290047 Comment on proposed rulos 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation 

MORRIS, J Affiliation Not Assigned 50FR518g2 86/09/12 Docketing & Services 
Branch Ip 61864 071-81864 071 

“9204290051 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SWEENEY, E AffiJiation Not Assigned 50FR51992 86/10/15 Office of Ihe Secretary 
of the Commission Ip 61864 121-61864 121 

“9204290062 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 60,61 & 
70 re stds for protoction against radiation 

MOORE, I Affiliation Not Assignod 5DFR519g2 86/09/23 Docketing & Services 
Branch Ip 61864 072 61064 072 

“0204290053 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35.39.40. 60,61 & 
70 ro stds for protoction against radlation,OppQsos rule 

KODNER,J L Kodner, J L 60FR51992 86/05/01 Dockeling & Services Branch Ipp 
61864 055 61864,055 

“9204290058 Comment on proposed rulos tOCFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY, CJ, Affiliation Not Assignod 60FR51992 86/10/15 Office of the Socre- 
lary of Ihe Commission Ip 61864 122 61864 122. 

“9204290057 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34 ,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

ALISON. L Afiillalion Nol Assigned 50FR51992 07/09/14 Dockeling & Services 
Branch. Ip 61864 073-61864 073 

■«6204290061 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

REED.R P Affiliation Not Assigned 50FR51092 66/09/18 Dockeling & Services 
Branch 5pp. 61864 074-61864 078 

“9204290065 Comment on proposed rules 10CFn2.1 9,20.30.31 ,32,34,35,39,40, 50.61 6, 
70 re stds for proteclfon against radiation. 

HILL-WHILTON.N Affiliation Nol Assignod 50FR61992 B6/09/25 Dockeling & Serv- 
ices Branch Ip 618e4*079-61B64 079 

“9204290067 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

BROWN, C M Affiliation Not Assigned 50FR61 002 86/09/26. Dockeling & Services 
Branch 1p 61064 080-61864*000. 

“9204290069 Comment on proposed rulos 10CFR2, 19,20,30,31 .32,34,35,39,40, 60,61 & 
70 re stds for protection agafnsf radiation 

NEWELL, PR. Affiliation Not Assigned 50FR51992 86/09/2? Docketing & Services 
Branch Ip 61864 081-61084*081 

“9204290073 Comment on proposed rules 10CPR2, 19,20, 30,3 1,32,34,35.39.40. 50.61 & 
70 re stds for protection against radiation. 

MARTINI AK, A Affiliation Not Assigned 50FR51992 86/09/09 Docketing & Services 
Branch Ip 61864.082 61864*082, 

“9204290075 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation. 

REILLY.E H Affiliation Not Assigned 50FR5t992 86/09/24 Docketing & Services 
Branch 2pp 61864,083-61864*084 

“9204290076 Comment on proposed rules 10CFR2.1 9, 20, 30,3 1,32,34.35.39.40, 50,61 & 
70 re stds for protection against radiation 

SAMUELS, 5.W AFL-GIO 50FRSig92. 86/10/03 NRC - No Detailed Affiliation Given. 
2pp 61864 1 23-61864 124 


“9204290080 Comment on proposed rules 10CRR2,19, 20,30, 31 .32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation 

DURKE.S Affiliation Nol Assigned 50FR51992 86/09/26 Docketing & Services 
Branch Ip 61864 085 61864 085 

“9204290081 Comment on proposed rulos 10CFR2.19,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ERLANDER.RH Qibson Ef lander, fnc 50FR51992 86/05/01 Docketing & Services 
Branch Ipp 61864 056 61064 056 

“9204290063 Comment on proposed rules 10CFR2,19,20,3D,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

PRIMO.JP Affitiation Nol Assigned 50FR51992 86/09/29 Docketing & Services 
Branch Ip 61864 086 61 G64 006 

“9204290087 Comment on proposed rules 10CFR2, 19.20 ,30,31, 32,34.35.39.40, 50,61 & 
70 re stds for protection against radiation 

PRINCE, A Affiliation Nol Assigned 50FR51992 66/09/29 Docketing & Services 
Branch Ip 61864 087 61864 087 

“9204290090 Commont on proposed rules 10CFR2.l9,20,30,31,32,34,35,3g,40, 50,61 & 
70 ra stds for protection against radiation Opposes rule 

PATTON, G A Santa Cruz. CA 50FR51902 B6/04/29 Docketing & Services Branch 
2pp 61864 067 61864 058 

“9204290093 Commont on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34. 35.39, 40, 50,61 & 
70 ra stds for protoction against radiation 

GERBER, J Affiliation Not Assigned 50FR51992 86/10/07 Office of the Secretary of 
the Commission Ip 61864 125 61864 125 

“9204290095 Comment on proposed rules tOCFRa, 19,20, 30, 31, 32, 34, 35, 30,40, 50,61 & 
70 ro stds lor protoction against radiation 

HOLLAND, RT Affiliation Not Assigned 50FR51992 86/09/23 Docketing & Services 
Branch fp 61864 088 618B4 088 

“9204290096 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40. 50,61 & 
70 ro stds for protection against radiation 

WILL.D Affiliation Not Assigned 60FR51992 86/10/12 Offico of Ihe Socrelaiy of Iho 
Commission ip 61864 126-61664 126 

“9204290098 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 36.39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

WELCH, M Redwood Alliance 50FR51992 86/04/29 Docketing & Services Branch 
6pp 61864 059 61664 064 

“9204290099 Comment on proposed rules 1€CFR2.19,20.30,31,32,34,36,39,40. 50,61 & 
70 re stds for protection against radiation 

GIORGf.F J Affiliation Not Assigned 50FR51992 66/09/24 Docketing & Services 
Branch Ip 61864 089 61864 089 

“9204290101 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35, 39, 40, 60,61 & 
70 re stds for protection against radiation 

HALBERG.GP Affitiation Not Assigned 50FR51092 06/10/12 Offico of tho Secre- 
lary of the Commission Ip 61864 127 61864 127 

“9204290104 Commont on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40. 60,61 & 
70 ro stds for protection against radiation Opposes rule 

TANASE,J. Affiliation Nol Assigned 50FR51992 86/05/03 Docketing & Sorvices 
Branch 1pp. 61864 065-61884 065 

“9204290105 Comment on proposed rulos 10CFR2,1 9.20,3 0,3 1,32, 34,35, 39, 40, 50,81 & 
70 re Bids lor protection against radiation 

’ Affiliation Not Assigned 50FR51092 06/10/15 Office of the Secretary of Iho Com 
mission Ip 61864 128 61864*120 

“9204290109 Commont on proposed rules 10CFR2, 19,20 ,3 0,3 1,32,34,35.39,40, 50,61 & 
70 re Bids for protection against radiation Opposes rule 

SAEMANN,J Affiliation Not Assigned 50FFr51992 86/05/05 Dockeling & Services 
Branch Ipp 61864 066 61884*066 

“9204290112 Comment on proposed rules 10CFR2. 19,20,30,3 1.32.34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation.Opposes rule 

LADD, I Affiliation Not Assigned 50FR5ig92 86/05/06 NRC - No Detailed Affiliation 
Given 2pp' 61864 067-61864 068 

“9204290117 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

CHRISTIANOJ Affiliation Not Assignod 50PR51992 86/10/16 Offico of the Secro- 
tary of ihe Commission Ip 61064 129 81864 120 

“9204290132 Comment on proposed nilos lOCFRa.l 9,20.30, 3 1,32,34,35.39.40. 60.61 & 
70 ro stds for protection against radiation Opposes rulo 

MCCULLOM.W Affiliation Not Assigned 5OFR51902. 86/10/14 Office of the Secre 
tary of the Commission Ip 61064 130 61 B64 130, 

“9204290136 Comment on proposed rules 10CFR2.19,20,30,31,32,34.35,30,40. 50.61 & 
70 re stds for protoction against radiation Opposes njlo 

WELLMAN.G A, Affillalion Not Assigned 6OFR51902 86/10/15. Office of tho Secre 
tary of the Commission Ip 61884131-61864 131 

“9204299138 Comment on proposed rules 10CFR2, 19, 20,30,31, 3 2, 34, 35, 39, 49, 50,61 & 
70 ro aids for protection against radiation Opposes rule 

WELLMAN.CS, Affiliation >Jot Assigned 50FR51992 06/1 D/ 16 Office of the Secre- 
tary of the Commission Ip 81864 132 81864*132 

“9204290140 Comment on proposed rules 10CFR2, 10,20,30.31,32,34,35,39,40, 60,61 & 
70 ro aids for proloctlon against radiation. 

* Affilialion Not Assigned 50FR61992 86/10/17. Office of tho Socrelary of Ihe Com- 
mission, 1p« 61664*133 61864,133 

“9204290144 Comment on proposed rulos 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

SEPULVEDA, M Affiliation Not Assigned 50FR51992. 86/09/29 Docketing & Serv- 
ices Branch Ip 61064 091-61664,091 







••fi2C4290145 


11^ Commoni on proposed rul03 10 CFn 2 , 10 20,30,31, 32, n4, 35.30, 40, j0,61 & 

“NOO 0. .ho SOO,.I«A, 

of tho Commission 1p 61664 134 61664 134 
••92042D0147 Com monH>n proposed njlos lOCFR 2 , 1.0,20,30,31.32,34,35,39.40, BO,01 & 

«e/0»«0 D«=K 0 Ung * So^lcoa 

Branch Ip 61664 002.01664092 

-9204290152 Commenlon proposed rules 10 CFn 2 , 1 0,20.30,3 1,32,34,35.30,40, B0.01 A 
the Commfsslon Ip 61B64 135 61B04 135 

-9204290155 Comment on proposed rules 10CFn2,10,20,30,31,32.34,35,39,40, 50,01 A 

70 ro slds for protecUen ahalnsl . , c«rnrioon on/fin/ift n^rkel- 

SAUTAN.LF Conler for Farm A Food Research, Inc 60rnB1002 00/09/10 OocKOi 

ing & Services Branch Ip 61064 093 61804 093 
-9204290157 Comment on proposed rules 10 Crn 2 .l 0,20,30,3 1.32,34.35,00,40, 50,61 A 

^OaV™rA1hSo1?S 60FR51092 00/09/26 DocholN * S.,v 

ices Branch Ip 61064 094.61064 094 

-9204290160 Commenlo/i proposed rules 10 CFn 2 , 10,20,30.31,32,34,35,39,40, 50,fi1 A 
70 ro slds for protec lion against radlalion, ^ , o a ^ 

GUNSELMAN.DJ Altillation Not Asslnnod 60FR51092 06/00/26 Dockoling A Soiv 
ices Branch Ip 61664 095 61064 095 

-9204290166 Commonlon proposed rules 10 CFn 2 , 10,20,30,31,32,34,35,30,40, 60,01 A 
70 ro aids lor pioloc lion against radiation ^ , 

GITCHEL,B A AKilJatlon Not Assigned 60FH51092 Q6/09/24 Dockolmg A So/vlcus 
Branch Ip 01664096.01664096 

-9204290169 Commonlon proposed rules 10'CFn2,1t)|20,30,31,32,34,35,39,40, 60,61 A 
70 ro aids for proto clion against radiation r. ■ ,i 

SWITHTOWM.MW Altifiallon Mol Assign od 60niBiaft2 60/00/30, Dockollna A 
Services Branch Ip. 6t864 097 01064097. 

-9204290172 Comment on proposed ruins 10CFn2,10,20,30,3t,32,34,35,30,40, 60,01 A 
70 re fltds for proloclon against wdiotJon . ...... . « 

LAORADOR.T B Affjllstion Net Asslenod 50FR510D2 06/00/30, Dockollng A Sorv- 
Ices Branch 1p 61664 096 6l604wB 

-9204290176 Commont on proposed rules ICCFRa, 10,20,00,31,32,34,35,30.40, 50,61 A 
70 re stds for prelection against radiation, ^ , 

EDWARDA.FH Affiliation Not Aaslgnod 50Fn51092 66/10/02 Dock o ting A Service a 
Branch Ip 61664 000 61864 009 

-9204290103 Commont on proposed rules 10CFn2, 10.20,30,31,32,34,35,30*40, 60,61 A 
70 ro Bids lor proiocllon against radinllon 

COCHRAN.H Alliliallon f^t Assigned 60Fn23360 66/00/20. Oockoting A Ijervlcofl 
Branch 3pp 61064'1OO 61064 102 

-9204290184 Comment on proposed rules 10CFn2, 10*20, 30, 3 1,32, 34,35,30,40, BO.Ol A 
70 re stds for protection against rndiatlot) Opposes rulo 

TURNER,G AfWiallon Not Asslnrod 60rn51002 00/10/17. Olfico of thn firrcfoiary 
of the Commisslerv Ip 01664 136 61604.136 

-9204290166 Comment on proposed rules tOCrR2, 10,20, 30, 9 1, 32,34, 35,30,40, 60,01 A 
70 ro aWi ‘ ‘ 

LAPPIM.E 

the Commission Ip 61 064' 13^0 1864 137 

-9204290190 Commoni on proposed rules I OCFR 2, 10,26, 30.3 1.32,94, 35, 30, 40, BO.flt A 
70 re stds (or protection against radiation Opposes rulo 

• Affiliation Not Assigned 60FR5lfl92 66/10/17, Office of llio Socfclarv ol Iho Corn 
mission Ip 61064 136 01634.130. 

-9204290195 Comment on proposed rules lOCm?, 1 0,20,30, 3 1,32, 34, 35, 30, 40, B0.61 A 
70 re stds for preloclion against radialion, 

2E[GIER,M Alfiliallon Not Assigned 60Fn610D2. 86/10/16 Olfico ol Ifio 3ocfolftfy 
of tha Commission Ip 61064 146 61004 1-16 

-9264296269 Commont on proposed lutoa lOCm 2, 10, 20,30, 3 1,32, 34, 35, 39*40, 60,01 8 
70 ro stds for prolectlan against radiation 

VALOINI,M Affiliation Not Assigned 50FH51002 00/66/26 Dockelinn A Rorvlcos 
Branch 4pp 61864 103 61B64 100 

-9204290202 Commonlon proposed rules lOCFfi 2, 10, 20,30, 3 1,32, 34, 35, 39, 40, 5001 A 
70 re stds for prelucllon against radration Opposes rulo 
>|J Affiliation Not / ‘ ' 


STAPLETON, J Affiliation Not Assigned 66Fn5l992 06/10/07, Olfico of Iho Socre 
(ary of the Commission Ip 61004 140 61004 148 

-9204296286 Comment on proposed rules 1iOCFR2,1 0,20.30,31 ,32*34,35,3 6,40. 50.01 A 
70 ro stds for proloclioni against radiation 

WFRSIOOZ 06/10/03. OockoOno & Soivicoo 

(jrflncn ip d10B4*1O7-o1ov4i1O7 


) ro slds for protection against radJailonOpposea rulo 

\PPIN.B Affiliation Not AsslCfiod 6OrnBf!)02, 60/10/17, Office ol Iho Socrolory »l 


' 0204290210 C/Omimint on proponud rutim 1(K ( fi*^, ti) in \j u l^ 
/O ru Hills for iirohtclitiii nguinnt nullnUoo Opfhi'niin ruCn 
RTONl .1 F AililinKon Not A*i',lnniHl MJI IUi/UJ/.‘ii 

llrnnih Ipp iHim-i 13001 mu l!W 

-0204260221 (.ommuiK on prii|U>'ni«1 rutnri HiCI U> It i.’ H n 

/O ro htds for protni.tlotr aMUiiiHt rmliiition OjipoMi-i niTo 
' (*onc«rnO(l Ihli/un'i of rionugo < ounly, <)M MIJ IlMlUip' II'IMiI’Ii 
S uCfiiKiry of llwi (kJimnln-ilon ip tiUHPl ifil 1HH(M 151 

- 0204290223 Coniiimni on propo’ioii oiliiit UK I M«M1I IP M ij 
/O ro Hliln for proluutmn ngriinitl rmiintion 

iUAf.Klil MftY ll Arfihatif)n Nol An'iuiiNKl 5<i) HMilIl** iifr/iiF di 
icon itrnnih ip (nmi4 ill ill HIM ill 

* 0204200226 Corriiniinl (JO propo’ioil riilon UlClHiMn;*!) \0 11 i^ ih 
/O ro elih ior jjruloi Mon aimlnm rnitmfion ( ippimnn ruin 
fiTAIHITON.R AllilmiUin Niil Aiuimnnil r i 

loiy of tiro (, 0(11 minnion Ip (ilIKM i5«' illlKM 15;* 

-9204200227 (^oinrnonl on puM^moil riiln-i MKlIMp.lD^h ii) M 
/O ro Htdn fur pruliK (lun ngninM rmlmtionOjifHiFiin rolti 
W(ViS,K Affilinllun Nul AHSlgmiif ')Oi ItAKHJi* 
flrnilLh Ipp (lUKM 140 0 HUM 140 

' 6204200229 Curnnitint on iirupimuO rulini itU.f 1 1**, 11) A) 0} ii 
/O ro stdn for ixotmillon utininnt rmlintiun 
lailY.J Affilmlion Not Afpiiunml Mil ll,*'n(U) no/0!i//rl 
(Irmich tp 01004 IIP 01004 1 1P 

-9204290230 (toininiinl on profiunud loltnt 10(/l IIP, 10 ;’0. i<) ll r/ is r 
/O m sKIn (or prolix lion notilnnl mdiolinn O|)puh|o>^ rulo 
JiTAfh i IONJ T AffilPiilion Not A-xtlgnod Mli HfilD'l.' lOIMOi'* 
lory ol Iho (/Oinrnl*}nlon ip OllUM 15,101004 15’| 

-9204260232 CuriKnont rirr (xnpntHid nitun UK i iO' 10 VO M il >/ M 
/O ro otdn for nrolui.llpn (luolnil rriifinlitrn Oppnnun rulo 
IJU11MNO.OW Afhifnilon Nol Aurilnnod Mil HtilUOi* IKPMhm J ' < 
Inry of tlui Codinilnslon 1|> 01004 154 01004 154 

-9204290230 (Hoiimanl on prupusud mhin HK.i M:*,l|i,Pi> 'Hi If l/t| -.f, 
/<) ro aliln for frroKX.Ilun iignlnnl rndintlDn i Ipixmu^ ruUi 
MUNN!(JN,M AffilKilKm Nol Aft»iii|nod tiOl lihUMO* 

UrnM(,h ipp 01004 mi 01004 I4i 

-9204260237 ftonirriunl iui propinupd nihin lOCI ft;', ill m u i/ 'I 
/O rp nufn fur irroux Hun ngniriil rndmlrun 

OWI NO.M AMilialloii Nut AHnifjixiif fiOl fi'MIlt).* llO/' l li/c)/ fp.i ., 
eirrUKh Ip. 01004 1i;i 01004 1M 

-0204290230 (.nininiinl un iiropunud ruinn UK. 1 112.10 /U 'pi m *. ti ' 
/O ro fiKh fur pruiuMiuri ntpiind (ridirdimi ( iprunun ruWj 
(KUANilHAA Affiliniion Nul An*il«iiuil hOlfiriUHK* 00 U'mi /i ^ 
lory n1 Ihu (.(jiiiiiiinniuii ip 01004 I*d>f1l004 l5*i 

-9204290240 1 uinrnuni (in prupixMtd (uUii liU.i II**,111 *'il l<r ti k" i . 
/() «» iiKfn fur prrilui nun {i|iipip)i rruimoun OpiMiin (uiui 
MlCiilAHnhON.I' Allilinikifi Niil Axnmiiiid MlillMO'O* juuirr v -k. 
!<'(»*) Mrrimlt tp OUlhlMKlO OlOOMHio 

-9204290244 (Nimnutnl on prujxnnnl luUm UK, I If/ ill ,’r> 4 'p m i * m 
70 r(i ttti1» fur pruox llun ngtnoni rrulmtiun ( ippunrtn nilu 
ifWJIA Affiliniiun Nof AntOunud MiiiihioiK' Honor, 

[ironiti Ipp 01004 14;* oiotM t4;* 

-9204200247 Ch)niiruint un (MiiiMinud mini UK ( It*' ID .'O J “ h u*" 
/O ro <i1(i» fur pruliti.iiun nuiiinirt tmlmlniu 

IKK lUilOIl if I AUtfKOum Nul Annigiutij *i(MflMDiM pii (u , r, . 
Affiflntiun Olvitri tp 0lfl04 1M1 011104 1M1 

”9204290249 Cufiimuiil un pifFimind mtiih MH.1 fOMD /u *-u n j ‘ ii •• 
70 ro ntilii fur prutix.liuu ngmuttl rmliniiDU fVpnnn ndnti 
* AKMin Nul Anniuiuid MU ilMDlh* flo/OD/lO Pin knr *• ^ : 

OHIO, MM)/ 01(10100/ 

-92O42602B2 fluniimiui uu pmpnnnd uilun 101,1 HIMD I'U (t f m p 
/O ru iildH lor ()rulur,i*un itgnloni ifldiiomuOrHMMioi ojIm 
ONI ft 11 A AtMifttlori Nut A»j*tmn(hf MU frilD1K» iPklU/.-* r- Fk-j 
nramh ipp 01004:143 Ollltlt uili 

”9204290257 Coriirumil on |Mu|K)»od mtiiu UK If fl*' it) *'(i f * (i ' 
70 ro Btdn fur nrutm Don agamsi rmhaOun OutHMua mUiti 
STIIAW.J.R AffiHfllKm Nni Amiuiiml Mil lihfUO;* ilO/ij'MU/ 

Rfflfich ip, OIHO'J OOH ill 0(1,1 Oiin 


•9204290209 Comment on proposod ailos 10CFn2, 10.20, 30, 3 1,32.34, 35*36 40 6001 & 
70 re slds lor protection against radiation 


>9204290250 CommunI uri prufxiMHl luhui UK, I H / 111 . 'i " 

/() ro iitrM fur pfotix.iiun nuttinnt unjirtiKiuf hUNiMn uiKi 
O'NfU.II' Affiltnhun Nut AHfimniHl Mil (1511)07 fUUiMV’i 

RranLh Ipp OilKM l44fM(KM 144 


-9204290211 Commonlon proposed wtos tOCFR2. 10, 20.30.3 1,32.34,35.3 6, 40. GOOl & 
70 ro aids for protocOen againsi radia lion ' 

Dockollna A 9«™icok 


-9204260205 Comment on prrK>uttUil iirluK UK.f liii.UI *'■«) ♦ * r. « >*! 
/f) ro Olds fur proiof.llun iHIAlu^tl raikuMinO|UK)^uii rutu 
M.WANKKI.J AIMmiton Nu) Anikpxxf 'p<J1(lMdD7 honursi 
iIrpuUi Ipp OIIHM 145 01(11)4 145 


-9204290212 Comment on proposed rules 10CFR2, 19.20,30.31,32,34,35.30.40. 6001 

radiation Opposog rulo ’ 

L NINHAN.T AfliHalion Not Assigned BOFRSlOOa, 08/10/20. Olfico of Iho Socroiai 
of the Commission Ip, 61864^150 61884 ISO. eocroiw 

“ 70 •0CFn2.IO,2O,3O5,.32,M,35,O0.«, 50.6, 

OookotlnoASorvk:. 


-9204290273 (krrmmmi un jxptwrnml ruih» UK I Ii2jt) h i: » 
71) ro aids for prutoction fluniufd rodialKui 
HOSKWT Affdirtlion Nui AasFumxl M)f 11511)1)/ wirionu ^ 
iho CurnrnHslun Ip (111104 llJilUKH 15/ 

-9204200203 Cornrnonl on fxojKrsurl rulmi KKIf fCMD 2<» »* f 

70 re ntdtt (or proiocUon against ukiiamxi 

AVERY AlfiJIalion Nol Anamrmf 501 nM0l);» tHi/iO/*.‘ri ^ u-. ^ m 
< lonirnl«nlon ip til004 1560! 004 IMI 


nurtuwv/rvi:: i cl/ i i civi^ 




-9204290296 Comment on proposed rules 10CFR2J 9.20, 30.3 1.32, 34 ,35.39, 40, 50,61 & 
70 ro stds for protection against radiation Oppose rutea 

MELILLO,D Affiliation Not Assigned 50FR51992 66/09/16 Docketing & Services 
Branch Ip 61863 000 61063 009 

-9204290297 Comment on proposed rules 10CFR2.1 9, 20,30,31, 32.34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

BISHOP, DA Afliliation Not Assigned 50Fn51992 86/09/09 Docketing & Services 
□ ranch 2pp 61663 010 61863 011 

-9204290301 Comment on proposed rules 10CFR2. 19, 20 ,30,3 1,32.34 ,35, 39,40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

* Affiliation Not Assigned 50FH5t992 06/09/10 Docketing & Services Branch Ip 
61083 013 61863 013 

-9204200303 Comment on proposed rules 10CFn2. 19,20,30,3 1.32.34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

CUNNINGHAM.V Affiliation Not Assigned AA38 2 0629 86/09/16 Docketing & 
Services Branch Ip 61863 014-61803 014 

-9204290307 Comment on proposed rules 10CFR2. 19.20,30,31 .32.34,35,39,40, 50.61 & 
70 re stds for protection against radiation Oppose rules 

PECK.H Affiliation Not Assigned AA38-2 0630 86/09/ 12 Dockoling & Services 
Branch Ip 61063 015-61863 015 

-9204290312 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32.34,35, 39,40. 50.61 & 
70 re stds for protection against radiation Oppose rules 

SMITH.SJ Affiliation Not Assigned 50FR51992 86/09/11 ZECH.LW Commission- 
ers (Post 7501 10) 1p 61863 016 61663 016 

-9204290316 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32,34,35, 39,40, 50,61 & 
70 re stds for proterlion against radiation Opposes rule 

COULIADES.J Affiliation Not Assigned 60FR51992 86/00/21 Dockoling & Senrices 
Branch Ip 61864 167-61864 167 

-9204290319 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32, 34 ,35, 30, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

B RADLEY, M Affiliation Not Assigned 50FR51992 66/08/27 Docketing & Services 
Branch Ip 61864 168-61864 168 

-9204290323 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32, 34,35,39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

DARLING, D Affiliation Not Assigned 5OFR5t092 66/00/25 Docketing & Services 
Branch 1p 61864 169 61864 169 

-9204290327 Comment on proposed rules 1QCFR2, 19, 20, 30, 31 ,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

KLUGE, H Lakeland Audubon Society, Inc 50FR5ia92 86/09/10 Docketing & Serv 
ices Branch 4pp 61863 01 7-61 063'O2O 

-9204290328 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation 

LAFORGE,J Affiliation Not Assigned 50FR51992 86/10/01 Docketing & Sen/ices 
Branch Ip 61864 114 61804 114 

-9204290329 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposo rules 

ZWIN.PW Affiliation Not Assigned 60FR51992 06/09/10 Dockoling & Son/lcos 
Branch Ip 61063.021-61863 021 

-9204290331 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 36, 39,40, 60,61 & 
70 re stds for protection against radiation 

STONE, C E Affiliation Not Assigned AA38-2 0806 86/10/06 Docketing & Services 
□ranch Ip. 61BG4 115 61864 115 

-9204290332 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34 ,35.39.40, 50,61 a 
70 ro stds (or protection against radiation.Opposes rule. 

ZWIN.PT Affiliation Not Assigned 50FR51992 86/09/18. Docketing a Services 
Branch Ip 61863 022 61063 022 

-9204290341 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 30, 40, 50,61 a 
70 ro aids for protection against radiation Opposes rule 

LOHR.L Affiliation Not Assigned 50FR51992 86/08/26 Docketing & Services 
Branch 1p 61864 170-81864 170 

-9204290342 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35,30,40, 50,61 a 
70 ro stds for protection ogalnst radiation 

A DAMS, M AUitiation Not Assigned. 56FR23360 88/10/01 Oockating a Services 
Branch 2pp 61884 117-61064 116 

-9204290344 Comment on proposed rules 10CFR2.1 9,20.30,31 ,32,34.36,39.40, 50,61 a 
70 re stds for protection against radiation 

WESTFALUn G Affiliation Not Assigned 50FR51992. 86/09/28 Office of the Secre- 
tary of the Commission Ip 61864 169-61864.169 

-9204290347 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

PIEPER.C Affiliation Not Asslgnod 6OFR51092, 86/09/02 NRC - No Delniled Affili- 
ation Given. Ip. 61 864 160 61864‘160 

-9204290350 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,36,39,40, 60,01 a 
70 re stds for protection against radiation Opposes rule 

GOLDBERG, MG Affiliation Not Assigned SOFR61092 86/08/26, NRC - No Detailed 
Aifillallon Given Ip 61864 161-61804.161. 

-9204290352 Comment on proposed rules 10GFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

SCHNEIDER.C House of Rep. 50FR51992. 86/00/19 ZECH.LW. Commissioners 
(Post 750119) 1pp. 61064.171-61864.171. 

-9204290357 Comment on proposed rules 1 0CFR2,1 9,20,30,31 ,32,34,35,30,40, 60,61 & 
70 ro stds for protection against radiation 

SCHROEOER.H A Affiliation Not Assigned. 60FR51992 86/09/02. NRC - No De- 
tailed Affiliation Given 1p 61864-1 62-61 864:1 62 

-9204290361 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39.40. 60,61 a 
70 re stds lor protection against radiation Opposes rule 

HALVORSON.A Affiliation Not Assigned 5OFn61092. 86/08/26 Dockoling a Serv- 
ices Branch, ip, 61064'173 61864 173 


-Q2042903G2 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.35.39, 40, 50,61 a 
70 re stds for protection against radiation 

PULS,M AffilJalion Not Assigned 50FR51992 86/09/01 Office ol the Secretary of 
the Commission Ip 61864 163 61864 163 

-9204290364 Commonl on proposed rules 10CFR2,1 9, 20,30, 31. 32,34.35, 39, 40, 60,61 a 
70 re stds (or prolectior^ against radiation Opposes rule 

DAVIS Athhatlon Not Assigned 50FR51992 86/08/26 Docketing a Services Branch 
Ipp 61064 1 74-61864 1 74 

-9204290365 Comment or^ proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

FLECK.M Affiliation Not Assigned 5OFR51092 86/08/30 NRC • No Detailed Afdli 
alien Given 2pp 61864 164-61864 165 

-9204290373 Comment on proposed rules 10CFR2, 19,20,30,31, 3 2, 34.35.39, 40, 50,61 a 
70 ro stds for protoction against radiation 

* Afliliotion Not Assigned GOFR51092 06/08/29 Office of the Secretary of the Com 
mission Ip 61864 166 61864 166 

-9204290375 Comment on proposed rules 10CFR2, 19.20.30,31, 32, 34,35, 39, 40. 50.61 a 
70 re stds for protection against radiation 

BERG.W Affiliation Not Assigned 5DFR51992 86/10/08 Docketing a Services 
Branch Ip 61864 119-61864 119 

-9204290370 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34 .35,39.40, 50,61 a 
70 ro stds for protoction against radiation 

BERNSTEIN, R Texas, State of 50FR51002 66/00/26 Dockoling a Services Branch 
Ipp 61064 1 75 61864 1 76 

-9204290380 Comment on proposed rules 10CFR2, 16, 20, 30, 31, 32, 34.35, 39, 40, 50,61 a 
70 ro atefa for protection against radiation 

SUIECKLJ Afliliation Nol Assigned 50FR51992 80/10/09 Docketing a Services 
Branch tp. 61864 120 61664.120 

-9204290387 Commont on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 39, 40, 50,61 a 
70 re stda for protection against radiation Opposes rule 

MAIO.K Affiliation Not Asslgnod 50FR51992 86/10/06 NRC - No Detailed Afliliation 
Givon Ip 61664 201 61B64 201 

-9204290393 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 36, 39, 40, 60,61 a 
70 re stds for protoction. against radiation Opposes rule 

WILLIAMS.MC Affiliation Not Assigned 50FR51092 06/00/10 Dockoling a Services 
Branch 18pp 61864 176 61864 103 

-9204290395 Comment on proposed rules lOCFR 2, 19, 20,30,3 1,32,34,35,39.40, 50,61 a 
70 re side for protecticni against radiation 

PEDERSEN.G Affiliation Not Assigned 50FR5I992 66/10/09 Offico of the Secre- 
tary of the Commission Ip. 01864 202 61864 202 

-9204290401 Commont on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re aids for protocllon against radiation Oppose rule 

GOODE, M Afliliation Not Assigned 60FR61992 86/10/06 Office Of the Secretary of 
the Commission Ip 61664*203 61064 203 

-9204290406 Comment on proposed rules 10CFR2, 19, 20, 30,3 1.32, 34, 3 5, 39, 40, 60,61 a 
70 ro stds for protoclion against radiation Opposes rule 

SKIBBEE.PL Affiliation Not Assigned 50FR61992 86/10/10 Docketing a Services 
Branch Ip 61064 194-61 6 64' 104 

-9204290409 Comment on proposed rules lOCFR 2, 19,20 ,30,3 1,32, 34 ,3 5,39 .40, 60,61 a 
70 ro stds for protoclion against radiation Opposes rule 

OWEN.B Affiliation Not Assigned. 50FR51992 66/10/09. Oockeling a Services 
Branch Ip 61864:195 61864.195 

-9204290411 Comment on proposed rules 10CFR 2, 19,20,30,31,32,34,35,30,40, 50,61 a 
70 ro stds for protection against radiation 

BRENNER.RA AKlIiat Ion Not Assigned 60FR51002 86/09/06 NRC ■ No Detailed 
Affiliation Given 1 p. 61664 204-61 864 204 

-9204290413 Comment on proposed rules 10CFn2, 10,20,30,3 1,32,34,3 5,39.40. 50,61 a 
70 re stds for protection against radiation Opposes rule 

* Affillafion Not Assigned. 5OFR610O2 06/10/15. Dockoling & Services Branch Ip 
61664.196 61864 196 

-9204290414 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34,3 5,39,40, 60,01 a 
70 re stds for protoction against radiation 

MARTIN.C Affiliation Not Assigned 50FR51992 86/10/06 NRC • No Detailed Aflili 
atlon Given Ip 61 864 <205 61064 205. 

-9204290410 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 3 5, 39, 40, 50,01 a 
70 re stds for protection against radiation 

HICKMAN, J.B Afflliation Not Assigned. 60FR61G92 86/10/06. Offico of the Secretary 
of the Commission. Ip 61864.206 61864 245. 

-9204290420 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.3 5, 39, 40, 60,61 a 
70 re stda (or protection against radiation.Opposes rule 

JOHNSON.E Affiliation Not Asslgnod. 50FR61992 06/10/09. Docketing a Services 
Branch 1pp. 61864.107-61864 197 

-920429042G Comment on proposed rules lOCFR 2, 10,20,30,31,32,34,35,39,40, 50,61 a 
70 re stds lor protection against radiation. Opposes rule 

* Affiliation Not Assigned 60FR619D2. 66n0/16. Dockoling & Services Branch. 1p. 
61 864' 109-81884.199. 

-9204290431 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 3 5, 30, 40, 60,61 a 
70 re aids for protection against radiation .Opposes rule 

LORD.WS Affllialion Not Assigned 50FR51092 86/10/15 Docketing a Services 
Branch 1p. 01 064,200-61 864.200. 

-9204300266 Discusses Commission meeting on finalization of radiation stds. 
D’ARRIGO,D Nuclear Information a Resourco Service. B8FR 23360 08/11/28 
ZECH.L Commissioners (Post 760119). Ip. 61864 253 81064 253 

-9205000166 Submits list of five Items re draft SRM on Part 20 Impio mentation dales 
MORR1S.O. NRC - No Datnilod Affiliation Givon AA38 2 0676 90/10/28. COOL,D. 
NRC - No Detallod Afliliation Givon 40pp 61856 260 61656'354 



"92C61102&3 Commenl on proposed rules 10CFR2, 10,20, 3 0.31, 32, 3 4. 35^39, 40, 50, &1 & 
70 ra sids (or proteclion agalnsl radiation 

KOCHERYJA Affiliation No* Assigned AA38 2 1093 86/05/13 Dockating S Serv- 
ices Branch Ip 6 1871 211 -SI 871 211 

-82051 10209 Comment on proposed rules 10CFn2,l9.20,30-,31.32.34.35.39,40. 50,61 & 
70 re side for protection against radiation Supports rules 

POTOCIK.DP Affilialron Not Assigned AA3a 2 1094 86705/13 Doclteling & Soiv- 
Ices Branch Ip 61871 212-61871 212 

-9205110211 Commarl on proposed rules 10CFR 2, 19,20.30, 3 1.32,34,35, 39, 40. 50,61 & 
70 re stds for protection against radiation 

HERD,E Affiliation Not Assigned AA3a 2 1095 B6/05/15 Docketing & Services 
Branch tp 61871 213 61871 213 

-9205110216 Commanl on proposed rules 10CFR 2. 19,20,3 0,31. 32,34.35, 39,40, 50.61 & 
70 re stds for protection against radiation 

STRONG,! R Washington. State of AA3fl-2 1096 8 5/05712 DockoUng & Services 
Branch Ip 61871 214-61871 214 

-9205110220 Comment on proposed rules 10CFR2, 19. 20,30.3 1.3 2,34.35. 39.40, 50,61 & 
70 re slds for protection against radiation 

HORVATH.K J Affiliation Not Assigned AA38 2 1097 66/05/15 Office of the Secre 
tary of the Commission tp 61871 215 61871215 

-9205130014 Forwards draft rev to 10CFR20 for review & comment Response request 
ed by 680113 W/o end 

NUSSDAUMER,aA Assistant Director for Slate Agroemenls Program 56FR23360 
87/12/23 Affiliation Not Assigned Ip 61846 318 61646 316 

-8408310085 Recommends RES change specific raquiremont of 10CFR20,App A re 
respiratory regulation Requirement should be more generic & (ess proscriptfvo 
BAtR.R L Engineer} no & Generic Commu deal ions Br.Div Emerg Prep & Engineering 
ResponseJE 6eFFI23360 84/0B/27, ALEXANDER.R E Occupational Radlallor> Pro 
taction Branch 3pp 61843 292 61643 295 

-8604228322 Commonis on draft Part 20,StJt>part H Exising basis for good 
equfpmenl,CQuptocl w/rocommended beard prohibition, should continue to be funda- 
mantel 

BAER.RL Engineenng & Generic Communtcalions Br.Div Emerg Prep & Engineering 
Response.lE 66FR23360 85/04711 MiLLS.W Hoallh Eflecls Branch 9pp 

61643 296 61643304 

-8500020278 Comments on proposed rule 10CFR20 re applicability dunng 
cmorgenclas Disagrees w/RES position of Section 20 9. "Condilfons of Exposure 
Changes in wording needed, including definition of ‘'emergency’' Agrees w/basic 
Intent. 

BAER,R L Engineering & Generic Communications Br.Div Emerg Prap & Engineering 
Response, IE 56FHa3360 85/07/20 ALEXANDER.R Health Effects Branch 4pp 
61843 305 51843 307 

-8502120515 Informs that stalf will be revcawtng proposed rev 1o lOCFRao during com- 
monl period Region I should underiako similar review 

PARTLOWJG Div of Inspection Programs, IE <850212-870413) 56FR23360 88/02/ 
05, MARTIN, TT Region 1 (Post 820201) 2pp 61642 264-61842 265. 

-6503240347 Forwards proposed rev to 10CFR20, "Stds for Proteclion Against Radi- 
ation,” to aid in development of radiation protection procedirros.por 560124 
request Copy of draft regulations requested W/o end 

ALEXANDER, RE Office of Nuclear Regulatory Research, Director (Pro 560720) 
66FR233G0 86/03/03. VALENTI N,J, Sweden. Govt of tp 61042 267-61642 207 

-0853240369 SECY 86 046 Provides backfit analysis for 10CFR20 proposed rule for 
Commission review & approval for publicalion in FR for public comment 
STELLO.V Ofc o1 llie Executive Dlraclor for Operations 56FR23360 06/02/10 
308pp 61846 319 61847.042 

-0053250208 Forwards proposed rev to 10CFR20, *‘Slds for Protection Against Radi 
ation,” per 360282 request Rev believed to bo consistent w/jiustilicatton & optimiza 
tion pnnciples of I nil Commission on Radiological Protection 
ALEXANDER.R E Office of Nuclear Regulatory Resoarch, Director (Pro 060720), 
56FR233&(), 80/93/13. WARNECKE,E Germany, Federal Republic of Ip 61542 330 
61642 339 

-5503255275 Advises that public meolings for proposed mafor rov to 10CFR20 wrill be 
considered at close of public comment period to permit incorporaticn of written com- 
ments or structuring of appropnflle agenda 

MINOQUE.R B Office oJ Nuclear Regulatory Researoh, Diraclor (Pro 660720), 
6BFR23360. 85/03/12 GRACE.J N Region 2 (Post 820201) 2pp 81642337- 
61642 330 

-860325D296 Roqueats advice as to fegal accuracy & significance of end ID Bross 
860224 Hr docketed as official Itr of comimoni on major rev to 100FR20 published in 
FR on 8691 09 

ALEXANDER, RE Office of Nuclear Regulatory Research, Dtroclor (Pre 860720) 
S6FR23360 66/03/10 BECKER, JM Office of the Exocutrvo Legal Diroclor (Pro 
860701) Ip 61842 327 61642 333 

-6603250301 Informs of annual Independent regulatory review of rulemaking to revise 
10CFR 20 Proposed rule published in 860109 Ffl.RevIew posiponed until closo el 
comment period on B60S1 2 

WINOGUE.R B Office of Nuclear Regulatory Research, Director (Pre 660720) 
5GFR23360 86/03/12 STELLO.V Ofc of the Executive Director for Operations. 2pp 
61842334 61842 335 

-6605070439 Responds to questions In 560416 Hr LIcensoos expected to keep expo- 
sures to membara ol public bolcw 0,1 rom/yr unless otherwise aulhofized Comments 
on proposed revs 1o 10CFR20 requested. 

ALEXANDER, R E Rediation Risk Assessment & Management Branch (860325- 
860720) 5BFn23360 56/04/22 MOBERG.AJ Newport T'lews Shipbuilding & Dry 
Dock Co Ip 61643 085 61843 055 

106160527 Forwards comments on proposed rev to 10CFR20, “Need for Change In 
luLron Quality Fadora ** 

RTLOW.JG Div Of Inspeclion Programs, IE (850212-870413) 66FR23360, 06/06/ 
GOLLER.K R Division of Radiation Programs & Earth Sciences (840429 660720) 
61843 2Q5 61643,201. 


-8611130377 Submits addl comments on Subpart H of proposed 10CFR20 rev, Includ- 
ing concerr^s w/loophole addressed In 060411 memo.use of protection factors & 
emergency use of respirators 

BAER.flL Engineenng & Generic Communications Br.Div Emerg Prep & Enginooring 
Response.lE 66FR23360 56/11/10 ALEXANDER.R E Office of Nuclear Regulatory 
Research (Post 860720) 2pp 61843 332 61843 346 

-8701280280 Responds to request for views on enforceability of 1OCFR204O1 ra 
whether regulation requires licensee to follow Instructions on Form 5 Position taken by 
region in citing licensee for inadequate recording of doses supported 
LIE BERM AN, J Assistant General Counsel for Enforcement 56FR2330O 57/01/13 
MCKEE, P F Operating Reactor Program Br.Div of Inspection Programs, IE (B5021 2- 
070413), 6pp 61844 040 61844 050 

-8704 1 50096 Comments on draft EDO decision paper for 1OCFR20 rulomaWng, per 
570331 memo Proposed Alternative 2 would not achieve changes to Part 20 support- 
ed by majority of staff Suggests that RES convene working group 
PARtLOW.JG Div of Inspection Programs, IE (850212-870413) 56FR233B0 87/04/ 
10 ALEXANDER.R E Safety Rosearen Application Branch Ip 61844 159-61844 219 

-8712100314 NENS/OSART/87/12 "Operational Safety of Nuclear Installations " 

* Irilernatlonal Atomic Energy Agency 56FR23360 67/10/31 50pp 61850 027- 
61850 077 

-8802260117 Forwards comments of 871209 draft rev of lOCFR 20 Concurs w/lan 
guage of proprosed rule, pending resolution of comments Proposed rule adequate ro 
respiratory protection program 

CONGEL,FJ Division ol Radiation Protection & Emergency Preparedness (Post 
670411) 66FR23360 88/02/12 MORRIS, B M Division of Flegulatory Applications 
(Post 870413) 9pp 61846 066 61846 074 

-8303210352 Forwards draft of responses to help Port 20 working group respond !o 
public commonis in respiratory protection area per H Paterson request 
WIGGINTON.J Office of Nuefear Reactor Regulation, Director (Post Q70411) 
S6FR23360. 66/03/17 ROECKLEIN.A Office of Nuclear Regulatoiy Roseofch (Post 
660720) 3pp 61047194-61847 207 

-8603300481 Informs that draft 10CFR20 rev reviewed by divs within NMSS & dotailod 
comments provided to NMSS contact on Part 20 Working Group.per 071211 
request.Ofc lovel concurrence should be on schedule for Apr 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
66FR23360 88/01/28 MORRIS, B. Office of Nuclear Regulatory Rosoarch (Posl 
660720) 2pp 61846 052-61846 052 

-8805250382 Advises of one significant conflict between 29GFR1910 134, "Respiratory 
Proteclion ’’ & existing draft Part 20 respiratory section NIOSH does not certify airline 
respirator for use in IDLH areas 

WIGGINTON.J Office of Nuclear Reactor Regulalion, Director (Post 870411) 
66FR23360 00/05/18 PETERSON, H Office of Nuclear Rogulalory Rosoarch (Post 
860720) ip. 61848 036-01048 039 

-8809220021 Forwards comments on review of language of 10CFR20 rulemaking pack- 
age did 580826 

CUNNINGHAM.L J Radiation Protection Branch 66Fn23360 88/09/16 

ROECKLEIN,AK Radiation Protection & Health Effects Branch 6pp 01840 208- 
61048 211 

-8809300170 Concurs w/ rulemaking for 10CFR20 pending resolution of issues raised 
prior to transmittal to Commission 

THOMPSON,H L Office of Nuclear Material Safely & Safeguards 56FR23360 68/00/ 
21 BECKJORD.ES Office of Nuclear Regulatory Research (Post 060720) 2pp 
61848.212-61048 213 

-8901300338 Requests that ron guide on control of access to very high radiation areas 
bo prepared, per SECY-88 31 6 

CONQEL.FJ Division of Radiation Protection 5 Emergency Preparedness (Posi 
070411). 66FR23360 89/01/13 GILLESPIE, F P Program Managemonl, Policy Devel- 
opment & Analysis Staff (Post 87041 1) 78pp 61851 081-61851 166 

-.8902060466 Forwards comments on rov of 1 DCFR20 Comments both substanlivo & 
editorial 

BECKER, JM Office of the General Counsel (Post 660701) 66FR23360 85/01/07 
MORRIS.B Division of Regulatory Applications (Post 670413) 8pp 61845 309- 
61845 314 

-8902270444 Dtsccuses procedure for controlling & accounting for radiation exposure 
of NRG employees 5 conira dors Although doses incurred by NRG employees well 
below regulatory limits guidance in Manual Chapter 0524 not being foltowod 
STELLO.V Ofc of the Executive Director for Operations 66FR23360 09/02/17 Com- 
mlsslonere (Post 760119) 80pp 61851 239 61861:320. 

-8903210080 Advises that 10CFR19 13(0) does not require reporting Of bioassay data 
or other Info on Intakes of radioactive mat! 

CUNNINGHAM.L J. Radiation Protection Branch. 56FR23360 89/03/13 

BELLA MY, R R, Region 1 (Post 820201) 8pp. 61852.055 61852.060, 

-8904190297 Responds to 890126 memo re record retention for ex-llcensoe alter li- 
cense has been torminatod Ex-licensee not required to rotein records under Part 20 of 
NRC regulation or proposed regulations 

JEHLE.P Office of Ihe General Counsel (Post 860701) 56FR233B0, 89/02/27 
MILLER, CL Standardization & Non-Power Reactor Pro|ecl Direcloralo (870411- 
800729). 2pp 61 052,042-61 852 043 

-8905240860 Forwards draft notice to federal agencies w/NRC licenses re potontial 
conflicting requirements between now federal guidance on occupational radiation con- 
trol & existing Pari 20 requirements Comments by 870930 requested 
ALEKANDER.RE, Radiation Protection & Health Effects Branch 56Fn23360 87/08/ 
26 BROWNINQ.RE. Division of High-Levef Waste Management (Post 870413) 7pp 
6154 4 350 61844.355. 

-8906160045 Responds to 690517 request for review of end draft Commission paper 
re 10CFR20N0 legal objection to paper In order lo inform Commission o( author 
views, listed paragraph should be added a( end of Commission paper 
TBEBY.S A Asslatanl General Counsel for Rulemaking & Fuel Cycle 66FR233B0, 80/ 
05/22 6ECKJORD.E.S, Office of Nuclear Regulatory Rosoarch (Post 860720) Bpp. 
61553023 61853 077, 
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-^090-6220065 Informs of NRR concurrence on Part 20 policy papor.per 090517 memo 
GILLESPIE, F P Program Management, Policy Development & Analysis Staff (Post 
870411) 5eFn23a66 89/05/30 BECKJORD.E S Office of Nuclear nonulaloiy Re- 
search (Post 860720) 21pp 61853 081 61853 121 

' 6906290452 Advises that NMSS concurs w/10CFR20 policy paper re issues of alter 
native methods of assessing, recording & controlling internal doses & inability of U re 
covery facilities to comply w/App B values for Rn 222, per 890517 request 
BERNEH0,R M Office of Nuclear Material Safety & Safeguards 56FR23360 09/06/ 
08 BECKJORO.es Office of Nuclear Rogulatory Research (Post 860720) Ip 
61663 248 61853 250 

-6910120217 Discusses proposed reg guides to suppi revised 10CFR20,per 890306 
memo Fuel cycle guide warranted & aevelopment supported Reg guide for matls In- 
censoes would not bo of great utility 

CUNNINGHAM.R E Division of Irtdustrial & Medical Nuclear Safely (Post 870720) 
56FR23360 89/09/20 MORRIS, B M Division of Regulatory Applications (Post 
870413) Ip 61854 075 61854 075 

-8912220043 Forwards draft memo re applicability of 10CFR20 to occupational radi- 
ation exposures resulting from radon & radon progoncy at nuclear power plants 
CUNNINGHAM, LJ Radiation Protection Branch 56FR2336Q 89/12/14 HfCKEY.JW 
Operations Branch 19pp 61054 322 61854 342 

-BOO 3 060277 Provides comments on memo for NRC regions re applicability of 
10CFR20 to occupational radiation exposures Radon & radon progeny are natural 
bacKground sources unless from radioactive decay of licensed matl within 10CFR20 
TREQY.S A Assistant General Counsel for Rulemaking & Fuel Cycto 56Fn23360 90/ 
01/25 CONGEL,FJ Division of Radiation Protection & Emergency Preparedness 
(Post 870411) 11pp 61055 016 61855 028 

-9905210135 Forwards comments on review of draft radiation protection Reg Guides 
8N1.0N4B.8 N6,8 NO & 8 N10 

CUNNINGHAM.LJ Radiation Protection Branch 56rR23360 90/05/10 

VIRGILIO.M J Policy Development Technical Support Branch (Post B70411) 35pp 
61055 224-61855 260 

-BOO 5290001 Comments on review of listed reg guides for revised Part 20, including 
S N 4b, "fnlQrprelallon of Bioassay Meaauromonts" & 8 N 5, ’’Criteria & Procedures 
for Summation of Internal & Exlernat Dose ” 

CUNNINQHAM,R E Division of Industrial & Modical Nucfoar Safety (Post 070720) 
5BFR23360 90/05/04 MORRlS,B M Division of Regulatory Applications (Post 
870413) 6pp 61055 218-81855 223 

-9101220141 Forwards draft memo responding to questions raised concerning regula- 
tory position re assessment of licensed matl at nuclear power plants that appear to 
have resulted from ingestion ralher than inhatation 

CUNNINGHAM.LJ Radiation Protection Branch 56FR23360 91/01/10 

JOYNER, JH Rogfon 1 (Post 820201) lOpp 61059 034 81859 043 

-9105230087 Discusses use of regulatory positions In reg guidos for assessing compli 
anco w/new part 20 

CUNNINGHAM, LJ Radiation Protection Branch 56FR23360 91/05/16 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 6pp 61850 288 61059 292 

-9204080348 Discusses changes for final 10CFR20 package Suggested approach for 
separate radon limits for U recovery licensees will allow rute to go forward while 
matter being addressed^ 

DRAGONETTE.K Office of Nuclear Material Safety & Safeguards 56FR23360 88/ 
12/16 PETERSON, H Office of Nuclear Regulatory Research (Post 060720). 85pp 
61850 203 01851 046 

-9204060307 Proposed rule 10CFn2,19.20.30.31 ,32,34,35,30.40,50.61 & 70, "Stds for 
Protection Against Radiation ” Rulo would provide requlroments for protection of indi- 
viduals exposed to Ionizing radiation from routine activities licensed by NRC 
GRIMSLEY.DH Office of Administration (Post 890205) 56FR23360 86/01/02 
250pp 61840 072 61841 208 

-9204060389 Requosls papers for Health Physics Society mid-yr topical meeting on 
900204 08 In Atfanlfc Cily.NJ re risks Reg guidos 8 29 & 8.13 will be revised as result 
of major rev of 1 0CFR20 

ROECKLEIN,A K Radiation Protection & Hoallh Effects Branch 5eRn23360 09/02/ 
14 CHRISTMAN.EA Rutgers, New Jersey, State Unrv of, PIscataway, NJ Ip 
61B51 047 61051 047 

-9204070001 Informs that rej guide on workplace air sampling being written to meet 
roquirements of new 10CFR20 Workshop on workplace air sampling proposed to be 
hold first wK In Dec 

MCQUIRE.S Radiation Protection & Healih Effects Branch 56FR23a60 89/02/14 
ROECKLEIN.AK Radiation Protection & Hoallh Effects Branch 26pp 61851 048- 
61051 080 

-9204070014 Discussos data on radon releasos from U mill sites roceivod from D 
Smith 

DRAGONETTE.K NRC ■ No Detailod Affiliation Givon 56FR23360 88/12/16 
BELL,M NRC - No Detailed Affiliation Given. SBpp 61851 157-61051.214 

-9204070015 Advises of agreement re no substantial fnereoso in safety associated w/ 
10CFR20 proposed rev 

SCHWINK.W NRC - No Detailed Affiliation Given. 56FR23360 86/01/16 GOLLER.C 
NRC - No Detailed Affiliation Given. 16pp 61 041 '209-61 841 224. 

-9204070021 Provides status of branch planning for 10CFR20 reg guide 
development Specific guide tasks will be Identified In consultation w/Scientecn & task 
order will be issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given 56Fn2a30O 89/02/01 
ROSZTOCZY.Z NRC - No Detailed Affiliation Given Ip 61851 216 61051.216 

-9204070036 Forwards list of priority Issues discussed at last staff meeting 
REHM.TA Assistant for Operations (Post 890205) 56FR23360 86/01^6 Ofc of the 
Executive Director for Operallons 6pp. 61841 225-61842 262. 

-9204070042 Advises lhat phase 1 repl from Sclentech re needs & prionllos for devel- 
oping or revising rogulatory guidance for Implementation of new part 20 reviewed & 
proposes Hated schedule for staff work. 

ROECKLEIN.A K. Radiation Protection & Health Effects Branch 56FR23360. 88/12/ 
01 MORRIS, 6 M Division of Regulatory Applications (Post 870413) 22pp. 
61B51 216 61051.237. 


-9204070052 Conlirms 890214 talcon requesting permission to reproduce limited 
number of copies of pages 36-39 of NCRP rept 84. General Concepts for Dosimelry 
of Internally Deposited Radionuclides” pages 18 19 of NCRP rept 91 
PETERSON.HT Radiation Proloction & Health Effects Branch 56FR233B0 89/02/ 
15 NEY.WR National Council on Radiation Protection & Measurements Ip 
B1051 230 61 651 236 

-9204070071 Informs that proposed rev of NRC *‘Stds for Protection Against Radiation 
(10CFR20),” will be sonl m near fulure 

MINOGUE,R B Olfico of Nuclear Regulatory Research. Director (Pro 860720) 
56FR23360 86/02/04 DUNSTER.H J United Kingdom, Govt of Ip 61842 263- 
61042 263 

-9204070076 Responds to request for permission to reproduce limit ed number of 
copies of pages 36 30 of NCRP rapt 84 A pagos 18- 19 of NCRP rept 91 
SPAHN.JA National Council on Radiation Protection & Measuremonls 56FR23360 
89/03/02 PETERSEN.HT Radiation Protoclion & Healih Effects Branch 6pp 

61851 321-61851 326 

-0204070005 Notifies of need for assistance m editing workload to modify reg guidos 
for part 20 imptemenlation Enel rept provides markod-up seclions w/changes for 
minor & editorial revs 

ROECKLEIN.A K Radiation Proloction & Healih Effects Branch 56FR23360 89/02/ 
2a BUROA.AJ Program Managomerkl, Policy Development & Analysis Staff (Post 
070413) 76pp 6185 1 327-61852 041 

-920 4070 12Q Advises that several comments on revised 10CPR2O rule pointed out 
minor inconsistencies in rule &. one comment pointed out that position on embryo/ 
fetus dose calculation would preclude accurate fetal dose assessments 
PETERSON. H T Radiation Protection & Healih Effects Branch seFR 23360 09/03/ 
13 NRC - No Detailod Affiljalion Given 5pp 61852 044 61852 048 

-92 (>40701 32 Forwards Commission paper & draft FR notice in response to Commis- 
sion request for analysis of how proposed rev to Part 20 complies w/backfit rule 
(50 109) 

MINOQUE.RB Office of Nuclear Regulatory Research, Director (Pre 860720) 
56FR23360 86/02/06 STELLO.V Ofc of the Executive Direclor for Operations 2pp 
61642 266 61042 286 

-9204070140 Requosls reconfirmation of need of reg guides SN 2 & 0,N 3 for imple 
menlalron of revised 10CFR20 in view of fact that many of existing div 6 guidos will 
bo oxtensivoly revised Draft reg guide 8 XX & description of reg guides end 
MORRIS.BM Division of ReguTatOfy Applications (Post 870413) 56FR23a60 89/03/ 
06 CUNNINGHAM.R E Division of Induslrial & Medical Nuclear Safety (Post 670729) 
3pp 61852 049 61852 051 

-9204070160 Discusses pros & cons of four of five options mentioned in 881122 memo 
to Commissioner Curtiss for going forward w/ rulemaking sub) to backfit rulo If Com 
mission wanted to approve rulo 

MALSCH.MG Deputy General Counsel for Licensing & Regulation (860701 090422) 
56FR23360 09/03/07 JONES, B NRC • No Detailed Affiliation Given 3pp 
6IB52 052 61852 054 

-9204070164 Expresses appreciation for 881227 Ur to Zech re comments on revised 
10CFR20 rule Number of changes suggested in comments have been Incorporated In 
revised rule presently before Commission Related Info onci 

M ORRIS, B M Division of Regulatory Applications (Post 870413) 66FR23360 89/03/ 
2a KOBRICK.TE Bethlehem Steel Co rp 110pp 61052 061-61052 177 

-9204070174 Staff requirements memo re revised 10CFR20 Commission does not 
object to request that final approval of rev to 10CFR20 bo doferred until issue raised 
in 880202 memo resolved 

ChILK.SJ Office of the Secretary of the Commission 56FR23360 00/04/10 
STELLO.V Ofc of the Executive Director for Operallons 41pp. 61852 17 8 61852 279 

-9204070167 Forwards Info ro particle size distributions 8. example calculation based 
on real data using proposed altornallvo to j0CFR20 205 presented during 890222 
meeting 

TIPTON.T.E Nuclear Management & Resources Council (NUMARC^ (formerly Nuclear 
UliJily Manage. 66Ffl23360 89/05/08 MORRIS.W M Division of Regulatory Applica- 
tions (Post 070413) 43pp 61852 200-61852 322 

-9204070231 Forwards for rovtew & concurrence, Commission policy paper lhat re- 
solves outstanding technical issues ro issuance of 10CFR20 rulo Implementation date 
for rulo should be postponed from 910101 to 920101 

BECKJORD.E S Office of Nuclear Rogulatory Rosearch (Post 860720) 66FR233B0 
00/05/17 BERNERO.RM Office of Nucloar Material Safety & Safeguards 29pp 

61852 323 61053 022 

-9204070251 Advises lhat Commission policy paper that resolves outstanding technical 
Issues re issuance of 10CFR20 rule reviewed Concurs In paper w/enci changes 
DENTON, H R Office of Governmental & Public Affairs (870413-91 11 16) 66FR23360 
89/05/25 BECKJORD.E S Office of Nuclear Rogulatory Research (Post 660720) 
3pp 61853 078 61053 080. 

-0204070267 Fonvards summary of particle size data amassed at commercial nuclear 
fuel div in Columbla.SC from 1984 until present.por NRC request Particle size meas- 
urements In workplace may be sub] to voriability which could affect deposition in lung 
BURKLIN.R K V*Btmghouse Eloclric Corp 50FR2336O 89/04/21 NRC - No Do 
tailed Affiliation Given lldpp 61853 122 61053 239 

-9204070274 Advises lhat staff evaluating impact of allowed air concentration for Rn- 
222 at site boundary for members of public In app B, table 2 of proposed rev to 
1OCFR20 

STELLO.V. Ofc of the Executive Director for Operallons 66FR23360. 09/02/02 
ZECH Commissioners (Post 750119) 8pp 61853 240 61053.247 

-9204070280 “Implications of Proposed 10CFR20 Changes Upon Radiation Proleclion 
Dept at Clinton power Station,” 

* Wadman & Associates 56FR23360. 89/06/09 51pp 61853 251 -61 853'302, 

-9204070265 Offers no concurrence on Commission paper re proposed changes lo 
10CFR20 Paper should be modified before fonvarded to EDO Reasons for decision 
listed 

ROSZTOCZY.Z R Division of Rogulatory Applications (Post 070413). 56FR233eo 09/ 
06/16 MORRIS.BM Division of Regulatory Applications (Post 870413) lOpp 

61853 303 61853 318 
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‘9204QBD006< Responds to 860221 note re potential impaci; on nucisr power plant li- 
eer^seas ol proposed occupational AI^RA rule in now Part 20 
CUNN1NGHAM..L J Operating Reactors Program Br.Div QA, Safeguards & Insp 
PfogramsJE S6FRaa360 as/ba/OS ALEXANDER.R E Health Effects Branch 15pp 
61842 268 61B42 303 


-0204000250 Responds to 891127 fir re revised 10CFR20 currently under Comnnlsslon 
consideration Hovised part 20 would permit use of direcl mGasurements :n fieu of air 
concentration measurements for assessing dose & determining compliance 
BECKJORD.es Office of Nuclear Regulatory Research (Post 8G0720) 56FR23360 
89/12/21 VAUGHAN.CM General Electric Co 2pp 61054 343-61054 344 


-9204080028 Requests that R Alexander make bnef presentation concerning proposed 
rules to members of mfg environ committee during 060305 meeting 
JOHN SON, KT, Fer1ili2er fristitutd 5SFR23360 86/02/0<7 MiNOGUE,R B Office of 
Nuclear Regulatory Research, Director (Pro 860720)- 24pp. 61842 304-61842 326 

-9204080052 Responds to Z Rosztoczy 890616 memo raising issiros ro revised 
10CFR20 Commission policy paper resolving outstanding tochrScal issues 
PETERSON, HT, Office of Nuclear Rogulatoiy Research (Post 860720) 56FR23360 
69/06/20 MORRIS, 8 M Division of Regulatory Applications (Post B70413I 6pp 
61853 310-61053 324 

”9204000050 Forwards memo prepared for signaturo & concurrence, which woutd trans 
mit to EDO Commission paper proposing resolutions to two Issues which havo ro 
cefved considerable attention since rev of 10CFR20 provided to Commission 
MORRIS, BM elision of Regulatory Applications [Post 870413} 5GFR233G0 89/08/ 
20- BECKJORD.ES Office of Nuclear Regulatory Research (Post 060720) lOpp 
61653325-61853 337 

-9204080071 Requests revfew of revised NRC forms 4 & 5 & associated inslrucllons in 
order to accomodate revs being made to 10CFR20 End drafts reflect NRC efforts to 
make forms consistent w/ revised 18GFR20 Comments needed by 090731 
COOL.DA Radiation Protection & Health Effects Branch 56FR23360 89/06/30 
CUNNINGHAW.L.J Office of Nuclear Roaclor ReguJallon, Director (Post S70411) 
23pp 61053 330 61654 005 


-9204000256 Responds (o 091127 Ur re revised 10CFR20 currently under Commission 
consideration Revised part 20 would permit use of direct measurements in lieu of air 
concentration measurements for assessing dose & determining compliance 
BECKJORD.ES, Office of Nuclear Regulatory Research (Post 880720) 56FR233C50 
09/12/22 GOODWIN.WL Westlnghouae Electric Corp 6pp 61054 345 61854 350 

-9204000266 AcK receipt of 691221 Hr re revs to 10CFR20 being consreJorod curronlly 
by Commission Use of direct meosuremonts in lieu of air concentration measure monls 
for assessing dose & determining compliance very imporlani 

VAUGHAN.CM General Electric Co 56FR233eo 90/01/11 BECKJORD.ES Office 
of Nuclear Regulatory Research (Post 860720) 2pp 61854 351-61854 364 

-9204000271 Requests review of end draft revised backfil analysis for 10CFB20 by 
900124 

MORRIS.B M Division of Regulatory Applications (Post 070413) 56FR2aa60 90 /OW 
22 CUNNINGHAM.R NRC - No Detailed Affiliation Given 22pp 61654 355- 
61855 015 


-9204000314 Comments on proposed rule 10CFR 19, 20^30, 3 1,32,34, 40, 50,61 & 70 ro 
stds for protection against radiation Requests that commonl period bo extended 00 
days from current 860421 deadline 

EDWARDS.DC Oil, Chemical & Atomic Workers Intornational Union 56FR23360 06/ 
04/18 Office of the Secratary of the Commission Ip 61843 029 61843 004 


-9204060076 Resjponds to 090410 request for more extensive analysis of somo of op 
lions presented fn 881 122 A: 690307 memoranda on application of backfil rule to pro 
^sed revs of 1 0CFR2Q Throo principal options for dealing w/backfil rule listed 
PARLER.WC Office of the General Counsel (Post 860701} 5&FR23360 89/07/06 
CARR Commissioners (Post 750119) 12pp, 61854,006 61654 017 

-9204080064 Forwards rough outline for Commisslaa info paper on radiation protection 
poEicy which B Bernero discussed on 890717 

CUNN!NGHAM,RE E)?vIslon of Industrial & Medical Nuclear Safety (Post 070720) 
56Ffl23360 60/07/18 MORRIS,B Diyislori of Regulatory Applications (Post 870413) 
6pp 61854 018-61854 023 

-9204080129 Conlirms hypothesis re use of RN'222 value lor public in proposed rev to 
10CFR20 

NEEI.RB NRC No Detailed Affilialion Given 56FR23360. 06/03/11 

ALEXANDER.R. NRC - No Detailed Affiliation Given. Ip 61B42 336 61842 336 

-*9204080140 Forwards two sets of layouts for vary voluminous tables In 10CFH20,app 
B Present format employs std scientific exponential notation Proposed changed format 
uses cemputer **E’' notation rather than subscripts 

PETERSON, HT Radiation Protection A Health Effects Branch 56FR23360 88/07/ 
22 MEYER, D Regufaloiy Publlcallons Branch, 6pp 01854 024*61054.029 

"9204080152 Forwards for editorial review,dfafC FR notice for revised 10CrR20 Editorial 
review should focus on listed areas & comments should be submiUod by 090903 
COOL, DA Regulatory Pubficatlons Branch 50FR2336O 89/00/16, OKLESSON.E R 
Program Managemenl, Policy Devafopment A Analysis Staff (Post G70413). 41pp 
61854 030 61854 073. ^ ^ r kh 

-9204080161 Forwards marked-up draft final rule presenting comments on Commission 
regulations that establish stds for protection against radtation W/o onci 
MEYER,DL Regulatory Public at tons Branch. 68 FR 23360 89/00/11 COOL.DA Radi- 
atton Prelection & Health Effects Branch Ip 61854 074 618S4 074 


-9204090001 N*915 047 "Notice of Policy Guidance on Unllod Auto Workers vs John 
sort Controls, Inc ” 

SILBERMAN.RG Equal Employment Opportunity Commission 56FR23360 00/01/ 
24 13pp 61055 029 61055 041 

-9204090006 Forwards for concurrence A reviow, transmittal memo ro revised backfil 
analysis for 10CFR20 rev Rev predicated upon meoling condiborts o1 
10CFR50 109 Related documentation end 

MORRIS, B M Otvision of Regulatory Applications (Post 870413) 56FR23360 90/01/ 
31, PARLEH.W.C Office of the Goneral Counsel (Post 860701). 144pp 61855 042* 
61855 203 


-9204090012 Advises of research into various federal regulallons A ANSI guidance ro 
color coding of radiation symbol.per malls Itcenseo request Fodoral agendas regula- 
tions conflict on foreground color of radiation symbol 

BERNERO.R M Office of Nuctoar Material Safety A Safeguards 56FR23360 00/03/ 
12 BECKJORD.ES Office of Nuclear Regulatory Research (Post 8G0720) 12pp 
61855 204 61855 212 

-9204090023 Discusses ALAR A provisions in proposed 10CFR20 Proper std of enro 
owed by licensees embodied in current regulation, be sod on Inti consensus sclonco & 
which can be applied uniformly to all llconseos A on alt jobs 
FORBES, J American Nuclear Insurers 56FR23360 90/04/27 CUNNING HAM, L J 
NRC • No Detailed Affilialion Given 4pp 61055 213-61855 216 

-9204090031 Forwards relevant portions of now regulalion in UK which essenlially re- 
quire type testing, acceptance testing.maint, periodic testing A calibr of monitoring In 
atrumentation 

SWINTH.K L SaUelle Memorial Institute, Pacific Northwest Laboratory 56FR23360 
88/04/24 ALEXANDER, R.E Office of Nuclear Regulatory RGsoarch, Diroctor (Pro 
G60720) 200pp 61843 086 61043-284 


-9204060176 Summanzes visit to Wastinghouse commercial nuclear fuel plant in 
Columbia, SC or> 690610-20 lo collect Info needed to prepare reg guide on air sam- 
pling to meol requlremerds of new 10CFR20. 

MCGUIRE.S A Radiation Prolecbon A Health Effects Branch 56FH 23360. 89/09/20 
COOL, DA Radiation Protection A Health Effects Branch 140pp, 61054 076- 
61 854 228 

Forwards for Info, encl lo recent Commission policy paper on 10CFR20 ro 
NRC staff anaNsIs of U fuel fabrlcatfon proposals for control of internal radionuclides 
MORRIS,B W OTvisIon of Regulatory Applications (Post 070413) 56FR23360 69/10/ 
06 TIPTON.T. Nuclear Management A Resources Council (NUMARC) (formerly Nu 
clear Utility Manage. 7pp. 61864 229-61854 235. 

-9204080216 Provides ID Broas comments on proposed rev of 10CFRZ0 
BECKER, J.M Affiliation Not Assigned S6FR23360. 06/03/24 ALEXANDER,R E 
Office Of Nuclear Regulatory Research, Director (Pro 860720), 47pp 61842 340 


-9204000226 Expresses appreciation for D Cool parficlpatlon fn teloconforonco broad- 
casted on 090926 ro overview of revs lo 10CFR20 

Programs (870413-900111) S6FH23360 
09/10/26 8£CKJORD,E S. Office of Nuclear Regulatory Research (Post 860720) Ip 
61654 236 6(854.236 ^ / r* 

-9204080232 Forwards list of new rag guides for revised 10CFR20 A toad roviower for 
each guide Review efforts will Include probable meetings w/RE8 A contractor for 
early Input A review A commonl on draffs. 

Affiliation Given 56Ffl23360 89/10/26 BUCHANAN, J 
NRC - No Detailed Affilialion Given 24pp. 81854 237-61854 '260. 


"9204090055 Advises of staff intention lo dotole suggested ref lo OSHA roapiratory 
protection regulations 

W(GGINTON,JM NRC • No Dolallad Affiliation Given 5eFR23360 90/06/27 
COOL,D NRC - No Detailed Affiliation Given 19pp 61855 261-61855 277 

-9204090066 Advises that end Commission paper proposes sovoral minor rova lo 
10CFR20 rule.Telephono comments should be made to DA Cool or Potorson by 
900703 

COOL.DA Radiation Protection A Health Effects Branch 56FR23380 00/00/27 
MORRIS, BM Division of Regulatory Applications (Post Q70413) 14pp 61855 270* 


-9204090076 Expresses concerns over Imptomentalion date of 9201 Of for ravl&od 
10CFP20 A anticipated publication date Concorned w/ offoct compressed achedulo 
Will have on successful implementation of revised rule by nucloor power industry 
LEE.B Mucloar Management A Resources Council (NUMARC) (formerly Nucloar Utility 
Manage 56Ffl23360 00/07/27 (DARR.K M Commissionora (Post 750119) 2pp 
61855 292-61055 293 


-9204090088 Forwards draft SRM on 10CFR20 EDO ofc Indicalod that SRM bo fay 
■000702 fn case of any major problems 

HELTEMESJ NRG - No Delaifed Affiliation Given 5eFR23360 90/06/26 
MORRIS, B, NRC ■ No Detailed Affilialion Given. Ip 61855 294 61855.204. 

-9204090096 Forwards stall requirements memo on SECY 80-315 A SECY-B9-267 lo 
be issued on 900703 

CHILK.SJ Office of the Secrol ary of the Commission 66FR23360 90/06/28 CARR 
Commissioners (Post 750110) 4pp 61055 205 61855 200 


“9204080237 (^nimenls on 890515 staff evaluation of NUMARC proposal Iran smi lied 
to NUMARC by Morrls.Staff analysis dkl not address dosimetirfo model A real people 
data provided as illustration in NUMARC transmittal of 890508. 

STANSBURY.PS General Electric Co 66FR233Q0, 89/11/22 PETGRSON.H.T Divi- 
sion of Regulatory Applications (Post 870413). 16pp 61054.281 61854*276 


“9204090110 Requests that schedule for review of staff requirements memo bo ex- 
tended fn order to permit submittal of staff rev next wk 

^ Nuclear Material Safety A Safeguards. 66FR233e0 90/06/ 

Secretary of the Commission. 67pp. 61055^299 

o1£&6 007 , 


“9204080244 Informs of siKJcesa of pilot video telelnformatlon transfer program A ex- 
presses sincere appreciation to recipient A RES stall. 

Programs (870413-900111) 66FR23360 
^5^^^6ia5r277^0?a5^‘^2^l‘ ° Nuclear Regulatory Research (PosI 660720), 


-9204090115 Forwards comments on draft reg guide 8 N5 re criteria A procoduros for 
summalfon of internal A external dose. 

WfQQINTON.J E, Radiation Protection Branch 56FR23360 90/07/24 

ROECKLEIN,A, Radiation Protection A Health Effects Branch lOpp 61056 008- 
61 656>01 7 
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-*0204090179 Informs that nothing published on new part 20 found other than proposed 
rule published (or comment in 1 985 Summary of NRC proposed change to basic radi 
ation protection regulation end 

WILLIS.C A NRC - No Detailed Affiliation Given 56FR23360 90/07/27 VARLEYJ 
Nuclear Engineering International 4pp 61856 018-61856 023 


-9204100027 Responds to SOOG09 Ur re implemenlation date of rovs lo 
10CFR20 Commission approved delay m required implementalion date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Stale Programs {9001 12-91 1 1 16) 56FR23360 90/12/10 TEFFT.D 
Conference of Radiation Control Program Directors, Inc I3pp 61856 360 61057 026 


-'9294090207 Forwards llrs from G Dicus & C Hardin expressing difiiculttes slates wlli 
experience in promulgating compatible regulations within Jan 1992 effective date of 
part 20 Change in effective dale to 940101 recommended 

KAMMERER.C Slate Programs (900112-911116) 56FR23360 90/08/10 

MORRIS, BM Division of Regulatory Applications (Post 870413) 1p 61856 024- 
61056 024 

-9294090215 informs that more than half of agreement programs will not be able to 
Implement new regulations by implomantatlon dale of Jan 1992 for revised 10CFR2O 
DICUS, G J Arkansas, State of 56FR23360 90/08/07 KAMMERER.C State Pro- 
grams (9001 12-91 1 1 16) 2pp G1B56 025 61B56 026 

-9294090231 Provides justification for extending Implementation date for revised 
10CFR20 from Jan 1992 to Jan 1994 New dale will allow for more uniform Implemen- 
tation of new provisions of part 20 throughout US 

TEFFT.OE Affiliation Not Assigned 56FR23360 90/08/09 KAMMERER.C Stale 
Programs (9001 12-91 11 16} 12pp 61856 027-61856 037 

-9204090237 “Final Backlit Analysts for Rev of 10CFR20, 'Stds for Protection Against 
Radiation 

^ Division of Regulatory Applications (Post 870413) 56Ffl23360 90/08/31 26pp 
61856 039-61856113 

-9204090294 Speech entitled “BEIR V Estimates of Excess Cancer Mortality'’ present- 
ed at 900204 Workshop on Statistics of Human Exposure 

ELLErr.WH National Research Council 56FR23360 90/02/04 20pp 61856 114- 
61856 133 

- 9204090320 "Health Effects of Exposure to Low Levels of Ionizing Radiation GEIR V ” 
ELIETT.WH National Research Council 68FR23360 90/12/31 86pp 61856 134- 
81856 221 

-9204090331 Defines background radiation to mean radiation arising from natural back- 
ground & other radiation or radioactivity such as global fallout & rador) In quantities 
characloristic of environ in which regulated activity located 

CUNN INGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
66FR23360 90/08/10 PETERSON, H T Office of Nuclear Regulatory Roaearch (Post 
060720) Ip 61056 222 61856 227 

-9204090336 Discusses application of backfit rule compliance oxcoplion to CommisslQn 
rosponso to guard 

MALSCH.MG Office of the General Counsel (Post 860701) 60FR2336O 86/06/20 
PALLADINO Commissioners (Post 750119) 4pp 61043 347-61043 350 

-9204090337 Transmits written comments on review of draft reg guides Impfementlng 
revised 1 0CFR2O Oral comments provided to H Peterson In June Guidos should be 
simplified so that licensees w/iimlted resources can comprehend guidance 
MILLER.VL Assistant Director for State Agreements Program 56Fn23360 90/00/ 
10 MORRIS, BM Division of Regulatory Applications (Post 870413) Ip 61856.228- 
61656 228 


-9204090349 Forwards re draft of public announcement of final rovs to 10CFR20 con- 
tained In SECY-00-31 6. Announcement will be ready to Issue concurrently w/FR publi- 
cation of rovs, Comments will be appreciated 

INGRAM, F Public Affairs (870413-911116) 5eFR23360. 90/08/14 PETERSON, H. 
Office of Nuclear Regulatory Research (Post 860720) 49pp 61856 229 61856 279 

-9204090361 Responds to 861020 request for clarification of Issues re 10CFR20 rule- 
making 

PETERSON.H.T Office of Nuefoar Regulatory Research, Director (Pre 860720). 
5eFR23360 86/11/03 D'ARRIGO.D Nuclear Information & Resource Service Ip 
61043 351-61843 351 


-9204090366 Expresses concerns re final rule 10CFR20. “Stds for Protection Against 
Radiation “ Specific records retention periods must be Included for all app F require- 
ments 

SHELTON, BJ Information & Records Management Branch (Post 890827) 

56FR 23360, 90/12/05 HUDSON.S Office of Nuclear Regulatory Research (Post 
860720) Ip 61856 355 61856 355 

-9204090376 Expresses several concerns w/final rule 10CFR20, "Slds for Protection 
Against Radiation" & extensive concerns w/ supporting statement Retention period, 
"until license terminated" recommended for retention of manifest records 
SH ELTON, BJ Information & Records Management Branch (Post 890827) 

56FR 23360 90/08/23 HUDSON.S Office of Nuclear Regulatory Research (Post 
860720) 2pp 61856 366 61856*357 

-9204090396 Discusses videotape on proposed changes to NRC stds for protection 
GOLLER.KR Office of Nuclear Regulatory Research, Director (Pre 660720). 
56FR23360 66/11/14 NUSSBAUMER.D NRC - No Detailed Affiliation Given. 4pp, 
61643 352-61843 355 


-9204100001 Responds to G Dicus 900807 Itr re implementation dale of revs to 
1 0GFR20 Commission approved delay In required implementalion date for revised pari 
20 for NRG licensees from Jan 1992 to Jan 1993 

KAMMERER.C Slate Programs (900112-911116) 56FR23360 90/12/10 HILL,T Or- 
ganization of Agreement States Ip 61 666'358 61856 358. 


-9204100004 Informs that proposed rule complelely revising 10CFR20, "Slds for Pro- 
tection Against Radiation," published In FR on 051220. 

PH3LIPS.J Division of Rules & Records (Pre 870413). 56FR23360 B6/12/24 
ALEXANDER.R.E. Office of Nuclear Regulatory Research, Director (Pre 860720) 2pp 
81843 356-61844 010 


-9204100017 Forwards Itrs to D Tefft & T HitI re implementation dales of 
l0CFR20.Comnil88lon approved delay fn required Implementation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C. State Programs (900112-911116) 66FR23360 90/12/10. Affiliation 
Nol Assigned Ip 61856 359 61856.359. 


-9204100049 "Environ Assessment for Rev of 10CFR20, 'Slds for Protection Against 


* NRC - No Detailed Affitialion Given 56FR23360 90/12/21 543pp 618S7 027- 
61859:032 


-9204100073 Responds to 901220 Itr to Carr re implementation dates for revised part 
20 & availability of associated reg guides Commission has reconsidered implementa- 
tion date for revised part 20 to Jan 1993 for NRC licensees 

BECKJORD.ES Office of Nuclear Regulatory Research (Post 060720) 56FR23360 
91/01/14 TODD.J S American Medical Associaiion 1p 61859 044 61859 045. 

-9204 1 00103 Offers no comment on comparison of former part 20 to revised part 
20 Document will be useful & would bo distributed to states as soon as possible 
MILLER.VL Assistant Director for Stale Agreements Program 56FR23360 91/03/ 
05 COOL.DA Radiation Protection & Health Effocls Branch Ip 61859 046- 
61859 046 


-9204100110 Comments on companson of former part 20 to revised part 20 
BEACKAB Region 4 (Post 020201) 56FR23360 91/03/05 COOL, DA Radiation 
Protection & Heallh Effocls Branch 2pp 61859 047 61 059 040 

-9204100116 Summary of 910305 meeting re part 20 rev List of attendees provided 
MEYER.O Office of Administration (Post 090205) 56FR23360 91/03/08 COOL.D 
Office of Nuclear Regulatory Research (Post 860720) 1 p 61859 049 SI 859 049 

-9204100123 Responds to note re State of CA RCP staff finding radiation warning 
signs for sale for purpose of decoralion & other than legitimate uses 
MILLER.VL. Aasfetant Director lor Stale Agreements Program 56FR23360 91/03/ 
13 HORNOR.J. Region 5 (Post 020201) Ip 61859 050 61B5D 050 

-920410012S Forwards marked up final rule amending 10CFR20 .presenting comments 
on slds for protaclion against radiation AUernatlv© wording in preamble to final rule 
suggested In order to describe different versions of rule accurately 
MEYER, DL Regutalory Publicalio ns Branch 56FR23360 91/03/10 COOL.DA Radi- 
ation Protection & Heafth Effects Branch Ip 61859 051*61850 051 

-9204100140 Responds to request concerning need to modify 10CFR20 to restrict 
buildup of radionuclides at sanitary sewage treatment plants 

BECKJORD,ES Office of Nuclear Regulatory Research. Director (Pre 860720) 
56FR23360 S7/O1/06 GRACE, JN Region 2 (Post 820201) 3pp 61844 01 1- 
61844 013 


“9204100167 Requests that last sonlenco In first full paragraph on page 317 of 
10CFR20 be changed to road as stated 

LIEBERMAN.J NRC • No Detailed Affiliation Given 56FR2330O 91/03/21. 
PETERSON.H Oflico of Nuclear Regulatory Research (Post C60720) 1p 61869 062* 
61859 052 


-9204100173 Expresses appreciation for efforts to develop concise aid to inspectors In 
readily identifying difforonces between former 10CFR20 & revised part 20 NT Potor- 
son comments S suggested rev of comparison end 

MORRIS, BM Division of Regulatory Applications (Post 870413) 66FR233BO. 91/03/ 
27 NORELIUS.CE Region 3 (Post 820201) 9pp 61059 053 61059.061 


-9204100180 Forwards pages 67,78 & 100 of falosi version of 10CFR20 that need 

fixing Pages 97-103 missing 

SWI^.J NRC - No Detailed Affiliation Given 66FR23360. 91/03/28 PETERSON.H 
Office of Nuclear Regulatory Research (Post 880720) 4pp 61859 062-61859 065 

-9204100186 Forwards renumbered 10CFR20 per procoduro described In SECY-91 -055 
& approved by negative consent by Commission Changes made to update part 20 
rule listed W/o ancT. 

COOL,DA Radiation Pfolocllon & Health Effects Branch 56FR23360 91/03/29. 
MEYER.D L Regulatory Pubtlcalions Branch 2pp 61B59 066 61859 067 

-9204100189 Requests initiation of rev of tOCFR20,Socl!on 20303, "Disposal by Re 
lease into Sanilary Sewage Sys,*’ to belter consider actual & potential buildup of long 
half-life radloactivo mail In sower sys 

GRACE, JN Region 2 (Post 82 0201) 56FR23360 80/11/18. BECKJORD.ES Office 
of Nuclear Regulatory Research, Director (Pre 860720) Ip 61844 014 61844.033. 

-9204100192 Forwards Paperwork Reduction Act Statement stetina that info collections 
would not become effective until approved by 0MB, per rev to 10CFR20 
SHELTON.BJ Information & Records Managemenl Branch (Post 690827) 
56FR23360, 91/04/01 HUDSON.S. Office of Nuclear Regulatory Research (Post 
860720) 2pp 61059.066-61859.060. 

-9204100199 Ack receipt of 910401 Itr & commonls about revised 10CFR20 
regulation Responses to Issues raised In Hr and, Related documentation also end 
C<50L,DA Radiation Protection & Heallh Effects Branch. 56FR23360 91/04/12 
WELT,M A Alpha Omega Technology, fnc. 300pp 61859 070-61859 287. 


-9204100210 Submits procedures for ensuring that complete regulatory history com- 
piled for each rulemaking action Completed mdox for (Inal rule re Bids lor protocllon 
agafnst radiation should be submitted by 910921 

LESAR.MT Regulatory Public a Hans Branch. 56FR23360 91/05/24 PETERSON.H.T 
Office of Nuclear Regulatory Rosearch (Post 860720) 2pp, 61859 293 61 859*296 


-9204100210 Requests that NRG submit new camera copy each time documenl sub 
milled amending table In order to avoid publication problems in lOCFR List of public 
comments re slds lor proieclion against radiation end 

RICKETT.DL National Archives & Records Admin Isl rati on 56FR23360, 91/06/24, 
LESAR.M NRC - No Dal ailed Affiliation Given, Ip 61859-207-61869 298 


-9204100330 Discusses annual review of rulemaking on rev lo 10CFR20 
BECKJORD.E.S. Office of Nuclear Regulatory Research, Director (Pre 060720} 
66Fifl23360. 07/01/16 STELLO.V Ofo of the Executive Director for Operations, tp 
61844 034-61844.034. 



270 NONDOCKETED ITEMS 


-920413004J Provides recommendations oil ip,. B60720) 

FniiikPJD Office of Nucfoar Regulatory nesearcn, uireciQr 
56FR23360 ALEXANDER.R^ Office of Nuclear flegulalofy Research. Di- 

rector (Pre 860720) 9pp 61844 051 61844 059 

-9204130061 Forwards expanded annual review of rulemaking package for major rev o1 

MFXANDERRr'odiToTHuclear Hegulatoiy Research. Director (Pre 860720) 
AA38 2 67/03/31 NRC - No Detailed Affiliation Given Ip 61844 060-61844 060 

-*9204130077 Grants petiOcner request for Commission to remove requiroment that ra- 
dioS aerosols b? administered to patients only In rwms a' g'f 
r^rmiFOko Offir* of Nudoar Regulatory Research, Director (Pre 860720) 
S6FR23360 87/04/07 WORRY, PG Office of Administration (Pre 870413) 3pp 
61844 061 61844 063 


-9204140346 Coocurs that rulemaking for 10CFR20 should be cor^tinued & comptetod 
THOMPSON, H L Office of Nuclear Material Safely & Safeguards 56FR233eo 87/07/ 
01 BECKJORD.ES Office of Nucfoar Regulatory ResGarch (Post 060720) ip 
61044 1 58 61844 158 

-9204150001 Forvvards draft handout sheets for 870729 mooting w/Stello 
ALEXANDER.R E Office of Nuclear Regulatory Resoarch, Director (Pre 860720) 
S6FR23360 67707/23 BECKER.J Office of the General Counsel (Post 860701) 5pp 
61844 220-61 B44 224 

-9204150003 Comment on proposed rules 10CFR2, 19, 20,30.31, 32,34, 35, 39, 40. 50.61 & 
70 re stds for protection against radiation Demands public hearing on proposed rules 
& that EIS be done oni proposed rules 

PIERCEJ Citizens Action for Safe Environment 56FR23360 86/11/03 NRC - No 
Detailed Affiliation Given 2pp 61060 027-61860 028 


-9204130122 Forwards patilicn for rulemakinq PRM 35 6 for review & 
to whether or not petjlion qualifies for special handling by staff as fast track petition 

NORRYTG^^ Office o1 Administration (Pre 870413) 

BECKJORD.ES Office of Nuclear Regulatory Research (Post B60720) 8pp 
61844 064 61644 092 

-9204130187 Comment on proposed rules 10CFR2,19, 20.30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Draft backfit analysis madaquato to jusldy 
oroDOsed rev to part 20 for same reason slated by Commissioner Roberts 
ANDREWS, R L Omaha Public Power Distnet 56FR23360 86/10/29. Docketing & 
Services Branch 2pp 61 B59 299 61859300 

-9204130204 Comment on proposed rules 35,39.40, 

70 re stds for protection against radiation Significant training of NRC staff & inspec- 
tors must be conducted to provide ^^oh^istency m interpretatl^^^^ ri»i^« 

WOODY.CO Flonda Power & Light Co 56FR23360 36/10/21 CHILK,SJ Office o# 
the Secretary of the Commission 3pp 61859 301 61859 303. 

-9204130234 Comment on proposed rules 10CFfl2, 19.20, 30,31 ,32,34,35,39,40, 50,61 & 
70 ra stds for protection against racfiatron Urges Commission (o withdraw proposed 
changes in radiation protection slds ^ 

JOHNSRUD,JH Environmental Coalition on Nuclear Power 66FR23360 68/10/28 
Office of the Secretary of the Commission 4pp 81859 304 61859307 


-9204130252 Comment on proposed rules 10CFR2, 19,20, 30,31 ,32,34,36,39,40, 50,61 &. 
70 re stds for prolecUon against radiation Proposed rules will provide subsidy to nucle- 
ar Industry at expense of public health, environ & economic concerns 
HIGHTOWER, J Texas. Stale of 56FR23360 86/10/25. ZECH.LW. Commissioners 
(Post 750119) 2pp 61 859 308-61 B59 309 


-9204130295 Discusses reed for revised environ assessment for 10CFR20, 
PETEflSON,HT Office of Nuclear Regulatory Research. Director (Pre 060720) 
56FR23560 87/05/08 ALE)(ANDER.R E Office of Nuclear Regulatory Resoarch, Dl- 
rectof (Pre 860720) 34pp 61844093 61844 129 


-9204150006 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34.35,39, 40. 50.61 6 
70 re stds for protection against radiation Supports objective of proposal to update ra 
dlation protection slds for licensees of NRC 

5 ANDERSON, R£ Environmental Protection Agency 56FR23360 86/10/31 
CHILK.S J Office of the Secretary of the Commission 9pp 61860 030 61860 038 

“9204150010 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32. 34. 35,39, 40, 50, 6t & 
70 re stds for proteclion against radiation Public demands that environ impact studies 

6 open hearing precedes std change 

ISELIN.C Now England Coalition on Nudoar Pollution 56FR23360 86/10/31 Dock- 
eling & Services Branch Ip 61860 039 61060 040 

“9204160013 Provides list of allernatives posed by RES ro control of rulemaking, Part 
20 

BECKER.JM Offico of tho General Counsel (Post 860701) 5eFR23360 87/08/04 
PARLER,W.C Office of (he General Counsel (Post 060701) 40pp 61B44 225- 
61844 273 

“9204160018 Forwards H Hawley & P Hawley 861017 Ur re plans to review currenl 
NRC regulations governing radiation exposure for workers 

EVANS.OJ Senate 5eFR23a60 86/10/20 KAMMERER.C Office of Governmental 
& Public Affairs <670413-91 1116) 4pp 61060 041-61860 044 

“9204150045 Commenl on proposed rules 10CFR2.19, 20, 30,31.32, 34, 35, 30.40, 50,61 & 
70 re slds for protection against radiation Opposes NRC proposal to increaso std for 
acceptable radiation exposure & urges (hat public hearing be hold & EIS prepared 
STYLES.MM American Nurses’ Association, Inc 66FR233B0 86/10/28 Docketing & 
Services Branch 2pp 61860 045 61860 046 

“9204150056 Co mmonl on proposed rules 10CFR2, 19, 20, 30, 31,32, 34.35, 39,40, 50,61 & 
70 ro aids for proloclion against radiation Implementation of proposed regulations 
would have unique impact on QA as mfg of U & thorium fuels for HTGRs 
ASMUSSEN.KE General Atomics (formerly GA Tochnologios, Inc /General Atomic 
Co.). 56FR23360 66/10/31 Docketing & Services Branch 4pp 61B60047- 
61860 050 


-9204130301 Comment on proposed rules 10CFR2,1 9,20,30.31 ,32,34 ,35, 39, 40, 50,61 & 
70 re stds for prelection against radiation Backfit analysis for proposed rules doos not 
adequately assesss potential impact on exposure to radiation workers 
TIERNAN.J A Baltimore Gas a Electric Co 56FR23360 06/10/31. Docketing & Sorv 
k:es Branch 4pp 61659310 61859 313 


•920415005S Responds to C7061 1 request for legal advice on two Issues ro rov of Part 
20 

BECKER, J.M Office of the General Counsel (Post 860701) 56FR23360 07/08/10, 
ALEXANDER, R E Division of Regulatory Applications (060720 870413) 19pp. 

61044 274 61044 349 


-9204130310 Comment on proposed rules 10CFR2.1 9,20, 30,31, 32,34,35, 39, 40^ 50,61 & 
70 re stds for protection against radiation Proposal Increases risk of exposure 1o ioniz 
ing radiation or nuclear workers & NRC ought to withdraw proposal 
SAMUALS.SW AFLCIO 56Fn23360, 86/10/30 Office of tho Socrotary of Iho Com 
mission 7pp 61859 314 61859320 


-9204150085 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32.34.05.39,40, 50,61 & 
70 ro stds for protection against radiation Commission urged to reject argumonl that 
backlit rule should bo suspondoci for rulemaking 

KURTZ, EF ABB Impell Corp. (formerly Impoll Corp.) 66FR23360. 86/11/01 
CHILK.S J, Offico of the Socrotary of the Commission 5pp 61860 051-61860 055 


“9264130315 Commenl on proposed rules 10CFR2, 19, 20, 30.3 1,32 ,34,35, 39, 40, 50.61 & 
70 re stds for protection against radiation Proposed rules will not provide substanlFal 
increase in overall protection of public health & safety 

KOBER.RW Rochester Gas & Electric Corp 56FR23360 86/10/28 Docketing & 
Services Branch 7pp 61659321-61859327 


—9204150077 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32,34, 35, 39, 40, 50,61 & 
70 re stds for proloction against radiation Recommonds that scope of proposed rule 
be limited to listed areas 

SIMPSON.EC. Floiida Power Corp 56FR23360 86/10/31 CHILK.S J Offico of the 
Sacrolnry of tho Commiasfon 12pp 61060 056 61060 101 


-9204130317 Requests legal advice re listed 10CFR20 i53u©s.ineluding de rrfnimls 
cutoff on collocttve dose calculations 

ALEXANDER, RE Offico of Nuclear Regulatory Research, Director (Pro 860720) 
56Ffl23360 87/06/11 BECKER.J Office of tho General Counsot (Post 860701) 2pp 
61844130-61844 153 ^ 


-9204160122 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34.35, 39, 40, 50, 6t & 
70 ro aids for protocllon against radiation NRC low level radiation aids, as proposed, do 
not reffoct currant atato of knowlodgo in fioalth ptiyslcs 

REICHER.OW Natural Resources Dofenso Council 56FR23360 86/11/05. Docket- 
ing & Sorvlcos Branch 22pp. 61060 102-61060 123 


-9294130327 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,3 5,39,40, 60,61 & 
70 re stds for protection against radiation Proposal chariges method of computing ra- 
improve radiation protection stds for axposuro 
ORTL^B.DW International Chemical Workers Union 56Ffl2a360 88/10/31, Oochet- 
mg & Services Branch 5pp 61859 328 61859 332 


•9204166143 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 ro Bids for protocllon against radiation Backfit analysis does not justify costs of Im- 

g lBmonlalion & proposed protection of public health & safety not Incroasod 
ORENSEN.QC Washington Public Power Supply Syalom 50Ffl2336O 86/10/31 
Docketing & Services Branch 4pp 01 860*1 24-01 to 127 


“92C4 130334 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 60 61 
70 re stds for protection against radiation Urges Commission to withdraw proposal 
lowers dose limits to workers & gonoral public 
WRiGHT.MJ Ur^ted Steelworkers of Amerea 56FR23360. 86/10/30 DockolSno 

Services Brarwh 44 pp 61859 333 61860 018 


-9204150149 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34, 35, 39, 40, 60,61 & 
70 ra aids for protection against radiation Urges NRC to withdraw proposal & allorna- 
llvoly proposo aid which will result In significant reduction In exposures 
MARTINO.FD. OhIo/OSHA Environmental Network 56FR23360 86/10/31 Offico of 
tho Secretary of lito Commission. Ip 61860.128 61860.128 


”9204130341 Comment on proposed rules 10CFR2, 10.20, 30, 31, 32,34, 3 5, 30, 40. 60,61 , 
7Q re stds for ^otMtion against radiation Util strongly supports need for use of d 
minimis levels of radiation or radioactwe malls ^ ^ 

raUNS!L,WG Texas Utilities Electric Co (TU Etoctric) 66FR 23360 06/10/29 Doc I 
eting & Servtces Branch 5pp. 61860 019 61860.023, 

9204^0352 Comment on proposed rules 10CFR2, 10, 20, 30,3 1,32,34, 35,39.40, 50 61 i 

^V^1IfR23360°*SIm T echnologies, Inc /QBnoral Alonil 
^660026 86/10/30 Docketing & Services Branch, 3pp. 61660 024 

9204140335 Provides recommenda tons for control of NRC rulemaWna ra annu; 

rulemaking ra anau/ 

56FR233M a7/0?/07 STn?n Research, Director (Pro 860720; 
61844 154^1844 15? Operations 3pj: 


-9204160164 Provides brief commentary lr» response to request for comments on draft 
memo concerning ambiguity of ‘*rom" unit for both dose oquivafent & offoclive dose 
equivalent 

MILLS, W A, Oak Ridge Associated Univoraities 5eFR23360 87/09/25. 
ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pro 060720). 
22pp 61044 366-61046 017 

-9204150167 Comment on proposed rules 10CFR2J 9, 20,30,3 1,32, 34, 35,39.40, 50,61 & 
70 re aids for protection against radiation Strongly urges Commission not to prom u I- 
gale final rule 

OPEKA,jr Connecticut Yankee Atomic Power Co 66FR23360 86/10/31. Docketing 
& Services Branch 3pp 61060 129 61060 132 

“9204150177 Commenl on proposed rules 10CFR2, 19, 20,30, 3 1,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Urges NRC to withdraw proposal & altorna- 
lively proposo std which Wfll result In signiflcanl reduction in exposures. 

PERRV.MK Inlornallonal Chemical Workers Union 5BFR23360 06/1 1/06, Office of 
tho Secretary of the Commission Ip 61660 133-61860 133. 
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-9204tS0205 Comment on proposed rules 10CFn2,19,20.30,31,32,34,35,3MO, 50,61 & 
70 re stds lor protection against radiation Opposos rule change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

WEBB.T Affiliation Not Assigned 56FR23360 86/lt/IO Docketing & Services 
Branch 1p &1 Q60 134 61860 134 

-9204150206 Comment on proposed rules lOCFn2. 19, 20.30,3 1,32, 34.35,30.40, 50,61 & 
70 ra stds for protection against radiation Opposes rule change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

tOSKF.K R Affiliation Not Assigned 56Ffl23360 66/10/09 Docketing & Services 
Branch ip 61860 135*61860 135 

-9204150221 Comment on proposed rules 10CFR2, 19, 20,30,3 1.32, 34.35.39,40. 50.61 & 
70 ra stds for protection against radiation Opposos rule change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

COHEN, J J Affiliation Not Assigned 56FR23360 Gb/1t/10 Docketing A Services 
Branch ip 61860 136 61060 136 

-92041 SQ224 Responds to 070917 itr re proposed revs of NRC radiation protection re 
quiremeals in 10CFR2Q Recommends that sex & job classification be included on 
form 

B0ICE,JD Maryland. Slate of 56FR23360 07/09/30 ALEXANDER, R E Olfico of 
Nircfear Regulatory Research, Director (Pro 060720) 2pp 61045 018 61845 010 

-<9204150220 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes any Increase in acceptable levels 
of radiation exposure 

* Affillallon Not Assigned 56FR23360 06/11/10 Docketing & Services Branch Ip 
61660 137*61860137 

-9204150243 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39.40, 50,61 & 
70 re fitds (or protection against radiation Requests that public hearing bo hold & that 
El 5 be issued 

FULCHER, JE Affiliation Not Assigned 56FR23360 80/11/01 Office of the Socrelary 
of Iho Commission Ip 61060 138 61060 138 

-9204150247 Comment on proposed rulos 10CFR2, 10,20, 30, 31, 32, 34, 35,30,40, 60,61 & 
70 re sids for protection against radiation Oisallowanco for protection factors for sor* 
bent cartrldgos not appropriate, 

MITTL.R L Public Service Electric & Gas Co of Now Jersey 56FR233fl0 66/10/31 
CHILK.S J Office of the Socretary of tho Commission 2pp 01860 130 61060 140 

-9204150001 Requests comments on rov of radiation protection roquiroments in 
10CFR20 in areas of occupational dose recordkeeping & reporting 
ALEXANDER. R E Division of Regulatory Applications (860720 870413) 56FR23360 
87/09/17 BOICE,JD Maryland, Slate of 29pp 61045 020 61845 051 

-9204150002 Requosls two member, one each from reactor & mails Insp & enforcement 
ere as, to attend & participate in regional & agreement states workshop on rov of 
tOCFRao. 

BECKJORD.E.S Office of Nuclear Reaulalory Research, Director (Pro 860720) 
56FR23360. 87/10/08 RUSSELL.W Region 1 (Poal 820201) MARTIN, RO Region 4 
(Post 020201) MARTIN. J 0 Region 5 (Post 020201) 9pp 61845'052 61045 060 

-9204160017 informs that Region I assigned J Glonn A M Shanbaky to attend A partici- 
pate in 8711 16 A 17 workshop 

ALLAN, JM Region 1 (Past 020201) 56FR23360 87/10/21 ALEXANDER.RE Office 
ol Nuclear Regulatory Research, Director (Pro 000720) ip 61045 061-61845 061 

-9204160041 Informs that Region IV will assign two staff mombora 1o attend regional A 
agreement slate workshop.ono oach from reactor A mails insp areas 
Martin, RD Region 4 (Post O 20201 ) 5eFR23360 07/10/22 BECKJORD.ES Office 
ot Nuclear Regulatory Rosoarch (Post 060720) tp 61845 062-61045 062 

-9204160065 Advises that CM Hos^ A JP Potter will participate in regional A agree 
merit slates workshop on rov of 10CFR20 

GRACE.J,N Roglon 2 (Post 820201) 66FR23360 07/10/22 BECKJORD.ES Office 
of Nuclear Regulatory Research (Post 060720) ip 61045 063 61045.067 

-92041 5Q104 Forwards proposed schedule for 10CFR20 rulemaking 
STELLO.V. Ofc of the Execulivo Director (or Operations 56FR23360 07/10/08 
ZeCH, CARR, ROGERS Commissioners (Post 750119) 15pp 61046 060 61045 082 

-9204160121 Forwards proposed work plan for project ''Development of Regulatory 
Analysis for Proposed Rev to 10CFR20. 

MERWIN.SE Battelle Memorial Inslilulo, Pacific Northwest Laboratory 60FR2336O 
67/11/03 PETERSON.H T Division of Regulatory Applications (060720 870413) 6pp 
61846 033-61045 080 

-92041B0266 Comment on proposed rules 10CFR2, 19, 20, 30,31 .32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation 

* Toieefo Edison Co AA36-2 0306 06/10/31 Docketing A Sorvices Branch 2pp 
61060 141-61860142 

-9204160268 Comment on proposed rules 10CFR2.1 0,20,30,3 1,32.34.35.39.40. 50,61 A 
70 re stds for protection against radiation 

MILTENBERGER.R Affiliation Not Assigned AA30-2 0309 06/11/05 Office of the 
Secretaiy of the Commission 2pp 61060 143-61860 144 

-92641 70038 Forwards comparative text containing present Part 20 rule, revised draft 
final rule & 6601 09 proposed rule Document will be major point of discussion at meet- 
ing on 671116 A 17 

MDRRIS.B M Division of Regulatory Applications (080720 0704 13), 66FR23360 07/ 
11/06, GLENN, J Roglon 1 (Post 820201) 124pp 61045 089-61845-213 

-9204170070 Forwards revised work plan for project ‘’Development of Regulalory Anal- 
ysis for Proposed Rev to 10CFR20 

MERWIN.S E Sallelle Memorial Instituto, Pacific Northwest Laboratory 56FR23360 
67/11/17 PETERSON, H.T Division of Regulatory Applications (860720-870413) 6pp 
61045 214-61845-219 

-9204170116 Discusses recent escalated enforcement cose (EA 87-203 Houbleln.lnc) 
concerning questions raised by NRG re whether loss of particular gauge constilulod 
subslanilaT hazard A would Iherofore be reportable per 10CFR20, 402(a)(1) 
LIEfBERMAN,J. Ofc of Inspection A Enforcement, Director (820201-870413) 
5eFR2a360 87/11/23 CUNNINGHAM.R E Office of Nuclear Material Safety A Safe- 
guards 2pp 61045.220-61845 221 


-9204170212 Requests assistance In reviewing end draft rev of 10CFR20 
MORRIS.B Owision of Rogulalory Applications (860720-870413) 56FR23360 87/12/ 
It BECKER.J Office of tho General Counsel (Post 060701) 86pp 61845 222- 
61845 308 

-9204210045 Gommont on proposed rules 10CFR2, 19,20,30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 fo stds for protection against radiation 

DWORKIN.H J American Collego of Nuclear Physicians 56FR23360 00705 86/10/ 
31 CHILK.S J Office of the Socrotary of tho Commission 4pp 61060 145 61860 154 

-9204210091 Gommont on proposed rules 1OCFR2.10.2O.3O.31.32.34, 35, 39,40, 50.61 A 
70 re stds for protection against radiation 

THORPE, J R General Public Un II ties Corp - GPU Service Corp 56FR23360 00707 
06/10/31 CHILK.S J Office of the Secretary of the Commission 16pp 61860 155 
61860 186 

-9204210136 Comment on proposed rules 10CFR2, 19.20.30.31.32.34.35,39,40. 50.61 A 
70 ro stds fer protection against radiation 

POUCH, J Affiiialion Not Assigned S6FR23a60 00 709 86/10/22 Docketing A Serv- 
ices Branch Ip 61 B60 1 67-61860 107 

-9204210144 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32.34.35, 39.40, 50,61 A 
70 re stds for protection against radiation 

OCONNOR,A Inlernalional Association of Machinists A Aerospace Workers 
56Fn23360 00790 86/10/31 Office of the Secretary of the Commission 5pp 
61860188-61660 192 

-9204210182 CommonI on proposed rules 10CFR2.1 9,20,30.31 ,32,34,35,39,40, 50,61 A 
70 fe slcfs for prole clion against radiation 

KILLAR.FM Middle South Service, Inc 56FR23360 00791 86/11/07 Office of Ihe 
Secretary of the Commission 4pp 61Q60 193 61860 242 

“9204210276 Comment on proposed rules 10CFR 2, 19,20, 30, 3 1,32, 34.35.39, 40, 50,61 A 
70 re aids for protection against radiation 

VILLFORTH.JC Food A Drug Administration 66FR23360 00797 86/11/13 Office of 
the Socrelary of the Commission 13pp 61860 243 61860 255 

-9204210300 Comment on proposed rules 10CFR2.19, 20,30,31 ,32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation 

DALTROFF.SL Philadelphia Electric Co 56FR23360 00790 86/11/13 Office of the 
Secretary of the Commis<iion 3pp 61860 256 61060 260 

-9204210315 CommonI on proposod rulos 10CFR2.19,20,30,31,32,34,35,39,40. 50,61 A 
70 ro stds for protection against radiation 

MOraWETZ.J S International Moldors A Allied Workers Union 56FR23360 00800 
86/11/04 BECKJORO.E Office of Nuclear Regulatory Rosoarch (Post 860720) Ip 
61860 261*61860 261 

-9204210321 Comment on proposed ruios 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 A 
70 r© stds for proteclion aqalnsl radiation 

LEVINE, J International MoJders A Alfiod Workers Union 56FR23360 00801 80/11/ 
05 BECKJORD.E Office of Nuclear Regulatory Research (Post 860720) Ip 
61860 262 01860 262 

-9204210328 Comment on proposed rulos 10CrR2.19, 20,30, 31 ,32,34.35,39.40, 50,61 A 
70 re stds for protection against radiation 

MANN.E M Affiliation Not Assigned 51FR24365 00153 86/11/16. Office of the Soc- 
rolary of the Commission 1 p 61860 263 61860 31 1 

-9204220110 Fonvards draft 10GrR20 rev for Info Comments provided based on review 
of rov 

GRIMSLEY.DH ONico of Administration (Pre 870413) 56FR23360 8B/01/14 
morris, B Division ol Regulatory Applications (860720 870413), 2pp. 61845 316- 
61645 316 

-9204220186 Forwards comments on proposed 10CFR20 revs 
MARTIN.TT. Region 1 (Post 820201) 6 6 FR 233 60, 08/01/26 MORRIS.B Division of 
Regulatory Applications (860720-070413) lOpp 61845 317*61045 325 

-9204220207 Responds to 071211 request for reviow, comment A concurrence (or draft 
100FR20 final rule 

HIND.JA Roglon 3 (Post 620201) 56FR23360 88/01/22 MORRIS.B M Division of 
Regulatory Applications (060720-070413) 11pp 61845 326 61045 336 

-9204220227 Rocommonda that draft 10CFR20 be given to Ofc of Enforcement for 
reviQw A considorallon of developing ©nforcemont strategies 
SCARAMO.RA Region 5 (Post 820201) 56FR23360 88/01/15 MORRIS, B Division 
of Regulatory Applications (Post 070413) 4pp 61845 342 6ia46'345 

-9204220246 Forwards conriments from state of Indiana on div review of draft 10CFR20 
rov 

NUSSBAUMER.O A Assistant Director (or State Agreements Program 56FR23360 
80/01/28 MORRIS.B* Division of Regulatory Applications (060720 870413) Ip 
61845 346 61645 346 

-9204230000 Comments on ALAR A requirements for importance in sys of radiation pro- 
tection 

DVORAK.V Indiana. Slat© of 56FR2336D 88/01/21 NUSSBAUMER.D A. NRG * No 
Detailed Affiiialion Given. 1p 61645 347 61046 347. 

-9204230014 Forwards Stales of Colorado A Wisconsin comments on review of draft 
10CFR20 rev 

NUSSBAUMER.D A Assistant Director for Slate Agreements Program 56FR23360 
08/01/25 MORRIS.B, Division ol Regulalory Applications (Post 670413), 1p 
61845*346*61845 340 

-9204230D27 Lkonflrms earllor conversation ro comments on draft rev of 10CFR20 dtd 
871209 

HAZLE.AJ Colorado, Slafo of S6FH23360 88/01/14 NUSSBAUMER.D A Assistant 
Director for Slate Agreemonls Program Ip 01045*349 61846.340 

-9204230030 Provides comments ro draft 10CFR20 rev Section 20 1101 records should 
require that units be roportod in both special units A SI units 
BUNGE*MC Wisconsin, Slate oL 56FR23360 68/01/14 NUSSBAUMER.D, Commis- 
sioners (Post 750119) Ip, 61045 350 61845 350. 



-9204230030 Discusses review of draft of revised 1OCFfl20 w/ understanding that rule 
wrif Cvenlua^^/ be promuSpated 

LOVSEN.P Fuel Cycle Safety Branch 56FR23360 8B/01/15 COOLED Office of Nu' 
clear Material Safety & Safeguards 4pp 61845 351 '61845 354 

-9204230040 Corrmonis on rev of lOCFR20'in response to 87121 1 request 
BAMG^RT.RL Regan 4 (Post 820201) 56Fn233eo flfl/Ot/20 WORRIS.B Division 
of Regulatory AppEications (Posi 870413) 5pp 61845337'61846 341 

-9204230007 Forwards commenis concareiriff final 10CFF20 revise dl rule 
GEORGE D Army, Dapt of 5&FR23360 68701/10 PETERSON, H Commisaioners 
(Post 750119) 4pp 61845 355 61845 350 

-9204230002 Forwards comments on proposed rulomaXing re notification of incidents 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
56FR233eO e&/01/13 WORRIS.RM Dtvisfon of Regulatory Applications (Post 
070413) I5pp 61845 359 61846 041 

-9204230124 Commant on proposed rules 10CFR2, 19, 20.30, 3 1,32,34. 3 5, 30,40, 50,61 & 
70 re aids for protectjon against radiatior^Oppases rule 

GRFG0RV,RD Affiliation Not Assigned 50FR51992 66/05705 Docketing & Serv- 
ices Q ranch Ip 61060 312 61860 312 

-9204230130 Commeni on proposed rules iaCFR2, 13.20,30,31.32.34,36,39,40, 50.61 & 
70 ra sld5 for prolsction againsl radiation 

SORENSEN,GC Washington Public Power Supply System 50FR51992 86/05/09 
Office of the Socrelary of Ihe Commission 3pp 61860 334-61 860 336 

—9204230137 Comment on proposed rules lOCFR 2, 19,20,30, 3 1,32,34, 35,39, 40, 50,61 & 
70 ra aids for proloction egalnal radiation Opposes nrle 

ROSINE.D, AffiliaiJon Not Assigned 50Fft51992 86/05/05 Dochellng & Services 
Branch ip 61800 313 61860 313. 

-9204230148 Comment on proposod rules t(}CFR2.19,20,30.3l,32,34.35,39,40, 50,61 a 
70 re stds for proteclion against radiation 

BASRIN.KP. Southern California Edison Co 50FR51992 86/05/12. Docketing a 
Services Branch 28pp 61861 030 61 661 057 

-■9204230149 Comment on proposed rule ^ 10CFn2,1 9, 2 0,30, 31,32,34,35.39.40. 50.61 a 
70 re stds for protection against radiation Opposes rule 

ALKINS,CL Peace Education Center 50FR51992 86/05/07 OJfice of tho Secretary 
of the Commission Ip 61860 314 61860 314 

-920423015$ Comment on proposed rules 10CFR2, 19,20, 30,3 1,32.34, 3 5, 39.40, 60,61 a 
70 T© sWs for prelection against radtatvon 

THOMPSON, FC National Association of Radiation Survivors 50FR61992 86/05/08 
Office of the Secretary of the Commission 4pp 61860 337 61860340 

-9204230162 Comment on proposed rules 10CFR2,19,20,30,3l,32,34,35,39,40. 50,61 a 
70 re stds for protection against radiation 

CADENA,OG Southwest Research Institute S0FR51992 fle/OS/OS Docketing a 
Services B/arch 3pp 61860315-61860 317 

-9204230171 Comment on proposed rules tOCFR?, 19.20,30.3 1,32. 34, 35.39, 40, 50,61 a 
70 ra stds for protection against radiation 

* Micfdfe South Services, Inc 50FR51992 86/05/07 Docketing a Servjces Branch 
5pp 01851 O50-61B6I 062 

-9204230100 Comment on proposed rutos 10CFR2.19.2O,30.3l.32, 34.35,39, 40. 50.61 a 
70 ro stds for protection againsl radration Opposes rule 

2ELLER.T Sassafras Auoubon Society 50FR5tg92 86/05/09 Office of the Secre 
tary of the Commission 1 p 61 660 34 1 '61860 341 

-9204230101 Comment on proposed rules 10CFR2,1 9,20,30.31,32.34,35.39,40, 50,61 fi 
70 re stds for protection against radiation 

MASSE.F Massachuselts Insliluie of Technology, Cambndge, MA 6f)Fn51932 86/ 
05/09 Docketing a Services Branch 6pp 61661 063-61661.069 

-9204830185 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34.3 5, 39,40. 50.61 & 
7D re stds for protection against radiation 

SULIMA.J K Arfiliadon Not Assigned 60FR51992 66/05/03 Office of llio Secretary 
of the Comn^ission 4pp 61860 342-61860 345 

-9204230187 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32,34, 3 5.39,40, 50.61 & 
70 re tstds for protection against radiation Opposes rule 

* AffihaUon Not Assigned 50FR51992 86/03/27. NRC - No Detailed AffLilaKon Given 
6pp 61861 m 61861 074 

-9204230198 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1, 32, 34 .36.39,40. 50.61 & 
70 ra stds for protection against radiaton Opposes rule 

' Affiliation Not Assigned. 60Fn5l9g2 86/05/07 Docketing & Soivices Branch Ip. 
61860 346-81860346 

-9204230199 Comment on proposed rules tOCFR^, 19, 20,30.31, 32.3 4, 35.39.40, 60,61 & 
70 re stds for protection against radiation Supports nilo 

SCOTT.LM E-oulsiana State Univ, Baton Rouge, LA 50FR51992 66/05/09, Docket- 
ing & Services Branch 2pp 61B60 347-81860 343, 

-9204230214 Comment on proposed rules 10CFR2,1 0,20, 30.3 1,3 2.34 ,35. 39,40. 50,61 & 
70 re stds for protection against radiation 

RAD.P.S University Hosps of Clevelar^d, Cleveland. OH 50FR51fi92, 66/05/07 
Office of the Secreiary of the Commission 2pp 61860 318-81B60 310 

-9204230217Commenl on proposed rules 10CFR2, 19,20,30,31 .32 ,34.35,3 9,40. 60,61 & 
70 re stds for protoction against radiaticri 

ABRaHAMSON.S Wisconsin, Slate of. 50Fn519g2 86/05/07 Docketing & Services 
Branch 2pp 61660 320 61860,321. 

-9204230219 Comment on proposed rules tOCFR2, 19,20.30,31,32,34,35,39.40, 60.81 & 
70 re stds for protection against radiation 

RADCLIFFEJJ Radcliffe Technical Service. 50FR51992 86/05/07 Dockelno & 
Services Branch 2pp 61880,322 61860:323 

-9204230222 Comment on proposed rules 10CFR2, 19.20.30,3 1.32, 34, 35.39,4(5 50,61 & 
70 re stda for protection agafnst radiation 

HOBBS, TG Affiliation Nol Assigned 50FR51692. 86/05/06 Deckoling S Services 
Branch 3pp 6 1 660 324-61660 316 


-0204230230 Comment on proposed rules 10CFF2, 19, 20,30.3 1,32.34, 35,39.40, 50,61 A 
70 re elds for protection against radiation Opposes rule 

MACNULTY.JJ Citizens Energy Council 50FRS1902 86/04/28 Office of the Secre- 
tary of the CommissEon Ip 61660 327-61 860 327 

-0204230234 Commer\t on proposed rules 10CFn2, 19.20,30.31,32,34.95,39.40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

6HOOP.M Sierra Club 6OFR51092 06/05/06 Office of the Secretary of the Com 
mission Ip 6 1 660 328 61 Q60 320 

-9204230237 Comment on proposed rules 10CFR2, 19, 20,30, 31 ,32.34,35.39,40, 50.61 a 
70 re stds for protection against radiation 

SKOLNICK.F Susr^uohanna Valley Alliance, Lancaster, PA 50FR51'992 86/04/26 
NRC - No Detailed Affiliation Given 2pp 61660 340-61860 350, 

-9204230239 Comment on proposed rules 10CFR2, 19,20.30,31,32.34,35,39,40, 50,01 & 
70 re stds for proteclion against radiation Opposes rule 

BREY.H L Public Service Co of Colorado 60Fn51992 06/05/07 DockelJrig & Sorv 
ices Branch 11pp 61861 075 61061 085 

-9204230245 Commonl on proposed rules 10CFR2, 19,20.30, 3 1,32, 34,35. 39,40. 50,61 A 
70 re slds for protection against radiation Supports rule 

NOnTH,DL Miriam Hosp. Providence, Rl SOFAS 1992 86/05/09 Office of the Sec- 
retary of the Commissior) 2pp 61060 351 61860 352 

-9204230264 Comment on proposed rules 10CFR2.19,20.30,31.32,34,35,39.40, 50.91 A 
70 re stds for protoction against radiation Opposes rule 

MADISON.K Orange County Alfiance for Survival 5QFR51992 86/05/07 DockoLing 
& Services Branch Ip 81860 329-61060 320 

-9204230260 Comment on proposed rules 10CFR2,19,20,30.31,32.34,36.39,40, 50.61 & 
70 re stds for protection against radiation 

BI-ACK.R E Sinai Samaritan Medical Center, Milwaukee, Wl (formerly Ml Sinai Modi 
cal Center. 50FR51992 06/05/08 Office of the Secretary of the Commission 2pp 
61860 353-61660 354 

-9204230271 Comment on proposed rules 10CFR2.1 9,20.30,31, 32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation 

WRENN.M E Affiliation Not Assigned 50FR51992. 06/05/00. Docketing 6 Sen/ices 
Branch 87pp 61061 00e61661<172 

-9204230277 Comment on proposed rules 10CFR2, 19, 20.30,3 1.32,34, 35, 39.40, 50,61 A 
70 ro stds for protection against radiation (^poses rule 

STRATTON.K Affdfallon Not Assigned S0TO1992 86/05/12 NRC - No Detalied Af- 
filiation Giverr Ip 61860 330-61060 330 

-9204230200 Comment on proposed rules 10CFR2, 19,20.30.3 1.32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

ROHRIQ.N Bfookhaven National Laboratory 50FRS1092 06/05/00 Office of the 
Secretary of tho Commission 5pp 61880 355 61860 359 

-02 04230202 Cominiant on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30,40, 60,61 & 
70 re stds for proteclion against radiation Opposes rulo 

FISCHER.A M Affiliation Nol Assigned 50rfl51992 06/05/06 Docketing & Services 
Branch Ip, 61660 391 61060 331 

-9204230283 Commoitl on proposed rules 1QCFR2, 19,20,30,31.32.34,35,39,40, 50.61 A 
70 re stds for proteclion against radiation Opposes rule 

FOX.SH. Affiliation Not Assigned 50FRS1992 86/05/09 DockoUng A Servlcoa 
Branch Ipp 61861 173 61861 173 

-0204230292 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,61 A 
79 re slds for protection againsl rfidialion Opposes rule 

JACOBSON, N Affiliation Not Assigned 5CfFR51992 86/05/08 Office of (ha Socfo 
tary of the Commission 2pp 61860 360-61860 362 

-9204230293 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32, 34,35, 39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rulo 

BURNS, LR Affrlfallon Not Assigned S0FR$igg2 86/05/12 NRC • No Detailed AffiiF 
ation Given 2pp 61860 332-61860 333 

-9204230295 Comment on proposed rules 10CFR 2, 10. 20, 30, 3 1,3 2,3 4, 35,39, 40, 60.61 A 
70 ro aids for proteclion against radiation Opposes rule 

OUIQQ.C. Illinois Safe Eneroy Alliance 50FR61992 06/05/00 Office of Iho Secretary 
ol Cojnrvttaslon 5pp 6I661 001-61661 005 

-'0204230298 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32, 34,38,39, 40, 50.61 A 
70 ro stds for protection against radiation 

SALSBURY.WC Affiliallon Not Assigned. 50Ffl61992. 86/05/13. Docketing A Serv- 
ices Branch. lOpp 61B61:174'61861 103 

-9204230306 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 36, 39.40, 50,61 A 
70 re Bids lor preleclion against radiation 

SPRINGER.TJ Modi Physics. Inc 50FR51992 00/06/08. Docketing A Services 
Branch 2pp 61861 1fl4‘6106M85, 

-9204230318 Comment on proposed rules 10CFR2, 19,20,30.3 1,32,34, 35.39, 40, 60.61 & 
70 re stds lor protection againsl radiation Supports rule 

VETTER.R J Mayo Citnic, Rochester. MN 50FR51992. 86/05/07 Office af tha Sec 
retaryof the Commission 3pp, 61661.008 61 861 008 

-9204230322 Comment on proposed rules 10CFR 2. 19, 2 0,30, 3 1,32, 34 ,3 5, 39, 40, 50.61 A 
70 re stds for protection against radiation, Chooses rule. 

WBSCHER.D Affifialioit hToi Assigned 5OhR51092. 06/05/07. Docketing A Services 
Branch 1pp. 61861-186 61861*166. 

-9204230324 Ckimmenl on proposed rules 10CFR 2, 19, 20, 30, 3 1,3 2,3 4, 35 ,3 0,40, 50,61 A 
70 f 0 stds for protection against radiation. 

KEfSER.HW Pennsylvania Power A Light Co 50FR5t992 06/05/08. CHIIK.SJ 
Office of the Secretary of the Commission 4pp 61061 009-61861 012. 

'•9204230326 Comment on proposed rules 10CFR2, 19,20,30, 31, 32,34, 35, 39, 40, 60,61 & 
70 ra sida for protection against radialion.Opposes rule 

PLATOV.M Affiliation Nol Assigned 60FB51992 66/05/04 Office of the Secretary of 
the Commission Ipp 61081-167-61861,187, 
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204230328 C<3mmQnl on proposed rules 10CFR2, 19,20, 30.3 1.32,34,35.39, 40, 60,61 & 
70 re stds lor protoction against radiation 

GEIGER.W& AfMiatlon Not Assigned 5OPR51092 06/05/09 Orfico of the Soorotary 
of the Comnnission 3pp 61861 013-61861 015 

-9204230330 Comment on proposed rules 10CFR2, 19, 20,30.3 1.32, 34,35.39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

MURPHY.W P Vermont Yankee Nuclear Power Corp 60Fn51992 86/05/09 Docket- 
ing & Services Branch 2pp 61861 188-61861 189 

-9204230331 Comment on proposed rules 10CFR2, 19,20.30.31.32,34,35,39,40, 50,61 & 
70 re atds for protection against radiation Opposes rule 

FAY.C.W Wisconsin Electric Power Co 50FR51992 86/05/08 Office of the Secre- 
tary of the Commission 7pp 61861 016 61861 022 

-9204230337 Comment on proposed rules 10CFR2,1 9,20.30.31 ,32,34,35.39,40, 50,61 & 
70 re stds for proteclion against radiation Supports rule 

EOELMAN.MR Cleveland Electric lllummatlng Co 50FR51992 86/05/00 CHILK,S J 
Office of the Secretary of the Commission 7pp 61061 023 61861 029 

-9204230338 Comment on proposed rules 10CFR2, 19,20.30,3 1,32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiation 

DRIIM.DE Brigham & Women's Hosp . Boston. MA 60FR51992 86/05/12 Docket- 
ing & Services Branch 6pp 61861 190 61861 195 

-9204240008 Discusses regulatory guides anticipated for Implementing 10CFR20 rev 
PETEflSON.H Radiation Proteclion & Health Effects Branch 56FR23360 88/01/28 
MERWtN.S BatteJIe Memorial Institute, Pacific Northwest Laboratory 2pp 6164 6 042- 
61646 043 

-9204240012 Forwards comments on draft 10CFR20 rev Comments limited to only new 
comments resultant from review of current draft 

STOHR,3P Office of Nuclear Material Safety & Safeguards. 56FR23360 88/01/28 
MORRIS, B Division of Regulatory Applications (Post 870413), 3pp 61846 044- 
61646.051 

-9204240021 Forwards proposed outline for 10GFR20 regulatory analysis 
MERWIN.S E. Batlelle Memorial Inatitule. Pacific Northwest Laboratory 66FR23380 
88/01/29. PETERSON, HT Radiation Protection & Health Effects Branch. 6pp 
61846053 61846 058 

-9204240030 Comment on proposed rules 10CFR2. 19.20,30,3 1.32, 34,35, 39,40. 60,61 & 
70 re slds for protection against radiation 

MILLER.C.P Affiliation Not Assigned 50FR51992, 86/05/00 Office of the Secretary 
of 111© Commission Ip 61 882'001 -01 862.001 

-9204240034 Responds to 871229 request for review of draft 10CFR20 rev did 
871209 

PENNINGTON, WS Fuel Cycle Safety Branch 56FR23360 80/02/01 COOL, DA 
Office of Nuclear Material Safety & Safeguards Gpp 61846 059-61646 061 

"9204240042 Forwards comments from Slates of Alabama & New York Oepl of Environ 
Conservfllion on draft 10CFR20 rev 

NUSSBAUMER.D A Assistant Director for State Agroomonis Program 56Ffl23360 
88/02/02 W ORRIS, B Division of Regulatory Applications (Post 870413) Ip 
61840 002-61846 062 

-920424Q050 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35,39, 40, 50,61 & 
70 ro aids for protection against radiation 

STROM,OJ Fhltsburgh, Unlv of, Pittsburgh, PA. 60FR51992 86/05/10. Dockeling & 
Sorvlcos Branch 3pp 61061 269 61861 271 

-9204240053 Comments on draft rev of 10CFR20 
GODWIN, A V Alabama, Stole of 66FR23360 80/01/13 NUSSBAUMER.O A Assist- 
ant Director for Stale Agreements Program Ip 01846:063-61846063 

-9204240955 Comment on proposed rules 10CFR2. 19, 20.30, 3 1,32, 34,35, 39, 40, 60,61 & 
70 re Stefs for protection against radiation Opposes rule 

REISER.NT Affiliation Not Assigned 60FRB1992 80/05/08 NRC - No Detailed Affill- 
alion Given 1p 61862 002-61 862'002 

-9204249058 Comment on proposed rules 10CFR2. 19,20,30,3 1,32, 34, 35,30, 40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

EDDLEMAN,W North Carolina Citizens Research Group 50FR51992 06/05/10 
Dockeling & Services Branch l6pp 61861, 1O6-61O0P211 

-9204240959 Comments on proposed draft 10CFR20 rev 
KELLEHER.W J. New York, State of. 56FR23360. 08/01/22 NUSSBAUMER.D.A As- 
sistant Diroclor for Stale Agreements Program 2pp 61846.064-01846 005 

-9204240960 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,34,35,39,40, 50,61 & 
79 re stds for protection against radiation Opposes rule 

DURKIN, M Affiliation Not Assigned. 6DFR61992. 66/05/06. NRC - No Detailed Alflll- 
alien Given 1 p. 81 862 003-61 862.003 

-9204249962 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32,34,35,30,40, 50,61 & 
70 ro slds for protection against radiation. 

MCCLEARY.KJ Affiliation Not Assigned, 6OFR51092 86/05/02, ALEXANDER, R 
NRC • No Delalled Affiliation Given. Ip. 61662604 01862.004 

-9204240065 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation exposes rule 

MCCHORY.P H Louisiana, State of. 60FR51fl92 06/05/06. Docketing & Services 
Branch 2pp. 61081:272 61 061 ‘273 

-9204240067 Forwards revised outline & three draft sections of 10CFR20 regulatory 
analysis for review 

MERWIN.S E Battelle Memorial Institute, Paclfio Northwest Laboralory. 66FR23360 
85/02/19, PETERSON, H.T. Radiation Protection & Health Effects Branch 100pp. 
61846076 61846.204. 

-9204240066 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,39.40, 50,61 6^ 
70 re Bids for protection against radiation .Opposes rule, 

LEWIS.M.I Lewis. M, 50FR51992. 66/05/09. Office of the Secretary of the Commis- 
sion lipp, 61861,212 61861:222 

-9204240089 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34, 35,39, 40, 50,.01 A 
70 re stds for proteclion against radiation 

DRAKE.G.A, Affiliation No! Assigned 60FR61992 86/05/08 Office of the Secretary 
of the Commlaslon 1p 61862.005-61862 005. 


-9204240072 Forwards commenls from Stales of Iowa & California on draft 10CFn20 
rev. 

NUSSBAUMER.O A Assistant Director for State Agreements Program 56FR23360 
8B/02/25 MORRIS, B Division of Regulatory Applications (Post 070413) Ip 
61846 205 61846 205 

-9204240076 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32.34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BEYEA.J National Audubon Society 50FR51992 86/05/12 Office of the Secretary 
of the Commission 2pp 61862 006 6 1 862 007 

-9204246077 CommenI on proposed rules 10CFR 2, 19, 20, 3 0,31 ,32,34.35,39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

D’ARRIGO.D Nuclear Information & Resource Service 50FR51D92 86/05/01 NRC - 
No Detailed Affiliation Given 6pp 61861 274 61861 279 

-9204240078 Comment on proposed rules 10CFR2, 19, 20,30,31 .32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

SABO, AT WestInnhousQ Eleciric Corp. 50FR51992 06/05/12 Docketing & Services 
Branch 13pp 61861 223-61861.235 

-9204240080 Comment on proposed rules 10CFR2,19, 20,30,31, 32,34, 36, 39, 40, 50,61 & 
70 re stds for protection against radiation 

WISSINK.R.G Affiliation Not Assigned 5OFR51092 06/05/09 Dockeling & Services 
Branch 12pp 61861 260 61861 291 

-9204240084 Informs that revised proposed rogulalion re 10CFR20 dtd 671 223, appro- 
priate A generally onforceable 

FLATER.DA Iowa, Slate of 56FR23360 88/02/ 15. NUSSBAUMER.D A Assistant 
Director for Stale Agree menls Program 1p 61846 206 61846 206 

-9204240085 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35.39, 40, 50,61 & 
70 re slds for proleclior^ against redlalion 

BOHLMAN.J F United TranspoHation Union. 50FR51992 86/05/09, Office of the 
Secrelary of the CommJssSon 2pp 61862 008-61862 009 

-9204240093 CommenI on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRIESEN.BS Kansas, Unlv of, Kansas Qty, KS 60FR61902 66/05/13 Office of the 
Secretary of the Commission 6pp 61861 202-61861 297 

-9204240096 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro slds for proteclion against radiation 

KINGSLEY, O.D Mississippi Power & Light Co 50FR61992 66/05/12. Docketing & 
Services Branch, 7pp 61861 236 61861 242 

-9204240110 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

STUCHINSKt.V L Throe Mile Island Atert 50FR51092 86/05/06 Docketing A Serv- 
ices Branch 3pp 61061 298 61 561 '300 

-9204240112 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

CAREY, WE. Ohio Stale Unlv. Columbus, OH 50FR61992 06/05/12 Office of the 
Socrelary of the Commission 2pp 61 062‘O1O 61862.011 

-9204240119 Forwards draft repi, “Regutalory Analysis for Revisfon of f0CFR20" to 
perform addi analyses or revise existing analyses based on findings of RES review 
team 

MERWIN.S.E Battelle Memorial Institute, Pacific Northwest Laboratory. 56FR23360 
00/03/15 PETERSON, HT Radiation Protoction A Health Effects Branch 161pp 
61fl47.043-61047-193 

-9204240120 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 60,61 A 
70 ro slds for protection against radiation Opposes rule 

PLANK, W Bedford County Environmental Commillee, 50FR51992 86/05/12 NRC - 
No Detailed A ffllfaUon Given 4pp 61061 301-61861 304 

-9204240123 CommenI on proposed rules 10CFR2.19.20, 30,31, 32,34.35.39, 40, 50,61 A 
70 ro stds for protection against radiation 

SLABACK,L Affiliation Not Assigned 50FR51992 86/05/06, Docketing A Services 
Brar^ch. lOpp 61861 305-61861.314 

-0204240126 Supports Commission proposed rev of regulations in 10CFR20 which pro- 
vides basic requirements for proteclion of exposed individuals 
MCQURK.JS California, State of 68FRa3360 88/02/16. NUSSBAUMER.D A Assist- 
ant Director for Stale Agreemon Is Program 2pp 61840 207-61846.208. 

-9204240120 Commonl on proposed rules 10CFR2,19.20,30,31,32»34,35,39,40, 50,61 A 
70 ro atds for protection against radiation 

MORRIS, L Health Physics Society. 50FR6ie92 00/05/09, Office of the Secretary of 
the Commission 6pp. 61 BBS 012-61862.016, 

-9204240129 Comment on proposed rules 10CFR2, 10, 20,30,31 ,32,34,35,39.40, 50,81 A 
70 m stds for protoction against radiation Supports rule, 

BROWN, R.W. Mallory Capacitor Co 50FR51992 86/05/09 Docketing A Services 
Branch Opp 61861.315 61661.323 

-9204240132 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32,34.35, 39, 40, 50,61 A 
70 ra slds for protection against radlatfon Supports rule. 

EASKIN.K.P Southern California Edison Co. 50Fn51992. 86/05/12 Docketing A 
Services Branch 28pp si 661 324-61861 ‘351 

-9204240136 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 36, 39, 40, 50,01 A 
70 ro stds for protection against radiation 

PITCHFORD,T,t. AffiliaDon Not Assigned 50FR61992 86/05/05 Docketing A Serv- 
ices Branch. 6pp 61001 “3 92-81 B0 1.366 

-9204240137 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

DOUQLAS.M.H Affiliation Not Assigned 6(>FR51092. 06/05/09 Dockeling A Serv- 
ices Branch Ipp d18Sl‘243-61661.243. 

-0204240139 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 60,61 A 
70 re- stds for protection against radiation Opposes rule, 

JOHNSON.BJ Minnesota Public Intorosl Research Grot^. 60FR51992 06/05/12 
Office of the Secretary of the Commission. 14pp. 61 862 017-61852.031 
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-9204240141 Provid433 commenis on draft of 10CFB20 rogufalory analysis 
RICHTER^B Office of Nucloar Regtlalory Research (Post 8&0i72O) 56FB23360 05/ 
03/04 PETERSON.H Office of Nuclear Regulatory Research {Post 800720) 44pp 
61046 209>61846 253 

-9204240147 Comment on proposed rutas tOCFH 2, 19, 20, 3 0.31 .32.34.35.39,40, 50.61 & 
70 re slds for protection against radiation Opposes rule 

KETCHUM.W Affiliation Not Assionod 50FR51992 86/05/12 Docketing & Se/vices 
Branch epp 61G61 244 61861 24 & 

-92042401 4G Forwards revised final lOCFRSO rule developed by lateroffica working 
croup on diraction of special interoffice steering group Review & comments requesled 
MORRIS.B Division of Regulatory Applrcatior^s (Post 870413) 56FH23360 80/03/30 
LIEBERMANJ Ofc of Enforce morl (Post 670413) 2pp 61847 206-61847 209 

-9204240152 Comment on proposed rules 10CFR2,1 9,20,30,31 ,3 2,34.35.3 0.40, 50,61 & 
70 re stefs for proteclion against radiatJon 

COYLE ,D Affiliation Not Assigned 50FR51992 66/05/11 Docketing & Services 
Branch 2pp 61862 032 61062033 

-9204240157 Comment on proposed rules 10CFR2.1 0,20,30,31,32.34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

BIONDI.G league of Women Voters. Palm Springs. CA S0fR51992 86/05/07 
Office of the Secretary of the Gcmmission 3pp 61862 034 61862036 

-920424015B Comment on proposed rules lOCf RE, 1 0,20,30,3 1,32.34.35.39.40, 60,61 & 
70 re stds for protection against radiation Supports rule 

GEIQER.E L Thermo Electron Corp 50FR51&92 86/05/29 Dockoling & Servicos 
Branch 2pp 61862062 61962063 

-9204240160 Comment on proposed rules 10CFR2,19, 20,30,3 1,32,34.35, 39.40. 50,61 & 
70 re stds for prolaclion against radiation Opposes rule 

BILIINQS.J Democralic women’s Association of Ihe DaserL 50'FR51'9£)2 86/05/10 
Dockelmg &. Services Branch Ip 61862 037-61862 037. 

-9204240164 Comment on proposed rules 10CFfl2. 19,20,30, 3 1,32,34, 3 5,39,40, 60.61 & 
70 re atda for protection against radiation Opposes rule 

WALKOUT ,J Rockford Collega, Rockford. IL. 50FR51992 88/05/12 Docketing & 
Services Branch Ip 61051 2S0-G1861 250. 

-■9204240170 Comment on proposed rules 10CFR 2, 19.20.30, 3 1,32, 3 4.3 5, 39,40. 50.61 & 
70 re stds for protection against radiation 

UNDRUM, RE Affiliation Not Assigned 50FR51992 86/05/14 PALUDINO Com- 
missioners {Post 750119) 6pp 61662 038 61862,043 

9204240171 Forwards requostod tabufatlons re radlonucHdos of ICRP-30 sorted by In- 
creasing ALI or DAC 10CFR20 update 

ECKERMAN.KF Oak RIdgo National Laboratory 66FR23360 88/05/19 

PETERSON.HT Offico of Nuclear Rogulalory Research (Post 060720) 60pp 
61646 254 81846 317 

-9204240172 Comment on proposed mfos 10CFR2, 1 9, 20,30 ,3 1.32.34, 35.39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BYE.M Central Bucks Clean Energy Collective, Doyfestown, PA 50FR51992 86/04/ 
26. Office of the Secretary of the Commission Ip 6 18 61 '251 61861 251. 

-9204240174 Commonlon proposod rules 10CFR2, 10,20, 30,31, 32.34, 36,39,40, 50,61 & 
70 re slds for pro taction against radiation 

KOE5TER,G L, Kansas Gas & Electric Co 50FRS1092 06/05/12 Offico of thi? Soc- 
relery of the Commission 12pp 61862 044-61862 055 

-9204249176 Gommeni on proposed rules 10CFR2, 19,20.30,31,32^34,35,30,40, 50,61 & 
70 re slds fer protoction against radiation. 

MUSOLINO.S.v Affiliallor> Not Assigned 50FR61992 06/06/02 Docketing & Serv 
ices6rar>ch 2pp 61062 064 61082065 

-920424D176 Comment on proposod rules lOCFRE.1 9.20,30,31 ,32.34.35,30,40, 60,61 & 
70 re slds for protoction against radiation Opposes rule 

PLEASONTON.A K Affiliation Not Assigned 50FR51092 88/05/11. Oocketlirg & 
Servicos Brartch Ipp 61861 252 61861262. 

-9204240179 Forwards most rocent reva to final Pari 20 rule for determination of Incor- 
porallon by rof for transmilla) for Ofc of FR for publication 

PETERSON.H T Division of Roaclor Accident Analysis {870413-080716) 56FR23360. 
88/03/31 WIGQINGTON.S Office of Administration (Post 890205) 86pp 61047*210- 
61847.276. 

-9204240184 Comment on proposod rules lOCFRE, 19, 20, 30, 3 1,32,34, 35, 3 0,40, 50,61 6 
70 re slds for protection against radiation Opposes rule 

LEESMAN.SE Affiliation Not Assigned 50FR51092 86/05/12 Dockoling & Sorvicos 
Branch Ipp 61061*253 61061.253. 

-9204240188 Comment on proposed rules 10CFR2,19,20,30,31,32.34.35,39,40, 50,61 & 
70 ro stds for protoction against radiation 

ViLLA.R General Efeclric Co 50FR5tfl92 86/05/19 Offico of Iho Secrelary of the 
Commission 3pp 61862 057 61662059 

-9204240191 Requests review & response either confirming appropriatonoss of cross 
references or indicating correction needed ro revised draft 10CFR20, "Sid for Prolec- 
tlon Against Radiation 

GRIMSLEY.OH Division of Rules* Records {670413 600514) 5BFfl2330O 88/04/ 
13 GIRARO,M. National Archives & Records Administration 2pp 61847 276 
61847 277 

-9204240195 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32. 34, 3 5, 30,40, 60,61 & 
70 re stds for protection against radiation 

CLARE,W. Wisconsin, Stole of. 5OFR51092 66/05/09 CHILK.S. Ofllce o1 the Secro- 
lary of lha Commission Ip, 61861 254-81861 254 

-9294240200 Advises that cross reforenco ro final rule rovising 10CFR20, 
20 301,20«704 & 20 906 meets roquiremonls of ICFREt 21(c)(3) & appropriate for in- 
clusion in next texi of final rule 

GIRARO.M National Archives & Records Administration 6eFR23360 88/04/28 
GRIMSLEY,DH Division of Rules & Records (070413-880514). Ip* 61B47 270- 

470 ' 


-9204240201 Gommeni on proposed rulos lOCFR 2, 10, 20,30, 31 ,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation 

ZIMMERMAN.SR Carolina Power * Light Co. S0FR51992 86/06/06 CHILK.S J 
Office of the Secretary of the Commissfon 9pp 61862 066 61662 074 


-9204240205 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39. 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STEWART.J Affiliation Not Assigned 50FR5ig92 86/05/11 NRC - No Detailed Af 
filiation Given Ip, 61661 255-61861 255 

-9204240208 Comment on proposed rulos 10CFR2, 19, 20, 30, 31, 32,34.35, 30, 40, 50,61 & 
70 re slds for protection against radiation 

MCKNIGHT,JL Affiliation Not Assigned 50FR51992 86/05/13 Office of the Secro 
tary of Ihe Commission Ip 61062 060 61862 060 

-9204240212 Comments on final revision to 10CFR30 Marked up apps re regulation 
consistent w/direction of agency protection factors for respirators & quantitiea of li 
conised mat! requiring fabeltn^ end 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 56FR23360 6B/04/14 

MORRIS.B Division of Regulatory Applications (Post 870413) 2pp 61847 279 
61647 260 

-9204240214 Comment on proposed rules 10CFR2. 19, 20, 30,31, 32, 34,35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SLAYMAKER,J P Affiliation Not Assigned 50FR51902 86/05/15 NRC - No Dolatled 
AlfirialiOJl Given, Ip 61881 266 61861 256 

-9204240223 Concurs in issuance of NRC-0524 to reflect changes m responsibilities 
that rosullad from NRC reorganization Note should be added to remarks soctlon to 
Indicate that 10CFR20 undergoing rev 

QURDA.AJ Program Management, Policy Development & Analysis Staff (Post 
070411) 56FR23360 86/04/26 MASON.E Office of Information Resources Manana 

mont (Post 890205) Ip 61647 281-61047 281 

-9204240224 Comment on proposod rules 10CFR2,19.20,30,31,32,34.35,39,40. 50,61 8 
70 ro stds for protection against radiation Opposes rule 

HOCKER.CL Affiliation Nol Assigned 50FR61992 B6/06/09 Office of Ihe Socretaiv 
of the Cemmlsslon 2pp. 61662 OBO 61662 090 

-9204240225 Comment on proposod rulos 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 50FR51992 86/05/11 Docketing & Services Branch 2pd 

61661 257 61861 258 

-9204240231 Comment on proposod rules 10CFR2,19,20, 30,31 ,32,34.35,30,40, 50,61 & 
70 ro slds for protoction against radiation Supports rule 

SIEBERT.GW Defense, Dept of 50FR51992 86/05/09 Dockoling & Services 
Branch app 61661 259 61861 266 

-9204240237 Comment on proposod rulos 10CFR2, 19,20,30,31,32,34,35,30.40, 60,61 & 
70 re slds for proteclion against radiation Opposes rule 

FRISCO, DC Coalition for Nuclear Power Plant Postponemont 50FR51992 86/05/ 
12 NRC - No Ootafled Affiliation Given. 2pp 61661 267 61661 266 

-9204240270 Comment on proposod rules 10CFR2, 19,20, 30,31, 32,34, 35,30, 40, 50,61 * 
70 ro stds for protoction against radiation 

aORCHERT,HH Nebraska, State of 50FR51992 66/05/15 Office of Iho Secrolary 
of the Commission 2pp 61062 092-61662 093 

-92O424027B Commonl on proposod rulos 1DCFR2, 19, 20, 30,3 1,32,34,35.39, 40, 50,61 * 
70 re slds for protoction against radiation Opposes rule 

ARNSBERQER.M M Affiliation Not Assigned 60FF1S1992 86/06/27 Docketing* 
Servicos Branch 1 p 61 062 1 1 1 6 1 062 1 1 1 

-9204240204 Comment on proposod rules 10CFR2,19, 20,30.31, 32, 34.35, 39, 40, 50,01 8 
70 ro stds for protoction against radiation 

WfSENBURG.M R. Houston Lighting & Power Co 50FR51992 86/05/16 Dockotino * 
Sorvices Branch 4pp 61862 094 61862 097 

-9204240287 Commenl on proposod rulos 10CFR2, 19, 20.30.31, 32, 34, 35, 39,40, 50,61 & 
70 ro stds for protoction against radiation Opposes rulo 

* Afitllalion Nol Aaslgnod 50FR51092 80/00/30 Docketing & Services Branch Ip 

61662 112 61662 112 

-9204240290 Comments on droll rogutatory analysis for revision of lOCFREO.Suggosts 
lhal changes re discounting orrors navo no significant boarinn relating to analysis 
RICHTER.B Rogulation DevGlopment Branch 66FR23360 80/04/20 PETERSON.H 
Radiation Protoction & Hoallh Elfocls Branch 4pp 61847 202 61647 265 

-9204240291 Comment on proposed rulos 10CFR2, 10,20, 30, 31, 32, 34, 36, 39,40, 50,61 & 
70 ro stds for protoclion against radiation Opposes rulo 

JENKfNSpE J Affiliation Nol Assigned 5OFR510g2. 92/02/25. NRC - No Dolailcd Af 
fiiialion Given 3pp 61662075 61662 077 

-9204240292 Gommont on proposed rulos 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for proleclion against radiation Opposos rulo. 

SCHRAOER.O, Affiliation Not Assigned 50FR51992 06/00/30. Docketing & Service a 
Branch 2pp 01862:113-61662 114, 

-9204240294 Comment on proposod rules 10CFF2, 19, 20, 30,31, 32, 34, 36, 39,40, 60,61 A 
70 re slds for protection against radiation. 

HARSHAW.F Aflifiation Not Assigned. 50FR51992 86/05/12 Office of the Secrolary 
of the Commission, 3pp 61662*098 61862*100 

-0204240296 Comment on proposod rules 10CFR2,1 9,20,30.31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation, 

MCNEES,J.L Health PItysIcs Society 50FR51092 60/05/07 Offico of Iho Secretary 
ofthe Commission 2pp 61062:101-61062.102 

-9204240290 Comment on proposed rulos 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 A 
70 re 8td8 for proleclion against radiation Supports rulo 

FOWLER, S L W n. Graco * Co 6DFR51092 66/02/14. ALEXANDER Division of Ra 
diatlon Programs A Earth Sciences (840429 860720), 8pp. 61662 078-61862 087. 

-9204240300 Comment on proposed rules 10CFR2, 10,20, 30, 31. 32.34.35, 30, 40, 50,61 A 
70 roslds for protection egalnat radiation Opposes rule 

QUIGG.C. Illinois Safe Energy Alliance 60FR51992, 66/05/15 Office of Ihe Secrolary 
of the Commission. 3pp. 61062 103 61862 105, 
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-92D4240301 Fomards ^lnal draft repl re regulalory analysis for revision of lOCFRgO for 
comments Advises that distribution is limited because draft has not received approvals 
through formal clearance process 

MERWIN.se Battelle Memorial Institute, Pacific Northwest Laboratory 56FR23360 
00/05/17 PETERSON.HT Radiation Protection & Health Effects Branch liapp 
O<047 206 61048 035 

-5204240303 Comment on proposed rules 10CFR2, 19, 20,30, 31. 32.34,35.39,40. 50,61 A 
70 re aids for protection against radiation 

SLATEN.NG Union Electric Co 50FR51992 06/05/12 Docketing & Services 
Branch, 2pp 61862 106 61862 107 

•<9204240308 Comment on proposed rules 10CrR2,l9,20.30.31,32.34,35,39.40. 50,61 & 
70 re side for protection against radiation Supports rule 

CHANDLER.S Affiliation Not Assigned 50FR51992 86/05/13 Docketing & Services 
Branch Ip 61062 088 61062 088 

•<9204240311 Comment on proposed rules 10CFR2, 19.20.30,31 ,32,34,35.39.40, 50,61 A 
70 ra stds for protection against radiation Opposes rule 

HARMON.8. Anti Vivisection Society of America, Inc 50FR61992 06/00/02 Dockot* 
ing A Services Branch Ip 61862 116 61862 115 

-9204240319 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32.34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

MCGUIRE.C B Affiliation Not Assigned 50FR51992 06/09/02 Office of the Secre 
tary of the Commission Ipp 61062 116 61062 116 

-9204240323 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

O'SULUVAN.E Affiliation Not Assigned 50FR51992 86/00/30 Docketing A Services 
Branch Ipp 61862 117 61862 117 

-9204240327 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34.35,39.40, 60,61 A 
70 re stds for protection against radiation 

CHEN.SY, Cafspan Corp (subs Arvin Industrlos/Franklin Research Center) 
60FR51992 66/05/14 Office of the Secretary of the Commission 2pp 61062108- 
61662109 

-9204240331 Commont on proposed rules 10CFR2, 19,20.30,31 ,32.34,35,39,40, 50,61 A 
70 ra 8fds for protection against radiation Opposes rufe 

MARKOFF.B Affiliation Not Assigned 50FR51992 06/05/14 NRC - No Detailed Af- 
filialion Given Ip 61062 110 G1862 110 

-9204270027 Comment on proposed rules tOCFR2, 19,20, 30, 3 1,32,34, 35, 30,40, 50,61 A 
70 ra stds for protection against radiation Opposes rule 

GILBERT, WV Affiliation Not Assigned 50FR51992 06/08/28 Docketing A Services 
Branch 1 pp 61 862 1 1 8 61 062 1 1 8 

-*920'4270033 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes ruto 

LIENS.H Affiliation Not Assigned 50FR51992 06/09/01 NRC * No Delallod Affiti- 
alien Given 1pp 61862 119 61B62 119 

-9204270030 Commont on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35, 30, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

VERPLANKE.Y Affiliation Not Assigned 50FB51992 06/00/26 Dockaling A Services 
Branch Ipp 61062 120 61062 120 


-9204270073 Comment on proposed rules 10CFR2, 19, 20, 30, 31,32,34.35. 39. 40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

MOTTOLA,P Affiliation Nol Assigned S0FR51992 86/00/31 Office of the Secretary 
of the Commission ipp 61862 125 61862 125 

-9204270074 Requests response to presentation summary concerning dosimetry of red 
bono marrow vs dosimetry of ’’whole body” Perspective summary end 
QUINN.DM Consolidated Edison Co of Now York, (nc 56FR23360 07/06/25 
CONGEL.F NRC - No Detailed Affilialfon Gwen 9pp 61040 040 61648 046 

-9204270077 Informs that author loos forward to addressing Commission on proposed 
changes to 10CFR20 on 881 1 10 Copy of prepared statement end 
WINSLOWJP Qonoral Eleclrie Co AA38 2 80/11/07 CHILK.SJ Offico of the Sec 
retary of the Commission 23pp 61849 1 12 61849 134 

-9204270079 Comment on proposed rules 10CFR2. 19, 20,30,31, 32.34.35, 39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

HAMILTON.LE Affiliation Nol Assigned 50FR51992 06/08/29 Docketing A Sorv 
Ices Branch Ipp 61662126-61862 126 

“9204270004 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35. 39. 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

REICHARD.T Affiliation Not Assigned 50FR51992 06/09/02 Docketing A Services 
Branch Ipp 61662 127 61862-127 

-9204270096 Forwards.for review A concurrence, package for major Pan 20 rev Final 
rule incorporates comments by NRC program A regional ofes A by interested slates 
MORRIS,BM Division of Rogutatory Appllcalions (Post 870413). 56FR23360 08/06/ 
30 MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 070411) 2pp 
61840 049-61640 050 

-9204270107 Comment on proposed rules 10CFR2,10,20,30.31, 32,34.35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ORRIS, E F Affiliation Not Assigned 50FR51992 86/09/05 Docketing A Services 
Branch Ipp 61862 120 01862 128 

-9204270111 Commont on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 A 
70 r© 8td3 for protection against radiation Opposes rule 

STANSFIELD.E Ecology Center of Southern California 60FR51 992. 66/05/16 Dock- 
eting & Services Q ranch Ip 61662 154 61862M54 

-9204270114 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32, 34 ,35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

PAIS.Q. Affiliation Not Assigned 50FR51992. 66/00/30 NRC - No Detailed Affiliation 
Given. 3pp 61862 129-61862 131 

-9204270120 Comment on proposed rules 10CFR2, ID, 20,30, 3 1,32,34, 35, 3 9, 40, 60,61 A 
70 ra aids for proleclion against radiation Opposes rule 

DOUGHERTY, JC Affiliation Nol Assignod 50FR51092 86/09/09 Docketing A Serv- 
ices Branch Ip 61062 155-61662 155 

-9204270121 Discusses application of backlit rule to Part 20 Rule may be applied as 
either adequate protection exception of two cost benefit stds 
CROCKETT, S Dffico of the General Counsel (Post 060701) 56FR23360 88/07/12 
ROSZTOCZY.Z Office of Nuclear Regulatory Research (Post 660720) 2pp 
61640 051-61848 052 


-9204270041 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,36,30,40, 50,61 & 
70 ro sids tor protection against radiation Opposes rule 

LA FORCE.N. El Corrilo Democratic Club, El Cerrito, CA 50FR61992 86/05/09 
Docketing & ServicQS Branch Ip 61662 146-61062 146 

-9204270044 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34.35, 39,40, 60,61 & 
70 ro aids tor protection against radiation Opposes rule 

MCLEOPkR Affiliation Not Assigned 50FR51992 66/09/01 DocKeling A Services 
Branch Ipp, 61862 121 61062 121 

-9204270046 Comment on proposed rules 10CFR2, 19, 20 ,30, 3 1,32,34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposos rule 

RANDIS.M Affilialion Nol Assigned 50FR51992 06/05/19 NRC - No Detailed Affilh 
alion Given. Ip 61862 147-61862 147 

-9204270053 Comment on proposed rules 10CFH2, 19,20,30,31 ,32,34.35,30,40, 50,61 & 
70 re stds for protection against radiation Opposos rule. 

NELKENS.S Affiliation Not Assigned 50FR519g2 86/09/04 NRC - No Detailed Afrili- 
alion Given 1pp. 61862 122-61062 122 

-92O427O0S7 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Supports rule. 

BUSH,TE Affiliation Not Assigned 60FR51992 06/05/13 Docketing & Services 
Branch Ip. 61862.148 61862 148 

-9204270063 Forwards tabulations showing stochastic A nonstochastic ALI values from 
JCRP publication 30 

ECKERMAN.K-F, Oak Ridge National Laboratory AA3a-2 88/00/20. PETERSON, H.T, 
Office of Nuclear Regulatory Research (Post 860720) 41pp 61649:072-61849*111 

-9204270060 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

COLE MAN. A. D. Affiliation Assigned 50FR610D2 66/09/01 Docketing A Services 
Branch 1pp. 61662 123 61662 123 


-9204270126 fdonUties two areas re 10CFR20 that could benefit from furlhor study One 
area Involves quanlitativo analysis of impact rev that would be conducted after rev 
promulaalod 

MERWFn.S E, Battelle Memorial fnslllule, Pacific Northwest Laboratory AA38-2 68/ 
11/00 PETERSON.HT Radiation Protection A Heallh Effects Branch 66pp 
61049*135 61850 012 


-9204270132 Commont on proposed rules 10CFR2, 19,20, 30,3 1,32,34,3 5,30,40, 50,01 A 
70 ro stds for protoctlon against radiation Opposes rule 

MAYFIELD.M [.Affiliation Not Assigned 60FRB1992 90/09/02 Docketing A Services 
Branch 1pp. 61062:132-61862.132. 


“9204270136 Comm enl on proposed rules 10CFR2, 10, 20, 30, 31, 32, 34, 35, 30, 40, 60,61 A 
70 re stds (or protection against radiation 

WEBER.NA Affiliation Nol Assigned 50Fn51092 86/09/05 Docketing A Services 
Branch Ip 61862 156 61862 160 


-9204270138 Comment on proposed rules 1CIGFR2, 19,20,3 0,3 1,32,3 4,35, 39,40, 50,01 A 
70 re aids for protection against radiation Opposos rule. 

griffin, R Affilialion Not Assigned. 60FB51992 06/09/03 Docketing A Services 
Branch Ipp 61062 133-61062133. 


-0204270142 (Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35, 39,40, 50,01 A 
70 re sida (or protection against radiation Opposes rule 

BYRUE.EG Affiliation Not Assigned 50FR519D2 06/09/09 Docketing A Services 
Branch, 1p. 01862.157-61862 167 

-9204270143 Provides Info ra use of metric sys by Federal agencies per 16CFR19 
statement policy, Metric Conversion Act of 1050 A amend of HR 1964 HFl 1964 amend 
end 

BECKER, J Offico of the General Counsel (Post 060701) 66FR23360 88/07/18. 
ALEXANDER, fl. Office of Nuefenr Regulatory Research (Post 860720) 6pp 
61846 053-61 646.0 58 


-9204270063 Comment on proposed rules 10CFfl2,10, 20, 30,31,32, 34, 35,39, 40, 60,61 A 
70 re stds (or protection against radiation Supports rule 

SCOTT.CM Affiliation Not Assigned 50FR^I992 86/05/13 Docketing A Services 
Branch, Ip 61862*149 61662 140 


-9204270146 Comment on proposed rules 10CFn2,1 0,20,30,31 .32,34,35,30,40. 50,61 A 
70 re stds for protection against radiation Opposos rule. 

OALAND.ME. Affiliation Not Assigned 60FR61992 06/09/01 Docketing A Services 
Branch. 1pp 61862*134-61862.134. 


-9204270068 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,30,40. 50,61 A 
70 re stds for protection against radiation 

* Aflillalton Nol Assigned 6OFR51092, 86/08/29 Docketing A Services Branch 1pp. 
61662:124-61862124 


•9204270147 Comment on proposed rules 10CFR 2,1 9, 20, 30, 3 1.3 2, 34 ,3 5, 39,40, 50,61 A 
70 re stds for protection against radiation 

MORSE, M.I. /^filiation Not Aasloned 60FR519D2 86/09/06 Dockoting A Services 
Branch Ip 61862 159 61062:159 


-9204270069 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32.34,35,39,40. 60,61 A 
70 re stds for protection against radiation Supports rule, 

KHERA.S.S Affilialion Not Assigned. 50FR5f992 86/06/13 Office of the Secretary 
of the Commission Ip 61862 153-61862 153. 


-9204270149 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32 ,34 ,3 5,39,40, 50,61 A 
70 re aids for protection against radiation Opposes rule 

SWANSON.PA Affiliation Not Assigned, 50FR51992. 86/09/04 NRC - No Detailed 
Affiliation Given Ipp 61662 1 35 61862 135, 
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-B20427016»Coirment on proposed rules 10CFR2.19.20,30.31.32,34.35,a9,40. 50,61 « 
70- re stds for prolectlon against radiation Opposes rule 

DAUBITZ.P Affiliation Not Assigned 50FR51992 86/09/05 Docketing & Sepvices 
0ranci> Ip 61662 160 618S2 160 

-M042701S2 Comment on proposed rules 10CFR2. 19, 20, 30,3 1.32.3d. 35, 39, 40. 50,61 & 
70 re aids for proloction against radiation Opposes rule 

OOUGHERTY.S Affiliation Not Asstg nad 50FR51992 06/09/08. Docketing & Sen/- 
icos branch Ipp 61862 136 61862136 

-9204270155 Comment on proposed rules 10CFR2. 1 £>.20,30, 3 1,32,34,35.39.40, 50.61 S 
70 ra stds for protection against radiation Opposes rule 

RANSOM. R Affillalion Not Assigned 50Ffl51992 66/09/06 Docketing & SorvJces 
Branch Ip 61862 161 61862 161 

“92042701 60 Forwards layouls for voluminous tables in 10CFR20,App B Samples 
should bo forwarded to Ofc of FR to easure proposed change format may bo used in 
Part 20 rov FR notice 

PETER SON.H T fladtalion Protection & Health Effects Branch. AA3B'2 QB/07/22 
MEVER,D Regulatory Publications Branch 3pp 61848 059 61848 061 

“9204270163 Commonl on proposed rules 10CFR 2, 19.20,3 0,3 1,32.3 4. 35,39.40. 50,61 & 
70 re aids for protection against radiation Opposes rule 

8ACHRACH.D. Affiliation Not Assigned 50FR61992 06/09/08 Docketing & Seivicos 
Branch Ipp 61862 137 61862 137 

“9204270166 Comment on- proposed rules tOCFRZ.1 9. 20,30,31 .32,34 .35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

KOQN.K Affiliation Not Assigned 5QFR51992 86/09/06 NflC • Mo Doloiled Affifi 
ation Given tp 61862 162 61862162 

”9204270169 Comment on proposed rufos 10CFR2, 19, 20.30,31, 3 2.34 ,35, 3 9, 40, 50,61 & 
70 re sKfs for protection against radiallon Opposes rule 

BROWN.NG Affiliation Not Assigned 50m51992 86/08/30 Dockelmg & Services 
Branch 1pp 61862138-61662 136 

“9204270199 Forward comments submitted to Secretary of Commission re staled pro- 
posed rules 

0ARNUM.EC Motycora. Inc 60 FR51 992. 86/05/05 AIEXANDER.R E Division of 
Radiation Programs & barth Sclencas (840420 660720) Ip 61862.273 61862 273 

“9204270170 Comment on proposed rutes 10CFR2, 19.20,30,31 .32,34,35,39.40, 60,61 & 
70 fG stds for protection against radiaUon Opposes rule 

CRAIB.E Affiliaion Not Assigned 50FR51992 86/09/07 Office of the Secretary of 
the Commission 1p 61962 163 61862 163 

“9204270174 Comment on proposed rules 10CrR2, 19, 20, 30. 3 1,32, 34, 35, 39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

STEORTS.T AffiPiation Not Assigned 50FR51992 88/09/02 Dockoling & Services 
Brancb Ipp 61062.139 61882139 

“0204270177 Discusses recordkeeping costs associated w/rev of 10CFn20 & clarifies 
provisions of proposed rule which should be cfassifiod as basic health stda 
MORRIS,QM Drvisioji of Regulatory Appirca lions (Post 870413) 66Ffl23360 88/08/ 
05 JORDAN, E CommiHeo 1o Review Generic Requlremonls 4pp 61646 062- 
&1849'065 

“9204270181 Commonl on proposed roles 10CFR2. 19,20. 30, 31. 32, 34, 35 ,39,40, 60,61 & 
70 re stds for proloction agafnsl radiation Opposes rule 

CROSSLEY.NA Affilialfon Not Assigned 50FR51992 86/09/04 Dockoling & Serv- 
IcesGranch Ipp 61862,140 61062 140 

“9204270104 Concurs w/onci Part 2 ro rules of practice provided minor comments dis- 
cussed w/H Peterson by E Fleck incorporated Ofc oi Enforcement has no position on 
Part 20 

LIEBERWAN,J Ofc of Enforcement (Post 870413) 56Fn 23360 88/00/05 

MORRIS,BM Division of Regulatory Applications (Post 670413) 7pp Q1B4B066- 
61846 068 

“9204270185 Comment on proposed rules 10CFR2.1 9,20,30.31.32.34.35.30,40, 50,61 & 
70 re stds for protecllon against radiatlonOpposcs rule 

WILSON, T A Molycorp. Inc B8FR51992 66/05/01> Docketing & Servicos Branch, 
14pp 61062 274-61062287, 

“9204270188 Comment on proposed rules 10CFR2. 19,20.30,3 1.3 2.34.35. 39.40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned. 60FR51992 86/09/08 NRG - No Detailed Affiliation Given 
Ipp 61862:141 61602141 

“920 4 2 70192 Comment on proposed rules 10CFR2.1 £>.20,30, 3 1.32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 60FR51652 66/08/03. Office of Ibo Socrolary of the Com- 
mission. Ipp 61862,142-61862 142 

“9204270193 Discusses new Part 20 & backfil rulo.per SECY-8fl'315» Backfil mie violat- 
ed & must be suspended or exompled from if new Part 20 to go forward, 

PARLER,W.C Office of the General Counsel (Posl 660701) M3B-2. 88/1 1/22 CUR- 
TISS Commissioners (Posi 750119} 3pp 61B50 013 61850019 

“9204270195 Forwards final draft rept, "RoQuIatoiy Analysis for rev of 10CFR20/* Draft 
reflects commonts by Baltelfe 8 Ofc of General Counsel 

MERWIN.S E Battalia Memorial Instilule, Pacific Northwest Laboratory 56FR23360 
86/08/10 PETERSON, HT. Radiallon Prelection & Health Effects Branch 121pp. 
61848.067-61848 186. 

“9204270200 Comment on proposed rules lOCFR 2, 19.20,30,31, 32, 34 ,35,39.40. 50,61 & 
70 ra Btds for protection against radiation. 

WILLfAMS.R. Richard Williania Architecture. B0FR51992 86/05/05 ALEXANDER.R 
Division of Radiation Programs & Earth Sciences (640429 860720) Ip 61862 280- 
61662 208. 

“9204270201 Comment on proposed rules 10CFR 2. 1 9,20,30.31,32,34 ,35,39,40, 50,61 & 
70 re sids for protection agafnsl radiation Opposes rule. 

FOSTER.R.C Aflillalion hfot Assigned 60FR5t992. 88/09/10 Docketing & Services 
Branch Ip 61082164-61662*104. 


--9204270202 Forwards draft Commission policy paper & transmittal memo to EDO lor 
10CFR20 rulemaking Concurrence requested by 800908 W/o end 
MORRIS.BM Division of Rcflulelory Applications (Post 870413) 56FR23360 00/08/ 
28 MURLEY.TE Office of Nuclear Reactor Regulalion, Director (Post B70411) 2pp 
61848 1 87-61048 180 

--9i204270204 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34,35, 39, 40, 50,61 & 
70 ro stds for protection agamsl radiation Opposes rule 

SMITH,T Affiliation Not Assigned 50FB51992 86/08/30 Docketing & Services 
Branch Ipp 61862 143 61862 143 

“9204270207 Corwment on proposed rules 10CFR2. 19,20, 30,31. 32, 34,35,39, 40, 50,81 & 
70 re stds for protection against radiation Opposes rule 

SKIBBEL.PL Affiliation Not Assigned 50FR51992 06/09/00 Office of 1 ho Secretary 
of the Commission Ip 61362 165-61862 165 

--9204270208 Provides foflowup to question at public hoaring on 10CFR20 881110 con 
corning conformance of industry proposals for regulating dosos to workers from long 
lived radionuclides to federal guidance 

RfCHARDSON.A NflC - No Detailed Affiliation Given AA38-2 08/11/13 

CURTISS, JR Commissioners (Posl 750119) 7pp 61850 020 61850 026 

--9204270210 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,36,39,40, 50.61 & 
70 ro stds for protection against radiallon Opposes ruie 

• Affiliation Not Assigned 50FR51992 86/09/10 Docketing & Services Branch tp 
G1862 166-61662166 

“9204270211 Comment on proposed rules 10CFR2, 19.20, 30.31, 32, 34,35.39,40, 50,61 & 
70 ro atds for protection against radiation Opposes rule 

EDDINS.RA Affiliation Not Assigned 50FR51992 06/05/08 ALEXANDER, RE Divi 
sfon of Radiation Programs & Earth Sciences (040429 860720) Ip 61802 289 
€1862 280 

“9204270213 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32,34.35, 39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

LOWEN.S Affiliation Not Assigned 50FR51992 06/09/08 Docketing & Services 
Branch Ipp 81862.144-61062 144 

“920427021 S Ck)minient on proposed rules 10CFR2, 10, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANDALL, M A Affiliation Not Assigned 50rR51992 06/09/10 Docketing & Services 
Branch Ip 61862167 81862167 

“9204270217 Responds to ACRS comments re 10CFfl20 re stds tor proteclicn against 
radiallon 

STELLO.V Ofc of the Executive Director for Operations S6FR23360 86/09/02 
FRALEY.RF ACRS - Advisory Commiltoo on Reactor Safeguards 7pp 61048 109- 
61648 201 

“•9204270219 Comment on proposed rules 10CFR2, 19, 20, 30,31. 32,34,35,39.40. 60,61 A 
70 ra stds for protection agafnsl radiation Opposes rule 

BARTON.C Affiliation Not Assigned 50Ffl61092 06/06/23 Docketing & Services 
Branch Ipp 61862.145 61862 145 

“9204270221 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rufo 

LUKE.LL Affmation Nol Assigned 50FR51992 06/09/10 Docketing & Services 
Branch Ip 61862 168.61862:160 

“9204270224 Discusses OGC position as to whether guidance lo federal agendas 
signed by President sufficient Justificallon to preempt bacKht roqulromenls to 
1&FR60 109,as staff argued fn SECY 88*315 

PARLER.WC Office of ftio General Counsel (Posl 860701) AA38 2 08/11/29 Roa 
ERTS Ctommlssioners (Post 760110) 2pp 61050 078-61060 108 

“9204270227 Comment on proposed rules 10CFR 2. 19, 20,3 0,3 1.3 2, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SBAR.C. Affiliation Not Assigned 50FR51902 06/09/10 Dockoling & Services 
Branch Ip 61062 169 61062 169 

“9204270230 Responds to 880823 Itr Informing that proposed 10CFfl20 revision ro use 
of effective dose equivalont applies only to doses from Iniernal 
radionuclides Statement of considerations for proposed rule listod 
flOECKLEIN.A K Radiation Protection 8 Health Effects Branch 56FR23360. 80/09/ 
13 KAUL.DG Scionco Applications International Corp (formerly Scionco Applies 
lions, Inc) 2pp 01048 202*61048 203 

“9204270232 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,3 9,40, 50,61 8 
70 ro stds for protection against radiation Opposes rule, 

DUDOIS.T Affiliation Nol Assigned. 50Fn61002. 08/09/10 Dockoling & Sorvicos 
Branch Ip 61062 170-61062 170. 

“9204270235 Comment on proposed rules 10CFR2, 16,20, 30, 31, 32, 34,35, 39, 40. 60,61 & 
70 re stds for protection against radiation 

O’BRIEN, A Affiliation Not Assigned. 60FR51992. 86/09/07 Docketing & Servlcos 
Branch tp 61 862' 171 61062 171. 

“9204270239 CorT>ment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35, 30, 40, 60,61 & 
70 rO stds for protoclion against radiallon Opposes rule 

“ Affiliation Nol Asslgnod. 50FR51092. 86/09/10 Office of the Socrolary of IhaCoffi- 
mission Ip 61862 172-61062.172 

“9204270243 Commonl on proposed rules lOCFR 2, 19,20,30,31,32,34,35,39,40, 50.61 A 
70 re stds for protection against radial Ion. Opposes rule 

RILLY.M E, Affriiallon Nol Asslgnod, 50FR51992 06/09/07 Dockoling & Services 
Branch tp, 61662*173-61862 1/3 

“9204270250 Comment on proposed rules lOOFR 2, 19, 20, 30, 3 1,32.3 4, 3 5,39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SHITfiEE.JR Affiliation hTot Assigned 60FR51992 86/00/10, Docketing & Services 
Branch Ip 61862:174-61862 174 

“9204270261 Comment on proposed rules lOCFR 2, 19, 2 0,30, 3 1,32, 3 4, 35, 39.40, 60,61 A 
70 re slds for protection against radiation Opposes rule 

QANGI.BF Affiliation Nol Assigned 60FR61992 86/09/11 Docketing & Sarvicoa 
Branch. Ip 61862.108 eiQ 62 ' 10 l 
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-920*1270259 Commenl on proposed rules 10CFR2, 19, 20.30,3 1,32.34, 35,39,40, 50,61 & 
70 re sWs for prolectlon against radiallon Opposes rule 

BRIAN. LO Affihauon Not Assigned 50FR51992 86/09/10 Dockoling & Services 
Branch Ip 61862 175 61862 175 

-9204270260 Comment on proposed rules 10CFR2, 19,20.30.3 1,32.34.35.39.40. 50,61 & 
70 ra stds for protection against radiation Opposos rule 

GANGI.V.A Affiliation Not Assigned 50FR51992 86/09/11 Docketing & Services 
Branch 1p 61062109-61862 189 

-9204270266 Comment on proposed rules 10CFR2. 19,20, 30.3 1,32,34, 35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

O'BRiEN.TF Affiliation Not Assigned 50FR51092 86/09/11 Docketing & Services 
Branch 1p 61862 190 61862 190 

-9204270266 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34.35,39,40. 50.61 & 
70 re stds for protection against radiation 

2AFfllS,J L Affiliation Not Assigned 50FR51992 86/09/09 Docketing & Services 
Branch Ip 61862 176 61862 176 

-9204270271 Comment on proposed rules 10GFfl2.19,20, 30,31, 32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WALSH, H N Affiliation Not Assigned 50FR51992 86/09/11 Docketing & Services 
Branch Ip 61862 191-61062 191 

-9204270272 Comment on proposed rules 10CFR2. 19.20.30.31.32,34,35,39.40, 50.61 & 
70 re stds for protection against radiation. Opposes rule. 

ENDRUSICK,T.L Affiliation Not Assigned 50FR51992 86/09/03 Docketing & Serv- 
ices Branch ip 61062.177-61862 177 

-9204270275 Forwards commonls on eaual employment opportunity Commission pro- 
posed policy guidance on reproductive & fetal hazards did 081007 
BECKER.JM Office of the General Counsel (Post 860701). AA3B-2 88/12/05. 
JOHNSTON, D0 Equal Employment Opportunity Commission 7pp 61 850 109- 
01850 115 

-9204270260 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32, 34, 35, 39.40, 50,61 & 
70 re aids for protection against radiation Opposos rule, 

HAZARD.Rl Affiliation Not Assigned. 50FR51992 86/09/09 Docketing & Services 
Branch Ip 61662192 61862 162, 

-9204270264 Comment on proposed rules 10CFR2. 19,20.30,31 .32,34,35,39,40, 60,61 & 
70 re aids for protection against radiation Opposos rule 

WCGENER,C Affiliation Not Assigned 50FR5t092 06/09/10 Office of the Secretary 
of the Commission. Ip 61862 178 61862 176 

-9204270291 Comment on proposed rules 10GFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40. 50,61 & 
70 re stds for prolecllon against radiallon Opposes rule. 

WHIPPLE, J.A. Affiliation Not Assigned 50FR51902 80/09/08. Docketing a Services 
Branch 1p 61862 103 61 662' 193 

-9204270294 Comment on proposed rules 10CFR2, 19, 20, 30,31. 32, 34.35,39.40, 50,61 a 
70 re stds for protection against radiation Opposes ruio 

REiLLY.BW. Affiliation Not Assigned 50FR61092 08/09/07 Docketing a Services 
Branch Ip 01862 179 61 862 179 

-920427029 S Comment on proposed rules 10CFn2, 19,20,30,31 ,32,34,35,30,40, 50,61 a 
70 re stds for protection against radial Ion. Opposes rule 

DIERAUER.C. Affiliation Not Assigned 60FR51992 06/09/08 Docketing a Services 
Branch Ip 61862 194-61862 104 

-9204270297 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39.40. 50,61 a 
70 re stds for protection against radiation Opposes rule, 

DRADE,J L Affiliation Not Assigned, 50FR61992 66/09/04 Office of the Socretery of 
Ihe Commission 2pp. 61862.180-61862 1B1 

-9204270300 Comment on proposed rules 10CFR2,1D,20,30,31,32,34,35,39,40, 50,61 a 
70 re sida for prolecllon against radiallon Opposes rule 

TRUSSELL.R.n Affiliation Not Assigned 6OFR51902. 86/09/10. Docketing a Serv- 
ices Branch 2pp 6l862.102-61862'f83 

-9204270304 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32,34,36.30,40, 60,01 a 
70 re stds for proloctlon against rad la I Ion. Opposes rule 

NELSON, D R Illinois Safe Energy Alilanco 60FR51992 86/09/07. Docketing a Serv- 
ices Branch 2pp 61062.184-61862'105. 

-9204270307 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 60,61 a 
70 re stds for protection against radiation.Ooposes rule 

DIPUTRO.G. Affiliation Not Assigned, 60FRS1992. 06/09/11 Docketing a Services 
Branch. 1p 61862,186 61662 186 

-9204270331 Comment on proposed rules 10GFn2, 19, 20, 30, 3 1,32.34.35.39,40, 60,61 a 
70 re stds for protection against radiation. Opposes rule 

MILLeR.MJ.^fillallon Not Assigned 60FR51 992. 06/06/09 ALEXANDER, R Division 
of Radiation Programs a Earth Sciences (040429-660720). ip 61 862-290 61062:290. 

-9204270334 Comment on proposed rules 10GFR2, 19, 20, 30,3 1,32, 34,35, 39, 40, 50,61 a 
70 re stds for protection against radiation. 

COTE.N Alfillatlon Not Assigned 60FR51992. 86/07/24, Docketing a Services 
Branch. Ip. ei8e2'291-61062:291. 

-9204270337 Advises Ibat Ofc of General Counsel has no legal objections to staff 
papar re rov of 10GFR20, “Stds for Protection Against Radiation '* 

BECKER. J M Office of the General Counsel (Post 860701). 66Ffl23360. 88/09/22, 
STELLO.V. Ofc of the Executive Director for Operations 29pp 61840:216 61848,216 

-9204278330 Commenl on proposed rules 10CFR2, 19, 20, 30, 01, 32, 34, 35, 30, 40, 60,61 a 
70 re stds for protection against radiation Opposes rule. 

HAZARDS Affiliation Not Assigned. 50FR51992. 86/09/11. Docketing a Services 
Branch. Ip. 61862:195-61862:195. 

-9204270339 Forwards proposed guidance on reproductive a fetal hazards. Guidance 
approved by Commlssfon on Interim basis, after final approval a will be Incorporated 
Into Vol II Of EEOC copllance manual, 

THORNTON, E.M. Equal Employment Opportunity Commission. 66FR23360. 88/11/ 
08 BECKER.J.M Office of the General Counsel (Post 860701). lepp 61850:1 16- 
61050.135, 


“9204270342 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39, 40, 50,61 a 
70 re stds for protection against radiation 

YOUNG, A E Affiliation Not Assigned 50FR51992 06/07/28 Docketing a Services 
Branch Ip 61862 292 61862 292 

-9204270348 Commenl on proposed rules 10CFR2, 19.20, 30.31, 32,34,35, 30,40, 50,61 a 
70 re stds for protection against radiallon Opposos rule 

HAMfLTON.HB Affiliation Not Assigned 5OFR51092 86/09/11 Docketing a Serv 
ices Branch Ip 61862 196 61B62 196 

-9204270351 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34,36.39.40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

GREENFIELD.M Affiliation Mot Assigned 50FR51902 86/07/20 Docketing a Serv 
ices Branch Ip 61862 293 61862 203 

-9204270354 Commenl on proposed rules 10CFR2, 19,20.30, 31, 32, 34.35, 39, 40. 60,61 a 
70 ra stds for protecllon against radiation Opposes rule 

PETTEY.L Affiliation Not Assigned 50FR51992 86/09/06 Docketing a Services 
Branch Ip. 61662 197 61862 197 

-9204270367 Comment on proposed rules 10CFR2.19.20, 30, 31.32.34, 35,39, 40, 50,61 & 
70 ro stds for protoctmn against radiation Opposes rule, 

JOYCE, K Affiliation Not Assigned 60FR51992 86/07/28 Office of the Secretary of 
the Commission ip 61662 204-61862 294 

-9204270359 Forwards FR meeting notice of fifth meeting of ACNW scheduled for 
801221 In Selhosda.MD to discuss proposed rev 10 10CFR20, “Stds for Protection 
Against Radiation 

FRALEY, R F. ACRS - Advisory Committee on Reactor Safeguards 56FR233B0. 88/ 
12/07. HOYLE, JC ACRS - Advisory Committee on Reactor Safeguards 67pp 
61850136 61850-202 

-9204270360 Forwards first draft of Reg Guide that endorses NUREG/CR-4884, “Ac- 
ceptablo Methodology for interpretation of Bloassay Measurements" Comments re 
quested. 

BROOKS, B Office of Nuclear Reguletory Research (Post 660720) 56FR23360 88/ 
09/23. COOL.D NRC - No Detailed Affiliation Given 16pp. 61848 216-61840 246 

-9204270366 Comment on proposed rules 10GFR2, 19, 20, 30, 3 1,32,34, 3 5, 30, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

EDWARDS.C Affiliation Not Assigned 50FR51992. 86/07/23 Dockoling & Services 
Branch ip. 61062’295 61062 295 

-9204270369 Comment on proposed rules 10CFR2.19,20.30,31,32,34,3B,39,40. 50,61 & 
70 ro stds for protecllon against radiation Opposes rule 

LAFFELY.SA Affiliation Not Assigned 5DFR61992 86/09/08 Docketing & Services 
Branch 1p 61862 198 61862.190 

-9204270373 Comment on proposed rules 10CFR2,1 0,20, 30,3 1,32, 3 4,35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

TRACOKASMQ Affiliation Not Assigned 50FP51992 86/07/28. Docketing & Serv 
ices Branch Ip 61862 290 61662 296, 

-9204270376 Comment on proposed rules 10GFR2, 19, 20, 30,3 1,32, 34, 35, 30, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

PERHINQ.C Affiliation Not Assigned 5OFR51092 86/09/11 Dockoling 6 Services 
Branch Ip 61862.199 61062:199 

-9204270377 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1,32, 34.35, 30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

GANGI.LE Affillaiion Not Assigned. 50FR61992 86/09/11. Docke1in.g & Services 
Branch. Ip 61862 304-61862.304 

-9204270378 Comment on proposed rules 10CFn2, 19.20,3 0,3 1,32, 34,35, 3 9,40, 50,61 & 
70 ro stds for prolection against radiation Opposos rule 

SHELTOM.P Affiliation Not Assigned. 50FR61992 86/07/28 NRC - No Detailed Af- 
filiation Given Ip 61862 297 61862 267 

-9204270308 Comment on proposed rules 10CFP2, 19, 20,30,31, 32, 34,35.39,40, 50,61 & 
70 re sids for protection against radiallon. Opposes rule 

CODY.P Affiliation Not Assigned 50FRB1992, 86/09/11 Docketing & Sen/lcos 
Branch Ip 01 862-200 81862 200. 

-9204270397 Comment on proposed rules 10CFH2,10,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

LEONARDO J. Affillaiion Not Assigned 60FR51 002 08/07/31 NRC - No Detailed Af- 
filiation Given, ip. 61862.208-01662 20B. 

-9204270389 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,3 2, 3 4, 35, 3 9, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule, 

GANGI.DS. Affiliation Not Assigned. 60FR51992 86/09/11. Docketing & Services 
Branch Ip 61662.305 61862-305 

-9204270393 Comment on proposed rules 10CFH2, 19, 20, 30, 31, 32, 34 ,35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposos rule 

OSNER.J Affiliation Not Assigned 5<}Fn5ld92. 86/09/11 NRC > No Detailed Affili- 
ation Given 1p 61862.201-61062 201. 

-9204270398 Comment on proposed rules 10CFR2, 19,20,30,31, 32,34,36, 39,40, 60,61 & 
70 re stds for protection against rodlatlon 

COLLI NS, L AffHlalton Not Assigned. 50FR6t992 86/10/13. NRC * No Detailed Affili- 
ation Given Ip 61862.306 61&62'303 

-9204270402 Comment on proposed rules 10CFR 2, 10,20,30.31,32,34,35,39,40. 60,81 & 
70 re stds for protection gainst radiation Opposes rule. 

CONLY.L Nuctear-Free Berkeley Committee 60FR51992 86/07/31. Docketing & 
Services Branch, ip. 61062*299-61062.299 

-9204270403 Comment on proposed rules lOCFR 2,1 0,20,30, 3 1,32, 34, 3 5. 30,40, 60,61 & 
70 re stds for protection agalnat radiation Opposes rulo 

SANBORMJ.kl Affiliation Not Assigned 60FR61992 86/09/07. Docketing & Services 
Branch 2pp 61062 202-61 062'203. 

-9204270404 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 60,61 & 
70 re stds for protecllon against radiallon. 

VERMONT, K. Affiliation Not Assigned- 50FR51992. 86/10/09. NRC - No Detailed Af- 
filiation Given. 4pp, 81062 307-61862.310. 



•*9204270409 Comment on pfopoaod rules lOCFR?, 10,20, 30*31. 32, 34.35»30, 40 ► 50,61 & 
70 ra stds for prolecUoti aoafnsl radiation Opposes rule 

GREGaOn Affilialfon Not Assigned 50FR51902 OSno/H Office of the Sficrotary 
of the Commission fp 61862 311-61662 311 

-9204270410 Commenl on proposed rules 10CFH 2, 19.20, 30,3 1,3 2, 34,35, 3 9.40, 50,61 & 
70 re stds tor eratocHon against radjation Opposes riile 

SLECHTA,A Milfaiion Not Assigned 60FR51fl92 86/09/06 Dockoimg & Services 
Branch 1 p. 6 1 B62 204-61662 204 

-9204270415 Forwards proposed Commission policy papor recommending approval >& 
publicaUon of revised sld for radiation protecllon (10CFR20) 

BECKJORD.ES Ollice of Nucfear Reaclor Regulation, Director fPosI 670411) 
56FR 23360 88/09/27 STELLO.V Ofc of Ifie Executive Director for Operations 
19PP 61848 247-61849071 

-9204270419 Comment on proposed rules 10CFR2. 19,20.30,3 1,32,34,35,39,40. 50,61 S 
70 re stds for protection against radiation Opposes rule 

WARSHAW,DA Affilialion Not Assigned 50Ffl51992 86/09/06 Docketing & Serv- 
ices Bran cfv Ip 61862 205 61862 205 

-9204270421 Comment on proposed rules 10CFR2. 19.20,30.3 1,32,34.35,3 9.40, 50,61 & 
70 re stds for protection against radiation 

BELUEK AlfiliaUon Not Assigned 50FR61992 86/10/15 Docketing & Services 
Branch 2pp 61862312 61862 313 

-9204270423 Comment on proposed rules 10CFR2,1 9. 20,30, 31 ,32,34, 35,39.40, 50,61 & 
70 re sWa lor protect on aoatnst radiattan Oppoaoa rule 

BROERSMA,D Afniialion Not Assigned 60FR51992 86/07/24 NRC - No Ootairod 
Alfiliatbn Given Ip 81862 300-61862 300 

-92Q4270431 Comment on proposed rules 10CFn2,1 9, 20.30, 3 1,32,34,3 5,39.40, 50,61 & 
70 ra stda for protection against radiation Opposes rule 

OAy,M Alf Illation Not AssTgried 50FR5f<;92 B0/O8/O1 Office of the Secretary of Ihd 
Commission, 1p 61 862301 -61862 301 

-9204270434 Comment On proposed rules 10CFH2, 19,20.30,31,32, 34,35.39,40, 50,61 6 
70 re stds for protection against radiallon Opposes rule 
Affiliation Not Assigned 50FR51992 66/10/22 Docketing & Services Branch Ip. 
61862 314 61862 314. 

“9204270437 Comment on proposed rules lOCFB 2, 19,20,3 0,31^32,34,35,3 9.40, 50,61 & 
70 re aids for protection against radiation. Opposes rule 

OONOVAN,M Affifiation Not Assigned 60FR51fl92 86/09/08 DockoUng & Services 
Brancti ip 61662 206 61 862 ’206. 

-9204270440 Comment on proposed rules 10CFR2,1Q,20,30.31,32,34.35,39,40, 50,61 & 
70 re sids for protecllon against radiation, Opposes rule 

RUnER.VQ Affilialion Not Assigned 50FR518d2 86/07/16 NRC > No Dotaifed Af- 
filiation Given. Ip 61862 302-61882 302 

-9204270441 Comment on proposed mfes 10CFR2,1 9,20,30, 31 ,32,34, 35,39.40, 50,61 & 
70 re stds for protecllon against radiation Opposes rule 

HICKMAN, J M Affilfation Not Assigned, 5QFR5t992 86/10/18 Office of the Secretary 
of the Commission Ip 61862,31661062 315 

-9204270444 Conunonl on proposed rules 1DCFR2.10.20,30,31.32,34,35,39,40, 60.61 & 
70 re stds for protecllon against radiation Opposes rule 

OLANOER,RE Affiliation Not Assigned, 50 FR51 992 86/07/30 Dockelino & Services 
Branch. Ip. 81862,303 &1862’303 

-9204270452 Commani on proposed rules 10CFR2,19.20.3‘{>,31,32,34,35,39,40, 50,61 & 
70 re stds for prelection against radiallon Opposes rule 

SHAW.AB Affiliation Not Assigned 60FR5I992 86/09/11 Docketing & Services 
Brarveh ip 61862.207-61862 207 

-9204270464 Commeni o/t proposed rulos lOCFR 2, 19,20, 30,31, 32, 34,35,3 9,40. 50.61 & 
70 re stds for proteclien agalnsl radiation 

DEAR.T M Affiliation Not Assigned 60FR51902. 86/10/26 Office of the Socroiary of 
the Commission Ip 61662 316 81602316 

-9204270459 Comment on proposed rules 10CFR2,19,20,30.3l,32,34,35,3e.40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

BATEHELDeR.P. Affiliation Not Assigned. 50FR51992 08/09/11 Docketing A Serv- 
ices Branch, Ip, 61662 206-61662 206 

-9204270402 Commeni on proposed rules 10CFR2, 19, 20.30, 31, 32,34, 35, 36.40, 60,61 & 
70 re sWs for protecllon agalnsl radiation Opposes rule 

OLDAK,B Affilialion Not Assigned 50FR51992 86/10/23. Oocketlng & So/vices 
Branch. Ip 61862 317 61862 317. 

-9204270464 Comment on proposed rules 10CFR2, 19, 20.30.3 1, 32, 34,35 .39,40, 60,01 A 
70 re stds for protection against radiallon Opposes rule 

LEONARD,Na Affiliation Not Assigned 60FR5ig92 66/10/23 Docketing & Services 
Branch. Ip 61862^318 81662 318. 

-9204270474 Comment on proposed rules 10CFR2,19, 20.3 0,3 1.32.3 4,35,39, 40. 50,61 & 
70 ra stds for proleotion against radiation .Opposes rule 

CARNWALT.M Affilialion Not Assigned. 60FR51992 86/10/23. Docketing & Services 
Branch ip. 61802.319-61682 319 

-9204270476 Comment on proposed rules 10CFR2,1 9, 20,30,3 1.32, 34,35,39.40, 50.61 & 
70 ro stds tor protection against radiation Opposes rule. 

BOUCHEfl.B, Affifiation Not Assigned 50Fn51992. 86/10/23, Docketrng & Soivicos 
Branch. Ip 61662 320-61862.320 

-9204270479 Commeni on proposed rules IOC FR2,1 9,20,30.31,32.34,35,39.40, 50,61 & 
70 re Bids (ot protection Mateal radiation ,Opposoaiut& 

* Abalone Ailianco 50FRlfl992 86/09/11, Office of Iho Secreiary of the Commission 
2 1 pp 61862 209 6 1 862-229, 

-9204270484 Commeni on proposed rules 10CFR2. 19, 20, 30,3 1,32,34, 36, 39.40, 50,01 & 
70 re stds for prolecUon agalnsl radiation Opposes rule. 

ESHOM,M J. AfMialton Nol Assigned 50FR51992. 86/09/00. NFIC - No OGtaifed Aflili- 
ationGivon 1p618622a0-6ie62'230 

-9204270405 Comment on proposed rufes 10CFF2,1 9,20.30,31, 32, 34, 36.39.40, 50,61 & 
70 re aids for prole cf ion agalnsl radiation Opposes rule 

* Affihatiori Nol Assigned, 50FR51992. 08HO/23. Docketing & Services Branch ip 
61862-321 61062-321. 


-9204270486 Conunent on proposed rules 10CFR2. 19, 20.30,3 1.32, 34, 35.39, 40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

GOSSOM.WB Affiliation Not Assigned 50FR51992 86/09/09 Docketing & Services 
Branch Ip 61862 231 61862 231 

“9204270489 Commem on proposed rules 10CFR2.1 9,20,30,31 .32,34,35.39,40, 50,61 & 
70 re stds for protection, against radiation Opposes rule 

BLUM.M Affiliation Not Assigned 50FR519g2, 86/10/23 Docketing & Services 
Branch Ip 61862 322 61862 322 

-9204270492 Comrnent on proposed rules 10CFR2, 19,20,30,31,32.34,35,39^40, 50,61 & 
70 fo stds for proleoVorY against radiation Opposes rule 

GARCIALJ Affilialion Not Assigned 50FR51992 06/10/16 Dockolrng A Services 
Branch Ip 61862 323-61 862 323 

-9204270493 ComniGnt on proposed rules 10CFR2, 19,20, 30, 3 1.32, 34, 35,39, 40. 50.61 & 
70 re stds for protection against radietlon Opposes rule 

MOBERGER.m R Affiliation Nol Assigned 60FR51992 86/09/12 Dockeling 8 Soiv 
Ices Branch Ip 61662 232 61062 232 

-9204270496 Comment on proposed rules 10CFR2,19,20,30.31,32,34,35,39,4a, 50,61 & 
70 ra stds for protection against radiecton Opposes rule 

HIRBAUR.KA Affiliation Not Assigned 50FR51992 86/00/12 Docketing & Services 
Branch Ip 01862 233 61862 233 

-9204270498 Comment on proposed rules 10CFR2, 19, 20,30, 31. 32,34.35,39, 40. 50.61 6 
70 re stds lor protection against radiation 

GOODEN, H Affjllation Not Assigned 50FR519g2 86/10/21 Office of the Secretary 
of the Commission Ip 61062 324 61862 324 

-9204270601 Comment or> proposed rufes 10CFR2.i9, 20,30,31, 32, 34, 35.39,40, 50.61 & 
70 ro atds lor prolocdon against radiation Opposes rule 

Affiliation Not Assigned 50FR51992 86/09/08 Docketing & Services 
Branch Ip 6 1862 234 61862 234 

-9204270503 Comment on proposed ru/os 10CFR2, 19, 20, 30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protecllon against rodiation Opposes rule 

MCiNTOSKCM Affiliation Nol Assigned 50FR51992 86/09/08 NRC • No Detailed 
Affiliation Given 2pp 61862 235-61862 236 

-9204270504 Comment on proposed rulos 100FR2, 19.20, 30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re atds for protection against radiation 

WHITE, D Wafno Labor Group On Health, Inc. 5OFR51092 86/10/21 Docketing & 
Services Branch Ip 61862 325-61862 325 

“9204270509 Comment on proposed rules 10CFn2, 19, 20, 30,31. 32,34,36, 39, 40, 50,01 & 
70 ra stds for protection against radiation Opposes rule 

WILSON, M Affilialion Not Assigned 50FR61992 86/09/10 DockoUng & Services 
Branch Ip 61862 237 61662 237 

-9204270510 Comment on proposed rules 10CFR2,1 9.20,30, 31, 32.34, 35, 39,40, 50,61 8 
70 ro stds for protection against radiation 

HAWLEY, HG Affiliation Not Assigned 50FR51992 86/10/24 Offico of the Secroiaiy 
of the Commission 1 p 61862326 61862 326 

“9204270512 Comment on proposed rules 10CFR2. 19.20.30,3 1.32, 34, 35,39, 40. 60,61 a 
70 re stds for protection against radiation Opposes rule 

LIBBY, M, Affiiiation Not Assigned 50FR51992 86/09/15 DockoUng & Services 
Branch Ip 61862 238 61862 230 

“9204270516 Comment on proposed rules 10CPR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rglo 

MURPHY.G Affiliation Not Assigned 60FR51092 0G/O9/15 Docketing & Services 
Branch Ip 61862 239 61862 239 

“0204270521 Comment on proposed rules 10CFR2, 10.20.30,31 .32,34.35,39.40. 50,61 & 
70 ro stds for proleotion against radiation Opposes rule 

HLfNTINGTON.D Affiliation Not Assigned 50FR519D2 06/10/24 Docketing & Serv- 
ices Branch ip 61862 327-61862 327 

“9204270522 Comment on pfoposod rules 10CFR2.19.20,30,31,32,34,35,39.40. 50,61 & 
70 re stds for protection agalnsl radiation Opposes rule 

THAYER, 0 Affiliation Not Assigned 50FR51992 66/09/08 Oockeling & Services 
Branch ip. 61 662 240-61862*240 

“9204270523 Comment on proposed rules 10CFR2, 19 , 20,30, 3 1,32,34, 35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAWKINS.TF Affilialfon Not Assigned 60FR51 992. 86/10/21 Docketing & Services 
Branch Ip. 61862 328-61802 328, 

“9204270S27 Comment on piepoaed rulos 10CFR2,19,20,30.31,32,34,35.39,40, 50,61 & 
70 re aids for protocUon against radlatlon.Opposes rule 

CUNNINGHAM.L Affiliation Nol Assigned 50FR51992 86/09/08 Dockeling A Serv- 
ices Branch Ip 61882 241-81882:241 

“9204270 B28 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34, 35.39, 40. 50,6t & 
70 re aids for protection against radiation Opposes rulo 

SCfANGULA,T,U Affilialion Not Assigned 50FR51092 86/10/17 Docketing & Serv- 
ices Branch ip 61862 329 61662 329 

“9204270529 Comment on proposed rufes 10CFR2, 10,20, 30, 31, 32, 34, 36, 39, 40, 50.61 A 
70 re sicfs for protection against radiation.Opposes rule. 

O’NEILL, OL, Affiliation Not Assigned 50FR51992. 86/09/11 Docketing & Services 
Branch, ip 61862 243-81862 243 

“9204270632 Comment on proposed rules 10CFn2, 19, 20, 30, 31, 32, 34,35, 39, 40, 50,61 A 
70 re aids for protecllon against radiation Opposes rule 

GLOWIK.D Affilialion Nol Assigned 50FR51002 86/09/16 Dockeling & Services 
Branch ip 81062,244-61862*244. 

-9204279533 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34, 36, 39, 40, 60,61 A 
70 ra sids for protection against radiation Opposes rule 

BERT.B. Affiliation Nol Assigned 50FR51992 86/10/17 Docketing & Sorvices 
Branch ip 61802 3 30 61862 330 
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-g2042e0a}a Commom on proposed rules 10GFR2, 19, 20, 30, 3 1,32, 34, 35.39,40, 50.61 & 
70 re stds for proteclion against radiation Opposes rule 

9EFIT Affiliation Not Assigned 50FR51902 86/10/17 Docketing & Services Branch 
Ip GtOG3 023 61863 023 

-9204260039 Commont on proposed rules tOCFR2,19,20«30.3 1.32,34.35.39,40, 50,61 & 
70 re stds (or protection against radiation Oppose any increase in acceptable radi- 
ation exposure 

MCENROE.C Affiliation Not Assigned AA30-2 0600 86/10/16 Docketing & Services 
Brartch Ip 61062 331-61062 331 

-9204280047 Commenl on proposed rules 10CFR2, 19,20,30.31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRANCiS.DL Affiliation Not Assigned 5QFR51992 86/10/17 Docketing & Services 
Branch Ip 61863 024-61663 024 

-9204280063 Comment on proposed rules tOCFR2, 19, 20, 30, 3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

KEARNEV,JJ Edison Electric Institute 50FR51992 00729 88/10/31 CHILK.SJ 
Office of tho Secretary of the Commission 5pp 61063 059 61063 063 

<-9204280069 Comment on proposed rules 10GFR2, 19,20, 30, 31, 32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation 

EYLER.N Accord Research & Educational Associates, Inc 5OFR510O2 00730 66/ 
10/31 Docketing & Services Branch 4pp 61863 064 81063 067 


-9204280136 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned 50FR51992 86/10/23 Docketing & Services Branch 2pp 
61 B 63 031 61863 032 

-9204280138 Comment on proposed rules 10CFR2.1 9, 20,30.31, 32,34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

HIGMTT.SL Ohio Citizens for Responsible Energy 50FR51992 00739 06/10/31 
Office o1 the Secretary of ttie Commission Ip 61863 116 61863 118 

-9204280139 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

KRAMER, FE Afftlialion Not Assigned 50FR51902 86/09/15 Docketing & Services 
Branch Ip 61862 240-61062 248 

-9204280140 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50.61 & 
70 re stds far protection against radiation 

TAyLOR.BF Affiliation Not Assigned 50FR519g2 86/10/30 Docketmg & Sonrices 
Branch 3pp 61B62 353 61862 355 

-9204280142 Comment on proposed rules lOCFR 2, 19.20,30,31 ,32,34,35,39,40, 50.61 & 
70 ro stds for protection against radiation 

BATTUNG.M Affiliation Not Assigned 50FR51992 00740 86/10/14. Docketing & 
Services Branch Ip 61663 119 61 063 119 


-92G420OD74 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1,32,34, 35, 39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

NELSON, JM South Dakota, Slate of 50FR 1902 00715 66/10/26 Docketing & Serv- 
ices Branch 2pp 61662 332 61062 333 


-9204280144 Comment on proposed rules lOCFR 2, 19, 20.30.31, 32, 34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

JOHNSON, P.E Aftillaloon Not Assigned 50FR51992 B6/10/23 NRC - No Detailed 
Affiliation Given 2pp 61863 033 61 Q63 034. 


-92042B007B Commont on proposed rules 10CFR2,19,20,30,31, 32,34,35,39,40, 50,61 & 
70 ro aids for protection against radiation 

CURB AN. D Union of Concerned Scientists 60FR51992 00731 86/10/31 Office of 
Ihe Socfolary of the Commission 7pp 61863 068 81663,074 

-9204280D85 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34.35,39,40. 50,61 & 
70 re stds for protection against radiation 

SEMINARIO.M AFL CIO 50FR519Q2 66/10/26. Docketing & Services Branch 6pp 
61862.334 61662 341 

-9204260086 Comment on proposed rules 1QGFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

EOWARDS.DW Yankee Atomic Electric Co 60FR61 992 00732 08/10/30 Docketing 
& Services Branch 6pp 61863 075 61863 0B2 

-9204260095 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50.61 & 
70 re Bids for protection against radiation Opposes rule 

FRANCIS.O Affiliation Not Assigned 50FR51G02 86/10/17 Docketing & Services 
Branch 1p 61863 025 61663 025 

-92042800Q6 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SULLIVAN. MR Affiliation Not Assigned 50FR61992 06/00/06 Docketing & Services 
Branch Ip 61062 245 61862 245 

-9204200100 Commont on proposed rules 10CFR2, 10,20,30.31.32,34.35,30,40, 60,61 & 
70 re stds for protection against radiation 

SIPLER.R Affiliation Not Assigned 50FR51992 00733 66/10/31, Docketing & Serv- 
ices Branch 18pp 61663 063 61B63 099 

-92042001 OB Commant on proposed rules tOCFR2, 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 5OFR51902 86/10/23 Docketing & Services Branch Ip 
61063 026-61863 026 

-9204280108 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 60,61 & 
70 ro stds for protection against radiation 

PALMER, R C Affiliation Not Assigned AA36 2 0612 B6/10/30 Docketing & Services 
Branch 4pp 61862 342-61862 345 

-9204200109 Comment on proposed rules 10CFR2, 19.20,30,31,32,34.35,30,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

ABUSAMRA.LE Affiliation Not Assigned 60FR510g2 86/09/10, Docketing & Serv- 
ices Branch Ip 61862 246-61662 246 

-9204280112 Comment on proposed rules 10CFR2. 19.20,30,31,32.34.35,39,40. 60,61 & 
70 re aids for protection against radiation Opposes rule 

FERLAZZO.se Affiliation Not Assigned. 60FR61902. 86/10/27. Docketing & Serv- 
ices Branch. Ip 61863 027-61663 027 

-9204200118 Comment on proposed rules 10CFR2.1 0.20,30.31,32.34,36,39.40, 60,01 & 
70 re fitds for protection against radiation 

SCHNELL.DF Union Efeclric Co 60FR51992 00735 86/10/20. Docketing & Serv- 
ices Branch. 17pp. 61863.100-61863 116 

-9204200119 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34,35,39,40, 50,61 & 
70 re atds for protection against radiation Opposes rule. 

MCLAUQHLIN.C L Affiliation Not Assigned. 50FR51992 86/10/23 Docketing & Serv- 
ices Branch 1p 61B63.026-61863 020 

-9204200120 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 39, 40, 50,61 & 
70 re Btds for protoclion against radiation. 

COLEMAN.BD Affiliation Not Assigned B0FR51992 86/10/22 Office of the Secre- 
tary of Ihe Commission 2pp 61 863 *02 9-6 1063 030, 

-9204200130 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation. 

MOORE.V, Affiliation Not Assigned 50FR51992 00738 86/10/29. Docketing & Serv- 
ices Branch. Ip. 61863:1 17-6lB63‘1 17 


-9204280146 Commont on proposed rules 10CFR2, 19, 20, 30, 31 .32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 0615. 86/10/20 Office of the Secretary of the 
Commission ip 61Q62 356 61062 356 

-9204280148 Comment on proposed rules 10CFR2,1 0,20, 30,31, 32, 34, 35, 30.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HARTNETT.S Afflllalfon Not Assigned 50FR51992 00741 86/11/06 NHC • No De- 
tailed Affiliation Given Ip 61863 120-61063 120 

-9204280161 Comment on proposed rules lOCFR 2, 19,20,30,31,32,34,36,39,40, 60,61 & 
70 ro aids for protection against radiation Opposes rule 

SCHOEPFURAE Affiliation Not Assigned 50FR51992 86/00/15 Docketing 0 Serv- 
ices Branch Ip 61662 249 61862*249 

-9204260152 Comment on proposed rules lOCFR 2, 19,20,30,31 ,32,34,35,39,40, 60,01 & 
70 re stds for protection against radiation 

BURNS.M.F Affiliation Not Assigned 50FR51G92 00742 86/10/27 NRC - No Do- 
lailod Affiliation Given Ip 61863 121-61863 121 


-9204280156 Comment on proposed rules 10CFR2, 10,20, 30, 31, 32, 34, 35, 39, 40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

FENNER, CR Affiliation ifot Assigned 50FR51fi92 80/10/15 Docketing & Services 
Branch. Ip 61662 367-81862 357 

-9204289159 Comment on proposed rules 10CFR2,10, 20, 30, 31 ,32.34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

URQENTO.LL Affiliation Not Assigned 50FR51 992 00743 80/10/14 Docketing & 
Services Branch Ip. 61863 122 61663 122 

-9204289161 Comment on proposed rules 10CFR2, 19, 20, 3 0.3 1,3 2,3 4,35,39, 40, 50,61 & 
70 re stds for protection against radiation. Opposes rule 

KOONTZ.SE Affiliation Not Assigned 60FR61992 86/09/10 Docketing & Services 
Branch Ip 61862 250-61862 250 

-9204289162 Comment on proposed rules lOCFR 2, 19,20, 3 0,3 1,3 2,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes any increase In acceptable radi 
atlon exposure 

MOON, BP Affiliation Not Assigned /VA38-2 0617 86/10/14 Docketing & Services 
Branch 1p 61O02 36B-6I862’358 

-9204289167 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 60,61 & 
70 re stds for prelection against radiation 

• Affiliation Not Assigned 50FR61992 00744 86/10/14 Docketing & Services 
Branch Ip 61863-123 61663 123 

-9204269169 Comment on proposed rules 10CFH2,1 9.20,30,31 .32,34,35,39,40, 50.61 & 
70 re aids (or protection against radiation Opposes rule 

MARRO.MH Affiliation Not Assigned 6OFR51092 86/09/15 Docketing & Services 
Branch Ip 81802.251-61862 261 


-9204269174 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

TOLAN.JH Missouri. Univ of, Columbia, MO. BOFR51002 68/10/21 Docketing & 
Services Branch- 2pp 61863 035-61863 036 


-9204289176 Comment on proposed rules 10CFR2,1 0,2 0,30 ,3 1,32,34,36, 3 9,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAMILTON, 8 Affiliation Not Assigned, 50FR51992 86/09/15 Docketing & Services 
Branch tp 61002 253 61862 253 

-9204260177 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCINTYRE, J Affiliation Not Assigned 60FR51092 00745 86/10/14 Docketing & 
Services Branch. Ip 61863 124 61663.124. 


-9204200132 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,36,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

DRURY, K Affiliation Not Assigned. 50FR51992. 06/09/09. Docketing & Services 
Branch Ip 61802.247-61862 247 


-9204280178 Comment on proposed rules 10CFR2,1 9,20, 30, 31, 32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

BARATELLl.P.N. Affilfatfon Not Assigned 66FR51092 88/10/27 Docketing & Serv- 
ices Branch Ip 61863 037-61863.037. 


-9204200134 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

LEEK.K. Affiliation Not Assigned. 50FR51992. 66/10/30. NRC - No Detaifed Affiliation 
Given 7pp 61862 346-61062 352 


-9204260102 Comment on proposed rules 10CFH2, 19,20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re atds for protection against radiation Opposes rule. 

HIMMELFARB.J, AffIRatlon Not Assigned. 6OFR51092 00334 06/07/30 Docketing & 
Services Branch Ip 61863,153 61663153 
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•*9204280185 Commont on proposed rules 10 CFR 2 , 10 * 20 , 30 , 3 1 , 32 , 3 4 , 35 , 30 , 40 , 50,61 & 

70 re slds for protection aoalrst raclla lion- Op posoa fulo 

BROWN B Afnllalfon Not Assigned SOPRSI 992 00519, B67O9/0B NRG • No Dotdllod 
Affilialiori Q^ven Ip 61863 126 61053 125 


-9204200229 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 60.61 a 
70 re side for prolocllon agalnsl radialion 

WILL,t Affiliation Not Assigned 50FR51992 86/10/26 Office of Ihe Secretary of the 
Com miss Eon Ip 61863 041-61663 041 


•*9204200186 Commiiant on proposed rules 10CFfl2, 10,20,30,3 1,32,34,35,30,40, 60,61 & 
70 re stds for protection against ladmiton Opposes rule . 

BERTGJ. Affiliation Not Assigned 50FR51i992 86/10/17. Docketing & Services 
Branch Ip 61063 038 61863.038 


-0204200239 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

MAJAUCKAS.G. Affiliation Not Assigned 56FR51992 86/09/15 Docketing & Serv 
Icos Branch Ip 61662,260 61862 260 


•*9204200190 Comment on proposed rules 10CFR2, 19,20,30,31,39,34,35,39,40, 50,01 & 
70 re aids for protection against radialion Opposes rule 

* Affiliation Not Assigned 50FR5t9a2 80/09/15 Docketing & Sorvicos Branch Ip. 
61082 264-61862 264 


■9204200191 Comment on proposed rules 10CrR2. 19, 20, 3 0,3 1,32, 3 4, 35^39, 40, 50,61 & 
70 re stds (or proloclion against radialion 

JOHNSON.B Affiliation Not Assigned 50FR61992 86/10/31 Office of the Secretary 
of the Commission Ip 61862359 61662 359 


“9204280192 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 50,61 & 
70 re slds for prolocllon against radfatlon Opposes rule 

VOLPICELUJ Affiliation Not Assigned. 50FR51992 00746. 08/11/03 NRC - No Da 
tailed Affiliation Qwan 2pp 61863 120 61083' 127. 


■9204200195 Commonl on proposed rules 1QCFFI 2, 10, 20,30, 31. 32, 34 ,35, 39, 40, 59,61 & 
70 ro slds for protecllon against radiation Closes rule 

THOMAS, J. A Affiliation Not Assigned 60rR5ig92 00335 86/07/31 NRC No Do- 
tailed Affiliation Given, ip 61863 164 61663 154 


“9204200196 Comment on proposed rules lOCFR 2, 19,20, 39,31,32,34 ,35,30,40, 50,61 A 
70 re stds for protection against radialion Opposoa rule 

aECKER,E Affiliation Not Assignod 5(>FR51Gg2 06/00/15 Dockotlng & Sorvicos 
Branch Ip. 61 062' 255 81862251 

“92O420C197 Commonl on proposed rules tOCFR2, 19, 20, 3 0,3 1,32,34 ,35, 30,40, 60,61 8 
70 re stds for protection against radiation, 

VAN SICKLE, MC Affiliation Not Assigned B0FRBt992 06/10/25. Offrcoof IhoSoo- 
retary of Ihe Commission Ip 81863 039 61663 039 


■92042002-01 Commont on proposed rules fOCFR 2.1 0,20, 3 0,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

eVINGER.LK Affiliallon Not Assigned 50FR51D92 00336 86/06/04, NRC - No Da 
tailed Affiliation Given 2pp 61863,165 61863: 1 &G, 


“9204280202 Comment on proposed nilos lOCfR 2, 1 0,20, 30.3 1,3 2,34, 35, 60,40, 50,61 & 
70 re stds for p/oloctlon against radiollon Opposes rulo, 

FULLER,E, Affiliation Not Assigned 60FR51992. 80/09/15 Dockoting & Services 
Branch Ip 61862 256-61862 256 


“9204200204 Commorrl on proposed fules 10CFn2, 19.20.30,31. 32, 34, 35, 39, 40, 50,01 & 
70 re stds for protection against radiation Opposes rulo 

FRANK.J Aflifiation Not Assigned 50FR51 992 -00330 66/08/05 Docketing A Serv- 
ices Branch 1 p. 61863 157 6 1663.1 57. 


■9204200205 Commont on proposed rules 10CFR2, 10, 2 9.30.3 1, 32.34, 35, 3 9, 40. 60,0! & 
7-0 ra aids for proloclion against radiation Opposoa rule 

GUENTRHER.R Sierra Club G0Fn51D92 60330 80/00/00 Dockollnfl & Sorvicos 
Branch 1p 01863, 166 61663,160 


“9204200211 Comment on proposed rufos 10CFR2,tO,20,30.31,32,34,35,39.40. 60,01 A 
70 ra stds (or proloclion agalnsl radialion 

MASON, C American Lung Association 60FR6i092 08/10/30. Oockotlno & Sorvicos 
Branch Ip 61862360 61662 360. 

“9204260212 Comment on proposed rulos 10CFR2, 1 0,20, 30, 3 1,32,34,35,30,40, 60,01 & 
70 ro aids for protoction against radiation Opposes rulo 

DA VIS. J Earth First! 50FR51992 00340. 80/06/11 NRC • No Detoilod Affiliallon 
Given 1p 61863159 01063 169 

“920420021 B Comment on proposed rules 10CFR2, 1 0,20, 30.3 1,32,34,35,30,40, 50.61 & 
70 ra stds for pro lo-c lion against radial Ion, Opposes rulo 

DOYE.S Affiliation Not Assigned. 50Fn610fl2 00340 86/00/12 Office of the Socre 
tary of the Commission Ip 61663.160 61663 160 

“9204280217 Commont oaproposod rulos fOCFRa.l 0,20,30,31 ,3 2,34.35,3 0,40, 60,61 a 
70 ra slds for prolflcllon against radiation Opposes rulo 

KROLL.J. Affiliation Not Assigned 50rR51992 06/00/11 Dockoling & Sorvicos 
Branch Ip, 618a2'257-6lB62 257 

“9204200220 Comment on proposed rulos 10CFn24l9,20,30,31,3?,34,35,39.40, 60,61 & 
70 ro slds for protoction against radiation Opposes ru3e, 

ESSERMAN.R. Affiliation Not Assignod &6FR5ie02 00342. 66/06/07 OockalEnn & 
Ssivices Branch 1p 61863 161-51863 161 

“92042B0221 Comment on proposed rulos 10Crn2,1 0,20, 30,31 ,32,34.35,39,40. 50,01 & 
70 re &tds for protaction againsl radialion Opposes ruio 

FENTON.BT Affiliallon Wot Assigned 601^51092 86/09/15 Dockotino A Services 
Branch 1p 61&02'268 B1B62 258. 


--92O420O232 Com merit on proposed rulos 10CFR2, 19,20, 30.3 1,32, 34, 35, 30, 40, 50,61 & 
70 r© slds for protection against radiation 

CHAPLICK.JM Sierra Club 50FR51992 00344 86/08/11 Docketing & Services 
Branch 2pp 61663 163 61863 164 

“■9204200233 Comment on proposod rules 10CFR2, 19,20, 30, 3 1,32,34, 35, 39. 40. 50.61 & 
70 ro stds for protoclton against radialion 

ANDERSON.N Mnlno, Slato of 50FR51992 06/10/30 Docketing & Services Branch 
2pp 61663 001-61663.002 

—9204200234 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32.34.35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

MACOONALD.B Affiliallon Not Assignod 50FR51992 86/09/08 Docketing & Serv 
IcosRranch Ip 61062 26! 61862 261 

-9204200235 Comment on proposod rules 10CFR2. 10,20.30.31,32.34.35,39.40. 50,61 & 
70 ro stds lor protection against radiation Opposes rulo 

HUOSON.S Affiliation Not Assignod. 50FR51002 00345 66/08/11 Docketing & Senr- 
Icos Branch Ip 61863 165 61Q63M65 

**9264280236 Common! on proposod rules 10CFR2,1 0,20, 30,3 1,32, 34,35,30, 40. 50,01 & 
70 ro aids for protection against radiation 

SCHADT.WW. Qeoroolown Unlv Medical Center, Washington, DC 50FH519g2 66/ 
10/27. Dockoling & Sorvices Branch 13pp 61663'042*6ia63 054 

**9204280240 Comment on proposed rulos 10CFfl2, 19,20,30,31 ,32,34,35,30, 40, 50.61 & 
70 ro stda for protection againsl radiation Opposes rule 

PATTERSON, C Afflliatron Not Assignod 50FR51992 06/00/10 Dockoling a Sorv- 
Icoa Branch Ip 61862 262-61 862 262 

*•0204280241 Comment on proposed rules 10CFR2,1 9,20, 30,3 1,32,34, 35.30, 40, 60,61 & 
70 ro etda (or protoction against radiation Opposes rulo 
Affillnlion Not Assigned 60FR51002 00610 86/10/10 Office of the Socrelaiy of the 
Commission fp 6 1663' 120-01 063 129 

-9204200243 Comment on proposod rules 10CFR2,1 9,20,30,31 ,32,34,35.30. 40, 50.61 A 
70 re slds for protection against radiation Opposes rulo, 

MOSTEK.IL Alfilialfon Not Assigned 5OFn51092 00346 86/06/15 NRC No Do- 
lailod Affiliation Given Ip 61683 166 61863 166 

-9204280245 Cemmenl or» proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 36,39, 40, 50,61 & 
70 re stda for protection against radiation 

FAIinAR.DL Co mmonwoallh Edison Co 50FR51092 66/10/23 CHILK.SJ Oificooi 
the Socrotary of Iho Commission 2pp 61863 055-61863 058 

-0204280246 Commonl on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 fl 
70 re stds for protection against radiation Opposes rule 

SCHWART2.R AffilFatton Not Assigned 50FR51 092 00347 86/00/12 Dockoling A 
Sorvicos Drench Ip 6 1063. 167-61 863 167 

**9204260248 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39,40, 50,01 A 
70 ro slds for protection against radiation 

BRODY, M Affiliallon Not Assignod 60FR51992 00611 86/10/12 Offico o1 the Sec- 
rolaryof Iho Commission Ip 61863 130 61063 130 

-9204280260 Commont on proposed rulos 10CFR2.1 0,20.30.31 ,32,34,35,30,40, 50,61 A 
70 ro stds for protection against radiation 

ZAFniS,J. Afhllatlon Not Assigned 50FR5ig92 06/00/1 1 Docketing & Soivices 
Branch. 1 p 61802 263 01662 263 

-0204280261 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39.40, 50,61 A 
70 ro stds for prolocllon against radiation Opposes rulo 

PALLEY.MK Affiliallon Not Assigned 50FR51992 00348 86/08/14 Dockoling A 
Sorvicos Brooch, Ip 61863 168 61863.160. 

-*9204280254 Commanl on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35,39, 40, 50,61 A 
70 ro Bids for protoction against radialion 

WORTH, E A(/illation Not Assigned 60FR51 992 00812 86/10/15 Olfica of Iho Sot- 
relary of Iho Commission Ip 61663 131-61063 131 

-9204200256 Commonl on proposed rules 10CFR2.1 9,20,30,31 ,32,34.35.39.40, 50,01 A 
70 ro stds for protection against radiation.Opposos rulo 

JAMES, YS, Alfilialion Nat Assignod 60FR51902 00349 86/08/14 Docketing A Serv 
|C 09 Branch ip 61863169 61663 169 


“0204280224 Common! on proposod ruTea 10CFR2, 19, 20, 30.3 1,32,34,35.39,40. 60,61 A 
70 ra stds for protection against radial lon.Opposos rulo. 

PETTY, E Affiliallon Nol Assign cd 60FR51002 66/09/15. Dockoling A Sorvicos 
Branch. 1 p, 6 1 062 259-61882 259. 


'6204280256 Common! on proposed rules 10CFR2, 10, 20, 30, 3 1,32, 34,35.39,40, BO.G! A 
70 ro Bids for proloclion against radiation. 

LAUSON.N.P Affiliation Not Assigned 60FR51992 00709 B6/ 10/22 NRC • No 0© 
lailod Alfilialion Given, Ip. 61663 168 61863 100 


“9204200225 Commcnl on proposod ailos 10GFR2, 19, 20 ,30,3 1, 32,34,35, 30, 40, 60,01 & 
JO fo atda for protection aaarnsl radialion Opposes mle. 

SCHRApER.D, Affiliallon Nol Assigned 60m51DG2 86/68/10 Olfico of iho Socro- 
lary of the Commission Ip 61063^2 61063.162 


-0204266260 Commont on proposed rulos IDCFRa, 19, 20, 30,3 1.32,34, 35,39.40, 60,61 6 
70 ra aids for prolocllon egalns! radiation exposes rulo 

EVLETH.R M Nuefoar Products Co SOFRB1092 86/09/09 Dockelinn & ServIcCB 
Branch Ip Q1 862 264-61 662 264. 


“9204200226 Commonl on proposed rulos 10CFR2,10,20430,ai,32.34,35,30.40. 60,61 i 
70 ro slds for proloclion againsl radiation 

BOFflsiaaz 06/10/27 DockoUna « sonrfcoi Brancii 


-9204200262 Comment on proposed rules 10CFR2,1 0,20,30, 31, 32, 34,35, 39, 49, 50.61 A 
70 ro stds for protoction against radiation 

ANDERSON.T Alfilfation Not Assigned 60FR61992 00710 86/10/27. NRC - No De- 
tailed Affiliallon Given Ip 61863, 1&d-61663, 189, 


■-92042&0227 Gommenlon proposed ruloa 10CFR2. 1 0,20, 30, 9 1,32, 34, 3 5, 30.40, 50.01 A 

70 ro stds for proloclion against radialion 

Affiliallon Not Assigned. SOFR51092 00600 86/10/16 Oificoof the Socrolaryof Ihe 
ConimFsslon. Ip 61663.128 61063.128 


—9204209263 Commenl on. proposed rules 10GFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40, 50.61 A 
70 ro aide for proloclion against radiation 

MEEHAN, T Affiliallon Nol Assigned 50FRB1992 00613 80/10/16 Offico of the Soc 
rotary of the Commission Ip 61663'132-61863.132. 
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I on proposed rules 10CFfl2. 19,20.30,31 ,32,34.35.39.40. 50.61 6 
ion against radiation 

3l Assigned 50FR5ig92 00614 86/10/15 0«ice ol the Secre- 
>n Ip 61063 133.61863 133 


■^9204260325 Comment on proposed rules 10CFR2, 19.20,30. 3 1,32,34, 35, 39.40, 50,61 & 
70 re slds for protection against radiation 

VENEZIA.C GTE Sylsrania. Inc 50FR51092 00020 86/03/12 Dockating & Services 
Branch 2pp 61063 206*61863 206 


t on proposed rules 10CFR2.19, 20.30.31, 32,34, 35, 39.40, 50 61 & 
Ion against radiation 

ned SOFRSI 092 00815 66/10/15 Office of the Secretary of the 
33134 61863 134 y i 


-9204280339 Comment on proposed rules 10CFR2, 19, 20, 30.3 1, 32,34 ,36.39.40, 50,61 & 
70 re stds for protection against radlalton 

TODD, WE Siemens Gammasonics, Inc 50FR51 992 00037 66/04/14 Docketing & 
Services Branch 5pp 61063 207*61863 211 


t on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40. 50.61 & 
ion against radiation Opposes rule 

nstein Medical Center, Philadelphia, PA 50FR51992 00351 86/ 
Jocrelary of the Commission 1p 61663 170-61063 170 

I on proposed rules 10CFR2, 19,20.30.31.32.34,35.39.40. 50.61 & 
ion against radiation 

Not Assigned 50FR51992 00616 86/10/12 Office of the Sec* 
3iOn Ip 01063 135 61663 135 

t on proposed rules 10CFn2, 19,20.30.3 1.32, 34, 35,39,40, 50,61 & 
Ion against radiation Opposes rule 

J S^e* A Alliance 5QFR51992 06/09/ 10 Docketing & Services 

5 61862 265 

I on proposed rules 10CFH2,19, 20.30.31, 32,34,35,39, 40, 50,61 & 
ion against radiation 

Nation Not Assigned 50FR51992 00617 86/10/15 Office of the 
mission Ip 61863 136-61863 136 

I on proposed rules 10CFR2,19, 20, 30, 31.32,34,35,39, 40, 50.61 & 
ion against radiation Opposes rule 

■n Not Assigned 50FR51992 86/08/31. Docketing & Services 

6 61002 266 

t on proposed rules 10CFR2. 19, 20,30.3 1,32, 34,35.39.40, 50.61 & 
Ion against radiation 

fot Assigned 50FR51992 00618 86/10/12 Office of the Secro 
)n Ip 61863 137-61063 137 

t on proposed rules 10CFR2, 19, 20,30,3 1,32, 34.35,39.40, 50,61 & 
ion against radiation Opposes rule 

liatlon Not Assigned 50FR51992 08/09/15 Docketing & Serv- 
i2'267-61062'2O7. 

{ on proposed rules 10CFR2, 19,20,30,31 ,32.34.35.30,40, 50,61 & 
Ion against radiation 

ned 60FR51 992 00619 06/10/12 Office of the Secretary of the 
33 138 61863 136 

t on proposed rules 10CFR2, 19, 20, 30,31, 32.34, 35.39.40, 50,61 & 
Ion against radiation 

ila, Unlv of. Los Angeles, CA B0FR51992 86/10/30. Docketing 
pp 61663 003-61863 004 

t on proposed rules 10CFR2, 19,20,30,31 .32,34,36,39,40, 60,61 & 
lon against radiation Opposes rule 

3n Not Assigned 50FR51992 86/09/10 Docketing & Services 
8ei062-268 

t on proposed rules 10CFR2,1 9,20.30,31 ,32.34,35,39,40, 60,61 & 
lon against radiation 

)t Assigned. S0FR5igg2 00620 66/10/11 Office of the Secre* 
m Ip 61 063’ 139 61063'139 

t on proposed rules 10GFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
Ion against radiation 

lOkhavon National Laboratory 50FR51092 00021 86/03/11 
Branch. 1 1pp. 81663 1 90-01863 200 

t on proposed rules 10CFR 2, 19. 2 0,30,3 1,32,3 4,3 5,3 9,40, 60,81 & 
Ion against radiation Opposes rule 

atlon Not Assigned 50FR51092 66/09/09 Docketing & Serv- 
J2-269-61862.260 

ton proposed rules 10CFR2, 19,20 ,30, 3 1,32,34,35,39,40, 50,61 & 
lon against radiation. 

Not Assigned 60FR51002 00821, 86/10/06 Commissioners 
863,140 61863 140. 

t on proposed rules 10CFR2,19,20,a0, 31,32,34,35,39. 40. 50,61 & 
Ion against radiation Opposes rule, 

ialion Not Assigned 5 (jFR 51992 86/09/09 Docketing & Serv- 
12’270 61862.270. 

I on proposed rules 10CFR2,19,20,30,31,32, 34,35,39,40, 50,61 & 
[on against radiation 

Not Assigned. 60FR519g2 00622 86/10/09 Office of the Secre- 
m tp 61863-141 61863 141. 

I on proposed rules 10CFR2, 19,20. 30, 3 1,3 2,34 ,3 5, 3 9,40, 60,01 & 
ion against radiation 

^ Dakota, State of 50FRS1992 00034 86/04/10. Docketing & 

. 61863:201 61863'205. 


-9204380344 Coinmon.! on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 50,61 & 
70 .re slds for protection against radiation 

SKRABLE.KW Lowell. Univ of, Lowell. MA SOFR 51 992 00043 86/04/17 Docketing 
& Services Branch 92 pp 61863 212-61863 289 

—9204280351 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

REID.D Affiliation Not Assigned 50FR519g2 00352 06/08/16 Docketing & Services 
Branch 2pp 61663 171*61863 172 

-9204280353 Comment on proposed rules 10CFR2, 16, 20, 30, 3 1,32, 3 4, 35, 39, 40. 50.61 & 
70 ro stds for protection against radiation Opposes rule 

STAFFORD.D 8 Affiliation Not Assigned 50FR51992 00353 86/08/18 NRC - No De- 
tailed Affiliation Given Ip 61663 1 73*61863 173. 

-9204280357 Comment on proposed rules 10CFn2, 19,20, 30, 31 ,32,34,35,30,40, 50.61 & 
70 re stds for protection against radiation Opposos rule 

WATERS, M A Affiliation Not Assigned 50FR5ig82 00354. 66/0B/22 NRC - No De- 
tailed Affiliation Given Ip 61063 174*61863 174 

-9204280381 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32.3 4.35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HIFT.H. Affiliation Not Asslgnod 50FR51992 00355. 86/08/18 NRC • No Detailed Af- 
filiation Given Ip 61063 175 61063 175 

-9204280366 Comment on proposed rules 10CFfl2, 19,20, 30,31, 32, 34, 35,39,40, 50,01 & 
70 ro stds for protection against radiation Opposos rule 

CHISHOLM.T Affiliation Not Assigned 60FR51Q92 00350 86/00/19 Docketing & 
Servicos Branch Ip 61863176-61863 176 

-9204260369 Comment on proposed rufes 10CFR2, 19, 20,30,31, 32,34,35.39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule. 

RTKAT.J Affiliation Not Assigned 60FR61992 00357 06/08/20 NRC * No Delallod 
AffHialion Given Ip 61863 177-61863177. 

-9204280372 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposos rule 

WILLIFORD.CC Affiliation Not Asslgnod 60FRS1992 00358 86/08/18 NRC • No 
Detailed Affiiiation Given Ip 61663-176 61863 176. 

-9204260374 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

REINER.LE Affiliation Not Assigned 50FR51992 00359. 86/08/21 NRC ■ No De- 
tailed Affiliation Given. Ip 61663 170 61863.179. 

-9204280376 Comment on proposed rules 10GFR2, 19.20.30,3 1.32, 34, 36,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

JONES, A. Affiliation Not Assigned 60FR5f992 66/08/21. NRC - No Dotaiied Afflll* 
allon Given Ip 61863 180 81863 100 

-9204280376 Comment on proposed rules 10CFR2,1 0,20,30, 3 1,32, 34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

SALACH.T Affiliation Not Assigned 60FR61992 00361 86/08/18. NRC * No Delalfed 
Affiliation Given ip 61863181-61663.181 

-92042603SO Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34,35, 39.40, 50,61 & 
70 re aids for protection against rodiallon Opposes rule. 

YEAST.C Affiiiation Not Assigned 60FR51902 00362 60/08/22. CLEMENTS.W. 
Docketing & Services Branch 2pp. 61863.182 61863-103 

-9204280384 Comment on proposed rules lOCFRa, 19,20,30,31, 32, 34, 35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ERICKSEN.O Afriliotion Not Assigned 50FR51992 00363 86/08/20 NRC - No De- 
tallQd AfflllDtlon Given. 2pp 61663:184*61863.185 

-9204280386 Comment on proposed rules 10GFR2, 19,20,30,31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MASSINO.W. Affiliation Not Assigned 50FR6ie02 00366, 86/0B/21 Docketing & 
Services Branch Ip 61663 186*6 f663. 186 

-9204280386 Comment on proposed rules lOCFRa, 19.20.30,31,32.34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

HEILMAN.J Affiliation Not Assigned 50FR61Q02 00367 86/00/20 Docketing & 
Services Branch Ip 61863.187-61063187 

-9204280395 Comment on proposed rules 10CFR2.1 0,20,30, 3 1,32,34, 35,39, 40, 50,01 & 
70 re stds for protection against radiation Supports rule. 

MILLlS,NL Baltimore Gas & Etectrio Co 60FR51892, 86/04/21. Docketing & Serv- 
ices Branch. 22pp. 61863-332-61863-352 


it on proposed rules 10CFR2, 19,20,30,31 ,32.34.35,39,40, 60,61 & 
ion against radiation. 

lion Not Assigned 50FR51fl92 00623, 68/10/06. NRC - No De* 
1, Ip 01803.142*61863-142 


-9204280406 Comment on proposed rules 10CFR2, 10,20,30,31,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

SINCLAin.M. Sinclair, M P 66FR61902. 86/04/23 Docketing & Services Branch 2pp 
61863-353 61803-354. 


,t on proposed rules 10CFR 2, 19, 20, 30 ,3 1.3 2.3 4, 3 5, 3 9, 40, 50,61 & 
lon against radiation 

Not Assigned. 60FR51992 00824 80/10/06 Docketing & Serv- 
J3.143-ei863-l43, 


-92042B0415 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation.Opposaa rule. 

MOTT,M. Affiliation Not Assigned 50FRS1992. 86/04/23 Docketing & Services 
Branch . 1 pp. 61 063 355*01 863^55 


,t on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,30,40, 50,61 & 
lon against radiation Opposes rule. 

>1 Assigned. 6OFR61902 06/09/10. NRC * No Detailed Affiliation 
1*61862.272. 


-9204280419 Comment on proposed rules tOCFRB, 19,20,30,31,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 60FR6ig92 00626 86/10/16. Docketing & Services 
Branch 1 p. 61 063. 1 44*61 863 1 44. 





»92 04 290424 Comment on proposed miss 1OCFR2,10,2‘0, 30,31, 32*34,35, 39,40. 50,6 1 & 
70 re stds for protec tfon against radiation Opposes rule 

WARSH,HE Affifiation Nol Assigned 50FR5199a 66/04/23 Docketing & Services 
Sranoh Ipp 61863 356 61663 356 

“9204230425 Comment on proposed rules 10CFH2,l9,20,30,31,32,34,35,3MO. 50,61 & 
70 re stds for protectfon against radiation 

KOCHER.DC> Affiliation Not Assigned 50FF161992 00029 86/04/02 Oockoimg & 
Services -Bran cd lipp 61063 290 61863 299 

“9204280431 Comment on proposed oiles 10CFfl2,ig,20,30,31,32,34,a5.a9,40, 50,61 & 
70 re stds for protection against radiation 

BERTELL.n International Institute of Concern for Public Healtli, 50Ffl51992 00030 
86/04/07 NRG - No Defaifed Affiliation Given 12pp 61863 300-61 863 31 f 

-9204280433 Comment on proposed rules 10CFR 2. 19.20, 30, 31, 32, 34 ,35.39,40. 50,61 & 
70 ro stds for proLeclicn against radiation 

DRESCHER,R Affiliation Not Assigned 50fR51992 00626. 06/10/17. Office of the 
Secretary of Ltie Commission Ip 81863,145 61803 146, 

“9204280436 Corn-men! on proposed rules 10CFR2,19, 20 ,30,3 1,32, 34,35, 3 9,40, 50,61 & 
70 re stds fer protection agaensi radiation 

LERNER.MS US Postal Service 50FR51992 00064 06/04/30 Docketing & Sorv* 
Ices Branch Ip 61683 312-61063 312 

“9204280440 Comment on proposed rules 10CFR2,1 9,20, 30, 3 1,32,34,3 5.39,40. 50,61 & 
70 re Stds for protection against radiation 

KAMEN.S Affiliation Not Assigned 50FR 51 992 00051. 86/04/22 Office of the Secre- 
tary of the Commission 2pp 61863 313-61863 314 

“9204280441 Comment on prop-osod rules 10CFR2, 19.20, 30,31, 32,34, 35,39,40, 50,61 & 
70 te stds for protection against radiation 

8AUM,J,W Erookhaven National Laboratory 50FR51992 66/04/11 Docketing & 
Services Branch 5pp 61853 367 61863 361 

“9294280447 Commeni on proposed rules 10CFR2,19,20,30,dl,32,34,36,39,40. 50,61 & 
70 ro slds for protectfor> agarnst radiation Opposes rule 

MICHAEL,0, KENNY J, HANSEN.C, Affilialion Not Assigned 60FR51992 86/09/18 
Office of the Secretary of the Commission Ip 61863^315 6ia63'315. 

“9204209450 Comment on proposed rules 10CFR2.1 9,20.30.3 1.32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radra Iron Opposes rule 

MCCORMICK.B Affiliation Not Assigned, 50FR51992. 88/04/21. OockefinQ & Sorv 
ices Branch Ip 61864 001-81084 001 

“9204289452 Commeni on proposed rules 10CFn2, 19.20. 30.3 1.32,34,35 ,39,40, 60,81 & 
70 re stds for protection against radiation 

KALFUU Affifiatlon Not Assigned 50FR5 1902 00627 86/10/18 Docketing & Services 
Branch Ip 61863 148 61653 146 

“9204280456 Comment on proposed rules 10CFR2, 19,20.30 ,31, 32.34 ,35,39.40. 50,61 & 
70 re stds lor protection against radiation Opposes rule, 

ATKINSON. M AffiJiation Not Asspgnad 5<]Fn51992 00628. 66/10/16 Dockeling & 
Services Branch lp 61853 147-61863 UT 

*•9204280460 Comment on proposed rules 10CFH2, 19,20,30,31,32,34,35,39,40, 50.61 & 
70 re stds for protection agarnst radiation 

WILUAMS.TP Affiliation Not Assigned 50 FR5 1992 00629 86/10/13 Dockoling & 
Services Branch Ip, 61863 14B 61963 146 

“9204280455 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 60.61 & 
70 re slds for protection against radialfon-Opposes rule, 

MEULLO.O Affiliation Nol Assigned 50Ffl61992 86/09/18 Office of fha Secrofary 
of the Commission 1p 61063 316 81863 316 

“9204289466 Commani on proposed rules 10CFR2,1 9,20, 39, 3 1.32, 34.36.30, 40, 60,61 8c 
70 re slds for prolection against radiation 

SEAGRAVES.S Affjllalicn Not Assigned 50FR51902 00630, 88/10/13 Office of the 
Secretary of the Commlssfon Ip, 61863 149-81863*149 

“9204280468 Comment on proposed rulos lOCFR 2, 19.20, 30,31*32,3 4, 35.39,40, 60,61 & 
70 re stda for prolaction egainal radiation Opposes role. 

DIEDRiCH.C J Afniiation Not Assigned 5OFR5I902, 83/09/19, Office of the Secre- 
tary of Ihe Com mis sron Ip 61863 317*61863 317. 

“9204200477 Commenl on proposed rules 10CFR2,1 9, 20.30,3 1,32.34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

OOHEN,DJ Affiliation Nol Assigned 50FR5ie92 86/09/19. Office of the Secretary 
of the Commission Ip 61863 316 &1 863 31 B 

“9204200479 Corrment on proposed rules 10CFR2, 19, 20.30, 31, 32.34, 35,30,40, 50,61 & 
70 re stds for protection against radiation 

‘ AffiHalion Nol Assigned 50FR51992 00631. 85/10/14 Docketing & Services 
Branch, Ip 61063 150-6 IB 63 150 

“9204280463 Comment on proposed rules lOCFRa.l 9,20*30, 3 1,32*34,36,39*40, 60,61 & 
70 re stds for prolection against radiation Opposes rule. 

BUCHANAN, S Affiliation Not Assigned 50FR5t992. 86/04/23 Dockelfno ^ Services 
Branch Ipp 61064.002 61664002 

“9204280484 Comment on proposed rules 1 0CFR2,1 9, 20,30,31,32,34.35,39,40, 50.61 & 
70 re stds lor protection egainsl radialion 

OUiNN.S M Affiliation Not Assigned 50FR51fl92 86/09/12 NRC - No Detalfed Alfili* 
alion Given 1p 61863 319 61063319 

“9204200486 Comment O/i proposed ruled 10CFR2, 19, 20,30*31, 32.34,35,39,40* 50*61 & 
70 re stds fer proteclion against radiation 

CHAPLICK,J M Affiliation Not Assigned 50FR51992. 06/09/13. Dockefing & Services 
Branch, t p 61863 320-8 1 863 320. 

•-9204280409 Commanl on proposed rulos 10CFR2,13,20,30,31.32.34,35,3fi,40, 50,61 a 
70 re stds for protection against radialien 

SULLIVAN .MR Affiiiakon Not Assigned S0FR5fe92 06/09/06. Docketing & Services 
Branch tp 6186300-5 61863005 

“9204200491 Comment en proposed rules 10CFR2, 19,20,30,3 1,32, 34,35,39,40, 60.8t & 
70 re slds for protection against radiation Opposes rule. 

WALSHM J Affiliation Not Assigned 50FR51 992. 80/04/28, NRC - No Detaifad Affili- 
ation Given lOpp 61884.003-61064 812 


“92042804^7 Comment on proposed rules 10CFR2.19,20.30,31,32,34,35.39,40, 60,61 & 
70 ra stds for prote-clion against radiation 

CHABOT.G E Lowell, Unsv of. Loweli. MA 50FR51992 86/04/22 Docketing & S&tv 
Ices Branch 5pp 61664 013 61864 018 

-9204280498 Comment on proposed rules 10CFR2,19,20,30,31,32,34,95,39,40, 50.61 8 
70 re stds for protection against radiation 

BRAG DON, PW Governor Dummer Academy, Byfiold. MA, 60Fn51992 86/09/19 
NRC - No Detailed Affiliation Gwen Ip 61863 321-eie63'321 

“9204280502 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,34.35.3 9, 40* 50.61 A 
70 re stds for protection against radiation Opposes rule 

POLEHN.JL Affiliation Not Assigned 5DFR51992 86/05/01 Docketing & Services 
Branch 23pp 61664 019-61864 040 

“9204280506 Comm-ent on proposed rules 10CFR2, 19,20.30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re slds for proteclion agaynst radiation 

BRANDT,R J Belhfehem Steel Corp 50FR51992 06/04/25 Office of Ihe Sacreiary 
of the Commission 7pp 61 664 041 61864 047. 

“9204280509 Commenl on proposed rules 10CFR2, 19,20.30,3 1,32,34,35, 39.40. 50*8! & 
70 re- stds for protaotton against radiation Opposes rule 

NIKKILA.AM Affiliation Not Assigned 50FR61 992 00632 86/10/14 Docketing & 
Sarvlcos Branch Ip 61663 151 61663 151 

“9284280510 Commenl on proposed rules 10CFfl2.1 9,20,30,31 ,32*34,35.39,40, 60,81 & 
70 re aids lor prolection against radiation. Opposes rule 

NEMETH Y.E. Ecofogy/Alert 50FR51992 06/04/29 Docketing & Services Branch 
Ipp 61864 048 6 1864 040 

“9204260511 Comnnanl on proposed rules 10CFR2, 19,20, 30, 3 1.32,34, 35,39, 40, 50,61 & 
70 ra sWs lor protection against radiation 

DIEDRICH.C J Affjfialion Not Assigned, 60FR51992 06/09/19 Office of the Sacre- 
tarv of the Commission Ip 61863 322 61063 322 

“9204280515 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32, 34, 35, 30, 40, 50,61 & 
70 ra aids lor protochon against radialion 

SPRUNG, BL Affifiatfon Not Assigned 50FR51992 00633 86/10/14 Docketing & 
Services Branch Ip 61663 152-61663 152 

“9204280517 Comment on proposed rules 10CFR2, 10.20.30,31,32.34.35,39,40, 60,61 & 
70 ro slds for prolection against radiation Opposes rule 

MICHAEL, B Affiliation Not Assigned 50FFi51992 86/09/18 Office of the Secrelafy 
or the Commission. Ip 61863 323-61863 323 

“9204280510 Commonl on proposed rules 10CFn2,1 9,20*30.31,32,34,35.39,40, 50,61 & 
70 ro st-ds for protection against radiation Opposes rule 

SALTZMAN.D. Affifiahon Nol Assigned 50FR51992 86/05/02 NRC - No Detailed Af- 
filiation Given 2pp 61064 049 61664 050 

“9204280519 Comment or> proposed rules 10CFR2.1 0,20,30,3 1,32, 34, 35.39.40* 50.61 & 
70 re stds for prolection against radiation Opposes rule 

COHEN, DJ. Affiliation Not Assigned 50FFr51992 86/09/10 Office of the Secretary 
of the Commission Ip 61863.324 61863 324 

“9204280520 Comment on proposed rules 10CFR2, 19.20.30, 31. 32,34, 35, 39, 40, 50,61 A 
70 re slds for protection against radfetion 

OUfNN.S.M Affiliation Not Assigned 50FR519g2 86/09/12 NRC - No Dalailed Affiik 
atlon Given Ip 61063 325 61863 325 

-9204280522 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35, 39, 40, 50,61 & 
70 re aids for prolection against radiation Opposes rule 

DAY,E.B. Affilfalion Not Assigned 50FR51902 86/04/30 Docketing & Services 
Branch 3pp 61664 051-61884 053 

“9204280523 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32.34, 35. 39.40, 50.61 & 
70 ro stds for protection against radiation Opposes rule. 

GOLD.W J. Afiilfation Not Assigned 50FR51002 86/04/30 Docketing & Services 
Bmnch Ipp 61664 054-61664054. 

“9204280624 Comment or> proposed rules 10CFR2, 19.20, 30,3 1,32.34, 36,39,40. 60,61 & 
70 to aids for protection ag^ainst radfetion 

SARBANES.PS Senate, wanking. Housing & Urban Affairs. 60FflS1992 66/09/12 
NRC - No Dotailed Afkiiation Given 3pp 61863 326 61863 328. 

“■9204280625 Comment on proposed rules 10CFR2, 19,20,30, 31. 32, 34.35, 39, 40, 60,61 & 
70 re slds for protectfon against radiation 

• Affpllation Not Assigned 50FR61992 86/09/18 Office of the Secretary of the Com- 
mission, Ip 61083,320-61663 329 

“8204280526 Comment on proposed rules 10CFR2, 19, 20*30, 3 1,32*34, 35,39*40, 50.61 & 
70 re side for protection against radiation Opposes rule 

HARLAN.P Affiliation Nol Assigned 50FH51992. 00/09/22 Office of the Secretary of 
the Commission Ip 61863 330 61863 331 

“9204290024 Comment On proposed rulos 10CFR2. 16, 20.30, 31, 32, 34,35, 39,40, 50.61 & 
70 ra aids for prolectten against radiation 

CLAGETT,K. Affiliation Not Assigned 50FR51992 86/09/16 Docketing & Services 
Branch ip* 61804 069-61664 0B9 

“9204260028 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32,34, 35, 39,40, 50.61 & 
7D re side for protection against radration 

CARY.M.C Affilfalion Not Assigned, aOFR51992 86/09/22 Docketing & Services 
Branch 1 p. 61864 070 61 064.070, 

“9204290047 Commenl on proposed rules 10CFn2.10,20, 30,31,32, 34, 35, 39, 40, 50,61 8 
70 re stds for protection against radiation 

MORRIS, J Affilfalion Not Assigned 60FR51992. 86/09/12 Docketing 8 Services 
Branch, Ip 61864 071-61804 071 

“9204290051 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32, 34 ,35.39, 40. 50, 6f & 
70 re stds lor protection against radiation Opposes rule 

SWEENEY.Eh Affilfalion Nol Assigned 60FR51992. 86/10/16 Office of the Secretary 
of the Commission Ip. 61864 121-61864*121. 
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proposed rules iaCFR2, 19, 20,30.31.32, 34.35.39.40, 50,61 & 
igainst racfialion 

Assigned 5OFfl51902 86/09/23 Docketing & Services 
864 072 


■9204290104 Comme/it on proposed rules 10CFR2. 19, 20, 30,31, 32.3 4, 35, 39, 40. 50,61 & 
70 re stds for protectior^ against radsation Opposes ml© 

TANASE.J Affiliation Not Assigned 5OFR51092 86/05/03 Docketing & Services 
Branch Ipp 61864 065-61864 065 


proposed rules 10CFR2, 19,20.30, 31. 32.34.35,39.40, 50,61 & 
igainsl radiation Opposes rule 
50FR51992 86/05/01 Docketing & Services Branch Ipp 


proposed rules 10CFR2.1 9,20.30,31,32,34,35,39.40. 50,61 & 
igainst radiation Opposes rule 

Not Assigned S0FR5ig92 86/10/15 Office of the Socre 
p 61864 122 61064 122 

proposed rules 10CFR2, 19, 20.30, 31, 32, 34, 35, 39, 40, 50,61 & 
igainst radiation 

Assigned 50FR51992 67/09/14 Docketing & Services 
064 073 

proposed rules tQCFR2. 19,20,30,31 .32.34,35.39.40. 50,61 & 
igainst radiation 

I Assigned 60FR519D2 06/09/18 Docketing 8 Sen/icos 
1864 078 

proposed rules tOCFR2, 19.20, 30, 31,32,34,35.39, 40, 50,61 & 
gainst radiation 

on Not Assigned 50FR51992 86/09/25 Docketing & Serv- 
9 61864 079 

proposed rules 10CFR2.1 9.20.30,31.32.34,35.39,40. 50,61 & 
.gainst radiation 

lot Assigned 50FR51992 86/09/26 Docketing & Services 
664 080 

proposed rules tOCFR2, 19,20.30.31. 32,34.35, 39,40, 50,61 & 
igainst radiation 

tot Assigned 50FR51992 66/09/22 Docketing & Services 
864 081 

proposed rules 10CFR2, 19,20.30.3 1.32,34.35,39,40, 50,61 & 
gainst radiation 

Not Assigned 50FR51992 86/09/09 Docketing & Services 
064 002 

proposed ruios 10CFR2, 19, 20.30, 31,32, 34, 35,39, 40, 50,61 & 
gainst radiation 

3t Assigned 50FR51Q92 86/09/24 Docketing & Services 
1064 084 

proposed rules 10CFR2, 19, 20.30.31.32, 34.35,30,40. 50,61 & 
igainst radiation 

^OFnsi992 86/10/03 NRC - No Dolailod Affiliation Given 
4 

proposed ruios 10CFR2, 19, 20,30,31. 32,34, 35, 39,40, 50,61 & 
gainst radiation 

Assigned 50FR51992 86/09/26 Docketing & Services 
864 085 

proposed rules 1QCFR2, 19.20, 30, 31.32, 34, 35,39, 40. 50,61 & 
igainst radiation Oc^oses rule 

Erlandor, (nc 60FR61992 86/05/01 Docketing & Services 
1864 056 

proposed mloa 10CFn2, 19,20,30,31,32,34,35,39,40, 50,81 & 
igainst radiation 

it Assigned 50FR51902 86/09/29 Docketing & Services 
864 086 

proposed rules 10CFR2, 10,20, 30, 31, 32, 34, 35, 39, 40, 50,81 & 
gainst radiation 

I Assigned 50FR51002 86/00/20 Docketing & Services 
B64 087 

proposed rules 10CFR2.1 0.20.30.31,32,34,35,39,40, 50,61 & 
igainst radiation Opposes rule 

, CA 6OFR51092 00/04/20 Docketing & Services Branch 
8 

proposed rules 10CFR2, 10.20,30,31.32,34.35,39.40. 50,61 & 
igainst radiation 

Assigned 50FR51992 86/10/07 Office of the Socrolary of 
.4 125-61864 125 

proposed rules 10CFR2, 10,20,30,31,32.34,35.30.40, 50,61 & 
igainst radiation 

Not Assigned 60FR51992. 86/09/23 Docketing & Services 
064 008 

proposed rules 10CFR2, 19,20.30.31, 32, 34.35.39,40. 50,61 & 
igainst radiation 

signed 60FR510g2 86/10/12 Office of the Secretary of the 
76-61864 126 

proposed rules 10CFR2, 19, 20, 30.3 1,32.34,35, 39.40, 50,61 & 
igainst radiation Opposes rule. 

anco 50FR51092 86/04/20 Docketing a Services Branch 
4 

proposed rules 10GFn2, 19, 20, 30, 3 1.32,34,35, 39, 40, 50,61 & 
igainst radiation 

Dt Assigned 60FR61992, 86/09/24. Docketing a Services 
864 089 


-9204290105 Comment on proposed rules 10CFR2. 19, 20.30, 3 1,32, 3 4,35, 39, 40, 50,61 a 
70 re stds for protection against radiation 

* Affiliation Not Assigned 50FB51992 86/10/15 Office of tho Secretary of the Com- 
mission ip 61864 128 61664 128 

-9204290109 Comment on proposed ruios 10CFR2, 19,20,30,3 1,32,3 4, 35, 30, 40, 50,61 a 
70 re stds for prelection against radiation Opposes rule 

SAEMANN.J Affiliation Not Assigned 50FR51992 66/05/05 Docketing a Services 
Branch ipp 61864 066-61864 066 

-9204290112 Comment on proposed ruios 10CFR2. 19, 20,30, 3 1,32, 3 4,35.30, 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

LADD.I Affiliation Not Assigned 50FR51992 86/05/06 NRC - No Detailed Affiliation 
Given 2pp 61664 067-61864 068 

-9204290117 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35,39, 40, 50,61 a 
70 re stds for protection against radiation 

CHRISTIANO.T Affiliation Not Assigned 60FR51992 86/10/15 Office of Ihe Secre 
tary of the Commissron 1 p 61864 1 29-61864 129 

-9204290132 Comment on proposed rules 10CFn2, 19,20,30, 31 ,32,34,35,39,40, 50,61 a 
70 re side for protection against radiation Opposes rule 

MCCULLOM.W Affiliation Not Assigned 60FR51902 86/10/14 Office of the Secre- 
tary of Iho Commission 1 p 61864 1 30-61864 130 

-9204290136 Comment on proposed rules 10CFH2, 19, 20,30,31. 32, 34, 35,39, 40, 50,61 a 
70 re stds for protection againsl radiation Opposes rule 

WELLMAN.GA Affiliation Not Assigned 50FR51992 86/10/15 Office of the Secre- 
tary of tho Commission Ip 61864 131*61864 131 


-9204200138 Comment on proposed rules 10GFR2, 19,20,30.3 1,32, 34,35,39,40, 50,61 a 
70 re Stds for protection against radiation Opposes rule 

WELLMAN, CS Affiliation Not Assigned 50FR51992 86/10/16 Office of the Secre- 
tary of tho Commission 1 p 61864 1 32-61864 132 

-9204290140 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 a 
70 re Stefs for protection against radiation 

• Affiliation Not Asstgned 50FR51992 80/10/17 Office of tho Socretary of Ihe Com- 
mission Ip 61064 133-61664 133 

-9204290144 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 60,61 a 
70 re stds lor protecfion against radiation 

SEPULVEDA, M Affiliation Not Assigned 60FR51992 86/09/29 Oockoling a Serv- 
ices Branch Ip 61064 091 61864 091 

-9204290145 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40. 50.61 a 
70 re stds for protection against radiation Opposes rulo 

DALTO.CA Affiliation Not Assigned 50Fn51992 86/10/17 Office of the Secretary 
of Iho Commission Ip 61864 134-61064 134 

-0204290147 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 60,61 a 
70 re stds for protection against radiation 

RAYNIS.S Affillalton Not Assigned 50FR51992 89/09/20 Docketing a Services 
Branch Ip 61864 092 61064 092 

-9204290162 Comment on proposed rules 10CFR2, 19, 20.30.31, 32, 34, 35, 39, 40, 60,61 a 
70 re stds for protection against radiation Opposes rule 

SIMKINS,A Affiliation Not Assigned 50FR51692 86/10/17 Office of the Socrolary of 
tho Commission Ip 61864 136-61864:135 


-9204290165 Comment on proposed rules 10CPR2, 19,20, 30, 31, 32,34, 35, 39, 40, 50,61 a 
70 ro sids for protection against radiation 

SALITAN.LF Contar for Farm, a Food Research, Inc 50FR51092 86/09/16 Docket- 
ing a Services Branch Ip 61064 093-61864 093 

-0204290167 Comment on proposed rules 10CFn2. 19.20.30, 3 1.32, 34, 35, 30, 40, 60,61 a 
70 re slds for protoclion againsl radiation 

ROBERTSON, E Affiliation Not Assigned 50FR51002 86/09/26 Dockoling & Serv- 
ices Branch Ip. 61864 094 61864 004 

-9204290160 Comment on proposed rules 10CFR2,1 9,20, 30,3 1,32, 34, 35, 39.40, 50,61 a 
70 re stds for protection against radiation. 

GUNSELMAN.DJ Affiliation Mol Assigned 50FR61fl92 86/09/29 Docketing a Serv- 
ices Branch Ip, 61864 095 61664 005. 


-9204290166 Comment on proposed rules 10CFR2,1 0,20, 30, 31, 32,34, 35,39, 40, 50,61 a 
70 re stds for protection againsl radiation 

GITCHEL.BA Afllliallon Not Assigned 50FR51992 06/09/24 Docketing a Services 
Branch Ip 61864 096 61664 096 


-9204290169 Comment on proposed rules tOGFR2, 10,20,30,3 1,32.34, 35, 30, 40, 50,61 a 
70 re stds for protoclion against radiation 

SMITHTOWN.M.W Affiliation Not Assigned 50FR51992 86/00/30 Docketing a 
Services Branch Ip 61664 007-61064 007 


-9204290172 Commont on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35, 39, 40, 50,61 a 
70 re stds for protectioik against radiation. 

LADHAOOR.TE Affiliation Not Assigned 50FR51992. 86/00/30. Docketing a Serv- 
ices Branch Ip. 61864 098-61864 098 

-0204290175 Comment on proposed rules 10CFR2,1 0,20, 30,31 ,32,34,35,30,40. 60,61 a 
70 ro slds for protection againsl radiation 

EDWARDS.FH, Affiliation Not Assigned 60FR51092 86/10/02, Docketing a Services 
Branch Ip 61064-099 61664 099 


proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,01 & 
igainst radiation 

Not Assigned. 50FR51992 86/10/12 Office of the Secre- 
p 61864 127-61664-127 


-9204290183 Comment on proposed rules 10CFR2,1 9, 20,30, 3 1,32, 34,36.39, 40, 60,61 a 
70 re stds for protection against radiation 

COCHRAN.H Affiliation Not Assigned 50FR23360 86/09/20 Dockoling & Services 
Branch 3pp 61864 100 61864-102 


-9204290184 Comm am on proposed rules 10CFR2, 18,20, 3 0,31. 32.3 4.35,39.40, 50.61 S 
70 re stds for prolGcUon againsl radfalion Opposes rule 

TURNeR.G, Affiliation Nol Assigned 50FR51992 66/10/17 Office of lha Socretary 
of iho Co/nmission Ip 61664 136 61064 136 

-9204290106 Comment on proposed rules 10CFR2. 1 9. 20.30,3 1.32,34,35, 3 9, 40, 50,61 & 
70 fo stds for pfOlectior» anarnjf radiation Opposes rule 

LAPPIM.B Affiliation Not Assigned 6OFR5109Z 86/10/17 Office of iho Secreiary of 
tneCommlssion Ip 61864 1:^61664 137. 

-9204290190 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32,34,3 5, 39,40. 50,61 & 
70 re St da for protection asalnst radiation Opposos rule 

'* Affiliation No1 Assigned S0FR51992 66/10/17 Offfco of the Secrelary of the Com 
missfor) Ip 61664 136'61fl64 130 

-9204290195 Commeni on proposed rules 1 0CFn2,1 9,20, SO-.0 1,32,34 ,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

ZEfGLER,M Affifialion Not Assigned 50FR51992 86/10/15 Office of the Secretary 
of the Commission Ip 61064 146 61664 146 

-9204290200 Comm Oil t on proposed rules lOCFRZ, 19, 20,30,31, 32 .34,35,3 9, 40, 50,61 8 
70 re stds for protection agarnst radiation 

VALDINI.M Affilraiien No1 Assigned 50FR51992 06/09/29 Docketing & Services 
Branch 4pp 61864103-61664 t06 

-9204290202 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35.38, 40, 50,61 & 
70 re stds for protection against radi alio rr Opposes rule 

STAPLETON, J Aflilialion Not Assigned 50FR51992 86/10/07 Oifica of the Secre- 
tary of Iho Commission Ip 61864 140 61864 140 

-9204299206 Comment on proposed rules 10CFR2, 18.20.3 0.3 1,32,34.35,30,40, 50.61 d 
70 re stds for protection agamsl radiation 

YOl/NGERP Alfilialion Not Assigned 50Ffl51992 86/10/03 Docketing & Services 
Branch Ip 61864 107-61864 107 

-8204290209 Comment on proposed rules 10CFR2, 19, 20.30,3 1,32.34,35.39.40, 50.61 & 
70 re stds for protection against radiation 

HORNUNG,T Affiliation Nol Assioned 50FR51992 86/10/11 NRC ' No Detailed Af 
filiation Given Ip d1Q64'14d 610&4 149 

-9204290211 Comment on proposed rules 10CFR2,1 9,20,30, 31 ,32,34,35,3 9.40, 50,61 & 
70 re stds for protection against radiation 

WCKENNEY.L. Affifialion Nol Assigned 50FR51992. 86/09/29, Docketing A Services 
Branch ip 61664 100-01864 10B 

-9204290212 Comment on proposed rules fOCFR2, 18, 20. 30.3 1,32.34,35 ,39.40, 50,61 & 
70 re stds for prcteclion against radiation Oppesos rule 

LINiNHAN.T. Affiiiallon Not Assigned 50FR5ig92 66/10/20 Of tree of the Secretary 
of the Commission ip 61864 150-61664 150 

-8204280215 Commeni on proposed rules 10CFR2.1 9.20,30.3 1,32.34.35,3 9, 40, 50,61 & 
70 ro stds for protecliori against radiation 

PASFtELD.FW Affiliation Not Assigned 50FR51D92 80/09/20 Docketing & Services 
Branch Ip 81864 109 61064 110 

-8204290210 Comment on proposed rules 10CFRa,19.20»30, 3 1,32,34,35,39, 40, 50,61 & 
70 re aids for proloction against radrationOpposos rule 

STONE, EF Affiliation Not Assfened 50rR5ta9a 86/10/20 Docketing & Sorvlcos 
Branch, tpp 61004 130-61864139 

-0204290221 Comment on proposed rules 10CFR2. 18, 20.30, 31, 32, 34,36.39, 40. 50,61 A 
70 re elds for protection against radiation Opposes rule, 

* Concerned Citizens of Geauga County, OH 60FR51992. 66/10/14 Office of the 
S«cretaryof the Commission Ip 61664 151-61864 151 

-9204290223 Comment on proposed rules 10CFR 2, 19, 20.30.31,32,34 ,35, 39,40, 59,61 & 
70 re stds lor protection against radiation 

0LACKBERRY.B Affiliation Not Assigned. 60Fn519g2 66/10/03 Docketing & Serv 
ices Branch- Ip 81064 111 61864.111. 

-9M429Q225 Comnveni on proposed fvtos 10CFR2.1 9,20,30,31 ,32,34,35.00,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STAPLETON.S Affiliation Not Assigned 60fR51992. 08/10/97 Oflice of the Socro- 
tary of the Caminisslor» ip 61664*152 61864 152 

-9204290227 Comment On proposed rules 10CFR2, 19,20,30,3 1,32,34, 3 5,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

MOSS.K Affiliation Not Assigned 5aFR51092, 86/10/20 Docketlra 8 Services 
Branch Ipp 61664 140 61864 140 

-8204290229 Comment on proposed rules lOCFRE. 18.20, 30, 3 1.32, 34 ,35,39, 40. 60,61 A 
70 re stds for prelection against radiation 

KELLY,J Affiliation Not Assigned 50FR23360 68/09/26 Docketing & ServTcas 
Branch 1p 61864.112-61664112, 

-9204290230 Comment on proposed rules tOCFR 2, 10,20.30, 3 1,32, 34.35, 39,40, 50,81 & 
70 re stds for protection against radiation Opposes rule 

STAPLETON,j T, Affifialion Not Assigned 50FR51992 86/10/07. Office of the Secro- 
lary of the Commission Ip, 61664*153 61864*153 

-0204290232 Comment on proposed rules tOCFR2, 19. 20.30,31,32,34,35,39,40. 50,61 & 
70 ro stda for protocliorr agafnal radrallon Opposes into 

0URLING.G W Atfiliation Not Assigned 50Ffl51992. 86/10/14. Office of the Sacre 
tary of the Commission Ip 61664 154 61884 154 

-9204290235 Comment on proposed rules 10CfR2, 19, 20,30,3 1,32,34.3 5,30.40, 50,61 & 
70 re stds for protection against radra lion Opposos rule 

RUNNfON.M Affiliation Nol Assigned 50Fff6ig92. 86/10/20. Docketing a Services 
Branch ipp 61064:141-61864 141 

-9204280237 Comrn0rM on proposed rules 10CFfl2,1 9,20, 30, 3 1,32.34, 35,39, 40. 50,61 A 
70 ro stds for proiectfon against radialfon 

OWENS. W Affillatton Not Assigned 50fR61fl92, 86/10/07, Docketing & Services 
Brarwh Ip 61884-1 13 61064:113 

-9204200238 Commflnl on proposed ruloa lOCFRZ.1 9, 20.30,31, 32, 34,35,39,40, 60,61 A 
70 ro stds tor protection against radiation Opposes rule 

CO LAND RA A Affiliation Kiel Assigned 50^51992 66/ 10/ 14 Office of the Secre 
taiy oMhe Commission ip 61064:155 61804.155 


“9204290240 Comment on proposed rules 1CCFR2, 19.20,30, 3 1,32, 34.35, 39, 40, 50,61 A. 
70 re aids for protection against radiation Opposes rules 

RICHARDSON.P Affiliation Nol Assigned 50FR51992 06/09/09 Docketing & Serv- 
ices Branch Ip 61 863.006 01863 006 

-9204290244 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34,35,39, 40, 50,61 & 
70 ro stds for protecllon against radiation Opposes rule 

FOX.HA Affllialjon Not Assigned 60FR51992 06/10/20 Docketing A Servkrea 
Branch Ipp 61664 14 2 61064 142 

-9204200247 Comment on proposed rules 10CFR2, 19.20, 30, 3 1.32, 34, 35, 3 9.40, 50,61 Si 
70 j© aids tor pvoteclvon Boair\s\ rad^atton 

BOERRfGTEFI.E Affiliatron Nol Assigned 5OFR51092 86/10/20 NRG ■ No PcBaiCod 
AffilJalion Given Ip, 61864 156-61064 156, 

-9204290 249 Comm ant on proposed rufes 10CFR2.19.20,30.31.32,34.35,39,40. 50.81 & 
70 ra stds for protection against radiation Oppose rules 

* Affiliation Not Assigned SDFR51902 86/09/16 Docketing & Services Branch Ip, 
61963 007-61863 007 

-9204290252 Comment on proposed rules 10CFR2,19,20,30,31.32,34.3S.39,40 60.61 & 
70 re stds for proleotron against radiation Opposes rule 

0’NEIL.RA Affiliation Not Assigned 50FR51992 06/10/20 Docketing A Services 
Branch Ipp 61664 143 61864 143 

-9204290257 Comment on proposed rules 10CFR2. 19,20.30, 3 1,32, 34, 35.39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rufes 

STRAW,JB Affiliation Not Assigned 60FR5ig92 06/09/02 Docketing A SeiMcos 
Branch ip 51863 OOB-6 1863 00 D 

-9204200258 Comment on proposed rufes 10CFR2, 10.20,30, 3 1,32, 34, 36,39,40, 50,61 A 
70 re stds for protection against ratirallon Opposes rule 

O’NEIL, FE Affiliation Not Assigned 60FH51092 86/10/20 Docketing A Seivices 
Branch Ipp 61864 144-01864 144 

-9204290265 Comment on proposed rules 10CFR2. 19, 20, 30, 31, 32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LEWANSKIA Affiliation Nol Assigned 50FR5ig92 86/10/14 Docketing A Services 
Branch, 1pp. 61964.145 61884 145 

-9204290273 Commeni on proposed rules lOCFRZ, 19,20, 30.31, 32, 34.35, 39, 40, 50,61 A 
70 fo stds for proteclfon against radiation 

ROSE.WT Affiliation Nol Assigned 50FR51992. 86/10/10 Office of the Secretary of 
the Commission Ip 61064 157-61864 157 

->9204200263 Comment on proposed rufes 100FR2, 19, 20,30, 3 1,32, 34.35, 39, 49, 59,61 A 
70 re stds for proleclion against radiation 

AVEHY AffilioHon Nol Assigned 60FR51992 86/10/20 Office of the Secretary of the 
Commission Ip 61064158-61964168 

-0204290290 Comment on proposed rules 10CFR2,1 0,20,30,3 1.32,34, 35, 39, 40. 60,61 A 
70 re stds for protection against radiation Oppose rufes 

MELILLO.D Affiliation Not Assigned 50FR^I992 86/09/16 Docketing & Services 
Branch tp 61 ©63 009 61863 009 

-9204290297 Commeni on proposed rules 10CFR2. 19, 20.30.3 1,32.34.35.39, 40, 50,01 & 
70 ra slds for pr-otection against radiation 

BISHOP.DA Affiliation Not Assigned. 50FR51992 86/09/09 Docketing & Sorvicos 
Branch 2pp 61863 010 61063 011 

—9204290301 Commont on proposed rules 10CFR2, 19,20,30,31 ,32,34,3 5,39,40, 50,61 & 
70 re stds for proloction against radiation Oppose rules 

* Affifialion Nol Assigned 50FR61992 86/09/10. Docketing & Services Branch, tp 
61863 013-61663.013 

-9204290303 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radtalion Oppose rules 

CUNNINGHAM, V Affillalfon Nol Assigned AA38 2 0629 86/09/16 Docketing 8 
Services Dr anch Ip 61863 014-61863 014 

-9204290307 Comment on proposed rules 10GFR2.19,20.30, 31. 32.34.35.39.40. 50,61 & 
70 ro slds for protection against radiation. Oppose rules 

PECK.H Affiliation Nol Assigned AA3a-2 0630 06/09/12 Docketing A Services 
Branch Ip 61863 015 61663 015 

-9204290312 Comment on proposed rules 10CFR2,19, 20, 30.31.32.34.35.39,40, 50,61 A 
70 re slds for prolecliofT against radiation. Oppose rules 

SMITH, SJ Affiliation Not Assigned 60Ffl51992 86/09/11 ZECH.LW Commission 
ers (Post 7601 10> Ip 61863 016 61863.016. 

-920429O3T6 Comment on proposed rufes 10CFR2, 10,20, 30,3 1,32, 34, 35*39, 40, 50,61 A 
70 re side for protection against radration Opposes rule 

COULfADES.J. Affiliation Not Assigned. 50Fn51992 86/00/21 Docketing A Services 
Branch tp 61664*167 61864*167 

-9204290319 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BRAOLEY.M AffiWalion Nol Assigned 60FR51092. 86/08/27 Docketing A Sarvicos 
Branch. Ip. 61864 168-61864*160 

-9204290323 Comment on proposed rules 10CFR2. 19,20,30,31,32,34,35,39,40. 50,61 A 
70 re stds lor protection against radiation Opposes nrle 

DARUNG.O. Affiliation Not Assigned. 60FR51992 86/00/25. Docketing A Services 
Branch Ip. 61864:189-61064*169, 

-9204290327 Comment on proposed rufes 10CFR2. 19.20,30,31,32,34,35.39,40. 50,61 A 
70 re stds far protection against radiation 

KLUGE.H Laketand Auduhon Society, Inc. 5DFR51992 86/09/10. Docketing A Serv- 
ices Branch 4pp 61663.017-61663 020 

-9204290328 Commeni on proposed rufes 10CFR2, 19, 20,30, 3 1,32.34.35, 39, 40, 50.61 & 
70 re slds for protection against radiation. 

LAFORGEJ Affiliation Nol Assigned 50Ffl51992. 86/10/01 Docketing A Services 
Branch. Ip 61864.114-61064.114. 



NONDOCKETED ITEMS 285 


reposed ruiGS 10CFR2.1 9,20.30.31.32.34.35.39.40, 50,61 & 
ainst radiation Oppose rules 

Assianod 50Fn51992 86/09/18 Docketing & Sewicos 

63 021 

reposed rules 10CFR2, 19.20.30.3 1,32.34,35.39, 40. 50.61 & 
ainst radiation 

Assigned AA30-2 0006 86/10/06 Docketir^g & Services 

64 115 

roposed rules 10CFR2.1 9.20.30,31,32.34.35,39,40. 50,61 & 
ainst radiation Opposes rule 

^ss!gned 50FR51992 86/09/18 Docketing & Services 

33 022 

roposorf rules 10CFR2, 19.20,30.3 1.32.34,35,39.40. 50,61 & 
ainst radiation Opposes rule 

ssigned 50FR51992 86/08/25 Docketing & Services 

34 170 

roposed rules 10CFR2, 19.20.30, 3 1,32,34 ,35,39, 40, 50,61 & 
ainst radiation 

Assigned 56FR233B0 86/10/01 Docketing & Services 
364 118 

oposed rules 10CFR2, 19.20.30,31 .32,34.35,39.40. 50,61 & 
dnst radiation 

^ol Assigned 50FR51992 86/09/20 Office of the Socre- 
61864 150 61864 169 

oposed rules 10CFR2.19.20,30,31. 32,34.35, 39,40, 50,61 & 
ilnst radiation 

ssigned 50FR51992 86/09/02 NRG - No Ootailed Affili- 
Q1864 160 

oposed rules 10CFR2, 19, 20,30.31. 32, 34.35, 39,40, 50,61 & 
ilnst radiation Opposes rule 

Not Assigned 50Fn51992 86/08/25 NRC • No Detailed 
161-61864,161 

oposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35.39,40. 50.61 & 
Ilnst radiation.OpposGs rule 

Rep. 50FR51992 86/08/19 ZECH.LW Commissioners 
71-61864 171 

oposed rules 10CFR2, 19,20.30,31,32,34.35.30.40. 50,61 & 
iinst radiation 

n Not Assigned 60FR51992 88/09/02 NRC * No De- 
1864 162-61864 162 

□posed rules 10CFR2, 19, 20, 30, 31 .32, 34, 35,39, 40, 50,61 A 
insl radiation Opposes rule 

vfot Assigned 5OFR51092 86/08/26 Docketing & Serv- 
51864 173 

?p030d rules 10CFR2, 19, 20,30, 31 .32.34,35,39,40, 60,61 A 
in St radiation 

gned 5OFfl5t092 86/09/01 Office of tfto Secretary of 
1 63-61 864 1 63 

Dposod rules 10CFR2, 19,20, 30,3 1,32, 34 ,35, 39. 40, 50,61 A 
Inst radiation Opposes rule 

0d 50FR51992 86/08/26 Docketing A Services Branch 


jposed rules l0CFfl2,l0,2O,30,31,32,34,35,39,40, 50,81 A 
Inst radiation 

signed 50FR51992. 86/08/30 NRC - No Dotaifod Afftfl 
61864 165. 

jposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 36, 39,40, 50,61 A 
nst radiation , ^ 

IFR51092 86/08/29 Office of the Secretary of (be Com 
4 166 

iposed rules lOCFRa.l 0.20,30,31 ,32,34.35,39,40, 50.61 A 
nst radiation 

►signed 50FR51992 86/10/08, Docketing A Services 
1119. 

iposed rules 1OCFR2.10, 20, 30.31, 32, 34,35, 39,40, 50.61 A 
nst radiation. 

of 60FR51992 86/08/26 Docketing A Services Branch 

iposed rufos 10CFR2, 19.20.30, 31 ,32,34.35.39.40, 60.61 A 
nst radiation ^ , 

ssigned. 60Fn61992 86/10/09. Docketing A Services 
1.120 

posed rules 10CFR2, 19,20,30,31 .32.34,35,39,40, 60,61 A 

nst radiation Opposes rule. 

led 60FR51O92. 86/10/06 NRC - No Detailed Affiliation 
201 . 

posed rules 10CFR2. 19,20,30,31 ,32.34.35.39,40. 50,61 A 
nst radiation .Op poses rule 

t Assigned 501FR61992. 86/08/19 Docketing A Services 
164- 193 

posed rules lOCFR 2, 19. 20. 3 0,3 1,3 2.34, 3 5, 3 9, 40, 50.61 A 
nst radiation. , _ . , „ 

Assigned. 60FR61992 86/10/09 Office of the Secre- 
I864'l02-61 864.202. 

posed rules 10CFR2. 19,20,30,31 ,32,34.36.39,40, 60,61 A 
nst radiation Oppose rule 

rlgned, 50FR519g2. 86/10/06 Office of the Secretary of 
33-61864*203. 


-<-9204290406 Comment on proposed rules 10 CFR 2 , 19,20,30,31,32,34.35,39.40, 50.61 A 
70 re slds for protection against radiation Opposes rule , „ ^ 

SKIBBEE.PL Affiliation Mfot Assigned 50FH51992 86/10/10 Docketing A Services 
Branch Ip 61864 194 61864 194 

—9204290499 Comment on proposed rules 10 CFR 2 , 1 9,20.30,31 ,32,34,35,39,40. 50,61 A 
70 re slds for protection against radiation Opposes rule 

OWEN.B Affiliation Not Assigned 50FR51992 86/10/09 Dockeling A Services 
Branch Ip 61864 195 61864 195 

-9204290411 CJomment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

BRENNER.BA Affiliation Not Asstgr^ed 50FH51992 86/09/06 NRC • No Detailed 
Affiliation Given Ip 61804 204-61864 204 

-9204200413 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39.40, 50,61 A 
70 re stds for protection against radialton Opposes rule „ „ , 

• Affcliation Not Assigned 50FR51992 06/10/15 Docketing A Services Branch Ip 
61864106-61664 198 

-9204200414 Comment on proposed rufos 10CFR2, 19, 20,30 ,31, 32,34, 35, 39.40, 50,61 A 
70 re stds for protection against radiation 

MARTIN, C Affiliation Not Assigned 50FR51992 86/10/06 NRC - No Detailed Affili- 
ation Given Ip 61864 205 61864 205 

“9204290418 Comment on proposed rules 10CFR2,1 9,20,30.3 1,32, 34,35, 39, 40. 50,61 A 
70 re stds for protection against radiation , 

HICKMAN, JB Affiliation Not Assigned 50FR61992 86/10/06 Office of Iha Secretary 
of the Commission Ip 01664 206 61064 245 

-9Z04290420 Comment on proposed rules lOCFR2,t 0,20, 30,3 1,32,34, 35,30.40, 60,61 A 
70 re stds for protection agaBnst radiation Opposes rule „ „ , 

JOHNSON, E Affiliation Not Assigned SOFR51992 06/10/09 Doc kolmg A Services 
Branch Ipp 61864 197 61864 197 

-9204290425 Comment on proposed rules t0CFn2,1 0,20,30,3 1,32, 34,35, 30, 40, 60,61 A 
70 fO aids for protection against radiation Opposes rule . , ^ ^ , 

* Affiliation Nol Assigned 50FR51992 86/10/16 Docketing A Sorvicds Branch Ip 
61664 199 61664 199 

-9204290431 Commanl on proposed rules 10 CfR 2 , 19.20,30, 3 1,32, 34.35, 39, 40, 60,61 A 
70 re stds for protection against radialJon exposes rule „ ^ i 

LORD.WS Affiliation Not Assigned 50FRS1992 86/10/15 Docketing A Services 
Branch Ip 61864 200 61064 200 

-9204300265 Discusses Commfssior^ meeting on final l/atlon of radiation aids 
D’ARRIGO.O. Nuclear Information A Resource Service 56FR23360 08/11/28 
ZECH.L Commissioners (Post 760119) Ip 61864 253-61864 253 

-9205080166 Submits list of five items re draft SRM on Part 20 Implementation dates 
MORRIS, B NRC • No Detailed Afflllalion Given AA30-2 0876 90/10/26 COOL.D 
NRC ' No Detailed Alliliallon Given AOpp 61856*280-61856.354. 

-9205110208 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35.39,40, 60,61 A 
7Q re slds for protection against radiation ^ 

KOCHERV.f.A Affiliation Not Assigned AA3B-2 1093 86/05/13 Docketing A Serv- 
ices Branch Ip 61871 211-61871 21 1. 

-9205110209 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,81 A 
70 ro slds for protection against radiation Supports rules „ o 

POTOCIK,D P Affiliation Not Assigned. AA30-2 1004 , 86/05/13 Docketing A Serv- 
ices Branch ip 61871 212 61071 212 

— 92C6110211 Common! on proposed rules 10CFn2, 19, 20, 30, 31, 32, 34, 35,39, 40, 60,61 A 
70 re stds for protection against rodlation _ , 

HERD.E Affiliation Not Assigned AA3fl-2 1005 86/05/15 Docketing A Services 
Branch Ip 61871,210*81871*213 

—9285110216 Comment on proposed rules lOCFRZ,! 9, 20, 30, 3 1,32, 34, 36,39, 40, 50,61 A 
70 re stds for protection against radialion 

STRONG TR Washington, Slate of /\A30-2 1096 86/05/12 Docketing A Services 
Branch Ip 61871*214 61071*214 

-9205110220 Comment on proposed rules 10 CFR 2 , 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,81 A 
70 re aids for protection against radiation 

HORVATH.K J. Affiliation Not Assigned AA38-2 1007 86/05/16. Office of the Socre- 
tary of the Commission 1p 61671 216*61871.216 

—9205130014 Forwards draft rev to 10CFR20 for review A comment Response roquost- 
GcJbyOOOliaW/ooncI , „ , . ,0 

NUS0BAUMER.DA Assistant Director for Slate Agreements Program 6BFR233B0 
87/12/23 ^filiation Not Assigned Ip, 61046318 61846310 

-840631 0086 Recommonds RES change spocilic requirement of 10CFB20,App A ro 
respiratory regulation Roquiromont should be more generic A less proscriptjye. 

BAER R L Enfllneofing A Generic Communications Br.Div Emerg Prep A Engineering 
Response, IE AA3B 2 84/08/27 ALEXANDER, R E Occupational Radiation Prolacllon 
Branch 3pp. 61843 292-61043 295 

-8504220322 Comments on draft Part 20,Subpart H Existing basis for good 
equipment, coupled w/recommended beard prohibili on, should continue to be funda 

* 

BAEB.Rl Enoinoering A Generic Communications Br.Div Emarg Prep A Eng^^neoring 
Response.lE M3a-2 05/04/11 MILLS.W Health Effects Branch. 9pp. 61843.296- 
61843.304. 

-8508020276 Comments on proposed rule 10CFR20 re appllcablldy during 
emergencies Disagrees w/RES position of Section 20 9, "Condilions of Exposure, 
Changes in wording needed, Including dellnitfon of * emergency. Agrees w/baslc 

BAER,R,L Engineering A Generic Communications Br.Div Emerg Prep A Engineering 
Response.lE 60FR2336O 05/07/26. ALEXANDER. R, Health Effects Branch, 4pp 
61B43 305-61843 307 



“8602120515 informs that staff will bo ro wowing proposed rev to 10CFFI20 during com 


menl period Region f should ur^dertako similar review 

PARTLQWJG Ow ot rnspoclion ProgratnaJE (550212 870413) 

MARTIN, TT Region 1 (Post 820201) 2pp 61842 264 61842 265 


86/02/05 


“0603240347 Forwards proposed rev to tOCFR20< “Stds tor Protection Against Radi- 
ation/' Id aid m development o1 radiation protection procedures, per 860124 
[ regtilaiions requested W/o end 

ffica of Nuclear Regulatory Research, Director (Pro 860720) 86/ 
Sweden, Govt of 1p 61842 287 61642 287 


request Copy o( dral 
ALEXANDER, H E C 
03/03 VALENTIN, J 


“8603240369 SECY 06 048 Provides backlit analysis for 10CFR20 proposed rule for 
Commission review & approval for publication In PR for public comment 
STELLO.V Ofc of the ExecuUvo Director for Operations AA3B-2 86/02/10 308pp 
61846 319 61647042 


“0603250208 Forwards proposed rev to 10CFfl20, '‘Stds for Protection Against Radi 
ation/’ per 860202 request Rev beipoved to be consistent w/justificalion & oplim] 2 a 
hon principles of Inti Commission on Radiological Protection 

ALEXANDBR.R E Office of Nuclear Regulatory Research, Director (Pr© 060720) 
AA30 2 66/03/13 VVARNECKC.E Germany, Federal Republic of Ip 61842 339- 
61642 339 


“6603250275 Advises that public meetings for proposed major rev to 10CFR20 will be 
considered at close of public comment porioa to permit mcerporalion of wntten com- 
ments or structuring of appropriate agenda 

MiNOGUE,RB Office of Nuclear Regulatory Research, Director (Pro 860720) 
56FR23360 6&/03/12 GRACE, J N Region 2 (Post 820201) 2pp 61B42 337- 
61842 336 


“6603250295 Raauests advjco as Co logal accuracy & significance of and ID Broas 
860224 (tr docketed as official itr of comment on major rov to lOCFRao published fn 
FR on 860109 

ALEXANDER, RE Olfico of Nuclear Regulator Rosearch, Director (Pro B60720) 
56FR23360 86/03/10 aECKEfl,JM Oifice of the Exociilive Uogal Director (Pre 
860701) Ip 61842327 61842 333 


-0805250302 Advises of one significant conflict between 29CFR1910 134, ''Respiratory 
Protection" & existing draft Pari 20 respiratory section NIOSH does not certify airhno 
respirator for use in (DLH areas 

WIGGINTON.J Office of Nuclear Reactor Regulation, Director (Post 870411) 
56FR23360 88/05/18 PETERSON, H Office of Nudoar ReguJaiory Research [Posi 
860720) Ip 61846 036-61848 039 

-6809220021 Forwards comments on review of language of 10CFR20 rulemaking pack 
age dtd 680826. 

CUNNINGHAM, LJ Radiation Protection Branch 56FR23360, 80/09/16 

ROECKLEIN,A K Radiation Protection & Health Effects Branch epp 61646 206- 
6184 8 211 

-8809280108 Concurs in promulgation of draft rule as official amend to 1OCFR20 
rulemaking Suggestions for Improvement transmitted under separate cover 
GILLESPIE, FP Program Management, Policy Development & Analysis Staff (Post 
070411) 56FR23360 8B/09/22 BECKJORD,E S Office of Nuclear Regulatory Re- 
search (Post 060720) Ip 61048 214 61048 214 

“0901300338 Requests that reg guide on control of access to very high radiation areas 
be preparedper SECY-8e-315 

CONGEL.FJ Division of Radiation Protection & Emergency Preparedness (Posi 
870411) 56FR23360 89/01/13 GILLESPIE.F P Program Management, Policy Dovei 
opmant & Analysis Staff (Post 070411} 78pp 61851 081-61051 156 

-6902090466 Forwards comments on rev of 10CFR20 Comments both subslanlivo & 
editonal 

BECKER.JM Office of Ihe General Counsel (Post 860701) 56FR23360 80/01/07 
MORRIS, 6 Division of Regulatory Applications (Post 870413) 6pp 61845 309 
61645 314 

—0902270444 DIsccuses procedure for controlling & accounting for radiation exposure 
of NRC employees & contractors Although doses incurred by NRCj employees well 
below regulatory limits guidance in Manual Chapter 0524 not being followed 
ST£LLO,V Ofc of tho Executive Director for Operations 56FR23360. 89/02/1 7 Com 
missioners (Post 750119) OOpp 61851 239 61851 320, 


-6603250381 Informs of annual independonl regulatory roview of nilemaking to reviso 
10CFR20 Proposed rule published (n B60109 FR Re^aw postponed until close of 
comment penod on 8605 1 2 

MINOGUE,n B Office of Nuclear Regulatory Research, Director (Pre 660720) 86/03/ 
12 STELLO.V Ofc of the Execulive Director tor Operations 2pp 61842 334- 
61842335 

“6605070430 Responds to quesllons in 860415 Hr Licensees expected to keep expo- 
sures to members of public below 0.1 rem/yr unless otheiWfso aulhorfzed Comments 
on proposed revs to 10CFR20 requested 

ALEXANDER, R E Radiation Risk Assessment & Management Branch (060325- 
860720) 56FR23360 86/04/22 MOBERG.AJ Newport Tslews Shipbuilding a Dry 
Dock Co 1p 61843085 61843 035 

-6605160527 Forwards comments on proposed rev 1o 10CFR2D, ‘‘‘Noed for Change In 
Neutron Quality Factors " 

PARTtOW.JG Dw d Inspect Jon Progrsms.tE (050212 07041 3> 56FR23300 06/05/ 
12 GOLLER,KB Division of Radiation Programs & Earth Sciences (640429 860720) 
8pp 61843 265 61843 291 


“0903210060 Advises that 10CFR19 13(e) does not require reporting of bioassay daia 
or other info on Intakes of radioactive matl 

CUNNINGHAM,L J Radiation Protection Branch 66FR23360. 89/03/13 

BELLAMY,RR Region 1 (Post 820201) 6pp 61852 055 61852 060 

“0904190297 Responds to 890126 memo re record retention for ox-liceriseo aflei li- 
cense tms been terminated Ex licensee not required to retain records under Part 20 of 
NRC regufalion or proposed regulations 

JEHLEP Offfco of the General Counsel (Post 860701) 56Fn23360 89/02/27 
MILLER, CL Standardization & Non Power Reactor Project Directorate (870411 
890729) 2pp 61052 042-61852 043 

“8905240560 Forwards draft notice lo federal agencies w/NRC licenses re potonlial 
conflicting requiramenis between new federal guidance on occupational radiation con- 
trol & existing Pari 20 requirements Comments by 670930 requested 
ALEXANDER.RE Radiation Protection & Health Ellecls Branch AA3B2 87/08/25 
BROWNING,RE Division of HIgh-LaveJ Waste Management (Post 670413) 7pp 
61844 350 61844 355 


-BS1 1139377 Submits addi comments on Subpart H of proposed 10CFfl20 rav, includ- 
ing concerns w/loophole addressed in 860411 memo,uso of protection factors & 
emergency use ol respirators 

BAER.RL Engineering & Generic Communications Br,Div Emorn Prop & Engineering 
Response, !E 56FR23360 86/11/10 ALEXANDER,RE Offico of Nuclear Regulatory 
Research (Post 660720) 2pp 61843 332-61843 346 

“8701260265 Forwards Ole of General Counsel 8Q1023 & 8701 13 memos re vfows on 
10CFR20 201(b) & 20401 (Form 5) Info incorporated In health physics position 
file Revised draft info notice end w/870113 memo aeparatoly distributed 
CUNNINGHAM, LJ Operating Reactor Program Br.Div of Inapeolion Programs,IE 
(850212 870413) AA36 2 07/01/21 BHANBAKY.M M Region 1 (Post B20201) 3pp, 
61844 035 61844 050 

“8701280209 Responds to request lor views on enforcoabllily ol 10CFfl20 401 ro 
whether regulation requires licenses to follow Instructions on Form 6 Position lakon by 
region rn citjne licensee lor Inadaqualo recording of doses supported 
LIEBERMAN,J Assistant General Counsel tor Enforcomenl /WVSB-? 87/01/13 
MCKEE, PF Operating Reactor Program BaDIv ol Inspection Programs, IE (850212* 
870413) 6pp 61044 040 61844 050 

“8704150096 Comments on draft EDO decision papor for 10CFR2O ruPamaking, per 
870331 memo Proposed Allernaltve 2 would not achieve changes lo Pari 20 support- 
ed by majonty of slalf Suggests that RES conveao working group 
PARTL0W,JG DIv of Inspecllon Programs,IE (050212 870413) 07/04/10, 

ALEXANDER, R E Safety Research Applicatior> Branch Ip 61044-159 61044 210. 

“8712100314 NENS/OSART/07/12 "OpGrational Safety of Nuclear Installations " 
Internationa! Atomic Energy Agency 56FR 23360. 87/10/31 50pp 61850.027- 


-8906160045 Responds to 600517 roqusal lor review of end draft Commission paper 
re 10CFR20 No legal objection to paper In order lo mtorm Commission of aulhof 
vfGWS, listed paragraph should be added at end of Commission paper 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle 56FR23350 69/ 
05/22 BECKJORD.ES Oflica of Nuclear Regulatory flesoarcli (Poet 660720) 8pp 
653 023 61853 077 

“8906220065 Informs of NRR concurrence on Part 20 policy paper, per 890517 memo 
GILLESPIE, F.P Program Management, Policy Development & Analysis Staff (Post 
070411) 56FR23360 89/05/30 BECKJORD,ES Olkce of Nuclear RegulaiOFy Re 
search (Post 060720) 21 pp 61853 081-61053 121. 

“8906290452 Advises that NMSS concurs w/10CFR20 policy paper ro issues of allcr 
native methods of assessing, recording & controlling Internal eosos & inability of U re 
covery facllilios lo comply w/App B values for Rn-222,par 890517 roquesi 
BERNERO.n M Offico of Nuclear Material Salely & Safeguards 56FR23360 89/06/ 
08 BECKJORD.ES Offico of Nuclear Rogulatory Research (Posi 060720) Ip 
61053 248 61053 250. 

“8910120217 Discusses proposed reg guides to suppi revised 1OCFR2O,p0j B 90306 
memo Fuel cycle guide warranted & development supported Reg guide for malls li- 
censees would nol be of great utility 

CUNNINGHAM.R E Division ol Industrial & Medical Nuclear Safety (Post 870729) 
56FR23360 89/09/20 MORRIS, B M Division of Rogulatory Applications (Post 
070413) Ip 01654*075 81864.076 

“8912220043 Forwards draft memo re oppilcabllily of 10CFR20 to occupational radi- 
ation exposures resulting from radon & radon progency df nuclear power plan>ts 
CUNNINGHAM.LJ. Radiation Protection Branch 56FR23360 89/12/14 HICKEV.JW 
Operations Branch 19pp 61854 322-61854 342 


“8802260117 Forwards comments of 071209 draft rev of 10CFR20 Concurs w/lan 
guaqe of proprosad rule, pending resolution of commonls. Proposed rule adequate ra 
respiratory protection program 

Radiation Protection & Emergoncy Preparedness (Posi 
00/02/12 MORRIS, 8 M Division of Rogulatory Applications 
(Post 870413) 9pp 61846(168 61046 0-74 


“fl'003060277 Provides comments on memo for NRC regions re applicability of 
10CFR20 to occupational radiation exposures Radon & radon progeny are naiural 
backgroun-d sources unless from radioactive decay of licensed matl within tOCFR20 
TREBY,S A Assistant General Counsel for Rulemaking S Fuel Cycle 56FR23360 99/ 
01/26 CONGE L,F,J Division of Radiation Protection & Emergency Preparedness 
(Post 870411) 11pp 61055 016 01 B55 028 


-■6603210352 forwards draft Of responses to help Part 20 working group respond 1< 
in respiratory prolacHon area per H Paterson requosL 

Reactor Regulation, Director (Post 870411) 
R0ECKLEIN,A OHIce of Nuclear Rogulatoiy Research (Pos 
660720) 3pp 61647194 61847 207. 


"9005210135 forwards comments on review of draft radiation protection Reg Guides 
0 N1,$ N4B.8 N6,8.N0 & 8 NIO 

CUNNINGHAM, L J Radiation Protection Branch 66FR23360 90/05/16 

VIRGILIO.M J Policy Development & Technical Support Branch (Post 070411) 36pp 
61055 224-61855 260 


“6603390461 Informs lhat draft 10CFft20 rev reviewed by divs within NMSS & detai 
comments provded to NMSS contact on Part 20 Working Group.per 0712 

schedule for Apr. 

Industrial & Medical Nuclear Safety (Poet 07072 
Office of Nuclear Regulatory Research (Pi 

860720) 2pp 61846 052-61846 052 


-9005290081 Comments on review of listed reg guides for revised Part 20, Including 
a N,4b, "Inlerpretalion of Bioassay Measurements" & 8 N 5, "Criteria & Procedures 
(or SummaKon of Internal & External Dose" 

CUNNINGHAM.R E. Division of Industrial & Medical Nuclear Safety (Post 870729) 
56FR23360 90/05/04 MORRIS.B.M Division of Regulatory Applications (Post 
870413) 6pp 61655 218-61655 223 
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-9101220141 Forwards draft memo responding to questfons raised concerning rogula 
tory position re assessment of licensed matl at nuclear power plants that appear to 
have resulted from ingestion rather than inhalation 

CUNNINGHAM, LJ Radiation Protection Branch 56FFI23360 91/01/10 

JOYNER, JH Region 1 {Post 620201) lOpp 61059.034-61059 043 

-9105230087 Discusses use of regulatory positions m reg guides for assessing compli- 
ance w/new part 20 

CUNNINGHAM, LJ Radiation Protection Branch 68FR23360 91/05/16 

LIEBERWAN.J Ofc of Enforcement (Post 070413). 5pp 61859 208-61859 292 

-9204060346 Discusses changes (or final 10CFR20 package Suggested approach for 
separate radon limits for U recovery licensees will allow rule to go forward while 
matter being addressed 

DRAGONETTE,K Office of Nuclear Material Safety & Safeguards 56FR23360 8B/ 
12/18 PETERSON,H Office of Nuclear Regulatory Research (Post 860720) 85pp 

61850 203 61 851 046 

-9204060387 Proposed rule 10CFR2, 19,20,30.3 1,32,34,35.39,40, 50,61 & 70, “Stds for 
Protection Against Radiation Rule would provide roc^uirements for protection of indi 
viduals exposed to ionizing radiation from routine aclivilios licensed by NRC 
QRIMSI-EV.DH Office oT Administration (Post 890205) AA3B 2 86/01/02 250pp 
61840 072 61841 208 

-9204060389 Requests papers for Health Physics Society mid yr topical meeting on 
900204 08 in Atlantic City.NJ re risks Reg guides 8 29 & 8 13 will be revised as result 
of major rev of 10CFR20 

ROECKLEIN.A K Radiation Protection & Health Effects Branch. 56FR23360 89/02/ 
14 CHRISTMAN.EA Rulgers, New Jersey, State Univ of, Piscataway, NJ Ip 
61651 047-61851 047 

-9204070001 Informs that rag guide on workplace air sampling being written to meet 
requirements of now 1 0CFn20 Workshop on workplace air sampling proposed to bo 
held first wk in Dec 

MCGUiRE,S Radiation Protection & Health Effects Branch 56FR23360. 89/02/14 
ROECKLEIN.A K Radiation Protection & Health Effects Branch 26pp 61851 048- 
61851 '080 

-9204070014 Discusses data on radon releases from U mill sites rocalvad from D 
Smith. 

DRAQONETTE.K NRC - No Detailed Affiliation Given 56FR23360 08/12/16 
BELL.M NRC • No Detailed Affiliation Given 50pp 61851 157-61851 214 

-92(^4070015 Advises of agreement re no substantial Increase in safety associated w/ 
10CFR2O proposed rev 

SCHW1NK.W NRG - No Detailed Affiliation Given AA38-2 86/01/16 GOLLER.C, 
NRC • No Detailed Affiliation Given 16pp 61841 209 61041 224 

-9204070021 Provides status of branch planning for 10CFR20 reg guide 
dovelopmont Specific guide tasks will be Idontilied in consultation w/Sciontecn & task 
order will be issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given 66FR23360 89/02/01 
ROSZTOCZY.Z NRC - No Detailed Affiliation Given. Ip. 61851 216 61061 216 

-9204070036 Forwards list of priority Issues discussed at last staff meeting 
REHM,T.A Assistant for Operations (Post 890205) AA38-2 66/01/16 Ofc of the Ex- 
ecutive Director for Operations 6pp 61641 225 61042 262. 

-9204070042 Advises that phase t ropt from Sclentoch re needs & prlorllles for devel- 
oping or revising regulatory guidance for implementation of new part 20 reviewed 8 
proposos listed schedule for staff work 

ROECKLEIN.A K Radiation Protection & Health Effects Branch. 66FR23360 88/12/ 
01 MORRIS.BM. Division of Regulatory Applications (Post 870413) 22pp 

61851 216 61 051 '237 


-9204070150 Discusses pros & cons of four of five options mention od in 681122 memo 
to Commissioner Curtiss for going forward w/ rulemaking subj to backfit rule if Com 
mission wanted to approve ruTe 

MALSCH.M G Deputy General Counsel for Licensing & Regulation (060701-090422) 
60FR2336O 89/03/07 JONES.B NRC - No Detailed Affiliation Given 3pp 

61852 052 61652 054 

-9204070164 Expresses approclatton for 801227 Ur to Zech re comments on revised 
10CFR20 rule Number of changes suggested in comments have been incorporatedi In 
revised rulo presently before Commission Related Info end 

M ORRIS, B M Division of Regulatory Applications (Post 870413) 56FR233dO 80/03/ 
22 KOBRICK.TE Bethlehem Steel Corp 118pp 61852 061-61852177 

“9204070174 Staff requiromonts memo re revised 10CFn20 Commission does not 
objoct to request that final approval of rev to 10CFR20 bo deferred until issuo raised 
in 860202 memo resolvod 

CHILK.SJ Office of the Secretary of the Commission COMLZ-B9 13 89/04/10 
STELLO.V O/c of the Executive Director for Operations 41 pp 61652 178 61852.279 

-9204070167 Forwards info re particle size distributions & example calculation based 
on real data using proposed attornative to 10GFR20 205 presented during 890222 
mooting 

TIPTON.T E Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR23360 89/05/08. MORRIS.W.M Division of Regulatory Applica- 
tions (Post 070413) 43pp 61852 260-61852 322 

-9204070231 Forwards for review & concurrence.CommIssion policy paper that re 
solves oulslonding technical issues re Issuance of 10CFR20 rule I mpio mentation date 
ferrule should be postponed from 910101 to 020101 

BECKJORD.E.S Office of Nuclear Regulatory Research (Post 860720) 56FR23360 
89/05/17 BERNERO.RM Office of Nuclear Material Safety & Safeguards 29pp 
61052 323 61853 022 

-0204070251 Advises that Commission policy paper that resolve a outstanding technical 
issues re issuance of 10CFn2O rule reviewed Concurs In paper w/enci changes 
DENTON, H.R. Office of Govornmenlai & Public Affairs (870413-911116) 5#R23360 
89/05/25 BECKJORD.E.S Office of Nuclear Regulatory Reeoarch (Post 860720) 
3pp 61853 078 61653 060 

-9204070267 Forwards summary of particle size data amassed at commercial nuclear 
fuel div In Cofumbla.SC from 1984 until present, per NRC request Particle size meas 
uremonts in workplace may be subJ to verlabilily which could affect depoalllon In lung 
BURKttN.RK Westlnghouso Electric Corp 56rR23360 69/04/21 NRC • No De 
tailed Affiliation Given 1 1 0pp 61 053 1 22-61853 239 

-9204070274 Advises that staff evaluating impact of allowed air concentration for Rn 
222 at site boundary for members of public In app B, table 2 of proposed rev to 
lOCFRaO 

STELLO.V Ofc of the Executive Director for Operations 6eFn23a60 69/02/02 
ZECH Commissioners (Post 7501 19) 8pp 61853 240 61853 247 

-9204070260 ^implications of Proposed 10CFR20 Changes Upon Radiallon Prolection 
Dept at Clinton power Station '' 

^ Wadman & Associates 56FR23360 89/06/09 51 pp 61653 251 61653 302 

-9204070265 Offers no concurrence on Commission paper re proposed changes to 
10CFR20 Paper should be modified before forwarded to EDO Reasons for decision 
listed 

ROSZTOCZY.Z R Division of Regulatory Applications (Post 0704 1 3) 56Fn 23360 69/ 
06/16, MORRIS.BM Division Of Regulatory Applications (Post 670413). lOpp 
61863 303 61853 318 


“9204070062 Confirms 890214 telcon requesting permission to reproduce limited 
number of copies of pages 36-30 of NCRP ropt 84, ‘'General Concepts for Dosimetry 
of Internally Deposited Radionuclides'' & pages 16-19 of NCRP repl 91 
PETERSON.H f Radiation Protection & Health Effects Branch 56FR23360 89/02/ 
16. NEY.WR National Council on Radiation Protection & Measurements 1p 
6185 V236 61851 238 

-9204070071 Informs that proposed rev of NRC “Stds for Protection Against Radiation 
(10CFR2ffl,” will be sent in near future. 

MINOGUE.R.B. Office of Nuclear Regulatory Research, Director (Pre 860720) AASe 
2. 86/02/04 DUNSTER,H J United Wngdom, Govt, of, Ip. 61042.263-61042.263. 

-9204070076 Responds to reouesl for permission to reproduce limited number of 
copies of pages 36-39 of NCRP ropt 04 & p^es 18- 10 of NCRP rept 91. 

SPAHN,J.A National Council on Radiation Protection & Measurements. 66Fn233ao. 
80/03/02 PETERSEN, HT Radiation Protection & Health Effects Branch. 6pp. 
61851:321 61851 328, 

“9204070085 Notifies of need for assistance In editing workload to modify reg guides 
for part 20 I mplo mentation End rept provides marked up sections w/changes for 
minor & editorial revs. 

ROEC KLEIN, A.K, Radiallon Protecllon & Health Effects Branch 56FR23360. 80/02/ 
23 0UHDA,AJ Program Management, Policy Development & Analysis Staff (Post 
070413) 76pp 61 051 -327-81 852.041. 

-9204070128 Advises that several comments on revised 1QCFR20 rule pointed out 
minor inconsistenefes In rule & one comment pointed out that position on embryo/ 
fetus dose catculatlon would preclude accurate fetal dose assessments. 

PETERSON.H T Radiation Protection & Health Effects Branch 66FR23360 69/03/ 
13 NRC - No Delaited Affiliation Given 5pp. 61 662.044-61 B52 046. 

-9204070132 Forwards Commission paper & draft FR notice In response to Commis- 
sion request for analysis of how proposed rev to Part 20 complies w/bacKfit rule 
(50.109) 

MINOGUE,R.B. Office of Nuclear Regulatory Research, Director (Pre 860720). AA9B- 
2. 86/02/06 STELLO.V Ofo of the Executive Director for Operations 2pp 
61042-266 61842.206 

-9204070140 Requests recon fir mat Ion of need of reg guides 6N2 & 8.N3 for Imple- 
mentatlon of revised 10CFR20 In view of fact that many of existing div 8 guides will 
be extensively revised, Draft reg guide 6,XX & description of reg guides end 
MORRIS, B.M. Division of Regulatory Applications (Post 870413). 66FR23360, 89/03/ 
06 GUNNINGMAM.R.E, Division of Industrial & Medical Nuclear Safety {Post 870729) 
3pp, 61862.049-61852-061 


-9204080006 Responds to 860221 note re potential Impact on nuclar power plant II- 
canseos of proposed occupational ALAR A rule in new Part 20 
CUNNINGHAM.L J Operating Reactors Program Br.Div QA, Safeguards & Insp 
Program8.IE AA30-2 60/03/05 ALEXANDER.RE Health €( foots Branch. 15pp 
81842 208 61842 303 

-9204080023 Requests that R Alexander make brief prosentalion concerning proposed 
rules to mombers of mfg environ corr^mlUee during 660305 maeiing 
JOHNSON.KT, Fertilizer Institute 66/02/07, MINOGUE.R B Office of Nuclear Regu 
lalory Research, Director (Pre 860720) 24pp 01842'3O4-6tO42.326 

-9204080052 Responds to Z Roszloczy 890616 memo raising Issues re revised 
10CFR20 Commission policy paper resolving outstanding technical issues 
PETERSON.H.T, Office of Nuclear Regulatory Rosearch (Post 860720) 56FR23360 
89/06/20 MORRIS.BM Division of Regulatory Applications (Post 670413) 6pp 
81853.319 61053.324. 

-92040800S9 Forwards merno prepared for signature & concurrence, which would trans- 
mit to EDO Commission paper proposing resolutions to two Issues which have re- 
ceived considerable attention since rev of 10GFR20 provided to Commission 
MORRIS.BM Division of Regulatory Applications (Post 070413). 66FR23360 69/06/ 
20. BECKJORD.ES, Office of Nuclear Regulatoiy Research (Post 860720) 10pp. 
61053 325 61853.337, 

-9204000071 Requests review of revised NRC forms 4 & 5 & aasoclatod Instructions In 
order to accomodate revs being made to 10CFR20.Eocl drafts reflect NRC efforts to 
make forms consistent w/ravisod 1OCFR2O.Coinm0nt8 needed by 890731 
COOL.DA. Radiation Protection & Health Effects Branch. 5erR23360. 89/06/30 
CUNNINGHAM.L J Office of Nuclear Reactor Regulation, Director (Post 870411) 
23pp. 61 853:338-61 8 54.005. 

-9204080078 Responds to 600410 request for more extensive analysis of some of op 
tfons presented In 881122 & 690307 memoranda on appllcatioin of backlit rule to pro- 
posed revB of 10CFfl20 Three principal options for dealing w/backfit rulo listed 
PARLER,W,C, Office of lha General Counsel (Post 660701) 66FR23360 69/07/06 
CARR Com mlsslonera (Post 760119) 12pp 61854 006 61654:017. 

-9204080084 Forwards rough outline for Commission Info papar on radiation protection 
policy which B Bernero discuased on 090717. 

GUNNINGMAM.R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
66FR23380. 89/07/18 MORRIS, 0. Division of Regulatory Applications (Post 870413) 
Gpp 61854:018 61654*023 
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--e2'04 080129 Confirms hypolhosls ra U 5 e of RN-222 value for public in proposed rev fo 
10CFR20 

NEELRB NRC No Detailed Aff ilia lion Given AAM 2 88/03/11 ALEXANDER, R 
NRC ' No Detailed Affiliation Given Ip 61842 336 61B42 336. 


-9204080140 Forwards two seis of layogis for very voluminous (ablea In 10CFR20,app 
B Present format employs std scientific exponential notation Proposocf changed formal 
uses compuler '‘E" notation ralher than subscripts 

PETERSON. H T Radiation Protection & Health Effects Branch 56FR 23360 88/07/ 
22 MEYERjD R egt laic ry Putalicat ion 9 Branch 6pp 81 B54 024 61 654 029 


“9204080152 Fonvards foredilonal review, draft FR notice for revised i0CFfl20 Edilorial 
review should focus on listed e/eas & comments shouTd be submitted by 890908 
COOL 0 A Regulatory Pobtf cations Branch 56FR2336D 89/06/16. OiCLESSON.E R 
Program Management, Policy Development & Analysis Staff (Post 870413). 4lpp 
61654 030 61854073. 


“9204080161 Forwards markod up draft final rule presenlinp commenls on Commission 
regulations lhal establish atds for proioction again&l radialion,W/o enci 
MEYER,DL Regulatory Publications Branch 56FR23360 09/09/11. COOL, D A Radi* 
alion Proleclion & Hoallh Effects Branch Ip 61854 074 61854074 


“9204DS0176 Summarizes visit to Westmghouse commerciaf nuclear fuel plant in 
Columbia, SC on 890919 20 to coflocl Info noodfod to proparo rog guide on air sem 
pling to moot requiromonla of naw 10CFn20 

MCGUIRE S A Radiation Protection & Health Effects Branch S6FR233B0 89/09/28 
COOL, DA Radiation Proloclfon & Hoallh Effects Branch 149pp 61854 076* 
61854 228 


“9204080165 Forwards for Info, end to recent Commissiort policy paper on 10CFR20 re 
NRC staff analysis of U fuel fabrication proposals for control of intornal radionuclides 
MORRIS, BM Division of Regulatory Applications (Post 870413). 56FR23360 09/10/ 
06 TIPTON,! Nuclear Mananeinenl & Resources Council (NUMARC) (formerly Nu* 
clear Utility Manage 7pp 61854 229 61654 235 


--9294080216 Pro\4des ID Bross comments on proposed rev of 10CFR20 
BECKERJM AffiJiation Not Assigned 56FR23360 06/03/24 ALEXANDER.R E 
Office of Nuclear Regulatoiy Research, Director (Pro 069720). 47pp 61042.340* 
6164 3 026 


“9204080226 Expresses epprociation for D Cool participation fn teleconference broad- 
casted on 800926 re overview of revs to 10CFH20 

J<AMMEREH,C Slate, Local & Indian Tribe Programs (870413-000111) 56FR23360. 
89/10/26 BECKJORO.ES Office of Nuclear Regulatory Research (Post 660720) Ip 
61854 236*61654 236 


-9204080232 Forwards list of new reg guides lor revised 10CFR20 & lead reviewer for 
each guide Review efforts wili include probable m eatings w/RES ^ contractor for 
early input & review & comment on drafts 

ESSIGJ NRC - No Detailed AffllJation Qlvon 5eFR23360 69/10/26 BUCHAN AN, J 
NRC - No Detailed Affiliation Given 24 pp 61854 237-61854 260 


“9204090237 Comments on 690515 staff evaluation of NUMARC proposal transmuted 
to NUMARC by Morns Staff analysis did not address dosfmetric modal & real people 
data provided as illustfatlcr> fn NUMARC transmiltal of 600508 
STANSBURY.PS General Electric Co 56FR2a30O 89/11/22 peTERSON,H,T. Divi- 
sion of negulalory ApplicalfOns (Post 870413) 15pp. 61654,201-61064*276 

9204090244 Informs of success of pilot video lalolnformatfon transfer program & ox 
presses sincere appreciation to rociplenl & RES staff 

KAMMERER.C Slate, Local & Indian Tribe Programs (870413*900111), 5eFR23360 
89/12/01 BSCKJORD.ES Offico of Nuclear Regulatory Rosearch (Post 660720) 
45pp 61854 277*61854 321 

-92040B0260 Responds to 891127 Itr re revised 1QCFR20 currently under Commission 
consideration Revised part 20 would permit use of direct mcasuremenls in Ilou of air 
concentration measurements for assessing dose &. determining compliance 
0ECKJORO,6.S Office of Nuclear Regulatory Research (Post 860720) 5eFR23360 
60/12/21 VAUGHAN, CM General Electric Co 2pp 61854 343-61654 344. 

“9204060258 Responds to 691127 ftr re revised 10CFR20 currently under Commission 
considerallon Revised part 20 would permit use of direct measuramanls fn iietr of air 
concentraticn moasuremonla for assessing dose & determining compliance 
BECKJORD.es Office of Nuclear Regulatory Research (Post 860720). 66FR23360 
69/12/22 Q GODWIN, W1 Westing house Elociric Corp, 6pp, 61864 345 61864 350. 


“9204080269 Ack receipt of 891221 Itr ro revs to 10CFR20 being consfdored currently 
by Com mis scon Use or diract measuremenls In lieu of air concentration measurements 
for assessing dose A. determining complianco very Important 
VAUGHAN, CM General ElecUiC Co S8FR23360 60/01/11. BECKJORO.ES. Offico 
of Nuclear Regulatory Research (Post 860720) 2pp 61854*351 61854 364 

“9204080271 Requests review of onci draft rovisod backlit analysis for 10CFR20 by 
900124 

MORRIS.8M. Division of Reculatory Applications (Post 070413). 60FR2336O. 90/01/ 
22 CUNNBNGHAM,B NRCf - No Detailed Affillalion Given. 22pp. 61054*355- 
81855015 


-9204080314 Commenls on proposed rule 10CFR 1 0,20, 30.31, 3 2.34 .40.50, 61 8 70 re 
sids for protectioni agalnsi radiation Requests that commoni period be extended 90 
days from current 660421 deadline. 

EDWARDS.DG. Oil. Chemical & Atomic Workers Inlornallonal Unfon, 60FR51992 86/ 
04/16 Office of the Secretary of Ihe Commission Ip 61843 020 61843 084 

—9204090001 N-61 5-047 "Notice of Policy Guidance on Unilod Aulo Workera va John- 
son Controls, Inc " 

SILBERMAN.RG Equal Employment Opportunity Commission 6eFR233eo. 90/01/ 
24. 13pp 61855*029-61055041. 


“9204090012 Advisos of research into various federal regulations & ANSI guidance re 
color coding of radiation symbol, per mails licensee request Federal agencies rogufa 
tions confliot on foreground color of radiation symbol 

BERNERO.R M Office of Nuclear Material Safely & Safeguards 56FR23360 90/03/ 
12 BECKJORD.ES Office of Nuclear Regulatory Resoarch (Post 660720) 12pp 
61855 204*61655 212 

“9204090023 Discusses ALAR A provisions in proposed 1QCFR20 Proper std of care 
owed by licensees embodied In current regulation, based on Inti consensus science & 
which can be applied uniformly to all licensees 8 on all jobs 
FORBES.J. American Nuclear Insurers 56FR23360 90/04/27 CUNNINGHAM LJ 
NRC No Dolaited Affiliation Given 4pp 61855 213 61055 216 

“9284090031 Forwards relevant portions of new regulation In UK which essentially re. 
quire type lesling, acceptance tea II ng, ma in t. periodic testing A calibr of moniloripig m 
strumentalion 

SWINTH.KL Baltello Memorial Institute, Pacific Northwest Laboratory 56Fn23a60 
86/04/24 ALEXANDER.R E Office of Nuclear Regulatory Rosoarch, Director tPio 
660720) 200pp 61843.086 61043 284 

**9204090055 Advises of staff Intention to delete suggested ref to OSH A respiratory 
proteetton regulations 

WIGGINTON.J.M. NRG - No Detailed Affiliation Given 56FR23360. 98/06/27 
COOL,D NRC - No Detailed Affiliation Given 19pp 61055 281-61855 277. 

“9204090066 Advises lhal end Commission paper proposes several minor revs to 
10CFfl20 rule Telephone comments should be made to DA Cool or Polereon by 
900703 

COOL,DA Radiallon Protection 8 Health Effects Branch. 56FR2336() OO/oe/?/ 
MORRIS, B M Division of Regulatory Applications (Post 870413) 14pp 61855 278 

61855 291 

“9204090078 Expresses concerns over I mpfe mentation dale of 920101 for rovisod 
10CIFR20 & anticipated pubilealion date, Concerned w/ effect compressed schedule 
will have on successful Implementation of revised rule by nuclear power industry 
LEE,B Nuclear Management & Resources Council (NUMARC) (formerly Nuclear UtiSity 
Manage. 5eFft23360 90/07/27 CARR.K M Commissionara (Post 750119) 2pp 

61856 292 61855 293 

“92040900B8 Forwards draft SRM on 10CFR20 EDO ofc indicated lhal SRM be by 
■900702 in case of any major problems 

HELT6MES,J. NRG - No Dolallod Affiliation Given 56FR23360 90/06/28 

MORRIS.B NRC - No Detailed Affiliation Given Ip 61055 204 61865 294 

“0204090096 Forwards staff requirements memo on SECY-88-315 A SECY 89 267 lo 
bo issued on 000703 

CHILK.S J Offico of the Secretary of the Commission 56Ffl23360 90/06/20 CARR 
Commissioners (Post 750119), 4pp 61855 295 61855 20B 

“9204000110 Requests that schedule for review of staff requirements memo ba ox> 
(ended in order to permit submittal of staff rev next wk 

THOMPSON.HL Offico of Nuclear Material Safety A Safeguards 56FR23360 00/06/ 
29, CHltK.SJ Office of the Secretary of the Commission 67pp 61855 209 
61056007. 

“9204090115 Forwards comments on draft rog guide 8 NS re criteria & procadures for 
summation of Internal A external dose 

WiGGINTON.JE Radiation Protection Branch 5eFR23360 90/07/24 

ROECKLEIN.A Radiation Protection A Hoallh Effects Branch fOpp 61056 000 
61B58017 

“9204Q9D179 Informs that nothing published on now pari 20 found other than proposed 
ru!a published for comment fn f085 Summary of NRC proposed change lo basic radi 
alion proleclion regulation end 

WILLIS.CA NflC - No Dotallerf Affiliation Given 66FR233eo 90/07/27 VARLEV,J 
Nuclear Engineering International 4pp. 61056 010 61856 023 

“9204090207 Fonivards Itrs from G Dicus A C Hardin expressing difficulties slates wll 
experience in promulgating compatible rogulallons within Jan 1902 effoctivo dale ol 
part 20 Chanoe In effectlvo dale to 040101 racommondod 

KAMMERER.C Slato Programs (000112-911116) 66FR23360 90/08/10 

MORRIS.B M. Division of Regulatory Applications (Post 870413) Ip 61056024- 
61056024 

“9204060215 Informs lhal rtioro than half of agreomonl programa will not bo able le 
impleniont new regulations by implementation date of Jan 1902 for revised 1OCFR20 
DIGUS.GJ Arkansas, Slate of. 60rR2336O. 90/00/07 KAMMERER.C Slalo Pro 
grama (9001 12-911116) 2pp 61 856*025 81666 026 

“9204090231 Provides justification for extending Implomonlatlon date for revised 
10CFR20 ff-om Jan 1992 lo Jan 1994 New date will allow for more uniforin implemen- 
tation of new provisions of part 20 throughout US 

TEFFT.D.E Affilfation Nol Assigned. 56Fn23360 90/08/09 KAMMERER.C. Stale 
Programs (SOOl 12-911 116). 12pp 61856 027-61850 037. 

-9204090237 “Final Backfit Analysis for Rev of 10CFR20, 'Stds for Protecliorii Agasi 51 
Radiation.**' 

* Division of Regulatory Applfcallona (Post 870413) 66FR23360 90/08/31. 25pp 
61666039 81856 113. 

“9204090294 Speech entitled "BEIR V Estimates of Excess Cancer Mortality'" present- 
ed at 900204 Workshop on Slallstics of Human Exposure 

ELLETT.WH National Research Council 56FR23360 90/02/04 20pp 61B56114- 
61856.133 

“9204090328 ‘‘Health Effects of Exposure to Low Levels of Ionizing Radiation BEIR V" 
ELLeTT,W.H. National Research Council 66FR2330O 00/12/31 86pp 61856 134- 
81056 221 


-9204090006 Forwards for concurrenco A reviow.lransmittat memo re revised backfit 
analysis for 10CFR20 rev, Rev predicated upon meeting conditions of 
10CFfl50.l09 Refaled documentation end 

MORRIS.B M. Division of Regulatory Applications (Post 870413). 66FR23360 90/01/ 
31. PARLER.WC Offfee of The General Counsel (Post 860701} 144pp. 61855,0*42* 
61855 203. 


•9204090331 Defines background radiation lo mean radiation arising from natural back- 
ground & othor radiation or radioactivity such as global fallout A radon In quanliios 
charactenslic of environ In whicti regulated activity located 
CUNN INGHAM, R E Division of Indusirlal A Medical Nuclear Safety (Posi 070729) 
66FR23360, 00/08/10, PETERSON.H.T Office of Nuclear Regulatory Research (Posi 
860720). Ip. 61056*222-61056:227 
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-9304090335 Discusses application of backlit rule compltanco exception to Commission 
response to guard 

MALSGH.M G Office of the General Counsel (Post 660701) AA3Q'2 86/06/20 PAL- 
LADINO Commissioners (Post 7501 19) 4pp 01643 347*61 843 350 

-9204090337 Transmits written comments on review of draft rog guides implementing 
revised 10CFn20Oral comments provided to H Peterson in Juno Guides should be 
simplified so that licensees w/limited resources can comprohond guidance 
WILLER.VL Assistant Director (or Slate Agreements Program 56FR23360 90/00/ 
10 MORRIS, B M Division of Regulatory Applications (Post 070413) Ip 61056 228- 
61656 226 

-9204090349 Forwards re-draft of public announcement of final revs to 10CFR20 con- 
tained In SECY-a6-31 5 Announcement will be ready to issue concurrenlly w/FR publi- 
cation of revs Comments will be appreciated 

INQRAM.F Public Affairs (070413-911116) 56FR23360 90/00/14 PETERSON.H 
Office of Nuclear Regulatory Research (Post 860720) 49pp 61856 229 61856 279 

-9264090361 Responds to 861020 reguast for clarification of issues re 10CFR20 rule- 
making 

PETERSON, H T Office of Nuclear Regulatory Research, Director (Pro 860720) AA3e- 
2 86/11/03 D’ARRIGO.D Nuclear Information & Resource Service Ip 61843 351- 
61 643 051 

-9204090366 Expresses concerns re final rule 10CFR20, “Stds for Protection Against 
Radiation " Specific records retonlion periods must be included for all app F require- 
ments 

SH ELTON ,BJ Information & Records Managemor^t Branch (Post 690827) 

56FR23360 90/12/05 HUDSON, S Office of Nuclear Regulatoiy Research (Post 
860720) Ip 61856 355 61656 355 

-9204Q90376 Expresses several concerns w/final rule 10CrR20, “Stds for Protection 
Against Radiation” & extensive concerns w/ supporting statement Retention period, 
"until license terminated” recommended for retention of manifest records 
SHELTON, BJ Information & Records Management Branch (Post 890627) 

56FR23360 90/06/23 HUDSON, S Office of Nuclear Regulatory Research (Post 
060720). 2pp 61656 356 61858 357 

-9204090390 Discusses videotape on proposed changes to NRC stds for protection 
QOLLER.K R Office of Nuclear Regulatory Research, Director (Pre 860720) AA36-2 
66/11/14 NUSS9AUMER,D NRC ♦ No Detailed Affiliation Given 4pp 61643 352- 
61843.355 

-9204100001 Responds to G Dicus 900807 Itr re Implementation date of revs to 
10CFR20 Commission approved delay in required imptomontation date for revised part 
20 for NRG licensees from Jan 1992 to Jan 1083 

KAMMERER.C State Programs (900112-911116) 56FR23360 00/12/10 HILL.T Or- 
ganization of Agreement States lp 61856 356-61066 350 

“9204100004 Informs that proposed rulo compleloJy revising 10CFR20, "Stds for Pro- 
tection Against Radiation, published In FR on 651220 

PHtUPS,J Division of Rules & Records (Pre 870419). 56FR2a360 86/12/24 
AL-EXANDER,R E Office of Nuclear Regulatory Research, Director (Pro 860720) 2pp 
61843 356 61844 010 

-9204100017 Forwards Itrs to 0 Tefft & T Hill re Implementation dates of 
10CFR20 Commission approved delay in required fmptomentatbn date for rovisod part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (000112-911116) 56Fn23360 90/12/10 Affiliation 
Not Assigned Ip 61856 350-61856 359 

-9204100027 Responds to 90080D Itr re Implementation date of revs to 
10CFR20.Gommi8Slon approved delay in required Implementation date for rovised part 
20 tor NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (900112-911116) 56FR23360 90/12/10 TEFFT, D 
Conference of Radiation CJonlrol Program Directors, Inc I3pp 61856 360 61857 026 

-9204100049 “Environ Assessment for Rev of 10CFR20, 'Stds for Protection Against 
Radiation 

• NRC - No Detailed Affiliation Given 56FR23360 90/12/21 543pp 61B57 027- 
61859 032 

-9-204100073 Responds to 901 220 Itr to Carr re implementation dates for revisod part 
20 & availability of associated reg guides Commission has reconsidered implement a 
lion dale for rovisod pad 20 to Jan 1903 for NRC licensees 

GECKJORO.es Office of Nuclear Regulatory Research (Post 060720) 66FR233G0, 
01/01/14 TODD.JS American Medical Assoclalion Ip 61859 044 61050 045, 

-9204100103 Offers no comment on comparison of former pad 20 to revised pad 
20 Document will be useful & would be distributed to states as soon as possible 
MILLER.VL, Assistant Director for Stale Agreements Program 50Fn2336O, 91/03/ 
05 COOL.DA Radiation Protection & Health Effects Branch lp. 61059’O46- 
61959046 

-9204100110 Comments on comparison of former pari 20 to revised part 20 
BEACH, A B. Region 4 (Post 820201), 56FR23380 91/03/05 COOL.DA Radiation 
Protection & Health Effects Branch. 2pp 61659 047-61659 048. 

“9204100118 Summary of 910305 meeting re pad 20 rev List of attendees provided 
MEYER, D Office of Administration (Post 890205) 66FR23360 91/03/06 COOL,0 
Office of Nuclear Regulatory Research (Post 860720). ip, 61859 049 61859*049. 

-9204100123 Responds to note re State of CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than legitimate uses 
MILLER, VL. Assistant Director for State Agreements Program. 56FR23360. 91/03/ 
13 HORNOR.J Region 5 (Post 820201) lp 61859 050 81859 050. 

-9204100128 Forwards marked up final rule amending 10GFR20, presenting comments 
on stds for protection against radiation Alternative wording in preamble to final rule 
suggested in order to describe different versions ol rule accurately 
MEYER.D.L Regulatory Publications Branch 66FR233B0. 91/03/19. COOL.DA. Radi 
ation Protection & Health Effects Branch lp. 61850.061-61659 051 

-9204100140 Responds to request concerning need to modify 10CFF20 to restrict 
buildup of radionuclides at sanitary sewage treatment plants 

BECKJORD.E S Office of Nuclear Regulatoiy Research, Director (Pre 860720), AA3B- 
2. 07/01/00 GRACE.J N. Region 2 (Post 620201). 3pp. 61844 011-61844 013. 


”9204100167 Requests that last sentence in first full paragraph on page 317 of 
10CFR20 be changed to read as stated 

LIEBERMAN.J NRC - No Detailed Affilialion Given 56FR23360 91/03/21 

PETERSON.H Office of Nucloar Rogulalory Research (Post 660720) lp 61059 052- 
61659 052 

”9204100173 Expresses appreciation for efforts to develop concise aid to inspectors In 
readily identifying differencoa between former 10CFR20 & rovisod part 20 HT Peter- 
son comments & suggested rov ol comparison end 

MORRIS.0 M Division of Regulatory Applications (Post 870413) 56FR23360 91/03/ 
27 NORELIUS.CE Region 3 (Pest B20201) 9pp 61859 053 61859 061 

-9204100180 Forwards pages 67,78 & 100 of latest version of 10CFR2O that need 
fixing Pages 97-103 missing 

SWIFT.J NRC - No Detailed Affiliation Gwen 56FR2a360 91/03/26 PETERSON.H 
Office of Nuclear Regulatory Research (Post 860720) 4pp 61859 062 61859 065 

-9204100186 Forwards renumbered 10CFR20 per procedure described in SECY*9 1-055 

6 approved by negative consent by Commission Changes made to update part 20 
rulo listed W/o enci 

COOLED A Radiation Protection & Health Effects Branch 56FR23360 91/03/29 
MEYER, D L Regulatory Publications Branch 2pp 61859 066 61 659 067 

“9204100189 Requests initiation of rev of 10CFR20,S6ctlon 20 303, "Disposal by Re 
lease Into Sanitary Sewage Sys,” to better consider actual & potential buildup of long 
hatf life radioactive mail In sawer sys 

GRACE.J N Region 2 (Post 620201) 56FR23360 86/11/18 BECKJORD.E S Office 
of Nuclear Regulatory Research, Director (Pro 860720) ip 61844 014-61644 033 

-9204100192 Forwards Paperwork Reduction Act Statement slating that Info colleclions 
would not become effective until approved by 0MB, per rev to t0CFR20 
SHELTON, 0J Information & Records Management Branch (Post 890827). 
50FR2336O. 91/04/01 HUDSON, S Office of Nuclear Regulatory Research (Post 
860720) 2pp 61659 068 61859 069 

”9204100199 Ack receipt of 910401 Ur & comments about revised 10CFR20 
regulation, Responses to issues raised in Itr end Related documentation also end 
COOL.DA Radiation Protocilon & Health Effects Branch 56FR23360, 91/04/12 
WELT.MA Alpha Omoga Technology, Inc 300pp 61059 070 61859 207 

-9204100210 Submits procedures for ensuring that complete regulatory history com- 
pitod for each rulemaking action Completed index for final rulo re stds for prolocllon 
against radiation should ba submitted by 910921 

LESAR.MT, Regulatory Publications Branch 56FR23360 91/05/24 PETERSON.H T. 
Office of Nucloar RQO'Jldoiy Research (Post 060720) 2pp 61059 293-61859 296 

”9204190210 Requests that NRC submit new camera copy each time document sub- 
mitted amending table In order to avoid publication problems In lOCFR.List of public 
comments ro stds for protection against radiation end 

RICKETT.OL National Archives & Records Administration 56FR23360 91/06/24 
LESAR.M NRC • No Dotal led Affiliation Given lp 61059 297-61059.298 

-9204100339 Discusses annual review of rulemaking on rev to 10CFR20 
BECKJORD.E S Office of Nucloar Rogulalory Research, Director (Pre 060720). AA38- 
2 07/01/15 STELLO.V Ofc of the Executive Director for Operations lp 61844.034- 
61044 034, 

”6204130042 Provides recommendations on neutron quality factor 
FOULKE,JD Office of Nuclear Regulatory Research, Director (Pre 060720) AA3a*2 
07/02/26 ALEXANDER, R.E. Office of Nuclear Regulatory Research, Director (Pre 
800720) Opp 61844 051-61844 059 

”9204130061 Forwards expanded annual review of rulemaking package for major rev of 
10CFR20 for review & comment 

ALEXANDER.RE Office of Nuclear Regulatory Research, Director (Pro 060720). 
/\A38-2 87/03/31 NRC - No Detailed Affiliation Given Ip 61044 060-61644 060 

”9204130077 Grants petltionor request for Commission to remove requirement that ra- 
dioactive aerosols be arfmlniaterod to patients only in rooms at nogative pressure 
GOLLER.K R, Office of Nuclear Regulatory Research, Director (Pre 860720) 87/04/ 

07 NORRY.PG Oflico of Administration (Pro 870413) 3pp 01044 061-61644.063 

”9204130122 Forwards palition for rulomaWng PRM 35 6 for review & doternnlnalion as 
to whether or not potition qu-alifiea for spoclai handling by staff as fast track petition 
for fulomaking. 

NORRY.PG. Office of Administration (Pro 870413) AA30 2 87/03/17 

BECKJORD.E S Office of Nucloar Regutalory Research (Post 060720). 8pp 
61 644 064 61044 092 

“9204130187 Comment on proposed rules 1 0 CP R 2. 19, 20, 30, 3 1,3 2, 3 4. 3 5, 3 0,40, 50,61 & 
70 re stds for protection against radiation Draft backfit analysis inadequate to justify 
proposed rov to part 20 for same reason stated by Commissioner Robeds. 
ANDREWS. R L Omaha Public Power District 50FR51992 00748 06/10/20. Docket- 
Ing & Services Branch 2pp 61659 200 61059 300 

”9204130204 (Domment on proposed rules 10CFR2, 10,20,30,31.32, 34,35,39, 40, 50,81 & 
70 ro aids for protection against radiation Significant training of NRC staff & Inspec- 
tors must bo conducted to provide consistency In interpretation of rule 
WOODY.CO. Florida Power & Light Co. 60FR51962 00749 06/10/21. CHILK.SJ 
Ofhee of tho Socrolary of the Commission 3pp 61850 301-61859*303 

“92Q4130234 Comment on proposed rules 10CFR2, 19, 20 ,30 ,3 1,3 2, 34 ,35,39 ,40, 60,61 & 
70 ro stds for prolacllon against radiation Urges Commission to i^thdraw proposed 
changes in radiation protection stds 

JOHNSRUD.JH, Environmanlal Coalition on Nuclear Power 60Fn51992 00760 06/ 
10/28 Offlco of the Secretary of tho Commission. 4pp 61859 304-61859:307. 

-9204130252 Comment on proposed rules 10CFR 2, 10, 20 ,30 ,3 1,3 2,34 ,3 5,39 ,40, 50,61 & 
70 re stds for protection against radiation. Proposed rules will provido subsidy to nucle- 
ar Industry at expor^ae of public health, environ & economic concerns. 

HIGHTOWERJ Texas, Slate of. 50FR51992 00747 86/10/25. ZECH.LW Commls- 
slonera (Post 750119). 2pp 61659 308 61859 309. 

-9204130295 Discusses need for revised environ assessment for 10CFR2O. 
PETERSON.H.T Office of Nuclear Regulatory Research, Director (Pre 660720) AA3B- 
2. 87/05/00, ALEXANDER.RE Office of Nucloar Rogulalory Rosoarch, Director (Pro 
860720} 34pp 61844 093 61044*129 
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-9204130301 CommenLon proposed rules 10CFR2, 19.20.30,3 1,32,34, 35.39 .40, 50,61 & 
70 ro aids for protects againsl radialion Back hi analysis lor proposed rules does rot 
adeqjateV 'Q^sosss potential impact on exposure to radiation workers 
TIERNAN.JA Baltimoro- Gas & Eloclnc Co 50FR5 1992 00751 66/10/31 Dockoltng 
& Services Branch 4pp 61859 310-61859 313 

-9204130310 Comnemon proposed rules 10 CFH 2 , 1 9 ,20.30, 3 1,32.34,35,39.40. 50 61 & 
70 re slris (or protection against radiation Proposal increasos risk of exposure to Ioniz- 
ing radiation of nuclear workers & NRC ought to withdraw proposal 
SAMUALS.SW AFLCIO. 50FR5ig92 00752 66/10/30 Office of the SecrOlary of 
the Commission 7j3p 61659 314 61859320 

-9204130315 Comment on proposed rules 10CFR2. 19.20.3 0.31, 32. 34 .35, 39,40, 50,01 & 
70 re stds for proleclJon against radiation Proposed rules wilf not provide substantial 
incroasa In overall protection of public health S safely 

KOBER.RW Rochester Gas a Electric Corp 50FR5 1992 00753 66/10/28 Docket- 
ing a Services Branch 7pp 61850 321-61859 327 

-9204130317 Requests legal advice ro listed 10CFR20 issuesjoctudirug de mmimis 
cutoff on collocliva dose cafculationa 

ALEXANDER, RE Office of Nuclear Regulatory Research, Director (Pro 860720) 
AA3B-2 87/06/11 BECKER.J OfItcQ of the General Counsel (Post 860701) 2pp 
81844 130 61844 153 

-9204130327 Comment on proposed rules 10 CFR 2, 19,20,30.31 ,32,34,35,39.40, 60,61 a 
70 ro Bids for protection against radiation Proposal changes method of computing ra- 
diation dose exposures hut does not Improve radiation protecion stds for exposure 
ORTLIEB.DW Internal lonal Chemical V^rkers Union 50Fn61f>92 00754 86/10/31 
Docketing a Services Branch 5pp 61659 328-61059 332 

-9204130334 Comment on proposed rules tOCFR2.ia 20.30 .3 1,32.34.35.39.40. 50.61 a 
70 re Bids for protection against radiation Urges Conninission to withdraw proposal & 
replaca proposal w/one which lowers dose limits to workers a general public, 

WRIGHT, WJ United Sfoolworkors of America 50FR51S02 00755 06/10/30 Docket- 
ing & Services Branch 44pp 61869 333-61860 018 

-9204130341 Comment on proposed rufas 10CFR2.1 9, 20.30,31, 3 2,34.35,39, 40. 50.61 & 
70 ro aids for protection against radiation Util strongly supports need for use of do 
minimis levels of radiation or radioactive malls 

COUNSfL.W.G Texas UlilUiM Electric Co (TIT Eloclric) 50FR51992 00756 68/10/ 
29 Docketing 8 Services Branch 5pp 61860 019-61860 023 

-92041303S2 Comment on proposed rules 10CFR2, 19. 20, 30,31, 32,34, 35,39, 40, 60,01 & 
70 re stds for protection against radiation Proposed amends not needed & will not 
perceptibly servo public health & safety 

ASMUSSEN.KE General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 50FR51902 00757 06/10/30 Docketing & Services Branch 3pp 61660 024- 
61860 026 

-9204140335 Provides recommendations for control of NRC rulemaking ro annual 
review of ongoing RES sponsored rulemaking 10CFR20 

BECKJORD.E S Office of Nuclear fleoulatoiy Research, Director (Pre 660720) 
66Fn23360. 87/07/07 STELLO.V Ole oT the wecutivo Director for Operations. 3pp 
61644154-61044 157 

-9204140348 Concurs that mfemaking for 10CFR20 should bo continued & completed 
THOMPSON.HL Office of Nuclear Material Safety A Safeguards /U\38-2 87/07/01 
BECKJORD,E S Office of Nuclear Regulatory Research (Post 860720) Ip 
61844 158-81844 159 

-9204150001 Forwards draft handout shoots for 870729 moBting w/Stello 
ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre 860720) 07/ 
07/23 BECKER.J Office of the General Counsot (Post 860701) 5pp. 61844 220- 
61B44 224 

-9204150003 Comment on procosed rules 10CFR2, 19.20.30,31 ,32.34.35,3 9,40, 50,61 & 
70 re stds for oretoctlon against radiation Demands public hearing on proposed rules 
& that El S be done on proposed rules 

PIERCE, J Citizens Aclion for Safe Environment 50Fn61G92 00758 66/11/03 NRC - 
No Detailed Affiiiaticn Given 2pp 61860 027 61060 028 

-9204150006 Common! on proposed rules 10CFR2, 19,20,30.31 ,32,34.35,39,40^ 50,61 & 
70 re stds for protection against radiation Supports objective of proposal to update re- 
dialion protection stds for nee n seas o1 NRC 

SANDERSON.RE Environmental Proleclion Agency 50FR51 992 00769. 66/10/31 
CHliK.S J Office of the Secretary of Ihe Commission 9pp 61860 030-61880 036. 

-9204160010 Commeni on proposed rules 10CFR2, 19.20.30.31 ,32.34,35,3 9,40, 60,61 & 
70 ro stds for prelection against radiation Public demands that environ impact studies 
& open hearing precedes Std change 

ISeLiN.C New England Coalition on Nuclear Pollution 60FR51692 00760 8 6/10/31 
Docketing & Services Branch ip 61660039 61660040. 

-9204150013 Provides list of allornalivas posed by RES re control of rulemaking .Part 
20 

BECKER, J M Office of the General Counsel (Post 860701) 66FR23360 B7/09/O4 
PARLER.WC Office of tho General Counsol (Past 8607011 46pp 61B44.225 
61844 273 

-9204150018 Forwards H Hawloy & P Hawley 861017 llr ro plans to review curront 
NRC regulations governing radiation exposure for workers 

EVANS.DJ Sonata SOFRSI 992 00762 86/10/28 KAMMERER.C Offico of Govern 
mental & Public Affairs (070413-911116) 4pp 61860 041-61860 044 

-9204150045 Comment or> proposed rules 10CFR2, 19.20. 30, 3 1,32,34,35,39, 40, 60,61 A 
70 ro stds for protection against radiation Opposes NRC proposal to fneroaso std fo-r 
acceptable raalation exposure & urges (hat public hearing bo held & EIS prepared 
STYLES.M M American Nurses' Association, Inc 50FR51992 00763 06/10/28, 
Docketing & Sorvfcos Branch 2pp. 61860045 61860 046 

-9204160055 Comment on proposed rules 10CFR2, 10.20,30,31. 32,34, 35, 30,40, 50,61 & 
70 ro stds for protection against radiation Implementation of proposed regulations 
would have unique impact on GA as mfg of U & then urn fuels for HTORa 
A8MUSSEN,KE General Atomics (formetly GA Technologies, lnc./Genoral Atomic 
Co) 50FR51992 00764 66/10/31 Docketing & Services Branch 4pp, 61660.047- 
61660050. 


— 92041 5D05B Responds to 07061 1 request for legal advice on two Issues re rev of Pad 
20 

BECKER, JM Office of the General Counsel (Post 060701) AA36-2 aZ/Oa/tO 
ALEXANDER.R E Division of Regulatory Applications (860720 670413) l9pp 
61844 274 61844 340 

—9204159065 Comment on proposed rules 10CFR2. 10,20,30, 31, 32, 34, 35, 39, 40, 50,6} 5 
70 re stds for protection against radiation Commission urged to reject argument that 
backtd rule should he suspended (or rulemaking 

KURT2.EF ABB Impoll Corp (formerly I mpelf Corp ) 50FR51 092 00765 86/11/01 
CHILK.S J Office of the Secretary of the Commission 5pp 61860 051 -61 8 GO 055 

-9204150077 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,34.35,39. 40, SO.ei & 
70 re stds for protection against radiation Recommends (hat scope of proposed ruls 
be liinited to Cisted areas 

SIMPSON.EC Florida Power Corp 50FR51992 00768 06/10/31 CHILK.S J Office 
of tho Secretary of tho Commission 12pp 61860 056-61860 101 

—9204160122 Comment on proposed rules 10CFR2, 19, 20. 30, 31, 32. 34,35.39, 40. 50,61 8. 
70 re stds for protection against radiation NRC low level radiation slds.aa proposed, bo 
not reflect current state of Knowledge in health physics 

REICH£R,DW Natural Resources Defense Council 50Fn51992 00771 86/11/05 
DockoKng & Services Branch 22pp 61060 102-61060 123 

-9204150143 Comment on proposed rules 10CFR2, 19.20.30.31, 32, 34,35, 39, 40, 50.61 & 
70 re stds for protection against radiation Backfit analysis does not justify costs of in 
plementation & proposed protection of public health & safety not increased 
SORENSEN.G C Washington Public Power Supply System 50FR51992 00772 06/ 
10/31 Docketing & Services Branch 4pp 61860 1 24-61860 127 

-9204160149 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34,35,39, 40. 50,61 & 
70 re stds for protoclion against radiation Urges NRC to withdraw proposal & altoma 
lively propose std which will result in significant reduction in exposures 
MARTINO.FO OhIo/OSHA Environmental Network 50FR51992 00774 66/ 10/31 
Office of the Secretory of the Commission Ip 61860 126-61860 1 28 

-9204180164 Provides brief commentary In response to request for comments on drafl 
momo concorning ambiguity of “rem" unit for both dose equivalent & oft&ctiva dess 
equivdiont 

MILLS.WA Oak Ridge Associated Univorsilies 5eFR23360 87/09/25 

ALEXANDEn,RE Offico of Nuclear Regulatory Research, Director (Pro 860720) 
22pp 61044 356 6104S017 

-9204160177 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34.35.39,40, 50,6 1 8 
70 re stds for protection against radialion Urges NRC to withdraw proposal & altorna 
lively proposo std which will result in significant reduction In oxposures 
PERRY,MK International Chemical Workers Union 5QFR51992 00776 86/11/06 
Offico of tho Secretary of the Commission Ip 61860 133 6 1860 133 

-9204160205 Comment on proposed rules l0CFR2,19,20,30,31,32,34,35,39,4O, 50,61 5 
70 re stds for protection against radiation Opposes rulo change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

WEBO.T Aiflllalion Not Assigned 50FR51992 00777 86/11/10 Dockollnj) & Serv- 
ices Branch Ip 61860 134-61860 134 

-9204150206 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34.35.39,40, 50.61 5 
70 ro stds for protection against radiation Opposes rule change & NRC attitude to 
public & urges NRG to withdraw proposed radiation stds 

LOSKE.K R Affiliation Not Assigned SOFRSI 002 00778 06/10/09 Dockeling A Serv 
Ices Branch Ip 61860 135 61860 135 

-9204150221 Comment on proposed rules 10CFR2, 10, 20, 30, 31. 32, 34, 35, 30, 40, 50,61 i 
70 ro stds for protection against radiation Opposes rule change & NRC atutudo Eo 
public & urges NRC to withdraw proposed radiation stds 

COHEN.JJ Affiliation Not Assigned 50FR51902 00779 06/11/10 Dockoling & S<xv 
Ices Branch ip 61860 136 61 B 60 136 

--9204150224 Responds to 870917 itr ro proposed revs of NRC radiation protoclion m 
quiremonls in 10CFR20 Recommends that sox & job classification be included on 
form 

BOICE,J 0 Maryland, Slate of 56FR23360 07/09/30 ALEXANDER.R E Offco ol 
Nuclear Regulatory Research, Director (Pro 860720) 2pp 61045 010 61645 019 

-9204160220 Comment on proposed rules 10CFR2. 19,20,30,3 1,32, 34,35,30, 40, 50,61 A 
70 ro stds for protection against radiation Opposes any increase in acceplable levels 
of radiation oxposuro 

• Affiliation Not Assigned 50FR51992 00780 86/11/10 Dockeling & Sorvicos 
Branch Ip 61860137 61860 137 

-92041S0243 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32, 34, 35, 39, 40, 60,61 & 
70 re 8tda for protection against radialion Requests that public hearing bo hold & tliai 
EIS bo Issued 

FULCHER, JE Affiliation Not Assigned 50FR61 992 00781 86/11/01 Office of tha 
Secrotaiy of the Commission Ip 61860 138 01 860 138 

-9204150247 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation Disallowance for protection factors for sor 
bent carlftdgoa not appropnato 

MHTL,R,L Public Service Electric & Gas Co of New Jersey 50FR61902 00782 86/ 
10/31 CHJLK.SJ, Office of the Secretary of the Commission 2pp 61860 OG- 
GI B60 140 

—9204160001 Requests comments on rev of radiation protection requirements la 
10CFR20 in areas of eccupallonal dose recordkeeping & reporting 
ALEXANDER.R E Division ol Regulatory Applications (860720 070413) AA3a 2 87/ 
09/17 0OICE.JD Maryland. Stale of 29pp 61845 020 61845.051 

-9204160002 Requests two member, one each from reactor & mails Insp & orforcomsrt 
araaa.lo attend & participate in regional & agrooment states workshop on rov of 
10CFn20, 

BECKJORD.E S Office of Nuclear Regulatory Research, DIroctor (Pre 660720) AA38 
2 67/10/08. flUSSELL,W Region 1 (Post 820201) Opp 61845 052-61645 060 

-9204160017 Informs (hat Region I assigned J Glenn & M Shanbaky to attend & partid 
pate In 071 1 1 6 & 1 7 workshop. 

ALLAHJM Region 1 (Post 020201) AA30.2 87/10/21 ALEXANDER.R E. O to of 
Nuclear Regulatory Research, Director (Pre 860720), ip 61845 061-61045 06 1 
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“^204160041 Informs that Rogton IV wjII assign two staff members to attend regional & 
agreemanl stale workshop, one each from reactor & mails insp areas 
MARTIN, RD Region 4 (Post 820201) 56FRa3360 87/10/22 BECKJORD.ES Office 
of Nuclear Regulatory Research (Post 060720) ip 61845 062'61B45 062 

-9204160085 Advises that CM Nosey & JP Potter will participate in regional & agree- 
ment slates workshop on rev of 10CFR20 

GRACE,JN Region 2 (Post 820201) AA3Q-2 87/10/22 0ECKJORD,E S Office of 
Nuclear Regulatory Research (Post 860720) Ip 61B45 063 61645 067 

-9204160104 Forwards proposed schedule for 10CFR20 rulemaking 
STELLO.V Ofc of the Executive Director for Operations AA38-2 87/10/00 ZECH 
Commissioners (Post 750119) ISpp 61845 068-61845 082 

-9204160121 Forwards proposed work plan for project ''Development of Regulatory 
An^sls for Proposed Rev to 10CFR20 

MEFIWIN.S E Baltelle Memorial Inslitute, Pacific Northwest Laboratory AA3B-2 67/ 
11/03 PETERSON, HT Division of Regulatory Applications (060720-870413) epp 
61845053 61845088 

-9204160256 Comment on proposed rules 10CFR2, 19,20.30,31^32,34,35,39.40, 50,61 & 
70 re stds for protoclion a^inil radiatmn 

^ Toledo Edison Co 56^51992 00783 86/10/31 Docketing & Services Branch 
2pp 61B60 141-61660 142 

-■9204160266 Commenl on proposed rules 10CFR2. 19, 20,30, 31, 32.34.35.39,40, 50,61 & 
70 re stds for protection against radiation 

MILTENBERQER.R. Affiliation Not Assigned S6FR51992 00784. 86/11/05 Office of 
the Secretary of the Commission 2pp 61860 143 61860 144 

-9204170036 Fonyards comparative text containing present Part 20 rule, revised draft 
final rule & 860109 proposed rule Document will be major point of discussion at moot- 
ing on 871116 8 17 

MORRIS, 8 M Division of Regulatory Applications (860720-870413) AAZQ-2 87/11/ 
05 GLENN, J Region 1 (Post 020201) 124pp. 61845 069-61046 213 

-9204170070 Forwards revised work plan for project “Development of Regulatory Anal- 
ysis for Proposed Rev to 10CFR20.’' 

MERWIN.S E Baltelle Memorial Institute, Pacific Northwest Laboratory AA3B 2 0076 
07/11/17 PETERSON.HT Division of Regufalo/y Applicallons (860720 670413) ^pp 
61645 214 61045 219. 

-9204170116 Discusses recent escalated enforcement case (EA 87-203 Haubtein,lnc) 
concerning questions raised by NRC re whether loss of parlioular gauge coi^stltuted 
substanliaT hazard & would therefore bo reportable per 10CFR 20 402(a)(1). 
LIEBERMAN,J. Ofc of Inspection & Enforcement, Director (820201-870413) EA87- 
203 87/11/23 CUNNINGHAM, R E Office of Nucloar Matenal Safety & Safeguards 
2pp 61846 220-61845 221 

-9204170212 Requests assistance in reviewing end draft rev of 100FR20 
MORRIS.B. Division of Regulatory Applications (060720-870410). &6FR 23360 87/12/ 
11. BECKER, J Office of the Gonora! Counsel (Post B60701) 06pp 61845 222- 
61845 308 

-9204210046 Comment on proposed rules 10CFR2,1 9,20,30,31 »02.34,35.39.40, 60,61 8 
70 re stds for protection against radiation 

DWORKIN.HJ American College of Nuclear Physicians 60FR61992 007B5. 00/10/ 
31 CHILK.S J Office of the Secretary of tha (^mmlssion 4pp. 61860 145-61860,154 

-9204210Q91 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34 ,35, 30, 40, 50,61 &. 
70 re stds tor protection against radiation 

THORPE, JR Genera) Public Utilities Corp • GPU Service Corp 50FR51992 00787 
86/10/31 CHILK.S J, Office of the Secretary of the Commission 16pp. 61 860 166- 
61860188 

-9204210136 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32, 34,35,39, 40, 60,61 & 
70 ro stds for prolecfion against radiation 

POLICH.J Affiliation Not Assigned 60FR61992 00700. 86/10/22 DockflUng & Serv- 
ices Branch 1p. 61860 187-61860 167. 

-9204210144 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39,40. 60,61 8. 
70 re stds for protection against radiation 

OCONNOn.A, International Association of Machinists & Aerospace Workers. 
50FR51992 00790, 88/10/31. Office of tho Secretary of tha Commission 5pp 
61860188-61860192. 

-9204210162 Comment on proposed rules 10CFn2, 19,20, 30,3 1.32, 34, 35,39,40. 60,61 & 
70 re aids for proteclion against radiation. 

KILLAR,FM Middle South Service, Inc 50FR51992 00791 86/11/07, Office of tha 
Secretary of the Commission 4pp 61860 193-61 8e0‘242 

-9204210276 Commenl on proposed rules 10GFR2, 19, 20,30,3 1.32, 34, 35.39.40, 60,61 & 
70 re stds for proteclion against radiation 

VILlF0RTH.J,C Food & Drug Administration 60FR51092 00707. 66/1 1/13. Office of 
tho Secfolary of tho Commission 13pp 61860 243 61860.265 

-9204210300 Comment on proposed rules 10CFR2,1 0,20, 30, 3 1.32 ,34.36. 30.40, 50,61 & 
70 re sids for proteclion against radiation. 

DALTROFF.S.L. Philadelphia Electric Co. 60FR51992 00706 06/11/13 Office of tha 
Secrol ary of tha Commission 3pp 61 860.256-61 860:260. 

-9204210316 Comment On proposed rules 10CFR2, 19,20,30,3 1,32, 34, 36,30,40. 50,81 Si 
70 re stds for protection against radiation 

MORAWETZ,Js Intamalional Molders & Allied Workers Union. 60FR51992 OOBOO. 
86/11/04, BECKJORO.E. Office of Nuclear Regulatory Research (Post 860720). 1p 
61B60 261 61660.261. 

-9204210321 Commenl on proposed rules 10CFR2, 19, 20,30, 3 1,32.34.36, 39,40, 60,81 & 
70 re stds for protection against radiation. 

LEVINE, J. International Molders & Allied Workers Union 60FR51992 00801. 86/11/ 
05 BECKJORD.E. Office of Nucloar Regulatory Research (Post 860720) Ip. 
81 B60>262-61 060:262 

-9204210328 Comment on proposed rules 10CPR2, 19, 20, 30,3 1,32, 3 4, 35, 39. 40, 50,61 & 
70 re stds for protection against radiation 

MANN.EM Affiliation Not Assigned. 6QFR51992 00802 86/11/18. Offica o( the Sec- 
retary of the Commission Ip. 61860 263-61660 31 1 


“9204220116 Forwards draft 10CFfl2O rev for info Comments provided based on review 
of rev 

GflIMSLEY.OH Office of Administration (Pro 870413) AA38 2 86/01/14 

MORRIS, B Division o1 Ronulatory Applications (860720 670413) 2pp 61845 315 
61845 316 

-9204220185 Forwards comments on proposed 10CFR20 revs 
MARTIN.T.T Region 1 (Post 820201) AA3D-2 88/01/26 MORRIS.B Division of Reg 
ulaloiy Applicallons (860720-870413) lOpp 61845 317*61045 325 

-9204220207 Rospor^ds to 87121 1 request lor review.comment & concurrence for draft 
10CFR20 rmat rule 

HIND, J A. Region 3 (Post 820201) 56FR23360 88/01/22 MORRIS.B M Division of 
Regulatory Applications (860720 870413) 1 1pp 61045*326 61845 336 

-9204220227 Recommends that draft 10CFR20 be given to Ofc of Enforcement for 
review & consldaration of developing enforcemont strategies 

SCARANO.RA Rogbn 5 (Post B20201) AA38 2 88/01/15 MORRIS.B Division of 
Regulatory Applications (Post 870413) 4pp 61045342-61845 345 

-9204220240 Forwards commanla from slala of Indiana on div review of draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Director lor Slate Agreements Program AA3e-2 88/ 
01/28. MORRIS.B Division of Regulatory Applications (660720 870413) Ip 
6184 5 34 6 61845 346 

-9204230009 Comments on ALAR A requirements for Importance in ays of radiation pro 
l0Gtion 

DVORAK.V Indiana. Slate of AA3a2 88/01/21 NUSSBAUMER.D A NRC - No De- 
tailed Affihalion Gh/on Ip 61845.347 61845 347 

-9204230014 Forwards Stales of Colorado & Wisconsin comments on review of draft 
10CFR20 rev. 

NUSSBAUMER.D A Assistant Director for Stale Agreements Program 56FR23360 
88/01/25 MORRIS.B Division of Regulatory Applications (Post B70413) Ip 
61845346 61845 346 

-9204230027 Confirms earlier conversalion re commenls on draft rev of 10CrR2O dtd 
671 209 

HAZLE,AJ Colorado. Slate ot AA36 2 88/01/14 NUSSBAUMER.D A Assistant Di 
rector for State Agreomanis Program Ip 61845340 61845 349 

-9204230030 Provides comments ro draft 1OCFR20 rev Section 20 1 101 records should 
require that units bo reported in both special units & 81 units 
BUNGE, MC Wisconsin. Slate of AA3B 2* 88/01/14 NUSSBAUMER.D Commission- 
ers (Post 750119) Ip 61845 360 61045 350 

-9204230038 Discusses review of draft of revised 10CrR20 w/ understanding that rule 
will eventually be promu^aled 

LOYSEN.P. Fuel Cycle -Safety Branch AA36 2, 88/01/16 COOL.D Office of Nuclear 
Material Safely & Safeguards 4pp €1845 3S1 61845 354 

-020423004B Ckimmonis on rev of 1QCFR20 in response to 871211 request 
BANGART.R L Region 4 (Post 820201). AA30 2 88/01/20 MORRIS.B. Division of 
Regulatory Applications (Post 070413) 6pp 61845 337 61845 341 

-9204230007 Forwards commonls concerning final 10CFR20 ravisod rule. 

GEORGE, D Army, Oopl of /VA96-2 86/01/10 PET6RSON.H Commlsslonera (Post 
760119) 4pp 61845-355 61045353 

-9204230092 Forwards comments on proposed rulemaking re notification of incidenis 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safoty (Post 870720) 
AA38.2 68/01/13. MORRIS.B M. Division ot Regulatory Applications (Post 870413). 
16pp 61846 359-61046 041. 

-9204230124 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35,39 ,40, 50,61 & 
70 re stds (Or prelection against radiation Opposes rule 

QREQORY.RD. Affilialiori Not Assigned AA38-2 0339 06/05/05 Docketing & Serv 
fees Branch, Ip 61860312 SI 060 312 

-9204230130 Comment on proposed rules 10CFR 2. 19,20.30.3 1.3 2,3 4,3 5,39, 40. 50,61 & 
76 ro stds lor protection against radiation 

SORENSEN, QC. Washington Public Power Supply System AASa 2 0353 B6/05/09 
Offtcoof the Secretary of tho Commi8SiOf> 3pp 6ie6()‘334 81 860.3 36 

-9204230137 Comment on proposed rules 10CFn2, 19,20,30, 31, 32, 34,35,39, 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

ROSINE.D. Affiliation Mol Asaignod AA3a-2 0340 86/05/05 Dockoling & Services 
Branch 1p 61860 313 61860.313 

-9204230146 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation. 

BASKIN.KP Southern California Edison Co AA38-Z 0370 86/05/12 DocKoijng & 
Services Branch 28pp. 61861 ’030 61661 .057 

-9204230149 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34.35, 39, 40, 50,81 & 
70 ro stds for prolection against radiation Opposes rule 

ALKINS.CL Peace Education Center, AA36-2 0341. 86/05/07 Office of the Secre- 
tary of the Commission 1p 61660.314 61860314. 

-9204230156 Commenl on proposed rules 10CFR2,10.20, 30, 31, 32,34, 35,39,40, 60,61 & 
70 re stds for protection against radiation. 

THOMPSON, PC, Nationar Association of Radiation Survivors AA3B.2 0354 86/05/ 
OB, Office cl tha Secretary of tho Commission 4pp 61860337 61860’340 

-9204230162 Comment on proposed rules lOCFR 2, 19, 20,30, 3 1,32. 3 4, 3 5,39, 40, 60,01 & 
70 re stds for protection against radiation 

CADENA,Q.G. Southwest Research Institute AA38-2 0342 66/05/05 Docketing & 
Services Branch 3pp, 61860 315 61860 317 

-9204230171 Comment on proposed rules 1 0OF R 2, 19, 2 0,30, 3 1,32 ,34 ,35, 39 ,40, 50.61 & 
70 re aids for protection against radiation. 

* Middle South Services, Inc. AA3B-2 0371 86/05/07 Docketing A Services Branch 
5pp. 61861:050-61861 062 



>-9204230 180 ComniBnl or> proposed rules 10CFR 2, 19.20,00, 31 <32, 34, 3 5, SO", 40, 50,61 & 
70 re stds (or protection against radiation Opposes rule 

zaLLER,T Sassafras Audubon Society AA38-2 0355 66/05/08 Office of the Secre* 
lary of the Ccmmission Ip 61660 341 61660 341 


-9204230292 Comment on proposed rules 10CFR2. 19, 20,30,3 1.32, 34 ,35,39,40, 50,61 & 
70 re 8lds lor protection against radtalion Opposes rule 

JACOBSON,N Affiliation Not Assigned AA38 2 0363 86/05/00 Ofhce of iho Secro 
tary of Ihe Commission 2pp 61860 360 61860 362 


-9204230181 Connmsnlon proposed rules 10CFR2. 19, 20, 30. 3 1.32, 34, 3 5, 30, 40, 50,61 & 
70 re stds for protection against radiation ^ . ... 

MASSE, F Massachusetts Instilulo of Technology. Cambridge, MA AA3a2 0372 86/ 
06709 Docketing & Services Branch 6pp 01861 063 61661 068 


-9204230203 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34, 35, 39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

BURNS.L R, AffJllation Not Assigned AA3B*2 0352 86/05/12 NRC - No Dolallot} Af 
filiation Given 2pp 61060 332'61660 333 


-92042301 B5 Commanl on proposed rules 1 0CFR2, 19, 20 ,30.3 1,32, 34, 35 ,39,40, SO, 61 & 
70 re stds for protection against radiation 

SULIMA.JK Affiliation Not Assigned AAtiB 2 0356 06/05/03. Office of the Secretary 
of the Commission 4pp 61660 342-61860 345 


"9204230295 Commenl on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35, 3 0,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

QLfIGG.C Illinois Safe Energy Alliance AA3B-2 0364 86/05/09 Office of the Secfo 
tary of Ihe Commission 5pp 61861 001*61861 005 


-9204230187 Comment on proposed rules 10CFR2, 19,20.30.31.32,34,35.39.40, 50.61 & 
70 re stds for proleclion against radialian Opposes ruta 

* Affiijatron Not Assigned AA3e 2 0373 86/03727 NRC * No Dalailed Affiliation 
Given 6pp 61861069 61861 074 


-9294230190 Comment on proposed rules lOCFfl2, 19,20.30, 31 ,3 2,34,35,39,40, 50,61 S 
70 re stds for protection against radiallon Opposes rule 

* Affiliation Nol Assigned AA38-2 0357 86/05/07 Dockallng & Services Branch Ip 
6ia60 3466ia6f>346 


“9204230199 Comment on proposed fulea 10CFR 2,1 9, 20,30, 3 1,32,34.35, 3 9,40, 50,61 & 
70 re aWa for protection aoainsl radiation Supports rule 

SCOTT.LM Louisiana Stale Untv, Baton Rougo, LA AA3a 2 0358 86/05/09 Oock- 
aiirig & Services Branch 2pp, 61860347-61860340 


‘9204230214 Comment on proposed rufea 10CFR 2, 19.20, 3 9,3 1,32, 34,0 5,39 ,40, 50,61 & 
70 re stds for protection against radiation _ 

RAO^PS Univarsity Hasps of Cleveland, Cleveland, OH AA38-2 0343 86/65/07 
Office of thfl Secretary of the Commisston 2pp 61860318 61660 319 


-9204230217 Com me nl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39,40, 50,61 & 
70 re Bids for protection against radiation « 

A0RAHAMSON,S Wisconsin. Stale of AA30 2 0344 86/05/07 Docketing 8, Seiv- 
Icea Branch 2pp 61660 320 61860 321 


“9204230219 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39,40, 50,61 & 
70 re stds for protection against radiation , ^ 

RADCUFFE.T.J fladdiffe Technical Service AASa 2 0345 86/05/07. DockeUng & 
Services Branch 2pp 61860 322-61860 323. 


■9204230222 Commar;t on proposed rules 10CFR2,1 9,20,30.31,32,34,35.39,40, 50,61 & 
70 re filda for protection against radiation. _ . « . 

HOBBS.TG Affiliation Not Assigned AA3e-2 0346 86/05/08 Docketing & Services 
B/ancfl 3pp 61660 324 61880 326 


-9204230230 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WACNULTYJ J. Citizens Energy Council AA3Q.2 0347 86/04/28 Office of Ihe Sec- 
retary of the Commission Ip. 61860 327*61860327 


“9264230234 Comment on proposed rules lOCFfl 2, 19, 20, 30, 3 1,32.34, 35,3 9, 40, 50,61 & 
70 re stds for protection againsi iradratton Opposes rute. 

SHOOP.M, Sierra Club AA38 2 0348 86/05/06 Office of Ihe Secretary of the Com- 
missron Ip 61860 328 61860328 


-9204230237 Comment on proposed rules lOCFR 2, 19,20, 3 0,3 1.32, 34, 3 5,3 9.40, 50.61 & 
70 re stds for protection against radiation 

SKOLNICKiF Susquehanna Valley Alliance, Lancaster, PA AA3a-2 0359 66/04/28 
NRC - No DelaiCed Affiliafion Given 2pp 61860 349*61860 350 


-9204230239 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 3 5,39,40, 50,61 & 
70 re stds for prelection again at radiation Opposes rule 

BREY.H L Public Service Co of Coforado AA3B-2 0374 66/65/07 Docketing & 
Services Branch, npp 61861 07S 81861 085 

-9204230245 Commoni on proposed rules 10CFR2,19,20.30.3 1, 32, 34,36.39, 40, 50.61 & 
70 re stds for protection against radiation Supports rule 

NORTH. D L Miriam Hosp . Providence. Rl. AA36 2 0360 86/05/09 Office of Iho 
Secretary of Ihe Commission 2pp 61660 351-61860 352 

-9204230254 Comment on propesod rules 1QCFR2, 19, 20,30, 3 1,32,34,35,39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule, 

MAD3SON.K Orange County Alliance for Survival AA30 2 0349. 06/06/07 Dockeling 
& Services Branch. 1p 61860 329-61860329 

-9204230260 Comment on proposed rutes 10CFR2. 19,20,3 0.3 1.32.34,35,39.40, 50.61 & 
70 re stds for protection against radiation 

BLACK, R E Sinai Samantan Medical Center, Ml^vaukoe, Wl (formerfy Mt. Sinai Medi- 
cal Center AA3a 2 0361 86/05/08. Office of the Secretary of the Com mission 2pp 
61660.353 61860 354 


-9204230271 Comment on proposed rules 10CFR2.l9,20,30,31,32,84.35,3e,40. 50,61 & 
70 re aids for protection agafnsi radiation 

WRENN.M E AffHialion No! Assigned AA3a 2 0375 86/05/00. Dockeling & Services 
Branch 87pp 61861 -OBe-eiSei .172. 

-9204230277 Comm enl on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 60,61 & 
70 re sids for protection against radlation.Opposes rule. 

STRATTON, K Affiliation Not Assigned AA36-2 0350 86/05/12 NRC - No Detallod 
Affiliation Gn'en Ip 61860330 61860 330, 

“9204230280 Commanl on proposed rules 10CFR2J 9, 20, 30, 31, 32,3 4,35,39.40, 50,61 & 
70 re stds for proleclion against radiation 

ROHflIG.N Brookhaven, National Laboratory AA3e 2 0362 86/05/08, Office of ihe 
Secretary of Ihe Commission Spp 61 860*355*61 660 359, 

-9204230262 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Oppoaas rufa. 

FISCHER, A M Af Mia lien Not Assigned Aa36-2 0351. 80/05/06 Docketing & Serv- 
ices Branch 1p. 61860,331 61860,331 


-9204230298 Comment on proposed rules 10CFR2, 19,20.30, 3 1.32, 34, 35 ,39.40. 50,61 a 
79 le stds for protaclton against radiation 

SALSBURY.WC Affiliation Not Assigned AA38-2 0377 06/05/13 Docketing A Soiv 
loos Branch, lOpp 61861 174 6 1861 183 

-9204230308 Comment on proposed rules 10CFR2.19,20,30,31,32.34,35.39,40, 50.61 S 
70 re stds for protection against radiation 

SPRINQER.TJ Modi Physics. Inc AA38 2 0378 06/05/08 Docketing & Servtcoa 
Branch 2pp 61861 184*61861 185 

'•9204230316 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39, 40, 50,61 & 
70 re stds for prelection against radiation Supports rule 

VETTER.R J Mayo Clinic. Rochester. MN AA30'2 0365 86/05/07 Office of the Se^ 
rotary of the Commission Spp 61861 006*61861 008 

-9204230322 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

WESCHER.O Aflltiation Not Assigned AA3B 2 0379 06/05/07 Docketing & Soivicos 
Branch 1pp 61861-186 61861 186 

-9204230324 Commanl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

KEISER.HW Pennsylvania Power & Light Co AA38-2 0366 86/06/06 CHILK.SJ 
Office ol the Secretary of the Commission 4pp 61861 009*61 86T01 2 

“9204230326 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection againsi radiation Opposes rule 

PIATOV.M Affiliation Not Assigned AA3a*2 0360 86/05/04 Office of the Secrolary 
of the Commission Ipp 61861 187 61061 167 

-9204230328 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34, 35, 39, 40, S0,6f 8 
70 re stds for protection against radiation 

GEIGER, W S. Affiliation Not Assigned AA30-2 0367 06/05/09 Office of the $ecf0 
tary of the Commission 3pp 61861 013 61861015 


-9204230330 Comment on proposed rules lOCFfl2,19,20,30,31,32,34,35,39,40, 50,61 8 
70 re stds for proleclion against radiation Opposes rule 

MURPHY, W P Vermont Yankee Nuclear Power Corp AA38'2 0381 86/05/09 Dock 
etln^ & Services Branch 2pp 61661 188 61861 189 


“9204230331 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50.61 & 
70 ra stds for protection against radiation Opposes rule 

FAY.CW, Wisconsin Electric Power Co AA3a-2 0368 86/05/08 Office of the Secre 
tary of Iho Commission 7pp. 61661 016 61861,022 

“0204230337 Commanl on proposed rules 10CFR2, 19, 20,30, 3 1,32,34.35, 39, 40, 50,61 & 
70 f-Q stds for protection against radiation Supports rule 

EDELMAN,MR Cleveland Efeclric Illuminating Co AA38'2 0369 86/05/08 

CHILK,S J Office of the Socrotary of the Commission 7pp 61861 023 61861 029 


“9204230330 Comment on proposed rules 10CFR2,1 9.20,30,31 ,32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation 

DRUM.DE Brigham & Women's Hosp.. Boston, MA AA36 2 0382, 08/06/12 Dock- 
eting & Services Branch 6pp 61861 190 61061 195 


“9204240008 Discusses regulalory guides anticipated for impfomenling tOCFR20 fov 
PETERSON.H Radiation Protection & Health Effects Branch 56FR23380 88/01/28 
MERWiN.S Battel le Memorial Institute, Pacific Northwest Laboratory 2pp 61848 042- 
61846043. 


-9204240012 Forwards comments on draft 10CFB20 rev Comments limited lo only now 

comments resultant from review of current draft 

STOHR,JP Office of Nuclear Material Safety & Safeguards AA3B 2. 88/01/28 
MORRIS.B Division of Regulatory Applications (Post 870413} 3pp 61645044* 
61846051 


-9204240021 Forwards proposed outline for 10CFfl20 ragulalory analysis 
MERWIN.S E Baltelfe Memorial Instilule* Pacific Northwest Laboratory AA3a-2 68/ 
01/29 PETERSORHT Radiation Protection & Health Effects Branch 6pp 
61846 053 61846 056. 

-9204240030 Comment on proposed rules 10CFR2, 19,20, 30,31, 32,34, 35, 39, 40, 50,61 & 
70 re aids for protection against radiation 

MILLER.C P. Affiliation Not Assigned. AA38-2 0410 86/05/08 Office of the Sacrolary 
of Ihe Commission. Ip 61862 001-61062 001 

“9204240034 Responds to 071229 request for review of draft 10CFR20 rov did 
871209 

PEMNINGTON.W.S Fuel Cycle Safely Branch 66FR233eo 88/02/01 COOL.DA 
Office of Nuclear Material Safety & Safeguards 3pp 61046 059*81046 061, 

-9204240042 Forwards comments from Stales of Alabama & New York Dept of Environ 
Conservation on draft 10CFR20 rev 

NUSSBAUWER.D A Assistant Director for State Agreements Program AA3B'2 60/ 
02/02 MORRfS,B, Division ol Regulatory Applications (Post 870413). 1p. &1 846 052* 
61846 062 


-9204230283 Comment on proposed rules 10CFR2, 19,20,30,01 ,32 ,34,35, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

FOX,S H. Affiliation Nol Assigned AA38*2 0376 80/06/09 Docketing & Services 
Branch Ipp 61861.173 61861.173 


-9204240050 Commanl on proposed rules 10CFfl2,1 9,20,30,31 ,32,34,35,39^40, 60,61 & 
70 re aids for protection against radiation . . 

STROM, DJ. Pittsburgh, Unlv of, Pittsburgh, PA AA38-2 0399. 86/05/10. Docketing & 
Services Branch 3pp 61661.269 61861 ’271 
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-9204240053 Commonls on draft rov of lOCFRgO 
GODWIN.AV Alabama. Slalo of 50FR2336O 8B/01/13 NUSS0AUMER.D A Assial- 
anl Director for Slate Agrcomonts Program Ip 61046083-61846 063 

-9204240055 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39.40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

REISER,N T Affiliation Not Assigned AA38-2 0411 86/05/08 NRC • No Detailed Af- 
filiation Given 1p 61862 002-61862 002 

-9204240058 Comment on proposed ruies 10GFR2, 19,20,30,31,32.34.35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

EDO LEM AN ,W North Carolina Citizens Research Group AA3Q-2 0363 86/05/10 
Docketing & Services Branch 16pp 61861 196-61861 211 

-9204240059 Comments on proposed draft 1OCFR20 rev 
KELLEHER.WJ New York, Stale of AA38-2 88/01/22 NUSSBAUMER.D A Assist 
ant Director for Slate Agreements Program 2pp 61846 064-61846 065 

-9204240060 Comment on proposed rules 10CFR2.1 9,20.30,31,32.34,35,39.40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

DURKIN, M Atfilialjon Not Assigned /\A30-2 0412 06/05/06 NRC - No Detailed Af- 
fiflatlon Given Ip 61862 003 61862 003 

-9204240062 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35,39,40. 50,61 & 
70 ro stds for protection against radiation 

MCCLEARV.KJ Affiliation Not Assigned AA30-2 0413 86/05/02 ALEXANDER, R 
NRC - No Detaltod Affiliation Given Ip 61062 004-61862 004 

-9204240065 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MCCRORY.P H Louisiana, State of AA38-2 0400 06/05/00 Docketing & Sorvices 
Branch 2pp 61861 272-61861 273 

-9204240067 Forwards revised outline & three draft sections of 10CFR20 regulatory 
analysis for review 

MERWIN.S E Battelle Memorial Instituto, Pacific Northwest Laboratory 66FR23360 
80/02/19 PETERSON, H.T. Radiation Prolecllon & Health Effects Branch 100pp. 
61846 075 61846 204 

-9204240060 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

LEWIS, M I Lewis, M AA38 2 0304 86/05/00 Office of the Secretary of the Commis- 
sion. lipp 61861 212-61081.222 

-9204240069 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

DRAKE, G A Affiliation Not Assigned AA3 8-2 0414 86/05/08 Office of the Secretary 
of tho Commission Ip 61662 005-61862 005 

-9204240072 Forwards commonls from Stales of Iowa & California on draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Director for State Agreements Program /UV30-2 83/ 
02/25 MORRIS, 0 Division of Regulatory Applications (Post 870413) Ip 61846.205- 
61846'205 

-9204240076 Comment on proposed rules 10CFn2, 19,20,30,31,32,34,35,39,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule 

BEYEA,J National Audubon Society. AA38-2 0415. 86/05/12 Office of tho Secretary 
of tho Commission. 2pp 61862 006-61862 007 

-9204240077 Comment on proposed rules 10CFR2,1 0,20,30,3 1,32, 34, 35,39, 40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

D’ARRIGO.D, Nuclear Information & Resource Service AA38 2 0401. 86/05/01 NRC 
■ No Detailed Affiliation Given, 6pp 61fl61*274-61B01.279 

-9204240076 Comment on proposed rules lOCFRa, 19,20,30,31.32,34,35,30,40, 50,61 A 
70 re stds for protection against radiation Supports rule. 

SABO.AT Westinghouse Electric Corp AA3B-2 0365, 88/05/12. Docketing & Sorv 
Icos Branch 13pp, 61861*223 61861.235. 

-9204240080 Comment on proposed rufos 10CFR2, 19.20, 30.3 1,32,34, 36, 39, 40, 60,61 A 
70 re stds for protection against radiation 

WfSSINK,R Q, Affiliation Not Assigned AA3B-2 0402 86/05/09 Docketing A Sorvfcos 
Branch. 12pp 61861 280 61861.291. 

-9204240064 Informs that revised proposed regulation ro 10CFR20 did 871 223, appro- 
priate A gonorally enforceable 

FUTER.DA fowa. Stale of. 66FR23360 80/02/15, NUSSBAUMEH,D A. Assistant 
Diroclor for Stale Agroemenis Program Ip 61846 206 01B46‘2O6 

-9204240085 Comment on proposed rules 10CFR2,1 9,20,30,3 1.32,34.35.39,40. 60,61 A 
70 re stds for protection against radiation 

BOKLMAN.J F United Transportation Unton AA30-2 0416 86/05/09. Office of the 
Secretary of the Commission. 2pp, 61882.008-61862.009. 

-9204240093 Comment on proposed rules 10CFR2,1 9,20, 30,3 1,32,34, 35, 39.40, 60,61 A 
70 ro stds for protection against radiatlon.Opposes rule 

FRIESEN.B S Kansas, Univ. of, Kansas City, KS. AA38-2 0403. 08/05/13 Office of 
the Secretary of tho Commission. 6pp 61 861 ■292-61 061:207, 

-9204240096 Comment on proposed rules 10CFR2.1 0,20.30.31,32,34.35.39,40. 60,61 A 
70 re stds for protection against radiation. 

KINGSLEY, OD Mississippi Power A Light Co. AA3B.2 0386. 86/06/12 Docketing A 
Sarvicoa Branch 7pp 61 661 '236-61 861 *242 

-9204240110 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50.81 A 
70 re stds for protection against radiatlon.Opposes rule. 

STUCHINSKI.V.L Three Mile Island Alert AA38-2 0404 86/05/08. Docketing A Serv- 
ices Branch 3pp. 61861*290-61861.300. 

-9204240112 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.36,39.40. 60.61 A 
70 re stds for proteotlon against radiation Opposes rule 

CAREY, W.e. Ohio Stale Unlv, Columbus. OH AA38-2 0417. 66/05/12. Office of tho 
Secretary of the Commission 2pp 61662.010-61862 Oil. 


-9204240119 Forwards draft repl. ''Regulatory Analysis for Revision of 10CFR20" to 
perform addi analyses or revise existing analyses based on findings of RES review 
team 

MERWIN.S E Battello Memorial Institute. Pacific Northwest Laboratory 56FR23360 
88/03/15- PETEBSON.HT Radiation Protection A Health Effects Branch 161pp 
61047 043-61847 1 93 

-9204240120 Comment on proposed rules tOCFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

PLANK, W Bedford County Environmental Committee AA38 2 0405 06/05/12 NRC - 
No Detailed Affiliation Given 4pp 6I86I1 GDI 61861 304. 

-9204240123 Comment on proposed rules 10CFH2.1 9,20.30,31 ,32,34,35,39,40, 50,61 & 
70 ro aids for protection against radiation 

SLABACK.L Affiliation Not Assigned AA38-2 0406 88/05/06 Docketing A Services 
Branch lOpp 61861 305 61861 314 

-9204240126 Supp-orts Commission proposed rov of regufatlons In 10CFR20 which pro- 
vides basic requirements for protection of exposed Indlviduals- 
MCGURK,JS California, Stale of SeFR23360 88/02/16 NUSSBAUMER.D A Assist- 
ant Director for State Agreements Program 2pp 61046 207 61848,208 

-0204240126 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34.35,39,40, 50,61 A 
70 ro stds for protection against radiation 

MORRIS, L Health Physics Society AA3B2 0418 86/05/09 Office of the Secretary 
of the Commission 5pp 61862-012 61662 016 

-9204240129 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Supports rule 

BROWN, RW Mallory Capacitor Co AA3B-2 0407 86/05/09 Oockelino A Services 
Branch 9pp 61861315-61861 323 

-920 4240132 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32,34, 35, 3 9, 40, 50,61 A 
70 re stds for protection against radiation Supports rule 

BASKIN, KP Soulltern California Edison Co AA38-2 0408 86/05/12 Docketing A 
Services Branch 26pp 61661*324 61861 351 

-9204240136 Comment on proposed rules 10CFR2, 19, 20 ,3 0,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

PfTCHFORD.T L Affiliation Not Assigned AA3B 2 0409 66/05/05 Docketing A Serv- 
ices Branch 6pp 61061 352-61861 356 

-9204240137 Comment on proposed ruloa 10CFR 2, 19, 20, 3 0,3 1,32,34, 3 5, 3 9, 40. 50,61 A 
70 re stds for protection against radiation Opposes rulo 

DOUGUS.M H AWijiatlon^ol Assigned. AA3D 2 0387 88/05/09 Docketmg A Serv- 
ices Branch Ipp 61861*243-61861*243 

-9204240139 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

JOHNSON, BJ Minnesota Public Interest Research Group. AA3a2 0419 66/05/12, 
Office of the Secretary of the Commission 14pp 81Q62 017-61602.031 

-9204240141 Provides commonls on draft of 10CFR20 regulatory analysis 
RICHTER.B. Office of Nuclear Regulatory Research (Post 860720) AA3a 2. 88/03/ 
04 PETERSON, H Office of Nuclear Regulatory Research (Post 860720) 44pp 
61846 200-61846 253 

-9204240147 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32. 3 4, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

KETCHUM.W. Affiliation Not Assigned AA3S-2 0360, 86/05/12 Docketing A Services 
Branch 6pp 61861 244-61801.249, 

-9204240148 Forwards revised final 10CFR20 rule developed by Interoffice working 
group on direction of special Interoffice steering group Review A comments request oa 
MORRIS.B Division of Regulatory Applf cations (Post 876413) 68PR23360 80/03/30 
LIE BERMAN, J Ofc of Enforcement (Post 970413) 2pp. 61847*208 61847,209 

-9204240152 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32, 3 4.35, 39,40, 50,61 A 
70 re stds for protection against radiation 

COYLE.O Affiliation Not Assigned AA38-2 0420 86/05/11 Docketing A Services 
Branch 2pp 8186 2 032-81862 033. 

“9204240167 Comment on proposed rules 10CFR2,1 0,20,30,31 .32,34.35,39,40, 50,61 A 
70 ro stds for protection against radiation 

BIONDI.G League of Women Voters, Palm Springs, CA AA38-2 0421. 06/05/07 
Office of the Secretary of the Commission 3pp 61662 034-61062 D36. 

-0204240158 Commoni on proposed rules 10CFR2, 19, 20, 3 0,3 1,32, 3 4. 35, 39, 40, 60,61 A 
70 re stds for ^otection against radiation Supports rule. 

GEIGER, E.L Thermo Electron Corp. AA3Q 2 0427 86/05/29 Docketing A San/Jees 
Branch 2pp 61662 062-61862 063 

-9204240160 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 60,61 A 
70 ro stds (or protection against radiation Opposes rule 

BILLINGS.J. Democratic Womer^’s Association of the Desert AA3S-2 0422 06/05/10. 
Docketing A Services Branch 1p 61662 037 61862:037. 

-9204240164 Comment on proposed rules 10CFR 2, IS. 20 ,30, 3 1,32,34,36,39.40, 60,61 A 
70 re Bids for protection against radio lion. Opposes rule 

WALHOUT,J. Rockford College, Rockford, iL AA38-2 0389. 66/05/12 Docketing A 
Services Branch Ip. 61861:250-61861.250 

-9204240170 Comment On proposed rules 10CFR2. 19, 20, 3 0,3 1,32, 3 4, 35. 39, 40, 60,61 A 
70 re stds for protection against radiation. 

LANDRUM, R.E. Affiliation Not Assigned AA38.2 0423. 06/05/14 PALLADINO Com- 
misslonors (Post 750119). 6pp, 61862.038 61862.043 

-9204240171 Forwards reeuesled tabulations re radionuclides of ICRP-30 sorted by In 
creasing ALI or DAC*10CFR20 update 

ECKERMAN.K.F. Oak Ridge National Laboratory AA3a-2, 00/05/19 PETERSON, HT. 
Office of Nuclear Regulatory Research (Post 069720) 60pp 61846,254 61846317 

-9204240172 Comment on proposed rules 10CFR2, 16, 20, 30,31 ,32,34,35,39,49, 60,81 A 
70 re stds for proloction against radiation Opposes rule, 

BYE.M Cenlral Bucks Clean Energy Coflactive, Doyfaalown. PA, AA36 2 0390. 08/ 
04/26, Office of the Secretary of the Commission, Ip, 61061 '261-61861:251. 
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-9204240174 CO/TJmenl on proposecf rules 10CFR2. 19.20, 30.3 1,32,34 ,35,39, 40, 50.61 & 
70 re stds for protec lion against radiation 

KOESTER.G L Kansas Gas & Elec Inc Co AA38-2 0424 86/05/12 Office of the Sec- 
retary of the Commsaion 12pp 61862 044-61862 055. 

■•'9204240175 Corrmenton proposed rufes 10CFR2.1 9,20,30,31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiaton 

MUSOLINO.sV Affiliation Not Assigned. AA38-2 0428 86/06/02 Docketing a Serv- 
tees Branch 2pp 61862 064*61862 085 

-9204240176 Comment on proposed rules fOCFRS, 19,20,30.31. 32.34.35.3 9,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

PLEASONTON.A K Atfilialron Not Assiflned AA38.2 0391 86/05/11 Docketing a 
Services Branch tpp 61861-252-61861 252 

-9204240179 Forwards most recent revs to Ona! Part 20 rule for detoriDination of Incor* 
oration by ref for transmittal for Ofe of FR for publication 

ETERSON,H t Division of Reaclor Accident Analysis {670413-080716) 58FR23360 
8B/03/31 WIGGINGTON.S Office of Administration (Post 890205) 66pp 61847 210- 
61847 275, 

-9204240184 Comm on I on proposed rules 10GFR 2.1 9.20.3 0,31, 32,34.35,39.40. 50,61 a 
70 re stds for protection against radiation Opposes rule 

LEESMAN.se. Atniiation Not Assigned AA3B-2 0392 86/05/12 Docketing & Serv- 
ices Branch 1pp 61861 263 61861 253 

-9204240188 Comment on proposed rules 10CFR2,1 9. 20.30.31 .3 2.34.35,39,40. 60,61 a 
70 re stds for protraction against radiation 

VILLA, R General Electnc Co AA38 2 0425. 06/05/19 Office of the Secretary of the 
Commission 3pp 61062 057-61862 059. 

-9204240191 Requesfa ravtow & response either confirming appropriateness of cross 
references or indicating correction needed re revised draff 1OCFfl20, “Std for Protec- 
tion Against Radiation ” 

GRIMSLEY.D H Division of Rules a Records (B70413-8B0514) 56FR23360. 88/04/ 
13 GIRARD.M Nalional Archives a Records Admlr^istratlon 2pp 61847.276- 
61847 277 

-9204240195 Comment on proposed rules 10CFR2. 19, 20*30,3 1,32,34, 35, 3 9, 40, 50.61 & 
79 re aids for protection against radiation 

CLARE, W Wisconsin, Stale of /^A30 2 0393, 66/05/09 CHtLK.S. Office of the Sec- 
retary of the Commission Ip 61861 254 6 1861 ‘254 

-92Q4240200 Advises that cross reference re final rule reyislng 10CFR20. 
20 301,20 704 8 20906 meets requirements of 1CFR21 21(c)(3) a appropriate for In- 
clusion in next text of final rule 

GIRARD.M National Archives a Records Administration. 66Fn23360 80/04/28 
GRIMSLEY.D H. Division of Rules a Records (870413-680514) Ip 61847 278- 
61847 270 

-9204240201 Comment on proposed rules iOCFR 2, 19, 20.30.31. 32,34,38, 30>40, 50,61 & 
70 re stds for protection against radiation. 

ZiMMERMAN.SR Carolina Poiver a Light Co AA3a2 0429 66/06/06. CHILK,S J 
Office of the Secretary of the (Commission 9pp 61862 066*61662.074. 

-9204240205 Comment on proposed rules 10CFR2,i 9, 20.30,31. 32.34,35.39.40, 60.61 8 
70 ro stds for protection against radiation Opposes rule 

STEWART.J toiallon Not Assigned. AA3B.2 0394 86/05/11. NRG * No Detailed Af- 
filiation Given Ip 61861 255 61661'255, 

-920424D20B Comment on proposed rules 10CFR2, 19,20.30.3 1.3 2.34, 35,39, 40, 60,61 8 
70 re stds for protection against radiation 

MCKNIGHT, J L Aflilialion Not Assigned AA38-2 0426. 86/05/13. Olflce of the Secre- 
tary of the Commission, tp 81662 060*61862.060, 

-9204240212 Comments on final revision to l0CFR2OMafhed*up apps re regulation 
consistent w/direction of agency, protoction factors for respirators & quantities of li- 
censed mail requinng labeling and 

LIEBERMANJ Ofc of Enforcement (Post 870413). 66FR23360 68/04/14. 

MORRIS, B. Drvision of Regulatory Applications (Post 870413) 2pj> 61047 279' 
61047 280 

-9204240214 Comment on proposed rules 10CFR2. 19,20.30, 3 1.32.34.35, 30, 40. 50,61 & 
70 re sids for protection against radiation Opposes rule 

SLAYMAKER.J P. Affiliation Not Assigned AA38-2 0395 66/05/15 NHC - No De- 
tailed Affiliation Given. Ip. 61 881 '256 61861-256 

'•9294240223 Concurs In Issuance of NRC-0524 to reffect changes In responsibilities 
tiiat resulted from NRC reerganlzaOon Note should be added to remarks section to 
indicate that 10CFR20 undergoing rev. 

0URDA,AJ Program Management. Policy Development & Analysis Staff (Post 
070411), 56FR23J60. 00/04/26 MASON, E Office ol Information Resources Manage- 
ment (Post 890206). Ip 61847 201-61047-281 

-9294240224 Comment on proposed rules 10CFR 2. f 9.20.3 0.31, 32, 34.35, 39,40. 50,61 & 
70 re Bids for protoction against radiation Opposes rule 

HOCKEaC.L Affiliation Not Assigned AA9a-2 0433. 86/05/09, Office of the Secre 
la ry of I h a Commission 2pp, 6 1 882 08 9 6 1 802.O9'O 

-9204240225 Comment on proposed rules 1C)CFR2, 19, 20, 30, 31, 32,3 4.35 ,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

* Affiliation Not Assigned AA38-2 0396, 86/05/ 11 DocNetlng & Services Branch. 
2pp 61861 *257-01 e6f‘258. 

-9204240231 Comment on proposed rules 10CFR2*1 9. 20,30,31 ,32.34*36.39,40, 50,61 & 
70 re aids for protection against radiation Supports rule, 

SIEBERT.G.W Defense, Dept, of, AA38-2 0397. 86/05/09 Dockefmg a Services 
Branch 8pp, 61861.259-61061:266. 

-9204240237 Commenl on proposed rules 10CFR2, 19.20.30,31 ,3 2,34,35, 39.40, 60.61 81 
70 re Bids for prelection against radiation. exposes rule. 

FRISCO, DC. Coalition for Nuclear Power P/an.1 Postponement. AA38-2 0398 86/05/ 
12 NRC - No Detailed Affiliation Given. 2pp 61861.267-61801*260. 

-9204240270 Comment on proposed rules 1 0CFR2, 1 9,20*30,31 .32*34,35,39.40. 60,81 & 
70 re stds for protect Ion against radialion. 

BORCHERT.K R. Nebraska. Stale of. AA38-2 0434. 86/05/15. Office of the Secretary 
of the Commission* 2pp 61862.092-61862.093 


-9204240278 Comment on proposed rules 10CFR2.19, 20.30, 31. 32, 34.35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ARNSBERGER.M M Affiliation Not Assigned AA3B-2 0442 B6/08/27 Dockoijna A 
SorvEces Branch ip 61862111 61662 111 

-9204240284 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39, 40, 50,61 A 
70 re aids for protection against radiation 

WISENBURG.MR Houston Lighting & Power Co AA30-2 0435 86/05/16 Oockoling 
3 Services Branch 4pp 61862 094*61862 097 

-9204240287 Comment on proposed rules 10CFR2, 19.20, 30, 3 1, 32, 34, 3 5, 39, 40, 50,61 4 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 0443 86/08/30 Docketing A Services Brancti 1 [> 
61862 112 61862 112 

-9204240290 Comments on draft reoulatory analysis for revision of 10CFR 20 Suggests 
that changes re discounting errors nave no significant bearing relating to analysis 
RICHTER.B Regulation Development Branch 56FR23360 88/04/29 PETERSON, M 
Radiation Protection & Health Effects Branch 4pp 61047 282-61047 285 

“9204240291 Comment on proposed rules 10CFn2, 19, 20, 30,31,32, 34,35, 39, 40, 50,81 & 
70 ra stds for protection against radiation Opposes rule 

JENKINS.EJ. Affiliation Not Assigned AA38-2 0430 92/02/25 NRC • No Oatfillod 
Affillalron Given 3pp 61862 075 61862 077 

“9204240292 Comment on proposed rules 10CFR2, 19,20, 30,31. 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHHADER.D Affiliation Not Assigned, AA38-2 0444 86/00/30. Dockoifng & Serv- 
ices Branch 2pp 61062-113.61862 114, 

"9204240294 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34, 35, 39, 40. 50,01 A 
70 re stds for protection against radiation 

HARSHAW.F Affifiation Not Assigned AA38 2 0436 80/05/12 Office of the Sooro 
tary of the Commission 3pp 61662 098*61862 100 

“9204240296 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 3 9, 40, 50,61 A 
70 re stds for protection against radiation 

MCNEES.J L Health Physics Socrely AA38 2 0437 86/05/07 Office of the Socrolaiy 
of tho Commission 2pp 61862101-61862 102 

“9204240298 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,S9,40, 50.01 A 
70 re stds for protection against radiation Supports rule 

FOWiER.SL WR Grace & Co AA38-2 0431 86/02/14 ALEXANDER Division o! 
Radiation Programs A Earth Sciences (640429-860720) 8pp 61862 070 61862 037. 

“9204240300 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 30, 40, 50,61 A 
70 T© sWs for pfolecllon against radiation Opposes rule 

QUIGG.C Illinois Safe Energy Alliance AA38-2 0438 86/05/15 Office of the Socrt 
fary of the Commission 3pp 61862 103 61862 105 

“9204240301 Forwards final draft rept re regulatory analysis for revision of 10CrR2l>for 
comments Advises that distribution Is limited because draft has not received approvals 
through format cfearanco process 

MERWfN.SE Battelle Memorraf Institute, Pacific Northwest Laboratory 56FR23360 
88/05/17 PETERSON.HT Radiation Protection A Health Effects Brancti 113pp 
6184/200 61048 035 

-9204240303 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35, 39, 40, 50,61 A 
70 re stds for protoction against radiation 

SLATEN.NG Union Electric Co AA30-2 0439 86/05/12 Docketing A Sorvlcos 
Branch 2pp 61862 106 61862 107 

-9204240308 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35*39, 40, 60,61 A 
70 ro stds for protoction against radiation Supports rule 

CHANDLER, S Affiliation Not Assigned AA3a-2 0432 86/05/13. DockoIPng A Serv 
Ices Branch Ip 61862 068-61862 088 

-9204240311 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HARMON, B Anli-Vfviseclion Society of America, Inc AA38-2 0445. 86/09/02 Dock 
eting A Services Branch Ip. 61862-1 15-61882 115 

“9204240319 Commenl on proposed rules 10CFR2, 19,20,30.31 ,32, 34,35, 39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rule. 

MCGUIRE.CB Affiliation Not Assigned AA38-2 0446 86/09/02 Office of the 5 ocfO' 
tary of the Commission. Ipp 61862 116-61662 116, 

-9204240323 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.35.30.40. 60,61 A 
70 re stds lor protection against radiation. Opposes rule. 

O’SULLIVAN, E. Affiliation Not Assigned AA38.2 0447 86/08/30 Dockellng & Serv- 
ices Branch 1 pp 6 1 862-1 1 7-6 1 662 1 1 7. 

-9204240327 Comment on proposed mfes 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39, 40, 50.61 A 
70 re stds for protection against radiation 

CHEN.SY. Cafspan Corp (subs Arvin Industrles/Franklln Research Center) AA3a2 
0440 86/05/14 Office of the Secretary of the Commission. 2pp 61862.106 
61662:109 

“9204240331 Comment on proposed rules 10CFR2, 10,20, 30, 31 ,32, 34, 35, 39, 40, 60,6 1 & 
70 re aids for protection against radiation Opposes rule 

MAHKOFF,B Affifiation Not Assigned AA38-2 0441 86/05/14 NRC - No Detailed Af- 
filiation Given Ip. 61862 . 110-61662 110 

-9204270027 Comment on proposed rules 1 DC FR 2, 19. 20,30, 3 1,3 2,34,3 5,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

GILBERT, W.V Affiliation Not Assigned AA38-2 0448 86/06/28 Docketing & Serv* 
Ices Branch Ipp 61862.118-61662.118 

“9204270033 Comment on proposed rules 10CFR2, 19.20, 30, 31 .32,34,35,39,40, 60,61 A 
70 re stds for protedlon against radlation.Opposes rule 

LIENS.H, Affiliation Not Assigned AA3B-2 0449 86/09/01 NRC - No Dolallod Alfili 
allon (3iven. Ipp 61862.119 61662 119, 

“9204270038 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re slds for protection against radiation Opposes rule 

VERPtANKE,Y. Affiliation Not Assigned AA38-2 0450, 86/08/28, Docketing & Serv- 
ices Branch. 1pp 61862 , 120 - 61802.120 
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-9204270041 Comment on proposed rules 10CFn2, 19, 20,30,31 ,32,34.35.39.40. 50,61 & 
70 re stds for protGCtion against radiation Opposes rule 

LA FORCE, N Bi Cerrito Democratic Club, El Cerrito, CA AA3B-2 0474 86705/09 
Docketing & Services Branch ip 61862 146-61862 146 

-9204270044 Comment on proposed rules 10CFR2. 19.20.30,3 1,32, 34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

MCLEOD, R Affiliation Not Assigned AA36-2 0451 86/09/01 Docketing & Services 
Branch Ipp 61862 121-61862 121 

“9204270048 Comment on proposed rules 10CFfl2, 19, 20,30, 31, 32,34,35,39,40. 50,01 & 
70 re stds for proteclion against radiation Opposes rule 

RANDIS.M Affiliation Not Assigned AA30-2 0475 86/05/19 NRC • No Detailed Affili- 
ahon Given 1p 61862 147-61862 147 

“9204270053 Comment on proposed rules 10CFR2,10, 20, 30, 31. 32,34,35, 39.40, 50,61 & 
70 re stds for protection ogainst radiation Opposes rule 

NELKENS,S Affiliation Not Assigned AA38-2 0452 86/09/04 NHC - No Detailed Af- 
filiation Given Ipp 61862 122-61862 122 

“6204270057 Comment on proposed rules 10CFn2, 19,20, 30, 3 1.32.34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Supports rule 

aUSM.TE Affiliation Not Assigned AA3a-2 0476 86/05/13 Dockallng & Services 
Branch 1p 61862 140 61062 140 

“9204270056 Forwards tabulations showing stochastic & nonstochoslic AU values from 
ICRP publication 30 

ECKERMAN.KF Oak Ridge National Laboratory AA30 2 08/06/20 PETERSON.HT 
Office of Nuclear Regulatory Research {Post B60720) 41 pp 61849 072 61649 111 

“9204270060 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

COLEMAN.AD Affiliatlontfot Assigned AA30-2 0453 86/09/01. Docketing & Serv- 
ices Branch Ipp 61862 123 61862 123 

“9204270063 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32, 34,35, 39,40. 50,01 & 
70 re stds for protection against radiation Supports rule. 

SC07T,CM Affiliation Not Assigned AA36-2 0477 06/05/13 Docketing & Services 
Branch Ip 61062.149-61862 149. 

“9204270088 Comment on proposed rules 10CFR2,19, 20,30, 31, 32,34, 35,39, 40, 60,61 & 
70 re stds for proteclion against radiation 

* Affiliation Not Assignoef AA30-2 0454 06/08/29 Docketing & Services Branch 
ipp 61882 124-61862 124 

“9204270069 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39,40, 60, 6t & 
70 re stds for proteclion ogainst radiation Supports rulo 

KHERA.S S Affiliation Not Assigned AA38 2 0478 06/05/13 Office of the Secretary 
Of the Commission Ip 61662 153-61862 153 

“9204270073 Comment on proposed rules 10CFR2,19, 20,30, 31, 32.34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MOTTOLA.P Affiliation Not Assigned AA38 2 0455 86/08/31 Office of the Socro- 
lary of the Commission Ipp 61862 125 81862 125 

“9204270074 Requests response to presentation summary concerning dosimetry of red 
bone marrow va dosimetry of "whole body” Perspective summary oncL 
QUINN, DM Consolidated Edison Co of New York, Inc 56PR23360 87/06/25 
CONGEL.F NRC - No Oetallod Affiliation Given 9pp. 61848 040-61848 048 

“9204270077 Informs that author ioos forward to addressing Commiission on proposed 
changes to t0CFR20 on 881 1 10 Copy of prepared atatomonl and 
WINSLOW,! P Gonorat Electric Co AA3B 2 08/11/07 CHILK.SJ Office of the Soc- 
rotary of the Commission 23pp. 61849 1 12 61849 134 

“9204270079 Comment on proposed rules 10CFR2, 19, 20,30, 31. 32,34, 35.39, 40, 50,61 & 
70 re stds for protection against radlaliomOpposes rule 

HAMILTON.L.E Affiliation Not Assigned AA30-2 0456. 06/08/29 Docketing & Serv- 
ices Branch Ipp 61862 126-61662126 

“9204270084 Comment on proposed rules 10GFR2,19,20,30,31,92,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

REICHARD,T Affiliation Not Assigned. AA30 2 0457 86/00/02 Docketing & Services 
Branch Ipp 61062127-61062 12^7 

“92G4270096 Forwards, for review & concurrenco.package for major Port 20 rev Final 
rule fneorporates comments by NRC program & regional ofes & by intereslod states 
MORRIS.B M Division of Regulatory Applications (Post 070413) AA30-2 08/06/30 
MURLEY.TE. Office of Nuclear Reactor Regulalion, Director (Post 870411) 2pp 
61646 049 61848 050. 

“9204270107 Comment on proposed rules lOCFRa.l 9, 20,30, 3 1.32,34,36.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

ORRIS.EF. Alfillalion Not Assigned AA30-2 0458 86/09/05. Docketing & Services 
Branch Ipp 61862.128-61862 128 

“9204270111 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 36,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

STANSFIELD.E Ecology Center of Southern California. AA38-2 0479 06/05/15 
Docketing & Services Branch. Ip. 61062*1 64-61862 154, 

“9204270114 Comment on proposed rules 10CFR2.1 0,20.30,31 ,32.34,35.39.40, 50,61 & 
70 re stds for protection against radiation.Opposes rule. 

PA1S,G Affiliation Not Assigned AAaB.2 0459. 86/08/30 NRC - No Detailed Affili- 
ation Given 3pp. 61862 129-61862*131 

“9204270120 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,81 8 
70 ro stds for protection against radiation Opposes rule 

DOUGHERTY, JC Affiliation Not Assigned. AA38-2 0480. 86/00/09. Dockeling & 
Services Branch Ip 61862.165-61962*155 

“9204278121 Discusses application of backfil rule to Part 2O.Rul0 may be applied as 
either adequate protection oxcoptlon of two coat-beneflf stds. 

CROCKETT, S Office of the General Counsel (Post 060701) 60FR2336O 80/07/12. 
ROSZTOCZY.Z. Office of Nuclear Regulatory Research (Post 860720) 2pp. 
61840 051-61848 052. 


“0204270126 Identifies Iwo areas w 10CFR2O that could benefit from further study One 
area involves quanlilalive analysis of impact rev that would be conducted after rev 
promulgated 

MERWTn.SE Ballello Memorial Institute. Pacific Northwest Laboratory AA3B-2 08/ 
11/09 PETERSON.HT Radiation Protection & Health Effects Branch 56pp 
61849 135-81850 012. 

“9204270132 Comment oni proposed rules 10CFR2.1 9,20,30,31 ,32,34.35.39,40, 50,61 & 
70 ro stds for proteetton against radjalion Opposes rulo 

MAYFIELO.M L Affill-alfon Not Assigned AA3B-2 0460 06/00/02 Docketing & Serv- 
ices Branch 1pp 61 G62 132-61862 132 

“9204270135 Comment on proposed rulos 10CFR2, 19,20, 3 0,3 1,32, 34,35, 3 9,40, 50,61 & 
70 ro stds for protection against radiation 

WEBER.NA Affiliation Not Assigned AA30-2 04B1 06/09/05 Docketing & Services 
Branch Ip 61062156-61862156 

“9204270138 Comment on proposed rules 10CFR2, 19,20, 3 0,31 .32,34.35. 39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

GRIFF! N,R Affiliation Not Assigned AA36'2 0461 86/09/03 Docketing & Services 
Branch ipp 61862.133-61862133 

“9204270142 Comment on proposed rules 1QCFR2.1 9,20,30,31 .32,34,35,39.40, 50,61 & 
70 re aids for proteclion against radiation Opposes rulo 

BYRUE, EG Affiliation Not Assigned AA3fl-2 0482 86/09/09 Docketing & Services 
Branch. Ip 61662157-81862157. 

“9204270143 Provides info re use of metric sys by Federal agonclos per 15CFR10 
slatemeni policy, Metric Conversion Act of 1958 & amend of HR 1984 HR 1904 amend 
end 

BECKER.J Office of Ihe General Counsel (Post 860761) 56FR2338a 85/07/18. 
ALEXANDER.R OlfiCQ of Nuclear Regulolory Research (Post 880720). Opp 
G1848 063-61848 058 

“9204270145 Comment on proposed rules 10CFR2.10, 20,30,31, 32.34, 35, 39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

□ALAND, M E. Affiliation Not Assigned. AA30'2 0462, 06/09/01 Dockoting & Sen/icos 
Branch ipp 61862*134-81862*134 

“9204270147 Comment on proposed rules lOCFR?, 10,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds ter protection against radiation 

MORSE.MI Affiliation Not Assigned AA30 2 0483 86/09/06 Docketing & Services 
Branch Ip 61662*159 61062*159 

“9204270149 Commofvt on proposed rutos lOCFRS, 10, 20, 30, 31 ,32, 34, 35, 39, 40, 60,61 & 
70 re stds for proteclion against radiation Opposes rule 

SWANSON.P A Affiliation Not Assigned AA30.2 0483 86/09/04 NRC - No Detailed 
Affilfalion Given 1pp. 61662.135 61662 135. 

“9204270160 Comment on proposed rules 10CFR2. 19,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds ter proteclion against radiation Opposes rulo 

DAUBITZ.P Affiliation Not Assigned AA38-2 0404 66/00/05 Docketing & Services 
Branch Ip. 81662 160 61862 160 

“9204270152 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 30 ,40. 50,61 6 
70 re stds for protection against radiation Opposes rule 

OOUGHERTY.S Affiliation Not Assigned AA3D-2 0464 86/09/08 Docketing & Sorv- 
Ices Branch Ipp 61862:136-61862136 

“9204270165 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 60,61 & 
70 ro stds for protection against radiation.Opposes role 

RANSOM.R. Affiliation Not Assigned. AA36-2 0485 66/09/08 Docketing & Sorvfces 
Branch Ip 01062 161-61062 1 61 

“9204270160 Forwards layouts for voluminous tables in 10CFn20,App B Samples 
should be forwarded to Ofc of FR to ensure proposed chango format may be used In 
Pari 20 rev FR nolle© 

PETERSON.hf.T Radiation Protectfon & Health Effocls Branch AA3B 2 00/07/22 
MEYER, D Regulatory Publications Branch, 3pp 6104 0 059 01048 061 

“9204270163 Co mmenl on proposed rutos 10CFR2, 19,20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BACHRACH.D Affiliation Not Assigned aA 30-2 0 465 86/09/08 Dockoting & Serv- 
ices Branch ipp, 61802 137 61862 137 

“9204270106 Commonl on proposed rules 10CFR2,10,2D,30,31,32,34,3S,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

KOON.K Affiliation Not Assigned, AA30-2 0486. 06/09/08 NRC - No Delailed Affili- 
ation Given Ip 61862 162-61862 162 

“9204270168 Comment on proposed rulos 10CFR 2, 19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds ter protection against radiation Opposes rule-, 

0ROWN,N G Affiliation Not Assigned AA38 2 0460. 88/00/30. Docketing & Servicos 
Branch 1pp 61662130 61862,138 

“9204270169 Forward comments submitted to Secretary of Commission ro slated pro- 
posed rules, 

BARNUM.EC Molycorp, Inc AA30 2 0568. 06/05/05 ALEXANOER.R E, Division of 
Radlolfon Programs A Earth Sciences (040420-860720). 1p 61662.273-61862 273. 

“9204270170 Commenf on proposed rulos 10CFR 2,1 9, 20, 30.3 1,32, 34,35 ,39, 40, 50,61 & 
70 r© aids tor protection against rodlation Opposes rule 

CRAIB.E Affiliation Not Assigned AA38 2 0467 66/09/07. Office of the Secretary of 
tho Commission. Ip. 61662.163 61062 163 

“9204270174 Comment -on proposed rules 10CFR2,1G, 20,30,31, 32, 34, 36, 30,40, 50,61 & 
70 re stds ter protection against radletlor^ Opposes rule. 

STEORTS.T Afr*llalion Not Assigned AA36 2 0467 86/09/02. Docketing & Servicos 
Branch. Ipp 61662*139 61862.130 

“9204270177 Discusses recordkeeping costs associated w/rav of 10CFR20 & clarifies 
provisions of proposed rule which should be classified as basic health stds 
MORRIS.B M Division of Regulatory Applications (Post 070413). 66FR23360 88/06/ 
05, JORDAN.E Committee to Review Genorfe Requiremonts. 4pp, 61640 062- 
61848 085 



*'9204270181 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39.40. 50,61 & 
70 re slds for proleclion agamst radialion Opposes rule ^ , 

CROSSLEY.N A AfMiaUon Not Assigned AA38*2 0468 B 6/09/04 Dockeling & Serv- 
ices Branch Ipp 61662 140-61662 140 


■920427D184 Concurs w/enci Part 2 re /ufes ot practice provided minor commonls dis- 
cussed w/H Paterson by E Flack incorporated Ofc of Enforce meni has no position cn 
Part 20 

LIESERMAN.J Ofc of Enforcement (Post 870413) 5eFR23360 8B/OS/05 

MORR1S.BM Division of Regulatory Applications (Post 070413) 7pp 61048 066 
61848 066 


--9204270105 Commant on proposed oifes lOCFR 2, 10,20.3 0,3 1,32.34, 3 5.30. 40, 50,61 & 
70 re stds for p/oteclion against radiation Opposes rule 

WILSON, T A Motycorp, Inc AA38 2 0569 B6/05/01 Docketing & Services Branch 
I4pp 61062 274-61862 287 


—9204270106 Comment on proposed rufes 10CFR 2, 19.20.30,31.38,34,35.39.40, 60,61 & 
70 re fitds tor pfotaclion acainst radiation Opposes rule 

* Affiliation Not Assigned /VA36 2 0409 66/09/08 NRC - No Detailed Affiliation 
Given Ipp 61862141-61862 141 


-9204270192 Comment on proposed rules lOCFRS, 19, 20, 30.31 ,32.34.36,30,40, 50.61 & 
70 re 5tds for protection against radiation Opposes ru3o 

* Affiliation Not Assigned AA30-2 0470 86/09/03 Offico of the Socretary of the 
Commission Ipp 61862 142-61062 142 


-9204270193 Discusses now Part 20 & backfit rulo.par SECY B8-315 Sackfit rule violat- 
od & must be suspended or exempted from if now Pari 20 to go forward 
PARLER.W C Offtce of the General Counsel (Post 060701) AA3B-2 80/11/22 CUR- 
TISS Commissioners (Post 750119) 3pp 61650013-61050019, 


-9204270195 Forwards final draft rapt. "Reguratory Anafysls for rev of 10CFH20 ’’ Draft 
reflects comments by Ballelle & OJC of General Counsel 

MERWIN.S E Baltelle Memorial Institulo, Pecilic Northwest laboratory 56Fn23360 
ao/OB/10 PETERSON, HT. Radiation Protection & Health Effects Branch 121pp 
61848 067 6184&1B6 


^9204270224 Discusses OGC position as to whether guidance to federal agencFs^ 
signed by President sufficient justification to preempt bfickfit requlremonla to 
10CFR50 100 ,as staff argued In SECY-88 315 

PARLER.W C Office of me General Counsel (Post 860701) AA38-2 86/11/29, ROB 
ERTS Commissioners (Post 750119) 2pp 61850 078 61850 100 

•'9204270227 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SBAR.C Affiliation Not Assigned AA38-2 0493 86/09/10 Docketing & Services 
Branch Ip 61862 169 61662 169 

-9204270230 Responds to 880823 Ilf informing that proposed 10CFR20 revision ro use 
of effective dose equivalent applies only to doses from iniernal 
radionuclides Statement of considerations for proposed rule listed 
flOECKLEIN.A K Radiation Protection & Health Effects Branch 56FR23360 88/09/ 
13 KAUL.DC Science Applications international Corp (formerly Science Apphea 
tiona, Inc) 2pp 61046 202 61848 203 

-9204270232 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32.34, 35,39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule, 

DUBOIS.T Affiliation Not Assigned AA30-2 0494 86/09/10 Dockeling A Services 
Branch Ip 61862 170 61862 170 

-9204270235 Comment on proposed rules 10CFR2, 19, 20.30,3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

O'BRIEN, A Affiliation Not Assigned AA3B-2 0495 86/09/07 Dockotmg & Scrvicesi 
Branch Ip 61862171-61062 171 

-9204270230 Comment on proposed rules 10GFR2, 19, 20, 30,31 ,32,34,35,39,40, SO, 61 A 
70 ro aids for protection against radiation Opposes rule 

* Atfilialion Not Assigned AA38-2 0496 66/09/10 Office of the Secretary of Ihs 
Commission Ip 61862 172-61862 172 

-9204270243 Comment on proposed rules 10CFR2.1 9,20,30,31,32.34,35.39,40. 60.01 & 
70 ro stds for protection against radiation Opposes rule 

RILLY.M.E Affiliation Not Assigned AA3fl-2 0497 86/09/07 Docketing & Services 
Branch Ip 61862173 61862 173 


-9204270200 Comment on proposed rules 10CFR 2, 19,20,3 0.31 ,32,34,35,39,40, 50,61 & 

70 TQ stds for pTotfioWon agamst tadiatvon 

WiLLIAMS.R Richard Williams Architecture AA3B 2 0570 06/05/05 ALEXANOER.H 
Owision of Radiaijon Programs & Earth Sciences (840429 660720) ip 61862 288- 
61862 286 


-9204270260 Comment on proposed rules 10CFR2.1 9,20,30.31 ,32,34,35,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SHITBEE.J H Affiliation Not Assigned AA38 2 0498 86/09/10 Dockeling & Sorvicos 
Branch ip 61862 174-61862 174 


—9204270201 Comment on proposed rules 10CFR2, 19, 20, 30.3 1, 32, 34,35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

FOST6R.RC Affiliation Not Assigned AA3B 2 048a 86/09/10. Docketing A Seivicos 
Branch Ip 61862 164 61862164 

—9204270202 Forwards draft Commission policy paper & tranamiltal memo to EDO for 
10CFR20 rulemaking Concurrence requested by 860908 W/o end 
MORRIS, BM Dmsfon of Regulatory Applications (Posl 570413) 56FR23360 88/08/ 
26 MURLEY,TE Office of Nuclear Reactor Regulalcon, Orrector (Post 070411) 2pp 
61 846' 167-81848 188 

-9204270204 Comment on proposed rules 10CFR2, 19,20.30.31,32,34,35,39,40, 50,61 & 
70 ro stds (or protection against radiation Opposes rule 

SMITH, T Affiliation Not Assigned /kA38 2 0471. 86/08/30 Docketing & Services 
Branch Ipp 61862 143 61862 143 

-9204270207 Commenlon proposed rules 10CFR2, 10,20,30.31 .32,34,35,39,40, 50,01 ■& 
70 re stds for protection against radiation Opposes rule 

SKI0BEL,P L Affiliation Not Assigned AA30 2 0409 BB/OO/oa Offico of the Secre- 
tary of the Commission Ip 61E62 165-61862 165 

-9204270200 Providoa followup to question at public hoarmg on 10CFR20 681110 con- 
cernJng conformance of industry proposals for regulating doses to workers from fong 
lived radionuclides to federal guidance 

RICHARDSON, A NRC * No Delailod Affiliation Given AA38 2 88/11/10 

CURTISS, JR Commissioners (Posl 750110) 7pp 61850 020-61850 026, 

-9204270210 Commeni on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34,35, 39,40, 60,61 & 
70 re aids for protection against re dial ion Opposes rule 

‘ AffiliatJon Nol Assigned AA30-2 0490 86/09/10. Docketing 8 Services Branch tp 
61802166-61662 166 

-9204270211 Comment an proposed rules 10CFR2,19.20,30,31.32,34.35,39.40, 50,61 & 
70 re 5 Ida for p/otoclion against radial ion Opposes rule 

EODINS.RA Affiliation Not Assigned AA3 0-2 0571 80/06/08 ALEXANDER, RE Di- 
vision of Radiation Programs & Earth Sclencos (840429-660720) Ip 61062 269 
61862 289, 

-9204270213 Comment on proposed rules 10CFR2,1 9, 20.30, 31, 32,34.35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

LOWEN.S Affiifation Not Assigned, AA36-2 0472 86/09/08 Docketing & -Services 
Branch. Ipp, 61862 144 61862 144 

-0204270215 Comment on proposed rules 10CFR2.1 9, 20.30.31. 32.34, 35, 39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

RANDAIL.MA AfMiation Not Assigned AA38 2 0491, 86/09/10 Dockeijng & Sorv- 
icos Branch ip 61862 167-61862.167 

“9204278217 Responds to ACHS commonis re 10CFH2O re slds for protection against 
radiation, 

STEt-LO.V, Ofc of the Executive Director for Operations 56Fn233B0 88/09/02 
f RALEY, RF ACRS - Advisory Committee on Reactor Safopoards. 7pp 61848 109- 
61840 201 


-0204270251 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 3 4, 35, 39, 40, 50.0t A 
70 re stds for protection against radiation Opposes rule 

GANGI.BF Affiliation Nol Assigned AA38-2 0500 86/09/11 Docketing & Servlcos 
Branch Ip 61862 188 61862 188. 

-9204270259 Comment on proposed rules 1OCFR2,1O,2O,3O,31,32,34,35,39,40. 50,61 A 
70 ro stds for protection against radiation Opposes rule 

BRIAN, LO Affiifation Not Assigned AA38-2 0499 86/09/10 Dockeling & Sorvwea 
Branch Ip 61062 176 61062 175 

-9204270280 Comment on proposed rules 10CFR2, 19.20,30,31 ,32,34,35.39,40, 50.61 & 
70 ro slds for protection against radiation Opposes rule. 

GANGI.VA Affiliation Not Assigned AA30-2 0509 86/09/11 Docketing & Servicos 
Branch Ip 61062 189 61062 109 

-9204270265 Comment on proposed rules 10CFR2, 19, 20, 90, 31 ,32.34 ,35, 39,40, 50.61 & 
70 re Bids for protection against radiation Opposes rule 

O'BRIEN.T F Affiliation Not Assigned AA30-2 0510 06/09/11 Dockeling & Seivicos 
Branch, Ip 61062 190 61862 190 

-9204270288 Comment on proposed rules 10CFR2. 19,20. 30, 3 1,32.34 ,35,39,40, 50,61 A 
70 ra slds for protoctfon against radiation 

ZAFRIS.J L Affiliatfon Not Assigned AA3fl-2 0500 86/09/09 Dockeling & Sorvicos 
Branch Ip 61882176 61062 176 

-9204270271 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34, 35, 30.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

WALSH, HN Affiliation Not Assigned AA38 2 0511 06/09/11 Docketing A Sorvicos 
Branch. Ip 61062191-61862 191 

-9204270272 Comment on proposed rules 10CFR2,10,20,30.31.32,34,35,39,40, 50,61 S 
70 ro stds for protection against radiation Opposes rule 

BNDRUSICK.T L Affilialion Not Assigned AA38-2 0501 06/09/03 Docketing A Serv- 
ices Branch Ip 618621 77-61 B82' 177 

-9204270276 Forwards comments on equal employment opportunity Commission pro 
posed policy guidance on reproductive & fetal hazards did 081007 
BECK^.JM Office of the General Counsel (Post 860701) AA38-2 BB/12/05 
JOHNSTON.OB Equal Employment Opportunity Commissfon 7pp 81850 100- 
61050 115 

-9204270260 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34. 35,39, 40, 60.61 A 
70 re stds for protection against radiation Opposes rule 

HAZARO.R L Affilialion Nol Assigned AA30 2 0512 86/09/00 Dockeling A Sor/rcos 
Branch Ip 61 062* 192-61 862*192. 

-9204270281 Forwards revised draft sld, "Neutron A Gamma Ray 17 Fluenco io Doso 
Factors," ANSI/ANS6,1 1-1980 for review A comment Requests meeting on 881031 
in Washington, DC to discuss draft stds 

KAUL.D C Science Applications Internationa) Corp (formerly Scianco Applications. 
Jtic ) 56FR23360 80^0/23 ALEXANDER, B NRC - No Detailed Affiliation Given 
2pp 61040 204-61048*205 


-9204270219 Comment on proposed rulos 10CFR2, 19,20.30,31,32.34.35,39,40, SO, 61 A 
70 re slds for protecHon against radiation, Opposes rule, 

BARTON, C Affiifation Nol Assigned AA36-2 0473 86/08/23 Dockeling A Services 
Branch 1pp 61062-145 61062 145 

9204270221 Comment on proposed rules lOCFH 2, 19.20, 30,3 1,32.34,35, 39, 40. 50,61 A 
70 re stds for protecuon against radiation Opposes rule 

LUKE.L L Affiliation Nol Assigned AA3a-2 0492 06/00/10 Docketing A Services 
Branch Ip 61862 168 61062 16B 


“9204270284 Comment on proposed rules 10CFR2,19,20,30,31,32,34.35,39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

WEGENEn,C Affiliation Not Assigned, AA38 2 0602 86/09/10 Office of the Secre- 
lary of the Commission Ip. 61 062 1 78 61862 1 78, 

“9204270291 Comment on proposed rules 10GFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

WHIPPL£,J A Afbliation Not Assigned AA38-2 0513 66/09/08 Dockeling A Services 
Branch Ip 61862 193 61662 193 
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-9204270294 Commonl on proposed rules 10CFR2, 19,20,30.31 ,32,34 .35,39.40, 50,61 & 
70 re sWs for protection against radiation Opposes rule 

HEILLV,BW AWiliation Not Assigned AA3B-2 0503 86/00/07 Docketing & Services 
Branch Ip 61862 179*61862 179 

“9204270295 Comment on proposed rules 10CFR2, 19.20.30,31 ,32,34.35,39,40, 50.61 & 
70 ro slds for protection against radiation Opposes rule 

DIERAtJER.C Affiliation Not Assigned AA38 2 0514 86/09/00 Oockelinn & Services 
Branch Ip 61862 194 61 862' 194 

“92O4270297 Comment on proposed rules 10CFR2. 19.20,30,31,32.34,35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

DRAOEJ L Affiliation Not Assigned AA30-2 0504 86/09/04 Office of the Secretary 
of the Commission 2pp 61862 180-61862 181 

-9204270300 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

TRUSSELL,R R Affiliation Not Assigned AA3B-2 0505 86/09/10 Docketing & Serv- 
ices Branch 2pp 61862 182 61B62 183 

-•9204270304 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32, 34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

NELSON.D R Illinois Safe Energy Alliance AA3Q*2 0506 86/09/07 Docketing & 
Services Branch 2pp 61862 1B4 61862 1B5 

-fl2'04 270307 Comment on proposed rules 10GFn2, 19, 20,30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

DIPUTRO.G Affiliation Not Assigned AA30-2 0507 86/09/11 Docketing & Services 
Branch 1p 61862 186 61862 186 

-9204270331 Comment on proposed rules 10CFR2, 10,20,30.31, 32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MILLER.MJ Affiliation Not Assigned AA3a.2 0572. 86/05/09 ALEXANOER.R DM 
Sion of Radiation Programs & Earth Sciences (840429 060720) Ip. 61862 290- 
61062 200 

“9204270334 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32, 34, 35,3 9, 40, 50,61 & 
70 re stds for protection against radiation 

COTE.N Affiliation Not Assigned AA30-2 0673 86/07/24. Docketing & Services 
Branch ip 61862 291*61862 291 

-9204270337 Advises that Ofc of General Counsel has no legal objections to staff 
paper re rev of 10CFR20, '’Stds for Protection Against Radiation/' 

B^KEP.J M Office of the General Counsel (Post 860701) 66Fn233aO. 80/09/22 
STELLO.V Ofc of the Executive Director for Operations 20pp 6104B 215*01O4O'21O 

-9204270338 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34, 35, 3 9, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

HAZAnaJ Affillalion Not Assigned AA3B-2 0515 86/09/11 Docketing & Services 
Branch. Ip 61862 195 61062 195 

“9204270339 Forwards proposed guldanco on reproductive & fetal hazards Guidance 
approved by Commission on interim basis.aflor final approval & will be incorporated 
Into Vol II Of EEOC copllance manual 

THORNTON, EM Equal Employment Opportunity Commission 56FR23360 86/11/ 
00 BECKER, JM Office of the General Counsel (Post 860701) 10pp 61050 116- 
61850 135 

“9204270342 Comment on proposed rules 10CFR2, 19, 20,30.3 1.32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

YOUNG.A E Affiliation Not Assigned AA3fl 2 0574 86/07/26 Oockotinig & Services 
Branch Ip 61862 292*61062 202 

-9204270348 Comment on proposed rules 10GFR2, 19.20,30,31,32,34,35,30,40. 50,61 & 
70 ro stds for protection against radiatloaOpposes rule 

HAMILTON.RB AKIliallon Not Assigned AA38.2 0516 86/09/11 Docketing & Sorv- 
Ices Branch Ip 61862 196 61862 106 

“9204270351 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 ro slds for protection against radiation Opposes rulo 

GREENFIELD.M Affillalion Not Assigned AA38*2 0576 86/07/26 Docketing & Serv- 
ices Branch Ip 61862 293 61662 293 

-9204270354 Comment on proposed rules 10CFR2,1 9.20,30,31,32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

PETTEY.L Affiliation Not Assigned. AA38-2 0517 06/09/06 Docketing & Services 
Branch Ip 61862 197-61062 197 

“9204270357 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32, 34, 35,39.40, 50.61 4 
70 ro stds for protection against radiation Opposes rule 

JOYCE.K Affiliation Not Assigned AA38-2 0576 86/07/28 Office of the Secretary of 
the Commission Ip 61662 294 61062 294. 

-9204270359 Forwards FR meeting notice of fifth meeting of ACNW scheduled for 
801221 in Belhesda.MD to discuss proposed rev to 10CFR20, "Stds for Protection 
Against Radiation " 

FRALEY, R.F. ACRS - Advisory Commitloe on Reactor Safeguards 56FR23360. 08/ 
12/07. HOYLE.JC ACRS - Advisory Commlltee on Reactor Safeguards 67pp 
61850 138 61850 202 

“9294270380 Forwards first draft of Reg Guido that endorses NUREG/CR-4084, “Ac- 
coptabfe Methodology for Interpretation of Bioassay Measurements " Comments re 
quested. 

BROOKS.0, Office of Nuclear Regulatory Research (Post 860720) 56FR23360, 88/ 
00/23. COOL,D NRG - No Detailed Affiliation Given 16pp 6184B 216*61848 246 

-9204270366 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32.34, 35, 39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

EDWAROS.C. Affiliation Not Assigned AA3a.2 0577, 86/07/23. Docketing & Services 
Branch Ip 61862'295*61BG2.295. 

“9204270369 Comment on proposed rules 10CFR2,1 9,20.30.31 .32,34.35,39,40. 50,01 4 
70 re stds for protection against radiation Opposes rule 

LAFFELV.SA Affiliation Not Assigned AA38-2 0518 86/09/08 Docketing 4 Services 
Branch Ip 61862 198 G1862'1 98 

“9204270373 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32*34,35, 39,40, 60,61 4 
70 re stds for protection against radiation Opposes rule 

TRACOKASMG Affiliation Not Assigned. AA38-2 0578 06/07/28 Docketing 4 Serv- 
ices Branch 1p 61862.296-61862 296 


“9204270376 Comment on proposed rules 10CFR2.1 9.20,30.3 1.32, 34.35,39, 40. 50,61 4 
70 re stds for proloction against rad^atlan Opposes rule 

PERHINGpC Affilration Not Assigned AA38-2 0519 86/09/11 Docketing & Services 
Branch Ip 61862 199-61062 199 

-92042703 7 7 Comment on. proposed rules 10CFR2. 19, 20,30,31 .32*34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANQI.L E. Affillalion Not Assigned AA3D-2 0686 86/09/11 Docketing & Services 
Branch Ip 61862 304-61862 304 

“9204270378 Comment on proposed rules 1OCFR2,19.20,30,31.32.34,35,39,4D. 50.61 4 
70 re stds for protoction against radiation Opposes rule 

SH ELTON. P Affiliation Not Assigned AA38 2 0579 86/07/28 NRC - No Delaiied Af 
filiation Given Ip 81882 297 61862 297 

“9204270386 Comment on proposed rules 10CFR2, 19, 20,30,31 ,32.34,35.39.40. SD,61 & 
70 re stds for protection against radiation Opposes rule 

CODY.P Affiliation Not Assigned AA38-2 0520 86/09/11. Docketing & Services 
Branch Ip 61802 200 61862 200 

“92042703B7 Comment on proposed rules 10GFR2.19,20, 30, 3 1*32,34,35.39,40, 50,61 4 
70 re stds for protection against radiation 

LEONARD, A J Affiliation Not Assigned AA38-2 0580 86/07/31 NRC - No Datallod 
Affiliation Given Ip 61862 290 61862 298. 

“9204270309 Comment on proposed rules 10CFR 2, 19,2 0,30 ,3 1,32 .34,3 5,39,40, 50,61 & 
70 re stds for protection against radiatcon Opposes rule 

GANGLOS. Affiliation Not Assigned AA38-2 0507 86/09/11 Docketing & Services 
Branch Ip 61862 305 61862 305. 

“920 4270303 Comment on proposed rules 10CFR2. 19,20,30,31 .32.34,35,39,40, 50,61 & 
70 re slds for proteclior> against radiation Opposes rule 

OSNER.J Affiliation Not Assigned AA38-2 0621 86/09/1 1 NRC - No Detailed Affili 
atlon Given. Ip 61862 201 616B2 201 

“9204270398 Commont on proposed rules 10CFR2, 19.20,30,31 ,32,34.35.39,40, 50,61 & 
70 ro stds for protection against radiation 

COLLINS.L Affiliation Not Assigned AA36 2 0580 86/10/13 NRC * No Detailed Af- 
filiation Given Ip 81862 306 61062 308 

-9204270402 Commont on proposed rules 10CFR2, 19,20,30,31 ,32.34.35.39,40, 50.61 4 
70 10 stds for protection against radiation Opposes rulo 

CONLY.L Nuclear-Free Sorkeloy Commute o AA3B-2 0501 B6/07/31 Docketing 4 
ServICQs Branch Ip 61862 299 61862 209 

-9204270403 Comment on proposed rules 1OCFH2,10,2O,3O,31,32,34,36,39.4O. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SANBORN.IM Affiliation Not Assigned. AA3Q-2 0522 86/09/07 Docketing & Serv 
ices Branch 2pp 61802 202-61862 203 

-9204270404 Commont on proposed rules 10CFR2. 19,20,30.31.32,34,36,39.40. 50,61 4 
70 re stds for protection against radiation 

VERMONT, K Affiliation Assigned. AA3B-2 0569 86/10/09 NRC • No Detailed 

Affiliation Given 4pp 61062 307*61062 310. 

-9204270409 Comment on proposed rufos 10CFR 2, 19, 20,30, 3 1.32, 34,35, 39,40, 50,81 4 
70 re slds for protection against radiatton.Opposes rulo 

GREGG, D R Affiliation Not Assigned AA38-2 0590 86/10/14 Office of the Socrolary 
of the Commission Ip 61QQ2 31 1-61862 31 1 

-0204270410 Comment on proposed rules 10CFn2, 19, 20, 30.31. 32,34, 35,39, 40, 60,61 & 
70 ro stds for protection against radiation Opposes rulo 

SLECHTA.A Afliiiation Not Assigned AA3e-2 0523 86/09/06 Oockoling & Sen/lces 
Branch Ip 61862 204 61862 204 

-9204270415 Forwards proposed Cam mission policy paper recommending approval 4 
publication of revised std for radiation protection (1 0CFR2O) 
feECKJORD.ES Office of Nucloar Reactor Regulation, Director (Post 879411) 
56FR23360 86/00/27 STELLO.V. Ofc of the Executivo Dlfoclor for Oporalions 
lOpp 6164 8 247 61840 071 

-9204270419 Comment on proposed rules I OCFR 2, 19, 20, 30,31, 3 2, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

WARSHAVW.OA AfflllalEon Not Assigned AA3a2 0524 86/09/06 Docketing 4 Serv- 
ices Branch Ip 61862 205*61062 205 

“9204270421 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32.34,35,30, 40, 50,61 4 
70 ro stds for protection against radiation. 

BELL.EK Affiliation Not Assigned /\A38 2 0591 66/10/15. Docketing A Services 
Branch 2pp 61662312-61062313, 

-9204270'423 Commont on proposed rutos 10CFR2, 19.20,30,31. 32.34,35.30,40. 50,61 4 
70 re stds for protection against radiation Opposes rule 

BROERSMA.D Affiliation Not Assigned AA38 2 0502 86/07/24. NRC • No Detailed 
Afflliation Given. Ip 61 B62 300 61 662 -300 

“9204270431 Comment on proposed ruloa 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 4 
70 re stds for protoction against radiation Opposes rule 

DAY,M. Affination. Not Assigned AA30 2 05D3 86/00/01 Office of the Secretary of 
tho Commission Ip 61862.301*61862 301 

“9204270434 Comment on proposed rules 10CFn2, 19, 20.30,31 ,32.34,35,39.40, 50,61 4 
70 re aids for protection against radiation Opposes rule, 

• Affillalion Not Assigned AA38 2 0592, 86/10/22 Docketing & Services Branch Ip 
01C62 3U-61O62'314 

“9204270437 Commonl on proposed rules 10CFR2, 19,20, 30,31 ,32,34,35,39,40, 50,61 4 
70 re stds for protoction against radiation Opposes rule 

DONOVAN.M Affiiialion Not Assigned AA3B-2 0525, 86/09/08 Docketing 4 Services 
Branch Ip 61862 206-61 662 206 

“9204270440 Commonl ori proposed ruios 10CFR2,1 9,20,30, 31 ,32,34,35.39,40, 60,61 4 
70 re stds for protection against radiation Oppi^ses rule 

RUTTER, VB Affiliation iTot Assigned AA36.2 0584 86/07/16. NRC - No Detailed 
Affiliation Given Ip 61862.302 01B62 302 



“92(142704*11 Comment on proposed rules 10 CFfl 2 . 1 0,20,30.3 1,32,34.35.39.40. 50,61 & 
70 re s»ds for protect Ton againsl ratfialton Opposes rule 

HlCi<M;\NJ H Affilralion Nol Assigned AA3a 2 0593 86/10/18 OHice ot me Secre 
tary of ihe Comnntasion Ip 6tB62 3i5 61862 315 

“9204270444 Comment on proposed rules 10 CFR 2 , 1 9.20, 30.31 .32,3 4, 35.39..40, 50.61 & 
70 ro fitds ioT p/otection again st radiation Opposes rule 

OtANDEfl.R E Affiliation Wot Assigned AA36<2 0505 86/07/30 Docketing & Sorv* 
ices Branch ip 61862 303 81862 303 

“9204270452 Comment on proposed ruPas 10 CFB 2, 1 9. 20.30,3 1.32, 34 ,35.39, 40. 50.61 & 
70 re aids for prolection against radiation Opposes rule 

SHAW. A B Affiliation Not Assigned AA3a*2 0526 86/09/11 Dockoting & Services 
Branch Ip 61862 207 61662 207 

-9204270454 Com rne Hi on proposed rules 10 CFH 2 , 19 , 20.30.31,32, 34,35.39.4'0, 50,61 A 
70 re 8 Ids for prolecton againal radiation 

DEARJ M Affiljation Nol Assigned AA36 2 0594 06/10/28 Olfice ot Iho Secretary 
Of the Commission ip 61862316 61662316 


“9204270510 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32,34.35,39, 40, 50.61 1 
70 re stds for protection against radiation 

HAWLEY.HG Affifiation Nol Assigned AA38-2 0604 86/10/24 Office of the Secre 
tary of tho Commission Ip 61862 326'61 862 326 

-9204270612 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35. 39,40, 5081 & 
70 re stds for protection against radlaiion Opposes rule 

UB0Y.M Affiliation Not Assigned AA3B-2 0536 86/09/15 Docketing & Sorvlcci 
Branch Ip 61662 230-61862 238 

“■9204270615 Comment on proposed rules 1()CFR2, 19,20,30,31,32,34,35,39.40, 50,61 1 
70 ro aids for protection against radiation Opposes rule 

MI/BPHY.G Affiliation Not Assigned AA38 2 0537 86/09/15 Dockoling & SorviCM 
Branch Ip 61862 239-61862 239 

-9204270521 Comment on proposed rules 10CFR2, 19.20,30,31,32.34,35.30.40, 50,614 
70 fo stds for protection against radiation Opposes rule 

HUNTINGTON, D Affiliation Not Assigned aA 3 0-2 0605 86/10/24 Dockoling & Sc^v 
ices Branch Ip 61862 327-61662 327 


-9204270450 Comment on proposed rules 10 CFR 2 . 19, 20.30, 3 1,32.34.35, 3 9, 40. 50.61 & 
70 ro slds for protoclion agarnst radiation Opposos rule 

BATEHELDEfl.P Affiliation Nol Assigned /VA38 2 0527 86/08/1 1 Docketing & Serv- 
ices Branch 1 p 61062 200-61862 208 

“9204270462 Comment on proposed rulos t 0 CFR 2 , 19.20,30,3 1,32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

OLDAK.B Affiliation Not Assfgned AA 3 e -2 0595 06/10/23 Docketjng & Services 
Branch 1p 61862 317 61862 317 

-9204270464 Commort on proposed rules lOCFR 2 , 19, 20,3 0.3 1.32,3 4.36,39.40, 50.61 & 
70 re aids for proteclion against radiation Opposes rule ^ 

LEONARD.N 0 Affiliation Not Asslgnod AA 3 a -2 0596 B6/10/23 Docketing & Serv- 
ices Branch Ip 61862318 61862318 

-9204270474 Comment on proposed rules 10 CFR 2 , 19,20,30.31 ,32,34 ,35.30. 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

CARNWALT.M Af/ilialion Nol Assigned AA30 2 0597 06/10/23, Docketing & Serv- 
ices Branch ip 61862319 61062319 

-9204270478 Comment on proposed rules 10 CFR 2 . 19.20,30.31 ,32,34.35,39.40, 50.61 & 
70 re stds for proteclion against radiation Opposes rule 

BOUCHER , 8 Affiliation Nol Assigned AASfl 2 0598. 06/10/23 Docketing & Services 
Branch Ip 61862 320-61862 320 

-9204270479 Comment on proposed rules 10CFfl2,1'9,20,30,31,32,34,35,39,40, 50.61 & 
70 re sida for proteclion against rorfration Opposes rule 

• Abalone Alliance AA3Q 2 0520 06/09/11 Office of Iho Secretary of the Commia 
sfon 2tpp 61BG2 209 01062 229 

-92042704B4 Comment on proposed rules 10 CFR 2 , 19.20,30,31 .32,34,3 5,39.40. 60.61 & 
70 re slds for prolection agalnsl radraUonOpposes rule 

ESHOM.M J Affiliation Nol Assigned AA38-2 tl35 66/09/09 NRC • No Detailed Af 
filiation Given ip 61C62 230-61062 230 

“9204270405 Commenl on proposodniles 10 CFR 2 , 19 , 20.30, 3 1,32, 3 4, 35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

• Afliliation Not Assigned AA3a 2 0599 86/10/23 Dockelrng & Services Branch Ip 
618B2 321 61862321. 

“9204270408 Commenl on proposed rules 10 CFR 2 , 19,20.30.31 .32,34.35, 39,40. 50,61 & 
70 re stds for proteclion agalnsl radiation Opposes rule 

GOSSOM.W S Affiliation Not Assigned Mse 2 0530 86/09/09 Docketing & Sorv- 
ices Branch Ip 61062 231-61062 231 

“9204270489 Comment on proposed rules 10 CFR 2 , 19, 20.30, 3 1,32, 34.35, 3 9,40, 50,61 & 
70 re stds for protoclion against radiation Opposes rule 

BLUM.M Affiliation Nol Assigned AA30-2 OGOO 06/10/23 Docketing A Services 
Branch Ip 61862 322 61862 322 

“9204270492 Comment on proposed /tiles 10 CFR 2 . 10 , 20, 3 0,3 1.32,34.35,39,40. 59,61 & 
70 re slds tor prolection agalnsl radratjon Opposes rule 

GARCIA, LJ AffiJIalion Net Asslgnod AA30-2 0601 66/10/16 Docketing & Services 
Branch Ip 01862323 61062 323 

“9204270493 Comment on proposed rulos 10 CFR 2 . 10,20,30,31.32,34,35,39.40. 50.61 & 
70 ro slds for protection againsI radiation Opposes fulo 

MOBERQER.MR Aifillalion Nol Assigned AA38 2 0531 66/09/12 Dockeling & 
Services flrarich Ip 61862 232-01862 232 

“9204 2794 9-0 Common! on proposed rulos 10 CFR 2 , 19,20,30.31,32,34,35,39.40, 50,61 & 
70 ro aids for proteclion egafnal radialion Opposes rufe 

HIRBAUR.KA Affiliation Nol Assigned AA3a-2 0632 86/09/12 Docketing & Serv- 
ices Branch Ip 61062 233-01862 233 

“9204270498 Comment on proposed rules 10 CFR 2 , 19, 20, 30.3 1, 32,34,35.3 9, 40, 50.61 & 
70 re stds for proloction again si radiation 

G(30DEN.H Affiliation Nol Assigned AA30-2 0602 86/10/21 Office of the Secretary 
of Iho Commission Ip 61862 324-61062 324 

“9204270501 Comment on proposed rufos 10CFn2,l9.20,30.ai,32,34,35,39.40. 60,61 & 
70 ro stds for protection against radiation Opposes rule 

EHMI.R Affiliation Not Assigned AA3fl-2 0533 06/09/00 Docketing ^ Services 
Branch. 1p 81862 234-61662 234 

“9204270503 Common t on proposed rules lOCFn 2 J 6. 20.30,31, 32.34,35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCINTOSH.CM Affiliation Not Assigned AA38 2 0534 66/09/OB NRC - No Deiailed 
Affiliation Given. 2pp 61802.235-01662.236 

-9204270504 Comment on proposed rules 10CFR2,t9, 20,30.31, 32,34,35,39.40, 50,01 & 
70 re Bids for protection agalnsl radiation 

WHITE.D Maine Ubor Group On Heofth, Inc. AA3e-2 0603 60/10/21. Docketing & 
SorvlCQS Branch ip 61662 325 61862 325 

“9204270509 Comment on proposed rules 10 CFR 2 , 19,20,30.31,32,34,35,39,40, 50,61 & 
70 to Stds (or proteclion agalnsl radiation Opposes rufo. 

WILSON, M Affilialion Not Assigned AA38-2 0535 80/09/10 Docketing & Services 
Branch 1p 61862 237-61062 237 


—9204270522 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32,34, 35.39, 40, 50,61 1 
70 re stds for protection against radiation Opposes rule 

THAYER.D Affiliation Not Assigned AA3Q'2 0538 86/09/08 Docketing & Scr/iCQi. 
Branch Ip 61862 240 61862 240 

“9204270523 Comment on proposed rules 10 CFR 2 , 19.20, 30, 31, 32,34, 35, 39.49. 50,61 ( 
70 re stds for protection against radiation Opposes rule 

HAWKJNS.TF Affiliation Not Assigned AA36'2 0606 86/10/21 Dockelinfl & 
ices Branch Ip 61862 328-61862 328 

-9204270527 Comment on proposed rulos 10CFR2. 19,20, 90, 31, 32.34 ,35, 39, 40, 60,61 ^ 
70 ro slds for protociion against radiation Opposes rule 

CUNNINGHAM.L Affiliation Not Assigned AA38-2 0639 86/03/00 Docketing & Sen/ 
fees Branch Ip 61862 241-61662 241 

“0204270628 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,3e,40, 59,61 4 
70 re stds for proteclion against radiation Opposes rule 

SCIANGULAJL Affiliation Not Assigned AA38-2 0607 86/10/17 Docketing 4 Serv 
Ices Branch Ip 61862 320-61062 329 

“9204270529 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,3 5,39. 40, 50.01 4 
70 re stds for protection against radiation Opposes ruTo 

0"NE!U,OL Affiliation Not Assigned AA38 2 0540 86/09/11 Docketing A Sorveos 
Branch Ip 61862 243 61862 243 

“9204270532 Comment on propoaod rules 10CFR2.1 9,20,30, 3 1,32,3 4, 35,30, 40. 50,61 A 
70 re slds tor prolection against radiation Opposes rule 

GLOWiK.O Affiliation Not Assigned AA38-2 0541 86/09/15 Docketing A Servicas 
Branch Ip 61062 244 61862 244 

“9204270533 Comment on proposed rufes 10CFR2, 10.20, 30,31 ,32.34.35,39.40, 60.61 A 
70 re slds for prolection against radiation Opposes rule 

BERT.a Affiliaiion Not Assigned AAa8-2 0608 86/10/17 Dockoling A Service?. 
Branch Ip 61862 330 61862 330 

“9204280038 Comment on proposed rules tOCFR2, 19, 20.30, 3 1,32, 34, 35.3 9,40, 50,61 A 
70 re slds for prolection against radiolion Opposos rule „ . 

BERT Affiliation Not Assigned AA38 2 0635 86/10/17 Dockoling A Services BFanch 
1p 61063 023 61863 023 

“9204 260039 Commenl on proposed rulos 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for proloction agalnsl radiation Oppose any increase fn accoplabio raw 

MCENROE, Affiliation Nol Assigned 50Ffl51992 00711 86/10/16 DockQtir>g i 
Services Branch ip 61862 331 61862 331 

“9204280047 Commenl on proposed rules 10 GFR 2 , 19,20,30,31,32,34,35,39,40, 50,61 4 
70 re Bids for protection against radiation Opposes rule 

FRANCIS, DL Affiliation Not Assigned AA3 6-2 0636 86/10/17 Docketing A Services 
Branch Ip 61663 024-6 1 663 024 

“9204280063 Ckjmmenl on proposed rulos 10CFR2, 19,20,30,31,32,34,36,30.40, 50,6! A 

70 re stds for prolection agalnsl radiation 

KEARNEY,JJ Edison Electric InslitulG AA3B 2 0652 86/10/31 CKILK.SJ Olfwo 01 
the Secretary of the Commission 5pp 61863 059 61863'063 

“92O4280’O69 Comment on proposed rules 10CFR2i19,20,30,31,32,34,35,39,40, 60.61 A 
70 re stds for protoclion against radiation ^ ^ , 

EYLER.N, Accord Research & Educational Associates, Inc AA38-2 0653 85/10/31 
Docketing & Services Branch 4pp. 61863 064*01863 067. 

“9204280074 Comment on proposed rules 10CFR 2,1 9.20,30,31,32,34,35,39,40. 50.61 4 
70 ro slds for protection against radiation Opposes nde . r, ^ 

NELSON, J M. South Dakota. State of AA30-2 0610 06/10/28 Docketing & Services 
Branch 2pp 61062 332-61662 333. 

“9204280076 Comment on proposed rules 10CFR2, 19 , 20, 30, 31, 32, 34, 35, 3 9, 40, SO, 61 4 
70 to stds for protectfon against ratkatvoo 

CtTRRAN.O Union of Concerned Scientists AA38-2 0854. 86/10/31. Office of ihs 
Secretary of the Commission 7pp 61 803 068-61 863 074 

-9294280085 Comment On proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds tor protection against radiation „ ^ 

SEMJNARIO,M AFL-CIO AA38 2 0611, 88/10/28 Docketing & Services Branch Bpp 
61862334-61862 341, 

"9204280086 Comment on proposed rules 10CFn2, 19, 20, 30, 31, 32,34, 36,99, 40, 50,61 A 
70 re Bids for prolection against radiation ^ ^ * 

EOWARDS,DW Yankee Atomic Electric Co AA3B-2 0655 86/10/30, Docketing 8 
Services Branch 8pp 81869 075-61863 082 

“9204280095 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,36.39,40. 50.61 4 
70 re stds for protoclion against radiation, Opposos rule, . . • c-.. 

FRANCIS, B Affiliation Not Assigned AA30.2 0637 86/10/17 Docketing fi Services 
Branch ip 61863 026 61863‘025. 
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“ftZOiaeOODS comment on proposod miss 10GFR2, 19,20,30.31.32,34,35,39,40, 50,61 & 
70 ro stds for prateetjon against radialion Opposes rule 

SULLIVAN.M R AffiliaHon Not Assigned AA38 2 0542 B6/09/06 Dockelrnq & Serv- 
ices Branch Ip 61062 245 61862 245 

~92042a0100 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39.40, 50,61 & 
70 re sills for protection against radiation 

SIPLER.R Affiliation Not Assigned AA38 2 0656 66/10/31 Docketinq & Sarvicos 
Brancti 18pp 61063 083 61863 099 

-9204280108 Comment on proposed rules 10GFR2, 19, 20,30, 3 1.32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affdiotion Nol Assigned AA3D-2 0630 86/10/23 Docketing & Services Branch Id 
61B63 026 61063 026 ^ 

-9204280108 Comment on proposed rules 10CFR2,19, 20, 30, 31,32, 34.36, 39,40. 50,61 & 
70 re aids for proloclion against radiation 

PALMER.n C Affiliation Nol Assigned 50FR51992 86/10/30 Dockoting & Services 
Branch 4pp 61862 342 61862 345 

-9204280109 Comment on proposed rules 10CFR2,1 9, 20,30,31. 32.34,35, 39, 40, 50.61 & 
70 r© stds for protection against radiation Opposes rule 

ABUSAMRA.L E AffilJalion Not Assigned AA38-2 0543 06/09/10 Dockelino & Serv- 
ices Branch Ip 61862 240 61862 246 

-9204280112 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32.34, 35, 3 9,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

FERUVZZO.se Affiliation Not Assigned AA38-2 0639 86/10/27 Dockotinp & Sorv 
IC03 Branch 1p 61863 027 61063 027 

-9204280110 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32.34,36,39, 40. 50.61 & 
70 re aids for protection against radiation 

SCHNELL.DF Union Electric Co AA30-2 0657 86/10/28 Docketinp & Services 
Branch 17pp 61863 100 61863116 

“9204280119 Comment on proposcHf rulos 10CFR2, 19,20,30, 3 1,32,34,35,3 0,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

MCLAUGHLIN, C L AffiNalion Not Assigned /W\30 2 0640 06710/23 Docketing & 
Services Branch tp 61863 028 61863 028 

“9204280128 Comment on proposed rulos 10CFn2, 19, 20,30,3 1,32,34,35, 39, 40, 50,61 & 
70 re aids for protection against radialion 

COLEMAN.B D Affiliation Not Assigned AA38-2 0641, 80/10/22 Offree of the Secre- 
lary o1 the Commission 2pp 61883 020-61863 030 

“9204280130 Comment on proposod rulos 10CFR2, 19,20, 30,31,32, 34,35, 30,40, 50,61 & 
70 re stds for protection against radiation 

MOORt,V Affiliation Not Assigned AA38 2 0658 08/10/29 Docketino & Services 
Branch Ip 61863 117 61803 117 

“■9204200132 Comment on proposod rules 1CCFR2, 19,20.30, 31 .32,34,35,30,40, 50,01 & 
70 ra stds for protection against radiation Opposes rule 

DRURY, K Affiliation Not Assigned AA2Q-2 0544 86/09/00 Docketinq & Services 
Branch Ip 618G2 247-61862 247 

“9204280134 Comment on proposed rulos 10CFH2,1 0,20, 30, 3 1,32,34,35,39,40, 50,61 & 
70 re slds (or protection against radiation 

LGEK.K Affifiallon Not Assigned AA3D-2 0613 86/10/30 NRC • No Detailed Affili- 
ation Given 7pp, 61862 346 61862 352 

“9204280136 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32,34,35,30,40, 50,61 & 
70 re aids for protection against radiation 

* Alf Illation Not Assignaif AA38-2 0642 06/10/23 Docketing & Services Branch 
2pp 61863 031 61863 032 

“920 42801 as Comment on proposed rules 10CFR2. 19.20,30,31,32,34,35,30,40. 50.61 & 
70 re stds for protection against radiation 

HIGHTT.S L Ohio Citizens for Responsible Energy AA38-2 0659 06710/31. Office of 
the Secretary of the Commission Ip 61883 118 61863 118 

“9204280139 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

KRAMER, F,E Affiliation Nol Assigned AAa9-2 0545 86/09/15. Docketing & Services 
Branch Ip 61862 248 61 802 240 

“9204280140 Comment on proposed rulos 10CFR2, 19,20,30,3 1,32,34, 35,39.40, 50,61 & 
70 ire stds for protection against radiation 

TAYLOR, R F. Affiliation Not Assigned M38-2 0614 66/10/30. Docketing & Services 
Branch 3pp 61862 353 61 862‘355 

“9204280142 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34,36.39.40. 50,61 & 
70 /□ stds for protection against radiation. 

0ATTUNG,M Affiliation Not Assigned AA3B-2 0660 86/10/14 Docketing & Services 
Branch Ip 61863 119 61863 119 

“9204280144 Comment on proposed rules 10CFR2, 19,20 ,30, 3 1,32.34, 35.39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON.RE Affiliation Not Assigned AA30 2 0643. 86/10/23. NRC - No Detailed 
Affiliation Given 2pp 61063033-61863.034 

“9204280146 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation Oppoaoa rule 

• Affiliation Not Assigned 50FRS1902. 86/10/28, Office of the Secretary of the Com- 
mission 1p 61862 356-61 B62’356 

“9204280140 Comment on proposed rules 10CFH2. 18, 20, 30, 31 ,32, 34 ,3 5,39,40, 50,61 & 
70 re stds for protection against radiation .Opposes rule 

HARTNETT, S. Affiliation Not Assigned AA30-2 0661. 86/11/00 NRC - No Detailed 
Affiliation Given. 1p 61863 120-61863 120 

“9204280161 Comment on proposed rules 10CFR2, 19,20,30.31,32.34,35,39,40. 60,61 & 
70 ro stds for protection against radialion Opposes rule. 

SCHOEPFUN.AE Affiliation Not Assigned AA3B-2 0546. 86/09/16 Docketing & 
Services Branch Ip 61862 249-61862 249 

“92042B0162 Comment on proposed rules 10CFR2, 10,20,30.31 ,32,34,3 5,39,40, 60,61 & 
70 ro stds for protection against radiation 

BURNS.M F Affiliation Not Assigned AA30-2 0662 86/10/27 NRC - No Detailed Af- 
filiation Given. Ip 61063 121-61 863'121. 


“9204280156 Comment on proposed rulas 10CFR2,10,20, 30.31 ,32.34,35,39.40. 50,61 & 
70 ro slds for protection against radiation Opposes fule 

FENNER.C R Affiliation No-l Assigned AA36 2 0616 86/10/15 Docketing & Services 
Branch Ip 61862 357-61062 357 

“9204280109 Comment on proposed rules 10CFR2,19,20,30.31. 32,34,35, 39,40, 50,61 & 
70 ro slds for protection against radiation 

UBGENTO.LL Affiltaliorii Not Assigned AA36 2 0G63 0.6/10/14 Docketing & Serv- 
ices Branch Ip 61863 122 61863 122 

“9294280161 Comment on proposed rules 10CFR2. 19. 20, 3 0.3 1,32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

KOONTZ.S E Affiliation Not Assigned AA3B 2 0547 86/09/10 Docketing & Services 
Branch tp 61 862 250-61862 250 

“9204280162 Comment on proposed rutoa 10CFR2.1 0.20.30.31.32.34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes any increase In acceptable radi- 
ation exposure 

MOON.BP Affiliation Not Assigned 50FR51992 S6/10/14 Dockelino & Services 
Branch Ip 618 6 2 358 61662 356 

“9204200167 Comment on proposed rules 10CFR2.1 9,20,30,31 .32,34,35,39,40, 50,61 & 
70 re slds for protection against radration 

* Affiliation Not Assigned AA3G 2 0664 86/10/14 Docketing & Services Branch Ip 
61863 123-61863 123 

“9204280169 Comment on proposed rules 10CFR2, 19,20,30,3 1,32.34,35,39.40, 50,61 &. 
70 ro stds for protection against radiation Opposes rule 

MARRO.M H Affiliation Nol Assigned AA36-2 0540 86/09/15 Dockating & Services 
Branch. Ip 616 6 2 251 61662 251 

-9204200174 Comment on proposed rulos lOCFRB, 19,20,30,3 1,32.34.35.39,40, 50,61 a 
70 re slds for protection against radiation 

TOUN.JH Missouri, Univ of, Columbia, WO AA38-2 0644 86/10/21 Oockeling & 
Services Branch 2pp 61883 035 61863,033 

“9204280176 Comment on proposed rules 10CFR2. 19,20,30 ,31 .32,34, 35,39,40, 50,61 a 
70 JO stds for protection against radiation Opposes rule 

HAMILTON,0 Affiliation Not Assigned AA3e 2 0549 86/09/15 Docketing & Services 
Branch Ip 61662 253 61862 253 

“9204280177 Comment on proposod rules 10CFR2, 19,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes ruCo 

MCINTYRE, J Affiliation Not Assigned AA38-2 0666 06/10/14 Dockoling & Services 
Branch 1p 61863 124 61863 124 

“9204289178 Comment on proposed rules 10CFn2,1 9,29,30,31 ,32,34,35,39.40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BARATELLi.PN Affiliation Not Assigned AA30-2 0645. 86/10/27 Dockoting & Serv- 
ices Branch Ip 61663 037-61863 037 

“9204260182 Comment on proposod rules 10CFR2, 19,20,30,31.32,34,35,30,40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

HIMMELFARB.J Affifiolion Nol Assigned AA30-2 0093. 88/07/30 Dockoting & Serv- 
ices Drench Ip 61863 153 61863*153 

“9204289106 Commom on proposed rules 10CFR 2, 19,20.30,31,32,34,35,30,40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

BROWN.B AtMiatfon Not Assigned AA38-2 0666 86/09/09 NRC - No Detailed Affili- 
ation Given ip 01063 126 61063 126 

“9204209106 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32, 34, 35,30, 40, 50,61 & 
70 ro aids for protection against radialion Opposes rule 

BERT,QJ Affiliation Nol Assigned AA3B-2 0616 86/10/17 Docketing & Services 
Branch Ip. 61863 030 6186 3 038 

“9204200190 Comment on proposod rules tOCFR 2. 19,20,30, 31. 3 2, 34 ,35,39,40, 50,61 & 
70 re slds for protection against radfation.Opposes rule 

* Affiliation Not Assigned AA30 2 0550 06/09/15 Docketing & Services Branch Ip 
61862 254 61062 264 

“9204260191 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,33,40, 50,61 & 
70 ro stds for protection against radialion 

JOHNSON, B Arfiliatlon Not Assigned /kA38-2 0618 66/10/31 Offfca of the Secre 
tary of the Commission Ip 61602 359-61862 359 

“9204280192 Comment an proposed rules I0GFR2, 19, 20,30,31,32, 34 ,35, 3D, 49, 50,81 & 
70 re stds for protection against radiation.Opposes rule. 

VOLPICELL.J Affiliation Not Assigned AA3e 2 0667. 68/11/93 NRC - No Detailed 
Affiliation Given 2pp 61863 1 26-61863 1 27 

“9204280195 Commonl on proposed rulos 10CFR2,19, 20,30,31 ,32,34,35,30,40, 50,81 & 
70 re slds for proloclion against radiation Opposes rule 

THOMAS, J.A Affiliation Not Assigned AA3a.2 0694 06/07/31 NRC ■ No Detailed 
Affiliation Given Ip 61863 154-61063>154 

“9204200196 Comment on proposed rules 10CFR2.19.20.30.31 ,32,34,35.39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

BECKER.E. Affiliation Not Assigned /VA3B 2 0551 86/09/16, Docketing & Services 
Branch Ip 61862-265-61862 255. 

“9204280197 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34,35,39, 40, 50,61 & 
70 re aids for protection against radiation. 

VAN SICKLE,Mg Affiliation Not Assigned AA3B 2 0647 86/10/25 Offico of the 
Secretary of the Commission Ip. 81063,030 61863 039 

“0204280261 Comment on proposed rules ■tOCFR2, 19,20, 30, 3 1,32,34,35,39.40, 50,61 & 
70 re slds for proloclion against radiation Opposes rule 

EVINQER.LK, Affiliation Not Assigned /VA30 2 0695 86/00/04, NRC - No Detailed 
Affiliation Given 2pp 61863 155 61663*156 

“9204280202 Comment on proposed rules 10CFR2,1 0.20,30,3 1,32, 34, 36,39, 40, 50,01 & 
70 ro stds for protection against radiation Opposes rule 

FULLER.E Affiliation Net Assigned AA38-2 0552 86/09/16 Docketing & Services 
Branch. Ip 61862*256-61862 256, 
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-02042d0204 Comment on proposed rules lOCFflZ, 10,20,30,31,32.34.35,39,40, 50,61 & 
70 re stds for protection against rad tat ion Opposes rule 

FRANKJ Affiliation Not Assmnod AA3C^2 0696 86/08/05 Docketing & Services 
Branch Ip. 61863 1S7 61863 157 

-9204280205 CaiDmont on proposed rules 10CFR 2,1 0,20, 30, 3 1,32, 34,35, 39,40, 50,61 & 
70 <e slds for protection against radiation Opposes rule 

GUENTRHEFt.R SEorra Club AA30-2 0697 66/08/08 Docketing & Services Branch 
Ip 61063.158-61863 158 

-9204260211 Comment on proposed rules 10CFR 2, 19.20.3 0.3 1,32,34 .3 5,39, 40, 50,61 4 
70 re stds (or protection against radiation 

MASON, C American Lung Association AA3a 2 0619 66/10/30 DockoUng & Serv- 
ices Branch Ip. 61662 360 61862360 

-92042802 12 Comment on proposed! rules 10CFR2,1 0,20,30 ,31, 32, 3 4,35 ,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DAVIS, J Earth First? AA3a-2 0698 86/08/11. NRG • No Detailed AffiUotion Given 
81863159 61683169 

-92042BQ215 Comment on proposed ailes 10CFR2.1 9,20,30.31.32,34,35,39,40. 50.61 & 
70 re aids (or protection against radiation Opposes rule 

DOY£.S Affiliation Not Assigned AA38-2 0699 86/08/12 Office o( the Secretary of 
the Commission Ip 81803 160-61863.160 

—9204280217 Comment on proposed niles 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,01 & 
70 re stds for protection against radiation Opposes rule 

KROLLJ Atfillalion Not Assigned AA30*2 0553 66/09/ II Docketing & Services 
Branch 1p 61662 257 61 B62 257 

-9204290220 Comment on proposed rutos 10 CFR 2 , 19, 20.30.3 1.32,34.35.3 9, 40, 50.61 A 
70 re stds (or protection against radiation Opposes rule 

ESSERMAN.R Affiliation Not Assigned AA3a-2 0700 66/08/07. Docketing & Serv- 
ices Branch Ip 61863 161 61863 161 

-9204290221 Comment on proposed rules lOCFR 2,1 9,20, 30,31 ,32,34,3 5,39,40, 50,61 & 
70 re Sid's (or protection against radiation Opposes rule. 

FENTON.R.T. Al filiation Not Assigned AA3G-2 0554 86/09/15 Docketing & Services 
Branch Ip 61862 256 61862 256 

-9204260224 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 3 5,30, 40, 60,61 & 
70 re stds for protection against radiatton Opposes rule 

PETTY, E Affiliation Not Assigned AA38-2 0555 06/09/16 Dockoting & Son/icos 
Branch Ip 61862 259 61062 259 

-9204269225 Comment on proposed rules 10CFR2,1 9, 20,30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes mle 

SCHRADER.D, Affiliation Not Assigned AA30-2 0701 86/08/10 Office of the Secro 
taiyof tho Commission Ip 61663 162-61663 162 

-9204289226 Comment OA proposed rules tOCFR2. 19,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds (or protection against radiation 

ISELEN.C, US Postal Service AA3Q-2 0646 06/10/27 DockoUng & Saivlces 
Branch Ip 61863 040-61863 040 

-9204280227 Comment on proposed rulos 1 QCFR 2 , 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re aWs (or protection a^rvat radiation. 

♦ Affiliation Not Assigned. AA3e-2 0668 66/10/15 Office of ihe Secretary of the 
Commission tp 618^ 128-61863 128 

-9204280229 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35,39.40, 50,61 & 
70 re stds for proieclJon agalnsi radiation 

WJLUL. Affiiiailon Not Assigned AA3B-2 0649. 86/10/26 Office of the Secretary of 
the Commission ip. 6 1863 041 61663 041. 

-9204260230 Commeni on proposed rules 1 CCFR 2 , 19,20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAJAUCKAS.G Affiliation Not Assigned AA33-2 0566 08/09/15 Dockoling & Serv- 
ices Branch 1 p. 61 862 260 6 1 8 62 260 

-9204280232 Commeni on proposed rulos 10CFR2,19,20,30,31,32,34.35,39,40, 60,61 & 
70 re stds tor protection against radiation 

CHAPLICKJM Sierra Club AA38-2 0702 66/08/11 Docketing A Services Branch 
2pp 61863 1 63-81863 1 64 

1294269233 Comment on proposed rulos 10CFR2,1 0,20,30.31 ,32,34 ,35,39,40, 50,61 & 
70 re stds for protection against radiation 

ANDERSON,N Maine. State of AA3B-2 0620 88/10/30. Dockoting & Services 
Branch 2pp 61663 001-61063 002. 

-9204280234 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radlatlon.Oppeses rule 

MACDONALD, B. Affilialfon Not Assigned AA38.2 0557 66/09/08 Dockoting & Serv- 
ices Branch Ip 61862 261 61062 261 

-9204280235 Comment on proposed rules lOCFR 2, 19.20,30, 3 1,32,34, 35.3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

HUDSON, S. Afnilatlon Not Assigned AA3B-2 0703 86/00/11 Docketing & Services 
Branch Ip 61863,165 61863 165 

-9204260236 Comment on proposed rules 10CFR 2,19,20, 3 0,3 1,32,34,35.3 0.40, 60,61 A 
70 re stds tor protection against radiation 

SCHADT.W W. Georgetown Univ. Medical Center, Washington, DC, AA30-2 0650. 06/ 
10/27, Docketing A Services Branch 13pp. 61863 942-61663 054. 

-9204280240 Comment on proposed rules 1OCFR2,10,29,3O,31,32,34,35,39,4O, 69,61 A 
70 re stds for protection against radiation Opposes rule. 

PATTERSON .C. Affiliation Not Assigned AA3e-2 066B. 66/09/10 OockeWng A Serv- 
ices Branch, tp. 61862 262-61662 262 

-9204260241 Comment on proposed rules 1 0CFR2, 19,20,30,31 ,32,34^95,39,40, 59,ei & 
70 re stds for protection against radiation Opposes rule 

‘ Affiliation Not Asslgnecf AASS-2 0669 06/10/10. Office of the Secretary of the 
Commission tp, 81063.1 29-61 e03- 129 

-9204280243 Comment on proposed rules 1CCFR2,1 9, 29.30,31,32.34,35,39.40, 50.61 A 
79 re atd$ for protection against radiation Opposes rule 

MOSTEK,I.L. Affiliation Not Assigned, AA38-2 0704, 66/08/15 NRG - No Detailed Af- 
tillation Given. Ip 61663^160 61863 166 


-9204280245 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 60, 6i 4 
70 re stds for protection against radiation 

FARRAR, DL Commonwealth Edison Co AA38-2 0651 06/10/23 CHILK.SJ orr^ 
of the Secretary of the Commission 2pp 61863 055-61863 058 

-9204260246 Comment on proposed rulos 10CFR2. 19, 20,30.3 1,32, 34, 35. 3 9,40, 50.61 i 
70 re stds for protection against radiation Opposes rule 

SCHWART2,R Affiliation Not Assigned AA38 2 0705 88/08/12 Docketing & Swv 
Ices Branch Ip 61863 167-61863 167 

-9204260246 Comment on proposed rules 10CFR2. 19, 20, 30, 31, 32, 34, 35, 39. 40, 50,61 6 
70 re stds for protection against radiation 

BRODY.M Affiliation Not Assigned AA38 2 0670 06/10/12 Office of the Secreta/y 
of the Commission Ip 61063 130 61863 130 

-9204280250 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 3 5, 39,40, 50,81 B 
70 re stda for protection against radiation 

ZAFRISJ Affiliation Not Assigned AA30 2 0559 86/09/11 Docketing A Services 
Branch ip 61862 263 61862 263 

-92042B0251 Comment on proposed rufea 10CFR2.1 9,20,30,31 ,32.34,35,39,40, 50.61 fl 
70 re side for protection against radiation Opposes rule 

PAILEV.M K Affiliation Not Assigned AA38 2 0706 66/08/14 Docketing A Sennets 
Branch tp 61863 168 61063 1 60 

-9204280254 Comment on proposed rulos 10CFR2. 18.20,30, 3 1.32,34.35 ,39,40, 50.61 5 
70 re stds for protection against radiation 

WORTH.E Affiliation Not Assigned AA3a-2 0671 86/10/15 Office of iho Secrotaiy 
of the Commission Ip 61863 131 61863-131 

-9204260256 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32.34, 35,39,40, 50,61 A 
70 re stds for protaclion against radiation Opposes rule 

JAMES, YS, Affiliation Not Assigned AA30-2 0707 06/08/14 Docketing & Sofwei 
Branch. Ip 61863 169-61863 160 

-9204280256 Comment on proposed rules 10CFR2, 19,20, 3 0,3 1,32 ,3 4,35, 39 ,40, 60.61 4 
70 re stds for protection against radiation 

LAUSON.N P. Affiliation Not Assigned AA3B.2 0723 86/10/22 NRC - No Detailed 
Affiliation Given Ip 61863 180 61863.1 B8 

-9204280260 Comment on proposed rulos 10CFR2, 19.20,30,31 ,32,34,35, 39,40, 50,61 
70 re stds for protection against radiation Opposes rule 

EVLETH.B M. Nuclear Products Co AA36-2 0560 66/09/09 Docketing & Soivices 
Branch Ip 61862 264-61862 264 

-9204200262 Comment on proposed rules 10GFR2, 19.20,30,31,32,34,35,39,40, 50,61 A 
70 re slds for orolection against radiation 

ANDERSON, T Affiliation Not Assignod AA3B-2 0724 06/10/27 NRC - No Dotailei 
Affiliation Given Ip 61863 109 61663 189 

-9204280263 Commeni on proposed rules 10CFR2, 19.20,30,31. 32, 34,35, 39, 40, 50,61 S 
70 re stds for protection against radiation 

MEEHAN, T Affilialion Not Assigned AA 30-2 0672 86/10/15 Office of the SecfOtary 
of the Commission Ip 61863 132-61863 132 

-9204200270 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,61 i 
70 ro stds for protection against radiation 

WELL,J Affiliation Not Assigned AA3B 2 0673 86/10/15 Office of the Secralary of 
Iho Commission ip 61663.133 61863 133 

-9204280270 Commonl on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32 .3 4, 35, 39,4 9, 50,61 A 
70 re stds for protection against radiation 

• Affiliation Not Asslgnecf AA30-2 0674 86/10/16 Office of the Socrolary of Ifw 
Commission Ip 61063 134-61063134 

-9204200279 Comment on proposed rules 10CFR2. 19,20,30,31 .32,34,35.39.40, 50.61 A 
70 re stds for protection against radiation Opposes rulo 

CLARKE.R. Albert Einstein Medical Center. Philadelphia, PA AA30-2 0708 86/06/09 
Office of the Secretary of the Commission 1 p 61 063.1 70 61663 1 70, 

-9204280200 (Ilomment on proposed rulos 10CFR2,10,20,30,31,32,34,35,39,40, 50,81 & 
70 re stds for protection against radiation 

SHUKLA.S Affiliation Not Assigned AA38 2 0675 06/10/12 Office of the Secfotary 
of the Commission Ip 61863 135 61863 135 

-9204280201 Comment on proposed rulos 10 CFR 2 , 19 , 20.30, 31 ,32.34, 35, 3 9.40, 60.61 4 
70 m stds for protection against radiation Opposes rule 

GINQUEMANt.D.K NJ S^E'A Alliance AA38.2 0561. 86/09/10. Docketing & Serv- 
icos Branch. Ip 61 062265-61 862 265. 

-9204280284 Comment on proposed rulos 10CFR2. 19,20,30,31 .32,34.3 5.39.40, 60.61 i 
70 ro stds for protoclion against radiation 

ANDERSON, DV Affiliation Not Assigned. AA3a.2 0670 B6/10/16 Office of the Seo 
rotary of the Commission Ip 61863 136 61 063' 136 

-9204200285 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34 .35 ,39, 40, 60,61 4 
70 re stds for protection against radiation Opposes rule. 

EDSON.DV. Affiliation Not Assigned. AA38-2 0562 06/00/31 Docketing & Seivices 
B/anch Ip eifl82'266 61862 266 

-9204200289 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 50.61 A 
70 re stds for protection against radiation 

GIBBS, V Affliction Not Assigned AA38.2 0677 86/10/12 Office of the Secralaiy of 
tho Commission Ip 61863 137-61863 137. 

-9204200292 Comment on proposed rules 10CFR 2, 19,20,30,31.32,34,35.39,40, &9.6t 4 
70 re aids for protection against radiation Opposes rule 

STUTSMAN, A E. Afftllatlon Not Assigned. AA30-2 0563 06/09/15 Docketing & Saw 
Ices Branch Ip 61862’267-61862 267 

-9204200293 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35, 39,40, 60,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assignoef AA3B-2 0678, 06/10/12 Office of the Secretary of the 
Commission. Ip 61863.136 61863 136 
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-92042110295 Commenl on proposed rules 10CFR?. 19.20, 30, 31 .32,34,35,39.40, 50,61 & 
70 ro sids for protection against radiation 

WEGST.WF California. UniV of, Los Angeles, CA AA38 2 0621 86/10/30 Dookel- 
ing 8 Services Branch 2pp 61863 003 61863 004 

-9204280295 Comment on proposed rules 10CFR2, 19. 20, 30, 3 1,32.34, 35,30.40. 50,61 & 
70 fo stds for protection against radiation Opposes rule 

GULASCKC Affiliation Not Assigned AA3n-2 0564 06/09/10 Docketing & Sorvicos 
Branch Ip 61862 268 61862 268 

-9204280301 Comment on proposed rules 10CFR2,1 9, 20.30, 31, 32.34,35.39,40, 50,61 & 
70 re stds for proteclion against radiation 

WILL.R Affiliation Not Astignod AA30 2 0679 06/10/11 Office of tha Secretary of 
the Commission ip 61863 139 61863 139 

-9204280302 Comment on proposed rules 10CFR2. 19.20.30.31 32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation 

MEINHOLD.CB Brookhavon National Laboratory AA38 2 0725 86/03/11 Dockeling 
& Services Branch lipp 61063 190 61863 200 

-9204280303 Comment on proposed rules 10CFR2. 19,20,30.31 ,32,34,35,39,40, 50,61 & 
70 ro sids for protection against radiation Opposes rule 

JOHNSON, M R Affiliation Not Assigned AA30-2 0565 Q6/09/09 Docketing & Serv- 
ices Branch Ip 61862 269 61062 269 

-■9204280306 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35, 39,40, 50.61 & 
70 re slds for protection against radiation 

POTTS, T Affiliation Not Assigned AA3B-2 0680 86/10/06 Commissioners (Post 
750119) Ip 61063 140 61863 140 

-'9204280308 Comment on proposed rules 10CFR2, 19,20,30,3 1,32.34, 35,30,40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

NESEWICH.N L Affiliation Not Assigned AA30-2 0566 06/09/09 Docketing & Serv- 
ices Branch ip 61062 270 61062 270 

-9204280309 Comment on proposed roles 10CFR2, 19, 20,30,31, 32, 34,35,39,40, 50,61 & 
70 ro side for protection against radiation 

YOUNG.F Affillalton Not Assigned AA38 2 0681 88/10/09 Office of the Secretary 
of the Commission Ip 61863 141-61863 141 

“9204280311 Comment on proposed rules 10CFR2,1 9,20, 30,3 1,32.34,35, 39,40, 50,61 & 
70 re stds for protection against radiation 

JOHNSON, Cjf South Dakota, State of AA36-2 0726 86/04/10 Docketing & Serv- 
ices Branch 4pp G1063 201 61063 205 

“9204280316 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34, 35,39,40, 50,61 & 
70 re slds for protection against radiation 

MINNIOH.MR Affiliation Not Assigned AA38.2 0682 66/10/05 NRC - No Detailed 
Affiliation Given Ip 61803 142 61863 142 

“9204280319 Comment on proposed rules lOCFRe.l 9, 20,30,3 1,32, 34,35,39, 40, 50,61 & 
70 re slds for protection against radiation 

RUSSEL, S Affiliation Not Assigned AA38 2 0683 86/10/06 Docketing & Services 
Branch Ip 61 B63 143 61863 143 

“9204280321 Comment on proposed rules 10CFR2, 19,20,30.3 1.32, 34,35,39,40, 50,61 & 
70 re aids for protertlon against radiation Opposes rule 

0ECK.J Affilration Not Assigned AA3B-2 0567 86/09/10 NRC - No Detailed Affili 
alien Given 2pp 61 062 271 01662 272 

“9204280325 Comment on proposed rules 10CFR2, 19,20,30,31 ,32, 34,3 5,39,40, 50,61 & 
70 ro aids for protection against radiation 

VENEZIA.C GTE Sylvania, Inc AA3Q-2 0727 86/03/12 Docketing & SorvJces 
Branch 2pp 61863 206 61863 206 

“9204280339 Commenl on proposed rules 10CFR2.19, 20, 30, 31, 32, 34,35,39.40, 50,61 & 
70 IG stds for protection against radiation 

TODD, WE Siemens Gammasonics, Inc AA3Q 2 0728 86/04/14 Docketing & Serv- 
fees Branch 5pp 61863 207 61063 211 

“9204280344 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,3 5,39,40, 50,01 & 
70 ro stds (or protection against radiation 

SKRAOLE.KW. Lowell, Univ of, Lowell, MA AA38 2 0729 66/04/17 Docketing & 
Services Branch 02pp 61863 212-61863 289 

“9204280351 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34,3 5,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

REID.D Affiliation Not Assigned AA38-2 0709 66/08/16 Docketing & Services 
Branch 2pp 61083.171 61863 172 

-9204280353 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39,40, 60,61 & 
70 ro aids for proteclion against radiation Opposes rule 

STAFFORD.DB Affiliation Not Assigned AA30-2 0710 B6/08/1D NRC - No Detailed 
Affiliation Given 1p 61863 173 61863 173 

-9264200357 Commenl on proposed rules 10CFR2, 19, 20 ,30, 3 1,32, 34, 35,30, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

WATERS.MA Affiliation Not Assigned AA30-2 0711 86/08/22 NRC - No Detailed 
Affiliation Given Ip 61063 174 61803.174 

“9204200381 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HIFT.H. Affiliatfon Not Assigned AA30-2 0712 06/08/10. NRC - No Detailed Affiti 
allon Given. Ip. 61863.175-01863 175 

“9204200388 Comment on proposed rules 10CFR2, 10,20,30,3 1,32,34,35, 39,40, 60,01 & 
70 re aids for protection against radiation Opposes rule 

CHISHOLM, T. Affiliation Not Assigned AA3B 2 0713 06/08/19 Docketing & Services 
Branch Ip 61663,176-61063 178 

“9204280369 Comment on proposed rules 10CFR2,1 9, 20,30, 31, 32,34,35, 39, 40, 50,81 & 
70 re stds for protection against radiation Opposes rule. 

PITKAT.J Affinallon Not Assigned AA30-2 0714 86/00/20. NBC - No Detalfed Affiti- 
allon Given Ip 61 863' 177-61063' 177. 

“9204280372 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WILLIFORD.C C Alfilialion Not Assigned. AA38-2 0715. 86/08/18 NRC . No Detailed 
Affiliation QBven Ip 61 863*1 78-61863 170 


“8204200374 Comment on proposed rules lOCFR 2. 19.20,30,31 .32.34.35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

REINER.LE AlfiNation Not Assigned AA3e2 0716 86/08/21 NRC No Detailed Af 
filiation Given Ip 61Q63 17B 61863 179 

“92042B0375 Commont on proposed rules 1DCFR2,10,2O.3O.31, 32.34, 35.39, 40, 60,61 & 
70 ffi stds for protection against radiation Opposes rule 

JONES.A Affiljalion Not Assigned AA3S 2 0717 86/00/21, NRC - No Detailed Affili- 
ation Given Ip 61863 1 80 61863 1 80 

“9204280376 Comment on proposed rules 10CFR 2, 19,20,30.31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SALACH.T Affiliation Nol Assigned AA3e-2 0718 86/00/18 NRC - No Detalfed Af fill 
ation Given Ip 61063 1 61-61063 161 

“9204280300 Commenl on proposed rules 10CFR2. 19,20.30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

YE AST, C Affiliation Not Assigned AA30-Z 0719 86/08/22 CLEMENTS, W Docketing 
& Services Branch 2pp 61863 182-61863 163 

“9204280384 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35,39.40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

ERICKSEN.D Affiliation Not Assigned /VA38 2 0720. Q6/0B/20 NRC - No Detailed 
Affiliation Given 2pp 61063 104-61063 185 

“9204280366 Comment on proposed rules 10CFR2, 10, 20,30,3 1,32, 34.35, 30,40, 50,01 A 
70 re stda for proteclion against radiation Opposes rule 

MASSING, W Affiliation Nol Assigned AA3e 2 0721 66/08/21 Docketing & Services 
Branch Ip 61663 186 61063 186 

“9204280398 Comment on proposed rules lOCFn2, 19,20,3 0,3 1,32, 34, 35, 30,40, 50,61 & 
70 ro stds for proteclion against radiation 

HELLMAN,J Affiliation Not Assigned AA30 2 0722. 66/06/20 Docketing & Services 
Branch Ip 61063 107-61863 187 

“9204200395 Comment on proposed rules 10CFR2, 19,20,30.31,32, 34.35,39.40, 50,61 & 
70 ro stds for protection against radiation Supports rule 

MILLIS.N L Baltimore Gas & Eleclfic Co AA30-2 0748 86/04/21 Docketing & Serv- 
ices Branch 22pp 61663 332-61063 352 

--920428041)5 Comment on proposed rules 10CPR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 ro slds for protection against radiation Opposes rule 

SINCLAtR.M Sinclair, WP AA38 2 0749* 86/04/23 Docketing & ServJcea Branch 
2pp 61063 353-61063 3 54 

“9204260415 Comment on proposed rules lOCFRa, 19, 20,30,3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MOTT.M Affiliation Not Assigned AA38-2 07S0 66/04/23 Docketing & Services 
Branch Ipp 61663 355-61663 355 

“9204280419 Comment on proposed rules 10CFR2, 19,20,30,31, 32,34, 35, 36, 40, 60,61 A 
70 ro slds for protection against radia1ion,Opposo3 rule 

* Affiliation Nol Assigned AA38-2 0684 66/10/16 Docketing A Services Branch Ip 
61863144 61063 144 

“92042B0424 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 60,61 A 
70 ro aids for protection against radiation Opposes rule 

WAnSH,H E Affiliation Not Assigned AA38 2 0751 86/04/23, Docketing A Seivicos 
Branch Ipp 61663 356-61863 356 

“9204280425 Commenl on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation. 

KOCHER.D C Affiliation Nol Assigned AASC 2 0730 86/04/02. Docketing A Services 
Branch lipp 61663 290-61863 299. 

“9204280431 Comment on proposed rules lOCFR 2, 19, 20, 3 0,3 1,3 2,34, 35 ,3 9, 40, 50,61 A 
70 ro slds for protection against radiation 

BERTELL.R fntemational Tnatituto of Concern for Public Health AA30 2 0731 06/04/ 
€7 NRC - No Detailed Affiliation Given 1 2pp 61 863 300 61 863 31 1 

“9204280433 Comment on proposed rules 10CFR2. 19,20.30, 3 1,32,34, 35.39.40. 60,61 A 
70 ro slds for protection against radiation 

DRESCHER.R Affiliation Not Assigned AA38-2 0685 86/10/17 Office of Iho Secro- 
lary of the Commission Ip 61063 1 45 61863 1 45 

“9204280436 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34,35,39, 40, 50,61 A 
70 re slds for protection against radlatio<n 

LERNER.M S U S Postal Service AA38.2 0732 86/04/30 Docketing A Services 
Branch Ip 61663 312-61863 312 

“9204260440 Comment on proposed rules 10CFR 2, 19.20,30,31.32,34,35,30,40, 50,61 A 
70 re slds tor protection against radiation. 

KAMEN.S Affiliation Not Assigned AA30-2 0733 86/04/22. Office of tha Secrolary of 
the Commission 2pp 61 863'313 81063,314 

“9204280441 Comment on proposed rules 1CCFR2, 19.20,30,31 ,32,34,35,36.40, 60,61 A 
70 ro stds for protection against radiation 

BAUM,J,W. Bfookhaven National Laboratory AA30 2 0752. 06/04/11, Dockoting A 
Services Branch 5pp 61863.367 61863 361 

“9204280447 Commenl on proposed rules 10CFR2, 19, 2 0,30 ,3 1,3 2, 34 .3 5, 39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule. 

MICHAEL.B . REYNOLDS.H . REYNOLDS.T E. Affiliation Not Assigned. AA3a.2 0734 
B6/09/18. Office of the Socrelary of the Commission Ip 61663 3i 6-61 863*31 6 

“9204280450 Commenl on proposed rules 10CFR2,10,20,30,31,32,34,35,3G,40, 60,61 A 
70 ro stds lor protection against radial lon.Oppeses rule 

MCCORMICK.B AffilfSlion Not Assigned AA3B 2 0763 06/04/21 Docketing A Serv- 
ices Branch Ipp 61864 001 01864 001, 

“0204280452 Comment on proposed rules 10CFR 2, 19,20,30,31.32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

KALFUL Affiliation Not Assigned, AA30'2 0686. B6/10/16 Dockebng A Services 
Branch Ip. 61063:140 81663 146 



--9204380<i6B Commonl on proposed rules 10CFR2J 9, 20.30,3 1.3?, 34,35.39,40. 50.61 & 
70 re- sida lor projection against fatJialfon Opposes rufo 

ATKINSON, M Affiliation Assigned AA3a 2 063r 06/10/16 Docketing & Servicos 

Branch Ip 61603 147 61963 147, 

“9204200460 Comment on proposed rules 10CFH2, 19.20.30, 3 1.32, 34, 35,39.40. 50.61 & 
70 re stds for profect^on agairvst radiation 

WILLIAMS,! P Affiliation Nol Assigned AA38-2 0688 83/10/13 Docketing & Serv- 
ices Branch ip 61 B63 140 61863 14B 

“9204200465 Comment on proposed rules 10CFR2, 10.20. 3 0,3 1,32.34, 36, 39.40. 50,61 & 
70 ra Sid’s for prolaction against radiation Opposes rule 

MELILLO.D Affiliation Not Assigned AA3B 2 0735 06/09/16 Office of the Secretary 
of lha Commission Ip 61663 316 61863 316 

“9204200466 Commonl on proposed rules lOCFFI 2, 19,20,3 0.3 1.32.3 4, 35, 30, 40. 50,61 & 
70 ro slds for protaction against radiation 

SFAGRAVES.S AffiKalion Not Asiilgnod AA39 2 0680 66/10/13 Office oft he Socre 
lary of lha Commission Ip 61863149 61863149 

“9204280466 Comment on proposed rules IOCFRa.1 9, 20.30.31,32,34.35,39,40, 50,61 & 
70 re aids for protection against radiallon Opposes rule 

DlCDRICH.CJ Affiliation Nol Assigned AA3B 2 6736 86/09/19 Office of the Secre- 
lary of iho Commission Ip 61863 317-01863 317 

“9204288477 Commonlon proposed rules 10Cffl2, 19.20,30,31,32,34.35,39,40, 50,61 & 
70 re 8lds for proloclion against radiation Op posos rule 

cohem, DJ Affiliation Not Assigned AA3B 2 0737 86/69/19 Office of Ihe Secrotary 
of Ihe Commission ip 61863 318-61863 31 B 

“9204280479 Comment on proposed rufos 10CFR2, 19, 20.30, 3 1.32,34. 35.39.40, 50.61 & 
70 ro s!ds for protection against radiation 

* Affiliation Not Assigned AA30 2 0690, 66/10/14 Docketing & Services Branch ip. 
61863 150-61863 150 

“9204260403 Comment on proposed rules 10CFR2, 19,20,3 0,3 1.32, 34,35,39, 40. 50.61 A 
70 re aids for protaclion agpinal radiation Opposes rule 

BUChaNAN.S Affiliation Not Assigrred AA30*a 0754 86/04/23. Oockcting & Serv- 
ices Branch 1pp 61864 002 61884 002 

”9204260484 Commenl on proposed riles 10CFR 2, 19,20,30,3 1,32.34,35.39,40, 50,61 & 
70 re aids for pro! ecuon against racliolK*,i 

QUINN.SM Affiliation Nol Assigned AA30-2 0786 86/09/12 nRC - No Dolaifed At 
filiation Given Ip 51663 319-61863 310 

"9204200486 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32.34,35.39,40, 60,61 & 
70 re atds for protcctl-on against radiation 

CHAPUCK.JW Affiliation Not Assigned AASa-? 0739 86/09/13 Docketing & Son/ 
ices Branch Ip 618G3 320 61863 320 

“9204280409 Comment on proposed rules 10CFR2, 10.20, 30,3 1.32.3 4, 35,39, 40, 50.61 & 
70 ffo fitdb for prolficllon against radinilon 

SULUVANiMR Affiliation Nol Assigned AA30 2 0622 86/09/06 Dockoling 6 Soiv 
Ices Branch Ip 61863 005-61863 005 

“9204260491 Commem on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50.61 & 
70 re sids for prelection against radlDtion.Oppos0siulo 

WALSH, MJ Affiliation Not Assigned AA30 2 0755 86/04/20 NRC • No Detoiled AF 
filial bn Given lOpp 61864 003 61864 012 

“9294280497 Commem on proposed rules 10CFR2, 19,20,30.3 1,32,34.35.3 9,40, 50,61 A 
70 r<^ stds for protociJon against rad ration 

CHABOT.GE Lowell, Unlv, of, Lowali, MA AA38 2 0756. 86/04/22 Docketing & 
Services Brandi Spp 61864 013 61B64O10 

“9204290498 Commoni on proposed rules 10CFR 2, 19, 20, 30.3 1,32,34. 3 5, 39.40, 50,61 & 
70 fo aids for protection againsi radiation 

BRAGDON.P W Governor Dummor Academy, BvfioJd, MA AA3S-2 074 0 86/09/19 
NRC • No Dcialled AffifiatlOA Given Ip 61863 321-61863 321 

“9204309502 Comment On proposed rules 10CFR2. 19, 20.30, 31 .32,34,35,30,40, 60,61 S 
70 rO sids for protection against radiation Opposes rule 

POLEHN.JL Affiliation Not Assigned AA2ii 2 0767 86/05/01 Docketing & Sorvicos 
Branch 23pp 61884 019-61864 040. 

“9204280508 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, 50,61 S 
70 m stds for protoclion againsi radiation 

GRANDT.R J Bethlehem Steel Corp AASa 2 0758 86/04/25. Office of the Secretary 
of Ifio Commission 7pp 61664 041-61864 047 

“9204280500 Comment on proposed rules 10CFR2. 19,20, 30,31, 32.34, 35.39.40, 5O.6I & 
76 re sWa for protootior^ agafnat radiation Opposes rule 

NIKKfLA.A M Affiliation Not Assigned AA30 2 0691. 86/10/14 Dockelina & Services 
Branch Ip. 61863 151-61863 151 

-■9204280510 Comment on proposed rules lOCFfl 2,1 9, 20, 30, 3 1,32, 34.35,39, 40, 50,01 & 
70 ra atds for protection against radial Ion Opposes luto 

NEMETHY.E tcology/Alorl /^A38 2 0769 86/04/29 Docketing S Services Branch 
Ipp 61864 048-61864 040 

“9204200511 Comment on proposed rules 10CFR2,lD.20,3 0,3 1*32.34. 35, 3 9.40, 50,61 & 
70 ro stds for protection an a In si radlahon 

□IEDRICH,CJ Affiliation Not Assigned /VA38-2 0741 86/09/19 Office of the Secre- 
tary of the Commission ip 01863,322 81863 322 

“920420051 & Comment on proposed rules 1OCFR2,10,2O,3O.31,32,34,35,39.4O, S 0,61 & 
70 ra stds for protoclion aga?nst radiation 

SPRUNG.BL Affiliation Not Assigned AA 38-2 0692 80/10/14 Docketing & Services 
Branch Ip 61863 152-61863,152 

“9204280517 Common! on proposed mules I0CFR2, 10.20,30,31,32.34,35.39,40, 50,61 & 
70 ro sfda for protecilon against radiation Opposes rulo 

MICHAEL.B. Affiliation Not Assigned AA38-2 0742 88/09/IB Officoof theSecralary 
of IhQ Commission ip 61863,323-61863 323 

“9204260518 Comment on proposed rulos lOCFRa, 19, 20.30, 3 1,32, 34.36, 39, 40, 60,01 & 
70 ra stds for protection against radiation Opposes, rule, 

SALT2WAN.D Affillalion Not Assigned AA30-2 0760 06/05/02, NRC - No Detailad 
Affiiiotion Given 2pp 61004 049-61864.050 


“•9204280519 Comment on proposed rules 10CFR2, 19,20.30,31,32,34.35,39,40, 59,61 4 
70 ro stds for protection against radiation Opposes rule 

COHEN, DJ Affiliation Not Assigned AA38 2 0743 86/09/19 Office of the SecreUiv 
of Ihe Commission Ip 61863 324 61863 324 ' 

“9204280520 Comment on proposed rules 10CFfl2, 19,20,30,3 1,32, 3 4, 35, 39,40, 50,61 K 
70 re stds for proteclion against radiation 

QUINN, SM Affiliation Not Assigned AA38-2 0744 86/09/12 NRC - No Detailed Jtl 
filiation Given ip 61863 325 61863 325 

“9204280522 Comment on proposed rules 10CFR2. 19,20.30,31 .32,34,35,39,40. 50,616 
70 re stds for protection against radiation Opposes rule 

DAY.EB Affiliation Nol Assigned AA38-2 0761 86/04/30 Docketing & Services 
Branch 3pp 61864 051 61864 053 

“92Q4280S23 Comment on proposed rules 10CrR2, 10,20,30,31, 32.34.35, 39.40, 50,614; 
70 re stds for protection against radiation Opposes rule 

GOLO.WJ Affiliation Not Assigned AA30-2 0762 86/04/30 Docketing & Sofwoes 
Branch Ipp 61864 054 61864 854 

“9204200524 Comment on proposed rules 10CFR2. 19.20,30.31,32.34.35,39.40, 50,61 A 
70 re stds for protection against radiation 

SARBANES, PS Senate, Banking, Housing & Urban Affairs AA3B 2 0745 66/09/12 
NRC - No Detailed Affiliation Given 3pp 61663 326 61863 326 

“9204280625 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34,3 5.39, 40. 50.61 1 
70 ra stds for protection against radiation 

* Affiliation Not Assignoa AA38 2 0746 86/09/16 Office of Ihe Secfotaiy ol the 
Commission 1p 61863 329 61863 329 

“9204280626 Comment on proposed rules 10CFR2, 19,20, 90,3 1,32,34, 35 ,39, 40, 50,61 & 
70 re Bids for protection against radiation Opposes rule 

HARLAN, P Affiliation Not Assigned AA30-2 0747 86/09/22 Office of the Secretsiy 
of Iho Commission Ip 61863 330 61863 331 

“9204290024 Comment on proposed rules 10CFR2. 19,20,30,31, 32, 34, 35, 39.40, 50,61 4 
70 ro stds (or protection against radiation 

CLAGETT.K Affiliation Not Assigned AA3B-2 0770 86/09/16 Dockoing & Services 
Branch Ip 61864 069 61864 069 

•■9204290020 Comment on proposed rules 10CFR2,1 0,20, 30,3 1,32,34 ,35.39,40, 50, 5U 
76 ro stds for protection ogainst radiation 

CARY.M L Affiliation Not Assigned AA3B-2 0771 86/09/22 Docketing & Sewss 
Branch Ip 61864'070 61864 070 

“9204290047 Comment on proposed rules 10CFR 2, 19, 20,3 0,3 1,3 2, 3 4.3 5, 39, 40, 50,614 
70 re stds for protection against radiation 

MORRIS, J Affiliation Not Assigned AA30 2 0772 86/09/12 Dockoling & Services 
Branch. Ip 61064071-61884 071 

“9204290051 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32, 34,35, 39 ,40. 50.61 A 
70 re side for protection against radiation Opposes rule 

SWEENEY.E Affiliation Not Assigned AA3B-2 0811 86/10/15 Office ol the Soae- 
fary of the Commission ip 61864 121 61864 121 

“9'2O429O052 Comment on proposed rules 10CFR2, 19, 20, 30, 31,32,34, 35,30,40, 50.61 i 
70 re stds for protoclion againsi radiation 

MOORE.l Affiliation Not Assigned AA38-2 0773 86/09/23 Docketing & Sorvicei 
Branch Ip 61864 072-61864 072 

“9204290053 Commoni on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 3 5, 39, 40, 50,6! A 
70 ro stds for protection against radiation Opposes rule 

KODNER.J.L Kodner, JL AA38-2 0763 86/05/01 Docketing & Services Brancti 
ipp 61864 065-61064 055 

“S204290DSQ Comment on proposed rules 10CFR2,19, 20.30,31, 32, 34.35.39, 40, &0,61 i 
70 re stds for protoclion against radiation Opposes rule 

SWEEN6Y.C J Affilfalion Not Assigned AA30-2 0812 86/10/16. Office of the Seers- 
lary of Iho Commission ip 61884 122 61 864' 122 

“0204290057 Commoftt on proposed rules 10CFR2. 19.20.30,31,32.34.35.39.40. 50,61 & 
70 re aids for protection against radiation 

ALISON.L Affiliation Not Assigned AA38-2 0774 87/09/14 Docketing & Services 
Branch, Ip 61864 073-61064 073 

“9204290081 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35,3 9,40, 50,61 & 
70 re stds for protection against radiation 

REED.flP Affiliation Not Assigned AA30-2 0776 66/09/18 Dockeling & Servw 
Branch Spp 61864 074 61 864 078 

“9204290065 Commanl on proposed rulos 10CFR2.1 9.20,30,31.32,34.35,39.40, 50,61 A 
70 re aids for protoclion against radiation 

HILL-WHILTON.N Affiliation Not Assigned AA30 2 0776 86/09/25 Dockoling A 
Services Branch Ip 61864.079 61864 079 

“9204290067 Comment on proposed rules 10CFR2(1 9,20, 30,3 1,32,34, 3 5, 39.40, 60.614 
70 ro aids for proteclion against radiation 

BROWN. C.M Affiliation Not Assigned AA38 2 0777 06/09/26 Docketing A Services 
Brench. 1p 61864 080 61864 060 

“9204290069 Commant On proposed rules 10CFR2, 19, 20, 30, 3 1,3 2, 3 4, 3 5, 39, 40, 50.61 i 
70 re aids for protection against radiation 

NEWELL, PR Affiliation Not Assigned AA30-2 0770 06/09/22 Dockeling A Services 
Branch ip 61864 081-61804 081, 

“920429O073 Comment on proposed rules t0CFR2, 19,20,30,3 1,32,34,35.39, 40, 50,61 & 
70 re sids lor protection against radiation 

MAnTINIAK.A Affilfalion Not Assigned AA38'2 0779 86/09/09 Doc kali ag A Serv- 
ices Branch Ip 61864 082 61864 082 

“9204290075 Comment on proposed rulos 10CFR2.1 9,20.30,31,32,34.35,39,40. 50.61 A 
70 re stds for protoclion against radiation 

REILLY.E H Affiliation Not Assigned, AA38-2 0700 86/09/24 Docketing A Sarwees 
Branch 2pp 61664,083 61864,084 
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-9204290078 Commanl on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 « 
70 re aids for protection against radiation 

SAMUELS, SW AFLCIO AA3Q.2 0813 86/10/03 NRC > No Detailed Affiliation 
Given 2pp 61864 123-61864 124 

-9204290080 Comment on proposed roles 10CFR2, 19,20.30,31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

aURKE.S Affiliation Not Assigned AA3B.2 0781 86/09/26 Docketing & Services 
Sranch Ip 61864 085 61 664 085 

-9204290081 Comment on proposed rules 10CFR2,1 0,20,30, 3 1,32.34, 35, 39,40. 50,61 & 
70 re aids for protection against radiation Opposes rule 

ERLANDER.R H Gibson Erlandor, Inc AA3fl‘2 0764 86/05/01 Docketing & Services 
Branch Ipp 61864 056 61864 056 

-9204290083 Comment on proposed rules 10CFR2. 19,20.30, 31. 32, 3 4, 35, 39,40, 50,61 & 
70 re aids for protection against radiation 

PRIWO.J P Affilialion Not Assigned AA38-2 0702 86/09/29 Docketing & Services 
Branch Ip 61864 086-61864 006 

—9204290087 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,3 4.35 ,39 ,40, 50,61 & 
70 re stds for protection against radiation 

PRINCE, A Affiliation Not Assigned AA30-2 0703 86/09/29 Docketing & Services 
Branch Ip 61 864 '087-61 064 087 

—9204290090 Comment on proposed rules 10CFR2, 10,20,30.31,32,34,35.39,40, 50, 61 & 
70 re stds for protection against radiation Opposes rule 

PATTON, G A Santa Cruz, CA AA38-2 0765 08/04/29 Docketing & Services Branch 
2pp 61864 057 61064 050 

“9204290093 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

GERBER, J Affiliation Not Assigned AA38-2 0014 88/10/07 Offico of the Secretary 
of the Commission 1p 61 864*1 25-61 Q64‘ 125. 

-9204290095 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35,39,40, 50,61 & 
70 re stds for protoclion against radiation 

HOLIAND.R T Affiliation Not Assigned AA38 2 0784 86/09/23, Docketing & Sorv- 
ices Branch Ip. 61864 088 61664 088 

-9204290096 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WILL,D Affiliation Not Assigned AA30-2 0816 86/10/12 Office of the Secretary of 
Ihe Commission Ip 61864126 61864.126 

-9204290098 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32.3 4, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELCH, M Redwood Alliance AA36-2 0766 86/04/29. Docketing & Services Branch 
6pp 61664 059 61064 064 

-9204290090 Comment on proposed rules 10GPR2, 19,20,30,31,32,34.35,30.40, 50.61 & 
70 re stds for protection against radiation. 

GfORGI.FJ Affiliation Not Assigned AA3B-2 0765 66/09/24 Docketing & Services 
Branch Ip, 61664.060 61864 060 

-9204290101 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation 

HALBERQ.Q P, Affiiiation Not Assigned AA30-2 0816 86/10/12 OfOce of the Secre- 
tary of the Commission Ip 61 664'1 27-61 664 127 

-9204260102 Comment on proposed rules 10CFR2. 19, 20, 30, 31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

KARPEN.LR. Affiliation Not Assigned 50FR51992 86/09/28 Docketing & Services 
Branch 1p 61864 090 61664 090 

-9204290104 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

TANASE.J Affiiiation Not Assigned. AA38-2 0767 86/05/03. Docketing & Services 
Branch Ipp 61864 065-61864 065 

-9204290105 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39,40, 50,61 & 
70 ro stds for protection against radiation. 

* Affiliation Not Asslgnecf AA38 2 0617 86/10/15 Office Of Ihe Secretary of the 
Commission ip 61664 126 61Q64'126 

-9204290109 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39 ,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SAEMANN.J Affiliation Not Assigned AA38'2 0766 66/05/05 Docketing & Services 
Branch Ipp, 61664 066 61 864 '066 

-9204290112 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiatlon.Opposes rule 

LADD.I Affiliation Not Assigned AA36-2 0769 88/05/06. NRC - No Detailed Affill- 
alfon Given. 2pp 61864.087-61884 068 

-9204290117 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

CHRISTIANO,T Affiliation Not Assigned AA30-2O818 86/10/16 Office of the Secre- 
tary of the Commission Ip. 61664.129 61864.120 

-0204290132 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MCCULLOM.W Affiliation Not Assigned AA36-2 0619. 86/10/14. Office of the Secre- 
tary of Ihe Commission 1p 61864*130 61064'13O 

-9204290136 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32.34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELLMAN, G.A. Affiliation Not Assigned. AA3Q-2 0820. 86/10/16, Office of the Secre 
lary of the Commission. 1p 61664*131-61864:131 

-9204290138 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40. 50,61 & 
70 re aids for protection against radiation.Opposes rule. 

WELLMAN.C.S Affiliation Not Assigned. AA38-2 0821, 86/10/15. Office of the Secre- 
lary of Ihe Commission Ip 61 e64‘132-ei 664*132 

-9204290140 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34.35,39.40, 60,61 & 
70 re stds for protection against radiation. 

^ Afhitalion Not Assigned /SA38-2 0822 86/10/17. Office of the Secretary of the 
Commission Ip 61664.133 61064,133 


-9204290144 Comment on proposed rules 10CFR2.1 9,20,30,31.32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

SEPULVEDA.M Aflitialion Not Assegned AA38-2 0787 86/09/29 Dockoting & SofV 
Ices Branch Ip 61864.091 61864 091 

-9204290145 Comment on proposed rules 10CFR2,19,20,30.31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DALTO.CA Affiliation Not Assigned AA38 2 0623 B6/10/17 Office of the Socrelary 
of the Commission Ip 61864 134-G1864 134 

“9204290147 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

RAYNIS.S Affiliation Not Assigned AA30 2 0706 09/09/29 Dockeling & Services 
Branch Ip 61 B64 092 61664 092 

“9204290152 Comment on proposed rules 10CFfl2. 19.20, 30, 3 1,32.34, 35, 39,40, 50.6! & 
70 re stds for protection against radiation Opposes rule 

SIMKINS.A AffiJiatior^ Not Assigned AA30 2 0624 66/10/17 Ofitce of Iho Socrolary 
of the Commission Ip 61664 1 35-61864 1 35 

“9204290156 Comment on proposed rules 10CFR2, 10,20.30, 3 1.32.34. 35,39,40, 60,61 & 
70 re stds for protection against radiation 

SALITAN.LF Center for Farm & Food Research.Inc AA38-2 0769 86/09/16 Dock- 
eting & Services Branch Ip 61064 093-61864 093 

-9204290157 Comment on proposed rules 1 0CFR 2, 1&.20, 30,31, 32.34. 35 .39,40, 60,61 & 
70 re stds for protection against radiation 

ROBERTSON.E Affiliation Not Assigned AA3B 2 0790 86/09/26 Docketing & Serv- 
ices Branch Ip. 61Q64 094 61064 004 

-92042 90180 Comment on proposed rules 10CFR2, 19, 20.30,31, 32,34, 35, 3D, 40, 50,61 & 
70 re slds (or protection against radialicrr 

QUNSELMAN.DJ Affiliation Not Assigned AA36-2 0791. 06/09/29 Docketing & 
Services Branch tp. 61 664 095-61864 095 

“9204290165 Comment on proposed rules 10CFR2, 19.20, 30,31, 32,34, 35,30, 40, 50,01 & 
70 re stds for protection against radiation 

GITCHEL.B A. Affiliation Not Assigned AA38-2 0702 86/09/24 Docketing & Services 
Branch 1p 61064'066 61664 096 

-9204290169 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 30,40, 50,61 & 
70 re stds for protection against radiation 

SMITHTOWN,MW AfNialion Not Assigned AA38-2 0703 86/09/30 Ooekoling & 
Soivicos Branch Ip 61 0B4 097-61864 097 

-9204290172 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40. 50,61 6 
70 ro stds for protection against radiation 

UDHADOR.TE Affilialion Not Assigned AA36-2 0794 06/OD/30. Dock® ling & Serv- 
ices Branch Ip 61664 698 61864 09B 

“9204290175 Commenl on proposed rules lOCFR 2, 19, 20, 30, 3 1,32,3 4, 3 6, 39, 40, 60,61 A 
70 re stds for protection against radiation 

EDWARDS.FH Affitialfon Not Assigned AA30 2 0795 66/10/02 Docko ting & Sorv 
ices Branch Ip 61664 699 61864.099. 

-9204290183 Commenl on proposed rules 10CFR2, 19,20,30, 31,32, 34, 35.39, 40, 60,81 & 
70 ro stds for protection against radiation 

COCHRAN.H Affilialion Not Assigned AA38-2 0706 66/09/20 Docketing & Sorvicos 
Branch 3pp 01864 100 61864 102 

-9204290184 Comment on proposed rules 10CFR 2, 10.20,30, 3 1,32, 3 4, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule, 

TURNER, G. Affiliation Not Assigned AA36 2 0625 86/10/17 Office of the Secrotojy 
of Iho Commission Ip 61664 136-61864. 136 

-9204290186 Commenl on proposed rules 1CCFR2, 10, 20, 30, 31, 32, 34, 36, 30, 40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

LAPPIN.B Affiliation Not Assfgnod /VA3B 2 0826 86/10/17 Office of Ihe Secretary of 
the Commission Ip 61864 137 61064:137 

-9204299100 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,30,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not AssIgnecT AA36 2 0837 06/10/17 Offico of the Socrolary of iho 
Commission Ip. 61664 136 61864'136 

-9204290195 Comment on proposed rules 10CFR 2, 10,20,30,31.32,34,35,39,40, 50,61 & 
70 re stds for protection against rediatiorr 

ZEIGLER.M, Affiliation Not Assigned AA30 2 0835 86/10/15, Office of tho Secretary 
of the Commission 1p 61864 146-61664.146 

-9204290200 Comment on proposed rules 10CFR 2, 10,20,30,31,32,34,35,30,40, 60,61 & 
70 re atds for pretoction against radiation 

VALDINI.M Affiliation Not Assigned. AA3B 2 0797 06/09/29 Deckoting A Services 
Branch 4pp 01864.103 61864 1 06 

-9204290202 Comment on proposed rules 10CFR 2, 10,20.30,31.32,34.36.30,40, 50,61 A 
70 re stds for protection against radlatlor> Opposes rule, 

STAPLETON,J Affiliation Not Assigned AA38 2 0636 86/10/07 Office of Iho Secre 
tary of tho Commission Ip 61864*148-61864 146 

-9204290206 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,30,40, 50,61 & 
70 ro 8tdd for protection against radiation 

YOUNGER, P Affiliation Not Assigned AA3a-2 0790 86/10/03, Dockeling A Sorvicos 
Branch. Ip 61064 107-01 8 64' 107 

-9204290209 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32,3 4, 35,30,40, 60,61 A 
70 re stds for protection against radiation 

HORNUNG.T. Affiliation Not Assigned AA38-2 0837. 06/10/11, NRC - No Delaitod 
Affiliation Given Ip 61664,149-61864149, 

-9204296211 Comment on proposed rules lOCFRg.l 0,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re slds for protection against radiation 

MCKENNEY.L Affilialion Not Assigned. AA39-2 0799 06/00/20. Docketing A Serv- 
ices Branch Ip 61664*108 61864.108. 
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-'9204290212 Commanl on proposed rules 1 0CFn2J 9. 20, 30,3 1, 32,34, 35.39.40, 60,61 & 
70 re stds for proleclion agaFnst radiation Opposes rule 

UNFNHAN.T AlffliatJon Nol Assigned AA3a2 0838 36/^0/20 Office of Ihe Secretary 
of the Commission 1p 61864 ISO-6 « 864'! SO 

— 920429021S Comm-apl on proposed rules 10CFR2, 19,20^30,31 ,32,34.35. 39,40, 50,61 & 
70 ra stds for protecKon against radiation 

PASFIFLD.F M Affiliation Not Assigned AA3S-a 0600 86/00/28 Dockoling & Sorv 
ices Branch Ip 61004 109 61664 flO 


-9204290283 Comment on proposed rules 10CFR2.1 9, 20.30, 3 1,32, 34, 35.39,40, g0,61 4 
70 re stds (or protection against radiation 

AVERY Aftiliation Not Assigned AA30*2 0846 86/10/20 Office of lha Secretary of 
the Commission Ip 61664 156 61664 156 

-9204290296 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34.35, 39, 40. 50.61 & 
70 ro stds for protection against radiation Oppose rules 

MELILLO.D Affiliation Not Assigned M38-2 0626 80/09/16 Docketing & Services 
Branch tp 61663 009 61663 000 


“9204290210 Comment on proposed rulas tOCFR2, 19, 20,30.3 1,32, 34, 35.3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STONE, E F Affiliation Not Assigned AA3a 2 0828 06/10/20 Docketing a Services 
Branch 1pp 61864 139 61664 139 


•9204290297 Comment on proposed rules 10CFR2, 19,20, 30, 3 1.32, 34, 35, 39, 40, 53,61 A 
70 ro stds for protection again;>t radiation 

BISHOP, 0 A Affiliation Not Assigned AAGS 2 0627 86/09/09 Docketing & Services 
Branch 2pp 61863 010 61863 011 


“9204290221 Comment on proposed rufas lOCFFt 2, 19,20, 30, 31 ,32,34,35,39,40, 50, Cl & 
70 re stds tor prolection against radiation Opposes nit© 

* Concerned Citizens of Geauga County, OH AA3B'2 0839 86/10/14 Office of the 
Secretary of the Commission Ip 61864 151 61864 151 


—9204299223 Com mo n1 on proposed rulos 10CFH2, 19.20, 30 ,31 ,32,34,35,30.40, 50,61 & 
70 ro stds for protection against radiation 

BLACKBERRY, B Atfitiation Not Assigned AA3B-2 0802 06/10/03 Docketing & Sorv- 
ices Branch ip 61864 111-61864 111 


—9204290225 Comment on proposed rules 1 0CFR2, 19, 20,30,3 1,32, 34, 36«30,40, 50,61 & 
70 re stds for protection against rad i alio rt Opposes rule 

STAPLETON.S Affiliation Not Assigned AA3B-2 0840, 86/10/07 Office ot Ihe Secre 
laiy of the Commission Ip 61864 152-61864'! 52 


■9204290227 Comment on proposed rules 10CfR2, 19,20.30,31,32,34,35,39,40, 50,61 8 
70 re stds for proleclion against radialion Opposes rule 

MOSS.K Affiiialion Not feigned AA3B-2 0820 66/10/20 Dockellng & Services 
Branch Ipp 61864:140 61884 140 


-9204200229 Comment on propcsed rules 10CFR2, 19,20,30,31 ,32,34.35, 30,40, 50,61 & 
70 re atds for proteclion again Si radiation ^ , 

KELLY.J AfliFiation Not feigned AAaB'2 0803 86/09/28 Docketing & Services 
Branch 1p 81864 112 61864 112 


-9204290230 Comment on proposed rules 10CFH2, 19,20,30, 3 1,32,34, 35, 3 9,40, 50,81 & 
70 re Aids for proleclion against radiation Opposes rule 

STAPLETON, JT. Affiliation Not Assigned AA3e-2 0B41, 88/16/07 Office of the Sec 
relary of Ilia Commission Ip 61864 153 61864 153 


-9204290232 Comment on proposed rules 10CFR2, 19,20, 30,31 ,32, 34.35,39,40. 60,61 & 
70 re aids for protection against radiation Opposes rule 

burling .Q W. Affjiiatlon Not Assigned AASe-S 0842 86/10/14 Office of Ihe Secre- 
tary of Ihe Commission 1p 61864.164 61864 154 

-9294290235 Commenl on proposed rules lOCFRS, 19. 20, 30,31, 32, 3 4, 35, 39.40, 50,61 & 
70 re atds for protection against radiation Opposes rule 

RUNNION.M Affiliation Not Assigned AA38 2 0830 86/10/20. Oockelln^ & Services 
Branch Ipp 61864141 61864 141. 


-9204290237 Commenl on proposed rules 10CFR2, 19,20,00,31,32,34.35,39,40. 50,61 & 
70 re stds for protection against radj alien 

OWENS, M Aflilialron Not Assigned AA38-2 0604 86/10/07 Oockotmg & Services 
Branch Ip 61064 113-81864 113. 


-9204290230 Comment on proposed rules 10CFfl2, 19,20.30,31 ,32,34,35,39,40, 60,61 & 
70 ro stds for proteclion against rad ration Opposes rule 

COLANDRA.A Affiiialion Not Assigned AA3a 2 0843 86/10/14. Office of Ihe Secre- 
tary of the Commission Ip 61884 155 61064,155 


-9204290240 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32, 34, 35,3 0,40, 60,61 A 
70 re atds (or prelection against radiation Opposes mfos 

RICHAFIDSON.P Affiliailon Not Assigned /lA3a-2 0023 86/09/09 Docketing & Seav 
ktes Branch Ip 61063 006 61063 006 


-9204290244 Comment on proposed rules lOCFH 2, 19.20, 30.3 1,32.34.35.39, 40. 50,61 A 
70 re sids for protection against radiation Opposes rule, 

FOX.H A Affiliation Nol Assigned AA30 2 0831 06/10/20. Docketing A Services 
Branch. Ipp 61064 142 61884,142 


-9204290247 Comment on proposed rules 10CFR2, 19,20, 3 0,3 1,32,34,35.39,40. 50,61 A 
70 re aids for protection against radiation 

BOERRIGTER.E, Affiliation Not Assigned AA3a 2 0844 88/10/20, NflC - No Detailed 
Affiliation Given, Ip 61064 156 61864:156 


-9204290249 Comment on proposed rules 10CFR2, 10,20, 30, 31. 32,34, 35, 39, 40. 50.61 A 
70 re stds for protection against radialEon Oppose rules 

* Airillatlon Not Assigned AA3d 2 0624 86/09/16 Docketing A Services Branch 1p, 
61863,007-61863 007 


-0204290252 Cksmmenl on proposed rules 10CFR2.1B.20,30,31.32,34,3S,39,40, 50,61 & 
70 re stds for protection against radiation Opposos rule. 

O’ NEIL, R A Affiliation Nol Assigned AASa 2 0832 86/10/20 Docketing A Services 
Branch Ipp 61864 143 61864 143 

-9204290267 Comment; on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 50,61 A 
70 ro stds for proteclion against radiation Opposos ruios 

STRAW, J B Affiliation Nol Assigned AA3B.2 0625 86/09/02, Pockoling A Services 
Branch Ip 61863.008-61863 000 

-9204290236 Comment ori proposed rules 10CFR2. 19.20.30,31.32,34.35,39.40, 50.61 & 
70 re stds for prelection against radiation Opposaa rule 

0’NEIL.F E Affiiialion Nol Assigned AA38 2 0833 86/10/20 Docketing A Services 
Branch 1pp 61884:144-61804 144. 

9204290265 Comment on proposed rules laCFfl^, 19,20,30, 3 1,32,34.35,39,40, 60,61 A 
70 re stds for proteclion against radiation Opposes rule 

LEWANSKI.J Affiliation Not Assigned. AA3B'2 0634. 66/10/14 Docketing A Services 
Branch Ipp 61864 145 61864 145 


-9204290301 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection agafnst radiation Oppose rules 

• Affiliation Not Assigned AA3B-2 0628 86/09/10 Docketing A Services Branch Ip 
61863 013 61863 013 


-9204290303 Comment on proposed rules 10CFR2,1 0,20,30, 3 1,32,34, 35.39,40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

CUNNINGHAM.V Affiliation Not Assigned 50FR51fl92 86/09/16 Docketing & Serv- 
ices Branch Ip 61063 014-61863 014 


-9204290307 Commenl on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30,40, 50,01 & 
70 ro stds for protoction against radiation Oppose rules 

PECK,H Affiliation Not feignod 5aFR51992 86/09/12 Docketing A Services 
Branch Ip 61663 015 61863 015 

-920429031 2 Commenl on proposed rules 10CFR2, 19, 20, 30, 31 ,32, 34, 35, 39, 40, 50,61 3 
70 re aids for protection against radiation Oppose rules. 

SMITHS J. Affiliation Nol feigned AA98.2 0631 86/09/11 ZECH.LW Commission 
ors {Post 7501 19) Ip 61863 016-61863 016 


-9204290318 CommonI on proposed rules 10CFR2, 19, 20, 30.31, 32, 34, 35,39, 40, 50,61 i 
70 re stds for proteclion against radiation Opposes rule 

COULIADES.J Affiliation Not Assigned A/V38-2 0854 86/08/21 Docketing A Seiv 
ices Branch. Ip 61864 167.61864 167 

-0204290319 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34, 35, 39.40, 50,61 A 
70 re atds for protection against radial ion. Opposes rule 

BRADLEY.M Affiliation Not Assigned AA30-2 0855 06/08/27 Docketing A Services 
Branch Ip 61864 168 61064 168 

-9204290323 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32,34,35,39,40, 60.61 & 
70 (6 stds for proteclion agalnal radiation Opposes rule 

DARLING, D Affiliation Not Assigned AA30-2 0856 86/08/25 Docketing & Services 
Branch ip 61864 169-61864 169 

-9204290327 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40. 50,61 & 
70 re stds lor protection against radiation 

KLUGE,H Lakeland Audubon Society, Inc AA36'2 0632 86/00/10 Dockelirg fi 
Services Branch 4pp 61863 017 61863 020 

-9204290328 Comment on proposed rulos 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39.40, 60,61 & 
70 re aids for proteclion against radiation 

LAFORGE,J Affiliation Not Assigned AA38-2 0805 66/10/01 Docketing A Services 
Branch Ip 61864-1 14 61864 1 14 


-9204290329 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35, 39,40, 50,01 & 
70 re stds for protection against radiation Oppose rules 

ZWIN.PW Affiiialion Not Assigned AA36-2 0633 86/09/18 Docketing & Services 
Branch, Ip. 61 B63 021-61663 021 

-9204290331 Commenl on proposed rules 10CFR2, 19, 20, 30.31,32, 34, 35, 39.40, 50,61 & 
70 re stds for proteclion against radiation 

STONE, CE Affiliation Not Assigned 5OFR61902 86/10/06 Dockollng & Services 
Branch tp 61864 115 61864 115 

-9204290332 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32,34,35,39,40, 53 hGI & 
70 re stds for protection against radiation Opposes rule 

ZWIN.P.T Affiliation Not Assigned AA30-2 0634 86/09/10 Docketing & Services 
Branch Ip, 01863 022-61 863.022. 


-9204290341 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35, 39, 40. 59,61 & 
70 re slds for protection against radiallon.Opposes rule 

LOHR.L Affiiialion Not Assigned AA38-2 0857. 86/08/25 Dockoling & Services 
Branch Ip 61664 1 70 61664 1 70, 


-9204290942 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,36,39,40. 60,81 & 
70 ro aids for protection against radiation . ^ , 

ADAMS.M Affiliation Nol Assigned AA30'2 0806 86/10/01. Docketing & Services 
Branch 2pp 61064-1 17-61864‘1 18 


-9204290344 Comment ori proposed rules 10CFR2, 19, 20, 30, 3 1,3 2.3 4, 35, 3 9, 40, 50,61 & 
70 re stds for protoction against radiation 

WESTFALURG. Affiliation Not Assigned. AA3B'2 0847, 86/09/26 Office of the Sec- 
rolory of Ihe Commission Ip 61D64’169-81B64M69 


-9204290347 Commont on proposed rules 10CFR2, 19, 20,30, 31, 32.34, 35,39, 40, 60,61 & 
70 ro slds for proleclion against radiation, 

PIEPER.C Affiiialion Not Assigned AA30-2 0848 86/09/02, NRC * No Detailed Am 
ation Given Ip, 61864*160 81864*160 


-9204260360 Comment on proposed rules 10CFR2, 19, 20.30.3 1,32,34 .35, 39, 40, 50,61 8 
70 re stds for proteclion against radiation Opposes rule ^ ^ 

GOLDDERG.MC Affiiialion Nol Assigned AA30'2 0049 86/08/25 NRC - No Do 
tailed Affiliation Given Ip 61864,161-61884 161 


1204290273 Commenl on proposed rules 10CFR 2, 19, 20.30.3 1,32, 34,36,30.40, 50,61 & 
70 re slds for protection against radiation 

ROSE,W T Ahilidtion Not Assigned AA36-2 0845 86/10/10 Office of Ihe Gecrelary 
jf the Commission Ip 61864 157 61G64 157. 


-9204290352 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,01 & 
70 re aids lor proteclion against radiation Opposes rule 

SCHNEIDER, C House of Rep. AA3Q 2 0858 86/08/19, ZECH.LW Commissioners 
(Post 750110). ipp 61064 171 61864.171 
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-92042B0078 Commont on proposed rules 10CFR2,1 9,20,30.31 ,32,34.35,39,40, 50,61 & 
70 re slds for proteclion against radiation 

SAMUELS, SW AFL'ClO AA38-2 0813 86/10/03 NBC ^ No Detailed Affiliation 
Given 2pp 61664 123-61864 124 

-9204290060 Comment on proposed rules 10CFR2, 19.20,30,3 1.32,34,35,39.40, 50,61 & 
70 ro stds for protection against radiation 

BURKE.S Affiliation Not Assigned AA38.2 0781 86/09/26 Docketing & Services 
Brancfl Ip 61664 085 618G4 065 

-9204290081 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule 

E BLANDER, H H Gibson Blander, Inc AA36-2 0764 86/05/01 Docketing & Services 
Branch Ipp 61864 056 61864 056 

-92Q429D063 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32, 34,35.39, 40, 50,61 & 
70 ro stds for proteclion against radiation 

PRIMO.J P. Atfilialion Not Assigned AA38-2 0762 86/09/29 Docketing & Services 
Branc h 1 p 61 864 066 61 064 086 

-9204290087 Comment on proposed rules 10CFR2, 19, 20,30.31, 32, 34,35, 39,40, 60,61 & 
70 re stds for protection against radiation 

PRINCE, A Affiliation Not Assigned AA38-2 0763 86/09/29 Docketing & Services 
Branch Ip 61864 087-61864 087 

-9204290090 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35.39, 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

PATTON.G A Santa Cruz, CA AA38-2 0765 86/04/29 Docketing & Services Branch 
2pp 61864 067-61864 056 

-9204290093 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35.39,40, 60,61 & 
70 re stds for protection against radiation 

GERBER, J Affiliation Not Assigned AA3B-2 0814 06/10/07, Office of the Secretary 
of the Commission Ip 61064.125 61864.125 

-9204290095 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 36,39, 40. 50,61 & 
70 re aids for protection against radiation 

HOLLAND, R.T Affiliation Not Assigned /^3D-2 0784 86/09/23 Docketing & Serv- 
ices Branch. Ip. 61064 088-61864 088, 

“9204290096 Comment on proposed rules 10CFR2, 19.20,30,3 1,32, 34, 35, 39, 40. 50,61 & 
70 re Btds for protoclion against radiation 

WILL,D. Affiliation Not Assigned /VA36-2 0015 66/10/12 Office of the Secretary of 
Ihe Commission. Ip 61664 126-61864 126 

“9204290000 Commont on proposed ruies 10CFR2, 19, 20, 30, 3 1,32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation. Op poses rule 

WELCH, M Redwood Alliance. AA30-2 0766 86/04/29 Docketing & Sorvicos Branch 
0pp, 61884 059 61864 064 

“9204290099 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35, 30,40, 50,61 & 
70 re atds for protection against radiation 

QIORG l,F J Affiliation Not Assigned AA38-2 0765 66/09/24 Docketing & Services 
Branch. Ip 61864 080 61664 0B9. 

“9204290101 Comment on proposed rules 10CFR2,1 9,20,30, 31,32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

HALBERG.GP Affiliation Not Assigned AA38-2 0816 66/10/12 Office of the Secre 
taiy of the Commission Ip. 61864.127 6ie64‘127 

“9204290102 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,39, 40, 60,61 & 
70 r© atds for proteclion against radiation 

KARPEN.LR Affiliation Not Assigned. S0FR51992 86/09/26 Docketing & Servlcos 
Branch Ip 61664,090 61864 060 

“9204290104 Comment on proposed rules 10CFR2, 19, 20,30,31 ,32,34,35,39,40, 60,61 & 
70 ro stds for protection against radiation Opposes rule, 

TANASE.J Affiliation Not Assigned. A/\38-2 0767 06/05/03 Docketing & Sorvicos 
Branch 1pp. 61664.006 61864-065 

“9204290105 Comment on proposed rules 10GFR2, 19, 20, 30, 3 1,32, 34, 35,39,40, 50,61 & 
70 r© atds for protection against radiation, 

* Affiiiation Nol AssignocT AA38 2 0817 88/10/15 Office of the Secretary of the 
Commission Ip 61664 120 61664 128 

“9204290109 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re atds for protection against radiation Opposes rule 

SAEMANN.J Affiliation Not Assigned. AA30-2 0766 06/05/05 Docketing & Services 
Branch Ipp 61864 066 61864 066 

“9204290112 Comment on proposed rules 10CFn2, 19, 20, 30, 31, 32.34.35, 39,40, 60,61 & 
70 re atds for protection against radialion.Opposos rule 

LADD, I Affiliation Nol Assigned AA3B-2 0769, 86/05/06. NRC - No Detailed Affill 
alion Given. 2pp 61864 067-61604 068 

“9204290117 Comment on proposed rulos 10CFR2, 19,20, 30,3 1,32, 34,35,30, 40, 50,61 & 
70 ro Bids for protection against radiation 

CHRISTIANO.T. Affiliation Wot Assigned. AA30-2 081 S. 86/10/15, Office of the Secre- 
tary of the Commission Ip 61664,129 61864,129. 

“9204290132 Comment on proposed rules 10CFR2, 19,20,30, 31. 32,34.35, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

MGCULLOM.W. Affiliation Not Assigned. AA38-2 0019 86/10/14, Office of the Secre- 
tary of the Commission Ip. 61864*130-61064*130. 

“9204290136 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELLMAN.QA Affiliation Not Assigned AASB-a 0820 86/10/16 Office of the Secre- 
tary of the Commission. Ip. 61084.131-61864 131, 

“9204290138 Commont on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 60,61 & 
70 re stds for protoclion against radiation .Opposes rufo 

WELLMAN.C.S, Affiliation Not Assigned AA3B-2 0021 66/10/15. Office of the Secro- 
tary of the Commission. Ip. 61664.132-61864*132 

“9204290140 Comment on proposed rules 10CFR2. 19,20,30.31 .32,34,35,39,40. 60,61 A 
70 ro stds for protection against radiation 

• Affiliation Not Assigned AA30-2 0822 86/10/17, Office of the Secretary of the 
Commission Ip. 61884.133 61864.133 


“9204290144 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34,35.39,40. 50,61 & 
70 re stds for protection a^gainsl radiation. 

SEPULVEDA.M Affiliation Nol Assigned AA3a.2 0707 86/09/29 Dockeirng & Serv- 
ices Branch ip 61864 09 1-61 BS4 091 

”9204290 1 45 Comment on proposed rules 10CFR2,1 0,20,30,31 .32,34,35,39,40, 50,61 & 
70 re atds for protection against radjabon Opposes rule 

DALTO.C A A ffihalton Nol Assigned AA38-2 0823 86/10/17 Office of Iho Secretary 
of the Commission Ip 61864 134-61864 134 

-9204290147 Comment on proposed rulos 10CFR2,19, 20, 30,31 ,32,34,35,39,40, 50.61 S 
70 re stds for protection against radiation 

RAYNIS.S Affiliation Nol Assigned AA38-2 0788 80/09/29 Docketing & Services 
Branch Ip 61864 092-61864 092 

“92042BO1S2 Comment on proposed rules 10CFR2,1 9,20,30,3 1,32,34,35,39,40, 50,61 & 
70 re stds for proteclion agamBt radiation Opposes rule 

SIMKINS,A Affiliation Nol Assigned AA3a 2 0824 86/10/17 Office of the Secrelary 
of the Commission Ip 61664 135 61G64 135 

-9204290 1 55 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

SALITAN.LF Center for Farm & Food Research.lnc AA38 2 0769 86/09/18 Dock- 
eting & Services Branch 1p 61864 093 61864 093 

“9204290157 Comment on proposed rules 10CFR2, 19,29,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

ROBERTSON, E Affiliation Not Assigned AA3B.2 0790 06/00/26 Docketing & Sorv- 
ices Branch 1p 61864 004 61664 094 

“9284290 160 Comment on proposed rules 1GCFR2. 19,20.30,31 .32,34.35.39,40, 50,61 & 
70 re aids for protection against radiation 

GUNSELMAN.DJ Affiliation Not AssEgnod AA38-2 0701 &e/oa/20 Docketing & 
Services Branch Ip 6166 4 095-618 64 095 

“9204200165 Comment on proposed rules 10CFH2. 19,20.30.31.32.34.35,30,40, 50,61 & 
70 re stds for protection against radiation. 

GITCHEL.EA Affiliation f^t Assigned AA3Q 2 0702 06/09/24 Docketing & Services 
Branch 1 p. 61 864 096 61664 096 

-9204290169 Comment on proposed rules 10CFH2, 19,29.39,3 1,32,34,35,39,40, 60,61 & 
70 re stds for proteclion against radlaUon 

SMITHTOWN.M W. Affiliation Nol Assigned AA38-2 0793 66/00/30 Dockeling & 
Services Branch Ip 61664*097-01864*097 

“9204290172 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation 

LADRADOR.T E Affiliation Not Assigned AA3Q-2 0794 86/09/30 Docketing & Serv- 
ices Branch Ip 61064 09Q-61B64 098 

-9204290175 Comment on proposed rutos 10CFR2, 19,20,30,31.32,34,35,00,40. 60,61 A 
70 ro stds for protection against radiation 

EDWARDS, FH Affiliation Not Assigned AA3Q 2 0705 86/10/02 Docketing A Serv- 
ices Branch 1p, 61864 009-61864 099 

“9204290183 Comment on proposed rules 10CFR 2, 19, 26 ,30.3 1,32, 3 4, 3 5,3 0,40, 50.61 & 
70 re stds for proteclion against radiation 

COCHRAN.H Affiliation Nol Assigned. AA30-2 0796 06/09/29 Docketing & Sorvicos 
Branch 3pp 61864*100-61064*102 

“9204290184 Comment on proposed ruies 10CFR2, 19.20.30.31,32.34,36.39.40. 60,61 A 
70 re stds for protection against radiation Opposes rule 

TURNER.G Affiliation Not Assigned /\A3B2 0625 fl6/ 10/17 Office of Iho Socralary 
of the Commission Ip 61864 136-61864 136, 

“9204290186 Comment on proposed rules 10CFR 2. 19.20.30.31,32.34,35,39.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

LAPRN.S. Affiliation Not Assigned AA30 2 0826 86/10/1 7 Office of the Secretary of 
the Commission. Ip 61004.137 61084:137. 

“9204290190 Commont on proposed rules 10CFn2, 10, 20,30,31, 32, 34,36,30,40. 50,61 & 
70 ro stds for protection against radiotlon Opposes rule 

• Affiliation Not Assigned AA38.2 0027 QB/10/17 Office of Iho Secretary of the 
Commission Ip. 61064 138 61664 138 

“9204290196 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40. 50,61 & 
70 re atds (or protection against radiation, 

ZEIQLER.M Affiliation Not Assigned AA38 2 0&35 66/10/15 Office of Iho Sgcrotary 
of the Commission Ip 81064.146-61664 148 

“9204290200 Comment on proposed rulos 10CFn2.19.20, 30.31, 32, 34.36,39, 40. 60,61 & 
70 re slds for proleolion against radialion 

VALDINI.M Afflllalion Not Assigned. AA38 2 0797. 06/09/29 Docketing & Sorvicos 
Branch 4pp 61664.103 01664.106. 

“9204290202 Commont on proposed rules lOCFR 2, 19,20 .30.3 1,3 2, 34 ,35, 3 0,40, 50.01 & 
70 re slds for protection against rodfatlon Opposes rule 

STAPLETON, J Afflllalion Not Assigned AA3e-2 0836 08/10/07 Office of the Secre- 
tary of the Commission Ip 61864 148 61864 140 

“9204290208 Comment on proposed rules 10CFR 2, 19,20.30, 3 1.3 2, 34, 35,30, 40, 50.01 & 
70 re stds for protecUon against radiation 

YOUNGER.P, Afflllalion Not Assigned AAOB 2 0798 86/10/03 Dockeling A Services 
Branch Ip. 61864,107-61064*107 

“9204290209 Comment on proposed rules lOCFR 2, 19, 20.3 0,3 1.3 2, 3 4. 35,3 9, 40, 50,61 & 
70 re stds for protection against radiation 

HORNUNQ.T, Affiliation Net Assigned AA3a-2 0837, 86/10/11. NRC - No Detailed 
Afflllalion Gfven Ip 61064*149 61864 149 

“9204290211 Comment on proposed rules 10CFR 2, 10,20,30,31.32,34.35.39,40, 60,61 & 
70 re stds for protection against radialion 

MCKENNEY.L Affiliation Nol Assigned AAGO 2 0799 06/09/29. Dockalino & Serv- 
ices Branch Ip 61604.103 61664:108. 
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-9204290212 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32, 34,35,39.40, 50.61 & 
70 re stds (or protection agamst radiatfon Opposes rule 

irNINHANJ Affiliation Not Assigned AA36-2 083a 86/10/20 Office of the Secretary 
of the Commissron Ip 61064 150 81864 150 

-9204290215 Commont on proposed rules lOCFn2, 19. 20,30,31. 32.34,35,3 9.40, 50,61 8 
70 re stds for prolection against radiation 

PASFIEiaFM Affiliation Not Assigned AA38-2 0800 66/09/28. Docketing 8 Sorv 
ices Branch 1p 61864 109 61664 110 

-9204290218 Comnne/it on proposed rules 10CFR2. 19.20,30, 31 ,32,34. 3 5,39.40, 50.61 & 
70 re stds for proteclion against radiation Opposes rufo 

STONE.E F Affilialbn Nol Assigned AA30 2 0828 86/10/20 Docketing & Services 
Branch Ipp 61864 139 61064 139 

-9204290221 Comment on proposed rules 1 0CFR2, 19,20.30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 re stris for protection acarnsl radiation Opposes rule 

* Concerned Cilizens of Geauga County, OH AA33 2 0639 88/10/14 Office of the 
Secrataryof Ihe Commission Ip 61604 151-61864 151 

-9204290223 Commonl on proposed rules 10CFH2, 19,20.30.31,32,34.35,39,40, 50.61 & 
70 re stds for protection against radiation 

3LACKBEHRY.0 Affiliation Not Assigned AA3B 2 0002 88/10/03 Docketing & Serv- 
ices Branch Ip 61664 111-61064 111 

-9204290225 Comment on proposed rules 10CFR2,1 9.20,3 0,31. 32.34 .35, 39, 40. 60,61 & 
70 re aids for prelection against radio tion. Opposes rule 

STAFLETON.S Affiliation Not Asstgnod AA38 2 0040 86/10/07 Office of the Secro- 
Ury of the Commission Ip 61864 152 61864 t52 

-9204290227 Comment on proposed rules 10CFR2, 19. 20, 30.31. 32, 34,35,39, 40, 50,61 & 
70 ra atda for protection against radiation Opposes rule 

MOSS.K Affiliation Not Assigned AA3a2 0829 66/10/20 Docketing A Services 
Branch 1pp 61864 140 81864 140 

-9204290229 Comment on proposed rules lOCFflg, 19, 20,30,31 ,32,34,35,39,40, 50,61 6 
70 re stds for protection against radfatloi 

KELLY, J Affiliation Not Assigned AA36-2 0603 88/09/28 Docketing & Services 
Branch Ip 61864 112 61864112 

-9204290230 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32.34,35,39,40, 50.61 & 
70 re stds for protectpon against radiation Opposes rufe 

STAPLETONjT Aflillat ton Nol Assigned AA3a2 0841 06/10/07 Office of Ihe Sec- 
relaryof the Commission. Ip 61864 153-61864 f53 

-9204290232 Comimanten proposed rules 10CFR2, 19,20^30, 3 1,32, 34, 3 5,30,40, 60,61 & 
70 re $td9 for prolectfon against radiation Opposes rule 

BURLING, G.W Afftlielton Not Assigned AA3B 2 0842 06/10/14 Office of the Secre- 
tary of the Commission Ip 61664 154-61664*154 

-9204290235 Commenlon proposed rules 10CFa2, 19,20,30,3 1,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

RUNNION.M Affiliation Not Assigned AA3a-a 0830 86/10/20 Docketing & Services 
Branch ipp 61064 141-61864:141 

-9204290237 Comment on proposed rules 10CFR2.19.20.30.31,32,34,35,39.40. 50,61 & 
70 re stds for protection against radiation 

OWENS.M Affiliation Not Assigned AA38 2 0004 66/10/D7 Docketing & Services 
Branch Ip 61604 113 61864 113 

-9204290230 Comment on proposed rules 10CFR2, 19, 20, 30 ,31, 32,34.35, 39,40. 50.61 & 
70 re stds for protection against radrakon Opposes rule 

COLANDRA.A Alfiliali on Not Assigned AA38-2 0843 66/10/14 Office of the Secre- 
tary of Ihe Commission Ip 01864 165 61064156 

-9204290240 Comment on proposed rules 10CFR2. 19, 20,30.31, 3 2,34. 35.39, 40. 50,61 & 
70 re Btds for protection against radiation Opposes rules 

RICHARDSON.P Affiliation Not Assignod AA3a 2 0623 86/09/09 Docketing & Serv- 
k»a Branch Ip 61853008 61363006 

-9204290244 Comment on proposed rules 10CFR3, 10,20.30, 31 ,32.34, 35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes ruio 

FOX, HA. AffiliaUon Nol Assigned AA38 2 0831 86/10/20, Docketing 0 SerWcGS 
Branch 1pp. 61084 142-61864 142. 

-9204290247 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35, 39, 40, 50.61 & 
70 re stds for protection against radiation 

OOERRiGTER.E Affiiialfon Not Assigned AA30-2 0044 86/10/20 NRC No Detailed 
Affiliation Given, Ip 01864 150 61804,156 

-9204200249 Comment on proposed rules 1QCFH2, 19.20, 39, 3 1,32, 3 4, 35 ,39, 40, 50,61 A 
70 re stds for protection against radiation Oppose rules 

* Affiliation Not Assigned AA30-2 0624. 06/09/16 Docketing & Services Branch Ip 
61863 007-61063 007 

-9204290262 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34.35.39,49, 50.61 A 
70 re sids for protection again si radratJon, Opposes rule 

O'NEIL.RA Affiliation Not Assigned, AA3B.2 0032 08/10/20 Docketing & Services 
Branch Ipp, 61064.143 61064 143 

-9204290257 ComrTionl on proposed rules 10CFR2.19,20,30.31,32,34.35,39,40. 50,61 & 
70 re stds for protection against radlallon Opposes rules 

STHAW.J 6 AffiliaiJon Not Assigned AA3a-2 0625 66/09/02 Docketing & Services 
Branch Ip 01063 000 61663008. 

-9204290258 Comment on proposed rules 10CFR2. 1 9, 20, 30,3 1,3^, 34,35, 39,40. 50,61 & 
70 re stds for protection against radiaflon Opposes rule, 

O'NEIL, FE Affiliation Not Assigned /tA3 3-2 0833 06/10/20 Docketing & Services 
Branch ipp 61064 144 61B64 144 

-9204290265 Commeni on proposed rules 10CFR2,1 9,20.30,31 ,32.34,35.30,40, 50.61 A 
70 rd stds for protection agair^sl radiation Opposes rule 

LEWANSKLi Atfilfalion Nol Assigned AA38 2 0034. 88/10/14, Docketing A Services 
Branch Ipp 61 064-1 45-61864. 145 

-9204290273 Comment on proposed rules 10CFR2. 19,20.30,31,32.34.35.39,40, 50,61 A 
70 re stds fo/ protection against radiation 

ROSE.WT Affilialfon Nol Assigned AA3a2 0a45 66/10/10 Office of the Socnelary 
of the Commission 1p 61664:157-61864 157 


-9204290203 Comment on proposed rules 10CFR2, 19, 20.30, 31 .32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

AVERY Affiliation Not Asigned AA30'2 0046 06/10/20 Office of tho Socrotery ol 
IhD Commission Ip 61064 158-61864 158 

-9204290296 Comment on proposed rules 10CFR2, 19, 20, 30,31. 32, 34.35.39. 40. 50.61 A 
70 re stds for protection against radiation Oppose rules 

MELILLO.D Affiliation Nol Assigned AA3B-2 0626 86/09/16 Docketing & Services 
Branch Ip 61063 009 61863 009 

-9204290297 Connment on proposed rules 10CFR2, 19, 20, 30.3 1.32, 34, 35,3 MO, 60,6! A 
70 re stds tor protection against radiation 

BISHOP.DA Affiliation Not Assigned AA38-2 0627 86/09/09. Dockaijng & Services 
Branch 2pp 61663 010 61063 011 

-9204290301 Comment on proposed rules 10CFR2, 19, 20,30 ,3 1,32, 34, 35, 39 ,40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

* Affillalion Not Assigned /UV38-2 0628 86/09/10 Docketing & Services Braiich ip 
61863 013-61863 013 

-9204290303 Comment on proposed rules 10CFR2, 19.20,90.3 1,32, 34.3 5, 39, 40, 50.fl1 A 
70 re stds for protection against radiation Oppose rules 

CUNNINaHAM.V Affiliation Nol Assigned 50FR61992 86/09/16 Docketing & Soiv 
ices Branch 1p 61863 014 61863 014 

-9204290307 Comment on proposed rules 10CFR 2, 19,20.30,31,32.34.35,39.40, 50,61 A 
70 re stds (or protection against radlallon Oppose rules 

PECK,H Affiliation Not Assigned 5aFR51992 66/09/12 Docketing & Services 
Branch Ip 61863 015 61863 015 

-9204290312 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,3 2, 34, 35, 39,40, 60,61 A 
70 re stds for protection against radiation Oppose rules 

SMITH, SJ Affiliation Nol Assigned AA38-2 0631 86/09/11 ZECH.LW Commission- 
ers (Post 750119) Ip 61003,016 61863,016 

-9204290316 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,30,40, 50,61 A 
70 re stds for proloolion against radiation Opposes rule 

COULIAOES.J Afidialion Not Assigned AA30-2 0854 86/06/21 Docketing & Sotv- 
ices Branch Ip 61864 167-61864 167 

-9204290319 (Comment on proposed rules 10GFR2, 19,20,30,31,32,34,35,39.40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

BRADLEY, M AffiJiatlon Nol Assigned AA38-2 0856 86/08/27 Docketing A Sorvlcos 
Branch Ip 6ie64'166 61064*160 

-9204290323 Comment on proposed rules 10CFR 2, 19, 20. 30 ,3 1,3 2, 34,35 ,3 9, 40, 50,61 A 
70 re stds for proteclion against radiation Opposes rule 

DA RUNG, D Affiliation Not Assigned AA30-2 0856 86/00/25 Dockoling A Services 
Branch Ip 61864 169 61064 169 

-9204290327 Comment on proposed rufos 10CFR2,1 9,20,30,31 ,32,34.35,39,40, 60,61 A 
70 ro stds for protection against radiation 

KLUGE, H Lakeland Audubon Society, Ino AA38 2 0682 86/09/10 Dockokng A 
Services Branch 4pp 61863 017-61863,020 

-9204290328 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40, 60,61 A 
70 re stds for protection against radiation 

LAFORGE,J, Affiliation Not Assigned AA3B-2 0005, 86/10/01 Dockeling A Services 
Branch Ip 61864 114 61064 114 

-9204290329 Comment on proposed rules 10 CFR 2 . 1 9,20,30,31 .32,34,35.39,40, 50,61 A 
70 ra stds for prolection against radiation, Oppose rules 

ZWIN.PW Affiliation Not Assigned /VA38-2 0633 86/09/10 Docketing A Sorvicas 
Branch >p 61063 021-61663 021 

-9204290331 Comment on proposed rules 10CFR2, 19,20,30, 31, 32,34,35.30. 40, 50,61 A 
70 re stds for protection against radiation 

STONE, C.E Affillalion Not Assigned 50FR51992 86/10/06 Docketing A Sorvlcos 
Branch Ip 61864 115-61864 115 

-9204290332 Commant on proposed rules 10 CFR 2 , 1 9,20,30,31 ,32,34.35,39,40. 50,61 A 
70 re stds (or protection against radiation Opposes rule 

ZWIN,PJ Affiliation Nol Assigned AA30-2 0634. 86/09/10. Docketing A Services 
Branch Ip 61063 022 61863 022 

-9204290341 Comment on proposed rules 10 CFR 2 , 19, 20, 30,3 1,32, 34,35, 3 9, 40, 50,61 A 
70 re stds for protection against radial Ion, Opposes rule, 

LOHR.L Affj nation Not Assigned AA38-2 0857 86/00/25 Docketing & Services 
Branch Ip 61064.170 61864 170 

-9204290342 Comment on proposed rules 10 CFR 2 , 19, 20, 30 . 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re side for protection against radiation 

ADAMS, M, Affidation Not Assigned, /LA30-2 0600 66/10/01 Docketing A Sorvices 
Branch 2pp 61864:117 61864 110 

-9204290344 Commeol on proposed rules 10CFR2. 19,20, 30, 31. 32,34.35, 39, 40, 50,01 A 
70 re stds for protection against radiation 

WESTFALURG Affiliation Not Assigned AA38-2 0647 06/09/20 Office of lha See- 
retaiy of Ihe CommissJon. ip 61864,159-61664 159 

-9204290347 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39,40, 50.61 A 
70 ro stds for proteclion against radiation. 

PIEPER.C Affiliation Nol Assigned AA3B-2 0048 06/09/02, NRC - No Dotailed Affili 
alien Given 1p 61864*160 61864 160 

-9204290350 Comment on proposed rules 10CFR2, 19, 20, 30, 31,32, 34.35,39, 40, 50,6! A 
70 re stds for protection against radiation Opposes rule 

GOLDBERG,M,C Affiliation Nol Assigned. AA30-2 0049 86/00/25 NRC - No Do- 
tailed AfIMon Given Ip 61864 161-61664 161. 

-9204290352 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 50.61 A 
70 re stds for protection against radiation Opposes rule 

SCHNaOER.a House of Rep AA3B-2 0858. 06/08/19 ZECH.LW Commissioners 
(Post 750119) Ipp 61864.171-61864.171 
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-92»42SI>3sr Comment an proposed roles tOCPR2.ia,20,30,31,32.a4,3S,30,40, 50,61 & 
70 re 3td5 for protecJion against radiation 

SCHHOEDER.H A Affiliation Not Aa signed AA30-2 0850 86/09/02 NRC - No De 
tailed Affiliation Given ip 61864 162 61664 162 

^9204290361 Comment on proposed rules 10CFR2. 19, 20.30.3 1,32,34,35.39, 40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

HALVORSON.A Affiliation Not Assigned AlA 38-2 0859 86/08/25 Docketing & Serv 
Ices Branch 1p 61864 173-61864 173 

-'9204290362 Comment on proposed rules iaCFR2, 19, 20, 30, 3 1,32,34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

PIILS,M Affiliation Not Assigned AA38 2 0051 86/09/01 Office of the Secretary of 
the Com mission 1p 61064 163-61864 163 

-9204290364 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32.34, 35, 39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

DAVIS Affiliation Not Assigned AA38-2 0860 86/08/26 Dockotino & Services 
Branch Ipp 61864 174-61 B64 174 

-9204290365 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32,34. 36, 39,40, 50.61 a 
70 re stds for protection against radiation 

FLECK, W Affiliation Not Assigned AA38-2 0852 06/08/30 NRC - No Detailed Affili- 
atEon Given 2pp 61864 164-61864 165 

-9204290373 Comment on proposed rules lOCFRa, 19,20, 30.3 1,32, 34.36.39, 40, 50.61 & 
70 ro stds for protectcon against radiation 

* AffiJiation Not Assignea AA3fl-2 0853 S6/08/29 Office of the Secretary of the 
Commission 1p 61864:166-61884166 

-9204290375 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34.35.39, 40, 59,61 & 
70 ra aids lor protection against radiation 

BERQ.W Affiliation Not Assigned /\A3B-a 0809 86/10/08 Docketing & Services 
Branch 1p 61864 119-61864 119 

-9204290378 Comment on proposed rules 10CFR2, 19.20.30,3 1,32, 34.36.39,40, 50,61 & 
70 re stds for protection against radiation 

BERNSTEIN, R Texas, Stale of AA3G-2 0081 86/08/26. Docketing & Services 
Branch 1pp. 61864 175 61864 175 

-0'20429038a Comment on proposed rules l0CFn2, 19,20,30,31,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

SUlECKf.J Affiliation Not Assigned AA38~2 0810 86/10/09 Docketing & Services 
Branch 1p 61864 120-61664-120 

-9204200367 Comment on proposed rules 10CFR2,1 0.20,30,31,32,34.35.39,40, 60,61 & 
70 re stds for protection against rod! a I ion Opposes rule 

WAIO.K Affiliation Not Assigned AA38-2 0669 06/10/08 NRC - No Dolallod Affili- 
ation Given 1p 61064 201-61864 201 

-9204290393 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

WILLIAMS, M C Affiliation Not Assigned AA36-2 0862 86/08/19 Docketing & Serv- 
ices Branch 10pp 61664-176 61064 193 

-920429039S Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35.30,40, 60.61 & 
70 ro Bids for protection against radiation 

PEDERSEN, (3 Affiliation Not Assigned AA3a.2 0870 86/10/09 Office of the Secre- 
tary of tho Commission 1 p 61864'202 61864*202 

-9204290401 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 60,61 & 
70 ro stds tor protection against radiation Oppose rule 

QOODE.M Affiliation Not Assigned AA38-2 0871 86/10/06, Office of tho Secreleiy 
of I ho Commission Ip 61864 203 81884 203 

-9204290405 Comment on proposed rules 10CFfl2, 19,20,30,31,32,34.35,39,40, 60,61 & 
70 re Bids tor protection against radlation.Opposes rule 

aKIBB6E.P.L Affiliation Not Assigned AA3B-2 0863 86/10/10 Docketing & Services 
Branch 1p. 61664 184-61664 194 

-9204290409 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40. 60,61 & 
70 ro stds for protection against radiation Opposes rule 

OWEN.B Affiliation Not Assigned AA38-2 0864 86/10/09 Docketing & Services 
Branch Ip 61864 195 61864 195 

-92O420O411 Comment on proposed rules 10CFR2. 19,20.30,31,32.34,35.39.40, 50.61 & 
70 re stds for protection against radiation 

BRENNER.R A Affiliation Not Assigned. AA36-2 0872 86/09/06 NRC - No Detailed 
AffiliaUon Given Ip 61864 204-61864 204 

-9204290413 Comment on proposed rules 10CFR2, 19.20.30,31, 32, 34,35, 39, 40, 60,61 & 
70 ro stds for protection against radiatioaOpposes rule 

^ Affiliation Not Assigned AA3B-2 0066 86/10/16, Pocketing & Services Branch- Ip 
6ie64-1 96-61 864 196 

-9204290414 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 50,61 & 
70 ro sids for protection against radiation 

MARTIN.C, Affiliation Not Assigned AA30-2 0673 86/10/06, NRC - No Detailed Affili- 
ation Given ip. 61864:205 61864-205 

-9204290416 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32, 34.35, 39,40, 50,61 & 
70 ro stds for protection against radiation 

HICKMAN.JB Affiliation Not Assigned AA3Q-2 0674. 86/10/08. Office of the Secre- 
tary of the Commission Ip. 61864.206-61064,245 

-9204290420 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32,34.3 5,39, 40, 60,01 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON.E Affiliation Not Assigned AA38 2 0B66 86/10/09 Docketing & Services 
Branch 1pp. 61864 197-61 664.197. 

-9204290425 Comment on proposed rules iaCFR2, 19,20,30,31,32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposos rule, 

* Affiliation Not Assigned AA30-2 0887 86/10/16 Docketing & Services Branch. Ip 
61664.198-61864 199 

-9204290431 Comment on proposed rulas 10CFR2,1 9,20,30,31 ,32,34,36,39,40, 60,61 & 
79 re stds for protection against radiatlomOpposes rule. 

LORD,VV,S Affiliation Not Assigned. AA38-2 0868 86/10/15, Docketing & Services 
Branch ip ai864-200-6ia64 200 


“9204300265 Discusses Commission meeting on fjnalizal[or> of radiation stds 
D'ARRIQO.D Nuclear Information & Resource Service. AA30 2 0882 60/11/26 
ZECH,L Commissioners (Post 750119) Ip 61664 253-61864 253 

-9205080166 Submits list of five Hems re draft SRM on Part 20 implemenlalion dates 
MORRIS.B NRC * No Detailed Affiliation Given AA38-2 0870 90/10/26 COOL.D 
NRC - No Detailed Affiliation Given 40pp 61056 260 61856 354 

-9205110208 Comment on proposed rules 1QCFR2,19, 20.30, 31 ,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation 

KOCHERY.IA Affiliation Not As sig nod 50FR51992 66/05/13 Docket I ng & Sen/lcas 
Branch Ip 61871211-61071 211 

-920S1t0200 Comment on proposed rulas 10CFR2,19,20,30.31 .32,34,36,39,40, 50,61 & 
70 re stds for protection agahst radiation Supports rules 

POTOCIK.DP Affiliation Not Assigned 50FR5ieo2 86/05/13 Docketing & Services 
Branch Ip 61871 212-61871 212 

-9206110211 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50.6t S 
70 re stds for protection against radiation 

HERDpE Affiliation Not Assigned 50Fn51992 80/05/15 Docketing & Services 
Branch Ip 61871 213 61871 213 

-9205110216 Commonlon proposed rules 10CFR2.1 0,20.30.31.32,34.36,39,40, 50,61 A 
70 ro stds for protection against radiation 

STRONG.T.R Washington. Stale of 5OFR51092 83/05/12 Docketing & Services 
Branch Ip 61071 214 61871 214 

-920S1 10220 Comment on proposed rules lOCFfla.l 9,20,30.31 .32.34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

HORVATH,K J Affiliation Not Assigned 50FR61992 86/05/15 Oifico of Ihe Secre- 
tary of the Commission Ip 61871 215 61071 215 

-9205130014 Forwards draft rev 1o 10CFR20 for rovEow & comment Response request- 
od by 8001 1 3 W/o end. 

NUSSBAUMER.O.A Assistant Director for State Agreemonta Program AA30-2 87/ 
12/23 Affiliation Not Assigned Ip 61846 310 61846 318 

-84O831O0B5 Recommends RES change specific requiromanl of 10CFR20,App A re 
rospiraloiyrogulation Requirement should bo moro generic & iess proscriptive. 
BAER.R.L Engineering & Generic Communications Dr.Dlv Emore Prop A Enginooring 
RosponsG.tE AA38-2. 84/00/27 ALEXANDER.R E OccupallonaT Radiation Prolocliort 
Branch 3pp 61643 292-61843 205 

-8504220322 Comments on draft Part 20, Subpart H Existing basis for good 
equipment, coupled w/recommended beard prohibllloashould conllnuo to bo funda* 
menial 

BAER.RL Engineering & Generic Communications Br.Olv Emerg Prop & Englnooring 
Rosponse.lE AA3d-2 85/04/11 MILLS^W He&tih Effects Branch 9pp 61043 296 
61843 304 

-8508020270 Comments on proposed rule I0CFR20 re applicability during 
emergencies OJsanraes w/RES posllion of Section 20 9, ''Condilions of Exposure" 
Changes in wording needed, including dofinitlon of "omergoncy." Agrees w/ basic 
Inlont, 

BAER.RL Engineering & Generic Communications Br.DIv Emerg Prep & Engineering 
Response, IE. 56FR23360 86/07/26. ALEXANDER.R. Health Effoers Branch 4pp 
61843 305 61843-307. 

-8602120515 Informs that stall will bo reviewing proposed rev to 10CFR20 during com- 
moot period Region I should undertake similar review 

PARTLOW,JG DIv of Inspection Prog rams. IE (0502 12-8704 13) 86/02/05 

MARTIN, T.T Region IfPosI 820201) 2pp 61042 264-61842.265 

-8803240347 Forwards proposed rev to 1DCFR20, "Stds for Prolocllon Against Radi- 
ation.*' (o aid in development of radiation protection procodurospor 860124 
request Copy of draft regulations requosted.W/o end 

ALEXANDER.R E. Office of Nuclear Regulatory Research, Director (Pro 860720) 66/ 
03/03 VALENTfN.J Sweden. Govt of fp 61642 207-01042 287. 

-8603249369 SECY-86-048 Provides backfit analysis for 1O0FR2O proposed rule for 
Commission review & approval for publication In FR for public comment 
STELLO.V. Ofc of Iho Executive Director for Oporallons AA30-2 88/02/10. 30app 
61846 310 61847.042 

-86Q3259208 Forwards proposed rev to 10CFR20, "'Stefs for Protection Against Radi- 
ation,” per 860202 request Rov believed to bs consistent w/jusllficalion 8 opllmlzo- 
llon principles of Inll Commission on Radiological Protection. 

ALEXANDER.R E Office of Nuclear RegiilatoiY Hosoarch, Director (Pro 060720)* 
AA38-2 86/03/13 WARNECKE.E Germany, Federal Republic of Ip. 61642 330- 
61842 339 

“8693260276 Advises Itiat public meolings for proposed major rev to 10CFR20 will bo 
considered at close of public comment period to permit Incorporation of written com- 
ments or siruc luring of appropriate agonda. 

MINOQUE.HB Office of Nuclear Regulatory Research, OIroctor (Pro 860720) 
66FR23360 86/03/12. GFACe,J.N, Region 2 (Post 020291) 2pp 61642.337- 
61842 338 

“8693250295 Requests advice as to logai accuracy & significance of end iO Bross 
860224 llr docketed as official Hr of comment on mojor rev to 10CFR29 published in 
FR on 060109. 

ALEXANDER.R E Offico of Nuclear Regulatory Research, Director (Pre 860720), 
50Ffl2336O. 86/03/10, BECKER, J.M. Office of the Executive Legal Director (Pro 
860701) Ip 61642 327 81642 333 

“6603250381 Informs of annual indopondani regulatory review of fulemakino lo revise 
10CFR20>Proposod rule published in 066109 FR Review postponed unlit close of 
comment period on 860512 

MINOGUfc.R B Office of Nuclear Regulatory Research, Director (Pro 660720). 86/03/ 
12 STELLO.V Ofc Of ihe Executive Director for Operations 2pp, 6f842 334- 
61 042*336 
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>-0605070430 ResporTtf^ to queslions in 060415 11/ Licensees expected to keep expo 
sures to members of public bofow 0 1 rem/'yf unless clhorwise autfionzedConiments 
on p/oposed revs lo 10CFR20 requested 

ALEXAIMDER.R E Radiation Risk Asses smeinl 8s Managomoni Branch (060325- 
860720) 5GFR23360- 06/04/22 MOBERG,AJ Newport Shipbuilding & Dry 

Dock Co ip 61643 035 61043 085 


-8904190297 Responds to 890126 memo re record rotontion for ox-licenseo alter N- 
cense has been terminated Ex-licenseo not required to retain records under Part 20 ot 
NRC regulation or proposed regulallons 

JEHLE.P Office of the General Counsel (Post 860701) 56FR23360 8D/02727 
MILLER, Cl Standardization & Non Power Reactor Project Directorate {0704 M- 
890729) 2pp 61852042 61852 043 


-6605180527 Forwards comments on proposed rev to 1'OCFR20. ''Need for Chang© in 
NsLlron Quality Factors " ^ . 

PARTLOW^JG Dly of Inspection Programs.lE (050212 870413) 56FR23360 86/05/ 
12 GOLLER.Kft Division of Radialian Programs & Earth Sciences (840429 860720) 
Bpp 61843 285-61043 291 


-8905240560 Forwards draft notice to federal ager\ciB8 w/NRC licenses re potenUal 
conflicting requirements between new federal guidance on occupational radiation con- 
trol & existing Part 20 requirements Comments by 870930 requested 
ALEXANDER, RE Radiation Protection & Health Effects Branch. AAa8-2 87/08/25 
BROWNINQ.RE Division of High-Level Waste Management (Post 870413) 7pp 
ei044 3S0 61644 355 


•8611130377 Submits addi comments on Subpaft H of proposed 10CFR2O rev. includ 
Ing ccncorns w/loophole addressed In 660411 mamo.uso of protection (actors & 
amergercy uso of respirators 

BAER,RL Enginoermg & Generic Communrcatjons Br.Div Emerg Prep & Engineering 
Response, IE 5eFR23360 88/11/10 ALEXANDER.R E Office of Nuclear Regulatory 
Rasearch (Post 860720) 2pp 61643 332 61645046 


-8906150045 Responds to 890517 request for review of end draft Commission paper 
ro 10CFR20 No togal objection to paper In order to inform Commissron of author 
viaws.listorf paragraph should be added at end of Commission paper 
TREBY.S A Assjslant General Cour>se} for Rulemaking & Fuel Cycle 56FR23360 69/ 
05/22 BECKJORD.ES Office of Nuclear Regulatory Research (Post 060720) Bpp 
61053023 61853 077 


-8701289265 Forwards Ofc o( General Counsel 661023 ■& 870113 memos ro views on 
10CFR20201(b> & 20 401 (Form 5) Info Incorporated m health physics position 
file Revised draft info notice end w/0701 13 memo separately distributed 
CUNNINGHAM.L J Operating Reactor Program Br.Div of Inspocllon Programs, fE 
(650212-670413) 56FR2336a 87/01/21 SHANBAKY.MM Region 1 (Post 620201) 
3pp 61844 035-G 1044 050 

-8701280289 Responds lo request for views on enforceability of tOOFR20,401 ro 
whether regulalicn requires iicenseo to follow instructions on Form 5 Position taken by 
region in citing license© for inadequate recording of doses supported 
UEBERMAN,J Assistant Genera) Counsel for Enforcemont AA3&2 87/01/13 
WCKEE.P F Operating Reactor Program Br.Oiv of Inspection Programs ,IE (650212- 
S70413) 6pp 61844 040-61044 050 

-8704150096 Comments on draft EDO dscislon paper for 10CFR20 rulomaking, per 
870331 memo Proeosed Allernativa 2 would no1 achieve changes lo Part 20 support- 
ed by majority of staff Suggests lhal RES convene working group 
PARTLOW^JG Div of Inspaclfon Programs.lE (850212 670413) 87/04/10 

ALEXANDER, RE Safely Research Application Branch Ip 61844*159 61044 219 

•8712100314 NENS/OSART/67/12 ’'Oparalional Safety of Nuclear Installations " 

* Intornalional Atomic Energy Agency 56FR23360 87/10/31 50pp 61050 027- 
61850077 


-8906220905 Informs of NRR concurrence on Part 20 policy papar.per 090517 memo 
GILLESPIE.F P Program Management, Policy Development & Analysis Staff (Post 
870411) 56FH23360 89/05/30 BECKJORD.ES Office of Nuclear Regulatory Re- 
search (Post 860720) 21 pp 61853 081 61B53 121 

-8996290452 Advises that NMSS concurs W/10CFR20 pollcv paper re issues of altcr- 
nativo melhods of assessing, recording & conlrotling internal doses & inablfily of U le- 
covoiy facilities to comply w/App B values for Rn-222,per 890517 requasi 
BERNERO^R M Office of Nuclear Material Safety & Safeguards 56FR233S0 89/08/ 
06 eECKJORD,ES Office of Nuclear Regulatory Research (Post 860720) tp 
61653 248 61853 250 

-8910120217 Djscusses proposed reg guides lo suppi revised 10CFR20.por 000306 
memo Fuel cycle guide warranted & oevelopmenl supported Reg guide for mails li- 
censees would not be of great utility 

CUNNINQHAM.R E Division of Industrfal & Medical Nuclear Safely (Post 0707 29} 
56FR23360 89/09/20 MORRIS.BM Division of Regulatory Applications (Post 
670413) Ip 61854 075 61854 075 

-3912220643 Forwards draft memo re applicability of 10CFR20 to occupallonal radi- 
ation exposures resulting from radon & radon progonev at nuclear power plants 
CUNNIffcnAM.LJ. Radiation Protection Branch S6FR23360 09/12/14 HICKEY, J,W, 
Operalions Branch 19pp 61054 322 61854 342 


BB02260117 Forwards conamenla of 871209 draft rev of lOCFR 20 Concurs w/lan- 
page of proprosed rule, pen ding resolution of comments Proposed rufo adequate ro 
respiratory protection program 

CONGEL,FJ Division of Radiation Proloclton & Emergency* Preparedness {Post 
870411) 56FR23360 83/02/12 MORRIS, BM Division of Regulatory Applications 
(Post 870413). 9pp 61846 066-61046 074 


•9003060277 Provides comments on memo for NRC regions re applicability o( 
10CFR2O lo occupational radiation exposure s Radon & radon progeny are nalural 
background sources unless from radioactive decay of licensed matl within 10CFR20 
TREBY.S A Asai slant General Counsel for Rulemaking & Fuel Cycle 66FR23360 90/ 
01/25 CONGEL,FJ Division of Radiation Proloclion & Emergency Pfoparodnoss 
(Post 870411) 11pp 61855 016 61655 028 


-6603210352 forwards draft of responses to help Fart 20 working group respond to 
pub lie commenta In respiratory protection area per H Paterson request 
w:GGtNTON.J Office of Nuclear Reactor Rogulation, Director (Post 870411) 
56FR23360 88/03/17, ftOECKlEIN.A Office of Nuclear Regulatory Rosearch (Post 
869720) 3pp 61847 194 61847 207 


•9005210135 Forwards commenils on review of draft radiation protection Rog Guides 
8 Nl.a N4B,0 N6,0 N8 & 8 NtO 

CUNNINGHAM.LJ Radiation Protection Branch 56FR23360 00/05/16 

VIRGILIO.MJ Policy Development & Technical Support Branch (Post 870411) 35pp 
61855 224-61855 260 


-6603300481 Informs that draft l0CfR20 rev reviewed by divs wtlhin NMSS & detailed 
commerris provided lo NMSS confacl on Part 20 Working Group,per 871211 
request 0/c level concurrence ahould be on schedule tor Apr 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
56Fn23360 80/01/20 MORRIS, B Office of Nuclear Regulalory Research (Post 
860720) 2pp G1846 052 61846052 


•9605290081 Commonls on review of listed rag guides for rewsad Pari 20, Including 
6N4b, “Intorpralalion of Bloassay MeaBuroments" & 0N6, ‘'Criteria & Procedures 
for Summation of Internal & External Dose " 

CUNNINGHAM.RE Division of Industrial & Medical Nuclear Safety (Post 670720) 
56rR23360 90/05/04 MORRIS.BM Division of Regulatory Applications (Post 
870413) 6pp 61855 216 61855 223 


-6805250382 Advises of one significant conflJct bolween 2eCFR1910 134, “Respiratory 
Proleclion" & existing draff Part 20 respiratory section NIOSH does nol certify airline 
respirator for use In lOlH areas 

WIGQINTON,J Office of Nuclear Reactor Regulation, Director (Post 070411) 
SSFR23360 68/05/18 PETER SON, H, Office of Nuclear Renuialory Research (Post 
660720) Ip 61848036 61048039. 

-6609220021 Forwards comments on review of language of 10CFR20 ruloinaKIng pack- 
age did 800826 

CUNNINGHAM.L J Radiation Prolectton Branch 56FR 23360 88/09/16 

ROECKLEIN,AK Radiation Proicction & Health Effects Branch 6pp 6184 8 206 
61840 211 

-0SO92flOtO8 Concurs in promulgation of draft rule as official amend to 10CFR20 
fule making Suggestions for Improvement Irarsmittod under separata cover 
GILLESPIE, F P Program Managemenf, Policy Develop menl & Analysis Staff (Post 
870411) 5eFR2336a 68/00/22, BECKJORO^E S Offtco of Nuclear Regulatory Re 
search (Post 060720) Ip 61048 214 61040 214 

-89013003 38 Requests that rag guide on control of access lo very high radiation areas 
be prepared, per SEGY-88 31 5 

CXDNQEL.Fj Division of Radiation Protection & Emergency Preparedness (Post 
870411) 66FR23360 09/01/13 GILLESPIE, F.P Program Management, Policy Dovel- 
opmenl & Analysis Staff (Post 870411), 78pp 61051 001-61851 166 

-8902090466 Forwards comments on rev of 10CFR20 Comments both substantive & 
editorial 

BECKER, JM Office of the General Counsel (Post 060701) 56FR23360 88/01/07 
MORRIS. B Division of Regulatory AppticaflonS (Post 870413) 6pp 61045.309 
61B45314 

•8902270444 Disccusos procedure for controlling & accounting for radiallon exposure 
of NRC omployees & contractors Although dosos Incurred by NRC employoes well 
below rooulatory limils guidance In Manual Cliaptor 0524 nol being followed, 

STELLO.V Ofc of the Execulivo Director for Oparatlona SGFR23360 09/02/1-7 Com- 
missioners (Post 750119) BOpp 01851 239 61851*320 


-0101220141 Forwards draft memo responding to questions raised concerning regula 
lory position re assessment of licensod matl at nuclear power plants that appear lo 
have resulted from ingestion rather than Inhalation 

CUNNINGHAM.L J Radiation Protection Branch 56FR23360 91/01/10 

JOYNER, JH Region 1 (Post 820201) lOpp 01850 034-61059 043 

-9105230087 Discusses USO of regulatory positions m reg guides for assessing compli- 
ance w/now part 20 

CUNNINGHAM.L J Radiallon Protection Branch 56FR233BO 01/05/16 

LIE0ERMAN.J Ofc ot Enforcement (Post 870413) Bpp 61659-268 61859 292 

-9204080340 Discusses changes for final 10CFR20 package Suggested approach for 
separate radon timils for U recovery licensees will allow rule to go forward while 
matter bolngaddressetf 

ORAGONEfTE.K Office of Nuclear Material Safely & Safeguards 56FR233e0 08/ 
12/16, PETERSON, H Office of Nuclear Regulatory Rosearch (Post 860720) 85pp 

61850 203-61651 046 

-9204060387 Proposed rule 10CFR2. 19, 20.30, 31 ,32.34,36.39.40,50.61 S 70, "Slds for 
Proloclion Against Radiation” Rule would provide reauiromonls for protection of tndl> 
viduals exposed to Ionizing radlationi from routino activities licensed by NRC 
GRIMSLEY.DH Office of Administration (Post 890205) AA30-2 86/01/02 250pp 
61840,072 61841 200 

-9204000389 Requests papers for Health Physics Society mid-yr topical mooting on 
900204-00 in AHanic City.NJ re risks Reg guides 8 29 & 8,13 will bo revised ns result 
of major rev of 10CFR2O ^ ^ , 

ROECKLEIN.A K Radiation Protection & Health Effects Branch S6FR 23360. 89/02/ 
14 CHRISTMAN, E A Rutgers, New Jersey, Stale Unlv. of, Piscataway. NJ Ip 

61851 047 81051 047 


-9204070001 fnfprins that rej guide on workplace air sampling being wrilton lo mod 
irequiremenis of new tOCFR20.Worhshop on workplace air sampling proposed to bo 
held first wk in Dec 

MCGUIRE.S. Radiation Protection & Health Effects Branch 56FR23360 89/02/14 
ROECKLEIN.A K Radiation Pfoteclion & Health Effects Branch 26pp 61051648 
61851 000 


-0903210060 Advises that 100 FRIO 13(e) does not require reporting of bloassay data 
or other Inf a on Intakes of radEoacliva matl 

CUNNINGHAM.L J Radiation Protocflon Branch 6eFR23a60 89/03/13 

QELLAMY.R R Region 1 (Post 620201) 6pp 61852 055 61852060. 


-9204070014 Discusses data on radon releases from U mill sites received from D 
Smith ^ „ 

DRAQONETTE.K NRC - No Detailed Affiliation Given 56FR23360 68/12/16 
BELL,M NRC - No Delaifod AffiPialion Given 58pp 61851,157-61851 214 
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--0204070015 Advises o1 agrooment re no substantial tncreaso in safely associated w/ 
10CFR20 proposed rev 

SCHWINK.W NRC - No Detailed Affiliation Given AA30-2 86/01/16 GOLLER.C 
NRC - No Detailed Affiliation Given 16pp 61841 209 61841 224 

-9204070021 Provides status of branch planning for 10CFR20 reg guide 
development Specific guide tasks will bo identified in consultation w/Scientech & task 
order will be Issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given 56FR23360 89/02/01 

ROSZTOCZY.Z NRC • No Detailed Affiliation Given Ip 61051 216 61 851 215 

-9204070036 Forwards list of priority issues discussed at Iasi staff meeting 
REHM.T A Assistant for Operations (Post 890205) AA38-2 86/01/16 Ofc of the Ex- 
eculivo Director for Operations 6pp 61041 225 61042 262 

-9204070042 Advises that phase 1 rept from Scientech re needs & priorities for davel- 
oping or revising regulatory guidance for implementation of new part 26 reviewed & 
proposes fisted schedule for staff work 

ROECKLEIN.A K Radiation Protection & Health Effects Branch 56FR23360 68/12/ 

01 MORRIS.BM Division of Regulatory Applications (Post 370413) 22pp 

61851 216 61051 237 

“02'04070052 Confirms 890214 tolcon requosling pernnission to reproduce limited 
number of copies of pages 36 39 of NCRP rept 84, “General Concepts for Dosimetry 
of Internally Deposited Radionuclides" & pages 10-19 of NCRP rept 91 
PETERSON, HT Radiation Protection & Health Effects Branch 56FR23360 69/02/ 
15 NEY.WR National Council on Radiation Protection & Measurements Ip 
61051 238 61851 238 

-9294070071 Informs that proposed rev of NRC “Gtds for Proloclion Against Radiation 
(10CFR20)," will he sent in near future 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pro B60720J AA39- 

2 86/02/04 DUNSTER.HJ United l^ngdom. Govt of Ip 61842 263 61842 263 

”9204070076 Responds to request for permission to reproduce limited number of 
copies of pages 36 39 of NCRP root 84 & pages 18 19 of NCRP rept 91 
SPAHN,JA National Council on Radiation Protoctfon & Measurements 56FR23360 
89/03/02 PETERSEN, HT Radiation Protection & Health Effects Brandi 6pp 
81051 321 61051 326 

--92040700D5 Notifies of need for assistance In editing workload to modify reg guides 
for pari 20 implementation End rept provides mamed-up sections w/changes for 
minor & odilorial revs 

ROECKLEIN.A K Radiation Protection & Health Effects Branch 56FR23360 69/02/ 
23 BURDA,AJ Program Management, Policy Development & Analysis Staff (Post 
870413) 76pp 61851 327 61052 041 

-9204070128 Advises that several comments on revised 1DCFR20 rule pointed out 
minor inconsisloncios in rule & one comment pointed out that posifion on embryo/ 
fetus dose calculation would preclude accurate fetal doso essessmonta 
PETERSON, H T Radiation Proloction & Health Effects Branch 66FR23360 69/83/ 
13 NRC - No Detailed Affiliation Given 5pp 61852 044 61052 046 

-9204070132 Forwards Commission paper & draft FR notfeo in response to Commis- 
sion request for analysis of how proposed rev to Part 20 comptios w/backfit rule 
(50 109) 

MINOGUE.R B Office of Nuclear Regulatory Researcfi, Director (Pro 660720) AA38- 
2 86/02/06 STELLO.V Ofc of Itio Executive Director (or Operations 2pp 
61342 268 61042 266 

-9204070140 Requests reconfirmalion of need of reg giiicfes 8 N 2 & G N 3 for tmplo- 
mentatlon of revised 10CFR20 in view of fact that many of oxisllng cfiv 8 guides wjit 
be extensively revised Draft reg guide 0 XX & doscription of ron guides oncL 
MORRIS.B M. Division of ReguTatory Applications (Post 870413) 56FR23360 89/03/ 
00 CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
3pp 61852 049 61852 051 

-9204970160 Discusses pros & cons of four of five options montlonod in 8Q1122 mome 
lo Commissioner Curtiss for going forward w/ rulemaking subj to backlit rule if Com 
mission wanted to approve rule 

MALSCH,M G Deputy General Counsel for Licensing & Regulation (860701 690422) 
5GFR233eo 89/03/07 J0NES.6 NRC - No Detailed Affiliation Given 3pp 

61852 052 61852 054 

-9264070164 Expresses appreciation for 881227 Itr to Zoch ro commonls on revised 
10CFR20 rule Number of changes suggested in commonls have been incorporated in 
revised rule presently before Commission Related info end 

MORRIS.B M Division of Regulatory Applications (Post 870413) 56Fn23360 09/03/ 
22 KODRICKJE Bethlehem Steel Corp 11Bpp. 61852 001 61652177. 

-9204070174 Staff requirements memo ro revised 10CFR20, Commission does not 
objccl lo request that final approval of rev to 10CrR20 bo deferred unlit issue raised 
in 080202 memo resolved 

CHILK,SJ. Office of the Secretary of tho Commission COMLZ-09-13 69/04/10, 
STELLO.V Ofc of the Executive Director lor Operations 41pp 61662 170 61052 279 

“9204070187 Forwards info ro particle size dlslnbulions & example catculallon based 
on real data using proposed alternative to 10CFR28 2O5 prosonteef during 090222 
meeting. 

TIPTON, TE Nuclear Management & Resources Council (NUMARC) (formorly Nuclear 
Utility Manage G6Fn23360 09/05/08 MORRIS, W.M. Division of Regulatory Appfica- 
lloas (Post 870413) 43pp. 61852:280-61 B52-322 

-9204070231 Forwards for review & concurrence, Commission polfcy paper that ra 
selves outstanding technical Issues ro issuance of 10CFR20 ruJo.impIomenlatfen date 
for rute should be postponed from 910101 to 920101 

BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 66FR23360 
89/05/17 BERNERO.R.M Office of Nuclear Material Safety Safeguards 29pp, 
81852 323 61853 022 

-9204970251 Advises that Commission policy paper that rosolvos outstanding technical 
Issues re Issuance of 10GFR20 rule reviewed Concurs In paper w/enct changes. 
DENTON.HR Office of Governmental & Public Alfalrs (870413-911116) 6BFR23360 
89/05/25. BECKJORO.E S Office of Nuclear Regulatory Research (Post 880720) 
3pp 61853 078 61 a53-080 


-9204070267 Forwards summary ot particle size data amassed at commarcial nuclear 
fuel div in Columbia, SC from 1984 until presenl.per NRC request Particio size meas- 
uromonts in workplace may bo sub| lo veri ability which could affect deposition in lung 
DURKLIN.RK Wostinghouae Electric Corp 56FR23360 89/04/21 NRC No De- 
tailed Affiliation Given 1 lapp 61 853 122 61 853 239 

-920407-0274 Advises that staff evacuating impact of allowed air concentration for Rn- 
222 at site boundary for members of public In app D, table 2 of proposed rev to 
10CFR20 

STELLO.V Ofc of Ihe Executive Director for Operations 56FR23360 09/02/02 
ZECH Commissioners (Post 750119) 0pp 61653 240 61053 247 

-9204079280 “Implicaiions of Proposed 10CFR20 Changes Upon Radiation Proloction 
Dept at Clinton power Station " 

* Wadman a Associates 56FR23360 89/06/09 51pp 61853 251-61853302 

-9204070285 Offers no concurronco on Commission paper re proposed changes to 
10CFR2O Paper should bo modified bofora forwarded to EDO Reasons for decision 
listed 

ROSZTOCZY.Z R Division of Regutalory Applications (Post 870413) 5BFR23360 89/ 
06/16 MORRtS.B M Division of HGnulalory Applications (Post 870413) lOpp 
61853 303 61053 310 

“9204089006 Responds to 060221 note ra potential Impact on nuclar power plant li- 
censees of proposed occupational ALARA rule in new Part 20 
CUNNINQHAMXJ Operating Reactors Program Br.Div QA.Safeguards & tnsp 
Programs.lE AA38-2 86/03/05 ALEXANDER, « E Health Effects Branch 15pp 

61842 28B 61042 303 

“9204069023 Requests that R Alexander make brief presentation concerning proposed 
rules to members of mfg environ cammittoe during B60305 meeting 
JOHNSON, KT Fertilizer In stiluta 06/02/07 MINOGUE.R B Office of Nuclear Regu- 
latory Research, Director (Pre 860720) 24pp 61842 304-61842 326 

“9204089052 Responds to Z Roszloczy 890616 memo raising issues re revised 
10CFR20 Commission policy paper resolving □ulstanding technical Issues 
PETERSON.HT Office of Nucloar Regulalory Research (Post 860720) 5eFR23360 
89/08/20 MORRIS.B M Division of Rogulalory Appticatlom (Poal 670413) 6pp 
61853*319 01853 324 

“9204080059 Forwards memo prepared for signature &. concurrenco, which would trans- 
mit to EDO Commission paper proposing resolutions to two issues which have re- 
ceived considerable attention since rev of 10CFH2O provided to Commission 
MORRIS.B M Division of Rogulalory Applications (Post 070413) 56FR2330O 89/08/ 
20. BECKJORD.ES Office of Nucloar Regulatory Research (Post 060720) lOpp 
61853 3 25-61853 337 

-9204080071 Requests review of revised NRC forms 4 & 5 & associated Instructions In 
ordor lo accomodate revs being made to 10CFR20 End drafts reflect NRC offorls to 
make forms consistent w/rovisod 10CFR 20 Comments needed by 090731 
COOL, O A Radiation Protection & Heallli Effocla Branch 56FR23360 89/06/30. 
CUNNINGHAM.L J Office of Nuclear Reactor Regulation, Director (Post 870411) 
23pp 61653 338 61854 005 

-9204080070 Responds lo 690410 request for more sxtansivo analysis of some of op- 
tions proaontod in 881122 & 800307 memoranda on application of backfit rule to pro- 
posed revs of 10CFR20 Three principal options for dealing w/backfit rule listed 
PARLER.WC Office of the General Counsel (Post G60701) 56FR23360 89/07/06 
CARR Commissioners (Post 750119) 12pp 61054 006 61654 017 

-9204080084 Forwards rough outline (or Commission info paper on radiation protection 
policy which B Bernero discussed on 890717. 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870720). 
56rn23360 09/07/18 MORRIS.B Division of Rogufalo-ry Applications (Pont 870413). 
6pp 61054 018-61054 023 

-9204080129 Conlirms hypothasis re use of RN 222 value for public in proposed rev to 
10CFR20 

NEEL.RB NRC - No Detailed Affiliation Given AASa 2 66/03/11 ALEXANDER.R 
NRC - No Detailed Atftllation Gwen Ip 61842 336-61842 336 

-92040B0140 Forwards two sols of layouts for very voluminous tables In 10CFR20.app 
B Present format employs sld scientific oxponenliQl notation Proposed changed formal 
uses computer *'E" notation rathor than subscripts 

PETERSON.HT Radiation Protection & Health Effects Branch 56FR2336a. 86/07/ 
22.MEYER.O Regulatory Publications Branch 6pp 61854.024 61654 029 

-9204060152 Forwards for editorial review, draft FR notice for revised 10CFfl20 Edilorfal 
roviow should focus ori listed areas & comments should bo submitted by 800900 
COOUDA Regulatory Publications Branch 66FR23360 89/08/16. OK LESSON, E R 
Program Managemenl, Policy Dovelopmont & Analysis Staff (Post B70413) 41pp 
01654,030 61 B54 073 

-9204060161 Forwards marked up draft final nile presenting comments on Commission 
regulations that oslabifsh 6 Ids for proleclton against radiation W/o one! 

MEYER.DL Regulatory Publlcoliona Branch S6FR23360 89/09/1 1. COOL.D A Radi- 
ation Protection & Heaflti Effects Branch Ip 61054 074 61654 074 

-9204080176 Summarizes visit lo Weslinghouso commercial nucloar fuel plant in 
Columbia, SC on 890919-20 to collect fnfo neodod lo prepare reg guide on air sam- 
pling to moot requirements of now 10CFR20 

MCQUIRE.SA Radiation Proloction & Health Effects Branch 5QFR23360 89/09/20. 
COOL, DA. Radiation Protocllon a Health Elfecls Branch 149pp 61854.076- 
01654 220 

-9204080185 Forwards for Info, end lo recent Commission policy paper on 10CFR20 re 
NRC staff analysis of U fuel fabrication proposals for control of Internel radionuclides. 
MORRIS.B M. Division of Regulatory Applications (Post 070413) 56FR23360 69/19/ 
06 TIPTON.T, Nucloar Managomenl & Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage. 7pp. 61654 220 61854.235 

“9204080218 Provides ID Dross comments on proposed rev of tOCFRZO 
BECKER,JM Affiliation Nol Assigned B6FR23360 86/03/24 ALEXANDER, R.E 
Office of Nuclear Regulalory Research, Director (Pre 869720) 47pp. 61042.340- 

61843 028. 



oua bU UtMS 


••S2040a0226 Expresses appreastion for D Cool parlEC^palion in telsconforence broad' 
casfo-d on 090926 re overviow of revs lo- f0CFR20 

KAMMERER.C Slate, Local & Indian Tnba Programs {670413*900111) 56FR233B0 
09/10/20 BECKJORD.ES Office of Nuclear Rogulatoiy Resoarch (Post D60-7'20> Ip 
61054 236 61854 236 

“9204000232 Forwards lisl of naw reg guides for revised 10CPR20 & lead reviewer for 
each guide Review offorls will Include probable meetings w/RES & contraclor for 
early Inpul & review & comment on drafts 

ESSIG.T NRG No D stalled Affiliation Given &6Fn23360 89/10/26 BUCHAN AN. J 
NRG * No Detailed Affiliation Given 24pp 61854 237 61864 260 

“9204000237 Comments on 890515 staff evaluation of NUMARC proposal tranamtled 
lo NUMARC by Morns Staff analysis did not address dosimetric moool & real people 
data provided as illusi ration in NUMARC transmittal of 390508 
STANSQURY.PS General Eleclno Co 56FR23360 39/11/22 PETERSON.HT Dm- 
8 Ion of Regulatory Applications (Post G70413) tepp 61854 261 61354 276 

“9204080244 Informs of success of piiot video tele Information fransfer program & ex- 
presses sincere approciation lo recipient & RES staff 

KAMMERER.C Slate, Local & Indian Tnbe Programs (870413-900111) 56FRa3360 
59/12/01 0 ECKJORD.es Office of Nudear Regulalory Research (Post 660720) 
45pp 61854 277-81054 321 

“9204080260 Responds lo 891 127 Itr re revised 10CFR20 currenlly under Commission 
consideration Revised part 20 would permit usa of direct measurements in lieu of air 
concentration measuromenls for assessing dose & datorminlno compliance, 
BECKJORO.E S Office of Nuclear Regulatory Research (Post 860720) 56Ffl 23360 
69/12/21, VAUGHAN, CM General Elociric Co, 2pp 61854 343 61354 344 

“9204080256 Responds to 891127 Hr re revised 10CFR20 currenlly under Commission 
consldoratlon Ravisecf part 20 would permll usa of direcl measuremenis fn Hau of air 
concentration measurements for assessing dose 3 determining compfiance 
BECKJORO.E S Office of Nuclear Regulatory Research (Post 060720) 56FR 23360 
69/12/22 GOODWIN.W.L Weatinghouao Efectnc Corp 6pp 61854 345 61054 350 

“9204080268 Ack rocemf of 891221 Itr re revs lo 10CFR20 being corsidorod currenlly 
by Commission Use of direct moasuremonls in lieu of air concontrafion measurements 
for assessing dose & determining complianca very imporlant 
VAUGHAN.CM General Electric Co 56Ffl23360, 90/01/1 1 BECKJORO.E S Office 
of Nuclear Regulatory Research (Post 860720) 2pp, 61 854 351*61 854*354 

“9204080271 Requests review of end draft revised backfit enalysis for 10CFR2O by 
900124 

MQRRIS.0 M Division of Regulatory Applications (Post D70413) 56FR23360 00/01/ 
22 CUNNINGHAM.R NRG < No DetailorJ Affilialon Given 22pp 61354 355 
61855 015 

-•9204080314 Commonis on proposed mle 10CFR1 9, 20, 30,31, 32, 34, 40, 50, 61 A 70 re 
stds for prolectfon against radiatron Requests that comment period be oxtonded 90 
days from current 860421 deadline 

EDWARDS, D C Oil, Chomica! & Alomfc Workers International Union 60Fn51092 86/ 
04/18 Office of the Secretary of the Commission 1p 61043 029 61043,084 

“9204090001 N-916 047 “Notice of Policy Guidance on United Auto Workers vs John- 
son Controlsjnc “ 

SILflERMAN,RG Equal Employmenl Opporlunity Commission. 56Fn23360 90/01/ 
24 f3pp 61655 020 61855 041 

“9204090006 Forwards for concurrence & review, transmiltal memo ro revised backlit 
analysis for 10CFR20 rev Rev predicated upon mooting conditions of 
10CFR50 109 Related documonlation end 

MORRIS, BM. Division of Regulatory Applications (Post 870413) 56FR23360 9 0/01/ 
31. PARLER.WC Office of the General Counsel (Post 860701) 144pp 61855 042- 
61855 203 

“0204090012 Atfvisos of research into various federal regulations A ANSI guidance r© 
color coding of radiation symbol.por mat Is llconsoe request Foderai agoncles regula- 
tions conflict on foroground color of radiation symbol 

BERNERO.R M Office of Nuclear Material Safety & Safeguards 56FR23360 00/03/ 
12 BECKJORO.E S Office of Nuclear Rogulatory Research (Post 860720) 12pp 
61855204-61055 212 

“9204090023 Discusses ALARA provisions in proposed I0CFR28 Proper std of cere 
owed by llcenseos ombodled in current rogu Ini Ion, based on inlt consensus scienco & 
which can bo applied uniformly to all licensnos & on all |obs 

FORBES, J American Nuclear Insurers. 56FR23380 90/04/27 CUNNINGHAM, LJ. 
NRC No Detailed Affiliatron Given. 4pp 61855 213-61856 216 

“9204990031 Forwards roJevanl portions of now rogulallon in UK which oesonlially re- 
quire type tBslIng.acceplartco testing .main I, periodic testing & calibr of monitoring in- 
strumentation 

SWINTH.K L Baltolle Womofial Instituto, Pacific Northwest Laboraloiv 5BFR23360 
60/04/24 ALEXANDER, R E Office of Nudaar Regulatory Research, Director (Pro 
660720} 200pp 81843 066 61643 264 

“9204090055 Advises of staff intention to delete suggested ref lo OSH A rospiratory 
protection regulations 

WiGQINTONJM NRC - No Detallod Affiliation Given 66Fn23360 00/06/27 
COOL.D NRC - No Detailed Affifiatlon Given. 19pp 61655 261 '61855 277 

“9204099068 Ad^ses that end CommIssFon paper proposes several minor revs lo 
10CFR20 rule, Telephone comments should bo made to DA Coof or Pelorson by 
900703 

COOL.DA Radiation Protection & Health effects Branch 66FR23360, 00/06/27 
MORRIS, BM Division of Regulatory Applications (Post 870413), 14pp 61855 278 
61855291 

“9204090978 Exprossos concerns over Implomonlation dale of D20101 for revised 
10CFR29 & anticipated publication date Concerned w/ offeci compressed schedule 
will have on successful fmpfementation of revised rule by nuclear power Industry 
LEE.B Nuclear Managemont & Resources Council (NUMARC) (formorfy Nuclear Ulilily 
Manage 66Fn233G0 00/07/2? CARR.K.M. Commissioners (Post 760119), 2pp 
61 665 292-61055 203 

“9294090068 Forwards draft SRM on 10CFR20EOO ofc indicated that SRM ha by 
900702 in case of any maior problems 

HELTEMES,J. NRC - No Dolailed Affiliation Given 66FR23360 90/06/28, 

M ORRIS, B NRC • No Detailed Affiliation Given Ip. 01665 294-61855 294 


“9204090096 Forwards staff requirements memo on SECY-88 316 & SECY -89-267 lo 
bo Issued on 900703 

CHILK.S J Office of the Secretary of the Commission 56FR23360 00/06/28 CARR 
Commissioners (Post 7501 19) 4pp 61855 295-61855 298 

“9204090110 Requests that schedule for review of staff requirements momo bo ex 
tended in order to permit submitial of staff rev next wK 

THOMPSON.H L Office of Nuclear Material Safely & Safeguards 56Ffl2336[) 90/06/ 
29 CHILK.SJ Office of the Secretary of the Commission 67pp 61655 Sfl'S 
61856 007 

“9204090115 Forwards comments on draft reg guide fl N5 re criteria & procedures for 
summation of internal & external dose 

WIGGIMTON.JE Radiation Protection Branch 56FR23360 90/07/24 

ROECKLEIN.A Radiation Protection & Health Effects Branch lOpp 61656008 
61856017 

“9204090179 Informs that nothing published on now part 20 found other than proposed 
rule published for comment m 1905 Summary of NRC proposed change lo basic radi 
alien protection regulation and 

WILLIS.CA NRC - No Detailed Affiliation Given 56FR23360 90/07/27 VARLEY.J 
Nuclear Engineering International 4pp 61856 018 61856 023 

“9204090207 Forwards Krs from G DIcus & C Hardin expressing difficulties states will 
experience in promulgating compatible regulations within Jan 1992 effective dato of 
part 20 Change in effective date to 940101 recommendod 

KAWMEREH.C Stale Programs (900112 911116) 50Fn2336O 90/08/10 

MORRIS.BM Division of Regulatory Applications (Post 870413) Ip G105&924 
61656 024 

“9204090216 Informs that more than half of agreement programs will nol be able lo 
impfoment now regulations by {mplementation data of Jan 1992 for revised lOCFRSO 
DICUS,G J Arkansas. State of 56FR23360 90/08/07 KAMMERER.C Stale Pro- 
grams (QO01 12-911116) 2pp 61 B56 025-61056 026 

“9204090231 Provides justification for oxlending Implementation date for revised 
10CFR20 from Jan 1992 lo Jan 1994 Now date will allow for more uniform implorren 
talion of new provisions of part 20 throughout US 

TEFFT.DE Affiliation Not Assigned 56FR23360 90/08/09 KAMMEHER.C Slate 
Programs (9001 12-91 11 16) 12pp 61056 027-61856 037 

--9204O90237 "Final Backfit Analysis for Rev of 10CFR20. 'Stds for Protection Agaifisl 
Radiation 

* Division of Regulatory Applications (Post 870413) 50FR2336O 90/00/31, 25pp 
61656 030 61856113 

“920409-0294 Speech entitled "BEIR V Estimates of Excess Cancer Mortality'* present 
ad at 000204 Workshop on Statistics of Human Exposure 

ELLETT.WH National Research Council 56FR233D0 90/02/04 20pp 61856114 
61856 133. 

“9204090328 "Health Effects of Exposure to Low Levels of Ionizing Radiation BEFR V ” 
ELLETT.WH. National Research Council 5eFR23360 90/12/31. 66 pp 61050134 
61856 221 

-•9204000331 Defines background radiation to moan radiation arising from natural back 
ground & other radiation or radioactivity such as global fallout & radon In quanbdos 
characteristic of environ In which regulated activity focatod 
CUNNINGHAM.RE Division of Industrial & Medical Nuclear Safety (Post 870729) 
56FR23360 90/00/ 10 PETEflSON.HT Office of Nuclear Regulatory Research (Post 
660720) Ip, 61056 222-61856 227 

“9204090335 Discusses application of backfit rule compliance exception lo Commission 
response to guard 

MALSCH.M G Office of the General Counsel (Post 860701) AA30 2 86/03/20 PAL- 
LA Dl NO Comnnisslonofs (Post 750119) 4pp 61043 347-61043*350 

“9204090337 Transmits wnllen comments on review of draft reg guides imptomonbn^ 
revised lOCFR20 0ral comments provided to H Peterson in Juno Guidos should be 
simpfifted so that licensees w/(imlted resources can comprehend guidance 
MILLER.V L Assistant Director for State Agroomonls Program 66FR23360 90/08/ 
10 MORRIS.BM Division of Regulatory Applications (Post 870413) Ip 61666228 
61056 228 

••9204090349 Forwards re-draft of public announcement of final revs lo 10CFR20 cort 
talnod In SEGY-88-31 5 Announcement will bo ready to Issue concurrently w/FR pubfi 
cation of revs Comments will be appreciated 

INGRAM, F, Public Affairs (870413-911116) 56FR23360. 90/08/14 PETERSONJf 
Office of Nuclear Regulatory Research (Post 860720) 49pp 61856 229 61856 279 

“9204090361 Responds to 061020 request for clarification of Issues re 10CFR20 ru\6 
making 

PETERSON, H T Office of Nuclear Regulatory Re&earch, Director (Pro 860720) AA3$ 
2 66/11/03 D'ARRIGO.D Nuclear Information & Resource Service Ip 61843 351- 
61843 351. 

“9204090366 Expresses concerns ro final rule 10CFR20, "Slds for ProtoctFon AgalasI 
Radiation " Specific records retention periods must be Included for all app F require 
meets 

SHELTON.BJ Information & Records Management Branch (Post 090827) 

56FR23360 90/12/05, HUDSON.S Office of Nuclear Regulatory Research (Post 
880720) ip 61656 355-61856 355. 

“0204090375 Expresses several concerns w/linal rule 10CFR20, "Stds tor Protection 
Against Radiation" & extensive concerns w/ supporting statement Retention ponod, 
"antil license terminated" recommendod for retention of manifest records 
SHELTON.BJ, information & Records Management Branch (Post 8fl0B27) 

56FR23360 90/08/23 HUDSON.S, Office of Nucioar Regulatory Research (Post 
600720) 2pp 61856 356-61856*357 

“9204090396 Discusses videotape on proposed changes lo NRC stds for proteclfon 
GOILER.K R Office of Nuclear Regufatory Research, Director (Pro 860720) AA3fl2 
86/11/14. NUSSBAUMER.D NRC - No Detailed Affiliation Given 4pp, 61G43 3 52- 
61843*355 
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-9204100001 Responcis tO G Dicus OOOB07 Itr ro impt&mentatian date of revs to 
10CFR20 Commission approved delay to required implomer^tation dale for revised part 
20 for NRC licensees from Jan 1992 to Jan 1999 

KAMMERER.C Stale Programs (900112-911116) 56FR23360 90/12710 HILLJ Or- 
ganization of Agreement States Ip 61G56 356 61656 358 

-9204100004 Informs that proposed rule completely revising 10CFR20, *'Stda for Pro- 
tection Against Radiation ” published in FR on 851220 

PHILIPS, J Division of Rules & Records (Pre 870413) 56FR23360 86/12/24. 
ALEXANDER.n E Office of Nuclear Regulatory Research, Diroctor <Pro 6607 20) 2pp 
61843 356 61844 010 

“9204100017 Forwards llrs to D Tofft & T Hill ro ImplemontalJon dates of 
10CFR20 Commission approved delay in required implomontatlon dale for revised pari 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Slate Programa (900112-011116) 56FR23360 90/12/10 Affiliation 
Not Assigned 1p 61856 359 81056 359 

“9204100027 Responds to 900600 Itr ro implementation date of rova to 
10CFR20 Commission approved delay In required implemonlation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Stato Prcwrams (900112-911116) B6FR23360 90/12/10 TEFFT.D 
Conference of Radiation (Jonlrol Program Directors, Inc 13pp 61056 360 61057 026 

-9204100049 "Environ Assessment for Rev of 10CFR20, ‘Stds for Proteclpon Againsl 
Radiation 

• NRC • No Detailed Affiliation Given 66FR23360 90/12/21 543pp 61857 027- 
61859032 

“9294100073 Responds to 901220 ttr to Carr re implementation dates for raviaod part 
20 & availability of associated reg guides Commission has reconsidered implementa- 
tion dato for revised part 20 to Jan 1993 for NRC (icensoes 

BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 56FR233eo 
91/01/14 TODD.JS American Medical Association Ip 61659 044-61859045 

“0204100103 Offers no comment on comparison of formor part 20 to revised part 
20 Document will be useful & would be distributed to states as soon as possible 
MILLER, VL Assistant Director for Slate Agroemenls Program 56FR23a60. 01/93/ 

05 COOL, DA Radiation Protection & Health Effects Branch Ip 61059 046 
61859,046 

“9204100110 Comments on comparison of former part 20 to revised part 20 
BEACH, AD. Region 4 (Post 920201) 66Fn2a360 91/03/05 COOL.DA Radiation 
ProtecUon & Health Effects Branch 2pp 61859 047 61659 040 

“9204100116 Summary of 910305 mooting re part 20 rev. List of attendees provided. 
MEYER, D Office of Administration (Post 090205) 66FR23360 91/03/06, COOUO 
Oifico of Nuclear Regulatory Rosoarch (Post 060720), 1p 61059 049-6185Q.049. 

“0204100123 Responds to note re Slate of CA RCP stalf finding radiation warning 
signs for sale for purpose of docoration & other than to git Innate uses, 

MTLLER.VL Assistant Direclor for Stato Agreements Program 66FR23360 01/03/ 
13 KORNOR,J Region 6 (Post 820201) Ip 61859 050 61850,050 

■•9204100128 Forwards marked up final rule amending 10CFR2O, presenting commenla 
on stds for protection against radiation. Alternative wording In preamble to final rule 
suggested In order to describe different versions of rule accurately. 

MEYER.aL. Regulatory Publications Branch 66FR23060 01/03/19 COOL.DA Radi- 
alion Protection & Health Effects Branch, ip. 61059 05l*6lG50 05t. 

“9204100140 Responds to roquost concerning need to modify 10CFR20 to restdcl 
buildup of radionuclides at sanitary sewage treatment plants 

BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pro 060720). AA3B- 
2 87/01/06 GRACE, JN Region 2 (Post 820201) Opp 61044.011.01844 013, 

“9204100167 Requests that last sentence In first full paragraph on page 317 of 
10CFR20 be changed to read as stated 

LIEBERMAN,J NRC - No Detailed Affiliation Given, 66FR2336D. 91/03/21, 
PETERSON, H Office of Nuclear Regulatory Research (Post 860720) Ip 61859:052. 
61059052 

“9204100173 Expresses appreciation for efforts to develop concise aid to Inspectors li> 
readily identifying differences between former 10CFR20 & revised part 20 HT Pelor- 
son comments 6i suggested rev of comparison end, 

MORRIS, B M. Division of Regulatory Applications (Post 070413) 66FR23360, 91/03/ 
27 NORELIUS.CE, Region 3 (Post 820201) Qpp 01059 053-61059:061 

“9204100180 Forwards pagos 67,70 & 100 of latest verafon oJ 10CFR20 that need 
fixing Pages 97-103 missing. 

SWIHJ NRC - No Detailed Affiliation Given 56FR23360 01/03/20 PETERSON,H 
Office of Nuclear Regulatory Research (Post 860720) 4pp 61059.062-61059.065. 

“9204100186 Forwards renumbered 10CFR20 per procedure described In SECY-91.065 

6 approved by negative consent by Commission Changes made to update part 20 
rule ltelGd.W/o oncT 

COOL.DA, Radiation Protection & Health Effects Branch, 66FR23360 91/03/29 
MEYER, DL Regulatory Publications Branch 2pp 61859 066-61859 067, 

“9204100169 Requests Initiation ol rev of 10CFR 20, Section 20 303, "Disposal by Re- 
lease Into Sanitary Sewage Sys," to bettor consider actual & potential buildup of long 
hair IKo radioactivo matt In sewer sys 

GRACE.J.N. Region 2 (Post 820201) 66FR23360 86/11/18 BECKJORD,E.S. Office 
of Nuclear Regulatory Research, Director (Pre 860720), Ip 61844.014 61844:033. 

“9204100192 Forwards Paperwork Reduction Act Statement staling thalinfo collodions 
would not become effective until approved by 0MB, per rev to 10CFR20 
SHELTON, B.J, Information & Records Management Branch (Post 690827) 
56FR 23360 91/04/01. HUDSON, S Office of Nuclear Regulatory Research (Post 
660720). 2pp 61059 068-61859.060. 

“9204100199 Ack receipt of 910401 Itr & comments about revlsod 10CFH20 
regulation, Responses to Issues raised In Itr end Related documentation also end, 
COOL,D.A. Radiation Protection & Health Effects Branch 50FR2336O. 91^4/12, 
WELT,M A. Alpha Omega Technology, fno. 300pp. 61869 070*61859:287. 


“9204100210 Submits procedures for enaunng that complete regulatory history com 
piled for each rulemaking ocHon Completed mdax for final rule re stds for protection 
against radiation should be submitted 0/910921 

LESAR.MT Regulatory Publications Branch 5eFR23360 91/05/24 PETERSON, HT 
Office of Nuclear Regulatory Research (Post 8B072(>) 2pp 61859 2B3 61859 296 

—92041 0'021B Requests that NRC submit now camera copy each time document sub 
milted amending table in order to avoid publication problems In lOCFRUst of public 
comments ro stds for protection against radiation end 

HtCKETT.DL National Archives & Records Administration 56FR233B0 91/0B/24 
lESAR.M NRC No Detail od Affiliation Given Ip 61859 297-61859 296 

-9204100330 Discusses annual review oJ rulemaking on rev to 10CFR20 
BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pre BBD720) AA38 
2 07/01/15 STELtO,V Ofc of tho Executive Director for Operations Ip 61644 034- 
61044 034 

“9204130042 Provides rccommondations on neutron quality factor 
FOULKE,J D Office of Nuclear Regulatory Research, Director (Pr© 660720) AA38-2 
87/02/26 ALEXANDER,R E Office of Nuclear Regulatory Research, Director (Pro 
860720) 9pp 61844 051 61844 059 

-9204130061 Forwards expanded annual review of rulemaking package formaior rav of 
10CFR20 (or review & comnnent 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pro B60720) 
/VA3tt-2 07/03/31 NRC * No Detailed Affillalion Qtvon Ip. 61844 060 61844 060 

—9204130077 Grants petitioner request for Commission to romovo requirement that ra- 
dioactive aerosols be admlnistercm to patients only In rooms at negative prossuro 
GOLLER.KR Office of Nuclear Ragulatoiy Rosoarch, Direclor (Pro B60720) 87/04/ 
07 WORRY, P.G Olfico ol Administration (Pre 870413) 3pp 61844081 61844 063, 

—9204130122 Forwards petition (or rulemaking PRM 35-6 for review & determination as 
to whether or not petition qualifies for spadal handling by staff as fast track petition 
for rulemaking 

NORHYPG, Office of Administration (Pro 870413) AA36 2 67/03/ 17 

BECKJORD.es. Office of Nuclear Regulatory Rosoarch (Post 860720) Bpp 
01844 064 61844 092 

-9204130187 Comment on proposed rules lOCFRa, 19,20,30, 3 1,32,34, 35,39, 40, 50,61 a 
70 re aids for proleclfon against radlallon Draft backlit analysis inadequate to Justify 
proposed rev to part 20 for same reason staled by (Dommlsslonor Roberts 
ANDREWS.R L Omaha Public Power District 50FR61992 00740 80/10/20, Docket 
ing & Services Branch 2pp 61850 299-61859.300 

-9204130204 ComiDOnt on proposed rulos 10CFR 2, 19,20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 r© Bids for protection against radiation Significant training of NRC siafi & Inspoc- 
tora must bo conducted to provide consistency fn inlerprotallon of rule 
WOODY, CO Florida Power & Light Co 5OFn5t092 00740 86/10/21 CHILK.SJ 
Office of tho Secretary of the Commission 3pp 61859 301 61859 303. 

-9204130234 Comment on proposed rules 10CF 02, 19, 20, 30, 3 1,3 2,34, 35,39,40, 60,61 & 
70 re aids for protecflon against radiation Urges Commission (o withdraw proposed 
changes In radiation protection atds 

JOHNSRUD,J,H. Environmental Coalition on Nuclear Powar. 6OFR51092 00760 86/ 
10/20 Office of the Sacral aiy of Iho Commission 4pp 61 659 304-61859 307 

-9204130252 Comment on proposed rules tOCFR2,1 9, 20, 3 0,31, 32,34, 35,09,40, 60,61 & 
70 re stds for protection against radiation Proposed rules will provide subsidy to nucle- 
ar Industry at expense of public fieallh, environ & oconomio concerns 
HIGHTOWER, J Texas, Slate of 60FH61992 00747. 80/10/25 2ECH,l.W. Commis- 
slonors (Post 76(>110}. 2pp. 61B59'300-ei850 309 

“9204 130205 Discusses need for re vised environ assossment for 10GFR20 
P£TERSON,H T. Office of Nuclear Regulatory Rosoarch, Director (Pre 800720). AA3B- 
2. 07/05/08 ALEXANDER, R.E. Office of Nuclear Regulatory Research, Diroctor (Pre 
868720) 34pp. 6184 4‘093-6 1844: 129 

-9204138301 Comment on proposed rules tOCFR 2, 19.20,30,31,32,34,36,39,40, 60,61 8 
70 re stria lor proteclfon against radiation Backfri analysis for proposed rules does nol 
adequately assesss potential Impact on exposure to rodlatlon workers. 

TIERNAN,>)A. Baltimora Gas & Elaclric Co. 60FR510g2 00751. B6/10/31 Docketing 
& Servicoa Branch. 4pp 61 659*3 10 61 050 313 

“9204130310 Commanlon proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 50,61 & 
70 re stds for protocllon against radiation Proposal Increases risk of exposura to lonlz- 
Inn rad fat Ion of nuclear workers & NRC ought to withdraw proposal 
SAMUAtS.S.W. AFL-CiO 60Fn519B2 00762 86/10/30. Ofiice of the Secretary of 
the Commission. 7pp. 61859 314 61659,320 

-9204130316 Commented proposed rulos lOCFR 2. 19.20.30,31,32,34,35,39,48, 50,61 & 
70 re stds for protection against radiation Proposed rulos will not pro^de substanlial 
Increase in overalJ protocllon of public health & safely 

KOBER.R.W Rochealer Gas & Efoclric Corp SOFR610O2 00763. 86/10/20 Docket- 
ing & Sorvices Branch 7pp. 61859 321 81859.327. 

“9204130317 Fequosls legal advice re listed 10CFR20 Issues. Including da minimis 
cutoff on collective dose calculations. 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pr© 060728). 
AA38-2. 07/00/11, BECKER, J. Office of the General Courisol (Post 860701) 2pp 
61044:130-01 944' 153. 

“9284130327 Comment on proposed rules lOCFR 2, 19, 20,30, 3 1,32,3 4,35,39,40, 50,61 
70 ro stds for proleclion against radiation Proposal changes method o( computing ra- 
diation dose exposures but does nol Improve radiation prolectfon elds for exposure 
ORTLrEB,O.W rntornaf tonal Chemical l^rkars Union BOFR51092 00764. 89/10/31. 
Docketing & Services Branch, 5pp, 61656,328-61669 332. 

“9204130334 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32, 3 4,3 5, 39,40, 50,61 & 
70 re atds for protection eaainst radiation Urges CommlBsion to withdraw proposal & 
replace proposal w/one which lowers dose fimila to workers & general public. 
WRIGHf,M.J. United Sleelworkers of America. 60FR51992 00765 86/10/38. Docket- 
ing & Services Branch 44pp. 61859 333-91860 916 
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-9204130341 CommonJ on proposed rules 10CFR2, 19, 2 0,30,3 1,32,34 ,35, 39. 40, 50,61 & 
70 re stds for protection against radiation U HI strongly supports need for use of de 
minfiTis levels of radiation or radioactive matls 

COUNSIUWG Texas Utilities ElecLnc Co (TU Electric) 50FR51992 00756 66/10/ 
29 Docketing & Services Branch 5pp 61B60019 61860 023 

“9204130352 Comment or> proposed rules lOCFfl2, 19, 2 0,30, 3 1,32, 34,35. 39, 40, 50,61 & 
70 re stds for proteclion agamst radiation Proposed amonds not needed & wili not 
perceptibly serve public health & safety 

ASMUSSEN.KE General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 50FR51 992 00757 86/10/30 Dockolng & Servaces Branch 3pp 61860 024- 
61860 026 

“920414033S Provides recommendahons for control of NRC rulemaking re annual 
review of ongoing RES sponsored rulemaking 10CFR20 

BECKJORD.E S Office of Nuclear RoQuIatory Research, Director (Pro 860720) 
56FR23360 87/07/07 STELLO.V Ofc of tho Executive Director for Operations 3pp 
61844 154 61844 157 


“9204150164 Provides brief commentary In response to request for comments on draft 
memo concerning ambiguity of "rem" unit for both dose equivalent & etfoclive dose 
ocuivatent 

MiLlS.W A Oak RIdga Associated Umveraitleg 56FR23360 07/09/25 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre 8607201 
22pp. 61844*356.61 845 01 7 

“9204150167 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32, 34, 35, 39.40, 50,61 & 
70 re stds for protection against radiation Strongly urges Commission not to pro mu!- 
gate final rule 

OPEKA,J F Connecticut Yankee Atomic Power Co 50FR51992 00774 86/10/31 
Docketing ■& Services Branch 3pp 61860 129 61860 132 

“9204150177 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32, 34,35.39, 40, 50,61 & 
70 re stds for protection against radiation Urges NRC to withdraw proposal & altorna 
lively propose std which win result in significant reduction in exposures 
PEflRY.M K International Chemical Workers Union 50FR51992 00776 00/11/00 
Office of the Secretary of the Commission Ip 61060 133-61860 133 


“9204140346 Concurs that rulemaking for 10CFH20 should be continued & complelod 
THOMPSON, ML Office of Nuclear Material Safety & SafoQuards AA3B-2 87/07/01 
BECKJORD.es Office of Nuclear Regulatory Research (Post B60720) Ip 
61844 158 61844 158 

“9204150001 Forwards draft handout sheets for 870729 meeting w/Stallo 
ALEXANDER, RE Offjce of Nuclear Regulatory Research, Director (Pro 860720) 07/ 
07/23 BECKER, J Office of the General Counsel (Post 660701) 5pp 61844 220- 
61644 224 

“9204150003 Comment on proposed rules 10CFR 2, 19.20, 3 9.31. 32,34,3 5,39.40, 50,61 & 
70 re stds for protection against radiation Demands public hearing on proposed rules 
& that EIS be done on proposed rules 

PIERCE, J Citizens Action for Safe Environment 50FR51992 00758 86/11/03 NRC - 
No Detailed Affiliation Given 2pp. 61860027-61860 026 

“9204150006 Comment on proposed rules 10CFR 2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection againal radiation Supports objective of proposal to update ra* 
diation protection stds for i icon sees of NRC. 

SANOERSON.RE Environmentai Protection Agency 50FR51 992 00769 86/10/31 
CHILK,SJ Office of the Socrelery of Iho Commission 9pp 61860030 61860038 

“9204150010 Comment on proposed rkitos 10CFR 2, 19, 20,30.31^32, 3 4, 35.39, 40. 60,61 & 
70 re stds for protection against radiation Public demands that environ impact studios 
& open heanng precedes std change 

ISELIN.C New England Coalition on Nuclear Pollution 6QFRS1902 00759 86/10/31 
Docketing 8 Services Branch Ip 61660 039-61660 040, 

“9204160013 Provides list of alternatives posod by RES ro conlro! of rulo making, Part 
20 

BECKER.JM Office of the General Counsel (Post 880701). 5BFR23360 87/08/04 
PAHLER.WC Office of the General Counsel (Post 860701) 4app 61844 225 
61844 273 

-9204160018 Forwards H Hawley & P Hawtoy 861017 Hr ro pTans to review current 
NRC regulations goverr^lng radiation exposure for workers 

EVANS, DJ Senate 50FR51 992 00762 86/10/28 KAf^lMERER.C Office of Govern- 
mental 8 Public Affairs (870413 911116) 4pp 61860 041 61860 044. 

“9204150045 Comment on proposed rules 10CFR2.19,20,30,3I,32,34.35.39,40, 50,61 & 
70 re slds for prolocllon against radiation Opposes NRC proposal to incroaso std for 
acceptable radiation exposure & urges that public hearing bo held & EIS prepared 
STYLES,MM American Nurses’ Associallon, Inc 50FR51992 00763 86/10/28 
Docketing & Services Branch 2pp 61860 045-61 860 046 

“9204160059 Comment on proposed rules IOC FR2, 19. 20, 30,31, 3 2, 3 4,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Implomonlallan of proposod regulations 
would have unique Impact on GA as mlg of U A Ihonuru fuels for HTGFIa 
ASMUSSEN.K E General Atomics (formerly GA Technologloe, Inc /General Atomic 
Co) 60FR51992 00764 86/10/31. Docketing & Sorvicos Branch 4pp 61860 047- 
61860050. 

-9204150058 Responds to S70611 request for legal advice on two Issues re rev of Part 

20 . 

BECKER, JM Office of the General Counsel (Post 060701). AA38 2 87/08/10 
ALEXANDER.RE Division of Regulatory Applications (860720 070413), I9pp 
61644 274 61844 349 a r km ^ 


“9204150205 Comment on proposed rutes t0CFR2.19.20, 30, 31, 32, 34,35.39, 40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule change & NRC atlitudo to 
public A urgas NRC to withdraw proposed radiation slds 

WEBB.T Afhllation Not Assigned 50FR51902 00777 80/11/10 Dockolinn & Soiv 
Ices Branch 1 p 61860 134-61860 134 

“9204160206 Comment on proposod rules 10CFR2,19,20, 30,31,32.34.35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule change & NRC attltudo to 
public & urges NRC to withdraw proposod radiation aids 

LOSKE.K R Affiliation Not Aasignod 50FR61992 00778 06/10/09 Docketing & Sorv 
ices Branch Ip 61860 135-61860 135 

“9204160221 Comment on proposed rules 10CFR2, 19,20, 30, 31,32, 34,35, 39, 40, 50.61 A 
70 re slds tor protection against radiation Opposes rule change & NRC atlitudo to 
public A urges NRC (o withdraw proposed radiation stds 

COHEN. J J Affiliation Not Assigned 50FR51992 00779. 86/11/10 Dockolma & Sorv 
Ices Branch Ip 61860 136 6 iIbo 136 

--92041S0224 Responds to 870017 Ur re proposed revs ol NRC radiation protection ro 
quiromeats (n 1 0CFR20 Recommends that sax & (ob classification be included on 
form 

SOICEpJ D Maryland. State of 5eFR23360 87/09/30 ALEXANDER.R E Off ice ol 
Nuclear Regulatory Research, Director (Pre D60720) 2pp 61645 018 61846 019 

“920415'0229 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39, 40, 60,61 8 
70 ro stds for protection against radiation Opposes any Increase in acceplabio lovofs 
of radiation exposure 

• Alfilration Not Assigned 60FR51002 00780 86/11/10 Docketing & Soivicos 
Branch ip 61860 137-61860 137 

“9204160243 Comment on proposed rules 10CFR2, 19,20,30, 31. 32.34.35, 39, 40, 50.61 A 
70 re stds tor protection against radiation Requests that public hearing be held & lhal 
EIS be issued 

FULCHER. J.E Affiliation Not Assigned 50FR51992 00781 86/11/01 ON Ice of Iho 
Secretary of Ihe Commission Ip 61860 130 61B00 138 

“9204160247 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35,39.40, 50,61 A 
70 ro stds tor proteclion against radiation Disallowance for protection factors for sar 
bent cartridges not appropriate 

MITTL.R L Public Service Electric & Gas Co of New Jersey 50FR5t092 00782 88/ 
10/31 CHILK.SJ. Office of the Socrolary of the Commission 2pp 61860 139> 
61B60 140 

“9204160001 Requests comments on rev of radiation protection requironronts in 
10CFfl20 in areas of occupational dose rocordkeeping & reporting 
ALEXANDER.R.E, Division of Regulatory Applications (860720-870413) AAOO 2 07/ 
09/17 BOICE.JO Maryland, State of 20pp 61645 020 61845 051 

“9204160002 Requests two member, one each from reactor & mails insp & enforcomont 
areas.to attend & participate In regional & agreement slates workshop on rev of 
10CFR20 

BECKJORD.E S Office of Nuclear Ronulatory Research, Director (Pre 060720) AA38 
2 57/10/08. RUSSELL, W Region 1 (Post B20201) 9pp 61045 052-61845 060 

“92Q416D017 rnforms that Roglon I assigned J Glenn & M Shanbaky to attend & parbct 
pale In 871 1 16 & 17 workshop. 

ALLAN. J M Region 1 (Post 820201), AA30-2 87/10/21 ALEXANDER, R E. Office ol 
Nuclear Regulatory Research, Director (Pro 000720). Ip. 01045 081-61545 081 


-9204150065 Comment on proposed rules IOC FR2, 1 9,20, 30,31, 3 2,34.35, 39,40, 50,61 & 
70 ro slds for proteclion against radiation Commission urged to reject argument that 
backlit rule should be suspended for rufemaking 

KURTZ, EF, ABB Impell Corp. (formerly ImpellCorp), 50FR5ie92 00765. 86/11/01 
CHILK,S J Office of ihe Secretary of tho Commission 6pp 61860.061-61860 055 

-9204150077 Comment on proposed rulo s 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radialiorr Recommends that scope of proposod rule 
be limited to listed areas 

SJMPSON.EC Florida Power Corp 50FR 51 992 00768 86/10/31 CH ILK, S J. Office 
of the Secretary of the Commission t2pp 61660 056-61860 101. 

“9204160122 Comment on proposed rules 1DCFR2,19,20.30,31,32,34.35,39,40. 50,81 & 
70 re slds for proteclion against radiation NRC low level radiation 8lds,aa proposeddo 
not raflecl current state of knowledge in health physics 

flEICHER.13W. Natural Resources Defense Council SQFR61092 00771 66/11/05 
Docketing & Services Branch 22pp 61560 102-61660 123 


“9204150143 Comment on proposed rules 10CFfl2, 19, 20, 30,3 1,32,34, 35, 39, 40. 60,61 & 
70 re stds for proloclioo against radiation Backflt analysis does not justify costs of Im 
pwteclion of public heallh & safety not increased 
Washington Public Power Supply System. 50FR51992 00772 86/ 
10/31. Docketing & Services Branch 4pp. 618^*124-611860:127 

“920415()y9 Comment on proposod rules 10CFR2, 19, 20.30,3 1,32, 34, 35, 39 ,40. 60,61 & 
70 ro stds for protection aoainsl radiation Urges NRC to withdraw proposal & alterna- 
significant reductioin In exposures 

MARTINO.FID^. OhIo/OSHA Environmental Network. 50Fn51992 00774 66/10/31, 
Oflfce of the Secretary of the Commission 1p 61860 128 61800*128 


“9204169041 fnforins that Roglon IV will assign two slaff members to attend regional A 
agreement stale workshop, one each from roactor & matls Insp areas 
MARTIN, R.D. Region 4 (Post B20201) 66FR23360. 87/10/22 BECKJORD.E S Ofko 
of Nuclear Ragulalory Research (Post 860720) Ip 61845‘062 81645 062 

“9204160065 Advises that CM Hos^ & JP Potter will participate In regional 5. agtoo- 
mont slates workshop on rev of 10CFR20 

GRACE.JN Region 2 (Post 820201). AA38-2 87/10/22 BECKJORD.E S Office of 
Nuclear Rogulatory Research (Post 860720) Ip 01045 063-61845,067 

“9204160104 Forwards proposed schedule for 10CFR20 rulemaking. 

STELLO.V Ofc of the Executive Director for Operations AA3a-2. 87/10/08 ZECIf 
Commisaionors (Post 760119) 16pp 81845 060-61845 082 

“9204160121 Forwards proposed work plan for project "Development of Regutalory 
Analysis for Proposed Rev to 10CFR20'‘ 

M ERWIN, S,E Balteile Memorial Institute, Pacific Northwest Laboratory AA3a-2 87/ 
11/03. PETERSON.HT Division of Regulatory Applications (860720 870413) 6pp 
61845 003-61845. 080 

“9204160266 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34, 36, 39, 40, 50,81 A 
70 re aids for protection against radiation 

* Tolodo Edison Co, 66FR51992 00783 86/10/31 Docketing & Sorvicos Branch 
2pp 61660 1 41 61860*142. 

“9204160268 Commont on proposed rules 10CFR2,1 9, 20, 30, 31 ,32,34,35,30,40. 50,61 A 
70 re slds for protection against radiation. 

MILTENBERGEH.H, Affiliation Not Assigned 66FR51992 00764 86/11/05 Office ol 
the Secretary of the Commission, 2pp 61860.143-61860.144 
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-9204170036 Forwards comparalive text containing prosonl Part 20 rule, revised draft 
final rule & fiS0109 proposed rule Document will be major point of djscussion at moet- 
ing on 871116 & 17 

MOPHIS.BM Division of Regulatory Appficalions (fl60720'0704.1 3) AA3B-2 87/11/ 
05 GLENN, J Region 1 (Post G20201) 124pp 61045 08G-61845 213 

-9204170070 Forwards revised work plan for project ''Development of Regulatory AnaF 
ysfs for Proposed Rev to 10CFR20 " 

MERWIN.se Botlello Momoriat Inslitute, Pacific Northwest Laboratory AASfl 2 0075 
67/11/17 PETERSON, HT Division of Regulatory Applications (860720 B70413) 6pp 
61645 214 61846219 

-9204170116 Discusses recent escalated enforcement caso (EA 87-203 Heubl&InJnc) 
concerninn questions raised by NRG re whether loss of particular gauge constiluled 
substanliaT hazard & would therefore be reportable per 10CFR 20 402(a)(1) 
LIEBERMAN,J Ofc of Inspection & Enforcomonl, Director <820201 870413) EA 07- 
203 87/11/23 CUNNINGHAM.R E Office of Nuclear Material Safety & Safeguards 
2pp 61845 220 61845 221 

-9204170212 Requests assistance m reviewing end draft nov of 10CFR20 
MORRIS.B Division of Regulatory Applications (060720-670413) 5eFR23360 67/12/ 
11 BECKER, J Office of Iho (jeneral Counsel (Post 060701). 06pp 61845 222- 
61845 30B 

-9204210046 Commenl on proposed rules 10CFR2. 19, 20, 30,31, 32,34, 35.39. 40, 60.61 A 
70 re stds for protection against radiation 

DWORKtN.H J American Collogo of Nuclear Physicians 50FR51992 00755 86/10/ 
31 CHILK,S J Office of the Secretary of the Commission 4pp 61860 145 61860 154 

-9204210091 CJommenton proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40. 50,61 & 
70 ro stds for protection against radiation 

THOR PE, J R General Public Ulilities Corp GPU Servico Corp 50FR51992 00787. 
06/10/31 CHILK.SJ Office of the Secretary of the Commission 16pp 61860.155- 
61860 186 

-9204210136 Comment on proposed rules 10CFR2, 19,20, 3 0.3 1,32,3 4. 3 5, 39.40, 50,61 & 
70 re stds for protection against radiation 

POUCH,J Affiliation Not Assigned 50FR61902 00769 86/10/22 Docketing & Serv- 
ices Branch Ip 61660 107 61060 187 

-9204210144 Comment on proposed rules 10CrR2, 19, 20,3 0.3 1,32, 3 4, 35.39,40. 80,61 & 
70 re stds for proteotion against radiation 

CX^ONNOR.A International Assoclallon of Machinists A Aerospace 'Workers 
50FR51092 00790 86/10/31, Office of the Secretary of ihe Commission 5pp 
61860 186-61 8 GO 192 

-9204210182 Comment on proposed rules 10CFR2, 19,20,30,3 1,32.34.35,30.40. 50,61 & 
70 re stds for proteclion against radiation 

KILLAR.FM Middle South Service, Inc 50FR51992 00781 86/11/07. Office of the 
Secretary of the Commission 4pp 61860.193 61860 242 

-9204210276 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 60,61 & 
70 re aids for proteclion against radiation. 

VILLFORTH,JC. Food & Drug Adminlatralion 50FR51992 00707 86/11/13 Office of 
Iho Secretary of the Commission 13pp 61060,243 61860 255 

-92042 1O3Q0 Comment on proposed rules 10CFR2, 19,20, 30, 3 1.32, 34.35, 38, 40, 50,61 & 
70 re Sid s for proteclion against radiation 

DALTROFF.SL Philadelphia Electric Co 50FR 5 1992 00790 06/11/13 Office of the 
Secretary of tho Commission 3pp 61060 256 61660 260 

-9204210315 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34.35, 38, 40, 50,61 A 
70 re stds for protection against rndiallon 

MORAWETZ/s Internalionat Motders A Allied Workers Union 50FR51992 OOBOO 
66/11/04 BECKJ0RD,E Office of Nucloar RoQulatory Roaearch (Pest 860720) ip 
61860 261-61060 261 

-9204210321 Comment on proposed rules lOCFR?, 19,20,30.31.32.34.35,39.40. 50,61 A 
70 re stds for protection against radlaflon 

LEVINE.J fnternational Molders A Allied Workers Union- 60FR51092 0OQ01, 06/11/ 
05 BECKJORD.E Office of Nuclear Regulatory Research Post 060720). Ip 
61860 262 61860 262, 

-92Q421032B Comment on proposed rules 10CFR2,10.20,aO,31,32,34,35,39,40, 50,61 A 
70 ra stds for protection against radiation 

MANN, EM Affiliation Not Assigned 60FR51992 00002 80/11/16 Office ef the Sec- 
retary of the Commission Ip 01860.263-61860 311. 

-92942201 IB Forwards rfraft 10CFR20 rev for info.Comments provided based on review 
of rev 

GRIMSLEY.DH Office of Administration (Pro 870413). AA38 2 88/01/14 

MORRfS.B Division of Regulatory Applications (860728 870413), 2pp 61845 315- 
61645 316 

-9204220188 Forwards comments on proposed 10CFR20 revs. 

WARTIN.TT. Region 1 (Post 620201), AA3Q-2 86/01/26 MORRIS.B Division of Hog- 
ul story Applications (860720-670413) lOpp, 61645 317-61045 325 

-9204220207 Responds to 07121 1 request for review, comment A concurrence for draft 
lOCfR20 final rulo 

HIND.J A, Region 3 (Post 020201) 66FR23360. 80/01/22 MORRIS.B M. Division of 
Regulatory Applications (060720.870413) lipp 61646-3a6.6ie45 330 

-9204220227 Recommends that draft 10CFR20 be given to Ofc of Enforcement for 
review A consideration of developing enforcement strategies 

SCARANO.RA Region 5 (Post 020201) AA3a-2 80/01/16. MORBtS.B. Division of 
Regulatory Applicaliona (Post 670413). 4pp 61046 342-61845:345 

-9264220246 Forwards comments from stato of Indiana on dfv rovJewof draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Dlroclor for Slate Anrosmonts Program /\A38-2. 88/ 
01/28. MORRIS, B Division of Regulatory Applications (860720-870413), Ip. 
81845 346 61845-346 

-9204230009 Comments on ALARA requiromenlB for Imporlanco in sys of radiation pro* 
teclien 

DVORAK, V, Indiana. Stale of AA38 2. 00/01/21 NUSSBAUMER.D A NRC - No Do- 
leiled Alfillallon Given Ip. 61845 347-61645 347 


-9204230014 Forwards Stales of Colorado A Wisconsin comments on review of draft 
10CFR20 rev 

NUSSBAUMER.D A Assistant Director for State Agreomanls Prcjgram 56FR23360 
68/01/25 MORRIS.B Division of Regulatory Applicaitons (Posi 870413) 1p 
61845 348-61845348 

-9204230027 Confirms earitor conversalion to comrponls on draft rev of 10CFR20 dtd 
871209 

HAZLE.AJ Colorado. Slate of AA3a 2 88/01/14 NUSSBAUMER.D A Assistant Di- 
rector for Stale Agreements Program Ip 61845 349 61046 34D 

-9204230930 Provides comments re draft 10CFR20 rev Section 20 1 101 records should 
requiro that units bo reported in both special units A SI units 

BUNGE, MC Wisconsin, Stale of AA3B-2 08/01/14 NUSSBAUMER.D Commission- 
ers (Post 750119) ip 61045 350-61845 350 

-9204230038 Djscussos review ol draft o1 revised 10CFR20 w/ understanding- that ruta 
will oventually be promulgatod 

LOVSEN.P Fuel Cycle Safety Branch /\A38 2 88/01/15 COOUD Office of Nudonr 
Matonal Safety A Safeguards 4pp 61845 351 61845 354 

-9204230040 Comments 0-n rev of 10CFR20 in response to 87121 1 request 
BANGART.RL Regron 4 (Post 820201) AA38 2 88/01/20 MORRIS.B Division of 
Regulatory Appticalrons (Post 070413} 5pp 61845 337-61845 341 

-9204230087 Forwards commonls concarning final 10CFR20 revised rule 
GEORGE. D Army, Dept of AA38 2 88/01/ 10 PETER SON, H Commission ms (Post 
7601 10), 4pp 61045 355-61845356 

-9204230992 Forwards commonis on proposed rulemaking re notification of iriddonts 
CUNNINGHAM,n e Division of fnduslrial & Medical Nuclear Safety (Post B70720) 
AA36-2 8B/01/13 MORRIS.B M Division of Ragulalory Applications (Post B704135 
15PP 61045 369-61046 041 

--920423O124 Comment on proposed rulos 10CFR2. 19,20,00,31 ,32,34.35,3 9,40. 50,61 A 
70 re aids for proloci ion against radiation Opposes rule 

GREGORY.RD Affillal ion Not Assigned AA30 2 O339 80/05/05 DockotEng A Seiv 
Ices Branch Ip 61660 312-61060 312 

-9204230130 Comment on proposed rulos 10CFR 2, 19, 2 0,30, 3 1.32,3 4, 3 5.39, 40, 50,61 A 
70 ro side for protection against radiation 

SORENSEN.GC. Washington Public Power Supply System AA38-2 0353 0B/O5/O0 
Office of the Secretary of the Commission. 3pp 61600 334 61660 336 

-9204230137 Comment on proposed rulos tOCFH2. 19.20,30,31,32.34,35.39,40, 50,61 A 
70 ro aids for protection against radiation Opposes rulo 

ROSINE,D Affiliation Not Assigned /\A3d 2 0340 80/05/05 Docketing A Services 
Branch Ip 61660 313 61060 313 

-920423014a CJommenl on proposed rulos 10CFR2. 19,20,00.31,32,34,35,39,40, 50,61 A 
70 ro stds for proloclion against radiation 

BASKIN.K P Southern C^ifornia Edison Co AAG0*2 0370 06/05/12 Docketing A 
Services Bra rtch 20pp 61061030 61081 057 

-9204230140 Commenl on proposed rules 10CFR2. 10.20,30,31,32.34,35,09.40, 50,61 A 
70 ro aids for protoctlon against radiation Opposes rulo 

ALKINS,CL Peaco Education Center /VA38 2 0341 06/05/07, Offlco of tho Secre* 
taiy of tho Commission Ip 61060 314-81660314 

-9204230156 Comment on proposed rules 10CFR 2. 19, 20,30, 31, 3 2, 34, 35.39, 40, 60,61 A 
70 ro stds for protection against radiallon 

THOMPSON.FC Nallonal Association of Radiation Survivors AA3S>2 0354 68/05/ 
08. Office of thoSocrolaiy of Ihe Commission 4pp 61060 337 6106O’34a 

-9204230162 Comment on preposod rules 10CFR 2, 19,20,30, 31 ,32,34.35.39,40, 50.31 A 
70 fo atds for protection against radiation 

CADENA.DG Southwest Research Instltuto AA30-2 0342 66/05/05. Docketing A 
Services Branch 3pp 61800 315 61060 317 

“9204230171 Comment on proposed rules 10CFR2,10,20.30,31,32,34,35,39,40, 60,01 A 
70 ro stds lor protection against radiallDn 

* Middie South Services, me AA30 2 0371 86/05/07 Docketing A Services Branch 
6pp 61861 058 61061*062 

—9204239180 (Comment on proposed rulos 10CFR2,19,20,30,31,32,34.35,39,40, 60,81 A 
70 ro Bids for protection against radiation Opposes rule 

ZELiER.T Sassafras Audubon Society AA3D-2 0365 86/05/08 Office of the Socro- 
lary of tho Commission Ip. 61860 341-61860 341. 

-92042301B1 Comment on proposod rulos 10CFR2, 10, 20, 30,31, 32, 34, 35,39, 40, 50,61 A 
70 ro stds for protection against radiation 

MASSE.F Massachusetts Instltuto of Technology, Cambridne, MA AA3B-2 0372 00/ 
05/09. Docketing A Sorvlces Branciu 6pp 61661 063 61861 06B 

-9204230186 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34,35,3 0,40, 50,61 A 
70 re sida for protection against jadralion 

SUUMA.J.K Affiliation Not Assigned- AA3e 2 0356 86/05/03 Office ol Ihe Secretary 
of Ihe Commission 4pp 61860 342 31060,345 

-9204230187 Commont on proposed rules 10CFR2, 1 9, 20, 3 0,3 1,32 ,3 4, 35 ,3 0,40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule 

* Affitlalfon Not Assigned AA3&-2 0373 06/03/27 NRC - No Detailed Affiliation 
Given, 6pp. 61861 069.61001,074. 

-9204230190 Commonlon proposod rulos 10CFR2, 19,20,30,31.32.34,35.39,40, 50,61 & 
70 re stds for protoctlon against radiation Opposes rule. 

* Affiliation Not Assigned M3B*2 0357 06/05/07. Docketing A Services Branch. Ip 
61660 346 61860 346. 

-9204230199 Comment on proposod rules 10CFR2, 19,20,80,31.32.34,35,39,40, 50,61 A 
70 re aids (or protection against radiation Supports rule 

S(^TT,L,M. Louisiana State Unlv , Baton Rouge, LA AA38 2 0356 86/05/00 Dock* 
eting & Sarvlcos Bronch 2pp 61660.347-01660 348, 
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»920423Q2t4 Comme/ll on proposed ruJps 10-CFR2,19,20.3Q|,31»32.34,35,39.40, 60,61 & 
70 fa slds (or pro»oclion againsl radiation 

RAO, PS Un(versi1y Hosps of Ciovelancf, Clovoland. OH AA38-2 0343 86705/07 
Office oUhs Secretary of the Commission 2pp 61660 318 61860 319 

~0204230217 Commont on proposad rulos 10CFR2, 10,20, 30,31.32, 34, 35^39^40, 50,61 & 
70 re slds for protection againsl radiation 

ABRAHAM SON, S Wisconsin, Slat© of AA3a 2 0344 86/05/07 Docketing & Serv- 
ices Branch 2pp 61860 320 61860 321 


“9204230322 Comment on proposed rufos 10CFR2,1 0,20.30, 31, 32, 34, 35.39, 40, 50.01 A 

DOC.0., ng A 

Branch Ipp 61861 186 61861 166 

“9204230324 Commonl on proposed rules 10CFn2. 19, 20,30,3 1,32, 34, 35.39, 40, 50,01 4 

OanTacf'fufllU CO AA38.2 0a6S 86/05, gg^ CHILK.S-J 
Office of the Secretary of iho Commission 4pp 61 061 009-61661 012 


,-“9204230219 Commant on proposed mlOS 10CFR2, 19,20.3 0,3 1,32, 3 4, 35,39,40, 50,61 & 
70 re atds lor pfotoction against radiation 

RADCLIFFEJJ Radcliffe Technical Service AA38-2 0345 B6/05/07 Docketing & 
Services Branch 2pp 61860 322 61860 323 


“9204230328 Comment on proposod rules 10CFR2, 19,20,30.3 1,32,34,35,30,40, 50,61 A 

'b 6/05/O-( Oflico o) tlio Socrotar, 

^4 Inn ftiRRi 187 01861 167 


“9204230222 Comment on proposed ftifes 10CFR2, 19.20, 30 ,31, 32, 34, 35.39,40, 50,61 A 
70 10 side tor protectaon againsl radiation 

HOBBS.TG Alfbliation Not Assigned AA3e-2 0346 86/05/08 Oocketing A Services 
Branch 3pp 61850 324 61660326 

“9204230230 Comma nt on proposed rules 10CFR2.1 9, 20,00,3 1,3 2,34. 35,39, 40. 50,01 & 
70 ra s1ds for protection against radiation Opposes rule 

MACNULTY,J J Citizens Energy Council /VA3B-2 0347. 86/04/28 Oflica of the Sec- 
retary of OiP Commission Ip 61860 327-61860 327 

“9204230234 Comment on proposed rules 10CFR2, 19,20.30.31, 32,34, 35, 39,40, 50.61 & 
70 ra stda for protection againsl radiation Opposes rut© 

SHOOP.M Sierra Club M38-2 0348 86/06/06. Offtco of tho Secrotary of Ih© Com- 
mission Ip 61860 328-61860 328 

“9204230237 Common! on proposed rules 10CFR2, 19,20.30.31,32,34.35,39.40, 50,61 A 
7G ra stds for protection against radiation 

SKOLNICK.F, Susquehanna Valley Alliance, Lancas-tor. PA AA38 2 0359 60/04/28 
NRC - No DolaHod Affiliation Given 2pp 618G0 349 61860350 


“9204230239 Comment on proposed rules 10CFR2, 19,20,30. 31 ,32,34,35,39,40, 50,01 A 
70 ra stda for prolodJon lagainsl radiation Opposes rule 

BREY»HL Public Sorvico Co of Colorado AASa 2 0374 86/05/07. Docketing A 
Services Branch lipp 6106107561861 085 


“9294230245 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1, 32,34,35,39, 40, 60,61 A 
70 ro aids for protection against radiation Supports rule 

NORTH.DL Miriam Hosp . Providence, FI AA38 2 0360 86/05/09 Oftrea of the 
Secretary of tha Commission 2pp. 61660351-61860 352 


•9204230254 Comment on proposed rules 10CFR2,1 0,20, 30, 3 1,32,34,35, 39, 40, 50,61 & 
70 re atds for protection against radioiion Opposes rule 

MADISON, K Orange County Alliance for Survival AA3& 2 0340 86/05/07. Dockoling 
A Services Branch Ip 61860 329-61060 329 


•9294230260 Comment on proposed rules 10CFfi2, 19, 20,30,3 1,32,34, 35,3 9, 40. 50,61 & 
70 re stds for protection agafr^at radiation, 

BLACK, R E sTnal Samaritan Modical Center. Wilwaukea, Wl (formorly Mi Sinai Medi 
ca! Center. AA38 2 0361 86/05/08 Office of the Secretary of the Commission 2pp 
61B60 353 61860 3S4 


“9204230271 Comment on proposed rules 10CFR2,1 0.20, 30, 3 1,32,34, 35,3 9,40, 50,61 A 
70 re stds for protection against radiation 

WRENN.M B Affiliation Not Assigned M30-2 0375 80/05/08 Dockoting A Services 
Branch a7pp 61861,086-81861.172 

-■0204230277 Comment en proposed rules 10CFF 2, 19, 20,30,3 1,32,34,3 5.39.40, 50,61 A 
70 ro stds for protecllon againsl radiation Opposes rule 

STRATTON, K Alfiilation Not Assigned AA38-2 0350 06/05/12. NRC - No Detailed 
Affiliation Givon 1p 61 eeo 330-61860 930. 

“9204239289 Comment on proposed rules 10CFR 2,10,20, 30, 3 1,32, 34, 3 5, 39,40, 50,61 A 
70 re stds for protection against radiation 

ROHRIG.N erookhavef> National Laboratory AA38-2 0362 86/05/08 Offjce of the 
Secrotary of the Commission 5pp 61860 355 61860 359, 

“9204230282 Comment on proposed rules 10CFR 2, 19.20, 30,3 1,32.34, 3 5,39 ,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

FISCHER. A M Aflilialion Not Assigned AA3B 2 0351 88/05/06 Docketing A Serv- 
ices Branch 1p,61B60 331 61860 331 


“9204230328 Comment on proposed rules 10CFR2.1 9,20,30.3 1,32,34.35,39,40, 50.01 A 

GElGEaWS-'AfllMion 3' Assigned 86/05/09 OKIco ol the Socro 

tary of the Commission 3pp 61861 013 61861 01 5 

“9204230330 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39.40, 50,01 A 
70 r© stds for protection against radiation Opposes rule ttamtkmo k 

MURPHY W P Vermont Yankee Nuefear Power Corp AA3& 2 0381 80/05/09. Dock 
eting A Services Branch 2pp 61061 186-61861 189 

“9204230331 Comment On proposed rules 10CFR2, 19,20, 30.31.32, 34,35, 39.40, 50,61 A 
70 r© stds for protection against radiation Opposes rulo o ^ 

FAY C W Wisconsin Electric Power Co AA38 2 0368 86/05/06 Offico of tho SocrO 
tary of the Commission 7pp 61801 016-61861 022 

“9204230337 Comment on proposed rules 10CFR2, 19,20, 30.31,32.34.35, 39, 40, 50.01 A 
70 re slds for protection against radiation Supports rulo 

EDELMAN.M R Cleveland Efoctric flfumlnatlng Co AA30 2 0369 66/05/00 

CHILK.S J Office of the Secretary of Iho Commission 7pp 01601 023-61661 020 

“9204230338 Comment on proposed rules 10CFR2, 19, 20, 30,3 1.32,34, 35, 39, 40. S0,G J A 
70 re stds for protection against radiation ■ 

DRUM.DE Brigham A Women’s Hosp, Boston, MA AA38-2 0302 G6/05/I2 Dock 
oting A Services Branch 6pp 61661’190-61861 195 

-9204240eC4 Discusses regulaloiy guidos anticroalod (or 
PETEBSON.H Radiation Protoclion & Health Ellecia Branch 5eFR2J3B0 BB(0»/20 
MERWIN.S Batlelle Memorial Instilute, Pacific Northwesl Laborolory 2pp Gia46042- 
61846 043. 

“9204240012 Forwards comments on draft lOCFRaO rovCommonts (imitod la only now 
comments rasultanl from review of current draft 

STOHB,J P Office of Nuclear Material Safely A Safeguards AAsa 2 1/2a 

MORRIS.B Division of Regulatory Applications (Post 070413) 3pp 61646 044- 
61B46 051. 


“9204240021 Forwards proposed oullfno for 10CFR20 regulofory anatyslsr 
MERWIN.se Batlelle Memorial Institute, Pacific Northwest Laboratory AA30 2 60/ 
01/29. PETERSON, HT Radiation Protection A Health Effects Branch ep[> 
61046 053-61846 058 

“9204240030 Comment on proposed fuloa 10CFR2, 10, 20, 30, 31, 32, 34, 35, 39, 40, 60,01 A 
70 r© stds for prolecfion against radiation . „ 

MILLER.C P /Tffitiation Not Assigned AA30-2 0410 06/05/00 Offico of tho Socrolnry 
of the Commission Ip 61862 001-61802 001. 

“9204240034 Responds to 871229 request for review of draft lOCFFlSO rov clCd 
G71209 

PENNINGTON, W S Fuel Cycle Safely Branch 56Fn23360 88/02/01 COOL.OA 
Offico of Nuclear Material Safely A Safeguards, 3pp 61046 050 61046 061 

“9204240042 Forwards comments from Stales of Alabama & Now York Dopt of Environ 
Conservation on draft 10CFR20 rev 

NUSSBAUMER.D A Assistant Director for State Agroomorvts Progrann AA30 2 08/ 
02/02 MORRIS, B Division of Regulatory Applications (Post 070413) Ip- 61046 062 
61846 062. 


“0204230233 Cornment on proposed rules 10CFR2,1 0,20, 30, 31 ,32,34,35,39,40. 60.61 & 
70 re stds for protoclion against radiation Opposes rule 

FOX.SH Affiliation Not Assigned AA38-2 0376 86/05/09 Deckoting a Services 
Branch Ipp 61861:173 61861 173 

“9204230292 Commanl on proposed rules 10CFR 2,1 9,20, 30,31, 32, 34, 3 5, 39,40, 50,61 a 
70 re stds for protection against radfallon Opposes rule 

dACOaSON.N Affiliation Not Assigned. AA38-2 0363. 66/05/08 Office of the Secre- 
tary of the Commission 2pp 61360 360 61860 362 

“9204230293 Comment on proposed rules 10CFR2,1 0,20, 39,31, 32, 3 4,36, 39,40, 50,61 a 
79 ra stds for prolaction against radrakon Opposes rule. 

BURNS, L R. Affiliation Not Assigned AA38.2 0352 86/05/12 NRC - No Detailed Af 
filiation Given 2pp 61869332-61860-333. 


“9204240050 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re aids for protection againsl radiation 

STROM.OJ. Pittsburgh, Univ of, Pdtsburgh, PA AA38 2 0399 06/05/10 Dockollr^g A 
Services Branch 3pp 61861 269-61861:271 

“9204240053 CommanlBon draft rov of 10CFR20 
GODWIN, A V Alabama, Stale of 66FR23360 08/01/13. NUSSBAUMER.D A Assisi 
ant Director for State Agreomonla Program Ip 61 B46 063-01 046 063 

—9204240055 Comment on proposed rules 10CFR2, 10,20,39,31 .32,34,35,30,40, 60,61 <1 
70 re side for protection against radial ion .Op poses rule 

REISER.NT Affiliation Not Assigned. AA30-2 0411. 86/05/00 NRC - No Detailed Af- 
fihallon Given Ip 61862 002-61862 002 


“9204230295 Comment on proposed rules 10CFn2, 19, 20, 30, 3 1, 32,34, 35,39.40, 50,61 8 
79 ra slds for prolaclion against radiali on Opposes rule 

QUIGG.C, Illinois Safe Energy Allianco AASO 2 0364 86/05/09 Office of the Secre- 
tary of tho Commission 5pp 61661001 61861,005 

“9204230298 Comment on proposed rules I0CFR2, 19, 29, 30,3 1,3 2,34,35, 39.40, 50,61 & 
70 re slds for protection against radiation 

SALSBURY.W C. Afrillotion Not Assigned AA3e 2 0377 86/05/13- Dockeling & Serv- 
ices Branch tOpp 81861.174 61861183 

“9204230306 Comment on proposed rules 10CFR2,1 0,20,30,31, 32, 34.35.39,40, 50,61 & 
70 re stds for protection againsl radiation, 

SPRINGER, TJ Modi Physics, Inc AA30.2 0378 86/05/08 Docketing & Services 
Branch 2pp 61861 164-61861 165 

“9204230316 Comment on proposed rules 10CFR2.1 9.20,30.31,32,34.35.39.40, 60,61 & 
70 re aids for protection against radiation Supports rule 

VETTER.R J. Mayo Clinfc, Rochester, MN AA38-2 9365 86/05/07 Office of the Sec- 
re 1 ary of the Commission 3pp 61861 006-61661*008 


“9204240956 Comment on proposed rules 10CFR2,1 9, 20,30,31 ,32.34,35,30,40, 50.61 & 
70 r© Sid's for protection against radiation Opposes rule 

EDOLEMAN.W North Carolina Citizens Research Group AA38 2 0303 80/05/10 
Docketing & Services Branch, 16pp 61861.196 61 661 ’211. 

“9204240059 Comments on proposed draft 10CFR2'0 rov, 

KELLEHEB.WJ New York, Slat© Of AA38 2 88/01/22 NUSSBAUMER.D A A&srst* 
ant Director for State Agreements Program. 2pp 61846 004-61 646 065. 

“9204240060 Comment on proposed rules 10CFR2. 10.20.30, 31 ,32,34,35.30.40, 60,01 S 
70 r© stds for protection against radiation, Opposes rule 

DURKIN.M Affiliation Not Assigned AA38.2 0412 86/05/06 NRC - No Doiailod Af- 
filiation Given Ip 61862 003-61862 003 

-■9204240982 Comment on proposed rules 10CFR2,1 9,80,30,31 .32,34,35,39,40, 50,0 S & 
70 r© stds for protection againsl radlallon, 

MCCLEARY.KJ Affiliation Not Assigned. AA38 2 0413. 88/05/02. ALEXANDER.a 
NRC - No Detailed Affiliation Given 1p 61662 004-61802 904. 
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*<9204240065 Commenl on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35,39, 40, 50.61 & 
70 re stds for protactfon against radiation Opposes rule 

UCCRORYiP H Louisiana, Slate of AA36 2 0400 86/05/06 Docketing & Services 
Branch 2pp 61B61 272-61681 273 

*-9204240'067 Forwards revised outline & three draft sections of 10CFR20 regulatory 
analysis for review 

MERWJN.SE Battelle Memorial Institute, Pacific Northwest Laboratory 5eFR2d360 
66/02/19 PETERSON, H T Radiation Protection & Health Effects Branch tOOpp 
61846 075 61846 204 

-9204240066 Comment on proposed rules tOCFR2, 19, 20,30, 3 1,32, 34,35,3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LEWIS, Ml Lewis, M AA38 2 0364 06/05/09 Office of the Secretary of the Commis 
slon lipp 61861 212-61861 222 

-9204240069 Commenl on proposed rules 10CFR2, 19.20, 30,3 1,32,34,35, 39.40, 50,61 & 
70 re stds for protection against radiation 

DRAKE.G A Affiliation Not Assigned AA36 2 0414 66/05/06 Office of the Secretary 
of the Commission Ip 61862 005 61862 005 

-9204240072 Forwards commenls from Stales of Iowa & California on draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Director for State Agreements Program AA38-2 88/ 
02/25 MORRIS, B Division of Regulatory Applications {Post 670413) Ip 61846^205- 
61646205 

-9204240076 Comment on proposed rules 10CFR2,1 0,20, 30,31, 32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BEYEA,J National Audubon Society AA38-2 0415 86/05/12 Office of Ihe Secretary 
of the Commission 2pp 61862 006-61862 007 

-9204240077 Commenl on proposed rules 10CFR2, 19, 20, 30, 31,32,34,35,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

D'ARR 100,0, Nuclear Information & Resource Service AA36-2 0401 66/05/01 NRG 
- No Dolailed Affiliation Given 6pp. 61861 274-61061 270 

-9204240 97S Comment on proposed rules 10CFR2,1 0,20, 30, 3 1,32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Supports rule 

aABO,AT, Wostlnghouso Electric Corp AA36 2 0385 86/05/12 Docketing & Serv< 
ices Branch 13pp 61861 223-61881 235 

•‘9204240050 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

WISSINK,RQ Affiliation Not Assigned AlA 38*2 0402. 86/05/09 Docketing & Services 
Branch 12pp. 61061 280-61 861-291 

-92042490 84 Informs that revised proposed regulation re 10CFR20 rtld 87 1223, appro* 
prlate A generally enforceable 

FLATErIdA Iowa, State of 50FR2336O 80/02/16. NUSSBAUMER.D A Assistant 
Olreclor for State Agreements Program 1p 61846 206-61 046*206. 

-9204240085 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,30.40, 60,61 A 
70 re stds for protection against radiation 

BOHLMAN.JF United Transportation Union AA30-2 0416 86/05/09 Office o1 the 
Secretary of the Commission 2pp 61062.008 61862 009 

-9204240093 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,36,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

FRIESEN.BS Kansas, Univ of, Kansas City, KS AA3e 2 0403 86/06/13 Office o1 
the Secretary of the Commission 6pp, 61861 292-61861 207 

•<9204240096 Comment on proposed rules 10CFR2,10,20,30,31,32,34.35,30,40, 50,61 A 
70 re stds for protection against radiation 

KINGSLEY, 0 6 Mississippi Power A Light Co AA3Q-2 0386 86/05/12 Docketing A 
Services Branch 7pp 61861 236 61061 242 

-9204240110 Comment on proposed rules 10CFR2.19, 20,30, 31.32,34.35.39.40, 50,61 A 
70 re aids for protection against radlation.Opposos rulo 

STUCHiNSKf.V L Three Mile Island Alert M30-2 0404 86/05/08. Docketing A Serv- 
ices Branch 3pp 61861.208 61861.300 

-9204240112 Comment on proposed rules 10CFR2.10, 20,30, 31,32.34,35, 39, 40, 50.61 A 
70 re std3 for protection against radlation.Opposos rule 

CAREY.WE Ohio Stale Unlv . Columbus, OH AA3G-2 0417. 86/05/12. Office of the 
Sacretary of the Commission. 2pp 61862.010 61862 011 

-9204240119 Forwards draft rept, "Regulatory Analysis for Revision of 10CFR20" to 

{ lerform addi analyses or revise oxistrng analyses based on findings of RES review 
earn 

MERWIN.SE. Battelle Memorial Institute, Pacific Northwest Laboratory 58FR23360 
88/03/15 PETERSON, HT Radiation Protection A Health Effocia Branch 161pp. 
61847.043*61847.193. 

-9204240120 Comment on proposed rules 10CFR2. 10,20.30, 31. 32,34, 35,30, 40, 50,61 A 
70 re Stefs lor protection against radiation Opposes rule, 

PLANK.W Bedford County Environmental Commitloe AA38-2 0405 B6/05/1 2. MRC - 
No Detailed Affiliation Given 4pp 61 061 -301-61861.304. 

-9204240123 Comment on proposed rules 10CFR2. 10,20,30, 31, 32,34, 35, 30.40, 60,61 A 
70 re stds for protection against radiation 

SLABACK.L Affiliation Not Assigned, AA3B-2 0406. 86/05/06 Docketing A Services 
Branch. lOpp 61861*305 61861-314. 

-9204240126 Supports Commission proposed rev of regulations In 10CFR20 which pro- 
vides basic requirements for protection of exposed Incflviduals, 

MCGURK,J.S. California, State of 56FR23360. 80/02/18. NUSSBAUMER.D A, Assist- 
ant Director for Slate Agreements Program. 2pp, ei646;2O7*61046 208. 

-9204240128 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,36.30,40, 60,61 A 
70 re stds for protection against radiaOon. 

MORRIS, L Health Physics Society AA30-2 0418 80/05/09, Office of the Secretary 
of Ihe Commission. 6pp. 61862:012-61862.016. 

-9204240129 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 36, 39,40* 60,61 A 
70 re aids for protection against radlatlon.Suppoi1s rule, 

BROWN, R.W Mallory Capacitor Co. AA38-2 0407. 86/05/09 Docketing A Services 
Branch, 9pp. 81861:316-61861.323. 


-9204240132 Comment on proposed rules 10CFR 2,1 9, 20 ,30.31, 32,34.35.39, 40, 50,61 A 
70 re aids for protectson against radiation Supports rule 

BASKIN.KP Southern California Edison Co /UK3B-2 040a 86/05/12 Docketing A 
Services Branch 20pp 61861 324-61B61i 351 

-9204240136 Comment on proposed rules 10CFR2.1 0,20.30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for prolectcon against radiation 

PITCHFORD.'TL Affitiatiori Not Assignod /LA38-2 D409 86/05/05 Docketing A Serv 
Ices Branch 5pp 61861352-61661 356 

-920424Q137 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

DOUGUS.MH Affiliation Not Assigned AA38 2 0387 86/05/00 Docketing A Serv 
Ices Branch Ipp 61861 243-61661 243 

-9204240139 Comment on proposed rules 1GCFR 2, 19,20,30.31,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

JOHNSON, bJ Minnesota Public Interest Research Group AA38-2 0419 BB/05/12 
Office of Ihe Secretary of the Commission 14pp 61862 017-61862 031 

-9204240141 Provides comments on draft of 10CFR20 regulatory analysis 
RICHTER.B Office of Nuclear Regulatory Research (Post 660720) AA38 2 88/03/ 
04 PETERSON.H Office of Nuclear Regulatory Research (Post 860720) 44pp 
61646 209 61646 253 

-9204240147 Commenl on proposed rules 10CFR2, 19, 20.30,31. 32,34, 36,39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

KETCHUM,W Affiliation Not Assigned AA30-2 0308 88/05/12 Docketing A Services 
Branch 6pp. 61661 244 61861-249 

-0204240 14B Forwards revised final 10CFR2O rule developed by Interoffice working 
group on direction of special interoffice steering group Review A comments roqueslea 
MORRIS, B Division of Regulatory Applications {Post 870413) 5eFR23360 08/03/30 
LiEBERMAN.J. Ofc o1 Enforcement (Post 870413) 2pp. 61647 20B 61047 209 

-9204240162 Common I on proposed rules 10CFR 2,19, 20,30, 3 1,32, 34,36, 39, 40, 60.61 A 
70 re stds for protection against radiation. 

COYLE, 0. Afflllallon Not Assigned AA38-2 0420, 68/05/11 Docketing A Sarvicos 
Branch 2pp 61862 032-61062 033 

-9204240157 Commont on proposed rules 10 CFR 2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re aids for protection against radiation. 

BIONOl.G. League of Women Voters, Palm Springs, CA AA38-2 0421 86/05/07 
Office of the Secretary of the Commission 3pp 8 1 862 034-61 862 038 

-9204240158 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Supports rule 

GEIGER, EL Thermo Electron Corp AA38-2 0427 06/05/29 Docketing A Services 
Branch 2pp 61662.052-61062 053 

-9204240160 Comment on proposed rules 10CFR 2.1 9, 20,30, 3 1,32,34.35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rula 

BILLINQS,J, Oemocratlc women's Association of the Dosert AA36 2 8422. 66/05/10 
Docketing A Services Branch Ip 61862.037-61062 037 

-9204240164 Commont on proposed rules 1OCFR2,10,2O,3O,31,32,34.35,39,4O, 50,61 A 
70 re stds for protection against radiation Opposes rula 

WALKOUT, J Rockford College, Rockford, iL AA38-2 0300 86/05/12 Docketing A 
Services Branch Ip. 61861 •2§0-6 1861 -260 

-9204240170 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,36,39,40, 50.61 A 
70 re stds for protection against radiation 

LANDRUM.RE Affiliation Wot Assigned AA38-2 0423 06/05/14 PA LLADI NO Com- 
missioners (Post 750119) 8pp 01662 038-61862*043 

-*9204240171 Forwards ronuosiod tabulaliona re radionuclides of ICRP<30 sorted by in- 
creasing ALI or DAG 10CFR20 update. 

ECKERMAN.K F Oak Ridge NalWal Laboratory. AA3B-2. 88/05/19 PETERSON.H T 
Oflico of Nuclear Regulatory Research (Post 000720) 60pp 61846 264 61846 317. 

-9204240172 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 50,61 A 
70 re side for proteolion against radiation Opposes rule, 

BYE.M Conlral Bucks Clean Er^ergy Cotloclive, Doylostown, PA AA38-2 0390 66/ 
04/26 Office of Iho Secretary of the Commission Ip 61081 251-61061*251. 

-9204240174 Commont on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

KOESTER.Q L Kansas Gas A Eloctfic Co. AA3B 2 0424. 06/05/12 Office of the Sec- 
retary of the Commission. 12pp 61802 044-6 1 802 055 

-9204240175 Commenl on proposed rules lOCFRa, 19,20.30,31,32,34.35.39,40, 50,61 A 
70 re stds for proteolion against radiation 

MUSOLINO.S.V, Affiliation Not Aasigood AA30-2 0428 66/06/02. Docketing A Serv- 
ices Branch, 2pp 61862*064-61062 006 

•<9204240176 Co-mment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 36, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule. 

PLEASONTON,A K Affiliation Not Assignod. AA38-2 0391 86/05/11. Docketing A 
Services Branch 1pp. 61861.252-61861*252 

-9204240179 Forwards most recant revs to final Part 20 ruie for determination of Incor- 
poration by ref for transmittal for Ofc of FR for publication 

PETERSON.H T. Division of Reactor Accident Analysis <070413 660716) 50FR2336O 
00/03/31, WIGGINQTON.S. Office of Administration (Post 090205). 66pp 61047,210- 
61047*275 

-9204240184 Co-mment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rula, 

LEESMAN.S& Affiliation Not Assigned. AA3B-2 0302 06/05/12 Docketing A Sew- 
Ices Branch, 1pp. 61861.253-61861*263 

-9204240188 Comment on proposed rules 10 CFR 2. 19,20,30,31.32,34,35,39,40. 60,61 A 
70 re stds for protection against radiation. 

VILU.R General Electric Co AA30 2 0426 B6/05/19 Offica of the Secretary of the 
Commission 3pp 61062 057*61862.059. 
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-9204240191 Requests review A response either conlirmlng appropnalonass of cross 
references or mdicating corroclion needed re revised draft i0CFH20, ''Std for protec- 
Uon Against Radiation " « . 

GRIWSLEY.DH Division of Rufas A Records {870413 880514) 56FR23360 88/04/ 
13 GfRARD.M National Archives A Records Administration 2pp 61847 276 
61847 277 


-9204240195 Comrnonl on proposed ru-les iOCFR2, 18, 20, 3 0,3 1.32.34.35, 39, 40^ 50,61 A 
70 re 8lds for protection against radiation 

CLARE.W Wisconsin, Slate of AASB 2 0393 66/05/09 CHILK.S Offico of the Sec 
lelary Ql the ComtniasfQn Ip 61881 254 61861 254 


-9204240200 Advises tftal cross reference re final rulo revising 10CFR20, 
20 301,20704 A 20 906 meets requirements of 1CFR2t 21(c)(3) A appropriate for In- 
dus fon in next text of final rule 

GIRARD M National Archives & Records Adnncmsiralion 56Fn233eo 88/04/26. 
GRlMSLEY.DH Division of Rtlos A Records (670413 880514) Ip 61047 278- 
61847 278 


-9204240201 Comment on proposed rules 10CFH2, 19, 20,30.31, 32, 34,35,39 ,40-, 50,61 A 
70 re stds for protection against radiatior? 

ZIMMERMAN, SR Carolina Power A Light Co AA3e 2 0429 86/08/06 CHILK.S J 
Office of lha Secrolary of the Commission 9pp 61862 066 61802 074 


-9204240206 Comrronl on proposed rules 10CFR2, 10,20,30, 3 1.32 ,34, 35, 39, 40, 59,61 A 
70 re Stefs for protection against radiation Opposes rulo 

STEWART, J Affiliation Not Assigned AA3B 2 0394 86/05/11, NRC - No Detailed Af- 
fill alEon Given Ip 61861 255 61861 255 


-9204240-203 Comment ori proposed rules 10CFR2, 19,20.30,3 1,32,34,3 5, 39 ,40, 50,61 & 
70 re Sid s for protection against radiation ^ 

MCKNIGNT.J L Affilialcon Not Assigned AASfl-a 0426 B6/05/13 Offico of tfio Secro 
laiY of die Commission ip 61862 060-61062 060 

-9204240212 Comments on final revision to 10CFR20 Marked up apps re regulation 
consistent w/direc!ion of agency protection factors for respirators A quantities of li 
censed mall requiring labeling end .... 

LIEBERMANiJ Ofc of Enforcement (Post 870413) 56FR23360 88/04/14 

MORRIS, 8 Division of Rogufafory Applications (Post 870413) 2pp 61847 279- 
61847 280 


-9204240214 Comment on proposed rules 10CFfl2.1 0.20, 30,3 1, 32, 34, 35,30.40, 50,61 & 
70 re sids for protection agairst radiatiorJ Opposes rulo ^ ^ 

SLAYMAKEfl.JP Affiliation Not Assigned AA38-2 0395 86/05/15 NRC • No Oe 
tailed Affiliation Given Ip 61851 256-81861 256 


-9204240223 Concurs in issuance of NRC 0524 to reflect ebangos in responsibilities 
that resulted from NFC reorganization Note should be added to remarks soclion to 
indicate that 10CFR20 undergoing rov 

BURDA,AJ Program Managoment. Policy Development A Analysis staff (Post 
870411) 56FRa3360 88/04/26 MASON, E Offico of Information Rosourcos Manago- 
ment (Posl 890205) Ip 61647 281-01847 281 


-9204240224 Comment on proposed rules 10CFfl2, 19,20, 30,3 1,32,34, 35, 3 0.40, 50,61 A 
70 ro stds for protection against radiation Opposes rulo 

HOCKER.CL Affiliation Not Assinnod AA3B-2 0433 66/05/09 Office of the Socre 
lary of the Commission 2pp. 61662 089-61662 090 


-9204240294 Comment on proposed rules 10CFR2, 19, 20, 30.31 ,32,34.35,30.40, 606i 4 
70 re stds lor protection against radiation 

HARSHAW.F Affiliation Not Assigned AA3B-2 0436 86/05/12 Offico of I ho Se.ffr 
lary of the Commission 3pp 61S62 098-61862 100 

-9204240296 Comment on proposed rules 10CFR2.19.20, 30.31, 32, 34, 35,30.40, 5061 & 
70 re side for protection against radiation 

MCNEES.J L Health Physics Society AA38-2 0437 86/05/07 Offico of the Srycrcli-i 
of the Commission 2pp 61862 101 61062 102 

-9204240298 Comment on propo&ed rules lOCFRa, 19, 20 ,30.3 1,32, 34, 35, 30,40 50(31 a 
70 ro stds tor proieclion against radiation Supports rule 

FOVVLEft.SL WR Grace & Co AA3B 2 0431 86/02/14 ALEXANDER {.1 

Radiation Programs & Earth Sciences (840429-860720) 8pp 61002 076 6tG070-Jf 

-9204240300 Comment on proposed rules 10CFR2. 19, 20.30, 31. 32, 34,36.30.40, 50fiM 
70 re stds for protectior> against racTiation Opposes rule 
QUIGG.C Illinois Safe Energy Alliance AA38 2 0438 86/05/15 Offico of tlio 
tary of the Commission 3pp 61862 103 61B62 105 

-9204240301 Forwards final draft rept ro regulatory analps for revision of tOCf-RW (-< 
comments Advises that distribution is limited because draft has not rocoJvod npproa j 
through format clearance process 

MERWIN.S E Qatlella Mamorial Institute, Pacific Northwest Laborntory SOFflJi't*) 
88/05/17 PETEflSON.HT Radiation Protection & Heallh Effocls Drnnch n?fp 
61847 286 61848 035 

-9204240303 Comment on proposed rules lOCFRB.IO, 20, 30,31, 32, 34,35,39, 40. 1 

70 ro stds for proteclion against radiation 

SLATEN.NG Union Electric Co AA38-2 0430 86/05/13 Docketing A 
Branch 2pp 61062 106-61862 107 

-9204240308 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,30,40, fjOOl A 
70 re aids for proteclion againsl radiation Supports rule 

CHANDLER.S Affiliation Not Assigned AA30-2 0432 86/05/13 Oockotinj & Sco 
icos Branch Ip 61882 080 61862 080 

-9204240311 Commeni on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, hOBf S 
70 re aids for protection againsl radiation Opposes rule 
HARMON.B. Anti Vivisection Society of America, Inc AA30 2 0445 06/09/02 
oting & Sorvicos Branch Ip 61862 115 61062 115 

-9204240319 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 30.40 5061 & 
70 re stds for protection againsl radiation Opposes rule 
MCGUIRE, CB Affiliation Not Assigned AA38 2 0446 86/09/02 Ojfico of llio 
lary of the Commission Ipp 61862 116 61862 116 

-9204240323 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 30, 40, SO (51 4 
70 re stds for protection against radiation Opposes rule 
O’SULLIVAN.E Affifiation Not Assigned AA38'2 0447 86/00/30 Dockollng 4 
ices Branch Ipp 61862 117-61862117 

-9204240327 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32.34.35,30.40. rOfll A 
70 re aids for proteclion against radiation 

CHEN.SY Calspan Corp (subs. Arvm Industries/Franklln Research Con tor) AA'^3 7 
0440 66/05/14 Office of the Secretary of the Commission 2pp 6) fill? KA 
61862.109 


-92C424622S Comment on proposed rules 10CFR 2, 19,20,3 0,31,32.34,3 5,39.40, 50,61 & 
70 re aids for protection againsl radiation Opposes rufa 

* AffiJiation Not Assigred! AA30 2 0398 60/05/11 Docketing A Services Branch 
2pp 61861 257 61861 2S6 


-9204240331 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 95,39. 40. f-OdlS 
70 re stds for prolection againsl radiation Opposes rulo 

MARKOFF.B Affiliation Nol Assigned AA38-2 0441 86/05/14 NRC No OtHniTil 
hlialion Given, ip 61862 110 61862 110 


•9204240231 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39.40, 60,61 & 
70 re stds for protection against radiation Supports rule 

SiEBERT.QW Defense, Dept of /VA38 2 0397 86/05/09 Dockelirtg & Services 
Branch 8pp 61861 259 61d6V266 


-9204270027 Comment on proposed rules 10CFR2.19,20,30,31,32,34,36,99,4D. ftOfll it 
70 re aids for protection against radiation Opposos rule 

GILBERT, WV Affiliation Not Assigned AA3D-2 0440 B6/08/20 Dockotinp A fKf* 
ices Branch Ipp 61862 1 18 61062 1 18 


-9204240237 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32,34, 35,30.40, 60,81 & 
70 re stds for protection against radiation Opposes riife, 

FRISCO.O C Coalition for Nuclear Power Pianl Postpone moni /VA38-2 0398 86/05/ 
12. NRC - No Detailed Aff^iialion Given 2pp, 61861 267-61861 266. 


-9204270033 Comment on proposed rules 10CFR 2, 19,20,30,31,32,34,35.39,40, 5061 A 
70 re stds (or protection against radiation Opposos rule 

LIENS.H Affiliation Nol Assigned AA38-2 0449 86/09/01. NRC - No Dolailrd Af'i 
alion Given Ipp 61662119 61862119 


'9204240270 Commo/il on proposed rules 10CFR2. 1 0.20, 30, 3 1,32, 3 4. 35, 39,40, 50,61 & 
70 re stds (or prolection againsl radiation. 

BORCHERT.H R Nebraska, State of AA3B 2 0434 80/05/15 Offico of the Secrotaiy 
of the Commission 2pp 61662892 61862093 


—920427O038 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40', 5061 A 
70 re stds (or protection against radiation Opposes rule 
VERPLANKE.V Affiliation TMot Assigned AA3 8-2 0450 86/08/28 DockoUng A 
ices Branch 1pp 61 062.120-61 862' 120 


.9204240278 Comment on proposed rules iOCFR2.1 9.20,30,31,32.34.35,39,40. 50,61 & 
70 re stds for protection against radmf Ion Opposes rufo 

ARNSSERGER.M M Affiliation Not Assigred. AA3B 2 0442 66/98/27 Docketing & 
Services Branch ip 61662 111-61862 ill 


-9204270041 Commeni on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 30,40, 5061 i 
70 ro stds for protection againsl radiation Opposes rule ^ ..v, 

LA FORCE,N El Cerrito Democratic Club. El Cerrito. CA AA38-2 0474, fi6/(IVW 
Docketing & Services Branch Ip 61862 146 01062 146 


-9204240284 Comrnonl on proposed rules 10CFR2, 19, 20,30, 3 1,3 2,34,35, 3 0,40, 50,61 & 
70 re stds for protection against radiation, 

WfSENBURG.W R Houston Lighting & Power Co AA38 2 0435 86/05/16 Docketing 
& Servicee Branch 4pp 61862 094*61 802;O97 


-9204270044 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32, 34,35,30.49, 60 01 A 
70 ro stds for protection against radiation Opposes rule 

MCLEOD.R Affilialion Nol Assigned AA9fl-2 0451 86/09/01 Docketing A Scivkoi 
Branch. Ipp 61862 121-61862*121 


■92042402 B7 Comment on proposed rules 10CFR2,1 9.20. 30, 3 1,32,34,35,3 9.40. 50,61 & 
70 ro stds for protection again si radiation Opposes rulo. 

* Affiliation Not Assigned AA3B-2 0443, 66/08/30 Dockaling & Services Branch Ip 
61862 112-61062 112 


-9204270048 Comment on proposed rules 10CFR2.1 0 , 20 , 30 , 31 , 92 , 34 . 36 . 39 , 49 * 50,61 A 
70 re stds for protocllon agomst radiation Opposes rule 

FANDJS.M Affiliation Not Assigned AA38-2 0475 86/05/19 NRC • No Dolatof Affi 
alion Given Ip 61862*147-61062 147 


-9204240290 Comments on draft regulatory analysis for revision of 1OOFR20 Suggests 
that changes rediscounting errors havero significant bearing relating to analysis 
RICHTER ,B. Regulation Dovoiopment Branch, 66FR23360 86/04/29 PETER SON, H 
Radiation Protection & Health Effects Branch 4pp 61B47,2B2-61047 205. 


-9204270053 Comment on proposed rules 10CFR2, 19.20,30,31 ,32,34,35.3 9.40, W,!JI A 
70 re aids for protection againsl radiation Opposes rule , , 

NELKENS.S Affiiialion Not Assigned AA38-2 0452 06/09/04 NRC ► No Deiaited At 
filiation Given. 1pp. 61862 122-61862*122 


-9204240291 Comment on proposed rules tOGFRa,19*20.30.31.32,84,35.39,40, 60.61 & 
70 re stds for protection against radiallon Opposes rule 

JENKINS.EJ Affiliation Not Assigned AA36-2 0430 02/02/25 NRC - No Doleilod 
Affiif alion Given 3pp 61862 075-61862 077 


-9204270057 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 36.39, 40, ft0.61 A 
70 re stds lor protection against radiation Supports rule , * « 

BUSH.TE Amiiation Not Assigned AAa8-2 0476 86/05/13 Dockollnfl A Sonrttot 
Branch. Ip 61862 148 61862 148 


-5204240292 Com mert on proposed rules 10CFR2, 19, 20,30,3 1, 32, 34 ,35*30, 40, 50,61 & 
70 re stds for protection against radi a tion Opposes rule 

SCHRADEfl.D Affiliation Not Assigned M3^a 2 0444 06/08/30 Docketing & Serv- 
ices Branch 2pp 61862 1 13 61862 1 14 


—9204270058 Forwards tabufations showing stochastic & nonstochasllc ALt values from 
ICR P publication 30 

£CKERMAM,KF Oak Ridge National Laboratory AA30-2 00^06/20 PETE R SON MT 
Ofifee of Nuclear Regulatory Research (Post 860720) 41pp 61849 072 6!049 IM 
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'^9204270060 Comment on proposed ruloa t0CFfl2. 19.20.30.31.32.34,35.39,40. 50,61 & 
70 re stds for protectron against radialion Opposes rule 

GOLEM AN.AD Affiliation >iot Assigned AA3B'2 0453 66/09/01 Docketing & Serv' 
ices Branch 1pp 61862 123-61862 123 

“>9204270063 Comment on proposed rules 10CFn2,1 9.20, 30, 31, 32.34,35.39, 40. 50,61 & 
70 re aids for protection against radiation Supports rule 

SCOTT .CM Affillallon Not Assigned AA3a*2 0477 86/05/13 Docketing & Services 
Branch Ip 61862 149 61662 149 

-9204270068 Comment on proposed rules 10CFR2, 19,20,30.31, 32,34,35.39.40. 50,61 & 
70 re stds for protection against radiation 

' Affiliation Not Assigned AA3B'2 0454 86/08/29 Docketing & Services Branch 
Ipp 61862 124 61862 124 

-9204270069 Comment on proposed rules 10CFR2, 19,20,30,3 1,32.34.35.39.40, 50,61 & 
70 re stds for protection against radiation Supports rule 

KHEflA.SS Affiliation Not Assigned AA38 2 0476 06/05/13 Office of the Secretary 
of the Commission Ip 61662 153 61062 153 

-9204270073 Comment on proposed rules 10CFR2. 19, 20 ,30. 3 1,32,34 ,35, 39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MOTTOLA.P Affiliation Not Assigned AA30*2 0455 66/08/31 Office of the Socro- 
taryof the Commission Ipp 61662 125-61662 125 

-9204270074 Requests response to presentation summary concerning dosimetry of red 
bone marrow vs dosimetry of “whole body" Perspective summary enct 
QUINN, D M Consolidated Edison Co of New York, Inc 56FR23360 67/06/25. 
CONGEL.F NRC No Detailed Affiliation Given 6pp 61048 040 61646.048 

-9204270077 Informs that author loos forward to addressing Commission on proposed 
changes to 10CFR20 on 881 1 10 Copy of prepared statement end 
WINSLOW,! P General Electric Co AA3D-2 88/11/07 CHILK.SJ Office of tho Sec* 
retary of the Commission 23pp. 61849 112*61649 134 

-9204270079 Comment on proposed rules 1QCFR2. 19, 20, 30,3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAMILTON, L E Affiliation Not Assigned AA3B-2 0456 86/08/29 Docketing & Serv- 
ices Branch 1pp 61062 126-61862 126 

-9204270084 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for proloctlon against radiation Opposes rule 

HErCHARD.T Affiliation Not Assigned AA30 2 0457 06/09/02 Dockoting & Services 
©ranch 1pp 61862 127 61862 127 

-9204270096 Forwards, for review & concurrence, package for major Part 20 rev Final 
rule Incorporates comments by NRC program & regional ofcs & hy inlerosled states 
MORRIS,B M Division of Regulatory Applications (Post 870413) AA38*2 06/06/30 
MURLEY.TE Offico of Nuclear Reactor Regulation, Director (Post 670411) 2pp 
61843 049 61846 050 

-9204270107 Comment on proposed rules 10CFR2. 16,20,30,3 1,32, 34, 35,39,40. 60,61 a 
76 re stds for protoction against radiation Opposes rule 

ORRIS, EF AffiNallon Not Assigned AA38-2 0456 86/09/05 Docketing & Sorvicos 
©ranch 1pp 61662 128 61862 120 

-9204270111 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule 

STANSFIELD.E Ecology Center of Southern California AA38 2 0470 66/05/16 
Docketing a Services Branch 1p 61862 154-61862 154 

-9204270114 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34 ,35,39,40, 50,61 a 
70 re stds for protection against radiation .Op poses rule. 

PAIS.G Affiliation Not Assigned AA38-2 0459 66/06/30 NRC * No Dotolled Alfili* 
ation Given 3pp 61662 129 61662.131 

-9204270120 Comment on proposed rules 10CFR2, 19, 20,30, 31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

DOUGHERTY, JC Affillalion Not Assigned. AA38'2 0480 06/09/09 Dockoting & 
Services Branch. Ip 61862 165-61862 155 

-9204270121 Discusses application of backfll rule to Fart 20 Rule may be applied as 
eilher ad qqu ate protection exception of two cost-benefit stds 
CHOCKETT.S Offico of the General Counsel (Post 660701) 56FR23360 66/07/12 
ROSZTOCZY.Z Offico of Nuclear Regulatory Research (Post 860720) 2pp 
61840 051-61840 052 

-9204270128 Identifies two areas re 10CFR20 that could benefit from further study .On a 
area Involves quantitative analysis of impact rev that would be conducted after rov 
promulgated, 

MERWIN.S E Battelle Memorial Institute, Pacific Northwest Laboratory. AA38‘2 68/ 
11/00. PETERSON, HT Radiation Prolecllon & Health Effects Branch. 66pp. 
61849135 81850 012 

-9204270132 Comment on proposed rules 10CFR2. 19,20.30,3 1,32,34, 35,30,40, 60,61 & 
70 re aids for protection against radiation Opposes rule 

MAYFIELD, M L Affiliation Not Assigned /VA38'2 0460 66/09/02 Docketing & Serv- 
ices Branch 1pp 61862 132*01862:132. 

-9204270135 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 60.61 & 
70 ro stds for protection against radiation 

WEBER.N A Affiliation Not Assigned. AA30-2 0461, 86/09/05. Docketing & Services 
Branch. Ip. 61662:156 61862 156 

-9204270196 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34.35,39,40, 60,61 A 
70 re stds for protection against radiatloaOpposes rule. 

GRIFFtN.R. Affiliation Not Assigned AA3a-2 0461. 86/09/03. Docketing & Services 
Branch Ipp 61662.133 61 682. 133. 

-9204270142 Comment on proposed rules 10CFR2,1 9,20.30,31 .32,34 ,35,39,40, 60.61 A 
70 re aids for protection against radiation. Opposes rule. 

BYRUE.EG. Affiliation Not Assigned AA38-2 0462, 86/00/09 Docketing & Services 
Branch ip. 61662:157-61662.167, 

-9204270143 Provides Info re use of metric sys by Federal agencies per 16CFR19 
statement policy, Metric Conversion Act of 1956 & amend of HR 1964 HR 1964 amend 
end. 

BECKER. J Office of the General Counsel (Post 660701). 66FR23360. 86/07/10 
ALEXANDER, R Office of Nuclear Regulatory Research (Post 660720) 6pp 
61846 053 61840 058 


-9204270145 Comment on proposed rulos 10CFR2.19.20,30,31.32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DALAND.M E Affiliation Not Assigned AA3B-2 0462 06/09/01 Docketing A Servjces 
Branch Ipp 61862 134 61862 134 

-9204270147 Comment on proposed rules 10CFH2. 19,20.30, 3 1,32, 34.35, 39,40, 50,61 A 
70 ro aids lor protection against radiation 

MORSE,M I Affiliation Not Assigned AA30-2 0483 66/09/06 Docketing & Services 
Branch Ip 61862 159 61862 159 

-9204270149 Comment on proposed rules 10CFH2. 19,20, 30, 3 1.32.34, 36, 39, 40, 60,61 & 
70 re stds for proleclton against radiation Opposes rule 

SWANSON.P A Affiliation Not Assigned AA3 8-2 0463 86/09/04 NRC No Detailed 
Aftiliall on Given Ipp 61862 136-61862 135 

-9204270150 Comment on proposed rules 10CFR2, 19,20, 30, 3 1.32,34,35,39,40, 60,61 A 
70 re Bids for proleclton against radtalton Opposes rule 

OAUBITZ.P Affllration Not Assigned AA38 2 0484 86/09/05 Dockoting & Services 
Branch Ip 61862 160 61862 160 

“9204270152 Comment on proposed rules 10CFR2,19.20,30,31,32,34.35,39,40, 50,61 & 
70 fo stds for proleclion against radtallon Opposes rule 

OOUQHERTY.S Affiliation Not Assigned AA38-2 0464 06/09/08 Dockoling & Serv- 
ices Branch 1 pp 6 1 862 1 36-6 1 662 1 36 

-9204270155 Comment on proposed rulos 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re atds for prctoctlcn against radiation Opposes rule 

RANSOM.R Affiliation Not Assigned AA30-2 04BS 86/09/06 Docketing A Services 
Branch ip 61862 161*61862 161 

-9204270180 Forwards layouls for voluminous tables In 10CFR2-0,App B Samples 
should be forwarded to Ofc of FR to ensure proposed change format may be used in 
Part 20 rev FR nolle© 

PETERSON.HT Radiation Protection & Health Elfecis Branch AA30-2 69/07/22 
MEYER.D Regulatory Publications Branch 3pp, 61 048 059-61848 061 

-9204270163 Comment on proposed rulos 10CFR2, 19,20, 30,3 1,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

BACHRACH.O Affillalion Nol Assigned AA3S 2 0465 80/09/06 Docketing A Serv- 
ices Branch Ipp 61862 1 37-61862 137 

-9204270166 Comment on proposed rules 1iOCFR2, 19,20, 30,3 1,32, 34, 35,39, 40. 50,61 & 
70 re stds for protoction against radiation Opposes rule 

KOON.K Affiliation Not Assigned AA36 2 0486 66/09/08 NRC - No Detailed Affili- 
ation Given 1p 61062*162-61862162 

-9204270168 Comment on proposed rules 10CFR2,19,20,30,31,32,a4,35,39.40. 50,01 A 
70 ro stds for protection against radiation Opposes rule 

BROWN.N G Affiliation Not Assigned AA38 2 0466 06/08/30 Dockeling A Services 
Branch Ipp 61862 138 61862 130 

-9204270169 Forward comments submitted to Secretary of Commission ro slated pro- 
posed rulos 

BARNUM.EC Molycorp, Inc AA38 2 0566 0 6/05/05 ALEXANDER, RE Division of 
Radiation Programs a Earth Sciences (040429-860720) 1 p 61662 273 61062 273 

-9204276170 Commont on proposed rules 10CFR2.1 0,20, 30, 3 1,32.34, 35, 39,40, 50,61 A 
70 ro stds for protoction ogalnst radlallon^Opposos rule 

CRAIB,E Affiliation Not Assigned AA30-2 0487 B6/09/07 Offico of the Secrolaiy of 
the Commission ip 61662 163 61862 1 63 

-9204270174 Comment on proposed rules 10CFR2, 10, 20, 30, 31, 32.34,35, 39, 40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

STEORTS.T Affiliation Not Assigned AA30-2 0467 66/09/02 Dockelmg A Services 
Branch Ipp 61062 139 61862 139 

-9204270177 Discusses recordkeeping costa associated w/rev of 10CFR20 A clanfiea 
provisions of proposed rule which should bo classified as basic health stds 
MORRIS.B M Division of Regulatory Appitcallona (Post 670413). 66FR233eo 06/08/ 
05 JOnOAKE Committeo to Review Generic Requiromonts 4pp 61848 062- 
61848.065. 

-9204270181 Comment on proposed rules 10CFR2, 19, 20,3 0.3 1,32,34,35, 39, 4 6, 50,61 A 
70 ro atds for protection against radiation Opposes rule 

CROSSLEY.N A Affiliation Not Assigned AA3B 2 0468. 86/09/04 Docketing & Serv- 
ices Branch. tpp 61862.140 01662.140 

-9204270164 Concurs w/oncl Part 2 r© rules of practice provided minor comments dis- 
cussed w/H Peterson by E Flack incorporated Ofc of Enforcement has no position on 
Part 20. 

LIE8ERMAN.J Ofc of Enforcement (Posl 870413). 56Fn23360 08/06/05 

MORRiS.B.M Division of Regulatory Applications (Post 070413) 7pp. 61846 066- 
61848066 

-9204270185 Comment on proposed rules 10CFR2,1 9, 20, 30, 3 1,32,34, 35,39,40, 60,61 8 
70 re aids for protection against radiation Opposes rule. 

WILSON,! A. Molycorp, (nc. AA38 2 0560. 86/05/01. Docketing A Services Branch 
14pp. 61802.274-61662.207. 

-92O427O1B0 Comment on proposed rules 10CFR2, 19,20,30.31, 32.34,35.39.40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

• Affillalion Not Assigned AA30 2 0460 06/69/00. NRC - No Detailed Atfilialion 
Given. Ipp 61062-141 61862 141 

-92Q4270192 Comment on proposed rules 10CFR2, 16,20, 30,3 1,32, 34,35,39, 40, 60,61 A 
70 re aids for protection against radfalion.Opposes rule. 

* Affiliation Not Assigned. AA3Q-2 0470. 66/09/03 Office of the Secretary of tho 
Commission Ipp 61862142-61062142, 

-9204270193 Discusses new Pari 20 A backfit rule, per SECY-88 315 Backfit rule violat- 
ed & must be suspended or exempted from if new Part 20 to go forward 
PARLER.W.C Office of the General Counsel (Posl 060701). AA36-2 08/11/22. CUR- 
TISS Commlasioners (Post 7501 19). 3pp 61050 01 3 61650.019 
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-■9204270105 Foiwards linaf draft ropl. "Rogula lory Analysis for rev of 10CFR20 " Draff 
reflects commonis by Batlolfe & Ofc of General Counsel 

MERWIN,S E Balls II 6 Memanal Inst (Lute. Pacific Northwest Laboratory 56Fn23360 
^ Radiation ProlecHon & Health Effects Branch 121pp 

61840 067-61848 186 


-9204270200 Common I on proposed ruCos 10CFR2, 19.20, 3 0,31, 32,3 4,35,39. 40. 50,61 & 
7.9/® protoclion against radfalion 

WILLIAMS.R Richard WilllarDa Archllectur© AA3B 2 0570 86/05/05 ALEXANDER.R 
Division of Radiation Programs & Eadh Sciences (840429 860720) Ip 61862 288- 

oan r w- 


-92042702D1 Common I on proposed rules 10CFR2. 19,2 0,30, 3 1.32,34 .35, 39, 40. 50,61 & 
70 fo stds for prolecllon against radiation Opposes rule 

FOSTER, R C A1 filiation Nol Assigned AA3B-2 0488 86/09/10 Dockstinn & Services 
Dranch Ip 61862 164 61862 164 

-9204270202 Forwards draft Commlsscan policy paper & Iransmttlal memo to EDO for 
10CFft20 ruCemakrng Concurrence requestod by B8090B W/oencI 
MORRIS, B M. Division of Regulaiory Applications (Post 870413) 56FR23360 00/08/ 
26 MUR LEY. TE Office of Nudoar Reactor Regulation, Direclor Post 870411) 2pp 
ei040‘ia7-6ia40 18B. 

-9204270204 Comment on. proposed rules IOC FR2. 19,20.30,3 1.32.34.35,3 9,40. 60,61 & 
70 re slds for protedlon against radiation Opposes rufe 

SMITH,! Afliliation Not Asargnad AA30 2 0471 66/08/30 Dockeling & Services 
Branch, Ipp 61862 1 43-01862 143 

-9204270207 Comment on proposed rules 10CFR2.1&.20,30.31,32.34,35,39,40, 50,61 & 
70 re slds for proleclfon against radiation Opposes luie 

SKIE3BEL,P L Affiliation Not Assigned AA3B 2 0489 86/09/08 Office of the Socro 
lary Of the Commission 1p 61862,165-61862 165 

-9 204270 2 G8 Provides followup fo question al public hearing on 10CFR20 081 110 con- 
cerning conformance of Industry propose Is for regulating doses to workers from long 
lived radionuclides to federal guidance 

RICHARDSON, A NRC - No Dolailed Affiliation Given AA38 2 68/11/18 

CURTISS, J R. Commissioners (Post 750119) 7pp 61060 020 61B50 026 

-9204270210 Comment on proposed rules 10CFR2,1 9,20,30,3 1,3 2.3 4.3 5, 3 0,40, 50,61 & 
70 ro aids for protoclion against radiation Opposes rule 

^ AtfiliaUon Nol Asslgnod AA38-a 8490 86/09/10 Docketing & San/icos Branch 1p 
61662 166 61662 166 


-9204270211 Comment on proposed rules 10GFR2, 19. 20.3 0.3 1.32, 34, 35.39,40, 50.61 & 
70 re slds for p/o lection against radiation Opposes rule 

EDDJNS.R A, AffiHalion Not Assigned AA38 2 0571 86/05/08 ALEXANOER.R E Di 
vision of Radlallon Programs & Earth Sciences {840429-860720). 1p 61662 289- 
61862 269 


-9294270213 Comment on proposed rules 10CFR2. 19,2 0,30,31 ,32,34.35,39,40. 50,61 & 
70 ro sLda for protection against radial Ion Opposes rule 

LOWEN.S Affilralion Not Assigned AAG8-2 0472 66/09/08 Docketing & Services 
arencfl Ipp 61862 144 61862.144 

-9204270216 Com memo n proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stdsfor prelection against radiation .Opposes rule 

RANDALL.M A Affiliation Not Assigned aA 3&2 0491 86/09/10. Docketing & Serv- 
ices Brancli ip fl 1662 167-Q1062 167 


-9204270243 Commsnl on proposed rules 10CFn2, 19.20,30,31 ,32,34,35,39,40, 50.61 & 
70 re slds for protection againsl radiation Opposes rule 

RILLY.M E Affiliation Not Assigned AA38-2 0497 66/09/07 Docketing & SerncQS 
Branch Ip 61862 173 61862 173 

-9204270250 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35.39,40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

SHITBEE.JR Affiliation Not Assigned AA30-2 0498 86/09/10 Docketing & Services 
Branch 1p 61862 174 61862 174 

-9204270251 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 3 5, 39 ,40, 50,61 £ 
70 re stds for protection against radiation Opposes rule 

GANGI.BF Affilialior^ Not Assigned AA3a 2 0508 86/09/11 Docketing & Services 
Brar^ch Ip 61862188 61002 188 

-9204270259 Comment on proposed rules 10CFR2, 19.20, 30,3 1.32,34, 36, 39.40, 50,61 & 
70 re stefs for protection against radiation Opposes rule 

BRIAN, LO Affiliafioft Not Assigned AA38-2 0499 06/09/10 Dockeing & Services 
Branch Ip 61862 175 61862175 

-9204270260 Commeni on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 50,61 & 
70 ra stds for protection against radiation Opposes rule 

GANGI.VA Affiliation Not Assigned AA38 2 0509 86/09/11 Dockoting A Services 
Branch Ip. 61862 189 61062 189 

-9204270265 Comment on proposed rules 10CFR2, 19.20,30,31 .32,34 ,35.39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

O’BRlEiN.TF, Affiliation Not Assigned AA30-2 0510 86/09/11 Docketing & Services 
Branch Ip 61862 190 61862 190 

-9204270266 Comment on proposed rules 10GFR2, 19, 20.30, 3 1.32, 34.35,39.40, 50,61 & 
70 re slds for protection against radiation 

ZAFRIS,J L Affiliation Not Assigned AA3B-2 0500 86/09/09 Docketing & Seivices 
Branch. Ip 61862' 176 61862 176 

-9204270271 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32, 34,35,39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

WALSH, HN Affiliation Not Assigned. AA38 2 0511 86/09/11 Docketing & Services 
Branch Ip 61862'191 61862 191 

-9204270272 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34.35,39,40. 50.61 & 
70 re slds for protection against radiation Opposes rule 

ENORUSICKiTL Affilfation Not Assigned AA 30 *2 0501 86/09/03 Dockoting & Serv- 
ices Branch ip. 01862 177 61862 177 

-9204270276 Forwards comments on equal empfoymont opportunity Commission pro 
posed policy guidance on reproductive & fetal hazards did 081007 
BECKER, JM Office of the General Counso! (Post 880701) AA36 2 88/12/05 
JOHNSTON, DB Equal Employment Oppoflunlly Commission 7pp. 61850109- 
61650 115 

-9204270280 Comment on proposed rules 10CFn2,1 0,20, 30.3 1,32.34, 35, 39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

HAZARD, R L Affiliation Not Assigned AA38-2 0512 86/00/09 Docketing & Services 
Branch Ip 61662 192 61862 102 


■9204270217 Responds to ACRS comments ro 10CFR20 re slda for protection against 
radiation, 

STELLO.V. OJe of the Exocullva Dlreclor for Operations 56FR23360 88/00/02 
FPALEY.R F, ACHS - Advisory Commilloo on Roactor Safeguards 7pp 61840189- 
61040,201. 


■9204270281 Forwards revised draft sld, “Neutron & Gamma Ray 17 Fluenco to Dose 
Factors," ANSI/A NS 6 1 1-1988 for review & comment Requests meeting on 881031 
In Washtngton.DC to discuss draft stds 

KAUL.DC Science Applications International Corp (formerly Sclanco Applications, 
Inc) 56Ffl23360 08/08/23 AUEXANDER.B NRC - No Detailed Affiliation Given 
2pp 61848 204 61840 205 


-9204278219 Gommont on proposed rules 10CFR2.1 9, 20, 30.3 1,32,34, 35,39, 40, 50,61 &. 
70 ro slds for protection ngainst radiation Opposos rule 

BARTON.C Afflliallon Nol Assignod AA38 2 0473. 86/06/23 Docketing & Services 
Branch 1pp. 61862 145-31602,146 

-9204270221 Commontonproposodrules 10CFR2,19»20,30, 31,32,34, 35, 39, 40,60, 61 & 
70 re atda for proloctlon against radiation Opposes rule 

LUKE,LL AHikalbn Not Assigned AA3B-2 0492 88/09/19 Docketing A Services 
Branch tp ei802‘foo aiaBs-fsa 

-9S04270224 Discusses OGC position as to whether guidance to federal agendas 
slonod by President sufffeiant Suslifrcatlon to preempt backfil requirements to 
lOGFRSO, 100, as staff argued in SECY-8e-316 

PARLER.WC. Offlco of Iho General Counsel (Post 860701), AA3e-2 88/11/29 ROB- 
ERTS Commlsslonora (Post 7B0119) 2pp 81850078 81850-108 


-9204270264 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32, 34,35, 3 9. 40. 50,61 & 
70 re slds for protection against radiation Opposes rule, 

WEGENER.C. Affiliation Not Assigned AA30-2 0502 86/00/10 Office of the Secio- 
lary of the Commission 1 p. 61862. 1 7fl-61 862 1 78 

-9204270291 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,39,40, 60,61 6 
70 re slds for protection against radiation Opposes rule 

WHIPPLE, J A Affiliation Nol Assigned AA38-2 0513. 80/09/08 Dockoting & Services 
Branch 1p 61 062 193 61862 193 

-9204270294 Comment on proposad rules 10CFR2, 19, 20, 30, 31 .32, 34, 3 5, 39,40, 60,61 8 
70 re stds for protection againsl radiation Opposes rule 

REILLY.B.W Affiiiation Nol Assigned AA3e.2 0503 86/09/07 Docketing A Services 
Branch Ip 61862.179 61862 179. 


-9204270227 Comment on proposad rules 10CFR 2. 19,20, 30, 31. 32,34,35,39,40, 50,61 & 
70 ro Slda for protoction against radiation Opposes rule. 

SBAR.C, Ain nation Not Assigned. AA38 2 0403 86/09/10 Docketing & Services 
Branch Ip, 01862 169 61862169. 

-9204270230 Responds to 880823 Hr informing that proposed 10CFR20 revision re use 
of offeclivo doso aqusvalonl applies only to doses from internal 
rod Ion uc lid os Statemont of considerations for proposed rulo listed 
R0ECKLCIN,AK Radiation Protoction & Health Effects Branch. 56Ffl23360. 80/09/ 
10 KAUt-.D.C* Sc Eon CO Applications Inlornalional Corp. (formerly Science Applica- 
tions. Inc ) Spp, 6 1 a 48 202-0 1 848.203, 

-9204270232 Comment on proposed rules 10CFR2, 19.20, 30,31 ,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule, 

OUBOIS.T Affiliation Not Asslgnod AA38 2 0494, 88/09-/ 19 Docketing & Services 
B/anch Ip 6t862-1 70 61062:170. 

- 9204 2 7023 S Com mo n1 on p reposed rul es 1 0CFR 2 , 1 9, 2 0.30 ,3 1 , 3 2,3 4 ,35, 39.4 0, 60,6 1 & 
70 re stds for protection against radiation 

O'BRIEN.A Affiliation Not Assigned AA3a 2 0495 86/09/07. Docketing & Services 
Branch, ip. 01862 171'eiae2.171. 


—9204270295 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34, 36, 39, 40, SO, 61 A 
70 re stefs for protection against radiation Opposes rufe 

OIERAUER.C Affilmtlon Nol Assigned. AA38-2 0514, 86/00/08 Docketing & Services 
Branch. Ip 61862:104-61862 194 

-9204270297 Comment on proposed rules 10CFB2, 19, 20 ,3 0.3 1,3 2, 3 4, 3 5,39.40, 50,61 & 
70 re slds for protection against radiation Opposes rufe 

DRADE,J L Alltllatlon Not Assigned. /VA30-2 0504 86/09/04 Office of the Secretary 
ol the Commi38iof> 2pp. 61062 180-61062 181. 

-9204279300 Commeni on proposed rules 10CFR2, 19, 20.30,3 1,32,34,35, 30.40, 50,61 A 
70 re stds for protection against radiation.Opposes rule 

TRUSSELL,R.R Affiliation Not Assigned AA30-2 0605 86/09/10 Docketing & Serv 
Ices Branch. 2pp 61862 182-61862’ f 83 

-9204270304 Comment on proposed rules 10CFR 2, 19, 20,3 0,3 1.3 2.3 4. 3 5, 39.40, 50,61 A 
70 re stds for protection against radlatlon.Opposos rule 

NELSON, DR Illinois Safe Energy Alliance. AA38-2 0506 86/09/07 Docketing & 
Services Bianch. 2pp 81862 184-61862^185 


-6 20 42702 39 Comment on proposed rules lOCFR 2, 19.20, 30. 3 1,3 2,3 4,3 5,39, 40, 50,61 & 
70 ro aids for protection against radiation Opposes rule. 

* Afflliallon Nol Assigned /VA3a Z 0496. 86/09/10. Office of the Secretary ol the 
Commission. 1 p. 6 1 a 62. 1 72-C 1 862 1 72. 


-9204270307 Comment on proposed rules 10CFB2, 19,20, 30, 3 1.32, 34, 36, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

DIPUTRO.G Affiliation Not Assigned. AA38-2 0507 86/00/11. Docketing & Services 
Branch Ip 61862 106-61862.186 
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270331 Commont on proposed rules 10CFR2, 19,20, 30, 31, 32, 34.35.39.40, 50,61 & 
70 re slds for pfolectton against radiation Opposes rule 

WILLER.MJ Affiliation Not Assigned AA36-2 0572 86/05/09 ALEXANDER.R Divi 
Sion of Radiation Programs & Earth Sciences (040429 D60720) Ip 61B62 290- 
61862 290 

'>9204270334 Comment on proposed rules 10CFR2, 10, 20,30,31. 32.34,35.39.40. 50,61 & 
70 fQ stds for protection against radiation 

COTE.N Affiliation Not Assigned AA3a-2 0573 66/07/24 Docketing & Services 
Branch Ip 61862 291*61 862 291 

~9204270337 Advises that Ofc of General Counsel has no togal objections to staff 
paper re rev of 10CFR20, "Stds for Protection Against Radiation " 

WECKER.JM Office of the General Counsel (Post 060701) 56FR233G0 88/09/22 
STELLO.V Ofc of the Executive Director for Operations 29pp 61848 215 61048 215 

»9204270338 Comment on proposed rules 10CFR2,1 9, 20.30.31, 32, 34.35.39.40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

HAZARD.J Affilialion Not Assigned AA30 2 0515 06/09/11 Docketing & Services 
Branch Ip 61062 195 61862 195 

-9204270339 Forwards proposed guidance on reproductive & fatal hazards Guidance 
approved by Commission on inlorim basis.aftor final approval & will be incorporated 
into Vol II of EEOC copfiance manual 

THORNTON, EM Equal Employment Opportunity Commission 56FR23360 88/11/ 
08 EECKER.JM Office of the General Counsel (Post 860701) lOpp 61Q50116 
61850195 

-9 2 04270342 Comment on proposed rules 10CFH2, 19, 20,30, 3 1,32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation 

YOUNG,AE Affiliation Not Assigned AA38 2 0574 86/07/28 Docketing A Services 
Branch Ip 61862 292 61062 292 

->9204270348 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 fo stds for proloclion against radiation Opposes rule 

HAWILTON.R B Affiliation Not Assigned AA30 2 0516 86/09/11 Dockoling A Sorv 
Jeos Branch ip 61062 196*61862 196 

-■9204270351 Commonl on proposed rules 10CFR2. 19, 20,30,3 1,32,34.35, 39,40, 50,61 A 
70 re slds for proleclion against radiation Opposes rule 

GREENFIELD.M Affiliation Not Assigned AA38 2 0575 66/07/26 Docketing A Sorv* 
ices Branch Ip 61862 293 G 1862 293 

-9204270354 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

PETTEY.L Affiliation Not Assigned AA30'2 0517 86/09/06 Docketing A Services 
Branch Ip 61862 197 61862 197 

-9204270357 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32,34,35,30.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOYCE.K Affiliation Not Assigned /^A30 2 0576 06/07/28 Office of the Socrolarv of 
Ihe Commission Ip 61862 294 61062 204 

-9204270359 Forwards FR mooting notice of fifth mooting of ACNW scheduled for 
861221 In Bothesda,MD to discuss proposed rev to 10CFR20, "Stds for Protection 
Against Radiation *' 

FRALEY, R F ACRS * Advisory Committee on Reactor Safeguards 56FR23360 80/ 
12/07 HOYLE, JC ACRS * Advisory Committee on Reactor Safeguards 67pp 
61850 136 61050 202 

-9204270360 Forwards first draft of Reg Guido that endorses NtlREG/CR*4804, "Ac* 
coplablG Methodology for Inlerprotalion of Bioassay Measuromonis " Comments re- 
quested 

BROOKS.0 Office of Nuefoar Regulatory Research (Post 860720) 66FR23360 66/ 
09/23 COOL.D NRC • No Detailed Affiliation Given 16pp 61040 216 61840 246 

-9204270368 Comment on proposed rules 10CFR2, 10,20,30,3 1,32, 34, 35, 39,40, 50,61 & 
70 w aids for protection against radiation Opposes rule 

EDWARDS, C Affiliation Not Assigned AA30-2 0577 86/07/23 Docketing A Services 
□ranch Ip 61862 295 61862 205 

-9204270368 Comment on proposed rules 10GFR2,1 9, 20, 30, 31, 32,34,35,39,40, 50,61 & 
70 fo stds for protection against radiation Opposes rule 

LAFFELY.SA Affiliation Not Assigned AA3Q-2 0518 06/09/00 Dockoling A Services 
□ranch 1p 61062 198 61062.198 

-9204270373 Comment on proposed rules 10CFR2. 19,20,30,31,32,34,35,39,40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

TRACOKAS.M G Affiliation Not Assigned /fA38-2 0578 06/07/20 Docketing A Serv 
Ices Branch Ip 61862 296 6 1662 296 

-9204270376 Commonl on proposed rules 10CFR2,10,20, 30,31,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

PERHINQ.C Affiliation Not Assigned AA38 2 0519 86/00/11 Docketing A Services 
Branch ip 61862 199 61862 199 

-0204270377 Commont on proposed rules 10CFn2, 19,20,30, 31. 32, 34, 35, 39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

GANGI.LE Affiliation Not Assigned AA38 2 0586 66/09/11 Docketing A Services 
Branch Ip 61862 304*61862.304. 

-9204270378 Commont on proposed rules 10CFR2,1 0,20,30,3 1,32,34, 35,3 9, 40, 60,61 & 
70 ro Bids lor protection against radiation .Opposes rule. 

SHEITON.P Affiliation Not Assigned AA30.2 0579, 86/07/28 NRC * No Detailed Af* 
Mlation Given Ip 61 062-297*61 862 297 

-9204270366 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40. 50,61 & 
70 ro Bids for protection against radiation Opposes rule. 

CODY.P Affiliation Not Assigned AA38-2 0520 86/09/11. Docketing A Services 
Branch tp. 61862-200 61882.200 

-9204270387 Comment on proposed rules 10CFR2, 19,20,30,31, 32, 34, 35, 39,40, 60,61 & 
70 ra Bids for protection against radiation. 

LEONARD, A J Affiliation Not Assigned AA3B.2 0580. 86/07/31 NRC > No Detailed 
Affiliation Given Ip 61862 298*61882.298 

-9204270389 Commont on proposed rules 10CFR2. 19,20.30.3 1,32, 34, 35,30,40, 50,01 & 
70 re slds for protection against radiation Opposes rule 

QANGI.DS Affiliation Not Assigned. AAS8-2 0587, 86/09/11, Docketing A Services 
Branch Ip 61862 305*61862 305, 


-9204270393 Comment on proposed rules lOCFR 2. 19, 20,30, 3 1.3 2, 34. 35.39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

OSNER.J Affiliation Not Assigned AA3B-2 0521 86/09/11 NRC • No Detailed Affili- 
ation Given 1p 61862 201-61862 201 

-9204270398 Commont on proposed rules 10CFR2, 19,20,30, 31, 32, 34, 35,39,40, 50,61 A 
70 ro slds for proleclion against radiation 

COLLI NS.L Affilialion Not Assigned AA3a*2 0588 86/10/13 NRC No Detailed Af 
fifiatiert Given Ip 61862 306 61 062 306 

-9204270402 Comment on proposed fulos 10CFR2. 19,20, 30, 31, 32, 34 .35, 39,40, 50,61 A 
70 ro slds for protection against radiation Opposes rule 

CONLY.L Niictear-Free Berkeley Committee AA3B-2 0581 86/07/31 Docketing A 
Services Branch ip 61862 299 61862 299 

“9204270403 Comment on proposed rulos 10CFR2, 19, 20,30,31,32.34.35.39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

SANBORN.I M Affiliation Not Assigned AA3B-Z 0522 86/09/07 Docketing A Serv 
ices Branch 2pp 61862 202*61862 203 

-9204270404 Comment on proposed rules 10CFR 2, 19. 2 0,30, 3 1,32,34,35.39.40. 50.61 A 
70 re stds for protection against radiation 

VERMONT.K Affiliation Not Assigned AA3a2 0589 86/10/09 NRC - No Detailed 
Affiliation Given 4pp 61862 307-61862 310 

“9264270409 Commont on proposed rules 10CFR2,19, 20, 30,3 1,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

GREGG.DR Affiliation Not Assigned AA3Q 2 0590 B6/16/14 Office of the Secretary 
of the Commission 1 p 61662 31 1*61862 31 1 

-9204270410 Comment on proposed rules 10CFR2, 19,20. 30, 3 1.32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SLECHTA.A Affiliation Not Assigned AA30-2 0523 86/09/06 Docketing A Services 
Branch Ip 61862 204 61862 204 

-9204270415 Fowards proposed Commission policy paper recommending approval A 
publication of revised std for radiation protection {10GFR20) 

BECKJORD.ES Office of Nuclear Reactor Regulation, Director (Post 870411) 
56FR23360 88/09/27 STELLO.V Ofc of the Executiive Director for Operations 
19pp 61848 247 61849 071 

-9204270419 Commont on proposed rules 10CFR2, 19, 20, 3 0,3 1,32, 34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

WARSHAW.O A Affiliation Nol Asslgr^ed AA3B 2 0524 86/09/06 Docketing A Serv 
ICO s Branch Ip 61862 205 61862 205 

-9204270421 Comment on proposed rules 10CFR2.19.20,30.3 1,32,34,35, 39,40, 50,01 A 
70 re stds for protection against radiation 

BELL.EK Affiliation Nol Assigned AA38 2 0591 86/10/15 Docketing A Services 
Branch 2pp 61862 312 61862 313 

-9264270423 Commont on proposed rules tOCFH 2, 19, 20 ,30, 3 1,32 ,34 ,3 5,3 9,40, 50,81 A 
70 ro stds for protection against radiation Opposes rule 

BROERSMA,D Affiliation Not Assigned AA36-2 0502 86/07/24 NRC • No Detailed 
Affiliation Given Ip 61662 300 61862 300 

-9264270431 Comment on proposed rulos 10CFR2,19, 20,30, 31, 32,34,35, 39,40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

DAY.M Affilialion Mot Assigned AA3B 2 0503 86/08/01 Office of the Secretary of 
the Commission ip 61862 301-61862 301 

>-9204270434 Commont on proposed rulos 1OCFn2,t0.20, 30.31, 32,34.35,39, 40. 50,61 A 
70 ro aids for protection against radiation Opposes rule 

* Affiliation Not Assigned AA3Q 2 0502 86/10/22 Docketing A Services Branch Ip 
61062 314*61662 314 

-9204270437 Comment on proposed rulos lOCFR 2, 19. 20. 30, 3 1.32, 34, 35 ,39. 40, 50.61 A 
70 re stds for protection against radiation Opposes rule. 

OONOVAN.M Affiliation Not Assigned AA36-2 0525 86/09/08 Docketing A Services 
Branch Ip 61062 206 61862 206 

-9204270440 Comment on proposed rules lOCFR 2. 19. 20.30. 3 1,32,34, 35 .3 9. 40, 50,61 A 
70 re stds for protection against radiation Oppesos rule 

RUTTER, VB. Affiliation Nol Assigned AA30-2 0584 86/07/10 NRC - No Detailed 
Affiliation Given Ip 81062 302 61862 302 

-9204270441 Commen.1 on proposed rules 10CFR2, 19,20,30.31,32.34,35.39,40, 50,61 A 
70 re slds for protection against radiation Opposos rule 

HtCKMAN.JH Affiliation Nol Assigned AA3 8-2 0503 06/ 10/ 18 Office of the Socro- 
tary of the Commission Ip 61862 31S 61862 315 

-9204270444 Commont on proposed rulos 10CFR2,19.20,a0,31. 32.34.35,30.40. 50,61 A 
70 ro stds for protection against radiation Opposes rule 

OLANDER.R E Affiliation Not Assigned AA36 2 0585 66/07/30, Docketing A Serv- 
ices Branch Ip 61882 303-61062 303 

-9204270452 Commont on proposed rules 10CFR2. 19, 20, 30, 31, 32,34,35,39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule. 

SHAW.AB Affiliation Not Assigned AA38-2 0526 86/00/11 Docketing A Services 
Branch, Ip. 61062 207-61862 207 

-9204270454 Comment on proposed rules I0CFR2. 19,20,30,31,32,34,35,39,40, 60,81 A 
70 re stds for protection against radiation, 

DEAR.TM. Artijlatlon Not Assigned AA3D-2 0594 06/10/28 Office of the Secretary 
of tho Commission. Ip, 81862 316 61862.316 

-9204270459 Comment on proposed rulos 10CFF2, 19,20,30.31 ,32,34, 35,39,40, 60,61 A 
70 ro stds for protection against radiation Opposos rule 

BATEHELDEHP Affiliation Nol Assigned AA38-a 0527 80/09/11 Docketing A Sorv* 
Icos Branch 1p 61862 208*61662.208, 

-9204270462 Commonl on proposed rules 10CFn2, 19,20,30,31,32,34.35,39,40, 60,61 A 
70 re etds for protection against radiation Opposes rule 

OLDAK^a Affiliation Not Assigned AA3a-2 0595 86/10/23. Docketing A Services 
Branch Ip 6 ie62’3 17-61862,317 
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-9204270464 Comment on proposed njfos 10CFH2J 9.20.30.31. 32.34, 35.39 ,40. 50.61 & 
70 ifo std5 for prolection aga^nsl radialion Opposes, rule 

LEONARO.NB Affbliatfon Not Assigned AA3B-2 0596 86/10/23. Docketing & Sorv 
ices Branch tp 61862 318-61862 318 

-9204270474 Comment on proposed rules 10CFR2, 19,20.30.3 1.32,34.35.39,40, 50.61 & 
70 ire stds for proteclion against radiation Opposes rule 

CARNWALT.M Affilialton Not Assigned AA3B-2 0597 86/10/23 Docketing & Sorv 
ices Branch ip 61862 319-61862 319 

-9204278478 Commonlon proposed rules 10CFR2. 19. 20, 3 0,31. 32, 34, 35.39,40, 50,61 & 
70 to stds for protection against radiation Opposes Fufo 

0OLJCHER,B Affiiratlon Assigned AA3a-2 0598 86/10/23 Docketing i Services 
Branch Ip 61862 320 61862320 

-9204270479 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiattor> Opposes rule 

* Abatono Alliance AA3a2 0528 86/09/11 Office of the Secretary of the Commis- 
sion 2fpp 61862 209 61662 229 

“9204270484 Commonl on proposed rules 10CFR 2.1 9,20,30 ,3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ESHOM.MJ Atfjliallon Not Assigned AAaB-2 1135 86/09/09 NRC - No Oelailod AF 
filiation G won Ip 61852 230-61862 230 

“92042704 B5 Comment on proposed rulas 10CFR2,19,20, 30,31, 32.3 4,35,39,40, 60,61 & 
70 re stds for proleclion against radiation .Opposes rule 

* Affiliatior^ Not Assigned AA36-2 0599 86/10/23 Docketing & Services Branch Ip 
61062321 61862 321. 

“9204270468 Comment on proposed rules 10CFR2,1 9. 20,30,31 ,3 2,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GOSSOM.MB Affiliation Not Assigned AAOB 2 0530 86/09/09 Docketing & Serv- 
ices Branch ip 61862 231 61862 231 

-92042704S9 Comment on proposed rules 10CFR2. 19. 20, 30,3 1, 32, 34,35,39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

0LUM,M Affiliation Not Assigned AA35 2 0600 65/10/23 Docketing A Services 
Branch Ip 61862 322 61852 322 

“9204270492 Comment or^ proposed rules IOC FR2. 19.20, 30,3 1,32, 34.35,39.40. 50,61 A 
70 ra stds for protection against radiation Opposes rule 

GARCIA. LJ Affiliation Not Assigned AA38-2 0601 86/10/16 Docketing A Services 
Branch Ip 61852323 61862 323 

“9204270493 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,35,39,40, 50,61 A 
70 ra stds for protection against radiatio/v Opposes rule 

MO&ERGER.MR Alhlialion Not Assigned AA3B-2 0531 66/09/12. Docketing A 
Services Branch Ip 61662 232-61862 232 

“9204270496 Comment on proposed rules 10CFR2. 19.20,30, 3 1,32, 34,35,39, 40, 50,61 & 
70 ra stds for protection against radiation Opposes rule 

HIRBAUaK A Affiliation Not Assigned AA38-2 0532 66/09/12 Docketing A Serv 
IC8S Branch Ip 61862233-61862 233 

-9204270498 Commenl on proposed rules 10CFR2. 19, 20, 30, 3 1,32, 34.35,30, 40. 50,61 A 
70 re stds for protection against radiation 

GCX)DEN.K AffiiJalion Not Assigned AA3B-2 0602 66/10/21 Office of the Secretary 
of the Commission Ip 61862 324-61862 324 

-9204270501 Commonlon proposed rules 10CFR 2,1 9.20.30, 3 1,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

EHMI.R Affilialicn Not Assigned AA3a 2 0533 06/09/00 Docketing A Services 
Branch Ip 61662 234-61862 234 

-9204270503 Comment on proposed rules 10CFR2,1 0,20,30, 3 1.32.34,35,39,40, 60,61 A 
70 re stds for protection ageirvst radiation Opposes rule 

MCINTOSH, CM Affiliation Not Assigned, AA38 2 0534 86/09/06. NRC - No Detailed 
Affdlsalion Gwen 2pp 61662 235 61662 236 

-92O427OS04 Comment on proposed rules 10CFR2, 19,20, 30.3 1.32,34,35,30,40, 50,61 A 
70 re stds for protection against radiation 

WHITE.O Maine Labor Group On Health, Inc AA3B-2 0603 06/10/21 Dockotinn A 
Services Brarwh Ip 61862 326 61802 325 

-9204270509 Comment on proposed rules 10CFR 2, 19,20,30,3 1.32,34,35,39,40, 50,61 A 
70 re stds for p election against radiation Opposes rule 

WILSON.M At filiation Not Assigned AAaB-2 0535 86/09/10 Docketing A Services 
Branch Ip 61862 237-61862 237 

-9204270510 Comment on proposed rules 10CFR 2,1 9, 20,30.3 1,32, 34,35.39,40, 60,61 A 
70 ro aids for proleclion agaln-sl radiation 

HAWLEY, H G, Afflfialion Not Assigned AA3a-2 0604. 86/10/24 Office oi the Secre 
lary of Ihe Commission Ip 61662 326 61862 326 

-9204270512 Comment on proposed rules 10CFR 2, 19, 20,30,3 1,32.34.35.39.40, 60,61 A 
70 re stds for proleclion again s1 radiation Opposes rule 

LIB BY, W Affiliation Not Assigned AA38-2 0536 06/09/15 Docketing A Services 
Branch tp 61862 238-61862 238 

“92O427051B Comment on proposed rules tOCFR 2,1 9,20,3 0.31 ,32,34,35,30.40. 50,61 A 
70 ro stds for prelection against radiation Opposes rulo 

MURPHY.G Affilialiort Nol Assigned AA38-2 0537, 86/09/15. Docketing A Services 
Branch- tp 61862 239 61862 239 

-9204270521 Comment on proposed rules 10CFH 2, 19.20, 30, 31. 32, 3 4, 35, 39.40, 50,61 A 
70 re stds for nroloction again si radiation Opposes rule 

HUNTINGTON, D A ffiliallorr Not Assigned AA38-2 0605 86/10/24 DockoUnflASorv- 
icos Branch Ip 61662 327-61862 327 

--9204270522 Comment on proposed rules 10CFR 2, 19.20, 36,3 1.32, 3 4, 35,39,40. 50,61 A 
70 ro aids for protection against radiation Opposes rule 

THAyER,D Atf illation Not Assigned AA3a-2 0536. 86/09/08 Docketing A Services 
Branch tp. 61 862 240 6 1662 240 

-9204270523 Comment on proposed fulas 10CFR2, 19.20,30, 31, 32,34 ,35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule.. 

HAWKINS,T,F Affiliation Not Assigned AA38 2 0606 86/10/21 Docketing A Sorv 
ices Branch ip 6186232861862326 


-9204270527 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32.34, 35. 39,40, 50,61 8 
70 re stds for protection against radialion Opposes rule 

CUNNINGHAM.L Affiliation Nol Assigned AA38 2 0539 86/09/08 Docketing A Sow 
ices Branch Ip 61862 241 61662 241 

-9204270526 Comment on proposed rules lOCFR 2, 19, 20, 30,31, 32 ,34,35, 39, 40, 50,61 & 
70 ro stds for proleclion against radiation Opposes rulo 

SCIANGULA.TL Affiliation Not Assigned AA3B-2 0607 86/10/17 Dockoling & Seiv 
Ices Branch Ip 61662 329 61862 329 

-9204276529 Comment on proposed rules 10CFH2. 1 9,20,30,3 1.32,34, 35, 3 9.40, 50.61 & 
70 re Bids for protection against radiation Opposes rulo 

O'NEILL.0t. Affiliation Nol Assigned AA3B-2 0540 86/09/11 Docketing A Services 
Branch Ip 61862 243 61862 243 

“9204270532 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35,39, 40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

GLOWtK.D Affiliation Nol Assigned AA38-2 0541 66/09/ 15 Dockotma & Senrices 
Branch Ip 61862 244 61862 244 

-9204270533 Comment on proposed rules 10GFR2.1 9,20,30,31, 32, 34, 35, 39,40, 50.61 & 
70 re stds for protection against radiation Opposes rulo 

BERT.B Affiliation Nol Assigned AA38-2 0608 86/10/17 Docketing A Services 
Branch Ip 61862 330 61862 330 

-9204280038 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35,39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

BERT Affiliation Not Assigned AA38 2 0635 86/10/17 Dockoling A Sorvicea Brar>ch 
Ip 61863 823 61863 023 

-9204280039 Comment on proposed rules 10CFR2,1 9.20.30,31 ,32,34,35,39.40. 50,61 & 
70 ro stds for protection against radiation Oppose any increase in accoplablo radi 
ation exposure 

MCENROE.C Affiliation Not Assigned 50FR51 992 0071 1 06/10/16 Dockeling & 
Services Branch Ip 61862 331-61862 331 

-9204280047 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39.40, 50,61 & 
70 re sids for protection against radiation Opposes rule 

FRANCIS.OL Affiliation Nol Assigned AA30-2 0636 86/10/17 Dockaling & SorvKQS 
Branch Ip 61863 024 61803 024 

-9204200063 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34,3 5,39 ,40. 60,61 & 
70 re stds for protection against radiation 

KEARNEY.JJ Edison Etectric Inslilulo AA38 2 0652 86/10/31 CHILK.SJ Office ol 
the Sacretary of the Commission 5pp 61063 059 61863 063 

-9204280069 Commonl on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35, 39, 40, 50,61 5 
70 re stds for protection against radiation 

EYLER.N Accord Research A Educational Assodales. Inc AA39 2 0653 86/10/31 
Docketing A Services Branch 4pp 61063 064 61863 067 

-9204280074 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35.39,40. 50.61 A 
70 re stds for protection against radiation Opposes rulo 

NELSON, JM South Dakota, State of AA30-2 0610 86/10/28, Docketing A Services 
Branch 2pp 61062 332 61662 333 

-9204280078 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radialion 

CURRAN.O. Union of Concerned Sclenllsls AA38 2 0654 86/10/31 Office of Iho 
Secfotary of Ihe Commission 7pp 61863 068 61863 074 

-9204280086 Comment on proposed rules tOCFRa, 19,20,30,3 1,32.34, 35 .39, 40. 50.61 & 
70 ro stds for protection against radiation 

SEMINARIO,M AFL-CIO AA30-2 0611 06/10/28 Dockating A Services Branch 8pp 
61862 334 61862 341 

-92042 B0006 Comment on proposed rules 10CFR2, 10,20.30.3 1,32,34 ,35,30.40, 50,61 A 
70 ro stds for protection against radiation 

EDWARDS.DW Yankee Atomic Electric Co AA38-2 0655 86/10/30 Docketing & 
Services Branch 6pp 61863 075 61863 082 

-9204280095 Comment on proposed rules 10CFR2, 19,20.30.31, 32.34.35,39.40. 50.6! A 
70 re stds for protection against radiation Opposes rulo 

FRANCIS.O Afhtiation Nol Assigned AA3B-2 0637 86/10/17 Docketing A Services 
Branch Ip 61863 025 61863 025 

-9204280096 Commonl on proposed rules 10CFR2, 19, 20, 30, 3 1.32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SULLtVAN,M R Affiliation Nol Assigned. AA38-2 0542 86/09/06 Dockoling & Sew 
Ices Branch Ip 61862 245 61862 245 

-9204280100 Comment on proposed rules 10CFR2.19.20.30.31, 32,34.35.39,40, 50,61 A 
70 ro stds for protection against radiation 

SIPLER.R Affiliation Not Assigned AA38 2 0656 86/10/31 Docketing A Sorvacos 
Branch IBpp 61863 083 61063 099 

-9204280106 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35.39.40. 50,61 A 
70 ro stds for protection against radialion Opposes rule 

* Affiliation Nol Aasignod, AA38-2 0630 86/10/23 Dockoling A SGA«cas Brartch Ip 
61663 026 61063 026 

-9204280108 Commonl on proposed rules 10CFR2,1 0,20, 30, 3 1,32.34.35, 39.40, 50.61 & 
70 re stds lor protection against radiation 

PALMER, RC Affiliation Not Assigned 50FR51992 86/10/30 Docketing A Services 
Branch 4pp 61862 342-61862 345 

-9204280109 Comment on proposed rules 10CFR2.19.20, 30, 31 ,32,34.35,39.40, 50.61 A 
70 re aids for proleclion against radiation Opposes rulo 

AeUSAMRA.LE Aflillation Nol Assigned AA38 2 0543 06/09/10 Dockoling A Sorv 
ices Branch Ip 61862 246 61862 246 

-9204280112 Commonlon proposed rules lOCFRa, 19, 20, 30, 31. 32, 34,36, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

FERLAZ20.SG Affiliation Not Assigned AA38-2 0639 06/10/27 Docketing A Seiv 
Ices Branch Ip 61863 027-61063 027 
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-9204200118 Comment on proposed rules 10CFR2, 19.20,30.3 1,32,34, 35.39, 40. 50,61 & 
70 re stds for protoclion against radiation 

SCHNELUD F Union Efoctnc Co AA3Q-2 0657 86/10/20 Docketing & Soirvicas 
Branch 17pp 61063 100 61863 116 

-9204280119 Comment on proposed ruloa 10CFR2, 19, 20, 30,3 1,32,34.35, 39.40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

WCLAUGHLIN,C L Affiliation Not Assigned AA38-2 0640 86/10/23 Docketing & 
Services Branch Ip 61863 028 61863 028 

-0204280128 Comment on proposed rules 10CFR2. 19,20, 30,3 1,32,34.35,39,40. 50,61 & 
70 re atds for protection against radiation 

COLEMAN, BD Affiliation Not Assigned AA38-2 0841 86/10/22 Office of the Score 
laiy of Ihe Commission 2pp 61 063 029 61863 030 

-9204280130 Comment on proposed rules 10CFR2.ig,20,30, 31, 32, 34,35.39,40, 50,61 & 
70 re stds (or protection against radiation 

MOORE.V Affiliation Not Assigned AA3Q*2 0656 86/10/29 Docketing & Services 
Branch Ip 61863 117-61863 117 

“9204200132 Comment on proposed rules 10CFR2, 19,20,30,31.32,34.35.39,40, 50,61 & 
70 re stds (or protection against radiation Opposes rule 

□RURY.K Affiliation Not Assigned AA38 2 0544 86/09/09 Docketing & Services 
Branch Ip 61862 247-61862 247 

“9204200134 Comment on proposed rules 10CFR2. 19.20,30.31 ,32,34,35,39.40, 50,61 & 
70 re stds (or protoclion against radiation 

LEEK.K Affiliation Not Assigned AA30-2 0613 86/10/30 NRC - No Detailed Affili- 
ation Given 7pp 61062 346 61862 352 

“9204200136 Commenl on proposed rules 10CFR2, 19,20,30,3 1,32,34, 35, 39,40. 60,61 & 
70 ro aids for protection against radiation 

* Affiliation Not Assigned AA30-2 0642 86/10/23. Docketing & Services Branch 
2pp 61863 031 61863 032 

--92O420O138 Commenl on proposed rules 10CFR2, 19, 20, 30,31, 32,34,35,39,40, 60,61 & 
70 ro stds for protoclion against radiation 

HIGHTT.S L Ohio Citizens for Responsible Energy AA30 2 0659 86/10/31 OffSco of 
(ho Sccretaiy of the Commission Ip 61063 118 61863 118 

“9204280139 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

KRAMER, FE Affiliation Not Assigned AA30-2 0545 86/00/15. Docketing A Sorviccs 
Branch Ip 61062 240 61862 248 

“9204280140 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

TAYLOR.RF Affiliation Not Assigned AA38 2 0614 86/10/30. Docketing & Services 
Branch 3pp 61862 353 61862 355 

“9204280142 Comment on proposed rules 10CFR2,1 9, 20,30.31, 32.34, 35, 39, 40, 50,61 & 
70 re stds for proteclion against radiation 

BATTUNG.M. Affiliation Not Assigned AA38-2 0660 86/10/14 DockeUng & Sorvicos 
Branch Ip 01663 119-61863 119 

“9204200144 Comment on proposed rules 10CFR2, 19,20, 30, 31, 3 2, 34, 35, 30,40, 50,61 & 
70 re £tds for protoclion against radiation Opposes rule 

JOHNSON, PE Affiliation Not Assigned AA38.2 0643 86/10/23 NRC - No OolailQd 
Affiliation Given 2pp 61863 033 61869 034 

“9204280145 Comment on proposed rules 10CFR2,1 9,20,30,31, 32,34, 35,30, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

* Alfill alien Not Assigned 50FR51992. 86/10/20 Office of the Socrelary of the Com- 
mission ip 61862 356 61862 356 

“9204280146 Commont on proposed rules 10CFR2, 19, 20,30.31, 32, 34,35,39, 40, 50,61 & 
70 ro stds for protoclion against radiation Opposes rule. 

HART NETT, S Affiliation Not Assigned AA30 2 0661 86/11/06 NRC * No Dotaitod 
Affiliation Given Ip 61863 120 61863 120 

“9204280161 Comment on proposed rules 10CFR2.1 9,20.30.31.32,34 ,35.39.40. 50,01 & 
70 ro stds for protection against radiation Opposes rule 

5GHOEPFLIN,A E Affiliation Not Assigned AA3B-2 0546 86/00/16 Docketing & 
Sorvicos Branch Ip 61862 240 61862 240 

“&a04280162 Comment on proposed rules 10CFR2, 19, 20,30, 3 1.32, 34, 36,39.40, 50,61 & 
70 re stds for prolection against radiation 

BURNS.M F Affiliation Not Assigned AA38-2 0662 86/10/27 NRC - No Detailod Af- 
filiation Qlvoa Ip 61863 121-81863 121 

“9204280156 Comment on proposed rules 10CFR2, 19,20,30,31, 32.34, 36, 39,40, 60,61 & 
70 re stds for protection against radial ion .Opposes rule. 

FENNER, CR. Afflllallon Not Assigned AA30-2 0616 86/10/15. Dockotling & Services 
Branch Ip 61862 357-61862 357. 

“9204280169 Comment on proposed rules tOCFR2, 19.20.30.3 1,32,34 ,35, 30, 40, 60.61 & 
70 ro stds for protection against radiation 

URGENTO.L L Affiliation Not Assigned AA30-2 0663 86/ 10/ 14 Docketing & Sorv 
Ices Branch Ip. 61863,122-61063 122 

“9204280161 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 ro stds (or proteclion against radiation Opposes rule 

KOONTZ,Sfs. Affiliation Not Assigned AA38-2 0547. 86/09/10 Dockotfng & Services 
Branch 1p 61862 250 61 862*250 

“9204280162 Comment on proposed rules 10CFR2.1 0.20, 30,3 1.32,34,35,39.40, 60,61 A 
70 re stds for protection against radiation. Opposes any Increase In acceptabla radi- 
ation exposure. 

MOON.B.P Affiliation Not Assigned 50FH51992 86/10/14 Docketing & Sorvicos 
Branch Ip. 61062 368-61062 358 

“9204280187 Comment on proposed rules 10CFfl2. 10,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re aids for protection against radiation. 

* Affiliation Not Assigned AA3 8-2 0664 88/10/14 Docketing & Services Branch Ip 
61863.123-61863123 

“9204280169 Comment on proposed rules 10CFR2, 19,20,30,31,32.34.35.39,40, 50,61 & 
70 re stds for protection against radiation, Op poses rule. 

MAHRO.M.H, Afflllallon Not Assigned AA3a‘2 0648 86/09/15 Docketing & Services 
Branch. Ip 61062‘251 61862.251 


“9204280174 Comment on proposed rules 10CFR2, 10, 20,30,3 1,32,34, 35, 39, 40, 50,61 S 
70 re stds for protection against radtalion 

TOLAN,JH Missouri, Univ of, Columbia, MD AA 38 2 0644 86/10/21 Dockfliing A 
Services Branch 2pp 61863 035 61063 036 

“9204280176 Comment on proposed rules lOCFn2.19, 20,30,31 .32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

KAMILTON.0 Affiliation Not Assigned AA3B-2 0540 86/09/15 Docketing & Services 
Branch tp 61862 253-61862 253 

--92042D0177 Comrnent on proposed rules 10CFR2,19,20,30,31 .32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCINTYRE, J Affiliation Not Assigned AA3B2 0605 06/10/14 Docketing & 3 ervi cos 
Branch Ip fil863 124 61861 124 

“9204280170 Comment on proposed rules lOCFn2,19.20,30,31,32,34,35.39,40. 50,61 & 
70 re stds for protoclion against radiation Opposes rule 

BARATELLI.PN Affiliation Not Assigned AA3S-2 0645 06/10/27 Docketing A Serv 
ices Branch 1p 61663 03 7 61663 037 

“9204280182 Commont on proposed rules 10CFR2.19,20, 30.31 .32,34.35.39,40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

HfMMELFARB.J Affiliation Not Assigned AA30-2 0693 86/07/30 Docketing A Serv 
ices Branch Ip 61863 153-61663 1 53 

“9204280185 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds (or proteclion against radiation Opposes rulo 

BROWN.B Affiliation Not Assigned AA38-2 066G 06/09/08 NRC - No Detallod Affifi 
ation Given Ip 61863 125-61063 125 

“0204200106 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32, 34,35, 39. 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BEHT.GJ Affiliation Not Assigned AA38-2 0646 06/10/17 Dockollng & Services 
Blanch Ip. 61863 038-61863 038 

“9204280190 Comm er^l on proposed rules 10CFR2, 19, 20,30,31 ,32,34,35,39,40, 50,61 S 
70 ro stds for protection against radiation Opposes rule 

*■ Affiliation Not Assigned AA3Q 2 0550 86/09/15 Docketing & Services Branch Ip 
61862 254 61862 264 

“9204280191 Comment on proposed rules 10CFR2. 10,2 0,30,31 ,32,34.35, 39,40, 50,61 & 
70 ro stds for protection against radiation 

JOHNSON, B Afiiliatfon Not Assigned AA3B 2 0618 86/10/31 Office of Iho Secre- 
te ry of the Commission Ip 6 1062 359-61 862 359. 

“9204280192 Commont on proposed rules 10CFR2, 19, 20, 30.3 1.32.34.35, 30.40, 50,61 A 
70 re stds for proteclion against radiation Opposes rule 

VOLPICELL.J Affiliation Not Assigned AA30-2 0667 86/11/03 NRC ■ No Dotailed 
Aflilfalion Given 2pp 61863 126 61063 127 

“9204280196 Comment on proposed rules 10CFR2, 19, 20, SO, 31 ,32.34,35,39,40, 60,61 A 
70 re Bids for prolQclion against radiation Opposes rule 

THOMAS, A Affiliation ffol Assigned AA3e-2 0694 06/67/31 NRC - No Dotailed 
Affiliation Given Ip 61663 154 61003 154 

“9204280196 Comment on proposed rules lOCFR?, 19, 2 0.30 .3 1.32, 34, 35, 3 9, 40. 60,61 A 
70 re atds for protection agaFnst radiation Opposes rule 

BECKER, E. Affiliatcon Not Assigned AA30-2 0551 66/09/15 Dockeling A Services 
Branch 1p 61062 255 61862 255 

“6204280197 Comment on proposed rules 10CFR2, 19, 20, 30 .3 1,32,34, 35,3 9, 40, 50,61 & 
70 ro stds for protection against radlaUon 

VAN SICKLE.MC, Affiliation Not Assigned AA3B 2 0647 80/10/25 Office of the 
Socrelary of Iho Commission Ip 61063 039-61863 039 

“9204280201 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 3 5, 30, 40. 50,61 A 
70 ro stds for protection against radlallon.Oppoaos rule 

EVINQER.LK Affiliation Not Assigned AA3B 2 0695 86/00/04 NRC - No Dolaiied 
Affiljation Given 2pp 61663 155 618G3J56 

“9204280202 Commont on proposed fiilos 10CFH2, 10.20, 30.31.32.34,35, 30.40. 50,61 A 
70 re stds for prolection against radiation Opposes rule 

FULLER, E Affiliation Nol Assrgnod AA3a-2 0552 86/09/15 Dockollng A Sorvicos 
Branch Ip 01062 256 61862 256 

“9204280204 Comment on proposed rules 10Crn2. 19,20,30,31 .32,34,35.30.40. 50.61 A 
70 ro stds for protection against radi alien Opposes rule 

FRANK.J Affiliation Not Assigned AA3B-2 0606 66/08/05 Docketing A Services 
Branch, Ip. 61B63 157 61863 f5/ 

“920428020S Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.30.40, 60,61 A 
79 ro stds for proiocllon agsiitsl radiation Opposes rule 

QUENTRHEn,R Sierra Club AA38-2 0697. 86/80/00 Dockollng A Servlcos Branch 
Ip. 01663160 81663.150 

“9204280211 Commont on proposed rules 10CFR2, 19, 20 ,30,3 1,32,34, 35. 39.40, 60,61 A 
70 ro aids for protection against radiation 

MASON.C Amoricon Lung Association /\A3B-2 0019 86/10/30, Dockotmg A Sorv- 
Ices Branch Ip 61892 3Q0 61862*360 

“9204280212 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40. 50,61 A 
70 fo stds tor protoclion against radiation Opposes rule 

DAVIS.J, Earth FifstI /VA30 2 0608. 06/00/11. NRC - No Dotailed Affiliation Givon 
Ip 01063*169-61863,169. 

“9204280216 Commont on proposed rules 10CFR2, 10,20,30,31.32.34,35,39,40. 50.61 A 
70 ro stds for protection against radiation Opposes rule 

DOYE.S AffiSiation Not Assigned AA3&-2 0690 06/00/12. Office of the Socrelary of 
the Commission Ip 61863 160 61863 160. 

“9204280217 Comment on proposed rules 10CFR 2. 19, 20, 30.31. 32, 34.3 5, 39.40, 59.61 A 
70 re atds for protoclion against radiation Opposes rule. 

KROLL.J Affiliation Nol Assigned AA38-Z 0553, 86/99/ II > Docketing A Sorvicos 
Branch Ip 81862 257-61862 267 
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“fl2042Mi20 Comment on proposed rules 10CFR2, 19, 20 .30,3 1.32^34, 35, 39, 40. 50,61 & 
70 re stds Tor protecion agamst radiation Opposes rule 

ESS£RMAN,R Affiliation Not Assigned AA36 2 0700 86/0B7O7 Docketing & Serv- 
ices Branch Ip 61863 161-61863 161 


-9204280256 Commoni on proposed rules 10CFR2,1 9.20, 30, 31< ,32,34,35.39,40, 50,6lt & 
70 ra stds for protection against radiation Opposes rule 

JAMES, YS Affiliation Not Assigned AA30 2 0707 06/00/14 Docketing & Sojvicos 
Branch Ip 61863 169 61063 169 


■9204280221 Comment on proposed rules tOCFR2, 19, 20,30, 3 1.32, 34 .35.39.40^ 50,61 & 
70 re stds for protection against radiation Opposes rule 

FENTON, RT Atf illation Not Assigned AA3 8-2 0554 86/09/15 Docketing 6 Services 
Branch Ip 61B62 25B-61862 256 


-9204280268 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34.35,30,40, 50,6! & 
70 ro stds for protection against radiation 

LAUSON.NP Affiliation Not Assigned AA36-2 0723 86/10/22 NRC - No Dolegled 
Affiliation Given Ip 61863 108-61663 180 


-9204280224 Comment on proposed rules 10CFR2. 19,20.30,3 1,32,34, 35,39, 40. 50,61 & 
70 re stds for protecdon against radiation Opposes rule 

PETTY.E. AMalion Not Assigned AA38'2 0555 86/09/15 Dockoling S Services 
Branch 1p 61862 259-61862 259 

-9204280225 Comment on proposed rules 10CFR2, 19.20,30.3 1.32, 34.35. 39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHRAD£R,0, Affiliation Not Assigned AA3e-2 0701 86/08/10 Office of the Secre 
tary of the Commission Ip 61B63 162 61363 162 

-9204280226 Comment on proposed rules 10CFR2, 19,20,30.3 1.32,34,35, 30, 40. 50,61 & 
70 re stds for proteclion against radiation 

ISELEN.C US. Poslai Service AA38-2 0648 86/10/27 Docketing & Services 
Brarvch Ip 61863040 61863040 

-9204280227 Comment on proposed rulos 10CFR2. 19. 20, 30, 3 1,32,3 4, 35,39, 40, 60,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned AA3a-2 0668 86/10/15 Offico of lha Secretary of tho 
Commissio-n Ip 61663.128-61863126 

-9204280229 Comment on proposed rules 10CFR2,1 9. 20,30 ,3 1,32.34, 35.39,40, 50.61 & 
70 re stds for protection against radiation 

WJLL,L Affiliaion Not Assigned AA38'2 0649 86/10/26 Office ef tho Secretary of 
the Commission Ip €1863 041-61863 041. 

-9204280230 Comment on proposed rules IOC FR2,1 9.20,30,31, 32,34.35, 39,40, 50.61 & 
70 ra stds for proteclion against radiation Opposes rule 

MAJAUCKAS.G Affiliation Not Assigned AA3a 2 0556. 86/09/15 Docketing & Serv- 
ices Branch. Ip 61862 260-61882 

-9204280232 Comment on proposed rules 10CFR2. 19.20.30,31,32.34.35,39.40, 50,61 & 
70 ro stds for protection againBl radiation 

CRAPUCK.JM Sierra Club AA38-2 0702. Bd/OB/ll Docketing & Services Branch 
2pp 61863 163-61663 164 

f204280233 Comment on proposed rules 10CFfl2,1 9,20,30,31,32,34,35,30.40, 50,61 & 
70 re stds for protection against radiation 

ANDERSON.N. Maine, Stale of AA3a 2 0 620 86/10/30 Docketing & Services 
Branch 2pp 61863001 61863 002 

-9204280234 Comment on proposed rules 10CFR2. 19,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes ajI© 

MACOONALD.B Affiliation Not Assigned AASO 2 0557 66/09/08 Docketing & Serv- 
ices Branch Ip 61 862 ‘261 61862 261 

-9284280235 Comment on proposed rules 10CFfl2,1 9,20,30,31,32,34.35,39.40, 50.61 & 
70 re stds for protection against radiation Opposes rut© 

HUDSON, S Affiliation Not Assigned AA3a2 0703 86/08/11 Docketing & Services 
Branch 1p €1663 165-61663 165 

-9204260238 Comment on proposed rules 10CFR2, 19,20.30.31.32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation. 

SCHAOT.WW, Georoetown Unlv Medical Center, Washington. DC AA38-2 0650 86/ 
10/27 Docketing & Services Branch 13pp 61663 042-61063 054 

-9204260240 Comment on proposed rules 1 0CFR2, 19,20,30,3 1.32,34, 35, 39,40, 50,61 & 
70 re aids for proteclion against radiation Opposes rule 

PATTERSON.C Affiliation Not Assigned AA3a 2 0556 86/09/10 Docketing & Seiv- 
Ices Branch Ip 61662 262 61862 262 

-9204280241 Comment on proposed mfes 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for proteclion again&t radiation Opposes rule 

* Alfiiiation Not AssignecT AA38*2 0669 86/10/10 Office of the Secretary of the 
Commission Ip 61863:129 61663 129, 

-9204280243 Comment on proposed rules 10GFR2, 19.20, 30,31, 32, 34, 35, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MOSTEK.l L Affiliation Not Assigned AA3B-2 0704. 66/08/15 NRC - No Dotaiied Af- 
filiation Given Ip. 61863.168 81863 166 

-9204280245 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35, 39,40, 50,61 & 
70 re stds for protection agalnsl radialion 

FARRAR,DL Commonweallh Edison Co AA38 2 0651 86/10/23 CHILK.SJ, Offico 
of Ih© Secretary of lha Commission 2pp 6ia63‘055 61863 058 

-9204280246 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34,35.39. 40. 60,61 & 
70 re aids for proteclion against radiation Opposes rule 

SCHWARTZ.H Affilialion Not Assigned M3B-2 0705 86/00/12 Docketing & Serv- 
less Branch Ip 61863 167 61863 167 


-9204260260 Comment on proposed rules lOCFRa, 19,20,30,31 ,32.34,35,39,40, 60.61 A 
70 re stds for proteclion against radiation Opposes rule 

EVLETH.RM Nuclear Products Co AA38 2 0560 86/09/09 Docketing & Sorvices 
Branch Ip 61862 264 61862 264 

-9204280262 Comment on proposed rulos 10CFR2,1 9,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

ANDERSON.T Affiliation Not Assigned AA38 2 0724 86/10/27 NRC - No Dolallod 
Affiliation Gwen Ip 61863 189-61863 189 

-9204280263 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39.40. 50,61 & 
70 re stds for protection against radiation 

MEEHAN, T Affiliation Not Assigned AA30-2 0672 86/10/15 Office of the Secretary 
of the Commission Ip 61863 132*61863 132 

-9204280270 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 60,61 & 
70 ra stds for protection against radiation 

WELL.J Affiliation Not Assigned AA38-2 0673 86/10/16 Offico of the Socrolary oi 
the Commission Ip 61863 133 B1863 133 

-9204280276 Comment on proposed rules 10CFR2,1 9,20,30, 31, 32, 34, 35,39,40, 60,61 S 
70 re stds for proteclion against radiation 

* Affiliation Not AssignecT AA30-2 0674 06/10/15 Offico of lha Socrolary of tho 
Commission Ip 61863 134-61663 134 

—9204280279 Comment on proposed rules 10CFR2, 19,20 ,30, 3 1,32, 34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation, Opposes rule 

CLARKE, R Albert Einstein Medical Cenlor, Philadofphla, PA AA30*2 0700 66/00/03 
Offico of the Secfolary of the Commission Ip 61603.170 61663 170 

-9204280280 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,30, 40, 60,61 A 
70 re stds for nroloction against radiation 

SHUKLA.S Affiliation Not Assigned AA3B-2 0675 86/10/12 Offico of tho Socrolaiv 
of the Commission 1p 61863 135 61663 135 

-9204280281 Comment on proposed rulos 10CFR2, 10,20,30,31 ,32,34,35.39,40, 60.61 & 
70 ro stds for protection against radiation Opposes rule 

CINQUEMANI.D K NJ S^E'A Alliance AA38-2 0581 86/09/10 Docketing & Sorv* 
IC08 Branch Ip 61062 265 61862 265, 

-9204260284 Comment on proposod rulos 10CFR2,1 0.20,30,31 .32,34, 35, 39,40, 50,61 A 
70 re stds for proleclion against radiation 

ANDERSON.OV Affiliation Not Assigned AA30-2 0670 66/10/15 Offico oMha Bac* 
relary of tho Commission 1p 61863 136 61063 136 

-92042B0285 Comment on proposed rules 10CFR2, 10,20,30,3 1,32,34.35,39, 40, 50,61 A 
70 re stds (or protection against radlalion Opposes rule 

EOSON.D V Affillalion Not Assigned AA3a*2 0562 86/00/31 Docketing & Sorvic os 
Branch Ip 61862 266 61662 266 

-9204280209 Comment on proposed rulos 10CFR2, 19,20, 30, 31,32, 34.35, 39,40, 50.61 4 
70 re stds for protection against radiation 

GIBBS.V Affilialion Not Assigned AA3 6*2 0677 06/10/12 Offico of Iho Seer 0 lory 0 1 
the Commission Ip 61863.137 61863 137 

-92042BD292 Comment on proposod rules 10CFR2,19,20.30,31,32,34,3G,39,40, 50.61 5 
70 re stds for protection against radiation Opposes rule 

STUTSMAN, A E Affiliation Not Assigned AA36 2 0563 86/00/16 Docketing & So rv 
fees Branch Ip 61862 267 61862 267. 

-9204280293 Comment on proposed rules 10CFR2,1 0,20,30,31, 32, 34.35, 39,40, 50,61 A 
70 re stds for proteclion against radiation 

* Affiliation Not Assigned AA36-2 0678. 06/10/12 Offico of the Secrolary of the 
Commission Ip 61863 130*61863138 

-9204280295 Comment on proposed rules 10CFn2, 19,20, 30, 3 1,32,34, 35,39,40, 60,61 A 
70 re stds for prelection against radiation 

WEGST.WF California, Univ of, Los Angelos, CA AA36 2 0621 86/10/30 Oochol 
Ing & Services Branch 2pp. 61863 003 01863 004 

-9204280298 Comment on proposed rulos 10CFR2, 19,20, 30,3 1,32,34,35, 39,40, 69.6 1i A 
70 re stds for protection agalnsl radiation Opposoa rulo 

GUUSCH.C Affiliation Not Assigned. AA3D-2 0564. 86/09/10 Dockoting A Sorvicoa 
Branctr Ip 61862 268 61662,268 


-9204260248 Commenl on proposed rules 10CFR2,1 9,20.30.31, 32,34, 35,39, 40, 50,61 A 
70 ra stds for protection against radiation 

BROOY.M Affiliation Not Assigned AA38 2 0670 66/10/12 Office of the Secretary 
of the Commission Ip. G1 863*1 30 61 663 130 


■9204280301 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32.34, 35, 39, 40. 50.61 A 
70 re stds for protection against radiation. 

WILL.R Affiliation Not Assigned. AA30*2 0679 06/10/11 Offico of Iho Secretary of 
tlio Commission Ip 61863 139 61063 139 


-92042B0250 Commoal on proposed rules 10CFR2,1 9, 20,30,31, 32,34,35,39, 40 50,61 & 
70 re atds for protactian against radiation 

ZAFRIS,J Affilialion Not Assigned AA38‘2 0559 B6/09/11 Docketing & Services 
Branch Ip 61862 263 61862 263. 


-9204280302 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,35,39,40, 50,01 & 
70 ro stds for protection against radiation 

MgNHOLO^B, Brookhaven National Laboratory AA30-2 0726 86/03/11 Dockoting 
& Services Branch 1 1pp 61863 190 61863 200. 


-9204280251 Comment on proposed rules 10CFR2,1 9, 20,30,31, 32, 34, 35.39, 40, 5061 & 
70 re stds for protection against radiation Opposes rule 

PALLEY.M K. Affiliation Not Assigned AA38-2 0706 86/06/14- Docketing A Services 
Branch 1p. €1863.166 61 B63 166. 


-9204280303 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,01 & 
70 re stds for proteclion against radiation Opposoa rule 

JOHNSON,M,R Affiliation Not Assigned. AA38 2 0565. 66/09/09 Dockotina & Sorv 
ices Branch Ip 61862 269 61862 269 


-9204280264 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35,39,40, 50,61 & 
70 re Sid'S for protection against radiation. 

WORTH, E Amliation Not Assigned AA3a 2 0671. 86/10/15 Offico of the Socrotarv 
of the Commission Ip. €1663 13 1 61863.131 ^ 


■9204280306 Commenl on proposed rules 10CFR2, 10, 20,30, 31.32.34.35.39, 40, 50.01 A 
70 re stds for protection against radiation 

Assigned AA38.2 0680 66/10/06 Commissioners (Post 
750110) Ip 61863 140 61663 140. 
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•<'920 4 2 80 308 Comment on proposed rules 10CPR2, 19, 20.30, 3 1,32, 34, 35.39,40, 50.61 & 
70 re slds (or protection against radiation Opposes rule 

NESEWICH.N L Affdlallon Not Assigned AA38 2 0566 B6/09/09 Docketing & Serv- 
pcas Brand) 1p 61862 270 61862 270 

-9204280309 Comment on proposed rules 10CFR2. 19,20,30, 3 1,32,34, 35,39.40, 50.61 & 
70 ra sids for protection against radiation 

yOUNQ.F Affiliation Not Assigned AA3B-2 0661 86/10/09 Office of the Secretary 
of the Commission Ip 61863 141-61863 141 

-9204280311 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39,40, 60,61 & 
70 ro slds for protection against radiation 

JOHNSON, CJ South Dakota, State of AA3B 2 0726 86/04/10 Docketing & Serv- 
ices Branch 4pp 61663 201-61863 205 

-9204280316 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35.39,40, 50.61 & 
70 re stds for protection against radiation, 

MINNiOH.N R Affiliation No\ Assigned AA3B‘2 0682 86/10/05 NRC - No Detailed 
Affiliation Given ip 61863 142 61863 142 

-9204280319 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,36,39,40, 60,81 & 
70 re stds for protection against radiation 

RUSSEL.S Affiliation Not Assigned AA38-2 0683 86/10/08 Docketing & Services 
Branch ip 61883,143 61863 143 

^6204280321 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34.35, 39, 40, 60,61 & 
70 ro stds for protection against radlation.Opposos rule 

aECK.J Affiliation Not Assigned, AA3Q-2 0567, 00/09/10 NRC - No Detailed Affili- 
ation Given 2pp 61862 271-81662«272 

^92Q'4260326 Comment on proposed rules 10CFR2.19,20,30,31,32.34,35,39,40, 50,61 & 
70 re aids for protection against radiation 

VENEZIA, C GTE Sylvanla, Inc. /W\38-2 0727 06/03/12 Docketing 0 Services 
Branch. 2pp 81863 206 61863 206 

-9204280339 Comment on proposed rules 10CFR2, 19,20, 30, 31 ,32,34,35.39.40, 60.61 & 
70 re stds for protection against radiation 

TODD.W E Siomens Qammasonics, Inc /VA38-2 0728 06/04/14 Docketing & Serv- 
ices Branch Spp 61863 207-61863 211 

-9204280344 Comment on proposed rules 10CFR2, 19.20,30,31 ,32,34.35,39,40, 50,61 & 
70 ro slds for protection against radiation 

SKRABLE.KW Lowefl, Univ. of. Lowell. MA AA38-2 0729 80/04/17 Docketing & 
Services Branch 02pp 61863 212-61803'289 

-9204280361 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 50.61 & 
70 re slds for protection against radiation Opposes rule. 

REID.D Affiliation Not Assigned AA3e-2 0709 86/06/16 Docketing & Services 
Branch, 2pp 61863 171 61863 172 

-9204280363 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
TO ro slds for protection against radiation Opposes rule 

STAFFORD.O B Affiliation Not Assigned AA3Q-2 0710 80/08/10. NRC - No Dolalled 
Afflllalion Given Ip 61863173-61863 173 

-9204280367 Comment on proposed rules 10CFR2, 10,20,30,3 1,32, 34, 35, 39, 40, 60,61 & 
70 ro stds for protocticn against rad I at ion, Opposes rule 

WATERS, M.A Affiliation Not Assigned AASfl 2 0711 86/08/22. NRC - No Detailed 
Affilratlon Given 1p 61 863 174 61863 174 

-9204280361 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 60,61 & 
70 ro stds for proloctlon against radialion.Op poses rule. 

HIFT,H Affiliation Not Assigned AA38 2 0712 86/08/18 NRC - No Detalted Affili- 
alion Given 1p 61863 176 61863:175. 

-9204280366 Comment on proposed rules 10CFH2, 19,20,30,31 ,32,34,36,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

CHISHOLMJ. Affiliallon Not Assigned AA30.2 0713 06/08/19 Docketing 4 Services 
Branch Ip 61063.176-01863 176, 

-9204280369 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for proloction against radiation Opposes rule. 

PITKAT,J Af(l^al^on Not Assigned AA30.2 0714 06/00/20 NRC - No Detailed Affili- 
ation Given Ip. 61063 177-61063 177 

-9204280372 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 60.61 & 
70 re stds for protection against radiation Opposes rule 

WItLIFORD.C C Affiliation Not Assigned. AA30'2 0715. 80/08/18 NRC • No Detallecl 
Affiliation Given Ip 61063.178-61863*178. 

-9204280374 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,36.39.40, 60,61 4 
70 re stds for protection against radiation Opposes rule, 

REINER.LE Affiliation Not Assigned AA30-2 0716 86/08/21 NRC - No Detailed Af- 
filiation Given Ip, 61663*179 61863.179 

-9204280376 Comment on proposed rules 10CFR2, 19,20,30.31 ,32.34,05,39,40, 60.61 & 
70 ro aids for protection against radiation.Opposes rule 

JONES, A Affi^ation Not Assigned, AA38-2 0717. 06/08/21. NRC - No Detailed AffiJi- 
alio n Given 1p 61863.160-61803.180. 

-9204260376 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34,35.39, 40, 60,61 & 
70 ro stds for protection against radiation Opposes rule. 

SALACH.T. AfflliaUon Not Assigned. AA3B-2 0718. 86/08/18. NRC - No Detailed Affili- 
ation Given Ip. 61863*101-61863.101 

-9204280360 Comment on proposed rules 10GFR2,1 0,20,30.3 1,32, 34, 35,30,40, 50,61 & 
70 ra slds for protection against radiatlon.Opposes rule. 

YEAST.C. Affiliation Not Assigned AA38-2 0710. 86/08/22. CLEMENTS, W. Docketing 
& Services Branch. 2pp 61863.182-61663' 183. 

-9204260384 Comment on proposed rules 10CFR2, 10,20,30,31,32.34,36,39,40, 60,61 & 
70 ro stds for protection against rad la I Ion. Opposes rule 

ERICKSEN.D. Affiliation Not Assigned AA3B-2 0720. 86/08/20 NRC - No Detallecl 
Affilial/on Given 2pp. 61863*184-61863*185 

-9204280386 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.36,30,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. . ^ . 

MASSINO.W Affiliation Not Assigned. AA38 2 0721. 86/00/21. Docketing 4 Services 
Branch Ip. 61663-106 61863.186, 


-9204280380 Comment on proposed rules 10CFR2, 10.20.30.31 .32,34,35,39,40, 50.61 & 
70 ro stds for protection against radiation 

HELLMAN.J Atfiliation Not Assigned AA30 2 0722 66/08/20 Docketing & Services 
Branch Ip 61863.187-61863 187 

-■9204280305 Comment on proposed rules 10CFR2,10,20.30,31,32,34,35,3g,40, 50.61 & 
70 re slds for protection against radiation Supports rule 

MILLIS.N.L BaUfmore Gas & Efeclric Co AA3B 2 0748 88/04/21 Docketing A Serv 
ices Branch 22pp 61663 332-61063 352 

-9204280405 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radlallon Opposes rule 

SIN CLAIR. M SInctair, M P AA30-2 0749 86/04/23 Docketing & Services Branch 
2pp 61863 353-61863 354 

-020428041 5 Comment on proposed rules 10CFR2, 19,20, 30, 31 ,32,34,35.39,40, 50,61 A 
70 ra stds for protection against radiation Opposes rule 

MOTT.M Affiliation Not Assigned AA30 2 0760, 88/04/23 Docketing A Services 
Branch Ipp 61863 356-61863 355 

-9204280419 Comment on proposed rules 10CFR2. 19,20,30,31 .32.34.35,39,40, 50,61 & 
70 ra stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 0604. 86/10/16 Docketing & Services Branch Ip 
61863 144 61863 144 

-0204280424 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32, 3 4. 35,39,40, 50,61 A 
70 fo stds for prolaclion against radiation Opposes rule 

WARSH.HE Affiliation Not Assigned AA30-2 0751 86/04/23 Docketing & Services 
Branch, ipp 81063 356-61663 356 

-9204280425 Comment on proposed rules 10CFR 2, 19.20, 3 0,3 1,32, 3 4, 3 5, 3 9, 40, 50,61 A 
70 re stds for protection against radiation 

KOCHER.DC Affiliation Not Assigned AA38-2 0730 66/04/02 Docketing A Services 
Branch lipp 61863 200-61863.290 

-9204280431 Comment on proposed rules 10CFR2, 10, 20,30,31.32.34.35,39, 40, 50,61 A 
70 re stds for protection against radiation 

BERTELL.R International Institute of Concern for Public Health. AA3B 2 0731 68/04/ 
07 NRC - No Detailed AWon Given 12pp 61803 300 61863,31 1 

-9204280433 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39, 40, 60,61 A 
70 re stds for protection against radiation 

DRESCHER.R Affiliation Not Assigned AA30-2 0685 66/10/17 Office of the Secre- 
tary of the Commission Ip 61 063’ 145-0 1863 145 

-9204280436 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39,40. 60,61 A 
70 re aids for protection against radiation 

LERNER.MS U.S. Postaf Service AA30 2O732 86/04/30 Docketing A Services 
Branch Ip 61663:312 61 863’31 2 

-9204280440 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1.32 .34 ,3 5, 39, 40, 60,61 A 
70 ro stds for protection against radlatior^ 

KAMEN.S. Affiliation Not Assigned AA30 2 0733 86/04/22 Office of the Secretary of 
Ihe Commission 2pp. 61863 313 81863 314 

-9204280441 Comment on proposed rules 10CFR2, 19,20.30,31.32.34.35,39,40, 60,61 A 
70 re stds for proloction against radiation 

BAUM.J.W, Brookhavon National Laboratory. AA30-2 0762 00/04/11 Dockoling A 
Services Branch 5pp 61063 357-61863 361 

-9204280447 Comment on proposed rules 10CFR2, 19,20, 30, 31 ,32,34,35,39,40. 60.61 A 
70 ro stds for protection against radiation Opposes rule 

MICHAEL, B, REYNOLDSH.. REYNOLDS.TE Affiliation Not Assigned AA3fl*2 0734. 
66/09/18. Office of Ihe Secrelary of the Commission Ip 61863 3i5 01863,315 

•••9204200460 Comrn ant on proposed rules 1OCFR2,10,2O,3O,31,32,34,35,30,4O, 50,61 A 
70 ro stds for protection against radiation Opposes rule. 

MCCORMICK.B Affiliallon Not Aasigood AA38 2 0753 86/04/21. Docketing A Sen/ 
ices Branch. Ipp 6 1664 ‘001*61 884 '001 

-9204200452 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, 50,61 A 
70 re stds for protection against radiation. 

KALFUL Affiliation Not AsBlgnod. AA38-2 0666 86/10/16. Docketing A Services 
Branch. Ip 61863 1 40 61863.146 

-9204200456 Comment on proposed rules 10CFn2, 19.20, 30,31 ,32,34,35,39,40. 50.61 A 
70 re slds for proloction against radiatlon.Opposes rule 

ATKINSON.M. Affiliation Not Assigned. AAOB 2 0687. 06/10/16 Docketing A Services 
Branch. Ip 61883.147-01863*147 

-9204290469 Comment on proposed rules 10CFR2, 10,20,30, 31, 32,34.35,39, 40, 50,61 A 
70 re aids for protection against radiation. 

WILLIAMS.TP Affiliation Not Assigned AA38 2 0600. 08/10/13 Docketing A Serv- 
ices Branch, ip. 61863:146 61863.148. 

-9204200465 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32, 34, 35,39, 40, 60,61 A 
70 re atds for prolecllon against radiation Opposes rule 

MELILLO.D. Affiliation Not Assigned. AA90 2 0735 86/09/10 Office of the Secrelary 
of the Commission Ip, 61863 316-61663 316 

-92042 B0486 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 3 4,3 5, 39, 40, 60,61 A 
70 re slds for proteetfon against radiation 

SEAQRAVES.S Affiliation Not Assigned AA38 2 0609. 86/10/13 Office of the Sacro- 
tary of Iho Commlssfon. Ip 61063:140 61B63.149 

-9204280466 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,30,40, 60,61 A 
70 r© ©ids for proleclion agalnsl radiation Opposes nite 

DfEDRlCH.C J, Affiliation Not Assigned AA30-2 0736. 86/09/19, Office of the Secre- 
tary of the Commission, ip. 61863:317-61 863'317 

-9204290477 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32 ,3 4, 3 5, 39, 40. 50.61 A 
70 re stds for protection against radiation Opposes rule, 

COHEN.DJ Alfiliatlon Nof Assigned. AA38-2 0737. 86/09/19. Office of the Secretary 
of tho Commission Ip 91 863'3 18-6 1863:318, 
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-9204230479 CommGnt on proposed rules 10CFR2,t9,20,30^31,32,34»35.39,40, 50,61 & 
70 re stds for protection e gainst radiation 

* Afftlialion Not Assigned AA3a 2 0690 B6/10/14 Ctocketing & Services Branch Ip 
61863 150 61863 150 


•9204260626 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34. 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HAHUAN.P Affiliation Not Assigned AA38-2 0747 86/09/22 OUice of the Secrolwy 
of 1 he Commission Ip 61863 330-61063 331 


-9204200483 Comment on proposed rules 10CFR2. 19,20 ,30, 3 1,32, 34, 35, 39, 40. 50,61 & 
70 re stds for protacHon against radi a tiof> Opposes rule 

BUCHANAN,S Affiliation Not Assigned AA3a2 0754 86/04/23 Docketing & Serv- 
Ecos Branch 1pp 61864 002 61864 002 


“9204290024 Comment on proposed rules 10OFR2.1 9,20,30,31 ,32,34,35.39,40. 50.61 A 
70 ra stds for proleclion against radiation 

CLAGETT.K Affillallorr Not Assigned AA3fl-2 0770 86/09/16 Docketing & Services 
Branch Ip 61064 069-61864 069 


-92042Q04B4 Comment on proposed rules 10CFR2J9,2O.3D,31,32,34,35,39,46, 50,61 & 
70 re stds for protection against radiation 

OUINN.SM Alfilialion Not Assigned AA3a 2 073B 86/09/12 NRC - No Detailed Af- 
filiation Given Ip 61863 319 61863 319 


“9204290028 Comment on proposed rules 10CFR2, 19. 20, 30, 3 1.32, 34.35, 39,40, 50,61 A 
70 ce stds for protection agomst radiation 

CARY, ML Affiliation Not Assigned AA38 2 0771 86/09/22 Docketing & Services 
Branch Ip 61864 070 61864 070 


-9204280406 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32.34, 35, 3 9, 40. 50,61 & 
70 ra stds for proteclion against radiation 

CHAPLICKJM Affiliation Not Assigned AA38 2 0739 B6/09/13 Docketing & Serv- 
ices Branch ip 61863 320 61663 320 

-9204200409 Comment on proposed rules 10CFR2,1 9-, 20,30,3 1,32,34, 35.99, 40, 50,61 & 
70 re stds far protection against radiation 

SULLIVAN, M R Affiliation Not Assigned AA38-2 0622 B6/09/06 Docketing & Serv- 
ices Branch tp 618^ 005-61863 005 

-9204280491 Comment on proposed rules 10CFR2, 19.20,30,31.32.34,35.39.40, 50,61 & 
70 re stds for proleclion againsl radiation Opposes rule 

WALSH.M J Affilialion Not Assigned AA98-2 0755 66/04/23 NRC - No Detailod Af- 
filiation Given 10pp 61B64 003 61864 012 

“9204280497 Commont on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

CHADOT.G E Lowoil, Univ of, Lowell, MA AA38 2 0756 86/04/22 Docketing & 
Services Branch 5pp 61864 013-6*864 018 

-9204200498 Comment on proposed rules 10CFR 2, 10.20,30, 31. 32, 34,35, 39.40, 50,61 & 
70 re atda for protection against radiation 

BRAGDON.P,W Governor Dummor Acadenny, Byfield, MA AA30 2 0740 86/09/19 
NRC - No Detailed Affiliation Given Ip 61663 321-61863 321 

-9204288582 Comment on proposed rules 10CFR 2,1 9,20,30,31 ,32,34,35,39.40, 50,61 & 
70 ra stds for protection against radiation Opposes njla> 

POLEHN,JL Affiliation Not Assigned AA3a2 0767 86/05/01 Docketing & Services 
Branch 2app 61864 019-01864 040 

-920428D506 Comment on proposed rules f8CFR2, 19 , 20, 30 ,31, 32,34,35,39, 40, 50,61 & 
70 re aids for protection against radiation 

0RANDT,R J Belhiehem Steel Corp AA3B 2 0758 86/04/25 Office of Ihe Secretary 
of Ihe Commission 7pp 61864 041 61864 047 

“9204288589 Comment on proposed rules 10CFR2. 19. 20, 30, 3 1,32.34, 35, 39, 40, 60,61 & 
70 re slcls for protection against radialior> Opposes rule 

NIKKI LA, A M Affiliation Not Assigned AA3a 2 0691 66/10/14 Docketing & Services 
Braroh Ip 61863 151 61863 151 

-9204280510 Comment on proposed rules 10CFR2. 19,20,30,31 .3 2,34.35,3 9,40 , 60,61 & 
70 re stds for proleclion against radiation Opposes rule 

NEMETHY.E Ecology/Alert AA3e-2 0759 06/04/29 Docketing & Services Branch 
1pp 61664 048 61864 046 

-9204280511 Commer\t on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds lor protection against radiation, 

OIEDRfCH.CJ Affiliation Not Assigned AA38 2C741 86/09/19 Office of tho Socre 
lery of the Commission Ip 61853,322-61663 322. 

-9204280S1B Commonl or* proposed rules IOC FR2, 10,20,30,31 .32,34,35,3 9,40, 50,61 & 
70 re stds for protection against radiation 

SPRUNG.BL Affiliation Not Assigned AA3a2 0692 08/10/14 Docketing & Services 
Branch tp 61863 152 61663 152 

-9204260517 Comment on proposed rules 10CFR2, 10.20,30,31 ,32.34,35,3 9,40, 50,61 & 
70 re stds for pfotoction against radiation Opposes rule 

MICHAEL,B Afniiation Not Assigned AA3B 2 0742, 66/09/18 Office of the Secretary 
cf the Commission 1p 61663^323 61663 323 

-9204260516 Comment on proposed rules 10 CFR 2 , 19, 20 ,30,31, 32,34, 35, 3 9,40 , 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

SALTZWAN,D Affiliation Not Assignod AA3B 2 0760 86/05/02 NRC - No Detailed 
Affiliation Given 2pp 81664 049 61854,050 

“9 204 20 05 19 Comment on proposed rules tOCFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

COHEN.DJ Affiliation Not Assigned AA3fl-2 0743 86/09/19 Office ofthe Secretary 
of fhe Gommission Ip G1863 324-61663 324 

“9204200520 Commonl on proposed rules 1 0CFR2, 19, 20, 30, 3 1,32,34, 3 5, 30,40. 50,61 & 
70 ro stds for protection against radiallon 

QUINN.SM Affiliation Not Assigned AA30-2 0744 86/09/12 NRC - No Detailed Af- 
filfalton Given Ip 61863 325 6 1863 326 

-9204280522 Comment on proposed rules 10CFR2.1 9,20,30.3 1.32.34,3 5, 39, 40, 60,61 & 
70 re stds for proteclion against radiation Opposes rule 

DAy,E 8 Affilialion Not Assigned AA38-2 0761. 66/04/30. Docketing & Services 
Branch 3pp 61864:051-6*064 053 

“9204260523 Comment on proposed rules lOCFfl 2, 19.20, 3 9,31,32, 34, 35, 39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

QOLD.VVJ Affilfation Not Assigned AA30-2 0762 86/04/30, Docketing A Services 
Branch ipp 61864.054 61664 054 


“9204290047 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 3 9, 40, 50.61 & 
70 ro stds for protection againsl radiation 

MORRIS, J AffiliatEon Not Assigned AA38-2 0772 06/00/12 Oockoling & Services 
0ran.ch 1p 61864 071-61804 071 

“9204290051 Commont on proposed rules 10CFR2,1 9.20,30,31 ,32.34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY.E Affitiation Not Assigned AA38-2 0811 86/10/15 Office of the Secro 
laryof the Commission Ip 61864 121 61864 121 

“9204290052 Comment on proposed rules 10CFH2, 19,20.30,3 1.32.34, 35,3 9.40, 50.61 & 
70 re stds for proteclion against radiation 

MOOHE.f Affihalion Not Assigned AA38-2 0773 86/09/23 Docketing & Services 
Branch Ip, 61664 072-61864 072 

“9204290053 Comment on proposed rules iaCFR2, 19, 20, 30, 31, 32,34. 35, 39,40. 50,61 & 
70 ra stds for protection against radiation Opposes rule. 

KODNER,JL Kodner. JL AA38-2 0763 86/05/01 Docketing & Services Branch 
Ipp 61864 055 61864 055 

“9204200056 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,39,40, 50.61 0 
70 re stds for proteclion againsl radiation Opposes rute 

SWEENEY.CJ Affiliation Not Assigned AA3B-2 0812 80/10/15 Office of the Secro 
tary of tho Commission Ip 61864 122-61864.122 

-9204290057 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35.39,40, 50,61 & 
70 ra stds for protection against radiation 

AUSON.L Affiliation Not Assigned AA30-2 0774 87/09/14 Docketing & Services 
Branch Ip 61864 073-61864 073 

“9204290061 Comment on proposed rules 10CFR2,1 9.20,30.31 ,32.34,35,39.40, 50.61 1 
70 re aids for protection against radiation 

REED.RP Affiliation Not Assigned AA38-2 0775 86/09/10 Docketing & Services 
Branch 5pp 61864 074-61864 078 

“0204290065 Comment on proposed rules 10CFR2.19, 20, 30,31 ,32,34,35,39,40, 50,61 A 
70 ro stds for proleclion against radiation 

HILL-WHILTON.N Affiliation Not Assigned AA30-2 0776 86/09/25 Dockelmg A 
Services Branch 1p 61864 079 61064 079 


•9204290067 Comment on proposed rules 10GFR2, 10,20, 30, 3 1,32, 34,35 ,39, 40. 50.61 A 
70 re sids for protection against radiation 

BROWN, C M Affiliation Not Assigned AA38 2 0777 86/09/26. Docketing a Services 
Branch Ip 61864 080 61864 080 

•9204290069 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32, 3 4, 35 ,39, 40, 60,61 A 
70 ro stds for protection againsl radiation 

NEWELL, P.R Affilialion Not Assigned AA30-2 0778 06/09/22 Docketing & Services 
Branch Ip 61864 081 61004 081 

■9204290073 Comment on proposed rules 10CFR2, 10.20,30, 31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation 

MARTINfAN.A Affifiation Not Assigned AA3B.2 0770 86/09/09 DockeUng A Serv 
Ices Branch 1p 61664^082-61064 082 


-9204290076 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,30,40, 50,61 A 
70 re stds for protection against radiation 

REILLY.E H Affiliation Not Assigned AA3Q-2 0780 86/09/24 Docketing & Services 
Branch 2pp 61864 083-61804.084 

“9204290076 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32,34 ,3 5,39,40, 50,61 A 
70 r© stds for protection against radiallon 

SAMUELS.SW AFL-CIO AA30.2 0013 86/10/03 NRC - No Detailed Affilialion 
Given 2pp. 61864*123 61864*124 


-9204290080 Commont on proposed rules 10CFR2, 19,20 ,3 0,3 1,32,34 .3 5,3 9, 40, 50,61 & 
70 re stds for proleclion against radiation 

BURKE, S Affiliation Not Assigned AA3D-2 0781 86/09/26 Docketing & Services 
Branch Ip 61864 085 61864 065 

-92042 &0081 Comment on proposed rufes 10CFR2, 19, 20, 30, 31 ,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ERLANDER.H H Gibson Erlander, Inc AA38-2 0764. 88/05/01 Dockeling & Services 
Branch. Ipp 61864 056-61664.056 


“9204290063 Comment on proposed rules 10 CFfl 2 , 1 9,20,30,31 ,32,34,35,39.40, 50,61 A 
70 re stds for protection against radiation 

PRIMOJ P Affiliation Not Assigned, AA3a-2 0782 86/09/29 Dockelmg & Services 
Branch Ip 61664 086 61864 086 


-9204280524 Comment on proposed rules 10GFR2, 19,20,30, 3 1,32, 34, 35,39.40, 50,61 & 
70 re aids for protection against radralion 

SARBANES.PS Senate, Banking, Housing & Urban Affairs AAaB2 0745 86/09/12 
NRC • No Delailed AffjliaUon Given 3pp 61863 326 61663 32Q 


-9204290067 Commont on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39, 40, 60,61 & 
70 re stds for protection against radiation, 

PRINCE. A Affiliation Not Assigned AA38-2 0763 86/09/29. Docketing & ServKes 
Branch Ip. 61864 087-61864 067 


■92042805S5 Comment on proposed rules lOCFR 2, 19,20,30, 31, 32,3 4,35 ,39,40, 50,61 a 
70 re stds for proteclion against radpalion 

• Affilialion Not Assigned. AA38-2 0746 86/09/18 Office of the Secretary of the 
Commission Ip 61663 320 61063 329. 


•9204290090 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

PATTON, G, A. Santa Cruz, CA AA38 2 0765, 86/04/29, Docketing A Services Brancii 
2pp 61664 057-61664.058 
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•<-92'04290a93 Comment on proposed mies IGCFRa.19,20,30.31,32.34,35,39,40. 50,61 & 
70 ro stds for protection against radiation 

GERBER, J Affiliation Not Assigned AA3Q-2 0814 06/10/07 Office of the SQCf&tOfV 
of the Commission Ip 61864 126 61864 125 

--92O4390095 Comment on proposed fulos 10CFR2.1 9,20,30,31 ,32,34.35,39,40, 50,61 & 
70 re stds for piotectron against radiation 

HOLLANO.RT Affiliation Not Assigned AA38 2 0704 86/09/23 Docketing & Serv- 
ices 8 ranch Ip 61864 060 61064 088 

->9204200096 Coinmont on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39,40, 50,61 & 
70 ra stds for proleclion against radiation 

WiLL,D Affiliation Not Assigned AA38 2 0015 06/10/12 Office of the Secrotary of 
the Commission Ip 61864126 61064 126 

->9204200098 Comment on proposed rules 10CFn2. 19, 20.30.31 ,32,34.35,39.40, 50,61 & 
70 ra stds for protection against radiation Opposes rule 

WELCH.M Redwood Alliance AA3Q-2 0766 06/04/29 Docketing & Services Branch 
6pp 61864 059-61864 064 

»92042900'99 Comment on proposed rules 10CFR2, 19, 20,30,31 ,32,34.35439,40, 50,61 & 
70 ro sids for pro loot ion against radiation 

GIORQI.FJ Affiliation Not Assigned AA36 2 0785 86/09/24 Docketing & Services 
Branch 1p 61864 009 61864 089 

“9204290101 Comment on proposed rules 10CFR2,19,20.30,31»32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation 

HALBERG.Q Affiliation Not Assigned AA30-2 0818, 86/10/12. Office of I he Secre- 
tary of the Commission Ip 61864 127 61064,127 

«B20 4290102 Commenl on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34,35, 39, 40, 50,61 & 
70 ra slds for protection against radiation 

KARPEN.LR Affiliation Not Assigned 50FR61002. 06/09/26 Docketing & Services 
Branch Ip 61864 090 61664 090 

“9204290104 Commsnl on proposed rules 10CFR 2, 19,20,30,31.32,34.35,39,40, 60,61 & 
70 ro stds for proteclion against radiation Opposes rule 

TANASE.J Affiliation Not Assigned /VA3Q 2 0767 86/05/03 Docketing & Services 
Branch Ipp 6t664 065 61864 065 

“9204290105 Comment on proposed rulos 10CFR2,19, 20, 30, 31, 32,34, 35,39,40, 50,61 A 
70 re stds for protection against radiation 

• Affiliation Not Assigned AA3a>2 0817, 86/10/15 Office of the Secretary of Ihe 
Commission Ip 61864120 61864 128 

“9204290109 Commenl on proposed rulos 10CFR2, 10.20, 30,3 1,32,34, 35, 3 9,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SAEMANN,J Affiliation Not Assigned AA38 2 0768 80/05/05 Dockaling & Services 
Branch Ipp 61G64'066 61864 066 

“0204200112 Comment on proposed rules 10CFfl2, 19, 20,30,3 1,32,34,3 5,39, 40, 50,61 & 
70 re stda for proteclior) against radiation Opposes rule 

LADD.I Affiliatio/i Not Assigned AA38>2 0769 80/05/06 NRC ■ No Oolatled Affill 
ation Given 2pp 61864 087-6 1064 068 

“9204290117 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for proteclion against radiation 

CHRISTIANO.T Affiliation Not Assigned AA3 8-2 0818 86/10/16 Office of fho Secre- 
tary of the Commission Ip 61864 120 61864 129. 

“9204200132 Comment on proposed rulos 10CFR2,10,20, 30, 31, 32,34,35, 30, 40. 60,61 A 
70 re stds for protection enalnst radiation Opposes rule 

MCCULtOM.W Affiliation Not Assigned AA30 2 0810, 86/10/14 Office of the Socre* 
lary of the Commission Ip 61804 130 61864 130 

“9204290136Comnriontonproposodrul08l0CFR2,10,20,30,31,32,34.36,39,40,50,618i 
70 re slds for proteclion against radiation Opposes rule 

WEt-LMAMGA Affiliation Not Assigned A/\38 2 0820 86/10/16 Office of the Secra. 
tary of the Commission ip 61664'i31>61Q64 131 

“9204290138 Comment on proposed rules 10CFR 2, 19, 20,30, 3 1,3 2, 3 4. 3 5,39.40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

WELLMAN, CS Affiliation Not Assigned AA30-2 0821 88/10/16 Office of lha Socre- 
lary of the Commission Ip 61864 132-61 064 132 

“9204290140 Comment on proposed rulos 10CFR 2, 19, 20, 30, 3 1,3 2, 3 4. 3 5, 30.40, 50,61 a 
70 re stds for protection against radiation 

• AMill alien Not Assigned, AA38 2 0822. 68/10/17. Office of the Secretary of the 
Commlsslcn ip 61064 133 61864-133 

“0204290144 Comment on proposed rulos lOCFfl 2, 19 , 20, 3 0,3 1.32, 34, 3 5, 39, 40, 60,61 & 
70 re stds for protection against radiation. 

SEPULVEOA.M, Affiliallon Not Assigned. AA38-2 0787. 86/09/20 Docket ing & Serv- 
ices Branch 1 p. G 1 a 64 091 -6 1 004 001 

- 029429O145 Commenl on proposed rulos 10CFR 2, 19, 20, 3 0,3 1,32, 34, 3 5, 39, 40, 60,61 & 
70 fo stds for protection against radiation Opposes rule. 

DALTO.C A Affilialion Not Assigned AA3B-2 0823 86/10/17. Office of the Secrelary 
of Iho Coni mission Ip 61B64 134 61884 134 

“9204290147 Comment on proposed rules 10CFR2,19,20,30,31,32,34,a5,39,40, 60,81 & 
70 re stds for protection against radiation 

RAYNIS.S Aftillation Not Assigned, AA38-2 0788 89/09/20. Docksllng & Services 
Branch, Ip. 61Q64 092-61 864 002 

“92042901 52 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 3 4, 35, 3 9, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

SIMKINS,A. Affiliation Not Assigned. AA38-2 0824. 06/10/17 Office of the Secretary 
of the Commission Ip 61804.135-61864.135 

“9204290155 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 3 2, 3 4, 3 5, 39, 40, 50.61 & 
70 ro slds for protection against radiation 

SALITAN,L.F Center for harm & Food Research, Inc. AA3B-2 0789 06/09/1 S. Dock- 
alins & Services Branch ip 61064 093 61864-093 

“02942001 67 Comment on proposed rulos 10CFR2, 19, 20.3 0,3 1,32, 34,3 5,36.40. 60,61 & 
70 re 8ld8 for protection against radiation 

ROflERTSON.E Affiliation Not Assigned AA3B-2 0790. 86/09/26. Docketing 4 Serv- 
ices Branch ip. 61664:094-61864 094 


“9204290160 Comment on proposed rulos 10CFR2. 19, 20, 30,3 1,32, 34.3 5,39, 40, 50,61 & 
70 re slds for protec Iron against radiation 

GUNSELMAN.D J Affiliation Nat Assigned AA38 2 0791 86/09/29 Docketing & 
Services Branch tp 61664 095 61864 095 

“9204290165 Comment on proposed rulos 10CFR 2. 19. 20, 3 0.3 1,32.3 4, 3 5, 39 ,40, 50,61 & 
70 re stds for protection against radiation 

GITCHEL.,B A Affiliation Not Assigned AA3a-2 0792 66/09/24 Docketing & Sen/ices 
Branch Ip 61864 096 61864 096 

“9204290189 Comment on proposed rules 10CFR 2. 19,20,30,31 .32.34,35,39.40. 50,61 & 
70 re stds for protection against radiation 

SMITH rOWfsI.M W Atfiliatian Not Assigned AA38 2 0793 88/09/30 Dockellng & 
Services Branch Ip 61864 097 61864 097 

“9204200172 Comment on proposed rules 10CFR 2, 19. 20, 30, 3 1.32, 3 4, 3 5, 39. 40. 50.61 & 
70 re slds for protection against radiation 

LADRADOR.T E Affilialion Not Assigned AA38-2 0794 86/09/30 Dockeing & Sgtv- 
j cos Branch Ip 61864 098 61864 098 

“'02(J429O175CommGntonproposQdfut0s1OCFR2,l9.2O,3O.31.32,34,35.39,4O,5O,61& 
70 re stds for protection against radial ion 

EDWARDS.F H Affiliation Not Assigned /LA3Q-2 0795 86/10/02 Docketing & Serv- 
ices Branch Ip 61864 099 B1 064 099 

“0204290183 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34,35,3 9,40, 50,61 & 
70 re stds for protection against radiation 

COCHRAN.H Affiliation Not Assigned AA3B-2 0796 06/09/29 Docketing 5 Services 
Branch 3pp 61B64-100 61864 102 

“0204290184 Comment on proposed rules 10CFR2, 19,20.30,31,32.34.35,39,40. 50,61 & 
70 re 8lds for proteclion against radiation Opposes rule 

TURNER.Q AffilJat ton Not Assigned /\A3B-2 0825 86/10/17 Office of the Sec rotary 
of the Commission ip. 61864 136 61884:136 

“9204290106 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,81 & 
70 re stds fer protection ag&fnat radiation Opposes rule 

LAFPIN.B Affilialion Not Assigned AA3B-2 0826 86/10/17 Office of the Secretary of 
the Commission Ip 61864 1 37-61664 1 37, 

“9204Z90196 Commont on proposed rules 10CFR 2. 19.20,30,31,32.34,35.30,40, 50,61 & 
70 re stds for proteclion agaEnst radiation Opposes rule 

• Affiliation Not Assigned AA38 2 0027 66/10/17 Office of the Secretary of Ihe 
Commission 1p 61864 138 61864-139 

“0204290195 Commenl on proposed rules 10CFB 2, 19.20,30.31.32,34,35,39,40, 59,61 6 
70 ro aids (or proteclion against radiation 

ZEIGLER.M Affiliation Not Assigned AA39 2 0635 86/10/15 Office of the Secretary 
of Iho Commission Ip 61064 146 61884 146 

“9204290200 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,3 4.35 ,39, 40. 69,61 & 
79 re slds for protection against radiation 

VALDINI.M. Affiliation Not Assigned AA38 2 0797 86/09/29 Docketing & Services 
Branch 4pp 61864 103 61864 106 

“9204299202 Cemmentonpropo5adru[es1OCFR2,10,20, 30,31, 32,34.3S)39,40,50,61& 
70 re stda for protection against radiation Opposes rule 

STAPLETON, J Affiliation Not Assigned. AA3B 2 0836 86/10/07 Office o1 the Secro 
taryof tha Commission Ip. 81884 148-61864 146 

“92O420O2O6Commentonproposodrule8 10CFR2, 10, 20, 30,31,32,34,35, 39,40, 50,61 & 
70 ro aids for pro toe lion against radiation 

YOUNGER, P. Affilialion Not Assigned AA3 8 2 0798 86/10/03 Docketing A Sarvicoa 
Branch Ip 61064-107-61864 107 

“9204200209 Comment on proposed rulos 10CFR2, 19, 20. 30, 31 .32, 34, 35, 39, 40, 60,61 & 
70 ro stds for protection against radiation 

HORNUNG.T. AffiBiation Not Assigned AA3B-2 0837. 86/10/11 NRC - No DolalSed 
Affilladon Given Ip 61884 149-01864 1 49 

“9294200211 Commont on proposed rules 10CFR2,1 0,20,39,3 1,32 ,34.35^39,4 9, 60,61 & 
70 ro stds for protection against radiation. 

MCKENNEY.L. Affiliation Not Assigned AA38 2 0799 86/09/29 Docketing & Serv- 
ices Branch. 1p 61864 108 61684 108 

“9204200212 Comment on proposed rules lOCFR 2, 19, 20.3 0,3 1,32, 34 ,35, 3 9.40, 50,31 8i 
70 ra stds for proleclion agalnsl radial ion .Opposes rule 

LININHAN.T Affiliation Not Assigned. AA38 2 083 B. 86/10/20 Office of the Secrelary 
of the Commlsaion Ip 61864.150 61864 150 

“9294290215 Commar^l on proposed rules 10CFR2,1 9, 29,39, 3 1,32, 34.35.39,49, 50,61 & 
70 ra elds for prolaclion agalnsl radiation 

PASFIELD.FM Affilialion No! Assigned AA38 2 0800 88/OD/2B Dockellng & Serv- 
ices Branch. Ip. 91864:109-61884-110 

“9204290218 Comment on proposed rules lOCFRZ.1 9,20,30,3 1,32,34,35,39.40. 50,61 & 
70 re slds for protection agalnsl radiation, Opposes rule 

STONC.E.F. Affiliation Nol Assigned AA3e-2 0828. 86/10/20. Dockoimg & Services 
Branch 1pp. 61064 130-61664 138, 

“9204200221 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32, 34, 35.39 ,40, 50,61 & 
70 ro slds for proleclion agalnsl radiation Opposes role 

‘ Concerned Cillzens of Geauga County, OH AA3B-Z 0039. 06/10/14 Office of the 
Secretary of the Commission. Ip 61864.161-61864:161 

“0204290223 Commont on proposed rules 10CFfl2, 1 9.20,30,31,32,34,35,39,40. 59,61 & 
70 re stds for protection against radiation 

BLACKBERRV.B. Affiliation Not Assigned AA38'2 0802 66/10/93. Dockatlng & Soiv- 
icGs Branch 1 p. 6 1 804:1 1 1 -61 864:1 11 

“9204290226 Comment on proposed rules 10CFR2, 19,20 ,30,31 ,32,34,35.30,40. 50,61 & 
70 re aids for protection against radia II on .Opposes rule. 

STAPLETON.S. Affiliation Not Assigned. AA38-2 0040 66/10/07 Office of the Socre- 
taiy of the Commission ip 61864:162-61864 152 
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0429022 7 Co^nment on proposed rules 10CFH2, 19.20, 30*31, 32.3 4, 35, 39.40, 50,61 & 
70 re sids for protection agair^sl radiation Opposes rule 

MOSS.K Affiliation Not Assiorod M30 2 0B2B 06/10/20 Doclcoling a Services 
Branch fpp 61864 140 61864 UO 


■'9204290312 Com menl on proposed rules 10 CFR 2 , 1 9,20,30,31 .32,34,35,39.40, 60,61 
70 re sids for proleclion against radiation Oppose rules , . ^ , 

SMITH, SJ Affilialton Not Assigned AA38-2 0831 06/09/11 ZECH.LW CommissiH 
eis (Post 750119) ip 61863 016 61663 016 


—9204290259 Co mm ant on proposed rules 10CFH2.1 9.20, 30,3 1,32, 34.35, 39,40, 50,61 & 
70 re slds for protection against radiatdon 

KELLY .J AUillation Not Aasignorf AA30 2 0803 86/09/28 Docketing a Services 
Branch Ip 61BB4 112 61064 112 


-920429031G Comment on proposed rules 10 CFn 2 . 19,20.30,31,32,34,35,39,40, 50,01 
70 re slds for proleclion against radiation Opposos rule ^ 

COUUADES.J Affiliation Not Assigned aA3Q-2 0054 86/08/21 Dockolmg a Se 
ices Branch Ip 61864 167 61864 167 


—9204260230 Comment on proposed rules 10CFF12, 19,20, 30,31, 32, 34. 35,30, 40, 50,61 a 
70 re aids (or proleclion against radiation Opposes rule 

STAPIETON.J T Affiliation Not Assigned AA38-2 0841 86/10/07 Olfice of Iho Sec 
rotary of Ihe Commission Ip 61064 153 61864 153 


—920429-0319 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39,40, 50,61 
70 ro atds for protection against radiation Opposos rule 

BRADLEY, M Affitialion Not Assigned AA30'2 0DS5 86/00/27 Docketing & Servac 
Branch Ip 61B64 168 61B64 168 


-9204290232 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,3 4, 35,39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

BURLING, -Gw. Affiliation Not Assigned AA38 2 0942 86/10/14 Office of Iho Secre 
tary of the Commission Ip 61864 154 61884,154 

-9204290235 Comment on proposed rules 10CFR2,1 0,20, 30, 31, 32,34.35.30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

RUNN10N,M Affilialion Not Assigned AASB'? 0030 86/10/20 Dockolmg & Sonrlcos 
Branch Ipp 61864 141^61004 141 

-9204290237 Comment on proposed rtles 10CFft2, 10,20,30.31, 32, 34, 35 ,39, 40, 50,81 & 
70 re slds for proloction against radiation 

OWENS, M Affilialion Not Assigned /tA38‘2 0804 66/10/07 Docketing & Services 
Branch fp 61664 113 61864*113 

—9204290230 Comment on proposed rules lOCFRa, 19.20, 30, 31, 32, 04, 35, 30 ,40, S-0,61 & 
70 re slds for protection against radiation Opposes rule 

CQLANDRA.A Affiliation Not Assigned AA38*2 0843 89/10/14 Office of the Sacre- 
tary of the Commission 1p 61864 155 61664 155 

-9204290240 Comment on proposed rutas 10CFR2,19,20, 39, 31, 32, 34, 35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rules 

RICHARDSOHP Aifilfallon Not Assigned AA3a.2 0623 66/00/09 Dockoling & Sarv 
ices Branch Ip 61063 006 61863 006 

-9204290244 Comment on proposed rufes 10CFR2, 19,20, 30,31, 32, 34, 35, 30. 40, 60,61 A 
70 re atds for protection against radiation Opposos rule 
' FOX.H A Affilialion Not Assigned AA38 2 0831 86/10/20 Docketing & Sorvices 
Branch Ipp 61864 142*61864142 

-9204290247 Comment on proposed rulas 10CFR 2,1 9, 20,30,3 1,32,34 ,35,39,40, 50,61 a 
70 re stds for protection against radration 

BOERRIGTER.E AffLlialion Not Assigned AA3a 2 OB44 06/10/20 NRC - No Detailed 
AflJlIalion Given Ip. 61664 156'610e4 156 

-9204290249 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34.35,39,40, 50.61 & 
70 re stds for prelection against radiation Oppose rulos 

^ Affiliation Not Assigned AA38'2 0624 06/09/16 DocKollng & Services Branch Ip 
61063 00 7 61863 007 

-920429(I2&2 Comment on proposed rules 10CFR 2, 10, 20, 30, 31, 32, 34, 35, 39, 40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

0'NEIL,n A Affilialion Not Assigned AA30'2 0832 66/10/20, Docketing & Sorvices 
Branch Ipp 61684 143 61864 143 

-0204299257 Comment on proposed rules 10CFR 2. 10,20, 30,31, 32,34,35,39, 40, 50.61 & 
70 ro slds for protection agalnsl radlallon Opposes rules 

STRAW,JD Affilialion Not Assigned /U\38'2 0625 66/09/02 Oockollng & Services 
Branch Ip 61883 000 61063008 

-9204290268 Comma nl on proposed rules 10CFR 2,1 9,20, 30, 31, 32, 34,35,39,40, 60,61 & 
70 re stds for proleclion against radiation Opposes rule 

O'NEIL, FE Affiliation Not Assionod AA38'2 0833 66/10/20 Docketing a Services 
Branch 1pp 61084-144 61664 144. 

-9204290265 Commer^ ton proposed rules 10CFn2,19,20, 30,31, 32,34,35,30, 40, 60.61 & 
70 ro aids for proleclion against ladialien Opposes role 

LEWANSKf.J. Affilialion Not Assigned AA3Q 2 0834 06/10/14, Docketing A Soivlces 
Branch 1pp. 61664 14S 61664 145 

-9204290273 Comment on proposed rules 10CFR2,ie. 20, 3 0,3 1,32,34,35.39, 40, 50.61 A 
70 re sfds for protection against radiation 

ROSE.WT Afliliallon Nol Assigned AA30-2 0645 66/10/10 Olfice ol the Secralorv 
of the Commission, Ip 61 084,1 GZ-e 1064 167. 

-9204289293 Comment on proposed rulos 1f)CFR2,1 9, 20,30.3 1,32,34, 35, 39, 40, 60,61 A 
70 re stds for protection againsi radiation 

AVERY Affilialion Nol Assigned AA30'2 0046 86/10/20, Office of Iho Secrelarv of 
the Commission Ip 61B64-i6Q^61864:l60 

-9204290296 Commenl on preposod rules 10CFR 2,1 0,20,30, 31, 32, 34 ,35,39,40, 50,61 A 
70 re Bids for proleclion agalnsl radiation Oppose rulos, 

MELILLO.D Afiillaion Not Assigned AASB-B 0626 66/09/18 Dockoling & Services 
Branch ip 61863 000 61663009 

-9204290297 Comment on proposed rules 10CFR2, 19.20, 30.31.32, 3 4. 35,30.40, 50,61 A 
70 re stds for protection against radiation. 

BISHOP.OA Affiliation Nol Assigned AA30 2 0627. 86/09/09. Docketing A Services 
Branch 2pp 61863,010 61083,011. 

-9204290301 Comment on proposed rulos lOCFR 2, 10,20,30, 31. 32.3 4.35.39, 40, 50,01 A 
70 re stds for protection against rad I alien Oppose rulos 

* AlfjIfaUon Nol Assigned AA3a-2 0820 86/09/10. Docketing A Sorvices Branch, ip 
61063 013 61863 013 


—9204299323 Comment on proposed rules 1OCFR2,10, 20, 30.31. 32.34, 35,39, 49, 50,61 
70 re stds for protection against radiation Opposes rule 

DARLtNG,D Affiliafpon Not Assigned AA30 2 0856 06/06/25 Dockoling A Sor^c 
Branch Ip 61864 169 61864 168 


-9204290327 Commonl on proposed rules 10CFR2, 19,20, 30.31, 32,34, 35,39, 40, BO, 61 
70 re aids lor protection against radiation 

KLUGE.H Lakeland Audubon Society, Inc AA38 2 0632 68/09/10 Dockoling- 
Sorvices Branch 4pp 61863017-61663 020 


-9204290329 Comment on proposed rulos 10CFR2,19,20, 30, 31 ,32,34,35,39,40, 50,61 
70 re stds for proteciton against radiation 

LAFORGE,J Affiliation Not Assigned AA30 2 0805 86/10/01 Docketing A Servic 
Branch Ip 61864 114 61864 114 

“9204290329 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39,40, 50,61 
70 re atds for protection against radiation Oppose rules 

ZWIN.PW Affilialion Not Assigned AA3B 2 0633 86/09/18 Docketing A Servic 
Branch Ip 61863 021*61663 021 


-9204290331 Comment on proposed rules 10CFR2, 19, 20 ,30, 3 1,32, 34,35,39, 40, 60,61 
70 ra aids for proleclion against radiation 

STONE.CE Affiliation Not Assigned. 60FR519D2 86/10/06 Docketing A Servic 
Branch 1p 61864 115 61864 115 


-9204290332 Commonl on proposed rules 10CrR2, 10, 20,30,31 ,32,34,36,39,40, 50,61 
70 ro stds for protection against radiation Opposes rulo 

ZWIN.PT Affiliation Nol Assigned AA38-2 0634 88/09/18 Dockoling A Sofvic 
Branch Ip 61863.022 61863 022 


-9204290341 Commonl on proposed rules 10CFH2, 19, 20,30,3 1,32, 34,35,30,40, 50.6' 
70 ro stds for protection against radiation Opposos rulo 

LOHR.L Affiliation Not Assigned AA36 2 0857 86/08/25 Dockolmg A Servic 
Branch Ip 61064.170 61864 170 


-9204290342 Comment on proposed rules 10CFn2,ie.20.30,31 ,32,34 ,35,39,40, 50,61 
70 re stds for proloction against radiation 

ADAMS, M Affilialion Nol Assigned AA38*2 0808 86/10/01 Dockoling A Sorvlc 
Branch 2pp, 61864 117-61864 1 18 


■9204290344 Commonl on proposed rules 10GFR2,19-,20,30,31,32,34,35,39,40, SO, 8 
76 ro stds for protection agalnsl radiation 

WESTFALL.R G Affiliation Nol Assigned AA38*2 0647 06/09/20 Office of Iho & 
relary of the Commission. Ip 61864 159 61064 159 


■9204290347 Comment on proposed rules 10CFR2,1 9,20.30,31 .32,34,35,30,49, 59,6 
70 ro slds for proleclion against radiation 

PIEPER.C. AlfliiaUon Not Assigned AA30 2 0048 06/09/02 NRC ■ No Dololled Al 
allon Given, Ip. 61864 160-61864 160 


■9204299350 Comment on proposed rules 10CFR2, 19, 20.3 0,3 1,32, 34, 35, 39,40, 60,6 
70 re stds for protection against radiation Opposos rule 

GOLD0ERG.MC Affiliation Nol Assigned AA30*2 0849 86/06/25 NRC * No I 
tailed Affilialion Given Ip 61864 161*61864:161 


-9204299362 Comment on proposed rules lOCFR?, 19,20,30,3 1,32, 34.35, 39.40. 50,6 
70 ro atds for prelection against radiation Opposes rufo 

SCHNEIDER, C House of Rep AA3D-2 0858 06/09/10. ZECH.L W Commission 
(Post 760119) Ipp 61964 171-61064 171 


-9204299357 Comment on proposed rules 10CFR2, 19,20, 3 0,3 1,32, 34, 35 ,39,40, 50,6 
70 re slds for protection against radiation 

SCHROEDER,H.A Affiliation Not Assigned AA3G-2 0B50. 86/09/02 NRC * No I 
tailed Affiliation Given Ip 61864*162 61664 162 


-9204290361 Commenl on proposed rulos 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,6 
70 re stds for protection against radiation, Opposes rule 

HALVORSOM.A AffiliatEon Not Assigned AA38-2 0959. 86/08/25 Docketing A Sc 
ices Branch 1p 61864.173 61864 173 

-9204290362 Comment on proposed rules 10CFR2,1 0,20,30,31,32.34.35.39.40, 50,6 
70 re stds for prelectfon against radiation 

PULS.M Affifiallon Nol Assigned. AA90-2 0851. 89/09/01 Office of the Sociolaiy 
Ihe Commissfon Ip 61864 163*61864 163 

-9204290364 Comment on proposed rufes 10CFR2, 19, 2 0,30, 3 1,3 2,3 4,35 ,39,40, 50,0 
70 re stds for protection against radiation Opposes rule 

DAVfS Affiliation Not Assigned AA3B*2 0860 66/06/26 Docketing A Sor^- 
Branch 1pp. 61864-174 61864 174 


-9204290303 Comment on preposod rnfas 10CFR2, 10.20,30, 31,32, 34, 35,39, 40, 60,61 & 
70 re stds (or protoclEon agalnsl radiation Oppose rules 

CUNNINGHAM, V. Affilialion Not Assigned 6<FR51B02 80/09/16 Dockollno A Sorv 
fees Branch Ip 61863 014 61663 014. 


-9204290365 CGinmdnt on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,30,40, 60,6 
70 re Bids for protection agalnsl radiation 

FLECK, M Affiliation Nol Assigned AA3B 2 0852 89/08/30 NRC * No Detailed A 
afion Given 2pp 61064-164 61864.165. 


•9204290307 Commenl on proposed rules 10GFR2.1 9,20. 30,31, 92, 34, 35,39,40, 50,61 & 
70 re filds for prolectfon against radiation Oppose rules 

PECK,H Affiliation Not Asslgr^ed SQFR51902, 86/09/12 Docketing & Services 
Branch Ip. 61663 015 61663015, 


-9204290373 Comment on proposed rules 10CFR2, 19,2 0,30,31 ,32,34,35,36,40, 50.6 
70 re stds for proleclion against radialion 

^ Affiliation Not Assigned AA38-2 0853 96/00/29, Office of the Secretary of 
Commlsslorr Ip. 61064 166-61864 168 
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“9204290375 Comnnenl on proposed rules 10CFR2. 19, 20,30,3 1.32,34, 35.39, 40, 50,61 & 
70 ro Stefs for protection against radiation 

BEFG.W Affiliation Not Assigned AA30-2 0809 86/10/08 Docketing & Services 
Branch Ip 61864 119 61864 119 

“9204290378 Comment on proposed rules 10CFR2, 19.20, 30.3 1,32.34,35, 39.40, 50,61 & 
70 ro slds for protection against radiation 

BERNSTEIN, R Texas. State of AA3B-2 0861 86/08/26 Docketing & Services 
Branch tpp 61864 175 61864 175 

“920429O3B0 Comment on proposod rules 10CFR2,1 9,20,30.31 ,32.34.35,39.40, 50,61 & 
70 fp stds for protection against radiation 

SUiECKU Affiliation Not Assigned AA3B-2 0810 86/10/09 Docketing & Services 
Branch Ip 61864 120 61864 120 

“-9 204290387 Commenl on proposod roles 10CFR2, 19.20,30,3 1,32,34.3 5,39, 40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

MAIO.K Affiliation Not Assigned AA3G-2 0869 86/10/06 NRC - No Detailed Affili 
alion Given 1p 61664 201-61864 201 


-9205130014 Forwards draft rev to 10CFR20 for review & comment Response request- 
ed by 8aoil3W/o end 

NUSS9AUMER.D A Assistant Director for State Agroemants Program AA36 2 87/ 
12/23 Arhiiatlon Not Assigned Ip 61846 318 61646 316 

-9205090156 Submits list of five items re draft SRM on Pari 20 Implementation dates 
MORflIS.B NRC - No Dolaited Affiliation Given AA30 2 0876 90/10/26 COOL.D 
NRC - No Dotallod Affiliation Given 40pp 61856 280 61656354 

—9204230326 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34 ,35, 39, 40. 50,61 & 
70 ro slds for protection against radialton Opposes rule 

PLATOV.M Affiliation Nol Assigned AA30-2 06/05/04 Office of Iho Secretary of the 
Commission Ipp 61661 167-61861 167 

-920423033B Comment on proposed rules 10CFR2,1 9,20,30, 3 1.32, 34, 35, 39.40, 50,61 & 
70 re elds tor protection against radiation 

DRUM.DE Brigham & Women’s Hosp, Boston, MA AA3B-2 86/05/12 Docketing & 
Services Branch Gpp 61861 190-61861 195 


“9204290393 Comment on proposod rules 10CFR2, 19,20, 30,31 ,32,34,35,39,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

WILLIAMS.MC Affiliation Not Assigned AA3a-2 0862 86/08/19 Docketing & Serv 
ices Branch 18pp 61664 176 Q 1864 193 

“9204290395 Comment on proposod rules 10CFR2,1 9,20,30,31 ,32.34.35,39,40, 50,61 & 
70 ro stds for protection against radiation 

PEDERSEN.G Affiliation Not Assigned AA38-2 0870 86/10/09 Office of the Secre 
lary of the Commission Ip 61fl64’202 61664’202, 

“9204290401 Comment on proposed rules tOCFR2, 19,20,30,31,32,34.35,39,40, 50,61 & 
70 re atds for protection against radiation Oppose rule 

GOODE, M Affiliation Not Assigned AA30'2 0871 88/10/06 Office of the Secrelary 
of the Commission Ip 61864 203-61864 203 

“9204290405 Comment on proposod rules 10CFR2, 19,20,30,31,32,34,36,39,40, 50,61 & 
70 ro stds for protoclion against radiation. Opposes rule 

SKIBBEE.PL Affiliation Nol Assigned AA3 8-2 0863 06/10/10 Docketing & Services 
Brooch Ip 61864 194 61864 194 

“9204290409 Comment on proposed rules 10CFR2. 19,20,30,3 1,32,34,35,39.40, 50,61 & 
70 re stds for protoclion against radiation Opposes rule 

OWEN.B Affl^atlon Not Assigned AA38 2 0864 86/10/09 Docketing & Servicos 
Branch Ip 61864 105-61864 195 

“9204290411 Comment on proposed rules 10CFR2, 19,20,30.3 1,32,34, 35,39,40, 60,61 & 
70 re slda for protection against radiation 

BRENNER.RA Affiliation Not Assigned AA36.2 0072 86/09/06 NRC - No Dotaliod 
Affilfadon Gwen Ip 61864 204-61864 204 

“9204290413 Comment on proposed rules 10CFR2,19, 20,30, 31, 32,34,35, 39,40, 50,61 & 
70 ro slds for protection against radiation Opposos rule 

• Affiliation Not Assigned AA38-2 0865 86/10/15 Docketing & Services Branch Ip 
61664 196 61664 1 96 

"9204 2 904 14 Commenl on proposod rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

WARTIN.C Affiliation Not Assigned AASO 2 0873 86/10/06 NRC - No Delailod Aflill- 
allon Given 1p 61664 205 61864 205 

"9204290418 Commenl on proposod rules 10CFR2, 10,20, 30,3 1,32,34, 35,39, 40, 60,61 A 
70 re stds for protection against radiation 

HICKMAN, J B Affiliation Not Assigned AA38-2 0074. 06/10/06, Office of Iho Secro* 
taiy of the Commission Ip 61864 208 61864 245 

"9204290420 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39,40, 60,61 A 
70 re slds for protection against radiation Opposes rule 

JOHNSON, E. Affiliation Nol Assigned AA38 2 0866 06/10/09 Docketing A Servicos 
Branch. Ipp 61864 197 81864 107, 

"9204290425 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39,40, 60,61 A 
70 re stds for prolecnon against radial ion. Op poses rule 

^ Alfilfatbn Not Assigned /VA30-2 0867 86/10/16 Docketing A Servicos Branch Ip 
61664 199 61B64 109 

"9204290431 Comment on proposed rules 10CFR2, 19,20,30,31.32,34.35,30,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule, 

LORD.W S ATfillalion Not Assigned AA3Q-2 0868, 66/ 10/ 15 Docketing A Services 
Branch. Ip 61864 200 61884 200 

"9204300265 Discusses Commission mooting on finalization of radiation stds 
D'ARHIGO.D. Nuclear Information A Resource Service /^A30-2 0802 80/11/28, 
ZECH.L Commissioners (Post 7601 19f. Ip 81884 263 81064 253 

— 92051 1020B Comment on proposed rules 10CFR2, 19,20,30.31,32.34,35,39,40, 60,61 A 
70 re stds for protection against radiation 

KOCHERY,I.A Affiliation Not Assigned 60FR61992. 86/05/13. Docketing A Services 
Branch Ip 61071 211-61071*211 

-9206110209 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39.40, 60,61 A 
70 re elds for prolecllon against radiation S imports rules 

POTOCIK.DP Affiliation Not Assigned. 50Fn51992 86/05/13 Docketing A Services 
Branch Ip 61071*212-61071.212. 

-9205110211 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35,39.40, 50,61 A 
70 re stds for protection against radiation 

HERD.E. Affiliation Not Assigned 60FR51992, 06/05/16 Docheling A Services 
Branch. Ip. 01871,213 61071 213. 

-9205110216 Comment on proposed rules 10CFn2, 10,20, 30, 3 1,32,34,36, 39,40, 60,81 A 
70 re atds for protection against radiation. 

STRONG.tr Washington, Slate of 50FR51992 B6/05/12. Docketing A Services 
Branch. Ip. 61071 214 61871 '21 4 

"9205110220 Comment on proposod rules 10CFR2,1 0,20,30, 3 1,32, 34,36, 39 ,40, 50,61 A 
70 re slds for protection agolnsl radiation ^ 

HORVATH.KJ. Affiliation Not Assigned 60FR51992. 66/05/15 Office of Iho Secre- 
tary of the Commission Ip 61071 216-61871.216 


-8408310086 Recommends RES change specific requiroment of 10CFR20,App A re 
respiratory regulation Requirement should bo more genenc A loss prescriptive 
BAER,R L Engineering A Generic Communications Br.DIv Emerg Prep A Erigineering 
Response, IE AA38-2 84/08/27 ALEXANDER.R E Occupational Radiation Protection 
Branch 3pp 61843 292-61043 296 

"8604220322 Comments on draft Part 20, Subpart H Existing basis for good 
equipment, coupled w/recommanded beard prohibition, should continue to be funda- 
mental 

BAER.R L Engineering A Generic Communications Br.DIv Emerg Prep A Engineering 
Response.tE M38-2 05/04/11 MII-LS.W Health Effects Branch 0pp 61043 296- 
61843.304 

“8508020278 Comments on proposed rule 10CFR2O re applicability during 
emergoncios Disagrees w/RES position of Section 20 9, "Conditions of Exposure 
Changes in wording needed, including definition of "emergency" Agrees w/basic 

BAER.R I Engineering A Generic Communications Br.DIv Emerg Prep A Engineering 
Hesponse.lE 66FR23360 05/07/26 ALEXANDER.R Health Effects Branch. 4pp 
61043 305-61843-307 

“0602120515 Informs that staff will be reviewing proposod rev to 10CFR20 during com- 
ment period Region I should undertake similar review 

PARTLOW.JG Div of Inspection Programs,! E {05021 2-8704 13| 06/02/05 

MARTIN.TT Region 1 (Post 020201) 2pp 61842 204-61842 265. 

“8603240347 Forwards proposed rev to 10CFB20, "Stds for Protection Against Radi- 
ation," to flid fn dovGlopmanl of radiation protection procedures, per 860124 
request Copy of draft regulaflons requested W/o end 

ALEXANDER.R E Office of Nuclear PogulalofY Rosearch, Director (Pre 860720) 06/ 
03/03 VALENTIN.J Sweden, Govt of Tp 61842 287-61842 207 

“0603240369 SECV-OS 0<18 Provides backfit analysis for 10CFR20 proposed rule for 
Commidslon review A approval for publication In FR for public commenl 
STELLO.V Ofc of Iho Executive Director for Operations AA38-2 1116 86/02/10 
308pp 61840 319 61847 0 42 

"0603250208 Fonvards proposed rev to 10CFR20, "Stds for Protection Againsl Radi* 
alfon," per 060202 roquealRov believed to be consistent w/justification A oplimlza 
lion principles of Inti Commission on Radlolagical Prolaction 
ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pro 860720) 
AA38 2, 86/03/13 WARNECKE.E Germany. Federal Republic of. Ip 61042 339- 
61842 339. 


“0803260276 Advises that public mootings for proposed major rev to 10CFR20 will bo 
considered at close of public comment porioa to permit Incorporation of wrillan com- 
ments or structuring of appropriate agenda. ^ 

MINOQUE,R8 Office of Nuclear Regulatory Research, Director {Pro B00720J 
5eFR23360 06/03/12 GRACE, JN Region 2 (Post 020201) 2pp 61042 337- 


“8&03250295 Requests advico as to legal accuracy A significance of end ID Bross 
060224 Ur docketed as official Ilf Of comment on mafor rev to 10CFR20 published in 
FR on 060109 

ALEXANDER.n.E Office of Nuclear Regulatory Research, Director {Pro 860720) 
66Fn23360 86/03/10 QEGKER.J M Office of the Executive Legal Director (Pre 
860701) Ip 61842 327-61042 333. 

“8663250381 Informs of annual Independent regulatory review of rulemaking to revise 
10CFn20.Propo8od rule publislied In 860109 FR Review postponed until close of 
comm ontDoriod on 860512 ^ 

MINOQU^R B Office of Nuclear Regulatory Research, Director {Pre 060720) 06/03/ 
12 STELLO.V. Ofc of the Executive Director for Operations. 2pp. 61842 334 
61642 335 

“8605070430 Responds to questions In 860416 llr.Llcenseos expected to keep expo 
aurea to members of public below 0 1 rem/yr unless otherwise aulhorizod.Commeitts 
on pro-posod revs to l0CFn20 requested 

ALEXANDER.R E Radiation Risk Assessment A Management Branch (060326- 
860720) 66FR23360 86/04/22, MOBERQ.A.J. Newport News Shipbuilding A Dry 
Dock Co, Ip- 61843:005 61843:085 


“8605100527 Forwards commenta on proposed rev to 10CFR20, "Need for Change fn 


riQUiTOn v4U&iify 

PARTLOW.J G, DIv of Inspocllon Programs, IE (850212 870413) 56FR23360 86/05/ 
12 GOLLER^KR Division of Radiation Programs A Earth Sciences (840429 060720) 
6pp. 61843.28 6 81843 291 


>0011130377 Submits addi comrnonts on Subpart H of proposed 10CFR20 rev, includ- 
ing concerns w/loophole addressed In 860411 memo.uBa of protoclion factors A 
amergency use of respiretora ^ „ o r. , 

BAER.R L, Enolnoorfng A Genofic Communlcalions Br.Div Emorg Prep A Engineering 
Response, IE 56FR23360. 06/11/10. ALEXANDER.R E, Office of Nuclear Regulatory 
Research (Post 060720) 2pp. 61843 332-61843 346 



rtUNUULrrvc I cu 1 1 


-8701280265 Forwards Ofc of General Counsel 861020 & 6701 13 memos i© views on 
10CFn20 201(b) & 20 401 (Form 5) Info incorporaled in hsallh physics position 
(lie Revised d/aft info rioUce end w/6701 1 3 memo separately distributed 
CUNNINGHAM.L J Operating Reactor Program Br^Div of Ir^speclion Programs.lE 
(850212 370413) AA3e 2 67/01/21 SHANBAKY.M M Region 1 (Post 620201) 3pp 
61844 035 61844 050 

-8701280280 Responds la request for views on enforceability of 10CFR20 401 re 
whether regulation requires licensee to follow instructions on Form S Position taken by 
region in citing licensee for inadequate recording of doses supported 
UEBERMA-M.J Assistant Genera! Counsot for Enforcement AA38 2 87/01/13 
MCKEE, P F Operating Reactor Program Br.Div of Inspeclion Prog rams, IE <050212 
870413) 6pp 61644 040^61844 050 

“8704150098 Comments on draft EDO decision paper for 10CFR20 rulomakEng, per 
070331 memo Proposed Alternalivo 2 would nol achieve changes to P«irt 20 support- 
ed by maiority of alatf Sungosis that RES convene working group 
PARTLOW.JG Div of Inspection Programs, IE (B5021 2-8704 13) 07/04/10 

ALEXANOER,R E Safety Research Application Branch 1p 61B44 159 61044 219 

“8712100314 NENS/OSART/87/12 ''Oporelional Safety of Nuclear InsiallaUons " 

* International Alomlc Energy Agency 56FR26360 87/10/31 50pp 61850 027- 
61650 077 

-8802260117 Forwards comments of B71209 draft rev of 10CFR20 Concurs w/lan 
guage of proprosed rule, ponding resolution of commonls Proposed irulo adequate ro 
fospiratoiy protection program 

CONGEL.Fd Division of Radiallon Protection & Emergency Preparedness (Post 
870411) 56Fn23360 80/02/12 WORRfS.BW Division of Rogulalory Applications 
(Posi 870413) 9pp 61B46066 61846 074 

“8803210352 Forwards draft of rosponsos to help Part 23 working group respond to 
public comments in rospiratory protection area per H Paterson request 
WIGGINTON,J Office of Nuclear Reactor Regulation, Diroclor {Post 670411) 
56FR23360 88/03/17 ROECKLEIN.A Office of Nuclear Regulatory Research (Post 
860720) 3pp 61647 194-61047 207 

“8803360481 Informs that draft 10CFR20 rov reviewed by divs within NMSS & detailed 
comments provided to NMSS contact on Part 20 Working Group, per 671211 
request Ofc level concurrence should be on schedule for Apr 
CUNNINGHAM, RE Division of Industrial & Medical Nuctoar Safety (Post 870729) 
S6FR23360 88/l>1/2a MOHRIS.B OIIeco of Nuclear Rogulalory Hosenrch (Post 
860720) 2pp 61646 052-61846 052 

-6805250382 Advises of one significant conflict between 29CFR1010 134, ‘'Respifatory 
Protection'’ & oxisling draft Part 20 rospi/alory section NIOSH doos rot certify airlmo 
respirator for use In IDLH areas 

WIGGINTON,J Office of Nuclear Roactor Regulation, Director (Post 670411) 
66Fn 23360 88/05/18 PETERSON.H Office of Nuclear Regulatory Research <Posl 
860720) Ip 61846 036 61840039 

“8809220021 Forwards comments on review of lanouago of 10CFR20 mlomaking pack- 
age did 680026 

CUNNINGHAM,L J Radiation Protection Branch 56FR23360 88/09/16 

ROECKLEIN,AK Radiation Protection 8 Health Effects Branch 6pp 61848 206- 
61848 211 

“6809280100 Concurs in promulgation of draft rule as official emend to 10CFR20 
rulemakingSuggoslions for Improvamanl iransmltlcd under separate cover 
GILLESPIE, FP, Program Management, Policy Davolopmont & Analysis Staff fPost 
870411) 56FR233 6 0 8B/09/22 0ECKJORD.E S Office of Nuclear Regulatory Re- 
search (Post 860720), Ip 61646 214-61040 214 

“8809300170 Concurs w/rulemaking for 10CFR20 ponding resolution of Issues raised 
nor to transmittal to Commission 

HOWPSON.H L Office ol Nuclear Material Safely S Safeguards 6GFR23360 68/09/ 
21 BECKJORD.E S Office of Nuclear Regulatory Research (Post 660720) 2pp 
61848212 61848 213 

-0901300330 Requests that rag guldo on control of access 1o very high radiation areas 
be prepared, per SECY 88-315 

CONGEL,Fj Division of Radiation Protoctlon & Emergency Preparedness (Post 
070411) 66FR23360 89/01/13 GILLESPIE,F P Program Managomonl, Policy Devel- 
opment & Anaiysis Staff (Post 870411) 70pp 61051 OBI 61651 156 

“0902090466 FoArrards comments on rev of tOCFR 20 Comments both subslantive & 
edi tonal 

BECKER, JM Oiffce of the Genera! Counsel (Post 060701) 56FR23360 00/01/07 
MORRIS, 0 Division of Rogulatory Applications (Post 670413) 6pp. 61045 309- 
61845,314 

-9902270444 Disccuses procedure for control Img 8^ accounling for radiation oxposuro 
of NRG employees & con traders Although doses incurred by NRC employees well 
below regulatory limits guidance in Manual Chapter 0524 not being followed 
STELLO,V Ofc of Iho ExqcuIivq Director for Oporalions 56Fn23360 69/02/17 Com- 
missioners (Post 750119) aOpp 61051 239 61851 320 

“6903210080 Advises that 10CFR10 13 (q) doos not require reporting of bioassay data 
or other Info on Intakes of radioactive mail 

CUNNINGHAM,LJ Radiallon Protection Branch 56FR23360 89/03/13 

BELLAMY,RR Region 1 (Post 620201) 6pp 61852 055-61052 OSO 

“0904190297 Resporiids to 890126 memo re record relontion for ex-liconsee after li- 
cense has boon terminated Ex-lfcensoe not required to retain records undor Part 20 of 
NRC regulation or proposed regufations 

JEHLE,P Office of the General Counsel (Post 860701) 66FR23360 00/02/27 
MILLER,CL StandardizEliofi 6 Non-Power Reactor Project Directorate (070411- 
090729} 2pp 61852 042 61862 043 

-0905240500 Forwards draft notice to federal agencies w/NRC licensos re potential 
conflicting requiromanls between new federal guidance on occupational radiation con- 
trol & axis ling Part 20 requirements Comments by 070030 requested 
ALEXANDER, R E Radiallon Protection & Hoalth Effects Branch AA3a-2 07/00/26 
BROWNING, R E Division of High Lavef Waste Managoment (Post 070413) 7pp 
61844 350 61844 356 


“8006150045 Responds to 000517 request for review of end draft Commission paper 
ro 10CFR20NO legal objection to paper In order to inform Commission of author 
views, listed paragraph should be added at ond of Commission paper 
TREBY.SA Assistant General Counsel for Rulemaking & Fuel Cycle 56FR 23360 09/ 
05/22 BECKJORD.E S Office of Nuclear Regulatory Resaarch (Post 060720) Bpp. 
61853 023 61853 077 

“8906220065 Informs of NRR concurrence on Part 20 policy paper, per 890517 memo 
GILLGSPIE.FP Program Management, Policy Development & Analysis Staff (Post 
070411) 56FR23360 09/06/30 BECKJORD.E S Office of Nuclear Regulatory Ro- 
saarch (Post 860720) 21pp 61853 081-61853 121 

“8906290452 Advises that NMSS concurs W/10CFR20 policy paper re issues of alter- 
native molhods of assessing, recording & controltmg internal doses & inability of Lf re- 
covery facilities to comply w/App B values for Rn-222,per 890517 request 
BERNERO.RM Office of Nuclear Material Safety & Safeguards 56FR23380 09/06/ 
08 BECKJ0 RD.es Office of Nuclear Regulatory Research (Post 860720) Ip 
61853 24 0 61053 250 

“6910120217 Discusses proposed reg ouides to suppi revised 10CFR20.per 890305 
memo Fuel cycle guide warranted & development supported Reg guide lor mails li 
censoes would not be of great utility 

CUNNING H AM, R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
56FR23360 09/09/20 MORRIS,0 M Division of Regulatory Applicallons (Post 
070413) Ip 61854 075 61854 075 

“8912220043 Forwards draft memo ro applicability of 10CFR20 to occupational radi 
allon exposures resulting from radon & radon progency at nuclear power plants 
CUNNINGHAM, LJ Radiation Protection Branch 56FR23360 89/12/14 HICKEY,J W 
Oporations Branch 19pp 61B54 322 61854 342 

“9003060277 Provides comments on memo for NRC regions re applicability of 
10CFR2a to occupational radiation exposures Radon & radon progeny are nalurali 
background sources unless from radioactive decay of licensed mall within 10CFR2Q 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle 5SFR23360 90/ 
Ot/25 CONGEL,FJ Division of Radiation Protection & Emergency Proparednoss 
(Post 070411) lipp 61055 016-61055 028 

“0005210135 Forwards comments on review of draft radiation protection Reg Guides 
0N1,8N4B,8N6,Q N0 &BN10 

CUNNINGHAM, LJ Radiation Protection Branch 56Fn23360 90/05/15 
VIRGILIO.M J Policy Development & Technlcat Support Branch (Post 070411) 35pp 
81855 224 61855 260 

“9005290 OBI Comments on review of listed reg guides for revised Part 20, incfuding 
0 N 4b, ‘’fnterpretation of Bioassay Measurements" & 0 N 5, "Criteria & Proceduros 
for Summation of Internal & External Dose " 

CUNNING HAM,R E Division of Industrial & Medical Nuclear Safety (Post 070729) 
56FR23360, 00/05/04 MORRIS.B M Division of Rogulalory Applications (Post 
070413) 6pp 61055 210 61055 223 

“9101220141 Forwards draft memo responding to questions raised concerning rogula 
lory position ro assessment of licensed mail at nuclear power plants that appear to 
have resulted from ingestion rather than Inhalalion 

CUNNINGHAM.LJ Radiation Protection Branch, 56FR23360 91/01/10 

JOYNER,JH Region 1 (Post 820201) 10pp 61050 034 61059 043 

“91062300 87 Discusses usa ol regulatory posllions in reg guides for assessing compli- 
anco w/new part 20 

CUNNINGHAM.LJ Radiation Protection Branch 56FR23360 91/05/10 

LIEBERMANJ Ofc of Enforcement (Post 870413) 6pp 61059 200-61859 292 

-9204080346 Discusses changes for final 10CFR20 package Sugg os tod approach for 
soparale radon limits for U recovery ficonsoes will allow rule to go forward while 
matter being addressed 

DRAGONETTE.K Office of Nuclear Material Safely & Safeguards 56FR23360 06/ 
12/16 P£TERSON,H Office of Nuclear Regulatory Research (Post 060720) 85pp 

61050 203 61851 046 

“9204060387 Proposed rule 10CFR2,1 9.20.30.31,32,34.35.39.40.60,61 & 70, "Slds for 
Protection Against Radiation " Rulo would provide roguiremonts for protection of Indi- 
viduals exposed to ionizing radiation from routine aclivlties licensed by NRC 
GRIMSLEY.OH Office of Adminlslration (Post 000205) AA30-2 06/01/02 250pp, 
61040 072-61841 200 

“9204060389 Requests papers for Health Physics Society mld-yr topical mealing on 
900204 08 in Atlantic Cily.NJ ro risks Reg guides 0 20 & 0 13 will be revised as rosull 
of major rov ol 10CFR20 

ROECKLEIN,AK Radiation Pfoleclion & Healih Effects Branch 56Fn23360 89/02/ 
14 CHRISTMAN.EA Rutgers, New Jersey, Slate Unlv of, Piscataway, NJ Ip 

61051 047-61861.047. 

“9204070081 Informs that guide on workplace air sampling being written to moel 
requirements of new 1OCFR20. Workshop on workplace air sampling proposed to bo 
held first wk In Dec 

MCGUIRE, S Radiation Protection & Health Effects Branch 56FR23360 69/02/14 
ROECKLEIN.A K, Radiation Protection & Health Effecls Branch 26 pp 61851 046- 
61051 080 

“9204070014 Dlscussea data on radon releases from U mill sites roccivod from D 
Smith 

DHAGONEnE.K NRC - No Detailed Affiliation Given 66FR23360. 08/12/16, 
BELL.M NRC - No Detailed Affiliailon Given 50pp 61861.157-61851 214 

“9204070016 Advises of agreement re no substantial increase in safety aasoclalod w/ 
10CFR20 proposed rev 

SCHWINK.W NRC - No Detailed Affiliation Given, AA30 2 06/01/16 QOLLER.C 
NRC - No Delallod Affitialion Given 16pp 61041 209-61B41 224. 

“9204070021 Provides status of branch planning for 10CFR2O reg gukla 
davelopmentS pacific guide tasks will ba Identified In consultation w/Scionlecn & (ask 
order will bo issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given 56FR23360 09/02/01, 
ROSZTOCZY.Z NRC - No Delallod Affiliation Given Ip 61051.215-61651 215 
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-*9204070036 Forwards list of priority Issues discussed at last staff meeting 
HEHM,T A Assistant for Operations (Post 890205) AA30-2 86/01/16 Ofc of the Ex 
scutJve Director for Operations 6pp 61 84 1 225-61842 262 

-9204070042 Advises that phase 1 rept from Sclentech re needs & priorities for devol 
oping or revising regulatory guidance for Implementation of new part 20 reviewed & 
proposes fisted schedule for staff work 

ROECKLEIN.AK Radiation Protection & Health Effects Branch 56FR23360 80/12/ 

01 MORRIS, B M Division of Regulatory Applications (Post 670413} 22pp 
61851 216 61851 237 

-9204070062 Confirms 890214 telcon requesting permission to reproduce limited 
number of copies ol pages 36 39 of NCRP rept 64, ‘'General Concepts for Dosimetry 
of Internally Deposited Radionuclides" & pages 18-19 ol NCRP rept 91 
PETERSON.H T Radiation Protection & Health Effects Branch S6FR23360 89/02/ 
15 NEY,WR National Council on Radiation Protection & Measurements Ip 

61851 238 61851 230 

-9204070071 Informs that proposed rev of NRC "Stds for Protection Against Radiation 
(10CPR20)," will bo sent in near future 

MINOQUE,R B, Office of Nuclear Regulatory Research, Director (Pre 860720) AA38- 

2 86/02/04 OUNSTER,HJ United l^ngdom. Govl of Ip 61842 263-61042 263 

-9204070076 Responds to request for permission to reproduce limited number of 
copies of pages 36-39 of NCRP rept 84 & pages 18 19 of NCRP rept 91 
SPAHN,J A National Council on Radiation Protection & Measure monta 66FR23360 
69/03/02 PETERSEN.HT Radiation Protection & Health Effects Branch 6pp 
61051’321 61051 326 

-9204070085 Notifies of need for assistance in editing workload to modify reg guides 
for part 20 implementation. End rept provides markod-up sections w/changes for 
minor & editorial revs 

ROECKLEIN.A K Radiation Protection & Health Effects Branch 56FR23360 89/02/ 
23, BURDA.AJ Program Management, Policy Development & Analydis Staff (Post 
870413) 7Gpp 61851 327-61852 041 

-9204070128 Advises that several comments on revised 10CFR20 rule pointed out 
minor inconsistencies in rule & one comment pointed out that position on embryo/ 
fetus dose calculation would preclude accurate fetal dose assessments 
PETERSON,H T Radiation Protection & Health Effects Branch 56FR23360 89/03/ 
13 NRC • No Detailed Afflllallan Given 6pp. 61852 044-61852 048 

>•9204070132 Forwards Commission paper & draft FR notice In response to Commis- 
sion request for analysis of how proposed rev to Part 20 compifoa w/backfil rule 
(60 109) 

MINOGUE.R.B Office of Nuclear Regulatory Roseardi, Director (Pre 860720) AA38- 
2. 66/02/06 STELLO,V. Ofc of the Executive Director for Operations 2pp 
61842-266 61042 286 

••9204070140 Requests re confirmation of need of rog guides 6.N2 & aN.3 for implo- 
monfalion of revised 10CFR20 in view of fact that many of existing div 6 guides will 
be extensively revised Draft reg guide 8 XX & description of reg guides end 
MORRfS,B M Division of ReguTatory Applications (Post 870413) 56FR23360 60/03/ 
06 CUNNINaHAM,R 6 Division of Industrial & Medical Nuclear Safety (Post 870729) 
3pp,61G52 049 61852 051 

-920 4 0701 SO Discusses pros & cons Of four of five options mentioned In 801122 memo 
to Commissioner Curtiss for going forward w/ rulemaking subj to backfit rule if Com- 
mission wanted to approve rule 

MALSCH.M Q Deputy General Counsel for Licensing & Regulation (660701-690422) 
68FR23360, 89/03/07 JONES,B NRC - No Detailed Affiliation Given 3pp 

61852 052-61652 054 

-9204070164 Expresses appreciation for 861227 Itr to Zoch re commonls on revised 
10CFR20 rule Number of changes suggested In comments have been Incorporated (n 
revised rule presently before Commlsdon Related info end. 

MORRIS, E,M Division of Regulatory Applications (Post 070413) 58FR23360 89/03/ 
22 KOSRfCK.TE Befhfehem Steel Corp 118pp. 61852 001-61852 177 

-9204070174 Staff requirements memo re revised 10CFR20 Commission does not 
object to request that final approval of rev to 10CFR20 be deferred unlil Issue raised 
In 000202 memo resolved 

CHILK.SJ Office of the Secretary of the Commission COMKC-89-1 89/04/10 
STELLO.V Ofc of the Executive Director for Operations 41pp. 61852 178-81852 279 

-9204070167 Forwards Info ro particle size distributions & example calculation based 
on real data using proposed alternative to 10CFR20 20B presented during 890222 
meeting 

TIPTON,T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 66FR23360 09/05/08. MORRIS, WW Division of Regulatory Applica- 
tions (Post 870413) 43pp. 01052.280 61 052*322 

-9204070231 Fonvards for review & concurrence.CommIsslon policy paper that re- 
solves outstanding technical Issuas re Issuance of 10CFR20 rule Implementation date 
for rule should be posfponod from 910101 lo 020101, 

BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720). 66FR23360 
89/05/17. BERNERO.R M Office of Nuclear Material Safety & Safeguards 29pp 
61652 323 81853 022. 

-9204070261 Advises that Commission policy paper that resolves outstanding technical 
Issues re issuance of 10GFR20 rule revlewea Concurs In paper w/end changes 
DENTON.H.R. Office of Governmental & Public Affairs (870413-911116) 56FR23360 
69/05/25 BECKJORD.E 8 Office Of Nuclear Regufatory Research (Post 660720). 
3pp. 61863.078 81853 080 

-9204070267 Forwards summary of particle size data amassed at commercial nuclear 
fuel div In Columbia, SC from 1904 until present, per NRC request Particle size meas- 
urements fn workplace may be sub] to verfability which could affect deposllion in lung 
BUR KLIN, R.K. Westinghouse Electric Corp. 66Ffl23360 89/04/21 NRC - No Do 
tailed Affiliation Given 118pp. 61853 122 61853*239. 

-9204070274 Advises that staff evaluating Impact ol allowed air concontratlon for Rn- 
222 at site boundary for members of public In app B, table 2 of proposed rev to 
10CFn20. 

STELLO.V Ofc of the Executive Director for Operations 66Fn23360, 69/02/02, 
2ECH Commissioners (Post 750119). 8pp. 61053*240 61653*247 


-9204070280 "Implications of Proposed 10CFR20 Changes Upon Radiation Protection 
Dept at Clinton power Station " 

‘ Wadman & Associates S6FR2a360 89/06/09 Sipp 61853 251-61853 302 

-9204070286 Offers no concurrence on Commission paper re proposed changes to 
10CFR20 Paper should be modified before forwarded to EDO Reasons for docision 
fisted 

ROSZTOCZY.Z R Division of Regulatory Applications (Post 070413) 56FR23360 89/ 
06/16 MORRIS.BM Division of Regulatory Applications (Post 870413) lOpp 
61853 303 61853 318 

-9204080006 Responds to 660221 noto ra potential impact on nuclar power plant li- 
censees of proposed occupational ALAR A rule in new Pari 20 
CUNNINGHAM, L J Operating Reactors Program Br.Div QA, Safeguards & Insp 
Programs, IE /\A3e-2 86/03/05 ALEXANDER.R E Health Effects Branch 15pp 
81042 206 61042 303 

-9204060023 Requests that R Alexander make brief presentation concerning proposed 
rules to members of mfg environ commilloe during 860305 meeting 
JOHNSON.KT Fertilizer I nstilule 66/02/07 MINOGUE.R B Office of Nuclear Ragu 
latory Research. Djreclor (Pre 860720) 24 pp 61842 304 61042 326 

-9204DB00S2 Responds to Z Rosztoezy 690B16 memo raising issues re revised 
10CFR20 Commission policy paper resolving outstanding technical issues 
PETERSON.H T Office of Nuclear Rogulalory Research (Post 860720) 56FR23360 
89/06/20 MORRIS,B M Division of Regulatory Applications (Post 070413) 6pp 
61853 319 61853 324 

“B2040BOOS9 Forwards memo prepared for signature & concurrence .which would bans 
mil to EDO Commission eaper proposing resolutions to two issues which have re- 
colved considerable allenUon since rev of 1 0CFR20 provided to Commission 
MORRIS.B M Division of Regulatory Applications (Post 670413) 56FR23360 89/06/ 
20, BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) lOpp 
61053*325 61653 337 

-9204060071 Requests review of revised NRC forms 4 & 5 & associated Instructions in 
order lo accomodate revs being made to 10CFR20 Enel drafts reflect NRC efforts to 
make forms consistent wAevised 10CFRZ0 Commenla neaded by 890731 
COOL, DA RadiaHon Pro tec lion & Health Effects Branch 56FR23360 89/06/30 
CUNNINGHAM, LJ Office of Nuclear Reactor Regulation, Director (Post 870411) 
23pp. 6 1853 338 61054 005 

-9204080076 Responds to 690410 request for moro extensive analysis of some of op 
tfons presented In 881122 & 890307 memoranda on application of bacKfit rule to pro 
posed revs of 10CFR20 Throe principal opilons for doalina w/backfil rule listed 
PARLER.WC Office of the Gonoral Counsel (Post 860701) 56FR23360 89/07/06 
CARR Commissioners (Post 750119) 12pp 61854 006 61854 017 

-92040B0064 Forwards rough oullino for Commission info paper on radiation protection 
policy which B Bernoro discussed on 890717 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
56FR23360 89/07/18 MORRIS.B Division of Regulatory Applications (Post 870413) 
8pp 61054 018 61854 023 

-9204080129 Confirms hypothesis re use of RN 222 value for public In proposed rev to 
1 0CFR20 

NEEURB NRC - No Oolalled Affifialion Given AA38-2 06/03/11 ALEXANDER.R 
NRC - No Oolailod Affitialion Givon ip G1642 336 81842 336 

-9204080140 Forwards two sets of layouts for very voluminous tablos in 10CFR20,app 
B Present format employs sld scionlillc exponential notation Proposed ctiangod format 
uses computer "E"' nototlo-n rather than subscripts 

PETERSON, HT Radiation Protection &. Health Effects Branch 66FR23360 88/07/ 
22 MEVER.D Regulatory Publications Branch 6pp 61854 024-61854 029. 

-9204060152 Forwards for editorial review, draft FR notice for revised 10CFR20 Editorial 
review should focus on listed areas & comments should bo submitted by 890900 
COOL.OA. Regulatory Publications Branch 56FR23360 89/08/16 OKLESSON.ER 
Program Managomont, Policy Development & Analysis Staff (Post 870413) 41pp 
61054.030-61864 073 

-92046 B0161 Forwards maikod up draft final rule prasenllng comments on Commission 
regulations that oslabtish stds for protection against radialTon W/o end 
MeYeR,DL Regulatory Publications Branch 56FR23a60 09/09/11 COOL, DA Radi 
ation PfolocHon A Hoalth Effects Branch 1 p 61854 074 61 054 074 

-92O40BO176 Summarizes visit to Wostmghouao commercial nuclear fuel plant In 
Columbia, SC on S909 19-26 to collecil info needed lo prepare reg guide on air sam- 
pling to meal roquiremenls oJ new 10CFR2O 

MgQIJIRE.SA, Radiation Protection & Hoalth Effects Branch 66FR23360 BO/OD/28 
COOL.D.A Radiation Proloctlon A Health Effects Branch 140pp 61054 076- 
61054 228 

-920408D1B5 Fonvards for info.onc) to recont Commission policy paper on 10CrR20 re 
NRG staff analysis of U fuel fabrication propogals for control of internal radionuclides 
MORRIS.B.M, Division of Rogulalory Apptlcnlions (Post 870413). 66FR23360 89/10/ 
06 TIPTON, T Nuclear Management A Rosourcos Council (NUMARC) (formerly Nu- 
clear Utility Manage 7pp 61B54 220 61854 235 

-92040B0216 Providos ID Brass comments on proposed rev of 10CFR20 
BECKER, J.M. Affilfation Not Assigned 56FR23360 86/03/24 ALEXANDER.R E 
Office of Nuclear Rogulalory Research, Director (Pre 060720). 47pp 61842 a-IO- 
61843.026 

-9204080226 Expresses appreciation for D Cool participation in tefoconforence broad- 
casted on 690926 re overview of revs lo 10CFR20. 

KAMMERER.C aialo, Local & Indian Tribe Programs (870413-000111) 6BFR23360. 
89/10/20 BECKJORD.E S. Office of Nuclear Regulatory Research (Post 860720) Ip 
6 1854‘236.81 854.236. 

-9204000232 Forwards list of new reg guides for revised 10CFR20 & load reviewer for 
each guide Review efforts will include probable meotings w/RES A contractor for 
early Input & review A comment on drafts 

EBSIG.T NRC • No Detailed Affiliation Given 56FR23360 80/10/26 BUCHAN AN, J 
NRC ‘ No Detailed Affilialion Givon 24pp 61854 237-61854*260 
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-920408a237 Comments on 890515 sialf evaluahon of NUMARC proposal transmitted 
to MUM ARC by Morris Staff analysis did not address dosimetnc model & real people 
data provided as illustratoa in NUMARC transrniltel of 690508 
STANSBURY.PS Genaral Electric Co 56FR23360 69/11 /2a PETERSON.H T Divi 
slon of Regulatory Applications (Post 670413) 10pp 61854 261-61854 276 

-920 46 8 0244 Informs of success of pitot vjdeo toleinformatjon transfer program & ex 
presses sincere appreciation la recipient & HES staff 

KAMMERER.C Stale, Local & Indian Tnbe Programs (870413 900111) 56FH23360 
89/12/01 0ECKJORD,ES Office of Nuclear Regulaiory Research tPosl 860720) 
45pp 61654 277-61854 321 

-9204080250 Responds to 891127 itr re revised 10CFR20 currenlly under Commission 
consideration Revised part 20 vvouPd permit use of direct measurements in tieu of air 
concentration measurements for assessing doso & determining compliance 
BECKJORD.ES- Office of Nuclear Regulatory Research (Post QB0720) 56FR23360 
89/12/21 VAUGHAN, CM General Electric Co 2pp 61054 34 3 6185 4 344 

-9204030256 Responds to 891 127 Itr ro revised 10CFR20 currently under Commission 
consideration Revised part 20 would permit use of direct measurements in lieu of air 
concentration measurements (or assessing dose & determining oompllanco 
DECKJORD.E S Office of Nuclear Regulatory Research (Post B6072Q) 56FR2330O 
69/12/22 GOODWIN, W L Weslinghouse Electric Corp, 6pp 61854 345 61854 350. 

-92014030268 Ack receipt of 891221 Hr re rovs to 10CFR20 being considered currently 
by Commission Use of direct measurernonts in lieu of air concentration measuromonts 
for assessing dose & determining compliance very important 

VAUGHAN, CM General Electric Co 56FR23360 90/01/11 BECKJORD.E S. Office 
of Nuclear Regulatory ftosearch (Post 8S0720) 2pp 61854 351-61654 354 

-92040B0271 Requests review of end draft revised backfil analysis for 10CFR20 by 
900124 

MORRIS, 8 M Division of Rogulaloiy Applications (Post 870413) 5eFH 23360. 00/01/ 
22. CUNNINGHAM.R NRC • No Detailed Atfilmtion Given 22pp 61854 355 
61855016 

-9204080314 Comments on proposed rule 10CFai9,20,30,31,32,34,40,&0.81 & 70 ro 
slds for protection against radiation Requests that commont period bo extended 00 
days from current 860421 deadline. 

EDWARDS.OC Oil, Chemical & Atomic Workers Internallonal Union 60FR51992 86/ 
04/18 Office of the Secretary of tha Commission Ip 61043.029 61643 084 

-9204090001 N 915 04? "Notice of Poiicy Guidance on United Auto Workers vs John 
son Contfolsjnc " 

SIL8ERMAN.R G Equal Employment Opporlunlly Commission 56FRa3360 90/01/ 
24 13pp 61855 029 61855641 

-9204090066 Forwards for concurrence & review, Iransmltlal memo ra revised backfit 
analysis for 16CFR20 rev Rev predicated upon mealing conditions of 
fOCFflSO 109 Re/afed dfocuntanlaton enc} 

MORRIS, BM Division of Roguraiory Applications (Post 670413) 56FR23360, 90/01/ 
31 PARLER.WC Office of the General Counsel (Post 660701) 144pp. 61055 042 
61855 203 

-9204090012 Advises of research into various federal regulations & ANSI guidance ro 
color coding of radiation 8ymbol,pQr malls licensee request Federal agencies rogula 
tons conflict on foreground color of radiation symbol 

aERNERO.R M Office of Nuclear Material Safely & Safeguards. 56FR23360. 90/03/ 
12 BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 12pp 
61655 204-61855 212 

-9204090023 Discussos ALARA provisions in proposed 10CFR20 Proper sid ol care 
owed by licensees embodied In current regulation, based on inti consonsus science & 
which can be applied uniformly to ail licensees &. on all Jobs 
FORBES.J American Nuclear Inaure/s 56FR233eo 90/04/27 CUNNINGHAM.L J 
NRC - No Detssled Affiliation Given 4pp 61655 213-61855 216 

-9204090031 Forwards relevant portions of new' regulation In UK which ossentlally ro- 
quira type tssling.acceptance testing, maini, periodic testing & caiibr of monitoring In- 
Btrumenkatlon, 

SWINTH,KL Baltelle Memorial Instilute, Pacific Northwest Laboratory 66FR23360 
86/04/24 ALEXANDER, R E. Office oJ Nuclear Regulatory Rosoarch, Director (Pre 
860720) 200pp 01 B43 000.61843 284 

-9204090056 Advises of staff intention to delete suggested ref to OSH A respiratory 
protection regulations. 

WlGGINTON,JW NRC - No Detailed Affiliation Given 56FR23360 90/06/27 
COOUO NRC - No Detailed Affiaialion Given lOpp 61855 261-61655 277 

-9204090068 Adwses that end (Commission paper proposes several minor rovs to 
10CFR20 fule.Telephone commonls should bo made to DA Cool or Peterson by 
900703 

COOL,OA Radiation Prolection & HoaSth Effects Branch 66FR23360 90/OS/27 
MORRIS, BM Division of Regulatory Applications (Post 870413) 14pp 61855 278- 
61855 291 

-9204090676 Expresses concerns over Implementation date of 020101 for revised 
10CFR20 & ar^ticlpated publication date Concerned w/ effect comprossod schedule 
will have on successful implementation of revised rule by nuclear power industry 
LEE.B Nuclear Management & Resources Council (NUMARC) (formerly Nucloar Utility 
Manage. 5eFR23360 90/07/27 CARR.KM Commissioners (Post 760119) 2pp, 

61855 292-61855 293 

-9204098088 Forwards draft SRM on 10CFR20EDO ofc indicated that SRM be by 
900702 In case of any major problems 

HELTEMESJ, NRC - No Detailed Afflliallon Given 66FR23360. 90/06/28 
MORRIS.B. NRC - No Detailed Affiliation Given Ip 61655 294-61855 294 

-92D4090096 Forwards staff requirements rnemo on SECY.B8-318 & SECY.a9 267 to 
be issued on 900703 

CHILK.S J Office of the Secretary of the Commission 56FR23380, 00/00/28 CARR 
Commissioners (Post 750119) 4pp. 61855 295 61855^298. 

-92D4090110 Requesla that schedule for review of staff requirements memo be ex- 
tended In order to permit submitlal of staff rev next wk 

THOMPSON.H L Office of Nuclear Material Safely & Safeguards 66FR23360 90/08/ 
Office of the Secretary of tha Commission. 67pp. 61855*299. 
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-9204090115 Forwards comments on draft reg guide 8 N5 re criteria & procedures for 
summation of internal & external dose 

WIGGINTON.JE Radiation Protection Branch 56FR23360 90/07/24 

ROECKLEIN.A Radiation Protection & Health Effects Branch 10pp 61856 006- 
01056017 

-9204090179 Informs lhal nothing published on new part 20 found other than proposed 
rule published for comment In 1985 Summary of NRC proposed change to basEc radi- 
ation proteclEon regulation end 

WILLIS.CA NRC • No Datallad Affiliation Given 56FR23360 90/07/27 VARLEYj 
Nuclear Engirtoofing International 4pp 61056 018-61856 023 

-9204090207 Forwards Itrs from G DIcus & C Hardin expressing difficullles states will 
experience In promulgating compatible regulations within Jan 1992 effective date of 
art 20 Change in effective dale to 940101 recommended 

AMMERER.C State Programs (900112-911116) 56FH23360 90/06/10 

MORRIS.B M Division of Regulatory Applications (Post 870413) ip 61856 024- 
61856024 

“9204090215 Informs that more than half of agreement programs will not bo able to 
implement new rogulationa by implementation date of Jan 1992 for revised 1GCFR20 
OfCUS.GJ Arkartsas, Stale of 56FR233G0 60/08/07 KAMMERER.C State Pro- 
grams (9001 12911116) 2pp 61856 026 61856 026 

-9204060231 Provides iuslificallon for extending implementation date for reused 
10CFR20 from Jan 1992 to Jan 1994 New dale will allow for more uniform implomen 
tation of new provisions of part 20 throughout US 

TEFFT.DE Affiliation Not Assigned. 5eFR2330O 00/08/09 KAMMERER.C Stale 
Programs (9001 12-9111 16) 12pp 61856027 61056 037 

-9204090237 "Final Backlit Analysis for Rev of 10CFR20. ’Stds for Protection Against 
Radiation 

• Division of Regulatory Applications (Post 870413) S6FR23360 90/08/31 25 od 
61656 039 61856 113 ^ 

-9204060294 Speech enlillod "0EIR V Esllmales of Excess Cancer Mortality" piesenl- 
oct at 900204 Workshop on Statistics of Human Exposure 

ELLETT.WH National Research Council 56FR23360. 90/02/04 20pp. 61850 114 - 
61656 133 

-9204090328 "Koallh Effects of Exposure to Low Levels of loni2ing Radiation BEIR V" 
ELLETT.WH. National Rosoarch Council 66FR23360 90/12/31 86pp 61856134- 
61856*221. 

-9204090331 Defines background radiation to mean radiation arising from natural back- 
ground & other radiation or radioactivity such as global fallout & radon in quantiboa 
charactofistic of environ in which roeufatod activity focated 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Posl 870729) 
56Fn23360 90/08/10 PETERSON.H T Office of Nuclear Ronulalorv Rosoarch (Posl 
860720) Ip 61058 222-61856 227. 

-9204090335 Discusses application of backfil rule compliance exception to Commission 
rosponso to guard 

MALSCH.MG Office of the Genoral Counsel (Posl 8B0701) AA38 2 86/06/20 PAL- 
LADING Commissionors (Posl 750119) 4pp 61043 347-61843 350 

-9204090337 Transmils written comments on review of draft reg guides implamanling 
revised 10CFR20 Oral comments provided to H Peterson fn June Guides should bo 
simplified so that licensees w/limltod resources can comprehend guidance 
MILLER, VL Assistant Director for State Agreements Prograrri 5QFR23360 90/08/ 

10 MORRIS.B M Division of Regulatory Applications (Post 870413) Ip 61056 228 
61856 228 

“9204090349 Forwards ro dralt of public announcement of final revs to 10CFR20 con 
lalnod in SECY-88-316 Announcement will be ready to Issue concurrently w/FR publi 
cation of revsComments will be appreciated. 

INQRAM.F. Public Affairs (870413 911116) 56FR23aG0 00/00/14 PETERSON.H 
Office of Nucloar Regulatory Research (Post 860720) 40pp 61 856 229 61856279 

-9204090381 Responds to 061020 request for clanficalion of issues re IOCrR20 rule- 
making 

PETERSON.H T Office of Nuclear Regulatory Research, Director (Pro 860720) AA38- i 

2 86/11/93. D'ARRIGO.D Nuclear Information & Resource Survice Ip 61843 351- ' 

61843.351 

-9204090360 Expresses concerns ro final rule 10CFR20, "Stds for Protecllon Against 
Radiation ’■ Specific records rotoniion periods must bo included for all app F roquiia- i 

monts , 

SHELTON, BJ Information & Records Management Branch (Post 690827) ' 

50FR2336O. 90/ 12/05. HUDSON, S, Office of Nuclear Rogulalory Hesearch (Post i 

860720). Ip 61656 365 01856 355 ' 

-0204090376 Expresses several concerns w/finol rulo 10CFR20, "Stds for Protection 
Againpt Radiation" & extensive concerns w/ supporting statement Rolenllon poreod, 

"unill license terminated" rocommondod for rolenlfon of manifest records 
SHELTON, a J Information & Records Management Branch (Posl 890827) 
56FR23360 90/08/23. HUDSON, S. Office of Nuclear Regulatory Research (Posl ^ 

860720) 2pp 61656 356 61056 357 | 

-920409039B Discusses videotape on proposed changes to NRC stds for protecllon ! 

QOLLER.K R Office of Nuclear Rogulalory Rosoarch, Director (Pro e6O?20) AA38 2 I 

86/11/14 NUSSOAUMER.D NRC - No Detailed Affiliation Given 4pp 61843 352 I 

61iB43.365. t 

-9204100001 Responds to G Die us 900607 Itr fo Implementation dale of rovs to < 

10CFn20Coiinmls8lon approved delay in required implementation date for revised part ' 

20 lor NRC llconsaes from Jan 1992 to Jan 1993 • 

KAMMERER.C Stale Programs (900112-911116). 56FR23380. 90/12/10 HILL.T. Of 
ganizalion of Agroomenl Statos. Ip, 61866.368-61866.358 ' 

I 

-9204100004 Informs that proposed rule completely revising 10CFR20, "Slds for Pro ' 

lection Against Radiation,' published in FR on 851220 

PHILIPS.} Division of Rules & Records (Pro 070413) 66FR23360 86/12/24 i 

ALEXANDER, R.E Office of Nuclear Regulatory Research, Director (Pre 860720) 2pp 
81043 356-61044 010 
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-9204100017 Forwards Urs to D Tofft & T Hill re impfomonlalion dales of 
10-CFR20 Commission approved delay in required implementation date lor revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMEflER.C State Programs (900112-911116) 56FR23360 00/12/10 Aflilfalion 
ilolAssEgnod Ip 61056 359 61856 359 

—9204100027 Responds to 900009 Itr re implementation date of revs to 
10CFR20 Commission approved delay in required implementation date lor revised part 
20 for NRC licensees from Jan 1992 to Jan 1093 

KAMMERER.C Slate Programs (900112-911116) 66FR23360 90/12/10 TEFFT.D 
Conference of Radiation Control Program Directors. Inc 13pp 61856 360 61857 026 

—9204100049 "Environ Assessment for Rev of 10CFR20, ’Stds for Protection Against 
Radiation 

» NRC - No Detailed Affiliation Given 56FR23360 90/12/21 543pp 61857 027- 
61859 032 

-9204100073 Responds to 901220 Itr to Carr re implementation dates for revised part 
20 a availability of associated reg guides Commission has reconsidered Implomonia 
iron data for revised part 20 to Jan 1993 for NRC licensees 

BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 66FR23360 
01/01/14 TODD.JS American Medical Association tp 61059 044-61059 045 


“9204130042 Provides recommendations on neutron quality factor 
FOULKE.JD Office of Nuclear Regulatory Rasenrch, Direclor (Pre 660720) AA3Q-2 
87/02/26 AL£XANDER.RE Office of Nudoar Regulatory Research, Director (Pre 
860720) 9pp 61B44 051 61B44 050 

“9204130061 Forwards expanded annual review of rulemaking package for major rev of 
10CFR20 for review & comment 

ALEXANDER, R E Offico of Nuclear Roaulalory Research, Direclor (Pre 680720) 
AA3Q-2 87/03/31 NRC - No Detailed AffiTalion Given Ip 61044 060 61844 060 

-9204130077 Grants polilioner request for Commission to remove roquiroment that ra 
dioactive aerosols be adminlstarod to patients -only In rooms at negalivo pressure 
GOLLER.KR Office of Nuclear Roguiatory Research, Director {Pre 860720) 07/04/ 
07 NORRY.PG Office of Adminisiration (Pre 870413) 3pp 61844 061-61044 063 

-9204130122 Forwards polilton for rulemaking PRM-35-6 for review & dotormhation as 
to whether or not petition qualJfros for spedal handling by staff os fast track petition 
for rulemaking 

NORRY.PG Offico of Admtnislralion (Pro 870413) AA30 2 07/03/17 

BECKJORO.E S Offico of Nuclear Roguiatory Rosearch (Post 860720) Bpp 
61844 064 61044 092 


-9204100103 Offers no comment on comparison of former part 20 to revised part 
20 Document will be useful & would be distributed to states as soon os possible 
MILIER,VL Assistant Director for Stale Agreements Program 56FR23360 91/03/ 
05 COOL.DA Radiation Protection & Hoallh Effects Branch Ip 61859 046 
61859 046 

“9204100110 Comments on comparison of former part 20 to revised part 20 
BEACH,AB Region 4 (Post 820201) 56FR23360 91/03/05 COOL.DA Radiation 
Protection & Healih Effects Branch 2pp 61859 04/-61859 048 

—9204100116 Summary of 910305 meeting re part 20 rovLIst of attendees provided 
MEYER.D Office of Administration (Post 890205) 56FR23360 91/03/08. COOL.O 
Office of Nuclear Regulatory Research (Post 860720) Ip 61859 049-61859 049 

-9204100123 Responds to note ro Stale of CA RCP gtaff finding radiation warning 
Bions for sale for purpose of decoration & other than legitimate uses 
MILLER, VL Assistant Direclor for State Agreements Program 56FR23360 91/03/ 
13 HORNORiJ Region 5 (Post 820201) 1p 61859 060-61850 050 


-9204130107 Comment on. proposed rules 10CFR2.19,20.a0.31 .32.34.35,39.40, 50,01 & 
70 ro stds for protection against radiation Draift backfit analysis Inadequate lo justify 
proposed rev to part 20 for same reason stated by Commissioner Roberts 
ANDREWS, R L Omaha Public Power District LIC-&S 645 86/10/29 Dockoling & 
Services Branch 2pp 61859 299-61859 300 

-9204130204 Comment on proposed rules 10CFR2. 19.20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro stds for protection against rodialion Significant training of NRC staff & inepoc- 
tora must be conducted to provide conslslency in Cniorpretalion of rule 
WOODY.CO Florida Power & Light Co L-e6-445. 06/10/21 CHILK.S J Offico of the 
Secretary of the Commission 3pp 61859 30t*61G69’303 

“9204130234 Comment on proposed rules 10CFR2, 19,20, 3 9, 31 ,32,34.35,39,40, 50,61 & 
70 ro stds for protection against radiation Urges CommEssion to withdraw proposed 
changes In radiation protection stds 

JOHNSHUD.JH Environmonlaf CoailtJon on Nuclear Power 50FR51 992 00750 86/ 
10/28, Offico of Iho Secretary of the Commission, 4pp. 61 859 304-61859307 


9204190t2B Forwards marked-up final rule amending 1 0CFR20,prosonling comments 
on stds for protection against radiation Alternallvo wording in preamble lo final rulo 
suggested in order lo describe different versions of rule accurately 
MEYER.DL Regulator Publications Branch 56FR23360 01/03/19 COOL.DA Radi 
alfon Pfotoclion & Health Effects Branch Ip 61859 051-61859 051 


-0204130262 Comment on proposocf rules 10CFR2, 19,20,30,31,32.34,35,39,40. 50,61 & 
70 ro stds for proloction against radiation Proposed nil os will provide subsidy lo nuclo- 
ar Industry at expense of public hoallh, onvuon & economic concerns 
HIGHTOWER, J. Texas. Slate of 50FR51 992 00747 86/10/25 ZECH.LW Commis- 
sloners (Post 750119) 2pp 61859 308 61 050 309 


“0204100140 Responds to request concerning need lo modify 10CFR20 to reslncl 
bullcfirp of radionuclides at sanitary sewage treatment plants 

BECKJORD.E S Office of Nuclear Roguiatory Research, Director (Pro 060720) AA36- 
2 87/01/06 GRACE.JN Region 2 (Post 820201) 3pp 61844 011-61844 013 

-92041901 07 Raquoals that fast sentence in first full paragraph on page 317 o1 
10CFR20 bo changod to read as stated 

LIEBERMAN.J NRC - No Detailed Affiliation Given 56FR2336'0 01/03/21 
PETERSON, H Office of Nuclear Regulatory Research (Post 860720) Ip 61059 052- 
61859052 


-9204100 1 73 Exprossos appreciation for efforts to develop concise aid to inspectors In 
readily Identifying differences between former 10CFR20 & revised part 20 HT Peter- 
son comments & suggested rev of comparison end 

MORRIS.BM Division of Regulatory Applications (Post 670413) 56Fn23360 91/03/ 
27 NORELIUS.CE Region 3 (Post 820201) 9pp 61859 053-61059 061 


-92041001 BO Forwards pages 67.78 & 100 of latest version of 10CFR20 that need 
fixfngPAgos 97-103 missing 

SWIR.J NRC No Detailed Affilialion Given 56FR23360 91/03/28 PETERSON.H 
Offico of Nuclear Regulatory Rosearch (Post 860720) 4pp 61859 062-61859 065, 

-&20410018S Forwards renumbered 10CFR20 per procedure described In SECY-9 1-055 
& approved by negalivo consent by Commission Changes made lo update part 20 
rule listed W/o oncT 

COOL.DA Radiation Protection & Healih Effects Branch 66FR23360 01/03/29, 
MEYER.DL Regulatory Publications Branch 2pp 61659 066-61859 067 


-9204100189 Requests Initiation of rev of 10CFR20, Section 20 303, "Disposal by Ho- 
laase into Sanitary Sewage Sys," to bolter consider actual & potential buildup of long 
half-life radioactive mall In sewer sys 

GRACE.JN Region 2 (Post 820201), 56FR23360 06/11/18 BECKJORD.E S Office 
oil Nuclear Regulatory Research, Director (Pro D60720) 1p 61844 014-61844 033 

—9204100192 Forwards Paperwork Reduction Act Statement staling that Info coflectlons 
would nol become effective until approved by 0MB, per rov lo 10CFR20. 

SHELTON.BJ Informalion & Records Management Branch (Post 890827) 
66Fn23360 01/04/01 HUDSON, S Offico of Nuclear Regulatory Research (Post 
660720) 2pp 61859 068-61859 069 


“9204100199 Ack receipt of 910401 Itr & comments about revised 10CFR20 
regulalion Responses to issues raised in Hr end Related documentation also end, 
COOL.DA Radiation Protection & Health Effects Branch, 56FR23360 91/04/12 
WELT, M A Alpha Omega Technology, Inc 300pp 61869 070-61059 287 

-9204100210 Submits procedures for ensuring that complete regulatory history com 
piled for oach rulemaking action Compfeted index for final rule re stds for protection 
against radiation should bo submitted by 910921 

LESAR.MT. Regulatory Publications Branch 56FR23360. 01/05/24 PETERSON.H T, 
Office of Nuclear Regulatory Research (Post 860720) 2pp 61859 293-61059,206 

-9204100216 Requests that NRC submit new camera copy each lime document sub- 
milted amending table in order to avoid publication problems in lOCFR.LIsl of public 
comments re stds for protection against radiation end, 

RICKETT.DL National Archives & Records Administration 56FR23360 91/06/24 
LESAR.M NRC • No Detailed Affilialion Given. Ip. 61 069*297-61 850298. 

-9204100330 Discusses annua! review of rulemaking on rev to 10CFR20. 

BECKJORD.E S Office of Nudoar Regulatory Research, Director (Pre 860720) AA3a- 
2. 87/01/16 STELLO.V, Ole of the Executive Director for Operations Ip 61844 034- 
61844 034 


“9204130295 Discusses need for revised onviron assoasmonl for 10CFR20 
PETERSON.H T Office of Nuclear Regulatory Rosoarch, Director (Pro 860720) AA30- 
2 07/05/00 ALEXANDER.RE OtfiCG of Nuclear Regulatory Rosoarch, Director (Pro 
860720) 34pp 6 1044 093 61844 129 

-9204130301 Commonton proposed rulos 10CFR2. 10.20,30.31,32.34.35,09,40. 60,61 & 
70 ro stds for protection agatns! radration Backfit anaCysIs for proposed rulos does not 
adequately assessa potential Impact on exposure lo radiation workers 
TIERNAN,JA Daltimoro Gas & Electric Co 50FR51 992 00751 86/10/31 Docketing 
0 Services Branch 4pp 61859 310 61859 313 

-0204130310 Comment on proposed rulos 10CFR2,1 9,20,30,31,32,34.35,30,40, 60,61 & 
70 ro stds for protection against radiation Proposal incroasos risk of exposure to Ioniz- 
ing radiation of nuclear workors & NRC ought to withdraw proposal 
SAMUALvS.SW AFLCtO, 50Fn51092 00752 06/10/30 Offico of the Socfolary of 
Iho Commission 7pp 61059 314-01059 320 

-9204130315 Comment on proposed rulos 10CFR 2. 10, 20 ,30, 31, 32, 3 4, 3 5, 30, 40. SO,C1 & 
70 re stds for protection against radialion Proposed rulos will not provide substantial 
fnereaso In overall protection of public healttt & safoty 

KOBER.RW Rochestor Gas & ECeclnc Corp 50FR51992 00753 06/10/20 Dockel- 
ing & Services Branch 7pp 61859 321-6105D 327 

-9204130317 Requests fegal edvico ro listed 10CFR20 Issues.includlng de mNmis 
cutoff on collective dose calculations 

ALEXANDER.RE Offico of Nuctoar Regulatory Research, Dfireclor (Pro 860720) 
AA38-2 07/00/11 BECKER.J Offica of the General Counsef (Post 660701) ?pp 
61844 130 61044 153 

“9204130327 Comment on proposed rulos lOGFR 2, 19,20,30,31 ,32.34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Proposal changes method of computing ra 
diatlon dose exposures but does not improve radiation protection stds for exposure 
ORTLtEB.DW. International Chemical mirkors Union 60Fn51992 00754 06/10/31. 
Docketing & Services Branch 5pp 61859 320 61059 332 

-9204130334 Commenl on pronosod rules 10CFR2, 10.20,30, 3 1,3 2, 3 4, 35, 39.40, BO ,61 & 
70 ro stds for protection against radiation Urges Commission to withdraw proposal & 
replace pro posaf w/ono which lowers dose limits lo workers & genoral public 
WRIQHT.M J United Steelworkers of America. 50FR51992 00765 06/10/30 Docket- 
ing & Services Branch 44 pp 61859 333 61060 010 

-9204130341 Commonton proposed rulos 10CFR2, 10.20.30, 31 ,32,34,35,39,40, 60,61 & 
70 ro stds for protection against radiation Util strongly supports need for use of de 
minfmls fevola of radialian or radioactive malls 

COUNSIL.W.G Texas UlflUiGS Efoclric Co (TU Electric) TXX4900 66/10/29 Docket- 
ing & Services Branch Bpp 61 060*01 9 61060 023 

“9204130352 Comment or> proposed rules 10CFR2, 19,20.30,31 ,32,34,36,30,40, 50,61 & 
70 re stds for protecllan against radiation Proposed amends not needed & will nol 
porcepllbly servo public healih & safety 

ASMUSSEN.KE Genera) Atomics (formerly QA Technologies, Inc/Genorn! Atomic 
Co). GEN-9073 06/10/30 Docketing & Services Branch 3pp 61660 024-61060 026 

“9204140335 Pfovltlos recommendations lor corklro) of NRC rulemaking ro annual 
review of ongoing RES sponsored rulemaking 10CFR20 

BECKJORD.E S, Offico of Nuclear Roguiatory Research, Director (Pro 660720), 
56Ffl23360 87/07/07. STELLO.V. Ofc of the Execulive Director for Operatfons 3pp 
61644,154-61044*157 
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-920414034B Concurs that rulemaking for 10CFR20 should be continued S completed 
THOMPSON. H L Office of Nuclear Material Safety S- Safeguards AA36 2 87/07/01 
BECKJORD.es Office of Nuclear Regulatory Research (Post 860720) Ip 
61844 158 61844 168 

-92041500D1 Forwards draft handout sheets for S70729 mooting w/Sfollo 
ALEXANDEfl^R E Office of Nucloar floguPatory Research. Director (Pre 860720) 87/ 
07/23 BECKER, J Office of the General Counsel {Post 860701) 5pp 61644 220- 
61844 224 

-*9204150003 Commeni on proposed rules 10CFR 2, 19, 20.30, 8 1.32.34, 35,3 9, 40^ 50,61 A 
70 re stds for protection against radiaUon Demands public hearing on proposed rules 
& that EfS be done on proposed rules 

PIERCEJ Citizens Action for Safe Environment 50FR51 992 00758 86/11/03 NRC 
No Detailed Affiliation Given 2pp 61660 027*61660 026 

-9204150008 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32,34 ,35, 39, 40. 50,61 & 
70 re stds for protection against radiation Supports oblective of proposal to update ra 
dialfon protection stds for Itcensecs of NRC 

SANDERSON.fl E Environmental Protection Agency 50FR6I992 00769 86/10/31 
CHfLK,S J Office of the Socfelary of the Commission 9pp 61860 030 61860 03B 

-9204150010 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32, 9 4,35, 30,40, 50,61 & 
70 re stds for protection against radiation Public demands that environ innpaci studies 
& open hearing precedes stdichanga 

ISELIN.C New England Coalition on Nuefear Potlutio;> 50Ffl5t992 00759 66/ 10/31 
Docketin g & S ervfc es Branch Ip 6 1 8 60 0 39 6 1 860 040 

-9204150019 Provides list of altorna lives posed by RES ra controf of rulemaking.Part 
20 

BECKER, JM Office of the General Counsel (Post 660701) 56Fn2336D 67/08/04 
PARLER.WC Office of the General Counsel (Post 860701) 48pp 61B44 225- 
61844 273 

-9204150018 Forwards H Hawley & P Hawfey 861017 Ur re plans to review current 
NRC regutations governing radiation exposure for workers 

EVANS.DJ Senate 5OFR510O2 00762 66/10/28 KAMMERER,0 OfficeofGovern- 
monlalS Public Affairs (870413 911116) 4pp 61660041*61860 044 

-9204150045 Comment on proposed ruCea 10CFH2, 19,20,30,31,32,34,35,30.40, 60,61 A 
70 ro stds for protection against radiation Opposes NRC proposal to Increase std for 
acceptable radiation exposure A urges that public hearing be held A EIS prepared 
STYLES, MM American Nurses' Association, Inc 50FR51992 00763. 86/10/20 
Docketing A Services Branch, 2pp 61660 045*61860 046 

-9204150056 Corrment on proposed rules 10CFR 2. 19,20, 30,3 1.32,34, 35,39, 40, 50,61 A 
70 re stds for protection against radjation Implementation of proposed regulations 
would have unique impact on GA as mfg of U A thorium fuels for HTGRs 
ASMUSSEN.KE General Atomics (formerly GA Technologies, Inc /Genera) Atomic 
Ck) ) 50FR51992 00764 86/10/31 DocKoling A Services Branch 4pp 61660 047- 
61660 050 

-9204150058 Responds to 870611 request for legal advice on two Issues re rev of Part 
20 

BECKER, JM Office of the General Counsel (Post 060701) AA38-2 87/08/10 
ALEXANDER, R E Division of Regulatory Applications (660720 870413) 19pp 
61044 274 61844 349 

-9204150065 Comment on proposed rules 10CFR2, 19.20.30,31,32,34,35,30,40. 50.61 & 
70 re stds for prolecHon against radiation Commission urged to reject argument that 
backfit rule should be suspended for rulemaking 

KURTZ.E F ABB Impell Corp (formorSy Irnpell Corp ) 50iFR51892 00765 86/11/01. 
CHILK,S J Office of the Secretary of tho Commission 5pp 61860 051-61060 055 

-9204150077 Comment on proposed rules 10CFR2,1 0,20,30.31,32.34.35,39,40, 50,61 A 
70 re stds for proleclion against radiation Recommends that scope of proposed rula 
be llmitod to listed areas 

SIMPSON.EC Florida Power Co/p 50FR51992 00768 86/10/31, CHILK.S J Office 
of Iho Secretary of (he Commission 12pp 61860 056*61860 101 

-9204150122 Comment on proposed rules iaCFR2, 19,20,30,31 ,32,34,35,39.40, 50,61 A 
70 re stds for protection against radiation NRC low IovgI radiation sids.as proposed, do 
not refloct current state of Knowledge in health physics 

REICHER.OW, Natural Rosources Dofonso Council 50FR51992 00771 86/11/05, 
Docketing A Services Branch 22pp 61860 102 61860 123 

-9204160143 Comment on proposed rules 18CFR 2, 19, 20,30,3 1,32, 34.35, 39,40, 50,61 A 
70 re stds for proleclion against radiation Backfit analysis does not (uslify costs of im* 
plemonlatlon A proposed proloction of public heafth A safety not (ncreasod 
SORENSEN, Q(j Washington Public Power Supply Systom 60FR51992 00772 66/ 
10/31 Docketing A Services Branch. 4pp. 61860 124-61860*127 

-9204160140 Comment on proposed rules lOCFR 2, 19,20.30,3 1.32,34,35,39,40, 50.61 A 
70 re stds for protection against radiation Urges NRC to withdraw proposal A alterna- 
tively propose std which Will result In significant reduction in exposures 
MARTINO.FD Ohio/OSHA Environmental Network 50FR51992 00774, 86/10/31 
Office of the Secretary of Iho Commission Ip 61860 128-61860 128 

-9204160164 Provides brtof commentary in response to requosl for commenlB on draft 
memo concerning ambiguity of "rem" unit for both dose equivalent A effective doso 
eoui valent 

MIlUS.WA Oak Ridgo Associated Universities 56FR23360. 87/09/25 

ALEXANDER, R E Office of Nucloar Ragulalory Research, Director (Pro 0BO72O) 
22pp. 61644 356 61845 017 

-9204150167 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35, 39,4 9, 50,61 A 
70 r© stds for protection against radiation Sirongiy urges Commlssfon not to promul- 
gate final fulo 

OPEKA.JF Connecticut Yenkaa Atomic Power Co B 12309 88/10/31, Docketing A 
Services Branch 3pp 61660 129 61860^132 

-9204150177 Comment on proposed ruTos 10CFR2, 19,20.30.31 ,32.34.35.39,40, 58.61 A 
70 re aids for protection against radiation Urges NRC to wdhdraw proposal A attarna 
tively propose std which will result In significant reduction In exposures 
PERRY.MK Intamationat Chemical Workers Union 50FR519g2 00776 86/11/06 
Office of the Secretary of Iho Commission Ip 61868 133 61860 133, 


-9204150205 Comment on proposed rules 10CFR2,19,20.30,31,32,34,35,39,4D, 50,61 A 
70 re stds for protoclion against radiation Opposes rule change A NRC altitude to 
public A urges NRC to withdraw proposed radiation stds 

WEBB.T Affjliation Not Assigned 50FR51992 00777 86/11/10 Docketing A Serv 
Ices Branch Ip 61860 134 61860 134 

-9204150206 Comment on proposed rules 10CFR2. 19,20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule change A NRC attitude to 
public A urges NRC to withdraw proposed radiation stds 

LOSKEpKR Affiliation Not Assigned 50FR5 1992 00778 86/10/09 Docketing A Serv 
ices Branch Ip 61660 135-61860 135 

-9204150221 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule change A NRC attitude to 
public A urges NRC to withdraw proposed radiation stds 

COHEN, JJ Affiliation Not Assigned 50FR51 992 00779 86/11/10 Docketing A Serv- 
ices Branch 1p 61860 136 61660 136 

-9204159224 Responds to 870917 Itr re proposed revs of NRC radiation protection ra 
quirements in 10CFR20 Recommends that sex A job classification be included on 
form 

BOICE.J D Maryland. Stale of 66FR23360 87/09/30 ALEXANDER.B E Office of 
Nuclear Regulatory Research, Director (Pre 860720) 2pp 61845 018 61045 019 

-9204160229 Comment on proposed rules 10CFH2. 19,20,30,31 .32,34,35,39,40. 50,61 A 
70 re sfds for protection against radiation Opposes any increase in acceptable levels 
of radiation exposure 

* Affiliation Not Assigned 50FR51992 00700 86/11/10 Docketing A Services 
Branch Ip 61860 137 61860 137 

-9204160243 Comment on proposed rules 10CFR2,19,20, 30,31, 32, 34,35, 39, 40, 50,61 & 
70 re stds for prolocfion against radiation Requests that public hearing bo held A that 
EIS bo issued 

FULCHER.JE Affiliation Not Assigned 50FR61992 00701 86/11/01 Office of the 
Secretary of the Commission Ip 61860 130 61 860 138 

-9204150247 Comment on proposed rules 10CFR2, 19.20, 30,31, 32, 34,35, 39, 40, 50,61 A 
70 re stds for protoclion against radiation Disallowance for proleclion factors for sor- 
bent cartndges not appropriate 

MITTL.B L Public Service Efeclric A Gas Co of New Jersey SOFR51902 00782 86/ 
10/31 CHILK.S J Office of tho Socretary of the Commission 2pp, 61860 139 
61060 140. 

-9204160001 Requests comments on rev of radialion protection requirements In 
10CFR20 in areas of occupational dose rocordkeoping A reporting 
ALEXANDER, RE Division of Rogulatory Applications (860720-870413) AA38-2 87/ 
09/17 BOICE,JO Maryland. Stale of 2Dpp 61845 020 61845 051 

-9204160002 Requests two momber.one oach from roactor A malls Insp A enforcement 
aroas.to attend A participate in regional A agreement slates workshop on rov ol 
10CFR2O 

BECKJORO.E S Office of Nuefoar Ronuialory Resoarch, Director (Pro 860720) AA38- 
2 87/10/00 RUSSELL, W Hegfon 1 (Post 020201) 9pp 61845 052-61845 060. 

-92041C0017 Informs that Region I assigned J Glenn A M Shanbaky to attend A partict 
pale In 07 1 1 16 A 1 7 workshop 

AILAN,JM Region 1 (Post 820201) AA38 2 07/10/21 ALEXANDER.R E Office of 
Nuclear Rogutalory Rosoarch, Director (Pre 860720), Ip 61045 061-61045 061 

-9204160041 Informs that Region IV will assign two staff members (o attend regional A 
agreement state workshop.ono oach from reactor A malls Insp areas, 

MarTIN.HD Region 4 (Post 820201) 56FR23360 07/10/22 0ECKJORD.ES Office 
of Nuclear Regulatory Research (Post 060720) Ip 61045 062 61845 062 

-9204160065 Advises that CM Hos^ A JP Poller will participate in regional A agree 
menl slates workshop on rev of 10CFR20 

GRACE,JN Region 2 (Post 820201) AA30-2 87/10/22 0ECKJORD.ES Office of 
Nucloar Regulatory Research (Post 060720) Ip 61845 063 61845 067 

-9204180104 Forwards proposed schedule for 10CFR20 rulemaking. 

STELLO.V Ofc of the Executive Director for Operations AA36-2 87/10/00 ZECH 
Commissioners (Post 750119) 15pp 61845 066-61845 082 

-9204160121 Fofwar ds proposed work plan for project "Development of Rogulalory 
Anatysis for Proposed Rev to 10CFR20 

MERWIN.S E Qatlello Memorial Inslitute, Pacific Northwest Laboratory, AA38 2 87/ 
11/03, PETERSON.HT Division of Regulatory Applications (860720 070413) 6pp 
61845 083 61845 080 

-9204160266 Commenl on proposed rules 10CFR2, 19,20,30,3 1,32.34, 35, 30, 40, 50,61 A 
70 fo side for protection against radiation 

* Toledo Edison Co 56FR51982 00783, 86/10/31 Docketing A Services Branch 
2pp 61860 141-61060.142 

-9204160268 Comment on proposed rules 10CFR2, 19, 20 . 30 , 31 , 32, 34, 35, 39,40, 50,61 A 
70 ro aids for proleclion agafnsl radiation 

MILTENBERGER.R Affiliation Not Assigned 56FR51992 00704 06/11/05. Office of 
tho Secretary of (ho Commission. 2pp 61860 143 61860 144 

-9204170036 Forwards comparative loxl conlalning present Part 20 rule, revised draft 
final rule 860109 proposed rulo Document will be major point of discussion at meet- 
ing on 871116 A 17 

MORRfS.BM Division of Regulatory Applications (860720 870413) AA30-2 87/11/ 
05 QLENN.J Region 1 (Post 820201) f24pp 61046 089 61846.213 

-9204170070 Forwards revised work pfan for project "Devefopmont of Regulatory Anal 
ysis for Proposed Rev to 10GFR20 

MERWiN,S E. SBtlelle Memorial Institute, Pacific Northwest Laboratory AA38 2 0075, 
87/11/17. PETERSON.HT Division of Regulatory Applications (860720*870413) 6pp 
61845 214*61845 219 

-9204170116 Discusses recent escalated enforcement case (FA 87*203 Neubfeln.Inc) 
concerning questions raised by NRC re whether foss of particular gauge constituted 
substantial hazard A would therefore be reportable per 10CFR20 402(a)(1) 
LIEBEHMAN,J Ofc of Inspeclion A Enforcement, Director (820201-070413). AA36 2. 
67/11/23. CUNNINGHAM.R E Office of Nuclear Material Safety A Safeguards 2pp 
61045 220-61645 221 
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“9204170212 Requests assistance in reviewing end dratt rov of 10CFR20 
MORRIS.B Division of Regufatory Appltcalions t060720 870^13) 56FR23360. 87/12/ 
11 BECKER, J OffiCQ of the General Counsel (Post 060701) 06pp 61Q45 222 
61845 308 

“9204210046 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34.35, 39.40. 50,61 & 
70 re stds tor protoclian against radiation 

DWORKIN.HJ American College of Nuclear Physicians 50FR51G92 00765 86/10/ 
31 CHILK.S J Office of Ihe Secretary of the Commission 4pp 61860 145 61Q60 154 

“9204210091 Comment on proposed rules 10CFR2, 10.20,30,31,32.34,35.39.40, 50,61 & 
70 re stds for protection against radiation 

THORPE, J R General Public Utilities Corp - GPU Service Corp 66Fn51992 00707 
86/10/31 CHILK.S J Office of the Secretary of Iho Commission 16pp 61Q6015S 
61860,186 

“0204210136 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

POLICHJ Affiliation Not Assigned 50FR51992 00789 86/10/22 Docketing a Sorv 
ices Branch ip 61860 187-61860 167 

“9204210144 Comment On proposed rules 10CFR2.19, 20,30,31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

OCONNOR.A Intornailonaf Assocfation of Machinists fi Aerospace Workers 
50FR51992 00790 06/10/31 Office of the Secretary of the Commission 6pp 
61860 188-61860 102 

“9204210102 Comment on proposed rules lOCFRa, 19, 20, 30, 31, 32,34, 35, 30, 40, 50,61 & 
70 re stds for protection against radiation 

KILLAR,FM Middle South Service, Inc 50FR51992 00791 86/11/07 Office of the 
Secretary of the Commission 4pp, 61860 193 61880 242 

”9204210278 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35,30, 40, 60,81 & 
70 re stds for protection against radiation 

VILLFORTH.JC Food & Drug Administration 50rR5 1992 00797 86/11/13 Offfco of 
Iho Secretary of tho Commission f3pp 61860 243 61660 255 

“9204210300 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32,34,35,39,40, 50,61 & 
70 re stds for proleclion against radiation 

DALTROFF.SL Philadelphia Efec trie Co SOFRSI 092 00798 86/11/13 Office of the 
Secretary of tho Commission 3pp 61800 256 61860 260 

“9204210316 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MORAWETZ.JS International Moldors & Allied Workers Union 50FR51O92 00800 
86/11/04 BECKJORD.E Office of Nuclear Regulatory Rose arch (Post 860720) Ip 
61860 261 61860 261 

“9204210321 Comment on proposed rules 10GFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 S 
70 re stds for protection against radiation 

LEVINE.J International Moldors & Allied Workers Union 50FR51992 00801 86/11/ 
05 BECKJORD.E Offico of Nuclear Regulatory Research (Post 080720} Ip 
61860 262 61860 262 

“9204210328 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

MANN,E M Affiliation Not Assigned S6FR23360 00802 06/11/16. Office of tlio Sec- 
retary of the Commission Ip, 61860 263 61860 311 

“9204220186 FonA'ards comments on proposed 10CFR20 rovs, 

MARTIN.TT Region 1 (Post 820201). AA38.2 80/01/26 MORRIS, B. Division of Reg- 
ulatory Appllcalions (860720 670413) 10pp. 61845 317 61045 326. 

“9204220207 Responds to 871211 request for review, comment & concurrence for draft 
10CFR20 final rule 

HIND, J A Region 3 (Post 820201) 58FR23360 08/01/22 MORRIS.B M. Division of 
Regulatory Applications (060720 870413) 1 1 pp 61845 326 61045 336 

“9204220227 Recommends that draft 10CFR20 be given to Ofc of Enforoemenl for 
review & consideration of developing enforcement strategies 
SCARANO,R A Region 5 (Post 820201) AA3D-2 00/01/16 MORRIS.B Division of 
Regulatory Applications (Post 070413). 4pp 61845.342 61845 345. 

“9204220246 Forwards commonis from stale of Indiana on div roviow of draft 10CFR20 
rev. 

NUSSBAUMER.D A, Assistant Director for State Agrooments Program AA30-2. 00/ 
01/28 MORRIS.B Division of Regulatory Applications (080720-870413) Ip. 
61845 346-61045 346 

“9204230009 Comments on ALAR A requirements for importance in ays of radiation pro 
toction 

DVORAK, V. Indiana, State of. AA 38-2 08/01/21 NUSSBAUMER.D A NRC ■ No De- 
tailed Affiliation Given, Ip 61845 347-61045*347. 

“9204230027 Confirms oarlier conversation re comments on draft rov of 10CFR20 did 
871209 

HAZLE.A J. Colorado, Slate of AA38-2 80/01/14 NUSSBAUMER.D A As 9 islan I Di- 
rector for Stale Agreements Program. Ip. 61845 349 61846 349 

“9204230030 Provides comments re draft 10CFR20 rev Section 20 1101 records should 
require that units be reported In both special units & SI units 

BUNGE, M.C. Wisconsin, State of. AA30-2, 88/01/14 NUSSBAUMER.D Commission- 
ers (Post 750119). ip, 61845 350 61845.350 

“9204230038 DJacuBses review of draft of revised 10CFR20 w/ underslanding that rule 
will Gventuaity be promulgated 

LOYSEN.P. Fuel Cycle Safety Branch AA3B-2 88/01/16 COOL.D Office of Nuclear 
Material Safety & Safeguards, 4pp 61845 351-61845 354. 

“9204230048 Comments on rev of 10CFR20 In response to 871211 request 
BANQART.RL Region 4 (Post 620201). AA38-2 88/01/20 MORRIS, B. Division of 
Regulatory Appllcalions (Post 870413) Bpp 61645.337-61845 341. 

“9204230087 Forwards comments concerning final 1 0CFR20 revised rule 
GEORQE.D. Army. Dept. of. AA30-2. 80/01/10. PETERSON.H. Commissioners (Post 
7601 19) 4pp 61846 355-61045*358 


“9204230092 Forwards comments on proposed rulemaking re notification of Incidents 
CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 670729) 
AA30 2 80/01/13 MORRIS.B M Division of Regulatory Applications (Post 870413) 
ISpp 6t&45 359 61046 041 

“92042301124 Comment on proposed rules lOCFH 2, 19,20 ,3 0.3 1,32, 34. 3 5, 39. 40, 50,61 & 
70 re sld& for protection against radiation Opposes rule 

GREGORY, R D Affiliation Not Assigned 66/05/05 Docketing & Services Branch 1p 
61860 312-61860 312 

“9204230130 Comrtient on proposed rules 10CFR2, 19, 20,3 0,3 1,32, 3 ^,3 5, 39,40, 50,61 & 
70 re stds for protection against radiation 

SORENSEN, G C Washington Public Power Supply System AA38-2 06/O5/6O Office 
of the Secretary of the Commission 3pp 61 060 334-61660 336 

“9204230137 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32,34,35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ROSINE.D Affiliation Not Assigned 86/05/05 Docketing & Services Branch Ip 
61860 313 61060 313 

“9204230149 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 39.40, 50,61 & 
70 re stds (or proto chon against radiation 

BASKIN, K P Southern CalJfornfa Edison Co AA38 2 86/05/12 Docketing & Sonneos 
Branch 2app 61861 030-61861 057 

“9204230149 Comment on proposed rules 10CFn2, 19,20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for pretoclion against radiation Opposes rule 

ALKINS,C L Poaca Education Center 86/05/07 Office of llie Socrelary of the Com 
mission Ip 61860 314-61860 314 

”9204230 1S6 Comment on proposed rules 10CFR2, 19, 20,3 0,31 ,32,34.35,39,40, 50,61 & 
70 re stds for crot action against radiation 

THOMPSON.FC National Association of Radiation Survivors AA38-2 86/05/08 
Office of the Secretary of the Commission 4pp 61860 337 61860 340 

“920 4230162 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stda for protection against radiation 

CADENA.DG Soulhwost Resoarch Institute. 86/05/05 Docketing & Services Branch 
3pp 610SO 315 61860 317. 

“9204230171 Comment on proposod rules 10CFR2, 19,20,30,31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

* Middle South Services, me AA3Q 2 06/05/07 Docketing A Services Branch 5pp 
81061 058-61061 0C2 

“9204230100 Comment r>n profKJsed rules 10CFR2, 19, 20,3 0,3 1,32, 34, 35, 39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

ZELLER, T Sassafras Audubon Society AA3fl-2 86/05/08 Office of the Secrotary of 
tho (^remission Ip. 61 660 341-61860.341 

“9204230161 Commont on proposed rules 10CFR2, 19, 20, 3 0,3 1,3 2, 34 ,35, 3 0,40, 50,61 & 
70 re stds for protection against radiation 

MASSE, F Massflchuaells Institute of Tochnology, Cambridgo, MA AA38'2 86/05/00 
Dockoling A Services Branch epp 61861 063 61861 066 

“9204230165 Comment on proposod rules 10CFR2, 19,20,30,31 ,32,34,35.38,40. 50,61 A 
70 ro Stefs for protection against radiation 

SULIM A, J K Affiliation Not Assigned AA30'2 86/05/03. Office of the Secretary of 
the Commlssian 4pp 61860 3412 61060 345 

“9204230107 Commont on proposod rules 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protoctlon against radlatioaOpposes rule 

* Affiliation Not Assigned AA38-2. 88/03/27 NRC - No Detailed Affiliflilon Given 
6pp 01661 069 61861 074 

“9204230100 Commonl on proposed rules lOCFR 2, 19, 20, 3 0,3 1.32, 3 4, 35, 3 0,40, 60,61 & 
70 re stds for protection against rad Pa tie n Opposes rulo 

* Affiliation Not Assigned /\A38-2 66/05/07 Dockeling & Servicos Branch. Ip 
61660 346 61860340 

“9204230190 Commonl on proposod ruloa 10 CFR 2 , 19,20,30,31 ,32,3 4,35,39,40, 50,61 & 
70 re aids For protection against radiation Supports rule 

SCOTT. L.M Louisiana Stata Univ, Baton Rouge, LA AA3B 2 66/05/09. Docketing & 
Services Branch. 2pp 61B60 347-01860 348 

“9204230214 Comment on proposed ruloa 10CFR2,1D,20,30,31,32,34,35,39.40, 50,61 & 
70 ro sids for protaotion against radiation. 

RAO.P S University Hosps. of Cloveland, Cleveland, OH 06/05/07. Office of the Sec 
rotary of Iho Commission. 2pp, 61860 318-61060 319. 

“9204230217 Comment on proposed rulos 10CFR 2, 19,20, SO, 3 1.32. 3 4,3 5,39, 40, 60,61 & 
70 ro aids for protection against radiation 

ABRAHAMSON.S Wisconsin, Stale of 86/05/07 Dockoling & Services Branch 2pp 
61060 320-61660 321. 

“920423021S Commenl on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protoclion against radiation 

RADCLIFFE.TJ R adci if fe Technical Service. 08/05/07 Docketing & Services Branch 
2pp, 61860 322-61860-323. 

“9204230222 Comment on proposed rules 10CFR2, 19, 20,30, 3 1.32, 34.35, 39, 40, 60,61 A 
70 re stds for proleclion against radiation 

HOBBS.TG. Affiliation Not Assigned 86/05/08 Dockeling A Sorvicas Branch. 3pp 
61 000 324-61860.326. 

“9204230230 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32.34.35,39, 40, 50,61 A 
70 re aids for protection against radiation Opposes rulo 

MACNULTY,J J Citizens Energy Council 86/04/20. Office of Ihe Secretary of the 
Commission ip. 81880-327 01000-327 

“9204230234 Common! On proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re aids for proteclioni against radiation.Opposes rule 

SHOOP.M Sierra Club. 06/05/08 Offico of Iho Secretary of the Commission. Ip 
61060,326-61060328 
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-92042ao?37 Comrreni on p:oposod mlas 10CFR2J 9,20,30.31 ,32.34.35.39.40, 50.61 & 
70 ro aids for proleclion against radlaljon 

SKOLNICK.F SusQuehianna Valley Afljance, Lancasie^ PA AA38‘2 86/04/28 NBC - 
No DotajfodAriilialfon Given 2pp 61660 340-61660350 

-W04230239 Comment on proposed! rules lOCFR 2. 19,20, 3 0.3 1.32.34.35,39.40, 50,61 & 
70 ra 9 Ids for proteclfon agarnst radiation Opposes rule 

BREV.H L Public Service Co of Colorado P-a628Qi 86/05/07 Docketing & Services 
Branch lipp 61061 075^61661-085. 

•"9204230245 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32.34, 35, 30,40, 50.61 & 
70 re atda for proto ct Ion against radfotion Supports rule 

NORTH.DL MIdam H os p . Providence. Rl AASS 2 86/05/09. Otrice ot tha Secrotoiy 
0 / Iho Commission 2pp 61860 351-61860 352 

"•9204230254 Comment on proposed rules 10CFfl2.19,2G,30,31,32,34,35.39,40, 50,61 & 
70 TB stda tor piotocHon against radial ion Opposoa rule 

MADISON.K Orange County AlJianco (or Survival 80/05/07 Dockotmg & Services 
Branch Ip 61860 329 61860329 

-9204230260 Comment on proposed rules lOCFfl 2, 19,20.30.3 1,32,34,35.3 9, 40, 50,61 A 
70 re stds for prolcclion against radiation 

BLACK, R E Srnal Samaritan Medtcal Center, Milwaukee, WJ (forinerJy Mt Sinai Medi- 
cal Center AA36-2 06/05/00 Office of the Secretary of the ComnuBsion 2pp 
61860 353-61860 354 

-9204230271 Comment on proposed rules 10CFR2. 19. 20,30,3 1,32, 34,35.39,40. 50,61 & 
70 re sWs for protection against radffllion 

WBENN.MB Affiliation Not Assigned AA3a-2 86/05/08 Docketing & Services 
Branch 87pp 01861,086-61061:172 

-9204230277 Comment on proposed rules I0CFR2. 19,20,30.31.32,34,35,39,40, 60,61 & 
70 re stds for protection against radial Ion Opposes rule 

STRATTON.K Affiliation (sTot Assigned 88/05/12 NRC - No Da tailed Affillollon Given 
Ip 61660 330-31860 330 

-92Q423'0280 Comment on proposed rules 10CFR 2.1 9, 20. 30,31 ♦32,34,35.39,40, 50,61 A 
70 ro stds for proloctlon against radiation 

flOHRIG.N Brookhaven National Laboratory AA30-2 86/05/08, Office of the Secro 
(ary of tha Commission 6pp 61860.355 61860 359 

-9204230262 Comment on proposed rules 10CFR2, 19, 20,30,3 1.32, 3 4.35, 39,40, 50,61 A 
70 ro stda for protection against radralion Opposes rule 

FISCHER, AM Affillallon No1 Assigned 86/05/00 Docketing A Services Branch Ip 
61860 33 1-Q1860 331. 

-9204230283 Comment on proposed rules I0CFR2. 19, 20.30, 3 1,32, 34,35, 39,40, 50,61 A 
70 re stds for prolactjon agamsl radiation Opposes rule 

FOKSH Affiliation Nol Assigned AA3a-2 86/05/09 Dockelinn A Services Branch 
1pp. 616ai'173 61861 173 

»920423Q292 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32,34, 35, 39. 40. 50,61 & 
70 re std^ for protection against radiation Opposes rule 

JACOasON.N Affiliation Not Assigned AAa8-2 C6/05/OB Office of ihe Secretary of 
the Commission 2pp 61B60 36O 61880 362 

•*9204230293 Comment on proposed rules 10CFB2, 10,20,30,3 1.32.34,3 5,39, 40. 50,61 A 
70 re stds for protection agamsl radiairon Opposes rule 

BURNS.LR AffilFatlon Not Assigned 66/05/12 NRC - No Dotatlod Affiliation Givon 
2pp 61860 332 61060 333 

-9204230295 Comment on proposed rules 10CFB2. 19,20.30,31,32,34,35.39.40, 50,01 A 
70 re stds for protection against radiation Opposes rule 

Ol)1GG,C, lilino-ls Safe Energy Alliance. AA3&2. 80/05/09 Office of the Socrotary of 
the Commission 5pp 61861001 81861.005 

-9204230298 Comment on proposed rules iaCFR2, 19,20.30,31, 32,34.35.39, 4€, 60,61 A 
70 re aids for protection against red fat ion 

SALSBURY.VvC- Affiliation Not Assigned AA38-2 86/05/13, Docketing A Services 
Branch 10pp. 61861 174 61861,183 

-9204230306 Commeni on proposed rules 10CFR 2, 19,20, 30, 3 1,32,34, 3 5, 39, 40. 50,61 A 
70 re atda for pfolecton against radiation 

SPRINGER,! J Medi-Physics, Inc AA3B 2 06/05/08 Docketing A Services Branch 
2pp 61B61.184 61801485 

-92042303 18 Comment on proposed rules lOCFRS.t 9.20,30.31,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation .Supports rule, 

VETTER, R J Mayo Clinic, Rochester, MN AA38 2 86/05/07, Office of the Secrofary 
of the Commission 3pp 61661.006-61661 000 

“■9204230322 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,30,40, 60,61 A 
70 re £tda for protection against radiation Opposes rule 

WESCHEfl.D Affiliation Not Assigned AA30-2 66/05/07. Docketing A Services 
Branch fpp, 61801 180 61661 186, 

-0204236324 Comment on proposed rules 10CFR 2,1 9,20,30,3 1,32.34,35.39,40, 60,61 A 
70 re stds for protection againsl racfl alien 

KEISeR,HW Pennsylvania Power A Light Co AA38-2. 80/05/00 CHILK.SJ Office 
Of the Secrelary of the Commission, 4pp 61861 009 61861 ;01 2 

-9204230328 Comment on proposed rules 10CFR2, 19, 20.3 0,31, 32, 3 4,35, 39, 40, 60,81 A 
70 TO atcis for prolochon apafnst radiation. 

GEIGER ,WS Affilralfon Not Assigned AA36-2 86/05/00 Office of Ihe Secretary of 
1 ha Commission 3pp 61861 013 81001 016 

-9204230330 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 ro sicfs for prof ecUon against radiation Opposes rule, 

MLIRPHYpWP. Vormonf Yankee Nuclear Power Corp, AA36 2 86/05/09, Oockoting A 
Services Branch 2pp 61801 160‘6ie61 109 

-9204230331 Cominenton proposed rulos 10CFR 2, 19, 20,30. 3 1.32, 34,35, 3 9, 40, 60, 6T A 
70 ro aids for pro lection against radiation Opposes rule 

FAY.CW. Wisconsin Efactric Power Co, VPNPD-80-206 88/05/08. Office of the Sec- 
retary of the Commia a ton 7pp 01061.016-61681.022 

-9204230337 C<»mm.ont on proposed rules 10CFR2.1 0,20,30, 31. 32, 34, 3 5,39,40, 60,61 A 
70 re stds for protection agalnal radiation Supports rule, 

EOELMAN.W.R. Clevaland EfeeWe llltrminaflrig Co AAOe 2. 06/05/08 CHILK.SJ. 
Offico of the Secrolary of the Commission 7pp, 01661,023-61061 029, 


-9204240006 Discusses regulatory guides anticipated for implementing 10CFR20 rev 
PETEHSON.H Radiation Proleclion A Health Effects Branch 56FR23360 68/01/20 
MEflWIN.S Baltelfe Memonaf fnstitute, Pacifre Northwest Laboratory 2pp 61846 042- 
61646 043 

-9204240012 Forwards comments on draft 10CFR20 rev Comments limited 1o only now 
comments resultant from review of current draft 

STOHR,JP Office of Nuclear Material Safety A Safeguards AA38-2 88/01/28 
MORflfS.B Drvisfon of Regulatory Appltcalions (Post 870413) 3pp 61846 044- 
61846-051 

-9204240021 Forwards proposed outline for 10CFR20 regulatory analysis 
MERWIN.S E Baltelle Memor/al Institute, Pacific Northwest Laboratory AA38 2 88/ 
01/29 PETERSON, HT Radiation Protection A Health Effects Branch epp 
61846 053 61846 058 

-9204240030 Commant on proposed rules 10CFR2, 19,20, 30.31, 32.34,35, 30,40, 50,61 A 
70 re stds for protection against radiation 

MfLLER.CP Affiliation Not Assigned AA30-2 66/05/08 Office of the Secretary of 
the Commission Ip 61062 001 61862 001 

-9204240034 Responds to 071229 request for review of draft 10CFR20 rev did 
671209 

PENNJNGTON.W S Fuel Cycle Safely Branch 66FR23360 DB/02/01 COOL.DA 
Offico of Nuclear Material Safety A Safeguards 3pp 61846 059 61846 061 

-9204240042 Forwards commorrts from States of Alabama A Now York Dept of Environ 
Conservation on draft 10CFR20 rov 

NUSSBAUMER.DA Assistant Director for Stale Agreements Program AA30-2 88/ 
02/02 MORRIS, B Division of Regufatory Applications (Post 870413). Ip 61846 062- 
61846062 

-9204240050 Conriment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation, 

STROW.DJ PItlsburgh. Oniv. of. Pillsburgh. PA AA38 2 86/05/10 Docketing A 
Services Branch 3pp 61801 269 61861 271 

-9204240053 Comments on draft rev of t0CFR20 
GOOWiKAV Alabama. State of S6FR23360 68/01/13 NUSSBAUMER.D.A Assist- 
ant Director for State Agreements Program Ip 61046 063 61046 063 

-9204240055 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 60,61 A 
70 re aids for proleclion against radiation Opposes rule 

REISER, NT, AffiNatlan Not Assigned, AA3B'2 86/05/08 NRC - No Detailed Affiliation 
Given Ip 6ie62'OO2-61062OO2 

-920424 0058 Comment on propo&ed rules 10CFR2, 19,20, 30,3 1,32, 34.35, 39, 40. 60,61 A 
70 re stds for protection against radiation Opposes rule 

EDDLEMAN.W North Carolina Cilizerrs Research Group AA3B 2 86/05/10 Docket- 
ing A Services Branch 16pp 61861 196 61661 211 

-9204240059 Comments on proposed draft 10CFR20 rev 
KELLEHER.WJ. New York, Slate of AA30-2 89/01/22 NUSSBAUMER.DA Assist- 
ant OIroclof for Stale Agreements Program 2pp 81846 064 61846 065 

-9204240060 Comment on proposed rufoa 1OCFR2,10,2O,3O,31,32,34.3S,39,4O, 50,61 A 
70 re Bids for protection against radiation Opposes rulo 

DURKIN.M Affiliation Nol Assigned AA39-2 86/05/06 NRC - No Detailed Affillalion 
Given Ip 61862 003 61862 003 

-9204240062 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 60,61 A 
70 re side for protacilort against radiation 

MCCLEARY.KJ Affiliation Not Assigned AA38-2 86/05/02 ALEXANDER, fl NRC • 
No Detailed Arfillatlon Given Ip 61662 004-61862 004 

-9204240065 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39, 40. 60,61 A 
70 re aids for protection against radiation Opposes rulo 

MCCRORY,PH Louisiana, State of, AA38-2 86/05/06 Docketing A Services Branch 
2pp 61861 272 61861 273 

-9204240067 Forwards revised outline A three draft sections of 10CFR20 regulatory 
analysis for review, 

MERWIN,SE Battelle Memorial Institute, Pacific Northwest Laboratory 66FR23360 
08/02/19 PETERSON.HT Radiation Protection A HeaMh Effocta Branch 100pp. 
61846 075-61046 204 

-9204240068 Commonl on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 50,61 A 
70 ra aids for protectlori against radiation Opposes rule. 

LEWIS.M I Lewis, M AA3a-2. 86/05/00. Ohice of the Secretary of the Commission 

1lpp 61861 212 61861*222. 

-9204240069 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32, 34, 35,30,40, 50,61 A 
70 re sids for protection against radiation 

DRAKE, G A Affiliallon Nol Assigned. AA38 2. 86/05/08 Office of the Secretary of 
the Commission. Ip. 61062 006 01862 005 

-9204240072 Forwards comments from Slates of Iowa A California on draft 10CFR20 
rev 

NUSSBAUMER.D A Assistant Director for State AgreemenIs Program. AA3B-2 88/ 
02/25 MORRIS.B. Division of Regulatory Applications (Post 870413) Ip 61846 205- 
61846205, 

“9204240070 Comment on proposed rules 10CFR 2, 19, 20, 30,3 1,32,34 ,3 5. 3 9, 40, 60,61 A 
70 re stds for protection against radiation Opposes rule, 

DEYEA.J National Audubon Society. AA30-2. 86/05/12. Offico of the Secretary of the 
Commission 2pp 61862.006-61862 007 

-9204240077 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,3 2, 3 4, 3 5, 3 9.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

D‘ARRIQO,D, Nuclear Information & Resource Service AA3B-2 86/05/01, NRC • No 
Detailed Affiflalion Given 6pp 61861 274-61861 270 

-0204240078 Comment on proposed rules 10CFR2, 19, 20, 30, 31.32, 34,35.39,40, 50,61 A 
70 ro aids for protection against radiation Supports rule. 

SABO.AT, Weslinghouse Eiectrlo Corp AA38'2 86/05/12, Docketing A Services 
Branch 13pp 61861 223-61661 235 
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--9204240080 Commont on proposod rules 10CFR2,1 9.20, 30»3 1,32, 34,35.39,40. 50,61 & 
70 re aids for protection against radiation 

WISSINK.RG Affiliation Not Asalgnod AA38 2 B6/05/09 Docketing & Services 
Branch 12pp 61861 280-61 B61 291 

--92O424OO04 informs that revised proposed regulation re 10CFR20 dtd B71 223, appro- 
priate & generally enforceable 

FUATER^JA Iowa, State of 56FR23360 B8/02/15 NUSSSAUMER.O A Assistant 
Director for Slate Agroements Program Ip 61846 206-61046 206 

•<9204240005 Comment on proposed rufoa 10CFR2, 1 9, 20,30, 31, 32,34.35.39, 40, 50,61 & 
70 re stds for protectron against radiation 

BOHLMAN.J F United Transportation Union AA3B-2 66/05/09 Office of the Secre- 
tary of the Commission 2pp 61862 008 61862 009 


■•9204240167 Comment on proposed rules 10CFR2, 19,20,30, 31 ,32.34.35,39,40, 50,61 & 
70 re stds tor protection against radiation 

BIONDI.G League of Women Voters, Palm Springs, CA AA38-2 86/05/07 Office of 
the Secretary of the Commission 3pp 61862 034-61662 036 

-9204240160 Comment on proposed rules 1OCFn2.10,2O,3O,31,32,34,35,39,4O, 50,61 & 
70 re stds for protection against radiation Supports rule 

G EIGER, E L Thermo Electron Corp AA38-2. 86/05/29 Docketing & Services 
Branch 2pp 61862 062-G1 062 063 

-9204240160 Comment on proposed rules 10CFR2,19,20,30,31.32,34,35,39,40. 50,61 & 
70 re aids for protection against radiation Opposes rule 

01 LUNGS. J Democratic Womor^'s Association o1 the Desert AA38-2 66/05/10 
Docketing & Services Branch Ip 61862 037 61662 037 


-9204240093 Comment on proposed rules 10CF 02,19,20,30,31,32.34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

FBIESEN.BS Kansas. Univ ol, Kansas City, KS. AA30-2 86/05/13 Office of the 
Secretary of the Commission 6pp 61861 292-61861 297 


-9204240164 Comment on proposed rules 10CF 02,19,20,30.31.32,34.35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

WALHOUT.J Rockford College, Rockford. iL AA3e 2 86/05/12 Docketing & Serv 
Icos Branch Ip 61061 250 61801 250 


-9204240096 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32.34 ,35.39,40, 50,61 & 
70 re stds for protection against radiation 

KINGSLEY.OD Mississippi Power 8. Light Co AECM 86/0118 86/05/12 Oockeling 
& Services Branch 7pp 61861 236-61861 242 


"9204240170 Comment on proposed rules 10CFR2,19,20,30,31.32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation 

LANDRUM.R E Affiliation Not Assigned AA30-2 86/05/14 PAULADINO Commis- 
sioners (Post 760119) 6pp 61862 036 01862 043 


>9204240110 Commeni on proposed rules 10CFR2, 19.20,30.31.32,34.35,30,40, 60,61 & 
70 re stds for protection against radiation Opposes rufe. 

STUCHINSKI.V.L Three Mile island Alert AA30-2 86/05/08 Docketing & Services 
Branch 3pp 61861 298 61861.300 


“9204240171 Fomards requested Iftbulatfona ra radjonuclides of ICRP 30 sorted by in 
creasing ALI or DAC;10CFR20 update 

ECKERMAN.K F Oak Ridge National Laboratory AA3B 2 86/05/10 PETERSON, H.T 
Office of Nuclear Regulatory Research (Post 860720) 60pp 61046'2S4 61046 317 


"9204240112 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34 ,35,30,40, 50,61 & 
70 re stds for protection against radiation .Opposes rule. 

CAREY .W.E Ohio Stale Liniv.. Columbus, OH. AA3e*2 86/05/12. Office of the Secre- 
tary of the Commission 2pp 61862.010 61862'01 1, 


"9204240172 Commortt on proposed rules lOCFR 2, 10, 20, 30,3 1,32,3 4,3 5,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

BYE.M Central Bucks Cfean Energy GoIIgcIivq, Doyleslown, PA. AA3B 2 86/04/20 
Office of the Secretary of the Commission Ip 61061 251-61B61 261 


-9204240119 Forwards draft repl, "Regulalory AnaJysis for Revision of 10CFn26" to 
perform addi analyses or revise oxisllng analyses based on findings of RES review 
team 

MERWIRSE Battolla Memorial Insliiuto, Pacific Northwest Laboratory 56FR23360 
B8/03/15 PETEflSON.HT Radiation Protection & Health Effects Branch 161pp 
61847,043-61847 193 


-■9204240120 Commeni on proposed mfos 10CFn2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PLANK, W Bedford County Environmontaf Committee AA30-2 86/05/12 NRC - No 
Detailed Affiliation Given 4pp 61861.301-61861 304 

-9204240123 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35,30,40, 60,61 & 
70 re stds for protection against radiation 

SLABACK.L Affiliation Not Assigned AA30-2 G6/05/06 Docketing & Services 
Branch. lOpp 61861 305 61861 314 

"9204240126 Supports Commission proposed rev of rogulalions in 10CFR20 which pro- 
vides basic roeuiremenls for protection of exposed inoivlduals 
MCGURRJS California, Slate of 56FR23360 88/02/18 NUSSBAUMER.OA Aselst- 
ant Director for State Agreements Program. 2pp. 61 846‘207-61 848.208 

-9204240128 Comment on proposed rules 10CFR2, 19, 20,30, 31. 32,34, 35, 3 9, 40, 60,61 & 
70 re stds for protection against radiation 

MORRIS, L, Health Physics Society AA30-2 86/05/09 Office of the Secretary of the 
Commission 5pp. 61862 012*61862 016 

"9204240129 Comment on proposed rules 10CFR2.19.20,ao,31,32,34,35,39,40. 50,61 & 
70 re stds for pro lection against radiation Supports rule 

BROWN, R W Mallory Capacitor Co AA3B-2 86/05/09. Oockeling & Services Branch 
9pp 61861316-61881*323 

"9204240132 Comment on proposed rules 10CFfl2,19,20,30,31,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

BASKIRK.P. Southern Cafifornia Edison Co AA38-2. 86/06/12. Docketing & Services 
Branch 2Bpp 61861 324-61 B61 351. 

"9204240136 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35,39,40, 60,61 & 
70 re stds for protection against radiation. 

PITCHFOnD.T.L Affiliation Not Assigned AA38-2. 86/06/05 Docketing & Services 
Branch 6pp 61861 352 61861 '356, 

"9204240137 Commeni on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 36, 39*40, 60,61 & 
70 re stds for protocllon against radiation Opposes rule. 

DOUGUS.M H Affiliation Not Assigned. AA38 2 86/05/09. Docketing & Services 
Branch Ipp 61861-243 61B61.243 

"9204240139 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34,35, 39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

JOHNSON.B J Minnesota Public interest Research Group AA38-2. 86/05/12, Office 
of the Secretary of the Commission. 14pp 61062-017-61862.031. 

"9204240141 Provides comments on draft of 10CFR20 regulalory analysis, 

RICHTEfl,B Office of Nuclear Regulatory Research (Post 860720) AA3B.2. 88/03/ 
04. PETERSON.H Office of Nudear Regulatory Research (Posl 860720) 44pp 
61846 209-61846.263. 


"9204240147 Comment on proposed rules 10CFR 2, 19, 20.30, 31, 32, 34,35, 39*40, 50*61 $ 
70 re stds for protection against radiation Opposes rule 

KETCHUM.W Affiliation Not Assigned. AA38-2 86/06/12. Docketing & Services 
Branch. 8pp 61861*244-61861.249 


"9204240148 Forwards revised final 10GFR2D rule developed by Interoffice working 
group on direction of special Interoffice aloering ofoup.Review S comments requestoo 
MORRIS, B Division of Regulatory Appllcallons (Post 670413) 66FR23380 86/03/30. 
UE0ERMAN,J. Ofo of Enforcement (Post 870413). 2pp. 61847:208 61847.200, 


"9204240152 Comment on proposed rules 10CFR2, 19*20,30,31,32,34,35,39.40, 50,01 & 
70 re stds for protection against radiation 

COYLE.O. AftiUatlon Not Mslgnod. AA38-2. 86/05/11, Docketing & Services Branch. 
2pp, 61062 032-61862 033, 


"9204240174 Commanl on proposed rules 10CFR2, 19,20,30,31.32.34,35,39,40. 60,61 & 
70 re stds for protection against radiation 

KOESTER.G.L Kansas Gas & Electric Co KMLNRC 86 088 86/05/12 Office of the 
Secretary of the Commission 12pp 61B62 044-61862 055 

-9204240175 Comment on proposed rules 10CFR2.19,20,30.31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation. 

MUSOLINO.SV Affiliation Not Assigned AA38-2 86/06/02 Docketing & Services 
Branch 2pp 61862 0 64 61662 065. 

"9204240176 Comment on proposed rules 10 CFR2, 19,20,30,31,32,34,35,39,40, 60,61 & 
70 re Stds for protection against radiation Opposes rule, 

PLEASONTON,AK Affiliation Not Assigned AA30-2 85/05/11. Docketing & Sorvicee 
Branch ipp 61 661 *252-6 1061 252 

"9204240179 Forwards most recent revs to final Part 20 rule for determination of incor- 
poration by ref for Iransmlltal for Ofc of FR for publication 

PETERSON.H T Division of Reactor Accident Analysis (870413 880716) 56FR23360. 
88/03/31 WIGGING TON, S Office of Administration (Post 890205) 66pp. 61847*210- 
81047 275 


"9204240164 Commeni on proposed rules 10CFR 2, 10, 20, 30,3 1,32, 3 4,3 5, 39 ,40, 60,61 & 
70 re aids for prolection against radiallon Opposes rule 

LEESMAN.SE Affiliation Not Assigned AA38-2 86/05/12. Docketing & Sorvlcas 
Branch ipp 61661 253-61861 263 

"9204 2401 88 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protocllon against radiation 

VILLA.R General Eteciric Co AA38.2 86/05/19. Office of the Secretary of ihe Com- 
mission 3pp 61662 057-61062.050 

—9204240191 Requests review & response ellher confirming epproprlateness of cross 
references or Indicating correction needed re revised draft 10CFR20, “Std for Protec- 
tion Against Radiation ......... 

QRIMSLEY.O.H Division ol Rules A Records (870413 080514) 60Fn2336O 68/04/ 
13 QIRARO.M National Archives A Records Adminialralion 2pp. 61047’276- 
01947 277 

"9204240195 Comment on proposed rules 10CFR 2, 19, 2 0.3 0,3 1,3 2, 34, 36*3 9, 40, 50,61 & 
70 re aids for protection against radiation _ , . „ . 

CLARE, W Wisconsin, State of AA38 2 06/05/09 CHILK.S Offfca of the Secretary 
of the Commission Ip 61861 254-61861:254 

"9204240200 Advises that cross reference re final rule revising 10CFR20, 
20 301,20 704 & 20 006 meets roquiremonls of 1CFR21 21(c)(3) & appropriate for In- 
clusion In next text of final rule .......... 

GIRARD, M Nalionai Archives & Records Administration 66FR23360. 88/04/28 
GRIMSLEY.DH Division of Rules & Records (870413-880514). 1p. 61847 276- 
61847 276 

"9204240201 Comment on proposed rules 10CFR2,19,20, 30,31, 32, 34,35, 39, 40, 50,61 & 

70 re stds for protection against radiation. , 

ZIMMERMAN.S.R. Carolina Power & Ught Co NLS 86-169 06/00/06 CHILK.SJ, 
Office of tho Secretary of the Commission 9pp 61862.066 61862.074. 

"9204240205 Comment on proposed rules 10CFR2, 10,20,30,31,32,34(35,39,40* 50,61 A 

70 re aids for protection against radlalion.Opposes rule 

STEWART, J Affiliation Not Assigned AA90 2, 06/05/11 NRC ■ No Detailed Affili- 
ation Given-, Ip. 61 861 *255-01 601:266. 


"920424020B Commeni on proposed rules 1 DCF R2J 0,20, 30,3 1,32, 34 ,3 5, 3 9, 40, 60.61 A 
70 ra stds for protecllon against radiation 

MGKNIGHT.JL Affiliallon Not Assigned AA96-2 86/05/13. Offica of the Secretary of 
the Commission Ip. 61862*080 61862 060. 


"9204240212 Comments on final revision to 10CFR20 Marked-up apps re regulation 
consistent w/direclfon of agoncy- protection factors for respirators A quanlillea of li- 
censed mail requiring labeling end 

LIEBERMAN,J. Ofc of enforcement (Poal 970413), 66FR23360 80/04/14 
MORRIS,8. Division of Regulatory Applications (Posl B70413). 2pp. 61047*279- 
61847.280. 
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-9204240214 Comment on proposed rules 10CFR2. 19.20,30.31.32,34.35,39,40. 60,61 & 
70 re slds for protection against radiatton Opposes rule 

SLA YM AKER, J P Af(jfiaUon Not Assigned AA3e-2 86/05/16 NRG > No Detailed Af 
filiation Given Ip 61861 266'6 1861 256 


-9204240319 Comment on proposed rules 10CFH2.1 0,20,30,31, 32,34, 35, 39, 40, 50,61 & 
70 re stds lor proleclion against radiation Opposes rule 

MCGUIRE, CB Affiliation Not Assigned AA38 2 Q6/09/02 Office of the Secretary of 
the Commission Ipp 61862 116-61862 116 


-9204240223 Concurs in lasuance of NRC0524 to reflect changes m responsibililies 
that resulted from NRG reorganization Note should be added 1o remarks section to 
indicate that 10CfR20 undergoing rev 

0URDA.A J Program Management, Policy Development & Analysis Statf {Post 
670411) 66FR23360 68/04/26 MASON.E Office of In for matron Resources Manage- 
ment (Post 090205) Ip 6 1847 261-61 847 261< 

—9204240224 Comment on proposed rules lOCFR 2,1 9, 20, 30.3 1,32, 34.35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HOCKER.C L Affiliation Not Assigned AA3B 2 86/05/09- Office of the Secretary of 
the Commission 2 pp 61662 089 61862090 

—9204240225 Comment on proposed rules 10 CFR 2,1 9, 20, 30,3 1.32,34, 35,39.40, 50,61 & 
70 re slds for proleclion against radiation Opposes rule 

' Affiliation Not Assigned AA38 2 86/05/11 Docketing & Services Branch 2pp 
61861 257-61861 256 

-9204240231 Comment on proposed rules lOCFR^, 19.20,30.3 1.32.34,35.39,40. 50,61 & 
70 re stds for protection against radiation Supports rule 

SlEBERT.e W Defense. Dept of AASa 2 86/05/09 Docketing & Services Branch 
8pp 61861 259 61861 268 

-9204240237 Comment on proposed rules 10CFR2. 19, 20.30,3 1,32,34,35,39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

FRISCO. D C Coalition for Nuclear Pov/er Plant Postponement AA38-2 86/05/12 
NRC - No Detailed Affiliation Given 2 pp 61B61 267 61861 *268 

-9204240270 Comment on proposed rules 10CFR2. 19,20 .30,31 .32,34.35,39,40, 60.61 & 
70 re stds for protection against radiatiori 

BORCHERT.HR Nebraska, Stale of. AA38 2 86/05/15 Office of the Secretary of 
the Commission 2 pp 61862 092-61862 0-93 

-9204240276 Comment on proposed rules 10CFR2. 19.20.30.31,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

ARNSBERGER.M W Affilfalron Nol Assigned AA3B2 86/08/27 Docketing & Serv- 
ices Branch Ip 61862 111 61662111 

-9204240204 Comment on proposed rules lOCFfl 2 , 19, 20.30,3 1,32,34.35,39,40, 50,61 & 
70 re stds tor protection against radiation 

WISENBURG.MR Houston Lighting & Power Co ST-HLAE-1669 86/05/16 Docket- 
ing & Services Branch 4pp 61862094 61862 097 


-9204240323 Comment on proposed rules 10CFR2,19,20.30,31,32,34,35,39,40, 50.61 & 
70 re stds for proleclion against radralion Opposes rule 

O'SUUIVAN.E Affiliation Not Assigned AA3B-2 86/08/30 Docketing & Servjcos 
filARO 1 1T.Rinn? 117 


-9204240327 Commeni on proposed rules 10CFR2, 19,20, 30.31, 32, 34, 35.39,40, 50,61 & 
70 re stds for protection against radiation 

GHEN.S Y Calspan Corp (subs Arvin Industrios/Franklin Research Center) AA38 2 
06/05/14 Office of the Secretary of Iho Commission 2pp 61862 108-61862:1 09 


-9204240331 Comment on proposed rules 10CFR2.1 9.20,30, 31. 32.34.36.39, 40. 50,fi1 & 
70 re stds for protection against radiation Opposes rule 

MARKOFF.B Affiliation Not Assigned AA38-2 86/05/14 NRC - No Dalailed Afftit* 
ation Given ip 61862110-61862 110 

-9204270027 Comment on proposed rules 10CFR2, 19, 20 .30,3 1,32, 34.35,39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

GILBERT WV. Affiliation Not Assigned AA30-2 86/08/28 Docketing & Services 
Branch Ipp 61862118 61862 118 

-9204270033 Commeni on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35.39,40, 50,61 & 
70 re slds for prelection against radiation Opposes rule 

LIENS.H Affiliation Not Assigned AA38-2 86 / 00/01 NRC - No Detailed Affiliation 
Given Ipp 61882110 61862 119 

-9204270038 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

VERPLANKE.Y Affiliation Not Assigned AA3B-2 86/08/28 Docketing & Sorvicos 
Branch Ipp 61862 120 61862 120 

-9204270041 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35.30, 40, 50,61 & 
70 re stds tor protection aQoinsl radlalion Opposes rule 

LA FORCE.N El Cerrito Democratic Club, El Cerrito, CA AA38-2 06/05/09 Dockol 
ing & Services Branch Ip 61862 146 61862 146, 


-9204270044 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

MCLEOO.R Affiliation Nol Assigned AA38-2 86/09/01 Dockol Ing & Sorvicos 
Branch Ipp 61862 121 61862:121, 


-9204240297 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection agamat radiation Opposes rule 

* Affiliation No! Assigned AA38-2 86/08/30 Docketing & Services Branch Ip 
61662 112-61662 112 


-9204270048 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANOfS.M Affiliation Not Assigned AA30-2 66/05/19 NRC - No Doteifod Affiliation 
Given Ip 61862 147-61862 147 


—9204240299 Comments on draft regulatory analysis for revision of 10 CFR 20 Suggests 
that changes re discounting errors have no significant bearing relating to analysis 
RICHTER.B Regulation Development Branch 6eFR23360 88/04/29 PETERSON, H 
Radiation Proleclion & Health Effects Branch 4pp 81647’282 81847 285 

-9204240291 Comment on proposed rules 10CFR2,19.20.30.91,32,34.35,39,40, 60,61 & 
70 re stds tor protection against radiation Opposes rule 

JENKINS, E J Affifialron Nol Assigned AA3G 2 92/02/25 NRC - No Detailed Affili- 
ation Given 3pp 61862 075 61862 077 

-9204240292 Comment cn proposed rules 10CFR2, 19.20,30,31,32,34,35.39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

SCHRADER. D Affiliation Nol Assigned AA38 2 86/08/ 30 Dockeling & Services 
Branch 2pp 61862 113 61 B62 114 

-9204240294 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds tor protection against radiation 

HARSHAW.F Alfilialion Nol Assigned AA38 2 86/05/12 Offico of Iho Secretary of 
the Commission 3pp 618620:98 61862100 

-9204240296 Comment on proposed rules 19CFR2, 19, 20, 30, 31 ,32,34,36,39,40, 50,61 & 
70 re stds tor protection against radiation 

WCNEES.J L Health Physics Society AA3B-2 86/05/07. Office of the Secretary of 
the Commission 2 pp 61862 101-61662 102 

-9204240290 Comment on proposed rules 10CFR 2,1 9.20,30,3 1,32,34, 35,39,40, 50,61 & 
70 re stds tor proleclion against radiation Supports rule 

FOWLER.SL WR Grace & Co AA38-2 66/02/14 ALEXANDER Division of Radi- 
ation Programs & Earth Sciences {840429 660720) 8 pp 61 662 078 61 862 087. 

-9204240300 Comment on proposed rules 10CFR 2. 1 9.20,3 0.3 1,32,34,35,39,40, 50,61 & 
70 re stds tor proteclton against radiation Opposes rute 

QUfGG.C Illinois Safe Energy Alliance AA3e-2 86/05/15 Office of the Secretary of 
the Commission 3pp 61862 103 61862.105 

-9204240301 Forwards final draft rept re regulatory enatysls for revision of 1QCFR20 for 
comments Advisos that drstnbullon Is limited because draft has not received approvals 
through formal clearance process 

MERWIN.S E Batlolla Memorial Institute, Pacific Northwest Laboratory 56FR23360 
86/05/17 PETEHSON.HT. Radiation Protection & Health Effecla Branch. 113pp 
61847 286-61648 035 

-9204240303 Commeni on proposed rules 10CFH2J 9.20.30,31.32,34.35,39,40, 50,61 & 
70 re aids tor protecilori against radiation 

SLATEN.N G. Union Efactnc Co AA38-2, 66/05/12 Docketing & Services Branch 
2 pp 61882 1 06 61862 1 07. 

-9204240308 Comment on proposed rules 10CFR2. 19.20.30,31.32.34,35,39,40. 50,61 a 
70 ro stds for protecti-on against radiation Supports rule 

CHANDLER.S Affilialion Not Assigned AA38-2 86/05/13 Docketing a Services 
Breach 1p 61B62 068 616&2'0G8 


-9204270053 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35.30,40, 50,61 & 
70 re stds for protection against radlation.Opposos rule 

NELKENS.S Affilialion Nol Assigned AA38 2 86/09/04 NRC - No Dotailed Affiliation 
Given ipp 61662122-61062 122 

-9204270057 Commeni on proposed rules 10CFR2, 19.20, 30,31, 32, 34, 36.39.40. 60,61 & 
70 re slds for protection against radiation Supports rule 

BUSH.T.E Affiliation Not Assigned AA38-2 86/05/13 Docketing & Services Branch 
Ip 61862.148 61862,148 

-9204270056 Forwards tabufatlons showing stochastic a nonatochastic ALI values from 
ICRP publication 30. 

ECKERMAN.K F Oak Ridge National Laboratory AA3B.2. 80/06/20. PETER SON, H T 
Office of Nugfoar Regulatory Research {Post 860720) 4 Ipp 61849'072-61840’1 1 1 

-9204270060 Comment on proposed rules 10CFR2, 19,20.30, 3 1.32.34,35, 3 9, 40, 50,61 8. 
70 re stds for protection against radiation Opposes rule 

COLEMAN. A, 0 Affiliation Not Assigned AA38.2 06/09/01 Docketing & Sorvicos 
Branch, Ipp 61862,123-61862 123. 

-9204270063 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

SCOTT,C,M Affiliation Not Assigned AA3B-2. 80/05/13 Docketing & Sorvicos 
Branch Ip 61862 149 61 862*1 40. 

-9204270068 Comment on proposed rules 10CFR2, 10,20, 30, 3 1.32, 34. 35.39, 40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Nol Assigned AA38-2 86/08/20 Docketing & Services Branch. Ipp 
61&e2,124 61862124 

-9204270069 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 36, 39, 40, 60.01 & 
70 re stds for protection against radiation Supports rulo 

KHERA.S S Affiliation Not Assigned AA38'2 80/05/13 Office of the Socrelary of the 
Gommission, Ip 61862.153-61862:163 

-92042700 73 Comment on proposed rules 10 CFR 2 , 1 9,20.30,31 ,32.34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

MOTTOLA.P, Arflllatlon Not Assigned AA38-2. 86/08/31 Office of the Secretary of 
the Commission Ipp 61062 125 61862.126. 

-9204270074 Requests response to presentation summary concerning dosimetry of rod 
bon© marrow vs dosimelry of "whole body". Perspective summary end 
OUINN.D.M Consolidated Edison Co. of New York, fnc. 56FR23360 87/00/25 
CONGEL,F NRC • No Detailed Afrination Given 9pp. 61846 040-61846.040 

-9204270077 Informs that author loos forward lo addressing Commission on proposed 
changes lo 10CFR20 on 081 1 lO.Copy of prepared statement one) 

WINSLOW.T P, Genera) Efeclric Co. AA38-2 88/1 1/07 CHILK.S J Office of the Sec 
relary of the Commission. 23pp. 61849.1 12-61 849'134 


-920424Q311 Comment on proposed rules 10CFn2, 1 9,20,30,31.32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HARMON, a Anti Vivisection Society of America, Ino AA38-2. 86/09/02 Docketing & 
Services Branch Ip 61662115 61862115 


-9204270079 Comment on proposed rules 10CFR2, 19, 20, 30, 31.32, 34, 35, 39, 40, 50.61 & 
70 re aids for protaclion against radiation.Opposes rule, 

HAMILTON, L E Affiliation Not Assigned AASS 2 86/00/29 Dockeling & Servicog 
Branch ipp 61862126 61862*126, 
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-92042700Q4 ComrTiQnt on proposed rules 10CFR2, 19.20,30,31,32.34,35.39,40. 50,61 & 
70 re slds for protaclion against radiation Opposes rule 

REICHARD.T Affiliation Not Assigned AA38'2 06/09/02 Docketing & Services 
aranch Ipp 61062 127-BI 862 127 


‘9204270163 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

BACHRACH.D Affihatlon Not Assigned aA 38 2 66/09/00 Docketing & Services 
Branch tpp 61862 13761862137 


*■•9204270098 Forwards, for review & concurrenco.packago for major Part 20 rev Final 
rule incorporates comments by NRC program & regional ofcs & by intereslod states 
MORRIS,B M Division of Regulatory Applications {Post 870413) AA30 2 88/06/30 
MURLFY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 2pp 
61848 049 6184B050 

-9204270107 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32, 34 ,35.30.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ORRIS, E F Affiliation Not Assigned AA30-2 06/09/05 Docketing & Services Branch 

Ipp 61062 128 61062 120 

-9204270111 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34 ,35,39.40, 59,61 & 
70 re stds for protection against radiation Opposes rule 

STANSFIELD.t Ecology Center of Southern California AA38 2 86/05/15 Docketing 
& Services Branch Ip 61862 t54'61B62 154 

-9204270114 Comment on proposed rules 10CFR2, 19.20,30.3 1,32.34, 36, 39.40. 50.61 & 
70 re stds for prolection against radiation Opposes rule 

PAIS.G Affiliation Not Assigned AA3B-2 86/0D/30 NRC - No Detailed Affiliation 
Given 3pp 61062 129-61062 131 

-9204270120 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DOUGHERTY ,JC Affiliation Not Assigned AA38-2 86/09/09 Docketing & Services 
Branch Ip 61662 155 61862 155 

-9204270121 Discusses application of backfit rule to Part 20 Rule may be applied as 
either adequate protection exception of two cost benefit stds 
CROCKETT, S Office of (he General Counsel {Post B6O701) 56FR23360 08/07/12 
ROSZTOC2Y,Z Office of Nuclear Regulatory Research (Post 860720), 2pp 
01840 051-61848 052 

-9204270126 Identihes two areas re 10CFR20 that could benefit from further study One 
area involves quantitative analysis of Impact rev that would be conducted after lev 
promulgated 

MERWIN.S.e Battello Memorial Institute, Pacific Northwest Laboratory /U36-2 88/ 
11/09 PETERSON, HT Radiation Protection & Health Effects Branch, 56pp 
61649 135 61B50 012 

-9204270132 Comment on proposed rules 10CFR2. 19,20,30, 31. 32,34 ,35.39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

MAYFIELD.M L Affiliation Not Assigned AA3Q-2 06/09/02 Docketing & Services 
Branch Ipp 61662132-61862 132 

"9204270136 Comment on proposed rules 10CFR2,1 9, 20.30.3 1,32, 34,35, 39.40. 50,61 & 
70 re stds for protection against radiation 

WEBER, N A Affiliation Not Assigned AA2Q 2 86/09/05 Docketing & Services 
Branch Ip 61862 156 61862 156 

-9204270138 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

GRIFFIN.R Affiliation Not Assigned AA3B-2 66/09/03 Docketing & Services Branch 
Ipp 61B02 133 618G2 133 

-9204270142 Comment on proposed rules 10CFR2, 19.20,30.31.32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

BYRUB, EG. Affiliation Not Assigned AA30-2 06/09/09 DockoUng & Services 
Branch Ip 61062 157-61062 167 

-9204270143 Providos info ro use of metric sys by FodornI agencies por 15CFR19 
statement poIrcy.Metric Conversion Act of 1050 & amond of HR 1964 HR 1904 amend 
end 

BECKER. J Office of the General Counsel (Post 860701) 66FR23360 88/07/18 
ALEXANDER, R Office of Nuclear Regulatory Research (Post 060720) 6pp 
61848 053-61040 050 

-9204270145 Comment on proposed rules 10CFR2, 19.20.30.31.32.34.36.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

DALAND.ME Affiliation Not Assigned AA38-2 06/09/01, Dockeling & Services 
Branch tpp 61062 134-61862 134 

-9204270147 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34.36,30,40, 50.61 & 
70 re stds for protection against radiation 

MORSE, M.l, Affilfatlon Not Assigned AA38 2, 86/09/00 Dockeling & Services 
Branch Ip 61062 169-61862 159 

-9204270149 Comment on proposed ruloa 10CFR2. 19,20, 30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re sWs for prolection against radiation Opposos rule 

SWANSON, P A Affiliation Not Assigned AA38-2 60/09/04 NRC - No Detailed Affili- 
ation Given Ipp, 61 002 135 01862*135 

-9204270150 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for proteclion against rodiallon Opposes rule 

DAUBITZ.P Affiliation Not Assigned AA30-2 80/09/05 Docketing & Services 
Branch Ip 61862 160 61862.160. 

-9204270152 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39,40. 50,61 8^ 
70 re stds for protection against radiation Opposos rule 

DOUGHERTY, S Affiliation Not Assigned. AA3B-2 86/09/08 Docketing & Services 
Branch. Ipp 61862.136-61662136 

"9204270155 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 60,61 & 
70 re stds for protection against radiation Opposes rule, 

RANSOM.R Affiliation Not Assigned AA38 2. 86/09/06 Docketing & Services 
Branch ip 61862161-61862 161 


-9204270166 Commont on proposed rules 10CFR2, 19,20,30.31.32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposos rule 

KOON.K Affiliation Not Assigned AA3B-2 06/09/00 NRC - No Detailed Affiliation 
Given ip 61862 162 61062 162 

-9204270168 Comment on proposed rules 10CFR2, 19,20,30,31 ,32, 34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposos rule 

BROWN, NG Affiliation Not Assigned AA38-2 06/00/30 Docketing & Services 
Branch Ipp 61062 130 61662 138 

-9204270169 Forward comments bUbmiUed to Secretary of Commission re stated pro- 
posed rules 

BARNUM.EC Molycorp. Inc AA38-2 06/05/05 ALEXANDER, R E Division of Radi 
ation Programs & Earth Sciences (040429 060720) Ip 61862 273-61062 273 

-9204270170 Comment on proposed rules 10CFR2,19. 20.30, 31. 32, 34, 35,39,40. 50,61 & 
70 re stds for prelection against radiation Opposes rule 

CRAIB.E Affiliation Not Assigned AA38 2 86/09/07 Office of the Secretary of the 
Commission Ip 61802 163 61682 163 

-9204270174 Comment on proposed rules iaCFR2, 19, 20,30,31, 32, 34,35, 39, 40, 50,61 & 
70 re stds for proteclion against radiation Opposos rule 

STEORTS.T, Affiliation Not Assigned AA3a-2 86/09/02 Docketing & Services 
Branch Ipp 61862 139-61862 139 

-9204270177 Olscussee recordkeoping coats associated w/rov of 10CFR20 & clarifies 
provisions of proposed rule which should be classified as basic health stds 
MORRIS.B M Division of Regulatory Applications (Post B70413) 56Fn23360 08/00/ 
05 JORDAN.E CommlHoo to Review Generic Roquiremanls 4pp 61840 062- 
61846065 

-9204270181 Comment on proposed rules 10CFR2, 10, 20,30, 31, 32,34, 35, 39, 40, 60,61 & 
70 re stds for prolection against radialton Opposes rule 

CROSSLEY.NA Affiliation Not Assigned AA36 2 86/09/04 Docketing & Services 
Branch ipp 61862.140 61862 140 

-9204270184 Concurs w/enci Pari 2 re rules of practice provided minor comments dis 
cussed w/l I Peterson by E Flack Incorpo/atad Ofc of Enforcemenl has no position on 
Part 20 

LIEBERMAN,J Otc of Enforcomonl (Post 670413) 56Fn23360 80/08/05 

MORRIS.B M Division of Rogulatory Applications (Posl 670413) 7pp 61848 066- 
61840 066 

-9204270185 Commenl on proposed rules 10CFn2,1 0,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re aids for protoction against radiation Opposes nils 

WILSON,! A Molycorp, Inc AA30-2 86/05/01 Dockeling & Services Branch 14pp 
61862 274-61862 287 

-9204270188 Comment on proposed rules 10CFR2, 19, 20,3 0,3 1,3 2.3 4,35,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

* Affiliation Not As sinned A AOS 2 86/09/08 NRC - No Detailed Affiliation Given 
Ipp 61862 141 61662 141 

-9204270192 Comment on proposed rules 10CFR2, 19, 20,30.31,32,34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 86/09/03 Office of the Secretary of the Commis- 
sion Ipp 61062 142 61802 142 

“9204270193 Discusses now Part 20 & backlit rule, per SECY-80-315 Backfit rule violat- 
ed & must be susp ended or oxompled from if now Part 20 to go f onward 
PAnLER.WC Offco of the Gonoral Counsel (Post 860701) AASO 2 88/11/22 CUR- 
TISS Commissioners (Post 7501 1 9) 3pp 61850 01 3 61850 019 

-92042701 9S Forwards final draft rept, “Regulalory Analysis for rev of 10CFft20" Draft 
reflects comments by Qatlolle & Ofc of General Counsel 

MERWIN.SE Battolle Memorial Institute. Pacific Northwest Laboratory 66FR23360 
86/08/10 PETERSON.H T Radiation Protection & Health Effects Branch 121pp 
61848 067 01848 166 

-9204270200 Comment on proposed rules 10CFR2, 19,20,3 0,31 ,32,34,35,39,40, 50,61 & 
70 ro Bids for proteclion agalnsl radiation 

WILLIAM S,R Richard Williams Archilocluro AA30-2 86/05/05 ALEXANDER, R. Divi 
Sion of Radiation Programs & Earth Sciences (84042D 660720). tp. 61062 286 
61862 288 

-9204270201 Commont on proposed rules 10CFR 2, 19,20 ,30, 3 1,32,34,3 5,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

FOSTER. R.C. Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services 
Branch Ip 61862.164-61862164 

-9204270202 Forwards draft Commission policy paper & transmittal memo to EDO for 
10CFR20 rulemaking Concurrence requested by 880908 W/o enci 
MORRIS.B M Division of Rogulatory Applications (Post 870413) 66Fn23360, 88/08/ 
26 MURLEY.TE Office of Nuclear Reaclor Regulation. Director (Post 870411) 2pp 
61848.187-01848 1 80 

-9204270204 Comment on proposed rules 10CFH2, 10,20,30,3 1,32 .34, 35,39, 40, 60,61 & 
70 re aids for protection against rod! alio n. Opposes rule, 

SMITH,!, Alfilialion Not Assigned AA36-2 86/08/30 Docketing & Servicos Branch 
Ipp 61B62 143-61862*143 

-9204270207 Comment on proposed rules 10CFR2, 19, 20,30, 31. 32, 34,35, 39, 40, 60,61 & 
70 re stds for proteclion against radiation Opposes rule. 

SKIBBEUP.L Affiliation Not Assigned. AA38.2 86/09/08 Office of the Secretary of 
fhe Commission tp 61062*165-61862 1 65 


-9204270160 Forwards layouts for voluminous tables In 10CFR20,App B. Samples 
should be forwarded to Ofc of FR to ensure proposed change format may be used in 
Part 20 rev FR notice. 

PETERSON.H T Radiation Protection & Health Effects Branch AA38-2. 88/07/22 
MEYER, D Regulatory Publications Branch 3pp 61848*059-61848,001 


-9204270208 Provides followup to question at public hearing on 10CFR20 881110 con- 
cerning conformance of Industry proposals for regulating doses to workers from long 
lived radionuclides to federal guidance. 

RrCHAnDSON,A. NRC - No Delailod Affiliation Given AA38-2 08/11/18. 

CURTISS, JR Commissioners (Post 750110) 7pp 61850 020-61850 026. 
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-■9204270210 Comment o;i proposed rules 10CFH2. 19.20, 30,31, 32,34.35.39.40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

* Affiliation fslot Assigned AA3S 2 66/09/10 Dockelrna & Services Branch Ip 
61862 166-61862 166 

-9204270211 Comment on proposed rules iaGFR2, 19.20, 30,31 .32,34,35,39.40. 50,61 & 
70 re atds for protection against radiation Opposes rule 

EDDINS.RA Affiliation Not Assigned AA3a 2 86/05/08 ALEXANDER.R E Division 
of Radiation Programs & Eartti Sciences (840429 860720) Ip 61062 269-61862 209 

-9204270213 Comment on proposed rules 10CFR2. 19,20.30.31.32,34.35.39.40. 50, 6i S 
70 TQ stds for protection against radiation Opposes rule 

LOWEN.S Affiliation Not Assigned AA38-2 86/09/08 Docketing & Services Branch 
Ipp 61862.144-61862 144 

-9204270215 Comment on proposed rules 10CFR2, 19,20.30,31. 32,34.35, 39, 40, 50.61 & 
70 #0 stds for protecUon against radiatton Opposes rule 

RAfsfDALL.M A Affiliation Not Assigned AA3B-2 86/09/10 Docketing & Services 
Branch ip 61862167 61862 167 

-9204270217 Responds to ACRS comments re 10CFR20 re stds for protec1ior» against 
radiation 

STELIO.V Ofc of the Executive Director for Operations 56FR23360 88/09/02 
FRALEY, RF ACRS - Advisory Committee on Reader Safeguards 7pp 61048109- 
61848 201 

-0204270219 Comment on proposed rules lOCFR 2, 19.20, 30, 3 1,32, 34, 35, 3 0,40, 50,61 & 
70 ra stds for protoctlor) against radiation Opposes rule 

BARTON, C. Affiliation Not Assigned /\A3a 2 86/0B/23, Docketing & Services 
Branch Ipp 61662.145-61862 145 

-9204270221 Comment on proposed rules 10CFR2.1 0.20.30, 3 1,32.34,35.39, 40, 50,61 d 
70 re Stds for protection against radiation Opposes rule 

LUKE.L L Affiiiatloft Not Assigned AA3a 2. 86/09/10, DockeUng & Services Branch 
Ip 61862 168 61662168 

-9204270224 Discusses OGC position as to whether guidance to federal agencies 
signed by President sulticleni fuslificatlon to preempt backfit requirements to 
10CFR50 109, as staff argued fn SECY-8 8-3 15 

PARLER.WC Office of the General Counsel {Post 860701) AA3B.2, 88/11/29* ROR- 
ERTS Commissioners (Post 7501 19) 2pp 61860 078-61850,108 

-9204270227 Comment on proposed rules 10CFR2. 19,20.30.3 1,32,34.35, 39,40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

SBAR.C Affiliation Not Assigned AA3a2 86/09/10 Docketing & Servicos Branch 
Ip 61862 169-61862:169 

-9204270230 Responds (o 880823 Itr Informing that proposed 10CFR20 revision re use 
of effective dose equivalent applies only to doses from fntornal 
radionuclidos Statement of considerations for proposed rule listed 
ROECKLEIN.A K Radiation Protection & Health Effects Branch 66Fn23 360 6 0/09/ 
13 KAUL.OC Science Applications International Corp. [formerly Sclonoo Applica- 
tions, Inc) 2pp 61848 202-61648 203 

-9204270232 Comment on proposed rules lOCFR 2, 19,20, 30, 3 1,32.34,35.39,40, 50,61 & 
70 re stds for prateclion against radiation Opposes rule, 

DUBOIS, T Affiliation No! Assigned /W38 2. 66/09/10 Dockeling & Services Branch 
Ip 61862 170 61862 170 

-9204270235 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32,34,35.39,40, 50,61 & 
70- re stds for protection against radiation 

O'BRIEN, A Affiliation Not Assigned AA35-2 86/09/07 Dockeling & Services Branch 
Ip 61862 171-61862171 

-9204270239 Comment on proposed rules 10CFR2, 19,20.30,31,32.34,35.39.40, 50,61 8. 
70 re stds for protection against radiation Opposes rule 

• Affiliation Not Assigned AA38’2 86/09/10 Office of the Secret ary of the Commis- 
sion Ip 61862 172-61862 172 

-9204270243 Comment on proposed rules 10CFR2,1 9.20.30,31,32,34,35,39,40. 60,01 & 
70 re stds for protection against radiation Opposes rufe 

RILLY.M E AffiEiation Not Assigned AA38-2 88/09/97 Docketing & Services Branch 
Ip, 61862 173-61062 173, 

-9204270260 Comment on proposed rules 10CFR2, 19.20.30,31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHITBEE,J R, Affiliation Not AssFgdod AA3a 2 86/09/10 Docketing & Services 
Branch Ip 61062.174-61862 174 

-9204279251 Comment on proposed rules 10CFR2, 19, 20,30, 3 1.32.34,35.39, 40, 50,61 & 
70 re stds for proloction against radiation Opposes rule 

GANGI.B F. Aifilisllon Not Assigned /\A30-2 86/09/1 1. DockelEng & Services Branch 

1p 61862 168-61862.108 

-9204270269 Comment Oft p/opoaed rules 10CFR2, 19.20.99,3 1,32.34.35,30, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule. 

BRIAN.UO Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services Branch 
Ip 61662 17561002 175 

-9294270260 Comment on proposed rules 10CFR2, 19,20, 30, 3 1.32.34,35,39,40, 60,01 & 
70 ra slds for proloction against radiation Opposes nuls* 

GANGI.VA Affiliation Not Assigned AA36-2, 66/09/11 Dockeling & Services 
Branch Ip 61062 189 61862 189 

-9204270265 Comment on proposed rules 10CFR2,19,20,30,31.32,34,35,39,40. 50,61 & 
70 re stds for proiaction against radiation Opposes rule 

O'BRJEN.T F* Affiliation Not Assigned, AA3a-2 86/09/11, Docketing & Services 
Branch 1p. 61862 190 61662 190, 

-9204276288 Commeftl on proposed rules 10CFR2, 19.20,30,31.32,34.35,39,40. 60,61 & 
70 re aids for protdctron against radiation 

ZAFRIS.J L Affilfallon Not Assigned AA38-2 66/00/09 Docketing & Services 
Branch Ip B18e2'1 76 61662 176 

-9204270271 Comment on proposed rules 10CFB2, 19,20, 30.31, 32, 34. 35, 39, 40, 50,61 & 
70 ra stds for protection against radiation Opposes rule 

WALSH.HN AffillaUon Not Assigned AA3e-2 86/09/11 Dockeling & Services 
Branch Ip 61662.191-61062,191 


-9204270272 Comment on proposed rules 10CFR2,1 9.20,30,31 ,32.34,36,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

ENDRUStCK.T L Affiliation Not Assigned AA38 2 86/09/03 Docketing & Services 
Branch Ip 61862177-61862 177 

-9204270275 Forwards comments on equal employment opportunity Commission pro- 
posed policy guidance on reproductive A fetal hazards dtd 081007 
BECKfcR.JM Office of the General Counsal (Post 860701) AA38-2 88/12/06 
JOHNSTON.D B Equal Employment Oppoftunily Commission 7pp 61 850 1 09- 
61850 115 

-9204270260 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35,39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

HAZARD.R L Affiliation Hot Assigned AA38 2. 86/09/09 Dockeling & Services 
Branch Ip. 61862 192 61862 192 

-9204270281 Forwards roviaed draft sld. “Neutron & Gamma Ray 17 Fluonce to Dose 
Factors," ANSf/ANS-6 1 M90B for review & comment Requesls meeting on 891031 
In Washlnglon.DC to discuss draft stds 

KAUL.DC Science Applications International Corp (formerly Sclonce Applicalions, 
Inc) 56FR23360 88/08/23 ALEXANDER.B NRC - No Detailed Affiliation Given 
2pp 61648 204-61848 205 

-9204270204 Commonl on proposed rules 10CFR 2, 19, 2 0,30, 3 1,32, 3 4, 3 6, 3 9, 40. 50,61 & 
70 re stds for protection against radiellon Opposes rule 

WEGENER.C Affilmtion Not Assigned AA38 2 86/09/10 Office of the Secretary of 
the Commission Ip 61062 178-61862 170 

-9204270291 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39.40, 50,61 & 
70 re stds for protection against radiafion Opposes rule. 

WHIPPLE.J.A Affiliation Not Assigned AA3D-2 86/09/08 Docketing & Services 
Branch Ip 61862 193 61862.193 

-9204270294 Comment on proposed rules 10CFn2, 19.20,30.31,32,34,35.39,40. 50,61 & 
70 re stds for proloction against radiation Opposes rule, 

REILLY, BW. Affiliation Not Assigned AA30-2 86/09/07 Docketing & Services 
Branch Ip 01662 179 61862 179 

-92-04270295 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40. 50,61 & 
70 ro slds for protection against radlation.Opposes rule. 

OIERAUER.C Affiliation Not Assigned AA3B‘B 06/09/08 Dockeling & Services 
Branch Ip 61 662*1 94 61862 194 

-9204270297 Comment on proposed rules 10CFR2, 10.20,30,31 ,32.34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DRA0E,J L Affiliation Not Assigned AA30-2 06/00/04 Office of the Secretary of the 
Comm lesion 2pp, 61662 160 61662 181 

-9204270300 Comment on proposed rules 10CFR2.19.20.30,31,32,34i35,30,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

TRUSSELL.RR Affiliation Not Assigned AA30-2 86/09/10 Docketing & Services 
Branch 2pp 61662 182 61962 1B3, 

-9204270304 Comment on proposed rules 10CFR2.10,20.30.31, 32,34, 36.39, 40, 50,61 & 
70 ro stds for protection against radlation.Opposes rule 

NELSON.DR Illinois Safa Energy Alliance AA36-2 66/09/07 Docketing & Services 
Branch 2pp 61062*104 61062 105 

-9204270307 Comment on proposed rules 10CFR2. 19, 20,30, 3 1,32, 34, 35.39, 40, 50,61 & 
70 re stds for protectfon against radiation Opposes rule 

DIPUTRO.Q Affiliation Not Assigned. AA38-2 06/09/11 Docketing & Services 
Branch 1 p. 6 1 662 1 B6 6 1 862 1 86. 

-9204270331 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rut© 

MILLER.M J. Affillailon Not Assigned AA3d-2. 86/05/09 ALEXANDER.R. Division of 
Radiation Programs & Earth Sciences (640420-060720) Ip 61662 290 61062 200 

-9204270334 Comment on proposed rules 10CFn2.19,20.30.31, 32, 34.35.39, 40, 60.61 & 
70 ro stds for protection against radiation 

COTE.N. Affiliation Hot Assigned AA36 2 86/07/24 Dockeling & Servicos Branch. 
Ip. 61802 291-61062 201 

-9204270337 Advises that Ofc of General Counsel has no legal objections to staff 
paper re rev of 10CFR20, "Stds for Protection Against Radiation '* 

BECKER, JM Office of the General Counsel (Post 660701). 58FR23360 88/09/22 
STELLO.V Ofc of the Executive Direclor for Operations 29pp 61040*215 61848 216 

-9204270338 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32. 34,35, 39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

HAZARD, J. Affiliation Not Assigned AA38-2 86/09/1 1 . Dockoting & Servicos Branch. 
Ip 61862195 61Q62105. 

-9204270339 Forwards proposed guidance on reproductive & fetal hazards Guidance 
approved by Commission on interim basis, after final approval & will bo Incorporated 
into Vol \i of EEOC copflance manual 

THORNTON, EM Equal Employment Opportunity Commission 66FR23360 08/11/ 
08 BECKER.JM Office of the General Counsel (Post 860701) 18pp 61850 116- 
61050135, 

-9204270342 Comment on proposed rules 10CFfl2, 19, 20, 30,31 .32,34.35,39,40. 50.61 & 
70 ro stds for protection against radiation 

YOUNG.A.E Affiliation Not Assigned AA30-2 86/07/20 Dockeling & Services 
Branch Ip 61862*292-61862.292 

-9204270348 Comment on proposed rules 10CFR2, 19,20,30,91,32.34,35,39,40. 60.61 & 
70 re stds for protection against radiation Opposes rule 

HAMILTON.R.B Affiliation Not Assigned AA38-2 86/09/11. Docketing & Services 
Branch, Ip 61062.196-61862*196. 

-9204270351 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39.40, 50,61 fk 
70 re side for protection against radiation Opposes rule 

GREENFIELD.M Affiliation Not Assigned AA3a-2 06/07/26 Docketing & Services 
Branch Ip, 61662 293 61062.293, 
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-920427O3S4 Comment on proposed rules iaCFR2, 19,20,30, 31, 32,34, 35, 39.40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

PETTEY.L Affiliation Not Assigned AA3B-2 86/09/06 DocKeting & Services 8ranch 
1p 61862 197-61862 107 

-92042703S7 Comment on proposed rulos 10CFR2,1 9.20,30,31 ,32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOYCE.K Affiliation Not Assigned AA38-2 86/07/28 Office of the Secretary of the 
Commission Ip 61662 294 61862 204 

-9204270359 Forwards FR meeting notice of fifth meeting of ACNW scheduled for 
881 221 in Rethesda.MD to discuss proposed rev to 10CPR20, "Stds for Protection 
Against Radiation " 

FRAI-EY.R F ACRS - Advisory Committee on Reactor Safeguards 56FR23360 00/ 
12/07 HOYLE. J C ACRS - Advisory Committee on Reactor Safeguards 67pp 
61850136 61850 202 

-9204270360 Forwards first draft of Reg Guido that endorses NUREG/CR 4684, “Ac- 
ceptable Methodology for Interpretation of Bioassay Measurements " Commonls ra- 

^^OOKS.B Office of Nuclear Regulatory Research (Post 060720) 56FH23360 88/ 
09/23 COOL.D NRC - No Detailed Affiliation Given 16pp 61848 216 61848*246 

-9204270368 Comment on proposed rules 1QCFR2,1 0,20,30, 3 1,32,34 ,35,39,40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

EDWARDS.C Affiliation Not Assigned AA38-2 86/07/23 Docketing & Services 
Branch Ip 61862 295 61062 295 

-9204270369 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

LAFFELY.SA Affiliation Not Assigned AA30-2 86/09/08 Docketing & Services 
Branch Ip 61662 198 61862*198 

-9204270373 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

TRACOKAS,M G Affiliation Not Assigned M38-2, 86/07/28 Docketing & Services 
Branch Ip 61862 296 61862*296 

"9204270376 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,61 S 
70 re stds for protection against radiation Opposes rule. 

PERHING.C Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services 
Branch 1p 61862 199 61862 199 

"9204270377 Comment on proposed rules 10CFR2, 19, 20 ,30,31, 32, 34,35, 3 9, 40, 60,01 & 
70 re stds for protection against radiation Opposes rule 

GANGI.LE AHiliation Not Assigned AA38-2 86/09/11 Docketing & Services Branch 
Ip 61862 304-61862 304 

"9204270378 Comment on proposed rules 10CFfl2,19,20,30,31,32,34,35,39,40, 50,61 8 
70 re Stds for protection against radiation Opposes rule 

SHELTON.P Affiliation Not Assigned AA38 2 86/07/28 NRC • No Detailed Affiliation 
Given Ip 61862 297-61862 297 

"9204270386 Comment on proposed rulos 10CFR2, 19, 20,30, 3 1,32, 34,35,9 9,40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

CODY.P Affiliation Not Assigned AA38 2 86/09/11 Docketing 8 Services Branch. 

Ip 61862 200 61862 200 

"9204270307 Comment on proposed rulos 10CFR2, 19, 20,30,3 1,32, 34, 35, 39,40, 60,61 & 
70 re stds for protection against radiation 

LEONARD,A J Affiliation Not Assigned AA3B-2 66/07/31 NRC • No Detailed Affili 
ati on Given Ip 61862 298-61802*298 

-9204270360 Comment on proposed rules 10CFR2, 16, 20,30, 31, 32,34,35, 30, 40, 60,61 S 
70 ra stds for protection against radiation Opposes rule 

GANGi.DS ^filiation Not Assigned AA38-2 86/00/11 Docketing & Services 
Branch, Ip 61662 305-61862 305 

"9204270393 Comment on proposed ruies 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 fo stds for protection against radiation Opposes rule 

OSNER.J AfflHalion Not Assigned AA3B-2. 66/09/11 NRC - No Detailed Affillalion 
Given 1p 61662*201.61862.201. 

"9204270398 Comment on proposed rulos 10CFR2, 19, 20*30,3 1,32,34,35, 39,40, 50.61 & 
70 TO aWa Iot protection against radiation 

COLLINS, L Affiliallon Not Assigned AA38 2 68/10/13 NRC - No Detailed Affilialion 
Given Ip. 61662 306 61662 306 

"9204270402 Comment on proposed rufos 10CFR2, 19,20, 30,31 .32,34,35,39,40. 50,61 & 
70 re stds for proteclion against radiation Opposes rule. 

CONLY.L Nuclear-Free Berkeley CommiUee. AA38-2 86/07/31 Docketing & Services 
Branch Ip 61062*299 61662.299 

-9204270403 Comment on proposed rulos 10CFR2,1 9.20,30,31.32,34.35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

SANBORN, I M Affiliation Not Assigned. M38-2 66/09/07 Docketing & Services 
Branch. 2pp 61662 202-61862 203 

"9204270404 Comment on proposed rules 1QCFR2,1Q,20,30,31,32,34,3S,30,40, 50,61 & 
70 re stds for protection against radiation 

VERMONT.K Affiliation hTot Assigned. AA30-2. 86/10/09 NRC - No Detail ed Affili- 
ation Given 4pp 61662*307-61862*310 

"9204270409 Comment on proposed rules 10CFR2,1 9,20.30,31,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GREGG.D.R. Affiliation Not Assigned. AA3a-2 86/10/1.4 Office of the Secretary of 
the Commission Ip 61662*311-61862.311. 

-9204270410 Comment on proposed rules 10CFR2,1 9,20,30,31 .32.34,36.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SLECHTA,A Affiliation Not Assigned AA30-2. 86/09/06 Docketing & Services 
Branch Ip 61862 204-618621204 

"9204270415 Forwards proposed Commission policy paper recommending approval S 
publication of revised std for radiation protection (10CFR20), 

BEGKJORD.E.S Office of Nuclear Reactor Regulation, Director (Post 670411) 
seFR23360. 86/09/27. STELLO.V Ofc of the Executive Director for Operations. 
19pp. 81048'247‘6ia49 071. 


"9204270419 Comment on proposed rules 10CFR2, 10,20,30.31 ,32,34,35,39,40. 50,61 & 
70 re sids for protection against radiation Opposes rule ^ ^ 

WARSHAW.OA Affiliation Not Assigned AA3B 2 86/09/06 Docketing & Services 
Branch Ip 61862 205 61862 205 

"9204270421 Comment on proposed rules 10CFR2, 19,20.30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

BELL.EK Affiliation Not Assigned AA38-2 86/10/15 Docketing & Services Branch 
2pp 61862 312-61862 313 

"9204270423 Comment on proposed rules 10CFR2, 19.20,30, 31, 32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BROERSMA.D Affiliation Not Assigned AA38 2 88/07/24 NRC • No Detailed Affili- 
ation Given Ip 61862 300 61062 300 

"9204270431 Comment on proposed rules 10CFH2, 19.20.30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DAY.M Affiliation Not Assigned AA3B 2 86/08/01 Office of the Secretary of the 
Commission Ip 61062 301-61862 301 

"9204270434 Comment on proposed rules 10CFR 2, 19, 20.30, 3 1,3 2. 3 4, 35,30, 40, 50,61 & 
70 re stds for protection against radiation. Opposes rule, 

* Affiliation Not Assigned /VA3B 2 86/10/22 Docketing S Services Branch Ip 
61862 314-01862 314 

-9204270437 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DONOVAN. M. Affiliation Not Assigned AA3B-2 86/09/08. Docketing & Services 
Branch Ip 61662*206 61662 206 

-9204270440 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RUTTER.V.B Affiliation Not Assigned AA38.2 86/07/18 NRC - No Detailed Affili 
ation Givon Ip 61662 302-6 1 862 3 02 

-9204270441 Comment on proposed rules 10CFR 2, 19, 20 ,30, 3 1,32, 34 ,35 ,3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HICKMAN.J.H Affiliation Not Assigned AA3B-2 86/10/18 Office of the Secretary of 
the Commission Ip 61862 315 61062 316. 

-9204270444 Comment or^ proposed rules 1OCFR2,10,2O,3O,31,32,34,35,39,4O, 50,61 & 
70 re stds for protection against radiation Opposes rule 

OLANDER.RE Affiliation Not Assigned 50Fn51692 86/07/30 Docketing & Services 
Branch Ip 61662 303-61662.303 

"9204270452 Comment on proposed rules 10CFR 2, 19, 20, 30,3 1,32, 3 4, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SHAW.A.8 Affilialion Not Assigned AA3B-2 86/09/11 Docketing & Services Branch 
Ip 61862 207-61862 207 

"9204270454 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1.32, 34, 9 5,3 9, 40, 50,61 & 
70 ro aids lor protaclion against radiation 

DEAR.TM. Affilialion Not Assigned. AA36-2 86/10/28 Office of ihe Secretary of the 
Commission Ip 81862 316-61862 316 

"9204270469 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39, 40, 60.61 S 
70 ro aids lor pfotoclion against radiation Opposes rule. 

BATEHELDER.P Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services 
Branch Ip 61062 208-61862 208 

"9204270462 Comment on proposed rulos 10CFR2,19,20,30,31,32,34»35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

OLDAK.B Affsilalion Not Assigned AA38'2 86/10/23 Docketing & Services Branch 
ip 61862 317-61862 317 

"9204270464 Comment on proposod rules 10CFR2, 19, 20, 3 0,3 1,3 2,34, 3 5, 3 9, 40, 60,61 & 
70 re stds for protection against radiation.Opposes rule 

LEONAHO*N.a Affiliation Not Assigned AA3B 2 86/10/23 Docketing & Services 
Branch Ip 61662*316-61662 318. 

"9204270474 Comment on proposed rulos 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

CARNWALT.M Affiliation Not Assigned. AA36-2. 06/10/23 Docketing & Sorvlcos 
Branch Ip. 61862 310-61862 319 

"9204270478 Comment on proposod rules 10CFR 2, 19, 20,30, 3 1,32,34,35,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BOUCHER.B Affilialion Not Assigned. AA30-2 00/10/23 Dockolmg & Services 
Branch. Ip 61062.320-61862 320 

"9204270479 Comment on proposod rules 10CFR2, 19, 20, 30, 3 1,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation.Opposes rule. 

* Abalone Allianco. AA36 2 86/09/11 Office of the Secretary of the Commission 
21pp. 61862*209 61862 229 

-9204270464 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 3 5,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ESHOM,M.J. /Affiliation Not Assigned. AA30-2 86/09/09. NRC - No Detailed Affiliation 
Given ip 61862*230 61962 230 

"9204270485 Comment on proposed rufes 10CFR2, 19, 2 0,30, 3 1,3 2, 34, 3 5, 3 9, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule. 

* Affiliation Not Assigned. AA3B 2 06/10/23 Docketing S Services Branch tp 
61862 321-61062.321 

"9204270400 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32 ,3 4, 3 5, 3 0,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

QOS SOM, M B, Affiliation Not Assigned. AA3B 2. 86/09/09 Docketing & Services 
Branch Ip 61862*231 61862.231 

—9204270489 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34, 3 5,39, 40, 50,61 & 
70 re stds for protection against radiation.Opposes rule, 

BLUM.M. Affliction Not Asaigned AA38-2 66/10/23 Docketing & Services Branch, 
ip 61862*322-01062.322 
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-92042704a2 Comment on proposed rules l0CFR2.19.20.30.31,32,34,35.3g,40, 50,61 S 
70 re stds for protection agamst radiation Opposes rule 

GARCIA, LJ Atfifiation Not Assigned AA3B-2 86/10/16 Docketing & Services 
Branch Ip 61862 323 61662 323 


■9204280063 Comment on proposed rules 10CFR2,1d,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for prolection against radiation 

KEARNEY, JJ Edison Electric Inslilulo AA38 2 06/10/31 CHILK.SJ Office of the 
Secretary of tho Commission 5pp 61063 059 B1B63 063 


•9204270493 Comment on proposed rules 10CFR2, 19. 20, 30, 31, 32,34.35.39, 40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

M08ERGER.M R Affiliation Not Assigned AA38-2 66/09/12 Dockelmg & Services 
Branch Ip 61862 232*61862 232 


■9204280069 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

EYLEB.N Accord Research A Educational Associates. Inc AA38-2 86/10/31 Dock- 
eling & Services Branch 4pp 61063 064-61863 067 


-9204270498 Comment on proposed roles 10CFB2. 19. 20,30, 31. 32,34,35,39,40, 50,61 A 
70 re stds for protecitan against radiation Opposes rule 

HIRBAUR.KA Affiliation Not Assigned AA3a.2 86/09/12 Dockeling A Services 
Branch Ip 61862 233-61862 233 

-9204270496 Comment on proposed r^iles 10CFR2. 19,2 0,30 .31 .32. 3 4.35,39.40, 50.61 A 
70 re stds for protection against radiation 

GOODEN,H Affiliation Nol AssEgned AA38 2 86/10/21 Office of tho Secretary of 
the Commission Ip 61662 324 61862 324 


-9204270501 Comment on proposed rules 10CFR2.1 9.2 0,30, 3 1,32, 3 4,35, 39,40. 50.6 1 A 
70 re stds for protection against radiation Opposes rule 

EHMI.H Arhiiallon Not Assigned AA38 2 86/09/03 Docketing A Services Branch 
Ip 61862 234-61862 234. 

-9204270S03 Comment on proposed rules 10CFR2, 19,20.30.31.32,34,36,39.40. 50.61 A 
70 re stds for protaclion against radiation Opposes rule 

MCINTOSH.CM Affiliation Nol Assigned AA38-2 86/09/03 NRC - No Detailed Affill 
ationGivort 2pp> 61862 235 61862 236 


-9204270504 Commorvt on proposed rules 1 0 CFH 2 . 1 9, 20. 30.3 1,3 2.3 4, 35, 39.40. 50,01 A 
70 ro stds for protection against radiation 

WHITE.D. Maine Labor Group On Health, fnc AA30-2 06/10/21 Oockoting A Serv- 
ices Branch 1p 61662 325 61662 325 


-9204270509 Comment on proposed rules 10CFfl2. 19.20,30.31 .32,34,35.30,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

WILSON.M Affiliation Nol Assigned AA38 2 86/09/10 Docketing A Services Branch 
Ip 61862 237-61862 237 


•9204270510 Comment on proposed rules 10CFR2. 19,20.30.31.32.34.35,39,40, 50,61 A 
70 re stds for protection against radiation 

HAWLEY, HG A ffilJat Ion Not Assigned AA3B-2 86/10/24 Office of the Secretary of 
the Commission Ip 61862 326 61862 326 

■9204270512 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35.39,40, 50,61 A 
70 re stds for protection againsi radiation Opposes rule 

LIBBY,M Affiliation Nol Assigned AA30-2 86/09/15 Docketing A Services Branch 
tp 01B62 23B-61862 238. 


-9204270515 Comment on proposed rules 10CFB2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiahon Opposes rule 

MURPHY.G Affiliation Not Assigned AA30-2 86/09/15 Docketing A Soivicos 
Branch 1p 61662 239 61882 239 


-9204270521 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

HUNTINGTON.D Affiliation Nol Assigned AA30-2 06/10/24. Docketing A Services 
Branch Ip 61862 327 61862327 


-9204270522 Comment on proposed rules tOCFR 2, IS, 20,30, 3 1,32,34,35, 39.40, 50,61 A 
70 re stds for prateclion against radiation Opposes rule 

THAYEfl.D. Affiliation Nol Assigned AA38-2 06/09/08 Docketing A Services Branch 
1p 61662 240 61862 240 


-9204270523 Comment on proposed rules tOCFR 2,1 0.20.30,3 1,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HAWKINS.T F Aflilialion Not Assigned AA30.2 06/10/21 Docketing A Sorvicos 
Branch tp 61862 320-61062 328 


■9204270527 Comment on proposed rutos 10CFR 2, 19,20,30, 3 1,32,34, 35,30, 40, 50,61 A 
70 re stds (or protection against radiation Opposes rule 

CUNNING HAM.L Affiliation Not Assigned AA3e 2 86/00/08 Dockelmg A Services 
Branch tp 01062 241-61062 241. 


■9204278528 Comment on proposed rules 1QCFR 2, 10, 20, 30, 3 1,32,34,35,39,40, 50.61 A 
70 re stds for prolocllon against radiation Opposes rule 

SCIANGULA.TL Affiliation Not Assigned AAa0-2 86/10/17. Dockelmg A Sorvicos 
Branch Ip 61862 329-61062 329 


-9204270529 Comment on proposed rules 18CFR 2, 18. 20,30,3 1.32,34,35.39.40, 60,01 A 
70 re stds for protection against radiation Opposes rule 

O’NEIL L,DL Affiliation Not Assigned AA30-2 86/09/11 Docketing A Services 
Branch. 1p 01002 243-61662 243, 


-9204280074 Comment on proposed rules tOCFn2.19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

NELSON.JM South Dakota, State of AA38-2 86/10/28 Dockelmg & Services 
Branch 2pp 61062 332-61862 333 

-9204280078 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 & 
70 re Bids for prelection against radiation 

CURRAN, D Union of Concerned Scientists AA3B'2 86/10/31 Office of the Secre 
tary of the Commission 7pp 61063 068 61863 074 

-9204280085 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

SEMfNARIO.M AFL-CIO AA3a 2 86/10/28 Docketing A Sorvicos Branch 8pp 
61G62 334 61 062 341 

-92042800B6 Comment on proposed rules 10CFR2.1 9, 20,30,31. 32, 34, 35, 39,40, 60.61 A 
70 re stds for protection against radiation 

EDWARDS.OW Yankee Atomic Eloclrlc Co FYC 86 014 86/10/30 Docketing A 
Services Brarrch Qpp 61663 075 61B63 082 

-9204280096 Comment on proposed rules 10CFR2, 19, 20.30.3 1,32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

FRANCIS.B Alflliation Nol Assigned AA38-2 86/10/17 Docketing A Sorvicos 
Branch Ip 61863 025-61863 025 

-9204280096 Comment on proposed rules 10CPR2, 19, 20, 30, 3 1,32,34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SULLIVAN.M R Affiliation Not Assigned AA30-2. 06/09/06 Dockoting A Services 
Branch tp 61862 245 61862 245 

-9204280100 Comment on proposed rules 10CFR2, 19, 20,30.31. 32, 34.35.39.40, 50,61 A 
70 re stds for prolocllon against radiation. 

SIPLER.R Affiliation Not Assigned AA30-2 86/10/31 Docketing A Services Branch 
tOpp 61863 083 61663 009 

-9204280108 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA36'2 86/10/23 Docketing A Services Branch tp 
61863 026 81063 026 

-920428010B Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34.35,30.40, 50,61 A 
70 ro stds for protection against radiation 

PAIMER.RC Affiliation Not Assigned 50FR51992 86/10/30 Dockelmg A Sorvicos 
Branch 4pp 61862 342-61062 345 

-9204260109 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32.34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

A6USAMRA.LE Afflliallon Not Assigned AA38 2 06/09/10 Docketing A Services 
Branch Ip 61862 246 61062 246 

-9204280112 Comment on proposed rules 10CFR2,1 0,20.30,31, 32, 34, 35, 30.40, 50,61 A 
70 ro elds for protaclion against radlatlon.Opposes rule 

FERLAZZO.SC Affiliation Not Assigned AA38-2 86/10/27 Dockeling A Services 
Branch Ip 81863 027-61863 027 

-9204260118 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35, 39,40, 50,61 A 
70 re stds for prolocllon againsi radiation 

SCHNELL.DF Union Eloctflc Co ULNRC-1306 86/10/28 Docketing A Sorvicos 
Branch 17pp 61663 100 61063 116 

-9204280119 Comment on proposed rules 10CFR2,1 9,20.30.31 ,32,34,35,39,40, 50.61 A 
70 ro stds for protection against radiation Opposes rule 

MCLAUGHLIN.C L Affiliation Not Assigned AA30.2 86/10/23 Docketing A Sorvicos 
Branch Ip, 61063 026-61863 020 

-9204280128 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39, 40, 60,61 A 
70 re stds (or protection against radiation 

COLEMAN.D 0 Affiliation Not Assigned, AA38.2 86/10/22 Office of Iho Secretary of 
the Commission, 2pp. 61063,029 01063 030 


■9204270632 Comment on proposed rules 10GFn2, 10,20, 30, 3 1,32, 34, 35.39,40, 50,61 A 
70 ro stds for protec lion against radiation Opposes rule, 

GLOWIK,D Affiliation Not Assigned AA3a*2 66/09/16 Dockeling & Sorvicos Branch 
Ip 61862 244 01062 244 


■9204280130 Comment on proposed rules 10CFfl2, 10,20, 30, 3 1,32, 34, 35,39, 40, 50,61 A 
70 re Bids for protection against radiation 

MOORE.V Affiliation Not Assigned AA3B 2 86/10/29 Dockelmg A Services Branch 
Ip, 61063117 61863 117. 


-9204270533 Comment on proposed rules 10CFR2, 10,20, 30, 3 1,32434,35, 39.40, 60.61 A 
70 ro aids for protection against radiation Opposes rule 

BERT.B Afflliallon Not Assigned AA30-2 06/10/17. Docketing A Services Branch 
Ip 61062330-61862 330 

-9204280038 Commenl on proposed rules 10CFR2, 10.20, 30, 3 1,32,34.35.3 9, 40. 60,61 A 
70 re stds for prolocllon against radiation Opposes rule 

BERT Affiliation Nol Assigned AA38-2 66/10/17 Docketing A Services Branch, Ip 
01063 023 61063023 

-9204200039 Comment on proposed rules 10CFR2,1 9,20,3 0,31 .32,34. 35, 39.40, 60,61 A 
70 re stds fer protection egainsf radiation Oppose arty increase (n accoplablo radi- 
ation exposure 

MCENROE.C Affiliation Not Assignod 50FRSI992 06/10/16 Dockoting A Services 
Branch Ip 61862 331-61862 331 

-9204280047 Commenl on proposed rules 10CrR2, 1 9, 20, 3 0,3 1,32,34.35.3 0,40. 50,61 A 
70 re stds (or protection against radiation Opposes rule 

FRANCIS.OL Affiliation Not Assigned AA30-2 86/16/17 Docketing & Services 
Branch, Ip 61863 024 61863 024 


-920428D132 Commonl on proposed rules 10CFR2,10,20,30,31,32,34,35.39,40, 50,61 A 
79 re aids for protection against radiation.Op poses rule 

DRURY.K, Affiliation Not Assigned AA3B-2 86/09/09, Docketing A Services Branch 
Ip 61862 247 61062 247 

-9204269134 Comment on proposed rules 10GFR2, 10, 20, 30.31, 32, 34, 36, 39, 40, 50,61 A 
70 re aids for protection against radialion 

LEEK.K Afflliallon Nol Assigned AA38-2 88/10/30 NRC ■ No Detaltod Aflilialion 
Given. 7pp 61862 346 61062 352 

-9204260136 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 39, 40, 50,61 A 
70 ro aids for proteclion against radiation 

* Afflliallon Nol Assigned AA30-2. 86/10/23 Dockoting A Services Branch 2pp 
61863 031 61863,032. 

-92042B0138 Comment on proposed rules tOCFR2, 10.20,30,31.32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation, 

HfGHTT.SL Ohio Citizens for Responsible Energy AA3D-2 86/10/31 Office of the 
Secretary of the Commission. Ip. 61863*118 61863 118 
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-9204280139 Commenl on proposed roles 10CFR2J 9,20.30, 31. 32.34, 35.39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

KRAMER, FE Affiliation Not Assigned AA38 2 06/09/15 Docketing & Services 
Branch 1p 61062 248 61062 24B 

-9204280140 Comment on proposed rules 10CFH2.19.20.30.31, 32, 34,35,39.40. 50,61 & 
70 ra stds for protection against radiation 

TAVLOR.RF Affiliation Not Assigned AA38 2 66/10/30 Docketing & Services 
Branch 3pp 61862 353 61662 355 

-9204260142 Comment on proposed rules 10GFR2, 19, 20, 30, 31, 32,34.35.39, 40. GO, 61 & 
70 r© stds for protection against radiation 

BATTUNQ.M Affiliation Not Assigned AA38‘2 86/10/14 Docketing & Services 
Branch Ip 61063 119*01863 119 

-9204280144 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32.34.35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON, P E Affiliation Not Assigned AA38 2 06/10/23 NRC • No Detailed Aflili* 
alion Given 2pp 61863 033 61863 034 

-9204260146 Comment on proposed rules 10CFR2,1 0,20.30 .3 1,32, 34, 35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned 60FR51992 86/10/28 Office of the Secretary of the Com 
mission ip 61862 356*61862 356 

-9204260146 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HARTNETT.S Affiliation Not Assigned 50Ffl51992 86/11/06 NRC - No Dolalled Af- 
filiation Given Ip, 61863 120-61863 120 

-9204200151 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHOEPFLIN.AE Affiliation Not Assigned AA30-2 86/09/15 Docketing & Services 
Branch Ip 61862 249 61862 249 

-9204280162 Comment on proposed rules 10CFR2, 19, 20. 30,3 1,32, 34.35.39, 40. 50,61 & 
70 re stds for protection against radiation 

BURNS, M.F Affiliation Not Assigned AA38 2 86/10/27 NRC * No Detailed Affiliation 
Given Ip 61863 121*61863 121 

-9204280156 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes ruto 

FENNER, CR Affiliation Not Assigned 50FR51992 06/10/15 Docketing & Services 
Branch Ip 61062 357 61862 357 

-9204280169 Comment on proposed rules 10CFR2, 19, 20. 30,3 1,32,34, 35,39, 40. 50,61 & 
70 re stds for protection against radiation 

URQENTO.LL Affiliation Not Assigned AA30-2 86/10/14 Docketing & Services 
Branch Ip 61063 122-6 1063' 122 

-9204280181 Comment on proposed rules 10CFR2, 19, 20,30,31, 32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

KOONTZ.S E Affiliation Not Assigned AA38 2 06/09/10 Dockoling & Services 
Branch Ip 61862 250*61862 250 

-9204280162 Commenl on proposed rules 10CFR2, 19, 20, 30 ,3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes any Increase In acceptable radi- 
ation exposure 

MOON, 8 P Affiliation Not Assigned 50FR51992 86/10/14 Docketing & Services 
Branch Ip 61862 35B 61862 350 

-9204280167 Comment on proposed rules 10CFR2.1 9,20,30.31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned AA3B-2 86/10/14 Docketing & Services Branch Ip 
61863 123 61863.123 

-9204280169 Comment on proposed rules 10CFR2, 19,20, 30,31, 32.34.35,30,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

MARRO.M H Affiliation Not Assigned AA3e-2 66/09/15 Docketing & Services 
Branch Ip 61662 251 61862 251 

-9204260174 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32, 34,35, 39, 40, 60,61 & 
70 re stds for protection against radiation 

TOLAN,J H Missouri, Univ of, Columbia, MO AA38-2 86/10/21 Dockoling & Serv- 
ices Branch 2pp 61863 035-61863 036 

-9204280176 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39,40, 50,81 & 
70 re stds for protection against radiation Opposes mle 

HAMILTON, B Affiliation Not Assigned. M38-2 80/00/16 Docketing & Services 
Branch Ip 61882 253 61862 253 

-9204280177 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MCINTYRE, J Affiliation Not Assigned AA38-2 86/10/14 Docketing & Services 
Branch Ip 61063 124-61863 124 

-9204280178 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34 .35, 30, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BARATELLI.P N Affiliation Not Assigned. AA3Q-2, 86/10/27, Docketing & Services 
Branch. Ip 61863 037-61863 037 

-9204260182 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HIMMELFARB.J Affiliation Not Assigned AA3B-2 86/07/30 Docketing & Services 
Branch. Ip. 61863,153 61863 163 

-9204280186 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,36,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

BROWN.B Affiliatfon Not Assigned AA38-2 86/09/08 NRC - No Detailed AffiliaUon 
Given Ip 61863 125 61863 125, 

-9204280186 Comment on proposed rules 10CFR2. 19.20,30,31,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

BERT.Q J Affiliation Not Assigned /VA38 2 86/10/17 Docketing & Services Branch 
ip. 61863 030 61863 030 

-9204280190 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

* Affiliation Not Assigned AA36-2, 86/09/15 Docketing & Services Branch Ip 
61862 254 81862 264 


-9204280191 Gommonl on proposed rules 10CFR2.1 9,20.30,31 .32, 3<1, 35,39.40, 50,61 &. 
70 re stds for protection against radiation 

JOHNSON, B Alfilialion Not Assigned AA38 2 06/10/31 Office of the Secretary of 
the Commission ip 61 B62 359 61062 359 

-9204200192 Comment on proposed rules 10CFR2, 19,20,30.31,32.34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

VOLPICELL.J Affiliation Not Assigned AA3B 2 06/11/03 NRC - No Detailed Affili 
atiorv Given 2pp 61863 126 61863 127 

-9204200195 Comment on proposed rules 10CFH2,1 9,20,30,31,32,34,35,39,40, 50.81 & 
70 ro stds for protection against radiation Opposes rulo 

THOMAS.JA Affiliation Not Assigned AA30-2 86/07/31 NRC - No Detailed AffiU 
ation Given Ip 61B63 154 01Q63 154 

-9204280196 Cornrnont on proposed rules 10CFR2,1 9.20.30.31.32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

BECKER.E Affiliation Not Assigned AA3B-2 86/09/15 Docketing & Services Branch 
Ip 61862 255-61062 255 

-9204280197 Comment on proposed rutes 10CFR2, 19, 20,30, 3 1,32, 3 4.35, 39,40, 50,61 & 
70 re stds for proleclion against radiation 

VAN SICKLE.MC Affiliation Not /Assigned AA38-2 86/10/25 Office of the Secretary 
of the Commission Ip 61863 039 61063 039 

-92Q42B0201 Comment on proposed rules 10CFR2.1 0.20,30.31.32,34.35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

EVINGER.L K Affiliation Not Assigned AA30 2 86/00/04 NRC • No Detailed Affile 
ation Given 2pp 61863 155 61863 156 

-9204280202 Comment on proposed rules 10CFR2.1 9.20,30.31,32.34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

FULLER, E Affiliation Not Assigned AA3B 2 06/09/15 Dockoling & Services Branch 
Ip 61862 256-61662 256 

-9204280204 Comment on proposed rules 10GFfl2,1 9,20,30.31,32,34,35.39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

FRANK.J Affiliation Not Assigned AA3B 2 86/08/05 Docketing & Services Branch 
Ip 61863 1 57-61063 1 57 

-9204200205 Commont on proposed rulo 3 10CFR2.19.20, 30, 31 ,32,34,35,39,40, 60,61 & 
70 ro stds for protection agoinsl radiation Opposes rule 

GUENTRHER.R Sierra Cfub AA38-2 86/06/00 Dockoling & Sorvices Branch Ip 
61863 158 61863 150 

-9204280211 Comment on proposed rules 10CFR2, 19, 20,30, 31 ,32,34,35,30,40, 50,61 & 
70 re stds for protoclion against radiation 

MASON, C American Lung Association AA36 2 86/10/30 Docketing & Services 
Branch Ip 61862 360 61862 360 

-9204200212 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39, 40. 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

DA VIS, J Earth Firsll AA30«2 86/08/11 NRC No Dolailod Affiliation Given Ip 
61063 150 61863 159 

-9204280215 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 a 
70 ro stds for protection against radiation Opposes rulo 

OOYE.S Affjllation Not Assigned AA30-2 86/08/12 Office of the Secretary of the 
Commission Ip 61863 160 bl663 160 

-9204280217 Comment on proposed rules 10CFR2.1 9.20, 30,3 1,32,34, 35,39.40, 50,61 a 
70 ra stds for proleclion against ratfiation Opposes rule 

KROLL.J Affifialion NoJ Assigned AA30 2 86/09/11 Docketing & Services Branch 
Ip 61862 257 61862 257 

-9204280220 Comrnem on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35, 30.40, 50,81 a 
70 ro stds for protection against radiation Opposes rule 

ESSERMAN.R. Affiliation Not Assigned AA38 2 86/08/07 Docketing a Services 
Branch Ip 61063 161 61063 161 

-9204280221 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35.39, 40, 50,61 a 
70 ro stds for protection against radiation Opposes ruto 

FENTON.RT Atfillation Not Assigned AA38 2 86/09/16 Docketing & Services 
Branch Ip 61662 258 61862 258 

-9204280224 Comment on proposod rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39, 40, 50,01 a 
70 ro stds for protection against radiation Opposes rule 

PETTY.E Aflihatlon Not Assigned AA3a-2 66/09/15 Docketing & Services Branch. 
Ip 61862 259 61862 250 

-9204290226 Commenl on proposed rules 10CFR2, 19, 20,30.31, 32,34,35,39, 40, 50,61 a 
70 re stds tor protection against radiation Opposes rule 

SCHRADER, D, AffiNnIlon Not Assigned AA3Q-2 86/08/ 10 Office of the Secrotary of 
the Commission Ip 61B03 162 61663 162 

*-0204280228 Comment on proposod rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 a 
70 re stds for proleclion against radiation 

ISELEN.C US Postal Service AA3a 2 86/10/27 Dockoling a Sen/icos Branch Ip 
61863 040 61863 040 

-9204280227 Commenl on proposed rules tOCFR2,1 9,20,30,31,32,34,35.30.40, 50,61 a 
70 re stds for protection against radiation 

• Affiliation Nol Assignod AA36 2 86/10/15 Office of the Secretary of the Commis- 
sion Ip 61663 128 01863 12D 

-9204280229 Commenl on proposed rules 10GFR2.19,20,30.31,32,34,35.39,40. 50,61 a 
70 ro stds for protection against radiation 

WiLL.L Affiliation Not Assign ad /VA38-2 06/10/26 Office of the Secretary of tho 
Commission Ip 61863 041 61663 041 

-0204280230 Commenl on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAJAUCKAS.G. Affiliation Mot Asargnod AA30-2 86/09/15 Docketing & Services 
Branch Ip 61862 ?80 61862 260 
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>*9204260232 Commenl on proposed rules t0CFR2,l9-.20.30, 3 1,3 2,34.35,39. 40, 50,61 & 
70 re stds for protect! on egalnsi /adiatdon 

CHAPLICK.J M Srerra Club M3 a 2 86/08711 Dockaling & Services Branch 2pp 
61663163 61863 164 


«9204 280280 Corn men t on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50.61 & 
70 re slds tor protection againsi radiation 

SHUKLA,S Altilialion Not Assigned AA3B-2 86/10/12 Office of the Secretary of tho 
Cornnussion Ip 61863 136*6 1863 135 


—9204280233 Corrment on proposed rules 10CFR2, 19, 20,30, 3 1,32. 34, 35, 39,40, 50,61 & 
70rastd3forpfo1ec1[onagainstradration 

ANDERSON.N Maine, State of. AA3a 2 86/10/30 Docketing & Services Branch 
2pp 61363 0-01 61863 002 


-9204280281 Comment on proposed rules iOCFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CINQUEMAMI.D K NJ S*£M Alliance AA30 2, 66/09/10 Docketing & Services 
Branch Ip 61862 265-61862 265 


>9204280234 Comment on proposed rules lOCFR 2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

MACDONALD,B Affiliation Not Assigned AA3B-2 86/091/08 DOcKeling a Services 
Branch. Ip 61062 261-61662 261. 


■9204280284 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

ANDERSON,DV Affiliation Not Assigned AA38 2, 86/10/15 Office of the Socrelary 
of the CommFssion Ip 61863:136 61863 136 


-9204280235 Comment on proposed rules 10CFR2, 10,20.30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HUDSON.S Affiliation Not Assigned AA^3e-2 86/08/11 Docketing & Services 
Branch. Ip 61563.165 61863 165 

-9204280238 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40. 60,61 & 
70 re stds for protection against radiation 

SCHADT.WW Georgetown Lfnev Medical Center, Washington, DC M30 2 86/10/ 
27. Docketing & Services Branch 13pp 61663 042-61863 054. 


-9204280240 Comnnent on proposed rules 10CFR2, 19,20,30.31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes ruie 

PATTERSON, C. Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services 
Branch Ip 61862 262*61862 262 

-9204280-241 Comment on proposed rutes 10CFR2,19,20,30,3t,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposos rule, 

• Affiliation Not Assigned. AAa8-2 86/10/10 Office of Iho Secretary of Ihe Commis- 
sion 1 p. 6 1 863 1 29 61 863 1 29 


-9204260243 Comment on proposed njles 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60.61 &. 
70 re stds tor protection against radralton Opposes nile 

MOSTEK.fL Affiiiaion Not Assigned AA38-2 86/06/ 15 N8C - No Detailed Affiliation 
Given Ip 61863 166-61863 166. 


—9204280246 Comment On proposed rufos 10CFR 2 , 16,20, 3 8,3 1,32, 34, 35, 3 9, 40, 60.61 & 
70 re aids for protection against radlatfon 

FARRAR.D L Commonwealth Edison Co AA38 2 66/10/23, CHILK.S J. Office of the 
Secretary of the Commission 2pp 61663 055 61863 €58 


-9204280246 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for protectfon against radiation Opposes rule 

SCHWARTZ, R Affiiiallon Not Assigned. /U38-2 86/08/12 Docketing & Services 
Branch Ip 61863:167 61863:167. 


-9204280248 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation 

BRODY, M Affillalion Not Assigned 60FR51992 80611 86/10/12. Office of the Sec 
retfiry of Wia Commission Ip 61863.130 61863 130 


-■9204280250 Comment on proposed ailes 10CFR2. 19,20,30,31 ,32,34,35.39.40, 60,61 a 
70 re stds for protection against radiahon 

ZAFRIS,d Affiiiallon Not Assigned AA38 2 86/09/11 Dockeing a Services Branch 
1p 61662 263-61662 263. 

-0204280251 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32,34, 35,30,40, 50,61 a 
70 fc aids for proteclion against radialionOpposes rule 

PALLEY.MK. Affiliation Not Assigned AA3e-2 86/08/14 Docketing A Services 
Branch Ip 61863 168 61863 168 


-9204280254 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35, 3 9, 40, 60,61 & 
70 re stds for profection against radiation 

WORTH, E. Affilialion Not Assigned AA36-2 86/10/15. Office of the Secretary of the 
Commission Ip. 61863 131-61863 131 


-9204280256 Comment on proposed rules 10CFR2, 19.20, 30.31, 32, 34, 35, 3 9, 40, 50,61 •& 
70 re slds for proteclion against radiation Opposes rule. 

JAMES, YS Affiliation Not Assigned AA3&2. 66/08/14. Docketing & Services 
Branch Ip 61863.1 69-61 Q63. 169 

-9204260268 Comment on proposed rules 10CFR2. 19, 20.3 0,3 1,32, 34 ,35,39, 40, 50,61 
79 re stds for protection against radiation 

LAU80N.N P. Affiiiallon Not Assigned AA38-2 86/10/22 NRC - No Detailed Aftili 
ation Given 1p €1863 168 61863.188 


-9264280260 CommanI on proposed rules 10CFR2,1 9, 20, 30,31, 32.3 4.35.39,40, 60,61 & 
70 re stds for protection against radiation.Op poses rute 

EVt-ETH.R M Nudoar Products Co /VA38-2 86/09/09. Docketing & Services Branch 
Ip 61662264-61862 264. 

■'92042 S0262 Comment on proposed rules 10CFR2, 19,20.30,31,32,34.35,39,40, 60,61 & 
70 ro stds for jjrotection against radiation 

ANDERSON.T Affilialiorr Not Assign od, AA3a-2. 66/10/27, NRC - No Detailed Affili- 
aUon Given Ip 6ie63'160-61863*180. 


-9204280263 Comment on proposed rules 10CFH2, 19,20,30,31,32,34.35,39,40. 50,61 & 
7€ re slds for protection against radiation, 

MEEHAN.T. Affiliation Not Assigned AA3B-2. 88/10/15* Office of the Secretary of the 
Commission 1 p. 6 1 863, 1 32-61 863. 1 32 

-9204280270 Comment on proposed rufos 10CFR2, 19,20.30, 3 1,32,34,35, 39,40, 50,61 & 
70 re slds tor protection against radiation 

WELL.J Affiliation Not Assigned. AA38-2 66/10/16 Office of Ihe Secretary of the 
Commission, Ip 61663 133 61863,133 


-92O420O2B5 Comment on proposed rules 10CFR2,19.20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

EOSON.DV Affiliation Not Assigned AA38-2 06/08/31 Docketing & Services 
Branch Ip 61662 266 61862 266 

-9204280289 Comment on proposed rules 1{)CFR2,1 9.20,30, 31, 32, 34. 35, 39,40, 50,61 & 
70 re slds for proteclion against radiation 

GIBBaV Affiiiallon Not Assigned AA30-2 86/10/12 Office of the Socrelary of Ihe 
Commission Ip 61863 137 61863 137 

-9204260292 Commenl on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39, 40, 50,61 & 
70 ro slds for protection againsi radiation Opposes rule 

STUTSMAN.A,E, Affillalion Not Assigned AA38-2 86/09/15 Docketing & Services 
Branch Ip 61862 267-61862 267 

-9204280293 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40. 50,61 & 
70 ro stds for protection against radiation 

* Affillalion Not Assigned, AA3a-2 66/10/12 OfficQ of the Secretary of the Commis- 
sion Ip 61063138 61863 138 

-9204280295 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for proteclion against radiation 

WEGST.WF Cafifornia, Unlv of. Los Angeles, CA M30-2 86/10/30 Docketing & 
Services Branch 2pp 61863 003-61863 004 

-9204260298 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule, 

QULASCH.C Affiliation Not Assigned M3a-2 86/09/10 Docketing & Services 
Branch Ip 61862‘268'8ie62 268 


-9204280301 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,95, 39, 40, 50.61 & 
70 ra slds for proloction against radiation 

WJLL.H Affiliation Not Assigned AA38-2 06/10/11 Office of Ihe Secretary of (he 
Commission Ip 61863139-61863 139 

-9204280302 Comment on proposed rufos 10CFR2, 19, 20, 30, 31 ,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation 

MEINHOLD.CB Brookhaven National Laboratory AA30-2 86/03/11 Dockeling & 
Services Branch 1 1pp 61863:1 90-61063 200 

-9204280303 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re slds for proleclion against radiation Opposes rule 

JOHNSON.MR, Affiliation Not Assigned AA38-2 86/09/09 Dockeling & Services 
Branch Ip 61862 209 61862 269 

-9204280306 Comment on proposed rules 10CFR2, 19, 20.30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

POTTS.T Affillalion Not Assigned AA38-2 86/10/06 Commissioners (Post 750119). 
Ip 61803 140-61863140 

-92O420O3OB Common! on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40, 50,61 & 
70 fo Slds for proteclion against radiation Opposes rule 

NESEWICH.NL Affiliation Not Assigned M98 2 86/00/09 Docketing & Services 
Branch Ip. 61062 270 ei862'270 


-92042BO309 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re slds for protection against radiation 

YOUNG.F Affiliation Not Assigned AA30-2 86/10/09 Office of the Secretary of the 
Commissilon, Ip, 61 063 141-618 63.141 


-9204280311 Comment cn proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35,30,40, 50,61 & 
70 re slds for protection against radiation 

JOHN SON, CJ South Dakota, Stale of AA38-2 06/04/10 Dockeling & Services 
Branch 4pp 61863 201-61863 205 


-9204200316 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for proleclion against radiation 

MINNIOH.NR Affillalion Not Assigned AA38 2 00/10/05, NRC - No Detailed Affili* 
alion Given, Ip 61863,142-61663 142 


•9204280319 Comment on proposed rufes 10CFR2, 19,20, 30,31, 32,34, 35, 39, 40, 50,01 A 
70 re stds lor proteclion against radiation 

RUSSEL,S Affiliation Not Assigned AA30-2 86/10/06. Dockeling & Services Branch 
ip. 61063 143 61663 143. 


-9204260321 Con^mont on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32, 34, 3 5, 3 9, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

aECK.J Affiliation Not Assigned AA30-2 88/00/10 NRC - No Detaifed AffiJiation 
Given 2pp 61062,271-61062:272. 


•9204200275 Commenl on proposed rules 10CFR2. 19.20. 30,3 1,32.34.35.3 9, 40, 50,61 & 
70 re stds for proleclion against radiation 

^ Afllliation Not Assigned AA30 2, 86/10/16 Office of the Secretary of the Commla- 
sion Ip 81 863.134-61663' 134. 


■9204200326 Comment on proposed rufes 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

VENEZIA.C, GTE Sylvania, Inc. AA38-2. 86/03/12. Docketing A Services Branch 2pp 
61663 206 01863 206 


-9204200279 Commenl on proposed rules tOCFR2,1 9, 20, 30.31. 32,34, 35.3 0,40, 50,61 A 
70 re aids for proleclion against radiation, Opposes rule. 

CLARKE.R Albert Einstein Medical Center, Philadelphia, PA AA38 2 86/08/00 
Office of the Secretary of the Commission Ip 61863*1/0-61863.170 


—9204260339 Comment ori proposed rules 10CFR3,19, 20, 30, 31 ,32,34,35,39,40, 50,61 A 
70 re aids for protection agafnst radiation. 

TODD.WE Siemens Gammasonics, Inc AA3Q-2 86/04/14 Dockeling A Services 
Branch 6pp. 6 1 863.207-6 1 8 63, 211 . 
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*•9204260344 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32,34,35, 39, 40, 50.S1 & 
70 re stds for protection against radiation 

SKRABLE,KW Lowell, Uni v ol, Lowell, MA AA3e*2 06/04/17 Docketing S Services 
Branch 92pp 618B3 212-61863 269 


-9204280433 Comment on proposed rules 10CFR2,19,20,3a,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

DRESCHER.R AHilaalbn Not Assigned AA3B 2 86/10/17 Office of the Secretary of 
the Commission Ip 81Q63 %A5 61863 145 


-9204260351 Comment on proposed rules 10CFR2, 19, 20 ,30', 31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

REID,D Affiliation Not Assigned AA38-2 06/08/16 Docketing & Services Branch 
2pp 61863 171-61863172 

-9204260353 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

STAFFORD, 0 8 Affiliation Not Assigned AA38-2 86/08/18 NRC - No Detailed Alfili- 
ation Given Ip 61863 173 61863 173 

-9204280357 Comment on proposed rules 10CFH2, 19, 20,30, 3 1,32,34,35, 39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rulo 

WATERS, M A Affiliation Not Assigned AA3B 2 86/08/22 NRC - No Detallod Affili- 
ation Given Ip 61863174-61863 174 

-9204280301 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,4'0, 50.61 & 
70 re stds for protection against radiation Opposes rule 

HIFT.H Affiliation Not Assigned AA3Q-2 86/08/18 NRC - No Detailed Affiliation 
Given Ip 61863175 61863-175 

-9204280368 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

CHISHOLM.T Affiliation Not Assigned AA3a-2 06/08/19 Docketing & Services 
Branch Ip. 61B63 176 61063 176 

••9204280369 Comment on proposed rules 10CFR2,1 0,20,30, 3 1,32,34,35,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rulo 

PITKAT.J Affiliation Not Assigned, AA38 2. 86/08/20 NRC • No Detailed Affilfalion 
Given. Ip 61B63.177-61063 177 

-9204280372 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35.39,40, 50,61 S 
70 re stds for protection against radiation Opposes rulo 

WILLIFORD, CC Affiliation Not Assigned AA38-2. 86/08/18 NRC - No Dolailed Affili- 
ation Given Ip 61863 176-61863 178 

-9204280374 Comment on proposed rules 10CFR2,1 0,20, 30, 31, 32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

REINER, L E Affiliation Not Assigned AA38-2 88/08/21 NRC • No Detailed Affiliation 
Given Ip 61863 1 79-61 B63 179 

-9204280375 Comment on proposed rules 10CFR2, 19, 20,30 ,3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

JONES, A Affiliation Not Assigned AA38 2 86/08/21 NRC - No Detailed Afllllatlon 
Given Ip 81883 180 61863.180 

-9204280376 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radial ion. Oppose a rulo 

SALACH.T, Affiliation Not Assigned AA38-2 88/08/18. NRC • No Detailed Affiliation 
Given Ip 61863 101-61863 181 

-9204280300 Comment on proposed rules 10CFR2. 19,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

YEAST, C Affiliation Not Assigned AA38 2 86/08/22, CLEMENTS, W Docketing & 
Services Branch 2pp 61863 102-61863 103 

-9204200384 Comment on proposed rules 10CFR2, 19.20,30, 31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ERICKSEN.D Affiliation Not Assigned AA30-2 86/08/20, NRC - No Detailed Affili 
ation Given 2pp 61063 184-61863 185 

-9204280386 Comment on proposed rules 10CFR2, 19, 2 0,30, 3 1,32, 34,35, 39,40, 60,61 & 
70 re stds for protection against radiation .Opposes rulo 

MASSING, W. Affiliation Not Assigned AA38-2 86/08/21 Docketing & Services 
Branch Ip 61863-186 61663-186 

-9204200388 Comment on proposed rules 10CFR2, 19, 2 0,30,3 1,32, 34.35.39.40, 50,61 & 
70 re stds for protection against radiation. 

HELLMAN.J Affiliation Not Assigned AA38-2 06/08/20. Docketing & Sorvicos 
Branch. Ip 61863 187-61863-187 

-9204280395 Comment on proposed rules 10GFR2, 19, 20, 30, 31, 32.34, 35.39,40, 50,61 & 
70 re Stds for protection against radiation Supports rule 

MILLIS.N L Baltimore Gas & Electric Co AA38-2 86/04/21. Docketing & Services 
Branch. 22pp, 61863 332 61863-352. 

-9204280405 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35, 30, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

SINCLAIR, M. Sinclair. M P AA38 2 88/04/23 Docketing & Services Branch 2pp 
61863-353-61863.354 

-9204280416 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation. Opposes rule 

MOTT.M Affiliation Not Assigned. /VA30-2 86/04/23. Docketing 4 Services Branch 
1pp. 61863.365-61863 355 

-9204260419 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA30-2. 86/10/16 Docketing fV Services Branch. Ip. 
61863 144-61863 144 

-9204280424 Comment on proposed rules 10CFR2, 19,20,30, 31. 32, 34, 35.39, 40, SO.ei & 
70 re stds for protection against radiation .Oppose a rufe 

WARSH.HE Affiliation Not Assigned AA38-2. 86/04/23. OocH^ting & Services 
Branch. 1pp. 61863,366-61863.356 

-92O420O42S Comment on proposed rules 10CFR2,1 0,20, 30, 31, 3^, 34, 35,09,40, 50,61 & 
70 re stds for protection against radiation 

KOCHER,DC, Affiliation Not Assigned. AA38-2 86/04/02, Docketing & Services 
Branch 1 1 pp. 61863 290-61863-299 


-9204280436 Comment on proposed rules 10CFR2. 19.20, 30, 3 1,32.34.35.39, 40, 50,61 A 
70 re stds for protection against radiation 

LERNER.M S U S Postal Service AA38-2 06/04/30 Docketing & Services firanch 
ip 61063 312-61683 312 

-9204280440 Comment on proposed rules 10CFR2.1 9, 20.30, 31, 32,34, 35, 39.40, 50,61 A 
70 re stds for protection egainsl radiation 

KAMEN.S Affiltation Not Assigned AA3B 2 88/04/22 Office of the Secrelarv of the 
Commission 2pp 61863 313 61063 314 

-9204280441 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32.34.35.39,40, 50,61 A 
70 re stds for protection against radiation 

0AUM.JW Bfookhaven National Laboratory AA30 2 86/04/11 Docketing & Serv- 
ices Branch. 5pp 61863 3 67 61863 361 

“9204280447 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35,39, 40, 50,61 & 
70 re stds lor protection against radiation Opposes rule 

MlCHAEL.a Affiliation Not Assigned AA3B 2 86/09/10 Offaca of the Secretary of 
the Commission Ip 61B63 315 61883 315 

-9204280450 Comment on proposed rules 1 0OF R 2, 19, 20,30, 3 1,32,3 4,35 ,39,40, 50,61 A 
70 re stda for protection egainsl radiation Opposes rulo 

MCCORMICK.B Affiliation Not Assigned AA3B-2 80/04/21 Docketing & Services 
Branch Ipp 61864.001 61864 0 01 

-9204280452 Commonl on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35,39,40, 60,61 A 
70 re stds for protection against radiation 

KALFUL Affiliation Not Assigned AA3B-2 86/10/16 Docketing & Services Branch 
Ip 61863 146 61863 146. 

-920426046B Comment on proposed ruies 10CFR2, 19,20, 30,31, 32, 34, 35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ATKINSON.M Affiliation Not Assigned AA38-2 86/10/16 Docketing A Senrlces 
Branch Ip 61863147-61863147 

-92O420D46O Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation _ . 

WJLLIAMS.T.P. AffiliaHon Not Assigned. AA30 2 86/10/13. Docketing A Services 
Branch Ip 61863146 61803148 

-9204280465 Comment on proposed rules 10CFR 2. 19, 20, 30,3 1,32, 3 4, 35, 39, 40, 60,61 A 
70 re stds for protection against radiation Opposes rule. 

MELILLO.D Affiliation Not Assigned AA38-2 86/09/16 Office of the Secretary of the 
Commission ip 61863 316-61063 316 

-9204280466 Comment on proposed rules 10CFR2, 10, 20, 30, 31, 32, 34, 35,39, 40, 50,61 A 
70 fo stds for protection against radiation 

SEAQRAVES.S Affiliation Not Assigned AA3B2 86/10/13 Office of the Secretary of 
the Commission Ip 61883 149-610B3 140 

-9204280466 Commoni on proposed rules 10CFR 2, 10, 20, 30, 3 1,32 ,34 ,3 5, 3 9, 40, 60,81 & 
70 re stds for protection against radiation Opposes rule 

OlEDRiCH.C J Affiliation Not Assigned. AA3B-2 06/09/19 Office of the Secretary of 
the Commission Ip 61863 317-61863 317 

-9204280477 Comment on proposed rules 10CFR2,1 0,20, 3 0,3 1,32,3 4, 35 ,39,40, 60,61 & 
70 ro stds for protecifon against radiation. Opposes rule, 

COHEN, D J Affiliation Nol Assigned AA38-2, 86/09/19 Office of tho Secretary of the 
Commission Ip 61B63 31D-610B3 318. 

-9204280479 Comment on proposed rules 1OCFR2,10,2O,3O,31,32,34,35,39,4O, 50,61 A 
70 re stds for protection against radiation ^ , 

* Affiliation Not Assigned /VA30-2 0e90 86/10/14 Docketing & Services Branch Ip 
61863 150-61663:150 

—9204280483 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,3 4, 35, 39, 40, 50,61 & 
70 ro aids for protection against radiation Opposes rule. 

BUCHAN AN, S. Affiliation Nol Assigned AA38-2. 66/04/23 Docketing A Services 
Branch ipp, 61864.002-61864 002. 


“92O42804B4 Comment on proposed rules 10CFR2, 19,20,30,3 1,32, 34,35,39,40, 50,61 A 
70 re Bids for protection against radiation rs , ^ 

QUINN, S M. Affiliation Not Assigned. AA3e 2. 86/09/12 NRC - No Delalled Affiliation 
Given. Ip, 61863 319 61063 319. 


-9204280460 Commoi^t on proposed rules 10CFR 2, 19, 20, 30, 3 1,32, 3 4, 35,39,40, 60,61 A 
70 ro aids for prolacllon against radiation „ „ , 

CHAPLICK.J M. Affiliation Not Assigned AA38-2 86/09/13. Docketing A Services 
Branch. Ip. 61663-320 61663-320 


>9204260489 Comment on proposed rules IOC FRO, 19, 20, 30,3 1,3 2, 3 4, 3 5, 39, 40, 60,61 & 
70 re stds for protection against radiation .......... « . 

SULLIVAN, M R. Affiliation Not Assigned AA3a-2. 88/09/06. Docketing A Services 
Branch Ip. 61863,005 61863 005. 


-9204280491 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,3 2, 34, 3 5, 3 9, 40, 50,61 & 
70 re stda for proloctlon against radiation. Opposes rule, 

WALSH.M.J. Millalion Not Assigned AA30-2 08/04/20 NRC - No Detallod Affiliation 
Given, 10pp. 61864.003-61864,012 


-9204260497 Commant on proposed rules lOCFR 2, 10, 20, 3 0,3 1,32, 34 ,35, 3 0,40, 50,61 & 
70 re stds for protection against radiation „ „ , 

CHABOT.G.E. Lowell, Univ of, Lowell, MA, AA38-2. 88/04/22 Docketing A Services 
Branch 6pp 61664 013-61864,018 


-9204280431 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,88,30,40, 60,61 A 
70 re stds for proteotlon against radiation ^ 

BERTELLiR. Internationa! Institute of Concern for Publlo Health AA30-2. 66/04/07. 
NRC . No Delalled Affiliation Given. 12pp. 61863*300-61863.31 1. 


-9204280408 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for proteclion against radiation , ^ 

BRAQDON,P,W, Governor Dummer Academy, Byfield, MA AA38-2 66/09/10. NRC - 
No Detailed Affiliation Given Ip. 61863 321-61063 321. 
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“92042a0502 Commenlon proposed rules iOCFR2. 19,20,30,31 ,32.34.35.30.40, 50,61 & 
70 re stds for protection against radialion Opposes rulo 

POLEHN.JL Affiliation Not Assigned AA30-2 B6/05/01 Docketing & Services 
Branch 23pp 61664 019 61 B64 040 

-0204250506 Comment on proposed rulos 10CFR2.1 9. 20,30. 3 1,32. 34.35, 39,40. 50,61 & 
70 re stds for protection against radiation 

BRANDT.R J. Bethlehem Sleel Corp AASa 2 66/04/25 Office of Ihe Secretary of 
the Commission 7pp 61064 041-61664 047 

-6204250509 Comment on proposed r^iles 10CFR2. 19, 20, 30.31, 32, 3 4, 35,39,40, 50,61 & 
70 re stds for protacticn against radiation Opposes rule 

NIKKILA.A M, Affiliation Not Assigned AA38-2 06/10/14 Docketing S Services 
Branch Ip 61863 151-61663 151 

-0204260510 Comment on proposed rules 10CFR2.1 9,20.30.31.32,34,35,39,40. 50,61 & 
70 re stds for prolacllon against radiation Opposes rule 

NEMETNV.E Ecology/ Alert AA38 2 66/04/29 Docketing & Services Branch 1 pp 
61664 04B 61864 048 

-0204280511 Comment on proposed rules 1QCFR2, 19.20, 30,31, 32, 3 4, 35.39,40, 50,61 & 
70 re stds for protection against radiation 

DIEDRICH.C J Affiliation Not Assigned AA36 2 86/09/10 Office of the Secretary of 
the Commission tp 61063 322 61863 322 

-9204280515 Commenlon proposed rules 10CFR2. 19.20.30,31.32.34.35.39.40. 50,61 & 
70 re sids for protection against radiation 

SPRUNG, BL Affiliation Not Assigned 50FR51992 00633 06/10/14. Docketing & 
Services Branch Ip. 61863 152 61863 152 

-9204250517 Comment on proposed ru^es 10CFn2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MICHAEL.B Affiliation Not Assigned AAa8-2 66/09/18 Office of the Secretary of 
the Commission Ip 61863 323 61363 323 

-9204200518 Comment on proposed rules 10CFR2, 10,20.30,31 ,32,34,35,39, 40. 60,61 & 
70 re atda for protection agalnsi radiation Opposes rule 

SALT2MAN.D Affiliation Net Assigned AA36-2 86/05/02 NRG - No Detailed Affill 
ation Qh/on, 2pp 61884 049 61864 050 

-9204200519 Comment on proposed rules 10CFR 2, 10. 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection agalnsi radiation. Opposes rule. 

COHEN, D J. Affiliation Not Assigned AA38 2. 86/09/19 Office of the Secrotary of the 
Commission Ip 61863 324 61863 324 

-0204289520 Comment on proposed rules 10CFR 2, 10, 20,30,3 1,32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

QUINN, SM AfMiailon Not Assigned AA3a 2 86/09/12. NRG • No Dotallod Affiliation 
Given ip 61B63 325 61863 325 

”9204250522 Commanl on proposed rules 10CFR 2, 10, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DAY,E B Affiliaion Not Assigned AA3B 2 06/04/30 Dockoling & Services Branch 
3pp. 61864 051-81864053 

-9204250523 Comment on proposed rules 10CFR 2.1 0,20,30, 3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radlaUon Opposes rule 

GOUD.WJ Affiliation Not Assigned AA36 2 86/04/30 Docketing & Servicoa Branch 
Ipp 61864 054-61864 054 

-9204280524 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32,34,35, 3 9, 40, 50,61 & 
70 re stds for protection against radiation 

SARSANES.PS Senate, Banking. Housing & Urban Affairs AA30-2 06/09/12 NRC- 
No Dolailad Affiliation Given 3pp 61863 326 61863 328 

-9204280S2S Comment on proposed rules 10CFR2. 19.20,30,3 1.32,34.35,39, 40, 50,61 & 
78 re stds for protection against radiation 

• Affiliation Not Assigned AA3B-2 86/00/18 Office of the Secretary of the Commis- 
sion tp 61863,329 61663 320 

“9204280526 Comment on proposed rules lOCFRa, 19,20,30,31, 32, 34, 35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

HARLAN.P Affiliation Not Assign od AA30-2 86/09/22 Offjco of the Secretary of Iho 
Commission Ip 61863.330 61863 331 

“9204290024 Comment on proposed rules lOCFRa, 19,20, 30, 3 1.32.34,35,39.40, 50,61 & 
70 re aids for protection against radiation 

CLAGETT.K, Affiliation Not Assigned AAaa-2 86/09/16 Docketing & Services 
Branch Ip, 61B64 069-61864.069 

-9204290028 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34,35,3 9,40, 50,61 & 
70 ra stds for prolecllon against radiation 

CARY, ML Aflillation Not Assigned AA38-2 86/09/22 DocKating & Services Branch 
Ip 61864 070-61864 070 

-9204290047 Comment on proposed rules I0CFR2.1 9,20.36,31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation. 

MORRIS, J Affiliation Not Assigned AA3B-2 86/09/12 Docketing & Services Branch 
1p 61884.071-61864 071 

-9204290051 Commonl on proposed ru-les 10CFR2. 19, 20,30,3 1,32, 34, 35,39, 40. 50,61 & 
70 re sIds for protection against radiation Opposes rule 

SWEENEY, E Affilialion Not Assigned AA38'2 66/10/15 Office of the Secrotary of 
the Commission Ip 61864 121-01864:121 

-9204290052 Commanton proposed rulos 10CFR2.1 9, 20,30,31 .32,34,35,39,40, 60,61 & 
70 re sids for protection against radiation. 

MCX)REJ, Affiliation Not Assigned AA30 2 86/00/23 Dockoling & Services Branch 
Ip 61864 072-61864 072 

“9204290053 Comment on proposed rules tOCFR2,1 9, 20.30.31, 32,34,35, 30.40^ 50,61 & 
70 re stds for profecldon against radlatlomOp poses rule 

KODNER.J.L Kodnar, J L. AA30-2. 86/05/01. Docketing & Services Branch, Ipp 
61864 055 61864,055 

-9204290056 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY.C j Affiliation Not Assigned. AA38-2 86/10/15 Office of the Secretary of 
the Commission Ip, 61864 122-61664*122 


-0204290057 Commonl on proposed rates 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation 

ALISON.l Affiliation Not Assigned AA3B-2 87/09/ 14 Docketing & Services Branch 
Ip 61864 073-61864 073 

-0204290061 Comment on proposed rules 10GFR2, 19,20, 30, 31. 32, 34.35.39, 40, 50,61 & 
70 ro stds for protection against radiation 

REED.RP Afliliaiion Not Assigned AA3B-2 86/09/18 Docketing & Services Branch 
5pp 61804 074 61064 078 

-620429006S Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 & 
70 re sids for proleclion against radiation 

HILL-WHILTON.N Affiliation Not Assigned AA3Q-2 86/09/25 Docketing & Sorvices 
Branch Ip 61864 079-61064 079 

-0204290067 Comment on proposed rates 10CFR2, 19.20, 30, 31 ,32, 34, 35, 39. 40, 50,61 & 
70 re stds for protection against radiation 

BBOWN.C M Affiliation Not Assigned AA38-2 66/09/26 Docketing & Services 
Branch Ip 61864 080-61864 080 

-0204290060 Comment on proposed rules 10CFR2,19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

NEWELL, PR. Affiliation Not Assigned AA38-2 86/09/22 Docketing & Services 
Branch Ip 61864 081 61864 081 

“9204290073 Comment on proposed rules 10CFR2.1 9.20,30.31, 32, 34.35, 39.40. 50,61 & 
70 re stds for protection against radiation 

MARTINIAK,A Affiliation Not Assigned AA3B-2 86/09/09 Docketing & Services 
Branch Ip 61864 002-61864 082 

-0204290076 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation 

REILLY, EH Affiliation Not Assigned AA30-2 86/09/24 Docketing & Services 
Branch 2pp 61864 083 61864 084 

-9204290070 Comment on proposed rules 10CFR2, 19, 20, 30,3 1.32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

SAMUELS.SW AFL-CIO AA3B-2 86/10/03 NRC - No Detailed Affiliation Given 
2pp 61864 123-61864.124 

-92042900BD Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39, 40, 50,61 & 
70 re sids for protection against radiation 

BURKE, S Affiliation Not Assigned AA3B-2 86/09/26 Docketing & Services Branch 
ip 61864 085 61064 065 

-92042900B1 Comment on proposed rules 10CFR2.19, 20, 30,31,32.34, 35.39, 40. 50,61 & 
70 ro stds for protection ag^ainsl radiation Opposes rule 

ERLANDER.RH Gibson Erlander, Inc AA38 2 06/05/01 Docketing & Services 
Branch ipp 61864 056 61864 058 

-9204290083 Comment on proposed rules 10CFn2, 19, 20, 30, 31, 32,34.35.39.40, 50,61 & 
70 re stds for protection against radiation 

PRIMO,J P Affiliation Not Assigned AA38-2 86/09/29 Docketing & Services Branch 
Ip 61864 006-61864 0B6 

-9204290007 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32,34, 35, 39, 40, 50,61 & 
70 re aids for protection against radiation 

PRINCE, A Affilfalbn Not Assigned AA3B-2 86/00/29, Docketing & Services Branch 
Ip 61864 087 61864 087 

-9204200090 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,30,40, 50,61 & 
70 ro stds (or protection against radiation Opposes rule 

PATTON, G A Santa Cruz, CA AA3fl-2 86/04/29. Docketing & Services Branch 2pp 
61864 057-61864 050 

-9204200093 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 ro stds (or protection against radiation 

GERBER, J, Affiliation Not Assigned AA38-2 86/10/07 Office of the Secrotary of Ihe 
Commission Ip 61884 125 61064 125 

-9204290005 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35.39,40. 50,61 & 
70 re stds for protection against radiation 

HOLLAND.RT Affilialion Not Assigned. AA3B-2. 80/09/23 Docketing & Services 
Branch Ip 61064 088 61864 088 

-9204290096 Comment on proposed rules 10CFR2, 19,20,30.31, 32,34.35, 39, 40, 50,61 & 
70 re stds (or protection against radiation 

WILL,D Affilialion Not Assigned AA38 2 86/10/12 Office of the Socrelary of Ihe 
Commission Ip 61864:126 61064 126. 

-920429009B Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34.35.30, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELCH, M Redwood Alliance AA38-2, 86/04/29 Docketing & Services Branch 6pp. 
61864 659 61664,064, 

-9204290099 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39,40, 50,61 A 
70 re stds lor protection against radiation 

GIORQI.FJ Affilialion Nol Assigned AA3a-2 86/09/24 Docketing & Services 
Branch Ip 61664*089 61864 089, 

-9204200101 Comment on proposed rules 10CFR 2, 19, 20,30,3 1,32 ,3 4,3 5,3 9.40. 50,61 & 
70 re stds (or protection against radiation. 

HALBERG.G P Affiliation Not Assigned AA38 2 86/10/12, Office of the Secretary of 
the Commission. Ip, 61864 127 61864 127 

-9204290102 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 60,01 A 
70 re stds for protection against radiation 

KARPEN.L.R. Affifiotlon Not Assigned AA3a.2. 86/09/26 Docketing A Services 
Branch Ip 61884 090 61664 090, 

-9204290104 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34,36, 39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

TANASE.J Affiliation Not Assigned. AA38-2, 86/05/03, Docketing & Services Branch. 
Ipp 01864 065 61864*065 
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^^9204290 105 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned AA38‘2 06/10/15 Office of the Secrelary of the Commis- 
sion ip 61864 128 61064 120 

-9204290109 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35,39,40, 50,61 & 
70 re stds for proteclion against radialion Opposes rule 

SAEMANN,J Affiliation Not Assigned AA3e-2 86/05/05 Docketing & Services 
Branch Ipp 61864 066 61864 006 

-9204290112 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LADD, I Affiliation Not Assigned AA3d 2 86/05/06 NRC - No Detailed Affiliation 
Given 2pp 61864 067-61064 068 

“9204290117 Comment on proposed rules 10CFR2, 19,20,30.3 1.32,34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

CHRISTIANO.T Affiliation Not Assigned AA38 2 G6/10/15 Office of the Secretary of 
the Commission Ip 61064 129 61864 129 

“9204290132 Comment on proposed rules tOCFR2,1 0,20, 30,3 1.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation. Opposes rule 

MCCULLOM.W Affiliation Not Assigned /W3B-2 86/10/14 Office of the Secretary of 
the Commission Ip 61864,130 61864 130 

“9204290136 Comment on proposed rules 10CFR2. 19.20,30, 3 1.32,34.35, 39,40, 50,61 & 
70 ro stds for protection against radiation. Opposes rule 

WELLMAN, G A Affiliation Not Assigned MQ’2 86/10/15, Office of the Secretary of 
the Commission Ip. 61864 131 61864 131 

“9204290138 Comment on proposed rules 10CPR2.1 9, 20,30, 3 1,32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELLMAN, C 8 Affiliation Not Assigned /^3B-2. 86/10/15 Office of the Secretary of 
the Commission. Ip 61064 132-61C64*132 

“9204290140 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ra stds for protection against radiation 

* Affiliation Not Assigned AA30-2 86/10/17 Office of the Secretary of tha Commis- 
sion Ip 81864 133 61064-133 

“9204290144 Comment on proposed rules 10CFR2, 19.20,30.31.32,34,36,39.40. 60,61 & 
70 re stds for protection against radiation 

SEPULVEDA, M Affiliation Not Assigned. AA38 2. 86/09/29 Oockoling & Services 
Branch Ip 61864 091 61864-091 

“9204290145 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radialion Opposes rule 

DALTO.C A. Affiliation Not Assigned AA30-2 86/10/17 Office of the Secrelary of the 
Commission Ip 61664 134-61864 134. 

“9204290147 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for proteclion against radiation 

RAYNIS.S Affiliation Not Assigned AA38-2 89/09/29. Docketing & Services Branch 
Ip 61 B64 092-61 864-092 

“9204290152 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

SIMKINS.A Affiliation Not Assigned /U^38 2 B6/10/17 Office of the Socrotary of the 
Commission, Ip, 61664.135-61664 135 

“9204290155 Comment on proposed rules 10CFR2, 16, 20, 30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection gainst radiation 

SALITAN.LF Center for Farm & Food Roaoarch.lnc AA38-2 88/09/16 Dockeling & 
Services Branch tp 61864 093-61864 093 

“9204290167 Comment on proposed rules 10CFR2.19.20,30.31,32,34,35,39,40. 50,61 & 
70 re slda for protection against radiation 

ROBERTSON, E Affiliation Not Assigned AA3B-2. 86/09/26. Docketing & Services 
Branch 1 p. 61 864,094-6 1 B64 094 

“9204290160 Commsnt on proposed rules 10CFR2, 19,20,30,31.32,34.35.39.40, 50,61 & 
70 re stds for protection against radiation 

GUNSELMAN.DJ Affiliation Not Assigned AA38.2. 88/09/29 Dockeling & Services 
Branch. Ip 61864-095 61864-095 

“9204290165 Comment on proposed rules 1QCFR2, 19,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

GITCHEL,B A Affiliation Not Assigned, AA30-2. 86/09/24 Docketing & Services 
Branch. Ip 61864 096 61884-096 

“9204290169 Comment on proposed rules 10CFR2,1 9,20,30, 3 1,3 2,34 ,35,39,40, 50,61 a 
70 re stds for protection against radiation. 

SMITHTOWN.M.W AffiliatTon Not Assigned 60FR51992 00566. 66/09/30, Docketing 
& Servicea Branch, Ip, 61864.097-61864 097 

“9204290172 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40. 60,61 a 
70 re aids for proteclion against radiation 

LADRADOR.T.E Affiliation Not Assigned AA38-2 86/09/30 Docketing & Servicea 
Branch, 1p 61864-098-61664 098, 

“9204290175 Comment on proposed rules 10CFR2, 19,20, 30,31 ,32,34,35.39,40, 50,61 a 
70 re stds for protection against radiation 

EDWARDS, FH Affiliation Not Assigned. AA38-2. 66/10/02. Docketing a Services 
Branch. Ip. 61864 099-61 B64.099 

“9204290103 Comment on proposed rules 10CFR2, 19,20.30,31 ,32.34,35,39,40, 50,61 a 
70 re stds for protection against radiation. 

COCHRAN, H. Affiliation Not Assigned AA3a-2 06/00/29 Docketing a Services 
Branch. 3pp 61864:100 61864.102. 

“0204290164 Comment on proposed rules 10CFR2,1 9,20.30,31.32.34.35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

TURNER, G. Affiliation Not Assigned. AA38-2. 66/10/17 Office of the Secretary ol the 
Commission Ip. 81864-136 61664*136. 

“9204290106 Comment on proposed rules 10CFR2.1 9.20.30.31,32,34,35,39,40, 60,61 a 
70 re stds for protection against radiation Opposes rule. 

LAPPIN.B. Affiliation Not Assigned AA3B-2. 66/10/17 Office of the Sacralary of the 
Commission Ip 61064:137-61864-137 


“9204290190 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35.39, 40, 50,61 & 
70 re stds for protection againat radiation Opposes rule 

• Affiliation Not Assigned AA38'2 86/10/17 Office of the Secrolary of Ihe Commis- 
sion ip 61864 138-61864 136 

"9204290195 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

zeiGLER.M wfifiatlon Not Assigned /VA30-2 86/10/15 Office of the Secrelary of 
the Commlsscon Ip. 61864 146-61864 146 

“9204290200 Commonl on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

VALDINI.M. Affiliation Nol Assigned AA3B-2 86/09/29 Docketing & Services Branch 
4pp 61864 103-61664 106 

“9204290202 Comment on proposed rules 10CFR2, 19, 20, 30,3 1.32, 34.3 5, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STAPLETON,! Affiliation Not Assigned /\A3B2 06/10/07 Office of Ihe Secretary of 
the CommIssEon Ip 61864 148-6186'! 148 

“9204290206 Comment on proposed rules 10CFR2, 19,20,30 ,3 1,32, 34, 3 5, 39,40, 50,61 & 
70 re sids for protection against radiation 

YOUNGER.P Affillalion Not Assigned AA38 2 86/10/03 Docketing & Services 
Branch Ip 61064 1 07-61864 107 

“9204290209 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

HORNUNQ.T Affillalion Not Assigned AA38-2 86/10/11 NRC - No Detailed Afhli 
alien Given Ip 01864 149-61864 149 

“9204290211 Comment on proposed rules 10CFR2. 10,20,30.31 ,32, 34.3 5.39.40, 50,61 & 
70 re stds for protection against radiation 

MCKENNEY.L Affiliation Not Assigned AA3B-2 66/09/29 Dockoting & Services 
Branch Ip. 61864 108-61864 106 

“9204290212 Comment on proposed rules 10CFR2, 19.20,30,31 .32, 34,3 5,30.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

LININHAN.T Affiliation Nol Assigned AA38.2 86/10/20 Office of tha Secrelary of 
the Commission ip 61864:160-61864 150 

“9204290216 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for proteclion against radiation 

PASFIELO.FM Affiliation Nol Assigned /^3B-2 88/00/28 Docketing & Services 
Branch tp. 61064 100-61864 110 

“9204290218 Comment on proposed rules 10CFR2, 10,20.30.31.32,34.35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

STONE, EF Affiliation Nol Assigned AA38 2 86/10/20 Docketing & Services 
Branch. 1pp. 6106'1:139-61G64 130 

“9204290221 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 39,40, 60,61 & 
70 re sids for proteclion against radiation Opposes rule 

• Concerned Ctlizens of Geauga County, OH AA38-2 86/10/14 Office of the Secre- 
tary of the Commission Ip 61864 151-61 B64 151. 

“9204290223 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for proteclion against radiation 

BLACKBERRYB AlfiHallon Nol Assigned 50FR51 992 00575 86/10/03 Docketing & 
Services Branch Ip 61864 111-61864111 

“9204290225 Comment on proposed rules 1OCFR2.10,2O,3O,31,32,34,35,39,4O. 60,61 & 
70 re sids for protection against radiation Opposes rule, 

STAPLETON, S. Affillalion Not Assigned AA38 2 86/10/07 Office oi Ihe Secretary of 
the Commission Ip. 6 1864- 162-61 864 152 

“9204290227 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

MOSS.K. Affiliation Nol Assigned AA38-2 86/10/20 Dockeling & Services Branch 
ipp 61864 140 61864 140 

“9204290229 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,3 5,39.40, 50,61 & 
70 re stds for protection against radiation 

KELLY.J Affiliation Not Assigned AA38-2 86/0D/2B Dockeling & Services Branch 
Ip 01864 112-61664 112 

“9204290230 Comment on proposed rules 10CFR2,1 0,20.30.3 1.32.34, 3 5, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STAPLETON,!t Affiliation Not Assigned AA38-2 86/10/07. Office of the Secretary 
of the Commission. Ip 618 6 4.153-61804.153. 

“9204290232 Comment on proposed rules 10CFR2, 10,20,30,31 ,32, 34,3 5,39,40. 50,61 & 
70 re aids for protection against radiation Opposes rule 

BURLING.G V7 Aifiliation Not Asalgnod, AA38-2 86/10/14 Office of the Secretary of 
the Commission Ip, 6te64'1 54-61864.154 

“92042902 35 Comment on proposed rules 10CFR2, 19,20,30,31 ,32, 34,35,39,40, 50,81 & 
70 ro stds for protection against radiation Opposes rule 

RUNNION.M, Affillalion Not Assigned AA38 2 66/10/20 Dockoting & Services 
Branch Ipp 61864-14l-Bl0e4 141. 

“9204290237 Commonl on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 60,81 & 
70 re stds for protection agair^sl radiation. 

OWENS,M Airitlatlon Not Assigned AA88 2 66/1 0/07 Docketing & Services Branch 
Ip 61864:113-61864-113 

“9204290230 Comment on proposed rules 10CFR2, 19.20.30.31,32,34,35,39,40, 50,61 & 
70 re aids for protection against radlation.Opposes rule 

COLANDRA.A, Affiliation Not Assigned AA3a 2. 86/10/14 Office of the Secrolary of 
the Commission Ip 81 664:165-61864-155, 

“9204290240 Comment on proposed rules 10CFn2,19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation. Opposes rules 

RICHARDSON.P. Affiliation Not Assigned 56FR23360 86/09/09. Dockeling & Serv- 
ices Branch Ip 61863.006-61863 008 
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“0204290244 Comment on proposed rules 10CFH2, 19, 20,30, 3 1,32, 34,35. 39, 40, 50,61 & 
70 re std3 for protection against radialion Opposes fuj® „ , „ ^ « i, 

FOX, HA Affiliation Not Assigned AA3e2 86/10/20 Docketing S Services Branch 
1pp 61964 1142 81664142 

“9204290247 Comment on proposed rules 10CFfl2,l 9,20. 30, 3 1,32,34.35,3 9,40, 60,61 & 
70 re stds for protection against radiation ^ au u 

BOERRIGTEH.E Affiliation Not Assigned AA3a 2 66/10/20 NRC - No Detailed AfMi* 
alion Given ip 61864 156 61864 166 

“9204290249 Com me nl on proposed rules 10CFR2, 19, 20, 30.3 1,32.34.35,3 9, 40, 50,61 & 

70 re stds for protection against radiation Oppose rules ^ n u ^ 

* Affiliation Not Assigned 56FR23360 66/09/16 Docketing & Services Branch Ip 
61863 007 61863 007 

“9204290252 Comment on proposed rules I0CFR2, 19, 20, 30, 31 ,32,34,35,39.40, 50,61 A 
70 re stds for protection against radiation Opposes ^ , . „ « . ^ 

O'NEIL, R A Affiliation Not Assigned AA36 2 86/10/20 Docketing & Services 
Branch Ipp 61664 143*61864 143 

“9204290257 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.3 4, 35,39,40, 50,61 A 
70 re stds for prolecUon against radialion Opposes „ „ , . 

STRAW. J B Affiliation Not Assigned 56FR23360 86/09/02 DocKeling & Services 
Branch 1p 61863 008*61863 006 

“9204290258 Commenl on proposed rules 10CFR2.1 9.20,30, 3 1,32, 3 4,35,39.40, 50,61 S 
70 re stds for protection againsi radiation Opposes ^ u 

0'NEiL,FE Affiliation Not Assigned AA38 2 06/10/20 Docketing & Services Branch 
Ipp 61864 144-61864 144 

“9204290265 Comment on proposed rules !OCFH2,19,20,30,3I,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule - « , 

LEWANSKU Affiliation Not Assigned AA38 2 86/10/14- Docketing & Servicos 
Branch 1pp 61864 145 61864 145 

“9264290273 Comment on proposed ruJes 10CFfl2,1 9,20,30.31 ,32,34,35,3 9,40, 60,61 & 
70 re stds for protecbon against radiation , . « 

ROSE,WT Affiliation Not Assigned AA3B 2 86/10/10 Office □( the Secretary of the 
Commission 1p 61864 157-61864 157 


“9204296283 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35,3 9, 40, 60,61 & 
70 re stds for protection against radiation ^ 

AVERY Affiliation Not Assigned AA38 2 86/10/20 Office of the Secretary of the 
Commission fp 61864 158 61864158 


“9204290296 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39,40, 50,61 A 
70 re stds for protection against radiation Oppose rules 

MEULLO,D Affiliation Not Assigned 50FR51992 86/09/16 Docketing & Services 
Branch Ip 61863 009 61863 009 

“9204290297 Common! on proposed rules 10CFR2,19,20,30,31,32,34,95,39',40, 50,61 & 
70 re stds for protection against radiation 

BISHOP, D A Affiliation Not Assigned 56FR23360 86/09/09 Dockoting & Services 
Branch 2pp 61883 010 61863 011 


“9204290301 Comment on proposed rules 10CFR2, 19,20.30, 3 1.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

* Affiliation Not Assigned 56FR23360 86/09/10 Docketing & Sorvicos Branch Ip 
61863 013 61863 013 


-9204290303 Commenl on proposed rules 10CFR2, 19, 20,30.3 1,32, 34,3 5, 30, 40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

CUNNINGHAM, V Affiliation Not Assigned 56FR23360 88/09/16 Dockeling A Soiv 
ices Branch Ip 61863 014 61863 014 

-9204290307 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34, 35, 39,40, 50,61 A 
70 re stds for protection against radiation Oppose rules 

PECK,H Affiliation Not Assigned 56FR23360 86/09/12 Docketing A Services 
Branch Ip 61863016-61863015 

“9204290312 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32, 34, 35,39,40, 50,61 A 
70 re stds for protection against radiation Oppose rules 

SWITH,SJ Affiliation Not Assigned 50FR51992 86/09/11 ZECH.LW Commission- 
ers (Post 7501 19) ip 61863016 61863016 

“9204290316 Comment on proposed rules 10CFR2,1 0,20, 30, 3 1,32,34,35.39, 40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

COULIADHS.J Affiliation Not Assigned /^38-2 66/08/21 Dockcling A Services 
Branch Ip 61664 167 61864 167. 

“9204290319 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,34, 35,39. 40. 50,61 A 
70 re sids for protection against radiation Opposes rule 

BRADLEY.M Affiliation Not Assigned AA38 2 86/08/27 Docketing A Servicos 
Branch Ip 81864 168 61864168 

“9204290323 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34.35,39.40. 60,61 A 
70 re stds for protection against radiation Opposes rule 

DARLING, 0 Affiliation Not Assigned AA38.2 06/08/25 Docketing A Services 
Branch Ip 61864 169 61864 169 

“9204290327 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32,34,35,39,40, 50.61 A 
70 ro stds for protection against radiation. 

KLUGE.H Lakeland Audubon Society, fnc 5OFR51092 86/09/10, Docketing A Serv- 
ices Branch 4pp 61663017-61863 020 

“9204290328 Comment on proposed rules 10CFR2, 19.20, 30,31 ,32,34.35,30,40, 50,61 A 
70 re stds for protection against radiation 

UFORGE.J Affiliation Not Assigned AA3fl-2 86/10/01 Docketmg A Services 
Branch Ip 61864,114 61864 114 


—9204290332 Comment on proposed rules 10CFR2, 19, 20. 30, 3 1,32, 34, 35. 39. 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ZWIN.PT Affiliation Not Assigned 50FR51092 86/09/18 Docketing A SenricGs 
□ranch Ip 61663 022 61863 022 

“9204290341 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39.40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

LOHR.L Affiliation Not Assigned AA38 2 86/08/25 Docketing A Services Branch 
ip 61864 170 61864 170 

“9204290342 Comment on proposed rules 10CFR2,19,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds lor protection against radiation 

ADAMS.M Affiliation Not Assigned 50FR5 1992 00585 06/10/01 Docketing A Serv- 
ices Branch 2pp 61864 117-61864 110 

“9204290344 Comment on proposed rules 10CFR2, 19,20, 30, 31 .32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

WESTFALL, R G Affiliation Not Assigned AA30-2 86/09/28 Office of the Secretary 
of the Commission Ip 61864 159 61864 159 

“9204290347 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation 

PJEPEaC Affiliation Not Assigned /\A3B-2 86/09/02 NRC • No Dataifod Aflillalion 
Given Ip 61864 160 61864 160 

“9204290350 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

GOLDSERG.M C Affiliation Not Assigned AA38-2 86/08/25 NRC - No Detailed Af 
filiation Given Ip 61064 161-61864 161 

-9204290352 Comment on proposed rules 10CFR2, 19.20, 30, 31 ,32,34.35,39,40, 50,61 A 
70 re aids for protection against radiation Opposos rule 

SCHNEIDER.C House of Rep AA38-2 B6/OQ/19 ZECH,LW Commissioners (Post 
750119). 1pp. 61864.171-61864*171 

“9204200357 Commonl on proposed rules tOCFR2, 19, 20, 30, 3 1,32.34, 36,39, 40, 50,61 A 
70 ro stds for protoclion against radiation 

SCHROEOER.H A Affiliation Not Assigned AA30-2 86/09/02 NRC - No Detailed Af 
filiation Given Ip 61864 162-81064 162 

“9204290361 Commanl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HALVORSON,A Affiliation Not Assigned AA30-2 86/08/25 Docketing A Services 
Branch Ip 61884 173-61864 173 

“9204200362 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 30.40, 50,61 A 
70 re stds (or protection against radiation 

PULS.M. Affiliation Not Assigned AA30-2 06/09/01 Office of the Secfelafy of Iho 
Commission ip 61864163-61864 163 

“9204290364 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

DAVIS Affiliation Not Assigned. AASB 2 86/00/26 Docketing A Servicos Branch Ipp 
61C64 174-61864 174 

“9204200365 Commenl on proposed rules 10CFR2,19, 20, 30.31 .32.34,35,39,40, 50,61 A 
70 re stds for proloction against radiation 

FLECK.M. Affiliation Not Assigned AA38-2 80/00/30 NRC - No Dotailod Affiliation 
Given 2pp 61864 1 64-61864.165 

-9204290373 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34.35,39.40, 50,61 A 
70 re Bids (or protection against radiation 

* Affiliation Not Assigned AA38 2 86/08/29 C((ico of the Secretary of the Commis- 
sion Ip 61864 166-61864 166. 

“9204200376 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 60,61 A 
70 re stds (or protection against radiation 

BERQ.W. Alfiliatlon Not Assigned AA38 2 86/10/08 Docketing A Servicos Branch 
Ip 61864-119 61664 119. 

“9204290378 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,30,40, 50,61 A 
70 re Stds for protection against radiation 

BERNSTE1N.R Texas, Stale of AA38-2 86/08/26 Dockeling A Services Branch 
Ipp 61864.176 61864-175 

“92042903B0 Commer^t on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35, 39, 40, 60,81 A 
70 ro stds for prelection against radiation. 

SUIECKI.J Af/illation Not Assigned AA38 2 86/10/09 Docketing A Services Branch 
Ip, G1864 120 61864:120 

“9204290387 Comment on proposed rules 10CFfl2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Cpposes rule. 

MAtO,K Affiliation Not Assigned. AA38*2 86/10/06 NRC ■ No Delailed Afliliallon 
Given Ip 61864 201-61864 201 

“9204290393 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protoclion against radiation Opposes rule 

WILLIAMS, Mu Affilialion Not Assigned AA30-2. 80/08/10. Docketing A Services 
Branch. 18pp 61864,176 61864 193 

“9204290395 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 36, 39, 40, 50,61 A 
70 re stds for proteclion againsi radiation 

PEDERSEN.Q Affiliation Not Assigned AA3B-2 86/10/00 Office of the Secretary of 
the Commission Ip 61864 202 61864.202. 


“9204290329 Commenl on proposed rules lOCFRa.l 9, 20, 30, 31 ,32,34,35,39.40, 50,61 A 
70 re stds for protection against radiation Oppose rules 

™n.PW Afniialion Not Assigned 66FR23360. 86/09/18 Docketing A Services 
Branch Ip 61863 021 61863 021 


“9204290401 Comment on proposed rules 10CFR2,ig,20,30,31,32,34,a5,39,40, 60,61 A 
70 re stds for proteclion against radiation Oppose rule, 

GOODE, M. Affiliation Not Assigned AA38.2. 66/10/06 Office of the Secretary of the 
Commission Ip. 61664 203-61864 203 


•9204290331 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 3 5, 39, 40, 60,61 A 
70 re aids for protection against radiation 

STONE, C E Affiliation Not Assigned. 50FR51992 00582 06/10/06 Docketing A 
Services Branch Ip 61864 115 61864 115. 


-9204200405 Commont on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule 

SKIBBEE.P.L AfOllaWon Not Assigned AA3B-2 88/ 10/ 10 Docketing A Services 
Branch Ip 61864 194 61864-194 
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^9204290409 Comment on proposed rules 10CFR2.19, 20.30.3 1,32,34,35.39, 40. 50,61 & 
70 re stds for proteclien against radiation Opposes rule 

OWEN.B Affiliation Not Assigned AA3B 2 86/10/09 Docketing & Services Branch 
Ip 61864 195-61064*195 

-9204290411 Comment on proposed rules 10CFR2. 19, 20 ,30, 3 1,32, 34 ,35.39 .40, 50.61 & 
70 ro stds for protection against radiation 

BRENNER.RA Affiliation Not Assigned AA30-2 86/09/06 NRC - No Detailed Afflli 
ation Given Ip 61864 204-61864 204 

-9204290413 Commont on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34.35,39,40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA30 2 86/10/15 Docketing & Services Branch to 
61864 196-61064 196 

-9204290414 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34.35.39.40, 60,61 & 
70 re stds for protection against radiation 

MARTIN.C Affiliation Not Assigned AA38-2 86/10/06 NRC • No Detailed Affiliation 
Given ip 61864 205-61064 205 

-92042Q041B Commonl on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 50,81 & 
70 fo stds for protection against radiation 

HICKMAN.J B Affiliation Not Assigned /VA3B-2 86/10/06 Office of the Socrotarv of 
the Commission Ip 61864 206 61864 245 

-9204290420 Commont on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for proloclion against radiation Opposes rule 

JOHNSON, E Affiliation Not Assigned AA38 2 06/10/09 Docketing & Services 
Branch Ipp 61864 167 61864 107 

-9204200425 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA36-2 86/10/15 Docketing & Services Branch Ip 
61864 190-61064 190 

-9204290431 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39,40, 50,61 A 
70 fo stds for protection against radiation Opposes rule 

LORD.WS Affiliation NotAssignod AA3Q 2 88/10/15 Docketing & Services Branch 
ip 61864 200 61804 200 

-9204300266 Discusses Commission meeting on finalization of radiation stds 
D’ARRIGO.D Nuclear Information & Resource Service AA38-2 0002. 88/11/26 
ZECH.L Commlssionors (Post 7501 19) Ip 61864*253 61864 253 

-9206060156 Submits list of five items ro draft SRM on Part 20 Implementation dates 
MORRiS.B NRC - No Detailed Affiliation Given AA38-2 0876 90/10/20 COOL.D 
NRC ■ No Dolailod Affiliation Given 40pp 61850 260-61856 354 

-920511 0206 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,3 5,39, 40, 50,61 & 
70 ro sids for protection against radiation 

KOCHERY.IA Affiliation Not Assigned 50FR51992 86/05/13 Docketing & Services 
Branch Ip 61071 211 61871 211 

-9205110209 Comment on proposed rules 10CFR2. 10.20.30.31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Supports rules 

POTOCIK.DP Affiliation Not Assigned 50FR51002 86/05/13 Docketing A Services 
Branch Ip 61871 212 61071 212 

-9206110211 Commont on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 A 
70 re Bids for protection against radiation 

HERO.E Alflllalion Not Assigned, 5OFR510O2 06/05/15 Dockeiing A Services 
Branch Ip 61871 213 61071 213 

-9205110216 Commonl on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 3 5, 39, 40, 50,61 A 
70 ro stds for proteclion ogelnal radiation 

STRONG.tr Washington, State of 50FR51992 66/05/12 Docketing A Services 
Branch 1p 61871 214 61071,214 

-9205110220 Comment on proposed rules 10CFR2, 19,20.30,31, 32, 34, 35, 39.40, 50.61 A 
70 ro aids for protection against radiation 

HORVATH, KJ Affiliation Not Assigned 50FR51992. 06/05/15. Office o1 the Secre 
lary of the Commission Ip 61871 216 61071 215 

-9205130014 Forwards draft rev to 10GFR20 for review A comment Response request- 
ed by 88011 3 W/o end 

NUSSBAUMER.D A Assistant Director for Slate Agreements Program AA38-2 87/ 
12/23 Affiliation Not Assigned Ip 61046 310 61846 318. 

-B4003 10085 Recommends RES change specific requfroment of 10CFR20,App A re 
resplratofv regulation.RoquIremGnt should be more generic A loss prescriplive. 
BAER.R.L Engineering A Generic Communications Br.Dlv Emerg Prep A Engineering 
Response, IE AA3a-2 64/06/27 ALEXANDER, H E Occupational Radiation Protection 
Branch 3pp 61843 202 61843 295. 

-8504220322 Comments on draft Part 20, Subpart H Existing basis for good 
equipment, coupled w/recommended board prohibition, should continue to ba funda- 
mental 

BAER.R L Enginooring A Generic Communications Br.Dlv Emerg Prop A Engineering 
Response, IE M30 2 05/04/11 MILLS. W Health Effecla Branch, flpp 61643 296- 
61043 304, 

-0508020278 Commonls on proposed rule 10CFR20 re applicability during 
emergencies Disagrees w/RES position of Section 20,9, "Condilions of Exposure 
Changes In wording needed. Including definition of "emergency" Agrees w/basJe 
intent 

BAER.R L Engineering A Generic Communications Bf.Div Emerg Prep A Engineering 
Rosponse.lE. 66Fn23360 05/07/26, ALEXANDER.R Health Effecis Branch 4pp 
61043 305-61043 307 

-86021 205 IS Informs that staff will bo reviewing proposed rev to 1'0CFR2O during com 
ment period Region I ehould undertake similar review 

PARTLOW.JQ Div of Inspection Programs, IE (850212-970413). 88/02/05. 
MARTIN,? T. Region 1 (Post 820201) 2pp 61042 264-61042:265 

-8693240347 Forwards proposed rev lo 10CFR20, "Slda for Protection Against Radi- 
ation," to aid in development of radiation protection procedures, per 860124 
request Copy of draft regulations requested W/o end 

ALEXANDER.R E. Office of Nuclear Regulatory Research. Director (Pre 860720) B6/ 
03/03. VALENTtN,J Sweden, Govt of. Ip 61842'207-61842.267. 


-8603240369 SECy-86-040 Provides back fit analysis (or 10CFR20 proposed rule for 
Commission review A approval for publication in FR for public comment 
STELLO.V Ofc of the Executive Director for Operations AA3a 2 1116 86/02/10 
3D8pp 81843 319 61847 0*42 

-8603250208 Forwards proposed rev lo 10CFR20, "Stds lor Proteclion Against Hadi- 
alion,*' per BB0202 request Rov believed to be consisteni w/Ju stifle alien A oplimiza- 
tion principles of fnti Commission on Radiological Protection 

ALEXANDER.R.E Office of Nuclear Regulatory Research. Director {Pra B60720) 
AA38-2 86/03/13 WARNECKE.E Germany, Federal Republic of Ip 61842 339- 
61842 339 

-8603250275 Advises that public meetings for proposed major rev to 10CFR20 will be 
considered al close of public commonl period to permit incorporation of wntten com- 
ments or structuring of appropriate agenda 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pre 860720) 
56FR23360 86/03/12 GRACE.J N Region 2 (Post 820201) 2pp G1042 337- 
61042 338 

-6803260295 Requests advice as to legal accuracy A significance of end ID Dross 
860224 Ur dockated as official Ur of comment on major rev lo 10CFR20 published In 
FR on 860109. 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre 860720) 
56FR23360 86/03/10 BECKER*J M Office of ihe Executive Legal Director (Pro 
860701} Ip. 61842 327-61842 333 

-6603250361 Informs of annual independent regulatory review of rulemaktng to revise 
1OCFR20 Proposed rule published in 860109 FR Review poalponed until close of 
commonlpenod on 860512 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pro 860720) 86/03/ 
12 STELLO.V Ofc of the Executive Dorector for Operations. 2pp 81842 334- 
61842 335. 

-8605070430 Responds to questions In 86Q415 ItrLIcensoes expoclod lo keep expo- 
sures to members of public below 0 1 rom/yr unless olharwise aulhonzed Comments 
on proposed revs to 10CFR20 requested 

ALEXANDER, R.E Radiation Risk Assessment A Man ag ament Branch (860325- 
660720) 66FR23360. 86/04/22 MOBERG.AJ Newport News Shipbuilding & Dry 
Dock Co Ip 61843 085-61843 06S 

-8605160527 Forwards comments on proposed rav to 10CFR20, "Need for Change in 
Neutron Quality Faclora " 

PARTLOW.JG Div of Inspection Programs, IE (850212-870413) 66FR233ao 86/05/ 
12 GOLLER.KR Division of Radiation Programs A Earth Sciences (840429-880720) 
8pp 61043*285*61643.291 

“8811130377 Submils addi comments on Subpart H of proposed 10CFR20 rev, Includ- 
ing concerns w/foophoto addressed in 860411 memo.usa of proteclion facters & 
omemency uso of respirotora 

BAER.R L Engineenng A Generic Communicalions Br.Div Emorg Prep & Engineering 
Response, IE 50FR23360 80/11/10 ALEXANDER.R E. Office of Nuclear Regulatory 
Research (Post 860720) 2pp 61843 332 61843 346 

-8701280265 Forwards Ofc of General Counsel 861023 A 870113 memos ra views on 
10CFR20 201(b) A 20 401 (Form 5) Info incorporated in health physics position 
file Rovisod draft info notice end w/8701 13 memo separately distributed 
CUNNINGHAM,LJ Oporating Reactor Program Br.Div of Inspection Programs, l£ 
{050212-070413) AA3a-2 87/01/21 SHANBAKY,M M Region 1 (Post 820201) 3pp 
6184 4 035 61344 050 

-6701260280 Responds lo request for vfows on enforceability of 10CFR20.401 re 
whether regulation requires licensee to follow Instructions on Form 5 Position taken by 
region In citing licensee for Inadequate recording of doses supported 
LIEBERMAN.J Assislanl Gonofal Counsel for Enforcement AA3a2. 87/01/13 
MCKEE,PF Operating Reactor Program Qr.Oiv of Inspection Programs.lE (050212- 
870413) 6pp 6 1 844 04 0 6 1 044 050 

-8704160096 Comments on draft EDO decision paper for 10CFR20 rulemaking, per 
670331 memo Proposed Altarnativo 2 would net achieve changes to Part 20 support- 
ed by majority of staff Suggests thal RES convene working group. 

PARTLOW.JG Div of Inspection Programs.lE (850212 870413) 87/04/10 

ALEXANDER.R E Safely Research Applicalion Branch 1p 61044-159-61844 219 

-8712100314 NENS/OSART/B7/12 "Oporational Safely of Nuclear Inatallations 
* Intornational Atomic Energy Agency 56FR23360 67/10/31 50pp 61850.027- 
61050.077 

-8602260117 Forwards commonls of 071209 draft rev of 10CFR 20 Concurs w/Jan- 
guage of proprosed rule, pending resolution of comments Proposed rule adequate re 
resfxralory proteclion program 

CONGEL,FJ. Division o7 Radiation Protection A Emergency Preparedness (Post 
870411) 56FR233eo. 68/02/12. MORRIS.B M Division of Regulatory Applications 
(Post 870413) 0pp. 61846 060-61046*074 

-8603210352 Forwards draft of responses to help Part 20 working group respond to 
public comments in respiratory proteclion area per H Paterson request 
WIGGINTON.J Office of Nuclear Roaclor Regulalion, Director (Post 870411) 
S6FR23360 68/03/17, ROECKIEIN.A Office of Nuclear Regulatory Research (Post 
860720) 3pp 61647194 61847 207 

-8803300481 Informs that draft 10CFR2O rev reviewed by divs within NMSS A detailed 
comments provided lo NMSS contact on Part 20 Working Qroup.per 871211 
request Ofc laval concurrenco should ba on schedule for Apr 
CUNNINGHAM, H E. Division of Industnal A Medical Nuclear Safety (Post 870729) 
60FR2330O 68/01/28. MORRIS, B Oftico of Nuclear Regulatory Research (Post 
860720), 2pp 61646.052-61846 052 

-8806260362 Advises of ono significant conflict between 29CFR1910 134, "Respiratory 
Protection*’ A existing draft Part 20 respiratory section NIOSH dees not certify alrkno 
respirator for use in IDLH areas. 

WIGGINTON.J Office of Nuclear Reactor Regulalion, Director (Post 870411) 
56FRa3360 86/05/18. PETERSON,H. Office of Nuclear Roguletory Research (Post 
860720} Ip. 61846.036 61848 039 
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-0809220021 Forwards comments on roview of language of 10GFR20 rulemaking pack 
ago did 060026 

CUNNING HAM, LJ Radiation Proleclion Branch S6FR23-360 08/09/16 
ROECKIEIN.A K, Radiation Prolocllon & Health Elfacts Branch 8pp eiB^SZOe 
61840 211 

-860928(>t00 Concurs In promulgation of draft rule as official amend to 10CFH20 
rulemaking Suggestions for Improvement transmitted under separate covers 
GILLESPIE, F P. Program Management, Policy Devetopmont & Analysis Staff (Post 
870411) 66FR23366 08/09/22 &ECKJORD,eS Office ol Nuclear Regulatory Re 
search tPoat 660720) Ip 61646 214 61048 214 

-0809300170 Concurs w/ rulemaking for 1OGFR20 pending resolution of Issues raised 
prior to transmittal to Commission 

THOMPSON, H L Otfica of Nuclear Material Safely & Safeguards 56FR2a3B0 08/09/ 
21 BECKJORD.E.S Office Of Nuclear Regulatory Research fPost 860720) 2pp 
81048 212 61840 213 

-6001300330 Requests that reg guide on control of access to very high radiation areas 
he prepared,perSECY'86'315. 

CONG EL, PJ Division of Radiatior> Protection & Emergency Proparodnoss (Post 
870411) 56Fn233eO 89/01/13 GILLESPIE.FP PrograrriiManagemonl, Policy Oevel 
opmont & Analysis Staff IPosl 870411) 76 pp 618S1 081 -61 05 1 156 

-8902000466 Forwards comments on rev of fOCFR20 Comments holh substantive & 
editorial 

BECKER.JW Office of the General Counsel (Post 060701) 56FB23360 88/01/07 
MORRIS, B Division of Regulatory Applications (Post 670413) 6pp 6184 5 309 
81045 314 

-6902270444 Disccuses procedure for controlling & accounting for radiation exposure 
of NRC employees & contractors Although doses Incurred by NRC employeos well 
below regulatory limits guidance In Manual Chapter 0524 not being followed 
STELLOiV Ofc of the Executive Director for Operations 56FR23360. 89/02/17 Com 
miaalonars (Post 750119) 8'Opp. 61851 ‘239-61851 320. 

-6903210060 Advises that 10CFR19.13(o) does not require reporting of bfoassay data 
or other info on intakes of radioactive mail 

CUNNINQHAM.LJ. Radiation Protection Branch 66rR23380 89/03/13 

BELLAMY.RR. Region 1 (Post 820201) 6pp 81852 055 81652060. 

-B904190297 Responds (o 990126 memo re record ralontioh for ex-licensee after li- 
cense has been terminated Ex licensee not required to retain records under Pari 20 of 
NRC regulation or proposed regulations 

JEHLE.P. Oflfco of Ih© General Counso! (Post 860701) 66FR23360 80/02/27 
MILLER, CL Slandardizalion & Non Power Reactor Project Difoctoralo (Q70411- 
690729). 2pp 61652 042 61852043 

-8905240660 Forwards draft notJ-ce to federal agencies w/NRC licenses ro potential 
conflicting roquEroments between new federal guTdanco on occupational radiation con- 
trol & exiatirig Part 20 requirements Comments by 870930 requested. 

ALEXANDER. R E. Radiation Protection & Health Effects Branch AA3e-2. 87/06/26 
0ROWNINQ,R.E Division of High'-Lovol Waste Managomonl (Post 870413), 7pp 
81844 350-81044:355 

-8906160045 Responds lo 090517 request for review of end draft Commission paper 
ro 10CFR20,No Jegal objection lo paper In order lo Inform Commission of aulhor 
views, listed paragraph shourd be added at end of Commission paper 
TREBY.S A Assistant General Counsel for Rulomaking 8 Fuof Cycle 66FR23360, 89/ 
05/22 BECKJORD»ES, Office of Nuclear Regulatory Research (Post 860720) 0pp 
81853 023-61853 077 

-8906220066 informs Of NRR concurrenco on Part 20 policy paper, por 890517 memo 
GILLESPIE, F P. Prograip Management, Policy Development & Analysis Staff (Post 
870411) 5aFR23365, 89/05/30 BECKJORD.ES Office of Nuclear Regulatory Re- 
search (Post 660720) 21pp. 61863 051-61853 121 

-6900290462 Advises that NMSS concurs w/10CFfl20 policy paper ro Issues of alter- 
native methods of assessing, recording & controlling internal coses & inability of U ro 
ooveiy facilities to comply w/App B values for Rn-222,per 890517 request 
BERNERO.R M Office of Nucloar Material Safety & Safeguards 56FR233eo 89/06/ 
00 BECKJORD,E,S Office of Nuclear Regulatory Rosoarch (Post 060720) Ip 
61063 248'61 853*260 

-0910120217 Discusses proposed reg guides to suppl revised 10CFR20,por 890306 
memo Fuel cycle guide warranted & aovelopmanl supportod.Rog guide for malls li- 
censees would not be of great utility 

CUNNINGHAM.R E. Division of Induslrlal & Medical Nuefoar Safoty (Post 870729) 
66FR2330O. 89/09/20 MORRIS.B M Division of Regulatory Applications (Post 
8704 13) 1 p. 61 054.075-61 854.075. 

-8912220043 Forwards draft memo re applicability of 10CFR20 to occupational radi- 
ation exposures resulting from radon & radon progency at nuclear power plants 
CUNNINGHAM,L J. Radlatlan Protectlor> Branch. 56FR23360. 69/12/14. HICKEYJW 
Operations Branch 19pp. 61864.322-61854 342. 

9003060277 Provides comments on memo for NRC regions re applicablllly of 
10CFR20 to occupational radlallon exposures Radon & radon progeny are natural 
background sources unless from radioactive decay of licensed mall within 10CFR2O 
TREBY.S.A Assistant General Counsel for Rule making & Fuel Cycle. 66FR2330O 90/ 
01/26. CONQEL,F.J Division of Radiation Protection & Emargoncy Preparedness 
(Post 0704 1 1 ). 1 1 pp 61855 01 6-61 865 028. 

f005210136 Forwards comments on review of draft radiation protection Reg Guides 
0 Nl.a N4B,8 N8,8 N8 & 0 N10. 

CUNNINQHAM.LJ. Radlallon Protection Branch. 66FR23360 90/05/16 

1RQ1LI0,M J, Policy Development & Technical Support Branch (Post 970411), 36pp, 
1065 224-81 B55;260. 

>05290061 Comments on review of lislod reg guides for revised Part 21^ Including 
.N4b, "Interpretation of Bloossay MeasuremenU" & 0,N5, "Criteria & Procedures 
>r Summailonof Internal & External Dose," 

lUNN INGHAM, R.E Division of Industrial & Medical Nuclear Safety (Post 870729). 
6FR23360. 90/05/04. MORRIS, B M Division of Regulaioiy Applications (Post 
70413). 6pp 61056:218 61055.223. 


-9101220141 Forwards draft memo responding lo questions raised concerning regula- 
tory position re assessment of licensed matf at nuclear power plants that appear to 
have resulted from ingestion rather than inhalation 

CUNNINGHAM.LJ Radiation Protection Qrar^ch 56FR2a360 gi/01/10 

JOYNEH.JH Region 1 (Post 820201) lOpp 61859 034 61059 043 

-9105230087 Discusses use of regulatory positions in reg guides for assessing compli- 
ance w/new part 20 

CUNNINGHAM.LJ Radiation Protection Branch 56FR23360 91/05/16 

LIE0ERMAN.J Ofc of Enfof cement (Post 870413) 5pp 61859280-61059292 

-9204060346 Discusses changes for final 10CFR20 package Suggested approach for 
separate radon limits for U recovery flcensees will allow rule to go forward while 
manor bemgaddressed 

DRAGONETTE.K Office of Nuclear Materia! Safety & Safeguards 56FR23360. 88/ 
12/16 PETERSON, H Office of Nuclear Regulatory Research (Post 660720) 85pp 
61850 203 61651 046 


-9204060387 Proposed rule 10CFR2, 19,20, 30,31, 32,34,35,39.40.50. 61 & 70, "Stds for 
Pfolecllon Against Radiation " Rule would provide roquiremenls for protection ol Indi- 
viduals exposed to ionizing radiation from routine activities licensed by NRC 
GRIMSLEY.OH Office of Administration (Post 890205) AA30-2 06/01/02 250pp 
61840 072 61841 206 


-92O4'060369 Requests papers for Health Physics Society mid-yr topical meeting on 
900204 08 in Atlantic Cily.NJ r© risks Reg guides 6 20 & 8 13 will be revised as rosult 
of m^or rev of 10CFR20 

R0EC;KLE|N.A K Radiation Protection & Health Effects Branch 56FR23360 89/02/ 
14 CHRISTMAN.EA Rutgers, New Jersey, State Univ of, PIscataway, NJ 1p 
61051047 61851 047 

-9204070001 Informs that reg guide on workplace air sampling being written to moot 
requirements of now 10CFR20 Workshop on workplace afr sampling proposed to be 
held first wk in Dec. 

MCGUIRE, S Radiation Protection & Health Effects Branch 56FR23360 09/02/14 
ROECKLEIN.AK Radiation Protection & Health Effects Branch 26pp 61051 048- 
61851 080 


-9204070014 Discusses data on radon releases from U mill sites rocolved from D 
Smith 

DnAGONErrE.K NRC - No Detailed Affiliation Given 56FR23360 80/12/16 
BELL,M NRC - No Detailed Afftliallon Given 58pp 61B51 157-61851 214 

-9204070015 Advises of agreement re no substantial increase in safoly associated w/ 
10CFR20 proposed rev 

SCHWINK,W. NRC - No Detailed Alfillallon Given. AA38-2 66/01/16 GOLLER.C 
NRC • No Detailed Affiliation Given 16pp 61841.209 61041 224 

-9204070021 Provides status of brarrch planning for 10CFR20 rog fluido 
daveloprvion! Specific guide tasks will be Identified in consultation w/Sclontech &. task 
order wrfj bo Issued. 

ROECKLEIN.A NRC - No Detallod Affiliation Given 56FR23360 89/02/01 
ROSZTOCZY.Z NRC • No Dolailed Affiliation Given 1p 61851 215-61851 215 

-9204070036 Forwards list of priority issues discussed at lest staff meotlng 
REHM.T A Assistant for Operations (Post 090205) AA30-2 86/01/16 Ofc of the Ex- 
ocutlvo Director for Operations. 5pp 61841 225 61042 262 

-9204070042 Advises that phaso 1 rept from Scientocli re needs & priorities for devol- 
oping or revising regulalory guidance for implementation of now part 20 reviowoct & 
proposes listed schedule for staff work 

ROECKLEIN,AK Radiation Protection & Health Effects Branch. 56FR23360 08/12/ 

01 MORRIS.B M Division of Regulatory Applications (Post 870413) 22pp 
81051 216-61051 237. 

-9204070052 Confirms 090214 lelcon requesting permission lo reproduce limltod 
number of copies of pages 36 30 of NCRp rept 94, "General Conc^ls for Dosimetry 
of Internally Deposited Radionuclides" & pages 10-19 of NCRP r©pt 91 
PETERSON, HT Radiation Protection & Health Effects Branch 56FR23360 89/02/ 
15 NEV.WR National Council on Radiation Protection & Moasurements Ip 
ei051‘23Q 61851 23B 

-9204070071 Informs that proposed rev of NRC "Slds (or Proteclion Against Radlallon 
(10CFR20)," will be sent in near future 

MINOGDE.R B Office of Nuclear Regulalory Research, Director (Pro 060720) AA3B 

2 86/02/04. OUNSTER.H J United Wngdom. Govt, of ip 81042 263-61042 263 

-9204070076 Responds lo request for permission to reproduce limited number of 
copies of pages 38-39 of NCRP rept 84 & pages 18- 19 of NCRP rapt 91. 

SPAHNiJA National Council on Radiation Prolectfon & Measurements. 56FR233G0 
80/03/02 PETERSEN,HT Radiation Proteclion & Health Effects Branch 6pp 
61051321-61851.326 

-9204070085 Notifies of need for assistance In editing workload to modify reg guides 
(or part 20 lmplemeniation.Hncl rept provides marked-up sections w/cliangos for 
minor & editorial revs 

ROECKLEIN.A.K Radiation Prolection & Health Effects Branch 56FR23360. 69/02/ 
23 BURDA,AJ Program Management. Policy Development & Analysis Staff (Post 
070413) 76pp 61 051 327-61852 041 

-9204070128 Advises that several comments on revised 10CFR20 rule pointed out 
minor inconalstencfes In rule one comment pointed out that position on embryo/ 
fetus dose calculation would preclude accurate fetal dose assessments 
PETERSON, HT Radiation Protoclion & Health Effects Branch 56FR23360 09/03/ 
13. NRC - No Detailed Affiliation Given 5pp 61852 044-61862 048. 

-9204070132 Forwards Commission paper & draft FR notice in response to Comm Is 
slon request for analysis of how proposed rev to Part 20 compiles w/backfit rule 
(50 109L 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pro 860720). /VA3a 
2. 66/02/06. STELLO.V, Ofc Of the Executive Director for Operations 2pp 
61842 268 61842 286 
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’•9204070140 Flequests reconfirmadon of need of rag guides 8N2 & 3N3 for impis- 
menlalion of revised 10CFf120 in view of fact that many of existing div 0 guides will 
be extensively revised Draft reg guide 0 XX & description of reg guides end 
MOFIRiS.BM Division of ReguTatory Applications (Post 070413) 56Fn23360 09/03/ 
06 CUNNiNGHAM.R E Division of industrial & Medicaf Nuclear Safely (Post 870729) 
3pp 61052 049 61052 051 

-9204070160 Discusses proa & cons of four of five options mentioned in 801122 memo 
to Commissioner Curtiss for going forward w/ rulemaking subj to backlit rule If Com 
mission wanted to approve rule 

MAL8CH,M G Deputy General Counsel for Licensing & Regulation {860701 -8904 22) 
66FR23360 89/^3/07 JONES.B NRC - No Oetallod Affiliation Given 3pp 
61852 052 61 652 064 

-9204070164 Expresses appreciation for 8B1227 Itr to Zech re comments on revised 
10CFR20 rule Number of changes suggested in comments have been incorporated in 
revised rule presently before Commission Related info end 

MORRIS, B M Division of Regulatory Applications (Post 670413) 56FR23360 60/03/ 
22 KOBRICK.TE B othio hern Steel Co rp 118pp 61852 061-61852 177 

-9204070174 Staff requirements memo re revised 1 0CFR20 Commission does not 
object to request that final approval of rev to 10CFR20 be deferred until issue raised 
in 880202 memo resolved 

CHILK,SJ Office of the Secretary of the Commission COMKC 89 1 89/04/10 
STELLO.V Ofc of the Executive Director for Operations 41pp 61852 176 61852 270 

-9204070187 Forwards Info re particle size distributions A example calculation based 
on real data using proposed alternative to 10CFR20 20S presented during 890222 
meeting 

TIPTON, T E. Nuclear Management & Resources Council (NLPMARC) (formerly Nuclear 
Utility Manage 56FR23380 09/05/08. MORRIS, WM Division of Regulatory Applica- 
tions (Post 1170413). 43pp 61662,260-61652 322 

-9204070231 Forwards for review & concurrenco.CommIssion policy paper that re- 
solves outelendlng technical issues re issuance of 10GFR20 rule Implemonlation dale 
for rule should bo postponed from 910101 to 920101. 

eECKJOnD,E.a office of Nuclear Regulatory Research (Post 860720) 66FR23360 
89/05/17 BERNERO.R M Office of Nuclear Material Safety & Safeguards 29pp 
01662 323-61063.022, 

-92040702B1 Advises that Commission policy paper that resolves outstanding technical 
issues re Issuance of 10CFR20 rule reviewed, Concurs In paper w/enci changes, 
DENTON, H R Office ol Governmental & Public Affairs (870413 01 11 16). 66FR23360 
89/05/26 BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 
3pp. 61853 078-61853 080 

-9204070267 Forwards summary of particle size data amassed at commercial nuclear 
fuel div in Columbia, SC from 1904 until present, per NRC requoatParlicle size moas- 
ufomenls in workplace may be subj to veriablllty which could affect deposition in lung 
QURKLIN,R.K Wostinghouse Electric Corp 56Ffl233e0 89/04/21. NRC - No De- 
tailed Affiliallon Given, 118pp 61863'122 61053 239. 


--9204080084 Forwards rough oulIJne for Commission info paper on radiation protection 
policy which B Bornero disciissed on 890717 

CUfsININGHAM.R E Division, of Industrial & Medical Nuclear Safety (Post 870729) 
56FR23360 69/07/18 MORRIS.D. Division of Regulatory Applications (Post 870413) 
epp 81854 016 61054 023 

-9204080129 Confirms hypothesis re use ol RN-222 value for public an proposed rev to 
10CFft20 

NEEL.RB NRC - No Oolailod Affiliation Given AA30-2 86/03/11 ALEXANDER.R 
NRC • No Detailed Affiliation Given Ip 61642 33G 61642 336 

-9204080140 Forwards two sets of fayouls for very voluminous tables in 10CFR20,app 
B Present formal employs std scientific expononlial notation Proposed changed formal 
uses computer *‘E" notatiori rather thar\ subscripts 

PETERSON.H.T Radiation Protection 8. Health Effects Branch 56FR 23360 88/07/ 
22 MEYER, O Regulatory Publications Branch 6pp 61954 024 61054 029 

-92040G0152 Forwards for odito/ial review, draft FR notice for revised 10CFR20 Edilonal 
review should focus on listed areas 4 comments should be submitted by 890900 
COOUOA Regulatory Publications Branch 56FR23360 89/08/16 OKLESSON.ER 
Program Management, Policy Development & Analysis Staff (Post 870413) 41pp 
61854 030 61854-073. 

-92040B0161 Forwards marked-up draft final rule presenting comments on Commission 
rogulaUons that establish slds for protection againsl radiation W/o end 
MEYER.DL Regulatory PuWicelio ns Branch 56FR23360 89/09/11 COOL,D A Radi- 
ation Protection & Hoafth Effects Branch Ip 61054 074 61054 074 

-9204D80176 Summarizes visit to Wostinghouse commercial nuctonr fual plant In 
Columbia, SC on 690919-20 to collect info needed to prepare reg guide on air sam- 
pling to meet requirements of new 1 0CFR20. 

MCGUIRE.S A Radiation Proloclion & Health Effects Branch 5BFR23360 09/09/28. 
COOL, DA. Radiation Protection & Health Effects Branch 149pp 61854 076- 
61854 228 

-9204D8018B Forwards for lnfo,onct to recent Commission policy paper on 10CFF20 re 
NRC staff analysis of U fuel fabrication proposals for control of internal radionuclides 
MORRIS.B M Division of Regulatory Applications (Post 870413) 56Fn23360 69/10/ 
06 TIPTON ,T, Nuclear Wanagemanl & Resources Council (NUMARC) (formerty Nu- 
clear Utility Manage 7pp 61864 220 61854 235 

-9204080218 Provides ID Bross comments on proposed rov of 10CFR20 
BECKER, J.M, Affrllation Not Assigned 68FR23360. B6/03/24 ALEXANDER,RE 
Office of Nuclear Regulatory Research, Director (Pre 860720) 47pp 61842 340- 
61043.028 

-9204080226 Expresses appreciation for D Cool participation In toleconferonco broad- 
casted on 890926 re overview of revs to 10GFR20 

KAMMERER.C State, Local & Indian Tribe Programs (870413-900111) 66FR23360 
89/10/26. aECKJOnD,E.S Office of Nuclear Regulatory Research (Post 860720), Ip 
61854-238-61854 238 


-9204070274 Advises that staff evaluating impact of altowed air concentration (or Rn 
222 at silo boundary for members of public in app B, table 2 ol proposed rev to 
10CFR20 

STELLO.V Ofc of the Executive Director for Operations 66FR23360 09/02/02 
ZECH Commissioners (Post 7501 19) Bpp. 61053 240 61853 247 


-9204080232 PonAiards list of now rog jguidos for revised 10CFH20 & lead reviewer for 
each guide Review efforts will include probable mootings w/RES & contractor for 
early Inpul & review & comment on drafts 

ESSIG.T NRC • No Detallod Affiliation Giver> 56FR93360 89/10/26 BUCHANAN, J 
NRC - No Detailed Affiliation Given 24pp 61854 237-81854 260. 


-9204070200 'Mmpllcalions of Proposed 10CFR20 Changes Upon Radiation Protection 
Dept at Clinton power Station." 

* Wadman & Associates 66FR23360. 69/06/09 51pp 61853-251-61853.302 

-9204070285 Offers no concurrence on Commission paper re proposed changes to 
10CFR20, Paper should be modified before forwarded to EDO Reasons for decision 
llslod 

ROSZTOCZY.Z R Division of Regulatory Applications (Post 870413). 58FR23360 80/ 
06/16, MORRIS,BM Division of Regulatorv Applications (Post B70413), lOpp 
61853 303 61863-318 

-92040B0006 Responds to 060221 note re potential impact on nuctar power plant li- 
censees of proposed occupational ALARA rule In new Part 20 
CUNNiNGHAkLL J Operating Roactore Prog^ram Br.DIv OA, Safeguards & Insp 
Programs, IE AA30-2 06/03/05 ALEXANDER.R E. Health Effects Branch 16pp. 
31842 280-61842 303, 

-92040B0023 Requests that R Alexander make brief prosentalion concerning proposed 
rules to members of mfg environ committee during 860305 meeting. 

JOHNSON,K.T. Fertilizer Inslituto 68/02/07 MINOGUE,R.0. Office of Nuclear Regu- 
lalory Research. Director (Pre 860720) 24pp. 61842 304-61042-326. 

-9204080052 Responds to Z Roszloczy 890616 memo raising Issues re revised 
10CFR20 Commission policy paper resolving outstanding technical Issues. 
PETERSON.H.T, Office of Nuclear Regulatory Research (Post 860720) 66FR23360 
89/06/20 MORRIS, BM Division of Regulatory Applications (Post 870413). 6pp. 
61853-310 61663*324. 

-92D4080059 Forwards memo prepared for signature & concurrence, which would trans- 
mit to EDO Commission paper proposing resolutions to two Issues which have re 
celved considerable attention since rov of 10CFR20 provided to Commission. 

MORRIS, B.M. Division of Regulatory Applications (Post 870413). 66FR23360 09/08/ 
20. BECKJORD.e.S Office of Nuclear Regulatory Research (Post 860720*) lOpp 
61853:326-61063 337. 

-9204080071 Requests review of revised NRC forms 4 & 6 & associated Instructions In 
order to accomodate revs being made to 10CFR20 Enel drafts reflect NRC efforts to 
make forms consistent w/raviaed 10CFR20.Comment8 needed by 890731 
COOL,D.A. Radiation Protection & Health Effects Branch. 66FR23360. 09/06/30. 
CUNNINGHAM, L.J Office of Nuclear Reactor Regulation, Director (Post 070411) 
23pp 61853*338 81864.005. 

-9204060076 Responds to 800410 request for more extenslva analysis of some of op- 
tions presented In 681 122 & 890307 memoranda on application of backfll rule to pro- 
posed revs of 10GFR20. Three principal options for dealing w/backfit rule listed. 
PARLER,WC Office of the General Counsel (Post 860701) 66FR23360 B9/O7/O0 
CARR Commissioners (Post 760119). 12pp 61864-006 61864 017. 


-9204080237 Comments on 890515 staff evaluation of NUMARC proposal transmiUod 


to NUMARC by Morris Staff analysis did not address dosimetric model & real people 
data provided as illustration tn NUMARC transmittal ol 890500 
STANSBURY,PS. General Eleclrtc Co 56FR23360 69/11/22 PETERSON.H.T. Divi- 
sion of Regulatory Applications (Post 870413). 10pp 61054 261 61854 276. 

-9204060244 Informs of success of pilot video teleinformatbn transfer program & ox- 

^ 8 sincere appreciation to recipient & RES staff 

ERER.C, State. Local & Indian Tribe Programs (070413*900111) 66Fn23360 
89/12/01 BECKJORD.E S Office of Nuclear Hogulalory Rosoarch (Post 860720) 
46pp. 61054*277-61854.321. 


-92040602BO Responds to 091127 Itr re revised 10CFR20 curronlly under Commission 
consideration Revised part 20 would permit use of direct measuremenls in lieu of air 
conconUatlon moasuremonts for assessing dose & determining compliance. 
0ECKJORD,E.S. Office of Nuclear Rogulatory Research (Post 060720) 56FR23360 
80/12/21 VAUGHAN, C.M. General Etactric Co 2pp. 61854 343-61854 344 


-92040 SD256 Responds to 891127 Itr re revised 10CFR20 currently under Commission 
consideration Revised part 20 would permit use ol direct meaauremonta (n lieu of air 
concentration measure menls for assessing dose & deter mining compitanco 
BECKJORD.E.S OlfIce of Nuclear Regulatory Research (Post 860720) 56Fn23360 
80/12/22 GOODWIN, W.L. Wsstlnghouaa Electric Corp. 8pp. 61054.345 61654*350. 


-9204990266 Ack receipt of 801221 Itr re revs to 10CFR2O being considered currently 
by (bommission Use of direct meaauremonls In lieu ol air concentration measuromonts 
for assessing dose 6 determining compliance very Important 

VAUGHAN.aW. General Electric Co B6FR23360 90/01/1.1 BECKJORD.E S Office 
of Nuclear Regulatory Research (Post 060720). 2pp 61054 351 G1054 354 


—9204080271 Requests review of end draft revised backlit analysis for 10CFR20 by 
900124 

MORRIS, 8 M Division of Reoulalory Applicotions (Post 870413) 66FR23380 90/01/ 
22 CUNNING HAM,R. NRC - No Detailed Affiliation Given 22pp. 01864,355- 
61655:016 


—9204060314 Comments on proposed rule 10CFR 19,20, 30,31 ,32,34.40,50,61 & 70 re 
Bids for pfotecllon against radiallon.Requosts that comment period be extended 00 
days from current 660421 deadline. 

EDWARDS, D.C. OH. Chemical & Atomic Workers International Union 50FR519e2 86/ 
04/16. OlfIce of the Secretary of the Commission Ip 61843.020 61643 064. 


—9204090001 N-915 047 "Notice of Policy Guidance on United Auto Workers vs John- 


son Controls.l no “ „ ... . 

SILBERMAN,RG Equal Employment Opportunity Commission. 66FR23360. 00/01/ 
24 13pp, 61855 020 61055*041. 
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-9204090006 Forwards for concurrence & review, trEnsmittal memo re revised backfit 
analysis for 10CFR20 rev Rev predicated upon mioeling condilions of 
10CFR50 109 Related documentation end 

MOHBIS.8 M Division of Regulatory AppIrcaUans {F'ost 870413) S6FR23360 90/01/ 
31 PARLER.W.C Office of The General Counsel (Post 860701) 144pp 61855 042- 

61655 203 

-9204090012 Advises of research Into various federal regufalions & ANSI gufdance re 
color coding of radiation syjfibol.por mails licensee request Federal agencies regula- 
tions conflict on foreground color of radiation symbol 

BEBNERO.R M Office of Nuclear Material Safety & Safeguards 5GFR23360 90/037 
12 BECKJORD.ES* Office of Nuclear Regulatory Research (Post 860720) 12pp 
61855 204 61855 212 

-9204090023 Discusses ALAflA provisions In proposed 10CFR20 Proper sld of care 
owed by licensees embodied m current regu la I ion phased on Inti consensus science & 
which can be applied uniformly to all licensees >& on all Jobs 

FORBES, J American Nuclear Insurers 56FR 23360 90/04/27 CUNNINGHAM,L J 
NRC - No Detailed Affiliation Given 4pp 61655 213-61655 216 

-9204090031 Fonvards relevant portions of new regulation in UK which essentially re 
quire itypo testing, acceptance tesbng.maint, perfooTc testing & calibr of monitoring In 
strumenlation 

SWINTH,Kl Battelle Memorial institute. Pacific Northwest Laboratory 56FR23360 
86/04/24 ALEXANDER.R e. Offica of Nuclear Regulatory Research. Director (Pro 
660720). 200pp 61643 086 61843.284 

-9204090056 Advises of staff fnlention to delete suggested ref to OS HA respiratory 
protection regulations. 

WlGGlNTON,J M. NRC - No Detailed Affiliation Given 56FR23360 90/06/27 
COOl.D NRC - No Detailed Affiliation Given 19pp. 61855*261-61855,277. 

-9204090068 Advises that enci Commission paper proposes several minor revs to 
10CFR20 fulfl.Talephono comments should be made to DA Cool or Peterson by 
900703 

COOL, DA Radiation Protection & Health Effects Branch 56FR23360 00/06/27. 
MORRIS.BM Division of Regulatory Applications (Post 070413) 14pp. 61855 276- 
61855 291 

-9204090076 Expresses concerns over Implementation date of 920101 for revised 
10CFR20 & anticipated publication dale Concerned w/ effoci compressed schedule 
will have en successful Implementation of revised rule by nuclear power industry. 

LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 58FR23360. 90/07/27 CARR, KM. Commissioners (Post 760119) 2pp 
6165^202 61 655 293 

-9204090088 Forwards draft SRM on 10CFR20 EDO ofc indicated that SRM be by 
600702 In case of any major problems 

HELTeMES,J NRC - No Oetallod Affiliation Given 66FR 23360 90/06/28 
MORRIS, B NRC - No Delalled Affiliation Given Ip 61655'2D4 61&5S294. 

-9204090096 Forwards slaff requirementa memo on SECY-a8-315 & SECY-89-267 to 
be Issued on 900703 

CMILK,S J Office of the Secratary of the Commission 66FR23360. 60/06/28 CARR 
Commissioners (Post 750119) 4pp. 6ia55'295 61665 298 

-9204090110 Requests lhat schedule for review of staff requirements memo be ex- 
tended In order to permit submittal of staff rev next wk 

THOMPSON.H L. Office of Nuclear Malerfal Safety 8 Safeguards 56FR23360. 90/06/ 
29 CHILK,SJ Office of the Secretary of the Commission 67pp 61655,209- 
61656007 

-9204090115 Forwards comments on draft rag guide 8.N5 re criteria 5 procetluros for 
summation of Internal & external dose 

WlGGINTON,J E Radiation Protecllon Branch 6eFR23360. 00/07/24. 

ROECKLEtN.A Radlallon Protociron & Health Effects Branch. 10pp. 61866 OOD 
61858 017 

-6204090179 Informs that nothing published on new part 20 found other Ihan proposed 
nile published for comment In 1985 Summary of NRC proposed change to basic radi- 
ation protection regulation enef. 

WILLIS, C A. NRC ■ No Delalled Affiliation Given. 66FR23360 90/07/27. VARLEY.J 
Nuctear Engineering I nternational 4pp 616 56.0 18 61856 023 

-9204090207 Forwards Itrs from G Dices & 0 Hardin expressing difficulties states will 
experience fn promulgating compatible regulations within Jan 1992 effective dale of 
part 20.Change In effective dale \o 940101 recommended 

KAMMERER.C Stale Programs (000112 911116) 56FR23360 00/08/10. 

MORRIS.B.M. Division of Regulatory Applicaliona (Post 870413). ip 61656.024- 

61656 024 

-9204090215 Informs thal more than half of agreement programs will not be able to 
Implement new regulations by Implemenlatlon date of Jan 1992 for revised 10CFR20, 
DICUS,GJ Arkansas, State Of, 5eFR233eo. 90/08/07 KAMMERER.C. Stale Pro- 
grams (900112-911116) 2pp 61858.025-61056.026. 

-9204090231 Provides justification for extending Implementation date for revised 
10CFR20 from Jan 1992 to Jan 1994.New date will allow for more unfforna fmpfemen- 
(afian of new provisions of part 20 throughout US 

TEFFT,DE, Affiliation Not Assigned SaFR 23360 00/08/09, KAMMERER.C. State 
Programs (9001 1 2-91 1 1 1 6) 1 2pp 61 856, 627-81856.037. 

-9204090237 "Rnal BacMil Analysis for Rov of 10CFR20, 'Stds for Protection Against 
Radiation 

' Division of Regulatory Applications (Post 870413) 66FB23360. OO/OB/31. 25pp 
01856039 61856,113 

-9204090294 Speech enlilled “BEIR V Estimates of Excess Cancer MortalHy" present- 
ed at 900204 Workshop on Statistics of Human Exposure. 

EILETT.W.H Naffonal Research Council. 66FR23360 00/02/04. 20pp 61858.114- 
61856*133. 

-9204090326 "Health Effects of Exposure to Low Levels of Ionizing Radiation BEIR V.'* 
ELLETT.W.H. National flesearch Councif 66FR23360. 90/12/31. 86pp 6185e:134- 
61856.221. 


-9204090331 Defines background radiation to mean radiation arising from natural back 
ground & other radiation or radioactivity such as global fallout & radon in quanlillos 
characteristic of environ in which regulated activity focated 

CUNNINGHAM.H E Division of Induslrial & Medical Nuclear Safely (Post 870729) 
66FR23360 90/08/10 PETERSON, HT Office of Nuclear Regulatory Research (Post 
860720) Ip 61856 222 61856 227 

-9204090336 Discusses application of backfit rule compliance exception to Commission 
response to guard 

MALSCH.M G Office of the General Counsel (Post 860701) AA38 2 86/06/20 PAL- 
LADINO Commissioners (Post 750119) 4pp 61843 347-61843 350 

-9204090337 Transmits written comments on review of draft rog guides implementing 
revised 10CFn20Ora1 comments provided to H Peterson in June Guides should be 
simplified so that ficonsees w/limited resources can comprehend guidance. 

MILLER, V L Assistant Director for Stale Agreements Program 56FR23360 90/08/ 
10 MORRIS.BM Division of Regulatory Applications (Post 870413) Ip 61856 220- 
61866 228 

-9204090349 Forwards re draft of public announcement of final revs to 1 0CFR20 con- 
tained in SECY 88*315 Announcement will be ready to issue concurrently w/FR publi- 
cation of revs Commenls will be appreciated 

INGRAM,F Public Affairs (870413-911116) 56FR23360 00/08/14 PETERSON .H 
Office of Nuclear Regulatory Research (Post 860720) 49pp 61856 229-61856 279 

-9204090361 Responds to 861020 request for clarification of Issues re 10CFR20 rule- 
making 

PETERSON, H T. Office of Nuclear Regulatory Resaarch, Diroctor (Pro 860720) AA38- 
2. 86/11/03. D'ARRIQO.D Nuclear Information & Rosource Service Ip 61843 351- 
61843*361 

-9204090366 Expresses concerns re final rule 10CFR20, "Stds for Prolecfion Agafnsf 
Radiation " Specific records retention penods must bo Included for all app F require 
ments 

SHELTON, B J information & Records Management Branch (Post 890827) 

66FR23360 90/12/05. HUDSON, S Office of Nuclear Regulatory Research (Post 
860720) Ip. 61656 355 61B56 355 

-0204090375 Expresses several concerns w/final rule 10CFH20, "Stds for Protection 
Against Radiation" & extensive concerns w/ supporting statement Retention period, 
"until license terminated" recommended for rolentlon of manifest records 
SHELTON, 8 J. Information & Records Managamant Branch (Post 090827} 

56FR23360 90/08/23 HUDSON.S Office of Nuclear Regulatory Research (Posf 
660720) 2pp 61856:358 61856 357 

-9204090396 Discusses videotape on proposed changes to NRC stds for protection 
QOLIER.K R Office of Nuefoar Regulatory Research, Director (Pre 860720) AA3B-2 
66/11/14 NUSSBAUMER.D NRC - No Oetailod Affiliation Given 4pp 61643 352 
61843 355 

-9204100001 Responds to G Dicus 900607 Itr re (mplomontatlon date of revs to 
10CFR20 Commission approved delay In required (mplemenlation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Slats Programs (9001 12-91 1 116) 5eFR23360 90/12/10 HILL.T Or- 
ganization of Agreament Slates Ip 61656 356 61656 358 

-9204100004 Informs that proposed rula completely revising 10CFR20, "Stds for Pro 
tectlon Against Radiation," published In FR on 051220 

PHILIPS,! Division of Rules & Records (Pre 070413} 56Fn23360 86/12/24 
ALEXANDER, R.E Office of Nucloar Regulatory Research, Director (Pre 860720) 2pp 
61043 358 61044 010 

-9204100017 Forwards Itrs to D Toffl & T Hill re Implomonlallon dates of 
10CFR20, Commission approved delay In required Implementation date for revised part 
20 for NRC lEcensoes from Jan 1092 to Jan 1903. 

KAMMERER.C State Programs (000112-911116) 66FR23360 OO/12/tO Affiliation 
Not Assigned. Ip. 81856359 61856 359 

-9204100027 Responds to 900809 Itr re Implementation date of ravs to 
10CFR20 Commission approved delay in required implementation dale for revised pad 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (900112-911116) 66Fn23360 90/12/10 TEFFT.D 
Conference of Radiation Control Program Directors, Inc 13pp 61656 360-61657026 

-9204100049 "Environ Assessment for Rev of 10CFR20, 'Stds for Protection Against 
Radlallon,"' 

• NRC - No Detailed Affiliation Given 6eFR23360. 90/12/21 643pp 61057'O27- 
61859032 

-9204100073 Responds to 901220 Itr to Carr re Implomenlafion dates for revised part 
20 & availability of associated reg guides Commission has reconsidered Implemonfa- 
llon dale for revised part 20 to Jan 1093 for NRC licensees 

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720) 5BFR23360. 
91/01/14. TODD.J.S, American Medical Association. Ip 61859 044-61859 045 

-9204100103 Offers no comment on comparison of former part 20 to revised part 
20 Document will be useful & would be distributed to states os soon as possible 
MILLER.VL Assistant Director for State Agreements Program. 56FR23360 01/03/ 
06 COOL, DA Radiation Protection & Health Effects Branch Ip 61859046- 
61659046 


-9204100110 Comments on comparison of former part 20 to revised part 20, 

BEACH. A B Region 4 {Post 820201) 56FR23360 91/03/05. COOL.D A Radiafion 
Protecllon & Health Effects Branch. 2pp 61869.047-01859 048 

-9204100119 Summary of 910305 maeling re part 20 rov List of attendees provided 
MEYER.O Office of Administration (Post 890205) 5eFR23360 91/03/08. COOL.D 
Office of Nucloar Regulatory Research (Post 860720) Ip 61859.049-61859,049 

-9204100123 Responds to note re State of CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than legitimate uses 
MTLLER,VL, Assistant Director for Slate Agreements Program. 66FR23360. 91/03/ 
13 MORNOR.J. Region 5 (Post 620201), Ip 61850 050-61859.050. 
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-920<410012d Forwards marked up final rule amending tOCFR20<prosQrHing comments 
on atds for protection against rndlatiort Afternative wording in preambto to final rula 
sofigasted in order to dosenbo dilforenl versions o1 rule accuratoty 
MErER.D L Regulatory Publications Brancli 5QFR233S0 9t/oa/19 COOL,DA Radi- 
atFon Protection & Hoallh Effects Branch Ip 61B59 051 81059 051 

->9204100140 Responds to request concerning need to modify 10CFR20 to rostfict 
buildup of rad ion li elides at sanitary sewage treatment plants 

BECKJORO.ES Office of Nuclear Regulatory Research, Director (Pro 860720) AA3B- 
2 87/01/06 GRACE.JN Region 2 (Post 020201) 3pp 61844 811^01844 013 

-9204100167 Requests that tost sentence in first full paragraph on page 317 of 
10CFR20 bo changed to read as stated 

LIEBERMANpJ NRC - No Detailed Affiliation Given- 56FR23360 91/03/21 
PETERSON, H Office of Nuclear Regulatory Research (Post B60720) Ip 61859 052- 
61059 052 

—9204100173 Expresses appreciation for efforts to develop concise aid to inspectors in 
readily identifying differences between former 10CFR20 & revised part 20, HT Paler- 
sor> comments & suggested rev of comparison encl 

MORRIS.BM Division of Regulatory Applications (Post 670413) 56FR23360 ©1/03/ 
27 NORELIUS.CE Region 3 (Post 820201). 9pp 61Q59 053-61859 061 

-9204100100 Forwards pages 67,78 & 100 of latest version of 10CFR20 lhal need 
fixing Pages 97 103 missing 

SWI^,J NRC - No Detailed Affiliation Given 56FR 23360. 91/03/28 PETERSON.H 
Office of Nuclear Regulatory Research (Pest 660720} 4pp 61650 062 61859 065. 

“92Q4100186 Forwards renumbered 10CFR20 per procedure described In SECY‘91 055 

6 approved by negative cortsent by Commission Changes made to update part 20 
rule listed W/o encT 

COOL, DA Radiation Protection & Heallh Effects Branch 56FR233CO 91/03/20. 
MEYER.OL Regulatory Publications Branch, 2pp, 61859 066-61859067 

-9204100189 Requests Initiation of rev of laCFRaO.Sectlon 20 303, '‘Disposal by Re- 
lease into Sanitary Sewage Sys," to belter consider actual 6. potential buildup of long 
half-life radioactive mall In sower sys 

GRACE.JN. Region 2 (Post 820201) 5eFR23360, 86/11/18 8ECKJORD.GS, Office 
of Nuclear Regulatory Research, Director (Pre 860720). Ip 61644 014-61844*033 

-9204100192 Forwards Papenvork Reduction Act Statement slatino that info collodions 
would not become effective until approved by OWB.per rov to 10uFn20, 

SHELTON, BJ Information & Records Managemonl Branch (Post 890027) 
56FR23360, 91/04/01 HliOSON.S Office of Nuclear Regulatory Research (Post 
860720) 2pp 61859 060 81659 069 

-9204100199 Ack receipt of 910401 Itr S. commonld about revised 10GFfl20 
regulation Responses to Issues raised In Hr and Related documentation also one! 
COOL, DA Radiation Protection & Hoallh Effects Branch 58FR23360 91/04/12 
WELT,M A Alpha Omega Tochnology, Inc 300pp. 61859 070 61859 287 

-9204100210 Submits procedures for onsurinp lhal complete regulatory history com- 
piled for each rulemaWng action Completed indox for final rule re stds for protection 
against radial Ion should bo submitted by 910921 

LESAR,M T, Regulalory Publications Branch 66FR23360 91/05/24. PETERSON>H T. 
Office of Nuclear Regulatory Research (Post 660720) 2j>p 01659 203 61 650 296. 

-9204100218 Requests that NRC submit new camera copy each time document sub- 
mitted amending table in order to avoid publication problems In 10CFR List of public 
comments ro stds for protection against radiation end 

RICKETT.DL National Archives & Records Administration 56FR23360 91/06/24. 
LESAR.M NRC - No Detailed Affiliation Given Ip 61859 297-61859.296. 

-9204100330 Discusses annual review of rulemaking on rev to 10CrR20. 

BECKJORO,E S Office of Nuclear Regulatory Research, OEreclor (Pro 860720} AA3d- 
2. 87/01/15 STELLO.V Ofc of the Executive Director for Operalfons Ip 61844 034- 
61844 034 

-9204130042 Provides recommendations on neutron quality factor.. 

FOULKE.JD Office of Nuclear Regulatory Rosearch, Director (Pro 860720) AA3B-? 
87/02/26 ALEXANDER, R.E Office of Nuclear Regulatory Research, Duector (Pro 
860720} 9pp 61844 051-61844-059 

-9204130061 Forwards expanded annual review of rulemaking package for major rev of 
10CFR20 for review & comment. 

ALEXANDER, R E Office of Nuclear Regulatory Research^ Director (Pre 860720) 
AA38-2 87/03/31 NRC - No Detailed Affiliation Given Ip 61644 060 61844.060. 

-9204130077 Grants petitioner request for Commission to remove requirement that ra- 
dioacllva aerosols be administered to patients only In rooms at negative pressure 
GOtLER.KR Office of Nuclear Regulatory Research, Director (Pre 660720) 07/04/ 

07 NORRY.P.G Office of Administration (Pre 870413) 3pp 61844,061-61844 063. 

-9204130122 Forwards petition lor rulemaking PRM-35 6 for review & determination as 
(o whelher or not petition qualifies for special handling by staff as last Iraclt petition 
for njlemaklng 

NORRY.P.G, Office of Admin lalrallon (Pro 070413) AA30-2 87/03/17. 

BECKJORD,ES. Office of Nuclear Regulatory Research (Post 060720), 8pp. 
61844.064 61844 092 

-9204130197 Comment on proposed rules 10CFR2, 19,20,30,31, 32,34,36.39, 40, 50,61 & 
70 ro stds for prolecllon against radiation.Oraft backlit analysis Inadequate to Justify 
proposed rev to part 20 for same reason slated by Commissioner Roberts. 

ANDREWS, RL. Omaha Public Power District. LtC-86-546, 06/10/29 Docketing A 
Services Branch. 2pp 61859 290-61650*300. 

-9204130204 Comment on proposed rules 10CFR2,1 0,20.30,31, 32, 34, 35, 30, 40, 50,61 A 
70 re aids for protection against radiation Significant training of NRC staff A Inspec- 
tors must be conducted to provide con-sistency in Interprotation of rule 
WOODY.C 0 Florida Power & Light Co L.86.445, 86/10/21. CH(LK,S J. Office of the 
Secretary of the Commission. 3pp 61859.301-61669 303. 

-9204130234 Comment on proposed rules 10CFR2,19,20,30,3I,32,34,35,30,40, 60,61 A 
70 re stds for protection against radial ton. Urges Commission to v^thdraw proposed 
changes in radiation protection stds, 

JOHNSRUOJH. Environmental Coalition on Nuclear Power 60FR61092 00760. 86/ 
10/23 Office of the Secretary of the Commisston 4pp. 61859,304-61850,307. 


“9204130252 Comment on proposed rules 10CFH2, 19.20,30,31,32.34.35,39,40, 60.61 A 
70 re aids for protection agajnst radiabon Proposed ruies wilt prowdo subsidy to nude 
ar Industry at expense of public health, environ & economic concerns 
HIGHTOWER, J Texas. Slat© of 50FR51 992 00747 86/10/25 ZECH.LW Commis 
al oners (Post 760119) 2pp 61659 308 61859 309 

-9204130295 Discusses need for revised environ assessmant for 10CFR20 
PETERSON.H T Office of Nuclear Regulatory Research, Director (Pre 860720) AA38 
2 87/05/06 ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pre 
866720) 34pp 61044 093-61844 129 

-9-20413>Oa01 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds tor protection aigalnsi radiation Backfil analysis (or proposed rules does not 
adequately assesss potential impact on exposure to rediallon workers 
TIERNANJA Baltimore Gas & Electric Co 50FR51 992 00751 86/10/31 Docketing 
& Sorvlcos Branch 4pp 61859.310 61850 313 

-9 204139310 Comment on proptosed rulos 10CFR2, 19,20,30,31,32.34,35,39.40, 50,61 & 
70 re stds tor proleclion cgainsf radiation Proposal increases risk of exposure to ioniz- 
ing radiation of nuclear workers & NRC ought to withdraw proposal 
SAWUALS.SW AFL-CIO 50FR51992 00752 86/10/30 OmcG ol Ihe Secretary of 
Ihe Commission 7pp 61859 314-61659 320- 

“9204130315 Comment on proposed mtos 10CFR 2, 19,20,30,31,32,34,35.39,40, 50,61 & 
70 IQ stds for protection against radiation Proposed >ruTea will not provide substantial 
Increase in overall protection of public hoallh & safety 

KOBER.RW Rochester Gas & Eleclric Corp 5GFR51 992 00753 86/10/28 Docket- 
ing & Services Branch 7pp 61859 321-61659 327 

-9204130317 Requests legal advice re listed 10CFR20 Issue s.lnduding do minimis 
cutoff on collective dose calculations 

ALEXANDER,R E. Office of Nuclear ftogulalory Research, Director (Pre 660720), 
AA3B-2, 87/06/11. BECKER.J Offico of the General Counsel (Post S60701) 2pp 
61044*130 81844 163 

-9204130327 Commenl on proposed rulos 10CFR2. 19.20, 30,31, 32.3 4,35, 39, 40, 50,61 & 
70 ro aids for proleclion against radialion Proposal changes method ol computing ra- 
diation dose exposures but does not Improve radiation protection stds for exposure 
ORTLIEB.OW. rntornational Chemical workers Union 5l)FR51992 00764 66/10/31 
Dockoling & Services Branch 5pp 61859328 61859 332 

-9204139334 Comment on proposed rulos 10CFR2, 19, 20, 30,31, 32, 3 4, 35,39, 40, 60,81 & 
70 ro aids for protection against radial lon.Urges Commission to withdraw proposal & 
replace proposal w/one which lowers doso limits to workers & general public 
WFllQHtM J. United Steelworkers of America 50FR51S62 00755 86/10/30 Docket- 
ing & Services Branch 44pp 61059 333-61860018 

-9204139341 Comment on proposed rulea 10CFR2, 19,20,30*31,32,34,35,39,40, 50,61 & 
70 re elds for proleclion against radiation Util strongly supports need for use of de 
minimis levels of radiation or radioactive mails 

COUNSIL.W.G Texas unit lloaEtocIrlc Co (TU Electric) TXX 4900, 86/10/20 Docket- 
ing & Services Branch 5pp 61860 019-61860 023 

-9204130352 Common! on proposed rulos 10CFR2,19,20-,30,31 ,32,34,35,39*40, 50,61 A 
70 re aids for proleclion anainsl radiation Proposed amends not noedod & will not 
perceptibly servo public heallh & safety 

ASMUSSEN.KE General Alo/nics (formerly GA Technologies, Inc /General Atomic 
Co.) GEN 9073 86/10/30 Dockoling & Services Branch 3pp 61860 024 61960 026 

-9204140335 Providos recommendations for control of NRG rulemaking re annual 
roviow of ongoing RES sponsored rulemaking* IOC FR20 

BECKJOHD.ES. Office of Nuclear Renulatory Resaarch, Director (Pro 660720) 
56FR23S0O 87/07/07. STELLO,V Ofc of Ihe Exoculive Director for Operations 3pp 
61844 154 61044*157. 

-9204140349 Concurs lhal rulemaking for 10CFR2C} should bo continued A comptotod 
THOMPSON.H L Office of Nuclear Water iai Safety A Safeguards AA3a 2 87/07/01. 
BECKJOHD,ES Offico of Nuclear Regulatory Research (Post B60720J Ip 
61844*158 61644 168 

-9204150001 Forwards draft handout shoots for 870729 mooting w/Stollo 
ALEXANDER,R E, Offico of Nuclear Regulatory Rosearch, Director (Pro 660720) 87/ 
07/23 BECKER, J Office of Ihe General Counsel (Post B60701) Spp 61844*220 
61844 224 

-9204160093 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 3 4, 35, 36,40, 50,61 & 
70 re Bids for proleclion against radiation Demands public hearing on proposed rules 
& that EIS be aono on proposed rules. 

PIERCE, J. Citizens Acilon for Sato Environment 50FR61ifl92 00756 86/11/03 NRC - 
No Detailed Alfillallon Given. 2pp B1B60 027 61860 028 

-9204160008 Comment OA proposed rules 10CFR2. 19. 2 0,30 ,3 1.3 2.3 4.3 5.36,40. 60.61 & 
70 re aids for prolGclIon against radiation Supports obiecllvo of proposal to update ra- 
diation protoction stds for ficensees of NRC 

SAND^SON.RE Environmental Protoction Agency 60FR51&92 00769 86/10/31 
CHILK.S J Ofneo of the Secretory of Ihe Commlsalon 9pp 61860 030 61860.038, 

-9204160010 Comment on proposed ni lea 10CFR2. 19.20,39,31,32,34,35,39.40. 50,61 & 
70 re slda for protection against radialion Public demands lhal environ Impact sludlos 
& open hearing precedes std change 

ISEUN.C New England Coalition on Nuclear Pollution 50FR51992 00759. 66/10/31. 
Docketing & Services Branch 1p 61860039 61660040 

-9204160013 Provides list of allcrnatives posed by RES ro control of rulemaking .Part 

20 . 

BECKER.J M, Office of the General Counsel (Post 660701) 6eFR23360 87/08/04 
PARIER.WC Office of the General Counsel (Post 360701) 4Bpp. 61844.225- 
81844,273, 

-9204150018 Forwards H Hawley & P Hawley 881017 Hr re plans to review current 
NRC regulations governing radiation exposure for workers 

EVANS^ J. Senate, 50FR519e2 00702. 66/10/28 KAWMERER.C. Offico of Qovern- 
mental A Public Affairs (870413-91 1 1 16), 4pp 61060.041-51860,044. 
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-9204150045 Comment on proposed ruCas 10CFR 2, 19.20 ,30. 3 1.3 2. 34, 35,39.40, 50,61 & 
70 re slds for protectdon against radiation Opposes NRC proposal to increase sld (or 
acceptable radiation exposure & urges that public hearing be held & EIS prepared 
STyLES,MM American Nurses' Association, Inc 50FR51992 00763 86/10/26 
Oockatir^g & Sendees Branch 2pp 61660 04S 61060046 


-9204150247 Comment on proposed rules 10CFR2, 19.20,30,31, 32. 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Disallowance for protection factors for sor- 
bent cartridges not appropriate 

MITTL.H L Public Service Electric & Gas Co of New Jersey 50FR51992 007B2 86/ 
10/31 CHILK.SJ Office of the Secretary of the Commission 2pp 61860139- 


-91204160056 Comment on proposed rules lOCFR 2, 19, 20 ,30. 3 1,3 2, 34, 35,39, 40, 50.61 & 
70 re stds for protection against radiation Implementation of proposed regulations 
would have unique impact on GA as mfg of U & thorium fuels for HTGRs 
ASMUSSEN.KE General Atomics {formerly GA Technologies. Inc /General Atomic 
Co) 50FR51092 00764. 86/10/31 Docketing & Services Branch 4pp 61G60 047- 
61860 050 

”92041 60058 Responds to 870611 request far legal advice en two -tesuos re rev of Part 
20 

BECKER, JM Ornce of the General Counsel (Post fl6070t) AA38 2 87/08/10 
ALEXANDER.RE Division of Regulatory Applications (D60720 0704 1 3) 19pp 
61844 274 61844 349 

—9204 15006 S Commenl on proposed rules 10CFR2, 19,20,30.31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Commission urged to reject argument that 
backfil rule should be suspended for rulemaking 

KURTZ, EF, ABB Impell Corp {formerly Impell Corp) 60FR51992 00765 86/11/01 
CHILK.SJ. Office of the Secretary of the Commission 6pp 61860 051-61868055 

-9204160077 Comment on proposed rules 10CFR 2. 19.20 ,30. 31 ,3 2. 34,35, 39, 40, 50.61 & 
70 re stds for protection against radiation Recommends lhal scope of proposed rule 
be limited to listed areas 

SiMPSON,EC Florida Power Corp 50FR51 992 00768 86/10/31 CHILK.SJ Office 
of the Secretary of the Commission 12pp 61860 056-61060 101 

—9204150122 Commenl on proposed rules lOCFR 2. 19,20,30,31 ,32.34,35,39,40. 50,61 & 
78 re stds for protection against radiation NRC low level radiation stds.as propoacd.do 
nol ref tact current slate of Knowledge in haallh physics 

REICHER.DW Natural Resources Defense Council 50FR51992 00771 86/11/05 
Dockoling & Services Branch 22pp 61860 102 61868 123 


“9204160001 Requosls comments on rev of radiation protection requirements in 
10CFR20 in areas of occupational dose recordkeeping & reporting 
ALEXANDER.RE Division of Regulatory Applications (860720 870413) AA38-2 87/ 
09/17 BOICE.JD Maryland. State of 29pp 61845 020 61045 051 


-9204160002 Requests two member, one each from reactor & mails insp & enforcement 
areas, to allend & participate in regional & agreement slates workshop on rev of 
10CFR20 

aECKJORD.E S Office of Nuclear Regulatory Research, Director (Pre 060720) AA38 
2 87/10/08 RUSSELL.W Region 1 (Post 820201) 9pp 61845 052-61845 060 


-92Q4160017 Informs that Region 1 assigned J Glenn & M Shanbaky to attend & partici 

pate in 871116 & 17 workshop 

AILAN,JM Region 1 (Post 820201) AA38 2 87/10/21 ALEXANDER.RE Office of 
Nuctear Regulatory Research, Director (Pre 060720) Ip 61045 061-61845 061 

“9204160041 Informs lhal Region IV will assign two staff members to attend regional & 
slate workshop.one each from reactor & malls Insp areas 
D Region 4 (Post 820201) 5eFR233B0 87/10/22 BECKJORD.ES Office 
Regulatory Research (Post 060720) Ip 61845 062-61845 062 

“9204160065 Advises that CM Hosw & JP Pottor will participate in regional & agree 
ment slates workshop on rev of 10C;FR20 

GRACE, JN Region 2 (Post 020201). AA30-2 07/10/22 BECKJORD.ES Office of 
Nuclear Regulatory Roaoarch (Post 060720) Ip 61045 063-61045 067 


agreement 
MARTIN.R 
of Nuclear 


-9204160104 Forwards proposed schedule for 10CFR20 rulemaking 
STELLO.V Ofc of Ihe Exoculivo Director for Operations /\A30-2 07/10/00 ZECH 
Commissioners (Post 7601 1 9) 15pp 61045 068 61845 082 


-9204160143 Commenl on proposed rules 10CFR2, 19,20.30, 3 1,32,34,35,30,40, 50,61 & 
70 re sWs for proleolion against radiation Backlit analysis does not justify costs of im 
plemenlation & proposed protection of public health & safety not increased 
SOREN6EN,G C Washington Public Power Supply System 50FR51902 90772 06/ 
10/31 Docketing & Services Branch 4pp 61860 124 61860 127 

-9204 159149 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32.34, 35, 3 9,40, 50,61 & 
70 re slds for proleclion aQainst radiation Urges NRC to withdraw proposal & alterna- 
tively propose aid which will result in significarnt roducllon in exposures, 

MARTINO, FO Ohio/OSHA Environmental Network 50FR51992 00774 0 6/10/31 
Office of the Secretary of the Commission Ip 61060 128 61 060 128 

“9204 1591 S4 Provides brief commenlary in response to request for commonis on draft 
rnonrio concerning ambiguity of "rorr" unit for both dose equivalent & effective dose 
equivalent 

MILLS.WA. Oak Ridge Associated Universities 56FR23360 67/09/25 

ALEXANDER.RE Office of Nuclear Regulatory Research, Director (Pre G0O72O) 
22pp 61844-356-61845 017 

-9204160167 Comment on proposed rules 10CFR 2, 10, 20,30,3 1,32, 34,35.3 9, 40, 50,01 & 
70 re slds for protection against radiation Strongly urges Commission not to promul 
gate final rule 

OPEKA,JF. Connecticut Yankee Atomic Power Co 012309 86/10/31. Docketing & 
Services Branch. 3pp 61660,129 61660 132 

“9204 IS0 177 Commenl on proposed rules 10CFR 2, 19. 20,30,3 1,32.34, 35.3 9, 40. 50,61 & 
70 re stds for protection against radiation Urges NRC to withdraw proposal & alterna- 
tively propose std which will result In significant reduction in exposures 
PERRV.M K International Chemical Workers Union 60FRS1992 00776 66/11/06 
Office of the Secretary of the Commission. Ip. 61860 133 61860 133 

-9204160205 Comment on proposed rules tOCFR 2,1 9, 20, 30, 3 1,32, 34,36, 39, 40, 60,01 & 
70 re slds for prolection against radiation Opposes rulo change & NRC attitude to 

S ubllc & urges NRC to withdraw proposed radiation stds 
/ESB.T Affiliation Not Assigned. 50FR51992 00777 86/11/10 Docketing & Sorv* 
Ices Branch Ip 61860-134-61860 134 

-9204150206 Comment on proposed rules 10CFR2, 19, 20 ,30, 31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo change & NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

LOSKE.K Ff Affiliation Not Assigned 50FR51992 00778. 86/10/09. DockGtin9 & Serv- 
ices Branch. Ip. 61860 135 61860-135 

•9204160221 Comment on proposed rules 10CFR2, 19, 20 ,30,3 1,32, 34,35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule change 8 NRC altitude to 
public & urges NRC to withdraw proposed radiation aids 

COHEN, J X Affikatiori Nol Assigned. 50FR51992 00779 66/1 1/10. Docketing & Serv- 
ices Branch, Ip. 61860-136 61860 136 

9204150224 Responds to 870917 Itr ro proposed revs of NRC radiation protection re 
qulremenls in tOCFR2O.R0COimmand8 that sex & job classification be included on 
form 

BOICE.JD. Maryland. Stale oL 66FR233eO 87/09/39 ALEXANDER, R.E Office of 
Nuclear Regulatory Research, Director (Pre 860720) 2pp 6tB45''91 8-61 846 019, 

3204150229 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re slds for protection against radiation Opposes any increase fn acceptable levels 
of radiation exposure. 

" Affiliation Net Assigned 50Ffl51992 00780 86/11/10. Docketing & Services 
Branch. Ip 61860.137-61860.137. 

)i2Q4 160243 Comment on proposed rules 18CFR2, 19,20.30,31,32,34,35,39,49, 50,61 & 
'0 re stds for protection against radiation Requests that public hearing be held & that 
IS be issued. 

ULCHER.JE Affiliation Nol Assigned B0FR5199Z 00781. 06/11/01. Office of the 
lecrelary of the Commission. lp. 61860.138-61860 138. 


>9204160121 Forwards proposed work plan for project "Development of Regulatory 
Analysis for Proposed Rev to 10CFR20 

MERWiN.S E Battelle Momoriol Instiluto, Pacific Northwest Laboratory AA30-2 87/ 
11/03 PETERSON, HT Division of Regulatory Applications (860720 870413) 6pp 
€1845 003-61045 000 


-9204160256 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39,40, 50,61 6 
70 ro slds for protection against radiation 

* Toledo Edison Co 56FR51992 00783 86/10/31 Docketing & Services Branch 
2pp 61060141-61060142 


-9204 160268 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 ro Bids for protection against radiation 

MILTENBERQER.H Affiliation Not Assigned 56FR51 092 00784 86/11/05 Office of 
the Socrolary of the Commission 2pp 01 860 143 61860 144 


•9204170036 Forwards comparative text containing present Part 20 rulo, revised draft 
final rule & 060109 proposed rule Document wil) be major point of discussion at meet 
Ing on 871116 & 17 , . , 

MORRIS, B M Division of Regulatory Applications (860720-070413) AA3B-2. 87/11/ 
05 QLENN,J Region 1 (Post 020201) 124pp 61045 009-61845.213. 


■9204170070 Forwards revised work plan for project "Development of Regulatory Anal- 
ysis for Proposed Rev to 10CFR20.'’ 

MERWIN.S E Battelle Memorial Instiluto. Pacific Northwest Laboratory AA3B 2 0075 
87/11/17 P^TERSON.HT Division of Regulatory Applications (860720 670413) epp 
61845,214-61045 210 


-9204170116 Discusses recent escalated enforcement case (EA 87-203 Houbloin.Inc) 
concerning questions raised by NRC re whether loss of particular gauge constituted 
substantlaT hazard & would therefore bo reportable per 10CFR20 402(a)(1) 
LIEBERMAN.J Ofc of Inspection & Enforcement, Diroclor (820201-870413) AA30-2 
87/11/23, CUNNINGHAM, R E Office of Nuclear Material Safely & Safeguards 2pp 
61045 220-61045 221 


“9204170212 Requests assistance In reviewing end draft rev of 10CFR20 
MORRIS, B Division of Regulatory Applications (060720 870413) 56FR23360 07/12/ 
11. BECKER.J Office of the General Counsel (Post 060701) 06pp 61845 222- 
61845‘308. 

-9204210046 Comment on proposed rules 10CFR2,1fl,20, 30.31, 32,34, 35, 30,40, 60.01 & 
70 re stds for protection against radinlion ^ ^ ^ 

DWORKIN.H.J American Collogo of Nuclear Physicians 50FR51002 00705 06/10/ 
31, CHILK.S.J, Office of tho Secretary of the Commission. 4pp 81060*145 61060,164 

-9204210091 Commanlon proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation 

THORPE.J R Genora) Public Ulllillaa Corp, • GPU Service Corp. 5GFR51992 00787 
06/10/31 CHILK.SJ Offico of the Secretary of the Commission 16pp 61860.155- 
61660 186 

“9204210136 Commonl on proposed rules 10CFR2, 19,20, 30, 31 ,32.34,35,39,40, 50,61 & 
70 re stds for protocllon against radiation. 

POLICH,J, Affillalfon Nol Assigned 50FR51992 00709. 86/10/22 Docketing & Serv- 
ices Branch Ip 61060.187-61860187 

“9204210144 Commenl on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 36, 39, 40, 50,61 & 
70 ro stds for protection against radiation 

OCONNOn.A Internalional Association of Machinists & Aerospace Workers 
60FR51092 00790, 86/10/31 Offico of the Secretary of the Commission 6pp 
61860,188-61660102 


“9204210182 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

KILLAR.FM. Middle South Service, Inc 60FR61092 00791. 86/11/07. Office of the 
Secretary of the Commission 4pp 61060.193-61860 242 
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-9204210276 Commenl on proposed rules 10CFR2. 19,20.30,31 ,32.34,36,39,40, 50,61 & 
70 re stds for protection against radiation 

VILLFORTH,JC Food & Drug Administration 50FR51992 00797 86/11/13 Office of 
Ihe Sscrelary of the Commission I3pp 61860 243*61860 255 

-9204210300 Comment on proposed rules 10CFR2. 19.20.30, 3 1,32, 34.36,39.40, 50,61 & 
70 re stds for protection against radiation 

DALTROFF.SL Philndelpnia Electric Co 50FR51 992 00796 86/11/13 Office of the 
Secretary of the Commission 3pp 61660 256 61860 260 

-9204210315 Comment on proposed rules 10GFR2J 9, 20,30,31. 32,34, 35,39,40, 60,01 & 
70 re stds for protection against radiation 

MORAWETZ.JS Internalional Woldors & Allied Workers Union 50FR51992 00800 
86/11/04 BECKJORD.E Office of Nuclear Regulatory Rosoarch (Post 8607201 Ip 
61860 261*61660 261 

-9204210321 Comment on proposed rules 10CFH2, 19, 20 ,30, 3 1,32,34.35,39.40, 50.61 & 
70 re stds for protection against radiation 

LEVINE, J International Molders & Allied Workers Union 50FR51992 00801 86/11/ 
05 aECKJORD,E Office of Nuclear Regulatory Research (Post 860720) Ip 
61660 262 61660 262 

-9204210328 Comment on proposed rulos 10CFR2, 19, 2 0,30,3 1,32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

MANN.EM Affiliation Not Assigned 56FR23360 00802 86/11/16 Office of the Sec* 
relary of Ihe Commission Ip 61660 263 61860 31 1 

-9204220186 Forwards comments on proposed 10CFR2O revs 
MARTIN.TT Region 1 (Post B20201) AAa6-2 86/01/26 MORRIS.Q Division of Reg 
ulatory Applications (860720 870413) 10pp 61845 317 61845 325 

-9204220207 Responds to 871211 request (or review, comment & concurrence for draft 
10CFR20 final rule 

HIND,JA Region 3 (Post 620201) 66FR233B0 88/01/22 MORRIS, B M Division of 
Rogulalory Applications (860720*870413) 11pp 61845 326 61045 336 

-9204220227 Recommends that draft 10CFR20 bo given to Ofc of Enforcement for 
review & consideration of developing enforcement strategies 
SCARANO.RA Region 5 (Post 820201) AA30*2, 88/01/15 MORRIS.0 Division of 
Regulatory Applications (Post 870413) 4pp 61845 342*61645 345 

-9204220246 Forwards comments from state of Indiana on div review of draft 10CFR20 
rov 

NUSSBAUMER.D A Assistant Director for Stale Agreements Program AA38 2 88/ 
01/28 MORRtS.B Division of Rogulalory Applications (060720*070 4 13> Ip 
61845 346*61845 346 

—9204230009 Comments on ALAR A requiromonls for Importance in sys of radlalion pro 
lection 

DVORAKS Indiana, Stale of AA38 2 88/01/21 NUSSBAUMER.D A NRC - No De- 
tailed Affiliation Given Ip 61B45 347*61845 347 

-9204230027 Confirms earlier conversation ro comments on draft rev of lOCFRao did 
871209 

HAZLE.AJ Colorado, State of AA38-2 88/01/14 NUSSBAUMER.D A Assistant Di 
rector for State Agreements Program Ip 61845*340-61845 349 

-9204230030 Provides comments re draft 10CFR20 rev Section 20 1101 records should 
require that units he reported in both special units & SI units 
BUNGE, MC Wisconsin, State of AA3Q-2 68/01/14 NUSSBAUMER.D Commission 
ers (Post 750119) Ip 61845 350-61046 350 

-9204230036 Discusses review of draft of revised 10CFR2D w/ undorstanding that rulo 
will eveniually be promulgated 

LOYSEN.P Fuel Cycle Safely Branch AA30-2 88/01/16 COOL.D Office of Nuclear 
Material Safety & Safeguards 4pp 6184 5 361*61045 354 

-9204230046 Comments on rov of 10CFR20 in response to 071211 request 
BANGART.RL Region 4 (Post 820201) AA3a*2. 88/01/20 MORRIS, 0 Division of 
Regulatory Applications (Post 870413) 5pp 61845’337 61045 341 

-9204230087 Forwards comments concerning final t0CFR2O revised rule 
GEORGE, D Army, Dept of AA38-2 88/01/10 PETERSON, H Commissioners {Post 
760119) 4pp 61045 355 61845 358 

-9204230092 Forwards comments on proposed rulemaking re nolificalron of Ir^cidenls 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safoly (Post 870729) 
AA3e-2 88/01/13 MORRIS, B M Division of Regulatory Applications (Post 870413 
1Spp 61045-359 61846 041 

-9204230124 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo. 

GREGORY, R D Affiliation Not Assigned 86/05/05 Docketing & Services Branch Ip 
61860 312*61860 312 

-9204230130 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

SORENSEN, G C Washington Public Power Supply System. AA3B 2. 86/05/09 Office 
of the Socfetary of the Commission 3pp 61860 334*61860 336 

-9204230137 Comment an proposed rules 10CFR2. 1 9,20,30.31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ROSINE.D Affiliation Not Assigned 66/05/05 Docketing & Services Branch Ip 
61860 313 61860*313 

-9204230148 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

BASKIN, KP Southern California Edison Co AA30-2. 86/05/12 Docketing & Services 
Branch 28pp 61861 030*61001 057 

-9204230149 Comment on proposed rules 10CFR2, 10,20,30.31,32,34.36,39,40, 60,61 a 
70 re stds for protection against radiation Opposes rule, 

ALKINS.C L. Peace Education Center 86/05/07. Office of the Secretary of the Com 
mission Ip 61660 314 61860 314 

-9204230156 Comment on proposed rules 10CFR2, 19,20, 30.31, 32, 34 .35,39,40, 50.61 a 
70 re Bids for protection against radiation. 

THOMPSON.RC National Association of Radiation Sun/Ivors AA30-2. 80/05/08 
Office of the Secretary of the Commission 4pp 61860 337-61860,340, 


-9204 230162 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32,34, 35.39.40, 50.61 & 
70 re stds for proleclion against radiation 

CADENA,DG Southwest Rosearch Institute 86/05/05 Docketing & Services Branch 
3pp 61860 315 61860 317 

-9204230171 Comment on proposed rules 10CFH2. 19, 20,30,31, 32.3 4, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

* Middle South Services, Inc AA38-2 66/05/07 Docketing & Services Branch 5pp 
61061 058 61861 062 

-9204230180 Comment on proposed rufoa 10CFH2. 19,20.30,31.32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ZELLER.T Sassafras Audubon Society AA3B 2 86/05/00 Office of the Secretary of 
tho Commission Ip 61860 341-61860 341 

-92042301S1 Comment on proposed rules 10CFR2. 19.20.30,31,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiatton 

MASSE.F Massachusetts Instifute of Technotopy. Cambridge, MA AA3B-2 86/05/09 
Docketing & Services Branch 6pp 61861 063 61861 060 

-9204230105 Comment on proposed rulos 1QCFR2, 19,20,30,31,32,34,35.39,40, 50,61 & 
70 re stds for protection against radlalion 

SULIMA,J K Affillalton Not Assigned AA38-2 86/05/03 Office of the Secretary of 
the Comcnission 4pp 61860 342-61860 345 

-9204230407 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds lor proleclion against radiation Opposes rule 

* Affiliation Not Assigned. AAOS-Z 66/03/27 NRC - No Detailed Affiliation Given 
6pp 61661 069 61061 074 

-9204230190 Commenl on proposed rulos lOCFR 2, 19, 20, 30, 3 1,32.34.35.39.40, 50.61 & 
70 re stds for proloction against radiation Opposes rule 

* Affiliation Not Assigned AA38 2 86/05/07 Docketing & Services Branch Ip 
61860 346 61860,346 

-9204230199 Comment on proposed rules lOCFR 2, 10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

SCOTT, LM Louisiana Stale Unlv, Baton Rouge, LA AA38-2 66/05/09. Docketing & 
Services Branch 2pp 61860 347-61 C60 346 

-9204230214 Comment on proposed rules 10CFR 2, 19, 20,30, 31, 32, 34,35, 3 9, 40, 50,61 & 
70 ro aids for protection against radiation 

RAO, PS. University Hosps of Clevotand, Cleveland, OH 86/05/07 Offico of the Sec- 
retary of the Commission 2pp 61660 318 61860 319 

-9204230217 Comment on proposed rules 10CFR 2, 19, 20,30,31 .32,34,35.39.40, 50,61 & 
70 re stds (or protection against radJation 

ABRAHAMSON.S Wisconsin, State of 86/05/07 Docketing & Services Branch 2pp. 
61660 320 61060 321 

-9204230219 Comment on proposed rules 10CFR 2, 10,20.30, 3 1,32, 34, 35,3 9, 40, 60,61 & 
70 re stds for protection against radiation 

RAOCLIFFE.T J RadciiKo Technical Service 86/05/07 Docketing & Services Branch 
2pp 61060 322-61060 323 

-9204230222 Comment on proposed rules 1OCFR2,10,2O,3O,31,32,34,35,39,4O, 50,61 & 
70 re stds (or protection against radiation 

HOBOS, TG Affiliation Not Assigned 86/05/00 Docketing & Services Branch 3pp 
61660 324 61060,326. 

-9204230230 Comment on proposed rules t0CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MACNULTYJJ Citizens Enorgy Council 86/04/28 Offico of the Secretary of tho 
Commission, Ip 61660 327-61660 327 

-9204230234 Comment on proposed rules 10CFR 2, 10, 20, 30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHOOP.M. Sierra Club 06/05/06 Offico of the Secretary of the Commission Ip 
61860 320*61060 328 

-9204230237 Comment on proposed rules lOCFR 2, 19,20 ,30, 3 1,32 ,3 4, 35 ,3 9.40, 50,61 & 
70 ro side for protection ago! n at radialion 

SKOLNICK,F Susquohanna Valley Alliance. Lancaster, PA AA30-2 06/04/20 NRC - 
No Detail eti Affiliation Given 2pp 61660 340-61860 350 

-9204230239 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radlalion Oj^oses rule 

BREY.H L Public Service Co of Colorado P-8G290 66/05/07. Docketing & Services 
Branch 1 1pp 61861 075 61061 005 

-9204230245 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39, 40, 50,61 & 
70 re stds for proteclion against radiation Supporta rule 

NORTH, DL Miriam Hosp , Providonco, Rl Aa3B-Z 66/05/09 Offico of the Secretory 
of the Commission. 2pp 61660 351*61860 352 

-9204230264 Comment on proposed rules 10CFR2, 19, 20, 30, 31,32, 34, 35, 39, 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

MAD ISON, K. Orange County Alliance for Survival 06/05/07 Docketing & Services 
Branch, 1p 61660 320 61060329. 

-9204230260 Comment on proposed rulos 10CFR 2, 19, 20, 30, 3 1.32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

BLACK,R.E Sinai Samaritan Medical Center, Milwaukee, Wl (formerly Ml Sinai Medi- 
cal Center AA38 2 86/05/00 Offico of ihe Secretary of the Commission. 2pp 
61060.353*61800 354 

-9204230271 Comment on proposed rules tOCFR 2, 19, 20, 30, 31, 32, 34, 35, 3 9, 40, 50,61 & 
70 re stds for protoctlom against radiation 

WRENN.ME Affiliation Not Assigned. AA3a*2. 66/05/08 Docketing & Services 
Branch 07pp 61661086 61861 172 

-9204230277 Comment on proposed rules 10CFR 2, 19,20, 30, 3 1,32,34.35, 3 0,40, 50,61 & 
70 re side (er protection against radiation Opposes rule 

STRATTON, K Affiliation Not Assigned 86/05/12. NRC * No Detailed Affiliation Given 
Ip. 61860 330 01860 330 
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-fl2042302fl0 Ccmmonl on proposed rtjres tOCFR2.1 0.20,30,3 1.32,34, 35, 3 9.40. 50,61 4 
70 re stds fof protection aoe^nst radralion 

ROHflIG.N B/ookhaven National Laboratory AA38^2 86/05/’08 0»ica of tho Secre 
lary of the Commissfon 5pp 61550 355 61860359 

-92e«30282 Comment on proposed rules lOCFfl2. 19,20.3 0,31. 32,34,35,39.40. 50,61 & 
70 re stds for protectron against radiation Opposes rule 

FISCHEn.AW Affiliation Not Assigned 86/05/'O6 Docketing & Services Branch Ip 
81860 331-81660 331 

-9204230293 Commenl on proposed rules 10CFn2. 19,20,30,31.32,34,35,39,40, 60,01 & 
70 re 5t<fs for protection against radiation Opposes rule 

FOX.S H Affiliation Not Assigned AA38-2 66/05/09 Docketing a Services Branch 
Ipp 61661 173 61861 173, 

-9204230292 Comment on proposed rules 10CFF12, 19, 20,30, 3 1,32,34,35. 39,40, 50,61 & 
70 re aids for protection aoainst radiation Opposes rule 

JACOBSON. N Affiliation Not Assigned AA36 2 86/05/08 Office of Ihe Secretary of 
the Commission 2pp 61860360 61560362 

-9204230293 Comment on proposed rules 10CFR2.1 6,20,30,3 1,32,34,35,39,40. 50,61 & 
70 re £tds for protection against radiation Opposes rule 

BURNS, LR Affiifatlon Not Assigned 56/05/12 NRC - No Detailed AffiJiaUon Given 
2pp 61860 332-61850 333 

-9204230295 Comment on proposed rules 10CFR2,19,20,36.31,32,34,35,39,40, 50,61 & 
70 ro slda for protection against radiation Opposes rule 

QUIQQ.C Illinois Safe Energy Alliance AA38 2 86/05/09 O If ice of the Secrolary of 
Iho Commission Epp 61861 001-61861 005 

-9204230298 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 60,61 & 
70 re slda for protection against radiation 

SAISBURV.W^ Affiliation Not Assigned AA38-2 66/05/13 Docketing a Services 
Branch lOpp 81861:174-61861:183 

-9204230306 Comment on proposed rules 10CFR2, 19.20,30. 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re aids for protection against radiation 

SPRINGER,! J Medr Physics, fnc AA38-2 86/05/08 Docketing & Services Branch 
2pp 01861*184-61661.106* 

-9204230316 Comment on proposed rules lOCFR 2.1 9.20,30,3 1,32, 34. 35, 39,40, 60,61 A 
70 re slds for protection against radiation Supports rule 

VETTER, RJ Mayo Clinic, Rochester, MN AASa 2 86/05/07. Omco of the Secretary 
of Ihe Commission 3pp 61861 008 61881.008 

-9204230322 CommenI on proposed rules 10CFR2. 19, 20.3 0,31 ,32.34,3 5,30,40, 50.61 & 
70 re aids for protection against radiation Opposes rule 

WESCHER.O Affiliation Not Assigned AA38-2 06/05/07. Docketing & Sorvicea 
Branch Ipp 61051.106-61861 186 

-9204230324 Comment on proposed rules 10CFR2, 19,20.30,31,32.34,35.39.40, 50.61 & 
70 re stds for protection against radiation 

KEISER.HW Pennsylvania Power A Light Co AA3a2 06/05/08 CHILK.SJ* Office 
of the Secrolary of the Commission 4pp 61861 009-61061.012. 

-0204230326 Comment on proposed rules 10CFR2, 19,20.30.31.32,34,35.30,40, 50,81 A 
70 re stds for protoctJon against radiation Opposos rule 

PLATOV.W AffiliaUen Not Assigned AA3fl-2 86/05/04 Office of the Secretary of the 
Commission Ipp 61061,107-61061 167 

-9204230928 Comment on proposed mfes 10CFR2, 19,20,30, 3 1,32.34,.35, 30,40. 50,61 A 
70 ro stds for protection against radiation 

GEIQER.WS Affiliation Not Assigned. AA3B2 06/05/09 Office of Ihe Secrolary of 
the Commission 3pp 01861 013-61661 015 

-9204230330 Comment on proposed rules 10CFR2, 19,20,30,31, 32,34.35, 39.40, 50,61 & 
70 ro stds for proteclfon against radiallon Opposes rule 

MURPHY.W.P Vermont Vankoo Nuclear Power Corp. AA36-2 66/05/09. DecKoling A 
Services Branch 2pp 61861 ' 106-61661 169. 

-9204230331 Comment on proposed rules 10CFR2, 19, 20.30,31, 32,34 ,35, 39, 40, 60,61 A 
70 re Stds for protection against radiation Opposes rule 

FAY.CW, Wisconsin Electric Power Co VPNPD 86 206 86/05/08 Office of the Sec- 
retary of Ihe Commissior? 7pp. 61661 016 61061 022. 

-9284239337 Comment on proposed rules 10GFR2, 19, 20,30,31 .3 2, 34 ,35,39, 40, 60.61 & 
70 re stds for protection against radiation Supports rule 

EDELMAN.MR Crovaland Electric Illuminating Co AA3B-2 88/05/00 CHILK.SJ 
Office of the Secrolary of the Commission 7pp 61061 023 5106I'O29 

-92042303^8 Comment on proposed rule a 10CFR2.1fl,20,30,3l,32.34.35,39,40, 50,61 & 
70 re slds for protection against radpallon. 

ORUM,D E. Brigham A Women’s Hosp , Boston, MA AA38-2. 06/05/12 Docketing & 
Services Branch 6pp 61851 19061861 195 

-9204240008 Discusses regufalory guides anilcipated for Implomenlfng lOCFRgO rev 
PETERSON, H Radiation Protection & HoaJtfi Effects BrancJl 66Ffl23360 80/01/28, 
MERWfN.S. Baltalfe Memorial (nstllirle. Pacific Northwest Laboratory, 2pp 61846042- 
61046 043 

-9204240012 Forwards commonfa an draft 10CFR20 rev Comments fimiled to only now 
comments resultant from review of current drafi. 

STOHR,JP Office of Nuclear Material Safety & Safeguards AA38-2, 86/01/20, 
MORRIS ,B Division of Regutalory Applications (Post 670413). 3pp 61846'044- 
61046 051. 

~920424002t Forwards proposed outline for 10CFR20 regulatory analysts 
MERWIN.S E, Batlelle Memorial Inattufo, Pacific Northwest Lsboraloiy AA3D 2. 88/ 
01/29 peTERSON.HT Radiation Protection & Hoalih Effocls Branch 6pp 
61040053 61040 050 

-9204240030 Commonfon proposed rufea 10CFR2, 19, 20, 30.9 1,32.34.35,39,40, 60.61 & 
70 re stds for protecfion againsl radlaJtion. 

MIUER,C P Affiliation Not Assigned AA38-2 86/05/08 Office of Ihe Secrefory of 
the Commiss Ion 1 p. 81 862 001 -61 062 001 

-9204240034 Responds te 871229 request for review of draft 10CFR20 rev dtd 
871209. 

PENNINGTON, W3 Fuel Cycle Safety Branch 56Ffl23360, 06/02/01, COOL, DA. 
Office of Nuclear Matonal Safety & Safoguards Spp, 61846 059 61846 081. 


—9204240042 Forwards commonls from States of Alabama & Now York Dopl of Environ 
Conservaflon on draft 10CFR20 rev 

NUSSBAUMER.D A Assistant Director for State Agreements Program AA30-2 08/ 
02/02 MORRIS, e Division of Regulatory Applications (Post 870413) Ip 61046 062 
61B46062 

-9204240950 Commont on proposed rules 10CFR2, 19, 20.30, 31, 32,34, 35, 39, 40, 50.61 & 
70 re slds for protection against radiation 

STROM, DJ Pittsburgh. Univ of, Pittsburgh, PA AA30-2 06/05/10 Docketing & 
Services Branch 3pp 61861 269 61061,271 

-9204240053 Commonls on droit rev of 10CFR20 
GODWIN, A V Alabama. State of, 5 6FR23360 88/01/13 NUSSBAUMER.D A Assist 
ant Director for Slate Agroamenis Program Ip 61846 063 61846 063 

-9204240055 Comment on proposed rules 10CFR2, 19.20, 30, 3 1.32, 34.35, 39, 40. 60,61 & 
70 ro stds for proiecllon againsl radjalion Opposes nJle 

nEISEn.N.T Affijiation Not Assigned AA38 2 66/05/08 NRC - No Oelaifed Affilralron 
Given Ip 61662 002 61862 002 

-9204240058 Comment on proposed rufos 10CFfl2, 19, 20,30, 3 1,32.34, 35.39, 40, 50,61 & 
70 re slds for protection against redratlon Opposes rule 

EDDLEMAN.W Norlh Carolina Citizens Research Group AA38 2 86/05/10 Docket 
Ing & Sorvicos Branch i6pp 61861 196 6186V211 

-9204249059 Comments on proposed draft 10CFR20 rev 
KELLEHER.W J Now York. Stale of AA3Q-2 00/01/22 NUSSBAUMER.D A Assist 
ant Dfiector for Slate Agreemonta Program 2pp 61846 064 61846 065 

-9204240080 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35.39, 40, 60,61 6 
70 re slds for protection against radiation Opposes rule 

DURKIN.M. Affiilafion Not Assigned AA30-2 86/05/06 NRC - No Detailed Alfil [alien 
Qh/en Ip 61082 003 61862 003 

-9204240062 Comment on proposed rules 10CFft2, 19.20, 30, 31, 32,34, 35, 39.40, 50,61 & 
70 ro stds for protection against radiation 

MCCLEAftV.KJ Atfilialion Not Assigned AA3fl-2 86/05/02 ALEXANDER, R. NRC 
No Detailed Affiliation Given Ip 61862 004 61862 004 

-9204240065 Comment on proposed rules 10CFR2, 19.20, 30, 3 1.32, 34, 35,39,40, 50,61 & 
70 re stds for protocflon against radiallon Opposes rule 

MCCRORY.P H. Louisiana. Slate of AA3B 2 86/05/06 Docketing & Services Branch 
2pp 61861 272-81061 273. 

-9204240067 Forwards revised outline & Ihroo draft seclions of 10CFR20 regulatory 
analysis for review 

MEflWiN.SE BatlQlIe Memorial Institute, Pacific Northwest Laboratory 66FR23350 
08/02/10 PETERSON.HT Radiation Protection 8 Health Effects Branch. lOOpp 
61846 075 61046 204 

-&2O424OO60 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 60,61 0 
70 ro stds for proteclfon against radiation Opposes rule 

LEWIS.M I Lewis, M AA30-2 06/05/09 OfficQ of Ihe Secretary of the Commisslori 
lipp 61061 212 61861 222 

-9204240069 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34.35,39, 40. 50,61 & 
70 ro stds for protoclfon against radiation 

DRAKE, G A Afliflation Not Assigned AA36'2 86/05/00 Office of the Secretary of 
the Commission- Ip 61862006 61062005 

-9204240072 Forwards comments from States of Iowa & California on draft 10CFR20 
rev 

NUSSBAUMER.D A. Assistant Director for Slalo Agroemonls Program AA36'2 08/ 
02/25 MORFlfS.B Division of Regulatory Applications (Post 870413) Ip 61846 205 
61846 205 

-9204240076 Comment on proposed rules 10CFR2, 19.20,30.31.32, 34, 35, 39, 40, 50,61 & 
70 ro slds for proiecllon againsl radlatron Opposes rulo 

BE YEA. J National Audubon Socioly AA38 2 86/05/12 Office of (ha Secretary of the 
Commission 2pp 61862,006 61062,007 

-9204240877 Comment on proposed rules 10CFn2.19,20, 30,31, 32.34, 35, 39.40, 60,61 8, 
70 ro Stefa for protoctlon againsl radiation Opposes rulo 

D’ARRIGO.D Nuclear Information & Resource Service AA30-2, 86/05/01, NRC • No 
Detailed AlfiTlation Given 6pp 61081 274-&1 861 279 

-9284240078 Comment on proposed rules 10CFR2, 19.20, 30,3 1,3 2, 34 .3 5, 3 9, 40. 50,61 & 
70 ro slds for protection against radiation Supports rule. 

SABO.AT WostInghousG Electric Corp /VA30-2 06/06/12, Docketing & Services 
Branch 13pp 61881 223-61061.235, 

-9204240080 Comment on proposed rulos 10 CFR 2 , 19.20.30, 3 1,32,3 4. 3 5. 3 9, 40. 50,61 0 
70 ro side for protoclfon against radiation. 

WISSINK.RQ, Affifialcon Not Assigned AA3e2. 06/05/00 Docketing & Services 
Branch I2pp, 616 61 '280- 61 861 291. 

-0204240084 Informs lhal revised proposed regulation re 10CFR20 did fl71223.0ppro 
prfato & gonorally onfo/coahle 

FLATER.PA fowa, Slate of. 66FR23360. 08/02/15 NUSSBAUMER.D, A. Assistant 
Director for Slolo Agreoments Program Ip 61046 206-61846 206 

-920424D885 Commonl on proposed rules 10 CFR 2 , 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re side for proteclion againsl radialion 

BOHLMAN.J F, United Transportation Union. AA30-2 80/05/09. Office of the Socra 
tary of Iho Commission 2pp 61062000 61862 009. 

-9294240093 Comment on proposed rules 10 CFH 2 . 19,20, 30, 3 1,32, 34.35, 39, 40, 50.61 & 
70 re stds (or proteclion againsl radiation Opposes rule 

FRIESEN.BS Kansas, Ur^iv, of. Kansas City, KS AA30-2. 86/05/13 Office of the 
Secretary of the Commission 8pp. 61051.292 81861 297. 

-9204240096 Commonl on proposed rules 10 CFR 2 , 19, 20, 30, 3 1,32, 34 ,35, 39, 40, 50,61 
70 f6 slds for protection against radialion , ^ 

KINGSLEY, O.D Mississippi Power & Light Co. AECM 86/01 10 06/05/12. Docketing 
& SorvJces Branch 7pp 61861 .236-61061 >242 
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•>9204240110 Comment on proposed rules 10CFn2, 19, 20.30.31, 32.34,35,3 9.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

STUCHJNSKI.V L Three Msle Island Alert AA38-2 06/05/00 Docketing & Services 
Branch 3pp 61661 296-61661 300 

-9204240112 Comment on proposed rules 10CFn2,l&, 20,30,3 1.32,34,35, 39, 40, 50,01 & 
70 re stds for protection against radiation Opposes rule 

CAREY.W E Ohio Stale Univ . Columbus. OH AA38-2 06/05/12 Office of Ihe Secre- 
tary of the Commission 2pp 61662 010 61062011 

—9204240119 Forwards draft repi, “Regulatory Analysis for Revision of 10CFR20” to 
perform add! analyses or revise existing analyses based on findings of RES rovlow 
loam 

MERWIN.SE Battello Memorial Institute, Pacific Northwest Laboratory 56FR23360 
68/03/15 PETERSON, H T. Radiation Protection & Health Effects Branch 161pp 
61847 043 61847 193 

-9204240120 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PLANK. W Bedford County Environmental Commllteo A.A30-2 G6/05/1Z NRC • No 
Detailed Affiliation Given 4pp 61861 301-61861 304 

-9204240123 Comment on proposed rules 10CFR2, 19.20,30,31, 32, 3 4,3 5,30 ,40, 50,61 & 
70 re stds for protection against radiation 

BLABACK.L Affiliation Not Assigned AA3B-2 86/05/00 Docketing & Services 
□ranch lOpp 61861 305 61861 314 

-9204240126 Supports Commission proposed rev of regulations In 10CFR20 which pro 
vidos basic requlremonls for protection of exposed individuals 
MCGURK,JS California. State of 56FR23360 88/02/16 NUSSBADMER,D A Assist- 
ant Director for State Agreements Program 2pp 61046 207-61 846 200 


-9204240171 Forwards roquoated tabulations ro radionuclides of (CRP'30 sorted by In- 
creasing AH or DAC 10CFR20 update 

ECKERMAN.KF Oak Ridgo National Laboratory AA30 2 80/05/19. PETERSON.NT 
Office o1 Nuclear Regulatory Research (Post QB0720) 60pp 61648 254 61046,317 

-■9204240172 Comment on proposed rules 10CFR 2, 19, 20, 3 0,3 1,32 ,34, 3 5,39 ,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

BYE.M Centra) Bucks Clean Energy ColJactivo, Doylestown, PA AA30 2 86/04/26 
Office of the Secretary of iho Commission Ip. 61861 251 61861 251. 

-S 204240 174 Comment on proposed rules 10CFR2, 19,20,30,31,32.34.35,30,40, 50,61 & 
70 ro stds for protocUon against radiation 

KOESTER.GL Kansas Gas S Eloclric Co KMLNRC 86 080 86/05/12 Office of iho 
Secrelary of Iho •Commission 1 2pp 61 862 044-61862 055 

-92042401 7 B Comment on proposed rules 10CFR2, 19, 20.30, 31,32, 34, 35,30, 40, 60,01 & 
70 ro stds for protectron against radiation 

MUSOLINO.SV Affiliation Not Assigned AA30-2 06/06/02 Docketing & Services 
□ranch 2pp 01862 004 61802 065. 

“9204240176 Commenl on proposed rules 10CFR2, 10,20,30,31 ,32,34,35.39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

PLEASONTON.A K Affiliation Not AssFgnGd AA3G 2, 86/05/11. Dochotlng & Sorvices 
Branch Ipp 61861 252-61861 252 

-9204240170 Forwards most recent revs to final Part 20 rufo for determination of fneor- 
porallon by ref for transmittal for Ofc of FR for publication 

PETERSON.HT Division of Reactor Accidonl Analysis (870413-860716)', 50FR233GO 
68/03/31 WIGGINGTORS Of lice of Admin isl ration (Post 890205) 6epp 61047.210- 
61847*275 


-9204240128 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 3 4, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

MORRIS, L Health Physics Socioty, AA30-2 80/05/09 Office of the Secretary of the 
Commission 5pp 61862 012 61062 016 

-0204240129 Comment on proposed rules 10CFR2,1 0.20, 30,31 ,32,34,36,39,40, 50,61 & 
70 ro stds for protection against radiation Supports rule 

BROWN.RW Mallory Capacitor Co AA30-2 88/05/09 Docketing & Services Branch 
9pp 61861 315-61861 323 

-9204240132 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39.40. 50,61 & 
70 re stds for protection against radiation Supports rule 

BASKIN, K P Southern California Edison Co AA38'2 66/05/12 Dockoifng & Services 
Branch 28pp 61861 324-61061 361 

-9204240136 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

PiTCHFORD.TL Affiliation Not Assigned AA38-2 06/05/05 Dcckelmg 5 Sorvices 
Branch 6pp 61861 352-61061 356 

-9204240137 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34,35, 39, 40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

DOUGLAS, M H Affiliation Not Assigned AA38 2 06/05/09 Docketing & Services 
Branch 1pp 61861 243 61861243 

-9204240139 Comment on proposed rules 10CFR2, 19, 20 ,30 ,3 1,32, 34, 35,39,40, 60,61 & 
70 ro stds for protection against radiation Opposes ruto 

JOHNSON, Bj Minnesota Public Interest Research Group /LA30-2 66/05/12 Office 
of the SecfQlary of the Commission, 14pp 61862 017-61062 631 


“92O42401B4 Comment on proposod rules 10CFn2,1 0,20, 30, 3 1,32, 34,35, 39,40, 50,81 & 
70 T'O stds for protection against radiation Opposes rule 

LEESMAN,SE Affiliation Not Asslgnod, AAaG-2. 86/05/12 DocKolIng & Services 
Branch Ipp 61861 253 61861 253 

-9204240108 Comment on proposod nilos 10CFR 2, 19,20, 3 0,3 1,3 2, 3 4, 3 5,39,40, 60,61 & 
70 re stds for protection a^lnst radiation 

VILLA.R Qonoral Electric Co AA30 2. 06/05/19 Office of the Sacrolary of the Com 
mission 3pp 61862 057-01062 059 

-9204240191 Roquosta review & rosponse ©Ithor confirming appropriateness of cross 
reloronces or indicaifng corroclion needed re revised draft 10CFR20, "Sfd for Protec- 
tion Against Radiation ” 

GRIMSLEY.DH Division of Rules & Records (070413 080514) 6eFfl23360 80/04/ 
13. GIRARD, M. National Archives & Records Administration 2pp 61847,276 
01847 277 

-9204240195 Commonl on proposod relos 10CFR2.19.20,a0,31.32,34,3B,39,40, 60,61 & 
70 ro stds for protoctfon against radiation 

CLARE,W Wisconsin, Stale of. AA3D 2 80/05/09, CHILK.S Office of the Socrotary 
of the Commission Ip 61861 254 eiQ61'264 

-9204240200 Advises that cross roferenco ro final rule revising 10CFR20, 
20 301,20 704 & 20.000 meots requiromenta of 1CFR21 21(c)(3l & appropriato for In- 
clusion In next text of final rule. 

QIRARD.M. National Archives & Records Administration 66Fn 23360. 00/0*1/20 
GRIMSLEY.DH Divisfon of Rules & Records (070413 080514) 1n. 61047*278 
61847 270 


-9204240141 Provides comments on draft of 10CFR20 regulatory analysis 
RICHTER, B Office of Nuclear Regulatory Research (Post Q80720) AA3a-2. 80/03/ 
04. PETERSON, H Office of Nudoar Regulatory Research (Post 0807201 44np 
61846.209-81646 253 w » \ v i 

-9204240147 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes nife 

KETCHUM.W Affiliation Not Assigned AA3e-2 88/05/12 Docketing & Services 
Branch 6pp, 61 861 *244-61861 '249. 

-9204240148 Forwards revised final 10CFR20 rule devoloped by intoroffico working 
groi^ on direction of special interoffice steonng group Review & comments roquostecl 
MORRIS, 0. Division of Regulatory Applicaliona (Post 870413), 56FR23360 68/03/30 
LIEBERMAN.J Ofc of Enforcement (Post 870413) 2pp 61 647.200-61 047»2O0. 

-9204240152 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35.39, 40, 60,61 A 
70 re slda for protection against radiallon 

COYLE, D Affiliation Not Assigned AA38 2 88/05/11 Docketing & Services Branch, 
2pp 61862.032-61862 033 

-9204240157 Comment on proposed rules 10CFR2, 19,20,30,31.32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation 

BIONDl.G League of Women Voters, Palm Springs, CA AA30-2 86/06/07. Office of 
Ihe Secretary of the Commlasfon 3pp. 61832:034 61662.036. 

-9204240168 Comment on proposed mles 10CFn2.1 9.20, 30, 31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation.Supports rule 

GEIGER, EL. Thermo Electron Corp. AA38-2. 80/05/29 Dockelina a Services 
Branch 2pp 61862 062 81862 063 

-9204240160 Comment on proposed rules 10CrR2, 19, 20, 30,3 1,3 2, 3 4,36, 39.40. 60,61 & 
70 re stds for protection against radiation Opposes rule. 

BJLLINGS.J Democratic Women’s Association of the Desert AA38-2. B6/OS/10 
Docketing & Services Branch. Ip. 61862.037-61 602 037, 


-9204240201 Commont on proposed rules 10CFR2, 19, 20, 30, 31.32,34, 36, 39, 40, 50,61 a 
70 ro slda for protection against radiation 

ZIMMERMAN.S.R Carolina Power & Light Co NLS06169 66/06/96. CHILK,SJ 
Office of the Socrslary of the Commission Opp 61062 066-61662 074. 

-9204240206 Comment on proposed rules 10CFR2, 10,20,30,3 1,32,34,36.30.40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

STEWARTJ Affiliation Not Assigned AA30 2 86/05/11, NRC • No Doleilod Afflli 
alien Given. Ip 61661 265-61861.265 

-920424 0208 Commonl on proposed rules 10CFR 2, 10, 20, 3 0,3 1.32 ,3 4, 3 5,30,40, 60,61 & 
70 re stds for protoclion against radiation 

MCKNIGHT, JL Affiliation Not Assigned AA3D-2 06/05/13 Office of Iho Secretary of 
the Commission. Ip 61062 060 61062 060 

-9204240212 Comments on final rovTsion to 1OCFR2O.M0rked-up appa ro regulation 
consistent w/dlroction of ogoncy protoclion factors for respirators quantltlos of li- 
censed matl requiring laboliim oncl. 

LIEBERMAN.J, Ofc of Enrorcomont (Post 870413) SBFR 23360. 00/04/14. 

MORRIS.B. Division of Roguiatory Applications (Post 670413) 2pp, 01647.279 
61647*280 

-9204240214 Comment on proposod rules 10CFR2,10,20,30,31,32,34,35,30.4'0. 60.61 & 
70 ro aids for protoclion against radiation Opposes rufo 

SLAYMAKER,J.P. Alfiltotlon Not Assigned. AA30-2. 88/05/15. NRC - No Detallod Af- 
filiation Given Ip 61 801,250-61 a61’256 

-9204240223 Concurs In Issuance of NRC-0524 to reflect changes In responsibilllios 
that fosuHod from NHC reorganization Note should bo added to remarks section to 
indicate that 10CFR20 undergoing rev 

BURDAAJ Program Management, Policy Development & Analysis Staff (Post 
070411). 66FR23360, 08/04/26, MASON, E. Office o! Information Resources Monago- 
monl (Post 890205) ip 61847 281 61847 281, 


-9204240164 Comment on proposed rules 10CFR2, 19, 20.30, 31, 3 2, 34, 36. 39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

WALHOUT.J Rockford College, Rockford, iL AA3Q.2. 06/05/12 Docketing & Serv- 
ices Branch tp 61861 250 61881,250 


-9204240224 Commoilt on proposed rules 10CFR2, 19,20,30.31 .32,34,35.30,40, 60,61 & 
70 ra stds for protection against radiation Opposes rule 

HQCKER.C.L. Affiliation hfct Assigned AA30.2. 86/06/09. Office of Iho Becrotary of 
the Commission 2pp. 61862*089-61862 000 


-9204240170 Comment on proposed rules lOCFRaj 9, 20, 30, 31 ,32,34,36.39.40. 60.61 & 
70 re stds for protection against radiation 

LANDRUM.RE Affiliation Not Assigned, AA38 2. 06/05/14 PALLADINO Commis- 
sioners (Post 7501 19) epp, 61862,038 61862.043 


-9204240225 Comment on proposed rules 10CFR 2, 19, 20, 30, 31 ,32,34.36,30.40. 60,61 A 
70 ra stds for protection against radiationOpposes rufo, 

* Affiliation Not Assigned AA30-2, 06/05/11, Doc)<ollng A Servicaa Branch 2pp 
61061.257-61861:268 ^ 



004 




-9204243231 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32,3 4, 35,39.40. 50,61 & 
70 ra aids for protection against radiation Supports rule 

SIEBEflT.GW Dofenso, Dept of AA3B-2 BG/05/09 Docketing A. Services Branch 
8pp 61661 259-61861 266 

-9204240237 Comment on proposed rulos 10CFB2, 19.20.30,31 .32.34,35,39,40, 60,61 & 
70 re stds tor protection against radiation Opposes rule 

FRISCO.DC Coalition for Nuclear Power Pfanl Poslponemenl AA38-2 86/05/12 
NRG - No Detailed Affiliation Gwen 2pp 61861 267 61861 268 

-9204240270 Comment on proposed rules 10CFH2, 19,20,30,31,32,34.35.39.40. 50,61 & 
70 re stds for protecUon against radiation 

BORCHERT.HR Nebraska, Stale of AA38 2 86/05/15 Office of the Secretary of 
the Commission 2pp 61662 092 61862 093 

-9204249278 Comment on proposed rules 10CFfl2, 19,20,30, 3 1,32, 34,35, 39.40, 50,61 & 
70 re stds for protection against radiation Opposes aile 

ARNSBHRGER,MM Affiliation Not Assigned AA3a 2 86/00/27 Docketing A Serv- 
ices Branch Ip 61862 111 61862 111 

-9204240284 Comment on proposed rules 1QCFR2, 19,20,30.3 1,32,34, 35, 3 9,40, 50,61 & 
70 re stds for protection against radiation 

WISENBURG,MR Houston Lighting & Power Co STHL'AE-1669 86/05/16 Docket* 
ing & Services Branch 4pp 61662 094 61862 097 

-9204240287 Comment on proposed rules lOCFR 2, 19,20, 3 0,3 1,32, 34.35.3 9,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

" Affiliation Not Assigned AA38 2 86/08/30 Docketing & Services Branch Ip 
61862 112-61862 112 

-9204249290 Commenis on draft regulatory analysis for revision of IOCFR20 Suggests 
that changes re discounting errors have no significant bearing relating to analysis 
RICHTER. B. Regulation Development Branch 56FR233eO 88/04/29 PETER SON. H 
Radiation Protection & Health Effects Branch 4pp 61847 282*61847 285 

-9204249291 Comment on proposed rulos 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JENKINS.E J Affiliation Not Assignod AA33-2 02/02/25 NRC • No Detail atl Affili 
alion Given 3pp 61862 075 61862 077 

-9204240292 Commenl on proposed rules IOCFn2,lfi, 20,30,31 ,32, 3 4, 35, 39,40, 50,01 & 
70 re stds for protection agalnsl radiation Opposes rule 

SCHRADER.O AffiUfllion Nol Assigned AA38 2 86/08/30 Docketing & Services 
Branch 2pp 61682 113*61862 114 

-9204240294 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 3 4, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

HAnSHAW,F Affiiiallon Not Assignod AA3fl*2 66/05/12 Office of Iho Socrelary of 
the Commission 3pp 61862098 61862 100 

-9204240296 Commenl on proposed rules 1QCFn2, 19, 20 ,30,3 1,32,3 4, 35,39, 40, 50,61 a 
70 re stds for protection against radiation 

MCNEES,Jt Healih Physics Society AA30 2 66/05/07 Office of Iho Socrolary of 
the Commission 2pp 61862101*61862 102 

-9204240298 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 50,61 a 
70 re side for protection against radiation Supports rule 

FOWLER,SL WR Grace & Co AA38 2. 86/02/14 ALEXANDER Division of Radi 
aion Programs & Earth Sciences (840429-860720) 8pp 61862 070-61862 007. 

-9204240300 Comment on proposed rulos 10CFR2. 19, 20,30.3 1,32,34, 35.30,40, 50,61 a 
70 re aids for protection against radiation Opposos rule 

OBfGG.C Illinois Safe Energy Aliianco AA3fl*2 06/05/15 Office of the Secrolaiy of 
the Commission 3pp 61862103 61662105 

-9204240301 Forwards final draft ropt ro regulatory analysis for rovislon of 10CFR20 for 
commenis Advises that distribution is limited becauso draft has not rocolvod approvals 
through formal clearanco process 

MEflWIN.SE. Baltelle Memorfal Instlluto, Pacific Northwest Laboratory. 5GrR23360 
80/05/17. PETERSON, HT Radiation Protoction & Health Effects Branch 113pp 
61847 286-61848 035 

'*9204240303 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35,39,40, 60,61 & 
70 re stds for protection against radiation 

SLATEN.N.Q Union Electric Co, /\A38 2 66/05/12 Docketing & Services Branch 

2pp 61862-106 61882.107 

■'9204240308 Comment on proposed rules tOCFR 2, 19, 20,30, 3 1,32, 34,35, 3 9.40. 60,61 & 
70 re stds lor protection against radiation Supports rulo 

CHANDLER.S Affiliation Not Assigned AA3a-2 86/05/13 Dockoling 5 Servicos 
Branch Ip 61862.088 61862,088 

-9204240311 Comment on proposed rulos 10CFR2, 19, 20,3 0.3 1,32, 34, 35.3 9, 40, 60,61 & 
70 re stds for protection against radiation Opposes nile 

HARMON, B Anti Vivisection Society of America, Inc AA3D*2 66/09/02 Docketing & 
Services Branch Ip 61862115 61862 115 

-9204240319 Comment on proposed rulos 10CFR 2, 19,20. 30,31. 32, 34, 3 5,39, 40, 59,61 & 
70 re aids for protection against radiation Opposos rulo 

MCGUIRE.C B Affifialion Not Assigned AA30*2 86/09/02 Office of Ihe Secrolary of 
the Commlsalon Ipp 61862 116 61862 116 

-9204240323 Comment on proposed rules 10CFR2, 10,20.30, 3 1.32, 34,3 5,39,40, 59,61 & 
70 re sids for protection agalnsl radiation Opposoa rule 

O'SULLIVAN.E Affitialfon Nol Assignod, AA3Q*2 86/08/30 Dockoling a Services 
Branch ipp 61862-117*61862117 

-9204240327 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34,36,39,40, 6f>,61 & 
7^0 re stds for protection agalnsl radiation 

Industrios/Franklin Research Con lor), AA3B 2 
88/05/14. Office of lha Socrolary of the Commission 2pp, 81 862- 108*81 862, 109. 

-9204240331 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.30,40, 50,61 & 

70 ra atds for protection against radiallon Opposes rule 

MARKOFF.B Affillalfon Not Assigned. AA30 2, 86/05/14 NRC * No Dolailod Afflll* 
ation Given Ip 61862110 61062110 


-9204270027 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protacllon against radiation Opposos rule 

GILBERT.WV AfMiation Not Assigned AA38'2 86/08/28 Dockoling & Services 
Branch Ipp 61862116 61862 118 

“9204270033 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LIENS.H Affiliation Not Assignod AA38-2 86/09/01 NRC - No Delalled Afhiialion 
Given Ipp 61862 110-61862 119 

-9204270038 Comment on proposed rules 10CFR2, 19,20,30.31. 32, 34,35,39, 40, 50.61 & 
70 re stds for protection againsi radiation Opposes rule 

VEflPLANKE.Y Affifiation Nol Assigned AA38*2 86/00/28 Docketing & Servicos 
Branch Ipp 61062 120-61062 120 

-9204270041 Comment on proposed rules 10GFR2,19, 20, 30, 31 ,32,34,35.30,49. 60,61 & 
70 re stds for protoction againsi radiation Opposos rulo 

LA FORCE, N El Carrilo Democratic Club, El Cerrito, CA AA38'2 86/05/09 Docket* 
Ing & -Services Branch Ip 61062 146 61862 146 

-0204270044 Comment on proposed rules 10CFR2, 19, 20,30, 31. 32,34, 35,39, 40, 50,61 & 
70 ra aids for protection against radiation Opposes rule 

MCLEOD.R Affiliation Not Assigned AA38*2 86/09/01 Dockoling & Services 
Branch Ipp 61862 121-61062 121 

-9204270048 Commenl on proposed rules 10CFR2, 10.20,30, 31, 32, 34, 35,30, 49, 50.61 & 
70 ro stds for protection againsi radiation Opposes rulo 

RANDIS,M Affiliation Not Assignod AA38-2 86/05/19 NRC • No Detailed AKifpalion 
Gwen Ip 61062.147*61862147 

-9204270063 Comment on proposed rules 1CCFR2, 19, 20,30, 31, 32,34, 35, 39,49, 50,61 & 
70 re stds for protection against radiation Opposes rule 

NELKENS.S Affiliation Not Assignod AA3G 2 06/00/04 NRC - No Detailed Afhiialion 
Given ipp 61 862 122 61862 122 

-9204270057 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50,61 i 
70 re stds (or protection against radiation Supports rule 

0USH.TE Affiliation Nol Assigned AA38*2 86/06/13 Dockoling & Servicea Branch 
Ip 61862-140 01862.140 

-9204270058 F orwards tabulations showing slochasllc & nonslochaslic ALI values from 
ICHP publication 30 

ECKERMAN.KF Oak Ridge Nalional Laboratory AA3B*2 88/06/20 PETERSON, HT 
Offico of Nuclear Regulatory Research (Post 860720} 41 pp 61849 072 61849 lit 

-9204270060 Comment on proposed rulos 10GFR2, 19,20,30, 31, 32, 34,35, 39, 49, 50,81 & 
70 ro stds (or proioclion agalnsl radiation Opposos rulo 

COLEMAN.AD Aftifiation Nol Assignod AA38 2 86/09/01 Dockoling & Services 
Oranch Ipp 61862 123 61862 123 

**9204270063 Comment on proposed rulos 10CFR2, 19, 20,30, 31, 32,34, 35, 39, 40, 50,61 6 
70 ro stds lor protoction against radiation Supports rulo 

SCOTT.CM Affiliation Not Assigned AA38 2 86/05/13 Dockoling &. Services 
Branch Ip 61BG2 149 6ie62‘149 

-9204270060 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
79 re atds for protoction agalnsl radiation 

* AffLilallon Not Assigned AA30 2 86/08/29 Docketing & Servicos Brandi Ipp 
61862 124-61862 124 

-9204270069 Comment on proposed rules 10CFn2, 19,20,30,31 ,32,34,35,30,40, 60,61 & 
70 ro atds (or protection against radiation Supports rulo 

KHERA.SS Affiliation Not Assignod AA38*2 86/05/13 Offico of tho Socretory of the 
Commission tp 61862 153 61962 163 

*•9204270073 Commonl on proposed rulos 10CFR2, 19, 20, 30,3 1.32, 34, 35, 39,40, 50.61 i 
70 re stds for protoction against radial ion, Opposos rule 

MOTTOLA.P Affillalfon Nol Assigned AA38-2 86/08/31 Offico of the Secrolaiy of 
the Commission Ipp 61862126 61062 125. 

-9204270074 Requests responso lo prosonlallon summary concerning doslmolry of rod 
bono marrow va dosimelfy of "whole body" Perspoclivo summary end. 

QUINN.DM Consolidalod Edison Co of New York. Inc 56FR23360 87/06/25 
CONGEL.F NRC * No Delailod Affiliation Given Opp 61040 040-61048 040 

*'9 204270077 Informs lhal author loos forward lo addressing Commission on proposed 
changos to 10CFR20 on 801 1 lO.Copy of prepared statomont end. 

WINStOWJP General Eloclric Co AA38 2 86/11/07 CHILK.S J Office o1 IJio Soc 
rotary of Iho Commission 23pp 61849.1 12-61 849T 34 

-9204270070 Comment on proposod rules 10CFR2, 19,20,30,31 ,32.34,35.30.40, 60.8t « 
70 ro stds for protection against radiation Opposes rule 

HAMILTON.LE Affiliation Nol Assignod AA36-2 86/08/29 Docketing & Services 
Branch. 1pp. 61062 128*61802 1 26 

**9204270084 Comment on proposod rulos 10CFR2.19, 20, 30, 31, 32,34.35,30.40. 60,01 & 
70 re aids for proioclion against radial Ion. Opposes rule 

REICHARD.T Affiliation Not Assigned AA30-2 86/09/02 Docketing & Services 
Branch 1pp. 61862 127-G1882-1 27 

-9204270096 Forwards, for review & concurrence, package for nialor Part 20 rov Final 
rule fneorporatos comments by NRC program & rogional ofes & by intoreslod slates 
MORRIS.B M Division of Rogulalory Applications (Post 070413) AA38*2 08/06/30 
MURLEY.TE Office of Nuefoar Reactor Regulation, Director (Post 870411) 2pp 
61846 040 61846 050 

-9204270107 Commenl on proposed rufes 10CFR2,19,20.30,31,32,34,35,39.40, 50,01 4 
70 re aids for protection against radiation, Opposes riife 

ORRIS, EF Affiiiallon Not Assignod AA38*2 86/09/05 Docketing & Services Branch 

Ipp 61002.128*61862-128 

-9204270111 Comment on proposod rulos 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 & 
70 ra stds for proiecllon agalnsl radlation.Opposos rule 

STANSFIELO.E Ecology Cantor of Southern California AA3B 2 86/05/15 Dockoling 
& Services Branch Ip. 61862.154*61862-164 
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-9204270114 Comment on proposed rutos 10CFR2,1 9,20.30.31,32.34,35.39.40, 50,61 & 
70 ro std3 for protection against radiation Opposes rule 

PAIS.G Affiliation Not Assigned AA30'2 86/08/30 NRG • No Detailed Affiliation 
Given 3pp 61062 129.61062 131 


—9204270174 Commont on proposed lulos 10CFR2,1 9,20.30,31 .32,34,36,39,40. 50.61 & 
70 re stds for protection against rediatlon Opposes rule „ , . » „ 

STEORTS.T Affiliation Nol Assigned AA30 2 86/09/02 Dockeling & Services 
Branch Ipp 61862 139 61662 139 


-9204270120 Comment on proposed rules 10CFR2.1 9, 20.30.3 1, 32,34,35,39.40, 50,61 & 
70 re stds for protection againat radiation Opposes rule 

DOUGHERTY, J C Affiliation Not Assigned AA38 2 86/09/09 Docketing & Services 
Branch 1p 61862 155 61862 155 

-9204270121 Discusses application of backlit rule to Part 20 Rule may be appHed as 
either adequate proloction exception of two cost-benefit stds 

CROCKETT, S Office of the General Counsel (Post 060701) 56FR23360 00/07/12 
ROSZTOC2Y,Z Office of Nuclear Regulatory Research (Post 860720) 2pp 
6184B051 61648 052 


-9204270177 Discusses recordkeeping costs associated w/rov of 10CFR20 & clarifies 
provisions of proposed rule which should be classified as basic hoa^h std^s 
MORRIS.B M Division of Regulatory Applications (Post 070413) 56Fn233 60 80/00^/ 
05 JOHDAN.E Commilleo to Review Generic Requlroments 4pp 81048 002- 
61040 065 

>-9204270181 Comment on proposed rules 10CFH2, 19, 20, 30, 31 ,32,34,35,39.40, 50,61 & 
70 ro sids for protection agolnsi radiation Opposes rule „ „ , 

CROSS LEY N A Affiliation Not Assigned AA3G 2 86/09/04 Docketing & Services 
Branch Ipp ^1862 140 61862 140 


-9204270128 Identifies two areas re 10CFR20 that could benefit from further study One 
area involves quanlUalive analysis of impact rev lhat woufd be conducted after rov 
promulgated 

MERwTn.SE Sattelle Memorial Institute. Pacific Northwest Laboratory AA38*2 88/ 
11/09 PETERSON.HT Radiation Protection & Health Effects Branch 66pp 
61849135-61850 012 


“92042701 B4 Concurs w/enci Part 2 re rules of practice provided minor comments dis 
cussed w/H Peterson by E Flack Incorporalod Ofe of Bnforcomoni has no position on 

L^^BERMAN,J Ofc of Enforcomont (Post 870413) 56FR233G0 88/08/05 

MORRIS.B M Division of Regulatory Applicelior^s (Post 670413) 7pp 61848066 
61348066, 


-9204270132 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAYFIELD.M L Affiliation Not Assigned. AA3Q.2 86/09/02 Docketing & Services 
Branch 1pp 61862132 81862 132 


“9204270165 Commont on proposed rules 10CFR2, 19,20,30. 3 1,32.34, 35 ,39,40, 50,01 & 
70 ro stds for protection against radiation Opposes rule 

WILSON, T A Molycorp, Inc AA3B*2 86/05^1 Docketing & Services Branch 14pp 
61862 274 618B2 287 


-9204270135 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34, 36,39, 40, 50,61 & 
70 re stds (or protection against radiation 

WEBER.N A Affiliation Not Assigned AA30 2 86/09/05 Docketing & Services 
Branch 1p 61862 156 61862 156 

-9204270138 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GRIFFIN, R Affiliation Not Assigned AA3fl-2 86/09/03 Docketing & Services Branch 
1pp 61862 133 61862133 

-9204270142 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34,35,30, 40. 60.61 & 
70 re aids (or protection against radiation Opposes rule 

BYRUE, EG Affiliation Not Assigned AA30 2 86/09/09 Docketing & Services 
Branch ip 61862 167 61862 157 

-9204270143 Provides info re use of metric sys by Federal agencies per 15CFR19 
stalomont policy, Metric Conversion Act of 1958 & amend of HR 1964 HR 1964 amond 
end 

BECKER, J Office of the General Counsel (Post 860701) 56FR23360 80/07/18 
ALEXANDER.R Office of Nuclear Regulatory Research (Post 060720) 6pp 
61040 053 61848 058 


“9204270180 Comment on proposed rules 10CFH2, 19,20,30, 31. 32.34, 35,39, 40, 50,61 & 
70 re stds for protection against radlalion Opposes rule 

• Affiliation Not Assigned AA38^2 86/00/08 NRC • No Daiallod Affiliation Given 
Ipp 61062141*61862141 

“9204270192 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule , _ 

* Affiliation Not Assinnod AA3a*2 06/09/63 Office of the Secretary of the Commis 
sion fpp 61062 142.61062 142 

“9204270193 Discusses now Part 20 & back fit rule, per SECY 88 315 BacMit ruJo viofat- 
ed 8 must be suspended or exemplod from if now Part 20 to go fonvard 
PARLER.WC Office of tho Qonora I Counsel (Post 060701), AA3D -2 80/11/22 CUR- 
TISS Commiaslonors (Pod 7601 10> 3pp 61850 013 61050 010 

“9204270195 Forwards final draft ropt, “Rogulatoiy Analysis for rov of I0CFR20 ” Draft 

reflects comments by Baltollo a Ofc of Qenoral Counsol 

MERWIN.SE Batteile Mamonai Instiluto, Pacific Norlhwost Laboratory 56FR233G0 
OB/OG/10 PETERSON.HT Radiation ProlocUon & Hoallh Effects Branch 121pp 
01 048 067*61048 186 


-9204270145 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 50,01 & 
70 re stds for proloction against radiation Opposes rule 

DALANO.M E Affiliation Not Assigned AA38 2 86/09/01 Dockollng & Services 
Branch Ipp 61062 134-61862134 

-9204270147 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,32, 34,35,39, 40, 50,61 & 
70 re stds (or protection against radiation 

MORSE, Ml Affiliation Not Assigned AA38-2 86/09/06. Docketing & Services 
Branch Ip 61862 159-61862 159 

-9204270140 Commont on proposed rules 10GFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rate 

SWANSON.P.A Affiliation Not Assigned AA38 2 86/09/04 NRC . No Dolallod Affili* 
ation Given 1pp 61662 135 61662 135 

-9204270150 Commont on proposed rules 10CFR2, 10,20, 30, 31, 32,34, 35, 39, 40, 5O,0t & 
70 re stds for protection against radiation Opposes rulo 

DAUaiTZ.P Affillalion Not Assigned AASa-Z 88/09/05 Docketing & Services 
Branch Ip 61862.160-61862 160 

-9204270162 Comment on proposed rules 10CFR2, 19,20.30, 31, 32, 34,35,39, 40, 60,61 & 
70 re stds for protection against radlallon.Opposes rule. 

DOUQHERTY.S Affiliation Not Assigned AA30-2 66/09/08 Docketing & Services 
Branch 1pp 61862 136 61062 136 

-9204270156 Comment on proposed rules 10CFR2. 19,20, 30.3 1.32. 3 4.3 5.39, 40, 50,61 6 
70 re stds for protection against radiation Opposes rule 

RANSOM, R Affiliation Not Assigned AA38-2 86/09/06 Docketing & Services 
Branch 1p 61002'161-61O62 161 

-9204270160 Forwards layouts for voluminous tables In 10CFRH0,App 0 Samples 
should be forwarded to Ofc of FR to ensure proposed change formal may bo used in 
Part 20 rev FR notice, 

PETERSON.HT Radiation Proloction & Health Effects Branch AA38 2 08/07/22 
MEYER, D Regulatory Publications Branch 3pp 61848 059 61040 001, 

-9204270163 Comment on proposed rules 10CFR2.1 0,20, 30, 3 1,32,34.36, 39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

BACHRACH.D Affiliation Not Assigned AA38-2. 86/09/08 Docketing & Services 
Branch Ipp 61062<137-61O62 137. 

-9204270166 Comment on proposed rules 10CFR2, 19.20,30,31 ,32,34,35,30.40, 60,61 & 
70 re stds for protection against radiation Opposes rvie. 

KOON.K Affiliation Not Assigned. AA38.2 66/09/06. MRC - No Detailed Alflllation 
Given. Ip 61862.162-61862 162 

-9204270168 Comment on proposed rules 10CFR2, 19,20.3 0,31 ,32 ,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

BROWN,NG Affiliation Not Assigned AA38*2. 88/08/30 Docketing & Sorvlces 
Branch. 1pp 61862 138 61862 130 

-9204270169 Forward comments submitted to Secretary of Commission re statod pro 
posed rules, 

BARNUM.EC Molycorp, Inc AA36-2, 86/05/05 ALEXANDER.R E Division of Radi- 
ation Programs & Earth Sciences (840429 B60720). Ip 61862 273 61862 273. 

-9204270170 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

CRAI0.E Affiliation Not Assigned AA30-2 86/09/07. Office of the Secretary of Ihe 
Commission Ip 61862 163-61 862,1 63 


-9204270200 Comment on proposed rules 10CFn2,10,20,30,31,32,34,35,39,40, 50,61 & 

70 re stds for proloction against radlalicn . , . „ , 

WILLIAMS.R Richard Wllirams Archiloclur© AA3B 2 86/05/05 ALEXANDER, R Divi- 
sion of Radlalion Programs & Earlh Scioncea (840429 8B0720) Ip 61862 260* 
61862 288 


“9204270201 Common! on proposed rules 10CFR2, 10,20, 30, 3 1,32, 34 .35, 3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FOSTER.RC Affiliation Not Assignod AA30 2 86/09/10 Dockolifig & Servicos 
Branch. Ip 61862 164 61862 1C4 


“9204270202 Forwards draft Commission policy paper & Iransmltlal momo to EDO for 

10CFR20 rulomaklngConcurrence roqueslod by 880908. W/o oncl ^ ^ , 

MORRIS, BM Division of Ronulatory Applications (Posl 070413) 56FR23966 88/08/ 
26 MUHLEY.T.E Olfico of Nuclear Reactor Rogulation, Director (Post 870411) 2pp 
61848.107-61840 188 


“9204270204 Comment on proposed rules 10CFR2,1D,20,30,31,32,34.35,30,40, 50,61 & 
70 re Stefa for protection flgainsl radial Ion Opposes rule 

SMiTH.T Affillallon Not Assigned AA30-2 86/08/30. Dockelfng & Services Branch 
Ipp 81862 143 61862.143 

“9204270207 Comment on proposed rules 10CFR 2, 19, 20, 30,3 1,32 ,34 ,35 ,3 6,40, 50,61 & 
70 ro Bids lor proloction against radiation Opposes rule 

SKIBDEL.PL Affiliation Not Assigned AA38-2 86/09/08 Omco of Ihe Secretary of 
the Commission Ip 61862 1 65-61662 1 65 


-9204270200 Provides lotlowup to question at public hearing on 10CFR20 801 110 con 
corning conformance of industry proposals for regulating doses to workers from long 
lived radionuclides to fodoral guidance 

RICHARDSON, A NRC • T4o Dolallod Affiliation Given. AA3&-2 00/11/16 

CURTISS, J R, Commisslonera (Post 7501 19) 7pp. 61056 020 61650 026 


-9204270210 Commonl on proposed rules 10CFH2, 19,20,30,31,32,34,35,30.40. 50,61 & 
70 ro stds for protection against radiation Opposes mio 

• AHlIlotlon Not Assigned AA30 2 06/00/10 Dockollng & Servicos Branch Ip 
61 662' 166 61862 166 


-9204270211 Comment on proposed rules 10CFR2, 10,20, 30.31 ,32. 3 4, 3 5,39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule. 

EODINS,R A, AlfilJation Not Assigned. AA38'2 06/05/08 ALEXANDER. R.E Dlv^8^on 
of Hadfallon Programs & Earth Sciences (040429 860720) 1p 01B02 88O>61802.289 


•9204270213 Comment on proposod rules 10CFRZ,19, 20,30, 31, 32, 34,35,30, 40, 50,61 & 
70 re stds (or proieclfon against radialien Opposes rulo 

LOWENpS. Aflitlairon Not Assl^jned. AA3B-2, 66/09/08. Docketing & Servicos Branch 
1pp. 61862:144-61062 144. 


“9204270215 Comment on proposed rules 10CFR2, 19,20, 30.31, 32*3 4,36 ,30, 40, 50.61 & 
70 re stds for protection against radiation Opposes rulo 

RANDAl,L,MA AfKlIiallon Not Assigned AA3B 2 86/09/10. Dockollng & Services 
Branch, Ip 61B62-ie7-81062'1O7 


“9204270217 Responds to ACRS comments ro 10CrR20 ro stds for protoclion against 
radiation 

STELLO.V. Ofc Of iho Executive Director for Operations. 66FR233e0 88/09/02 
FRALEY ,R F ACRS - Advisory Committee on Reactor Safeguards 7pp 61048.169 
6ie4C'201. 
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-9204270219 Commer^t on proposed rules lOCfRZ, 19,20.30.31 ,32.34,35,39. 40, 50,61 & 
70 re stds for protection against radialion Opposes rulo 

BARTON, C Affiliation Not Assigned AA38-2 86/08/23 Dockoting A Services 
Branch 1pp 61062 145 61862 145 

-9204270221 Comm0n.1 on proposed rules 10CFfl2. 19,20.30.31.32,34,35.39.40. 50,61 & 
70 re stds for protection against radialion Opposes rule 

LUKEpL L Affiliation Not Assigned /W\30.2 06/09/10, Docketing A Services Branch 
Ip 61862 168^61662 16B 

-9204270224 Discusses OGC posttjon as to whether guidance to federal agencies 
signed by President suffident (ustif (cation to preempt backlit requirements to 
10CfH60 109,63 staff argued in SECY-8 8 315 

PARLER.WG Office of the General Counsel (Post 860701) AA3B-2 08/11/29 ROB- 
ERTS Commissioners (Post 750119) 2pp 61650 078-61850 100 

“9204270227 Comment on proposed rules 10CFR2, 19,20,30.31 .32,34,35,39,40, 50.61 & 
70 re stds tor protection against radiation Opposes Ajfe 

SBAH.C Affiliation Not Assigned AA3S-2 66/09/10 Oockaling & Servicos Branch 
ip 61862 169-61862 169 

“9204270230 Responds to 080823 Itr Informing that proposed 10CFn20 revision ra use 
of effective dose eguivaienii applies only to doses from internal 
radionuclides Statement of considerations for proposed rulo listed 
ROECKLEIN.AK Radiation Protection & Haallh Effects Branch 56FR23360 80/09/ 
13 KAULiDC Science Applications Internallonal Corp (formerly Science Applica 
tions, Inc) 2pp 61846 202-61848 203 

“9204270232 Comment on proposed rules 1 0CFR2, 19,20.30, 31 ,32,34,35, 39,40, 60,61 & 
70 re stds for proteetjon against radiation Opposes rule, 

DUBOfS.T Affiliation Not Assigned AA38 2 06/09/10 Docketing & Services Branch, 
ip 61862170-61802 170 

“920427023B Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re slds forprotecUon against radiation 

O'BRIEN, A. Affiliation Not Assigned AA36-2 86/09/07 Docketing & Servicos Branch 
Ip 61852171-61862 171. 

“9204270239 Commonl on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA3B-2. 66/09/10 Office of the Secretary of the Commis- 
sion Ip 81B62 172-61862 172 

“9294270243 Common! on proposed rules 10CFR2, 19,20,30.31 ,32,34,35,39,40, 60,91 & 
70 re stds for protection against radiation Opposes rule 

RILLY.M E Amlialion Not Assigned. AA3B-2 86/09/07 Docketing & Services Branch 
Ip 61052173-81862,173. 


“9204270291 Comment on proposed rules 10CFH2, 19,20, 30, 31, 32, 34.35.39,40. 50,61 & 
70 ro aids for protection against radiation Opposes rule 

WHIPPLE,JA Affiliation Not Assigned AA38-2 66/09/00 Docketing & Services 
Branch Ip 61862 193-61862 193 

“9204270294 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro aids for protection against radiation Opposes rule 

FIEILUY,0W Affiliation Not Assigned AA38-2 B6/09/07 Docketing & Services 
Branch ip 61862 179 61062 170 

“9204270295 Commonl on proposed rules 10CFR2, 19,20,30.31. 32.34.35.30, 40. 50,61 & 
70 ro aids for protection against radiation Opposes rule 

DIERAUER.C Affiliation Not Assigned AA38-2 86/09/00 Docketing & Services 
Branch Ip 61862 194-61062 194 

“9204270297 Comment on proposed rules 10CFR2. 19, 20, 30,3 1.32, 34.35,39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

ORADE.J L Atfdialion Not Assigned AA3B-2 86/09/04 Office of the Secretary of the 
Commission 2pp 61862 180 61862 181 

"92042703DO Comment on proposed rules 10 CfR 2,1 9.20.30,31 ,32.34,35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

TRUSSELL.RR Affiliation Not Assigned AA38 2 86/09/10 Docketing & Services 
Branch 2pp 61062 102-61862-183 

“9204270304 Comment on proposed rules 10CFR2, 19, 20, 30.31 ,32,34,35,39,40, 50,61 & 
70 ro aids for protection against radiation Opposoa rule 

NELSON, DR I llinofs Safe Energy Alliance AA30-2 86/09/07 Docketing & Services 
Branch 2pp 01862 184-61062.105 

“9204270307 Comment on proposed rules 10GFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule, 

DIPUTRO,G Affiliation Not Assigned AA3e'2 86/09/11 Docketing & Services 
Branch Ip 61062 186-61062 106 

“9204270331 Comment on proposed rules 10CFR2.19, 20,30,31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MILLER, M J Affiliation Not Assigned AA30-2 86/05/09 ALEXANDER, R Division of 
RadialEon Programs & Earth Sciences (840429 860720) 1p 61862 200 61062 290 

“9204270334 Comment on proposed rules 10CFR2,1 0,20,30, 31, 32, 34, 35.39,40, 50,61 & 
70 ro aids for protection against radiation 

COTE.N Affiliation Not Assigned AA30-2 06/07/24 Dockoling & Services Branch 
Ip 61862 291 61862 291 


“9294270250 Comment on proposed rufoa tOCFR 2, 19,20.30,31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHITBEE.JR AfMiatJon Not Assigned AA30 2 56/09/10 Docketing & Son/lcos 
Branch Ip 61862 174-61652 174 


“9204270337 Advises that Ofc of Gonerat Counsel has no legal ob)octions to staff 
paper re rev of lOCFRao, "Stds for Protection Against Radiation " 

BECKER, JM. Office of the General Counsel (Post 860701) 56FR23360 8B/09/22 
STELLO.V Ofc of the Executive Director for Oporallons 29pp 61848 215-61840 215 


“92042702S1 Comment on proposed rules 10CFR2,19.20.30,31,32,34,36,39,40, 50,61 & 
70 re stds for protectron against radiation Opposes rulo 

GANGI.BF Aifilialfon Not Assigned AA3B-2 06/09/11 Docketing 5 Services Branch 
Ip 61662 108-61862 180 


>9204270330 Cornment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAZARD, J Atfiliolion Not Assigned AA30-2 06/09/11 Dockoling & Services Branch 
1p 61002.105 61862 195 


“9204270269 Comment on proposed rufoa 10CFR 2, 10, 20, 30, 3 1,32, 34.35, 39,40, 50,61 & 
70 re Stef s for protection against rad Fatten Opposes rulo 

BRIAN, LO Amlialion Not Assigned AA3fl 2 86/09/10 Docketing & Services Branch 
Ip 61862 175 81062 175 

“9264270260 Comment on proposed rules lOCFR 2.1 0,20,30, 3 1, 32,34, 35, 39, 40, 50,61 A 
70 ro stds for protection agalnsl radialion Opposoa rule. 

GANGI.VA Affiliation No! Assigned A/\30 2 80/09/11. Docketing & Services 
Branch Ip 61062 m 61862 180 

“9204270255 Comment on proposed rules 10CFR2, 10,20,30,3 1, 32,34, 35, 39.40, 50,61 0 
70 ro stds for protection against radiation Opposes rufo 

O’BRIEN, TF Affiliation Not Assigned AA3B-2, 86/09/11 Dockeilna & Servicos 
Branch Ip 61562 106 61862 100 

“92042 7 020B Commenl on proposed rules 10CFR 2, 10, 20,30, 3 1,32,34,35, 39, 40, 50,61 0 
70 re stds for protection against radjatlon, 

ZAFRIS.J L Affiliation Not Assigned AA38-2 06/09/09 Dockplino & Servicos 
Branch Ip 61062 176 61862 176 

“9204270271 Comment on proposed rules 10CFR2, 10,20,30.3 1,32,34, 35, 39,40, 60,61 0 
70 re aids for protection against radiation Opposes rufo, 

WALSH, HN Affilfation Not Assigned AA30-2 80/09/11 Docketing & Servicos 
Branch Ip 61862 101 01862 191. 

“9204270272 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35,39,40, 50,61 & 
70 re s(d8 forprotecUon against radialion Opposes rule. 

ENORUSICK,T L. Affiliation Not Assigned AA30-2. 86/09/03 Dockoling & Services 
Branch Ip 61862 177 61062 177. 


“9204270339 Forwards proposed guidance on reproductive 0 fetal hazards Guidance 
approved by Commission on interim basis, after final approval & will be incorporated 
Into Vol II of EEOC eopi lance manual 

THORNTON,E.M Equal Employment Opportunity Commission 56FR23360 80/1 1/ 
00 BECKER, J M Office of the General Counsol (Post 060701) IDpp 61850-116- 
01050 135 

“9204270342 Comment on proposed rules 10CFR2, 19, 20.30,3 1,32, 34, 35,39,40, 50,61 & 
70 ro stds for proloctlon against radiation 

YOUNG, A E Affiliation Nol Assigned. AA38 2 06/07/20 Docketing & Servicos 
Branch Ip 61862 292 61862 292 

“9204270348 Comment on proposed rules 10CFR2, 19,20,30, 31.32, 34, 35, 39, 40, 50.61 8 
70 re stds for protection against radiation Opposes rule 

HAMILTON, RB Affilialion Not Assigned AA30-2 80/09/11 Docketing & Services 
Branch Ip. 61Q62 106 61062.196 

“9204270351 Commenl on proposed rules 10CFR2, 19,20.30,31,32, 34, 35.39.40, 60,61 & 
70 re stds for protocllon against radiation Opposes rule 

GREENFIELD, M Affilialion Not Assigned AA30-2 06/07/26 Docketing & Services 
Branch Ip 61662 293 61062 203 

“9204270354 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro aids for protoction against radialion Opposes rulo 

PETTEY.L Affiliation Nol Assigned. AA3B-2 86/09/06. Docketing & Services Branch 
Ip 61062107-01062.197 


■9204270275 Forwards comments on equal employment opportunity Commission pro- 

g osed policy guidance on reproductive A fetal hazards did 531007. 

General Counsel (Post B50701) AA30-2 80/12/05. 
Employment Opportunity Commission. 7pp 61350 109- 

of 350 f to 


“9204270250 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35.30,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule. 

HAZAHD,R L Affiliation Not Assigned, AA38 2. 86/09/09 Docketing A Services 
Branch Ip 61 662 -192-61 662^1 92 


“9204270281 Forwards revised drell sId, ’"Neutron A Gamma Ray 17 Ffuenao to Doae 
Factors, ANSI/ANS-6 1.1 -1088 for review A commonl Requests moelfng on 861031 
in Washington, DC to discuss draft stds. ^ 

f^*?[hfiitionBl Corp (formerly Science Applications, 
2pp 0®Q4B IS 61848 205^^’ ALEXANDER.B NRG - No Dolailod Affiliation Given 


“9204270367 Comment on proposed rules 10CFR2,19,20,30,31,32,34,3S,39,40, 50,61 & 
70 re stds for prolectfoni against radiation Opposes rule 

JOYCE, K Afflllaiioft Not Assigned AA30-2 86/07/28. Office of the Secretary of the 
Commission. Ip. 61862 294 61862 294 

“9204270359 Forwards FR meeting notice of fifth mooting of ACNW scheduled for 
881221 In aolhesda.MD to discuss proposed rev to 10ChR20, "Bids for Protection 
Against Radiation " 

FRALEY, R.F ACRS - Advisory Committee on Reactor Safeguards 66FR23369 86/ 
12/07, HOYLE, JC ACRS - Advisory Commillee on Reactor Safeguards 67pp 
61 B50-1 36-61 850 202. 

“9204270360 Forwards first draft of flog Guide that endorses NUREQ/CR 4804, "Ac- 
ceptable Methodology for Intorprolatlon of Bioassay Measurements " Comrnents re- 
quostod. 

BROOKS, 8 Office of Nuclear Regulatory Research (Post QB0720) 66FR2a360 86/ 
09/23. COOL.D, NRG • No Detailed Affiliation Given. IBpp. 61848.216 61846’246. 


“9204270294 Comment on proposed rules 10CFR2, 19,29, 30, 31. 32, 34, 35,30,40. 50,01 A 
70 re stds for prelection against radiation Opposes rule 

WEGENER, C. Affiliation Not Assigned AAOB 2 88/09/10 Office of the Secrelarv of 
the Commission Ip. 61 862.170*81082' 176 


■9204270365 Commont on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 60,61 & 
70 re slds lor protection against radiation Opposes rule. 

EDWAROS,C Affiliation Not Assigned AA38-2 86/07/23 Docketing & Services 
Branch Ip 61882 295 61062.205, 
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-fi204270369 Commanl on proposed rules 10CFR2, 19,20.30.31 .3 2,34 ,35.39.40, 50.61 & 
70 re sids for protoctron against radiation Opposes rule 

LAFFELY.SA Affiliatfon Not Assigned AA3Q‘2 86/09/08 Docketing & Services 
Branch Ip 61862 198-61882 198 


-9204270440 Comnrtant on proposed rules 10CFR2, 19, 20.30, 31, 3 2, 34, 35, 39, 40, 50,61 & 
70 re stds for proloction against radiation Opposes rule 

RUTTER.VB Affiliation Nol Assigned AA38 2 86/07/18 NRC - No Delalled AfM 
alien Given ip 61862 302-61862 302 


<-9204270373 Comment on proposed rules 10CFR2. 19,20,30,31,32,34.35,39,40. 50,61 & 
70 re aids for protection against radiation Opposes rule 

TRACOKAS.M G Affiliation Not Assigned AA30 2 86/07/28 Docketing & Services 
Branch Ip 61862 296-61862 296 


■9204270441 Comment on proposed rules 10CFFI2,19,20,30,31,32,34,36,39,40, 50.81 & 
70 re stds for protection against radiation Opposes rule 

HICKMAN.JH Affiliation Not Assigned AA3D-2 86/10/10 Office of the Secret ary ol 
the Commission Ip 61862 315-61862 315 


-9204270376 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40. 50.61 & 
70 re aids for protQctit>n against radiation Opposes rule 

PERMING, C Affilialion Not Assigned AA30-2 86/09/11 Docketing & Services 
Branch Ip 61062 199 61862 199 

-9204270377 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34 ,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.LE Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services Branch 
Ip 61862 304-61862 304 

-9204270378 Comment on proposed rules 10CFR2, 19,20 ,30, 31 ,32,34, 35, 3 9.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

SHELTON. P Affifintion Not Assigned AA3a 2 86/07/20 NRC - No Detailed Affiliation 
Given Ip 61062 297 61862 297 

— 92042703B6 Comment on proposed rules 10CFR2,1 0,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radial ion.Opposes rule. 

CODY.P Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services Branch 

1p 61862 200 61862 200 

—9204270307 Comment on proposed rules 10CFR2,1 0,20,30,3 1,32, 34, 35, 3 9.40, 50,61 & 
70 re stds for protection against radiation 

LEONARD.AJ Affiliation Not Assigned AA3Q-2 86/07/31 NRC - No Detailed Affili- 
alion Given Ip 61662 268 61862 298 

-9204270389 Comment on proposed rules 10CFR2, 10,20.30, 3 1,32, 34,35, 39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.OS Affiliation Not Assigned A/\3D-2 86/09/11 Decketlng & Services 
Branch Ip 61862 305 61862 305 

-9204270393 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 36,30, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

OSNER,J. Affiliation Not Assigned AA30-2 06/00/11 NRC - No Delalled Affiliation 
Given Ip 61062 201-61862 201 

-*9204270390 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 & 
70 fo aids for protection against radiation 

COLLINS.L Affiliation Not Assigned. AA36-2 86/10/13 NRC - No Detailed Affifiatlon 
Given Ip 61662 306 61862 306 

-9204270402 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39, 40, 60,61 8 
70 re stds for protection against radiation Opposes rule 

CONLY.L Nuclear Free Berkeley Commilteo AA38-2 86/07/31 Docketing & Services 
Branch Ip 61862 299-61 862'209 

“9204270403 Comment on proposed rules tOCFR2, 19,20, 30,3 1,32,34,35, 39.40, 50,81 & 
70 re aids for protection against radiation Opposes role 

SANBORN, I M Affilialion Not Assigned AA38-2 06/09/07. Docketing & Services 
Branch 2pp 61862 202-81862 203 

-9204270404 Comment on proposed rules 10CFR2, 19,20.30, 31, 32, 34, 35,39,40, 60,61 & 
70 ro sids for protection against radiation 

VERMONT, K Affiliation Not Assigned AA30.2. 86/10/09 NRC • No Detailed Affifi 
ation Given 4pp 61062,307-61062 310 

-9204270409 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 30, 40, 60,61 & 
70 re stds for protoclion against radiation Opposes rule 

GREGG, DR Affiliation Not Assigned AA30 2 B6/10/14 Office of the Secretery of 
the Commission 1p 61062.311-61062 311 

—9204270410 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SLECHTA.A Affiliation Not Assigned. AA38-2 86/09/08 Docketing & Services 
Branch Ip 61062 204-61062.204 

-9204270415 Forwards proposed Commission policy paper recommending approval & 
publication of revised std for radiation protection (lOuFR20) 

BECKJORD.ES, Office of Nuclear Reactor Regulation, Director (Post 870411), 
66FR23a60 88/09/27. STELLO.V. Ofc of the Executive Director for Operations 
10pp 61848 247-61849-071. 

-9204270419 Comment on proposed rules 10CFR2,1 9, 20,30,31, 32,34, 35,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

WARSHAW.D A Affiliation Not Assigned. AA30*2 86/09/06. Docketing & Services 
Branch Ip B 1862-205 81862.205 

-9204270421 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34, 3 5, 39,40, 60,61 & 
70 ro side for protection against radiation. 

BELL.EK Affiliation Not Assigned AA30-2. 86/10/15 Docketing & SeivTces Branch. 
2pp 61862 312-61862-313 

“9204270423 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,30,40, 60,61 & 
70 re stds for protection against radlatlon.Opposes rule, 

BROERSMA.D, Affiliation Not Assigned AA30 2 86/07/24 NRC - No Dolailed Affili- 
ation Given 1p 61862-300 61862 300 

-9204270431 Comment on proposed rules 10CFH2, 19.20, 30, 31, 32,34,35,39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule. 

DAY.M Affiliation Not Assigned AA38-2. 06/08/01 Office of the Secretary of the 
Commission ip 61862-301-61862:301 

“0204270434 Comment on proposed rules 10CFR2,1 0,20,30,31 ,32,34.35.39,40, 60,61 & 
70 ro aids for protection against radiDtlon.Oppo8e8 rule 

* Affiliation Not Assigned AA30-2. 06/10/22. Docketing & Services Branch. Ip. 
61662 314-61862 314. 


“9204270444 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34.35,39,40, 50,61 & 
70 re stds lor protection against radiation Opposes rule 

OLANDER.RE Affiliation Not Assigned 50FR51992 86/07/30 Docketing & Services 
Branch Ip 61062 303 61862 303 

“9204270452 Comment on proposed rules 10CF 02,19.20,30,31,32,34.35.39,40. 50,61 & 
70 re stds for protection against radiation Oppoaes rule 

SHAW, A B Affiliation Net Assigned AA38 2. 06/09/11 Docketing & Services Branch 
1p 61862 207-61862 207 


“9204270454 Com moAt on proposed rules IOC FR2, 19.20, 30,3 1,32,34.35.39.40, 50,61 A 
70 ro stds for protection against radiation 

DEAR,! M Aflilfalion Nol Assigned AA3B-2 80/10/28 Office of the Secretary of the 
Commission Ip. 61062 310-61862 316 


■9204270459 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34,35,39,40, 50,01 & 
70 ro stds for protection against radiation Opposes mlo 

BATEHELDER.P Affiliation Not Assigned AA38-2 66/09/11 Docketing & Services 
Branch Ip 61662 208 61 8G2 203 


“02 0 4270462 Comment on proposed rules 10CFP 2, 19, 20, 30, 3 1,32.3 4, 35 ,39.40, 50,01 S 
70 re stds for proteclfon against radiation Opposes rule. 

OLDAK.B Affiliation Not Assigned AA3B-2 66/10/23 Docketing & Services Branch 
Ip 61862 317*61662 317 


“9204270464 Commonl on proposed rules 10CFB2, 19, 20 ,30, 3 1,32 ,34 ,35, 39, 40, 50,61 & 
70 re aids for protection against rodialion Opposes rule 

LEONARD, N.B Affillalfon Nol Assigned AA30 2 06/10/23 Oockoling & Services 
Branch Ip 61862 318 61662 318 

“9204270474 Comment on proposed rules 10CFR2, 19,20,30,31 ,32, 34,35,30,40, 50,01 & 
70 re aids for protection against radiation Opposes rule 

CARNWALT.M, Affiliation Nol Assigned AA3a2 86/10/23 Docketing & Sorvices 
Branch Ip 61602 310 61662 310 

“9204270478 Co mmonl on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40. 60,61 & 
70 ro stds for protcclion against radiation Opposes rule 

BOUCHER, a Affiliation Not Assigned AA38 2 06/10/23. Docketing & Services 
Branch Ip 61062 320 61862 320 


“9204270479 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for prelection against radiation. Opposes rulo 

• Abalone Alliance AA3a-2 86/09/11 Office of (he Secrelary of the Commission. 
21pp 61802.209 61862 229. 

“9204270484 Comment on proposed ruloa 1'0CFR2, 19, 20, 30,3 1,32,3 4,35, 39, 40, 50,61 & 
70 ro Stefs for protection against radiation Opposes lulo „ ^ „ 

ESHOM.M J Affiliation Not Assigned AA36*2, 86/09/09 NRC - No Detailed Affiliation 
Given ip, 61862 230 61862 230. 


“9204270495 CommoAl on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 6 
70 re stds for protection agamal radiation Opposos rule. 

* Affiliation Not Assign^ AA38-2 00/10/23 Docketing & Saivicos Branch Ip 
61862 321 -ei882'321. 


“9204270498 Commant on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,30,40. 50,01 & 
70 ro aids for protection against radiation Opposes rulo. . „ , 

QOSSOM.MB Affirialion ^ot Assigned M36-2 86/09/09 Docketing & Services 
Branch Ip 61862 231 61862 231 


<9204270489 Comment on proposed rules 10CFR 2, 19,20, 3 0,3 1,32 ,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

ELUM,M Afflllallen Nol Assigned AA36‘2 66/10/23 Docketing & Services Branch, 
Ip 61662 322 61062 322 


“9204270492 Comment on proposed rules lOCFR 2, 10, 20, 30, 3 1,32. 3 4, 3 5, 3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

GARCIA,LJ Affiliation Not Assigned aA 30-2 86/10/16 Docketing & ServJces 
Branch. Ip. 61862-323 61862 323. 


“9204270493 Commanl on proposed rules 10CFR 2,1 0,20,30,31 ,32.34,35,39,40, 60,61 & 
70 re stds for protoclion against radlalion Opposes rulo 

MOBERGER,M.R Affiliation Not Assigned M38-2 08/09/12 Docketing & Services 
Branch Ip 61862 232 61802-232 


“9204270496 Comment on proposed rules 10CFR2i 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re slda for protection against radiation Opposes rulo, ^ ^ ^ , 

HIRBAUR.KA Afftllalion Net Assigned, AA38 2 86/09/12 Docketing & Services 
Branch, ip 61862-233 01862 233 


“9204270498 Commenl on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35,39,40, 50,61 & 

70 re aids for protection against radiation 

GOODEN, H Affiliation Nol Assigned, /\A3a 2. 86/10/21 Office of the Secretary of 
(he Commission 1p 61862.324 61062-324, 


“9204270601 Comment on proposed rules lOCFR 2, 19, 20,3 0,3 1,32,34, 3 5,3 9,40, 50,61 8k 
70 fo stds (or protection oi^nat radiation Opposes rule. 

EHMI,R. Affiliation Not Assigned. AA3a-2. 86/09/08, Docketing & Services Branch. 
Ip 61862-234 61862 234 


-0204270437 Comment on proposed rules 10CFR2.1 9, 20,30,31 .32,34,35,39.40, 60,61 & 
70 ro stds for protection against radlallon Opposes rule. 

DONOVAN, M Affiliation Not Assigned AA38-2 66/09/06 Docketing & Services 
Branch ip. 81862-206 61062-206 


“9204270603 Comment on proposed rules 10CFR2i1 9,20,30.31 ,32,34,35,39,40, 59,61 & 

70 re aids ior protection against radiation Opposos rifle. 

MCINTOSH, CM Affiliation Not Assigned. AA38-2. 86/09/08, NRC - No Detailed Affili* 
ation Given. 2pp. 61662‘235'61862 236 
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—9204270504 Cofnnnont on proposed rules 10CFR2, 19,20,30,31 ,32.34,35,39.40, 50,61 & 
70 re stda for proteclion against radiation 

WHITE.D Marne Labor Group On Realm, tnc AA3B-2 86/10/21 Docketing & Serv 
ice 5 Branch Ip 61662 325 61862 325 

— 92Q4270509 Comment on proposed rules 10CFR2, 19,20,30,3 1,3 2,34,35,39,40, 50,61 & 
70 re stds ^or protacUon against radiation Opposes role 

WILSON, M Affiliation Not Assigned AA3e^2 66/09/10 Docketing & Services Branch 
ip 61862 237 61862 237 

-9204270510 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation 

HAWLEV,HG Affiliation Not Assigned AA3B 2 86/10/24 Office of the Secrotaiy of 
Iho Commission Ip 61862 326 61862 326 

-9204270512 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40. 50,61 & 
70 re stds for protacUon against radiation Op p os as ruta 

LIBBY.M Affiliation Not Assigned AA38-2 86/09/15 Docketing a Services Branch 
ip. 61B62 238 61662.238 

-9204270515 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,35,39.40. 50,61 & 
70 re stda for protacUon against radiation Opposes rule 

MURPHY.Q Affilfation Not Assigned AA3B*2 86/09/15 Docketing & Services 
Branch 1p. 61862 239 61862 239 

-9204270521 Comment on proposed rules 10CFR2, 19.20,30.3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HUNTiNGTON.D Afnilation Not Assigned AA36 2 88/10/24 Docketing & Services 
Branch 1p 61862 327 61862 327 

-9204270522 Comment on proposed ruHea 10CFR2, 19,20.30,31 ,32 ,34,35,30,40, 50,61 &. 
70 re stds lor protection against radiation Opposes rule 

THAYER.D AffiHallon Not Assigned AA3B-2 86/09/08 Docketing & Services Branch 
ip 61862 240 61862 240 

“9204270523 Comment on proposed rules 10CFn2,1 9, 20.30,3 1,32, 34,35,39,40, 50,61 & 
70 re stds tor protection against radiation Opposes rule 

HAWKINS, TF. Affillalion Not Assigned /J\.3Q-2 06/10/21. Dockoting & Services 
Branch Ip 61862 328 61662 326 

-9204270527 Comment on proposed rules 10CFR2. 19.20, 30,3 1,32,34, 35, 30, 40, 50,61 & 
70 re atds for protection against radiation Opposes rule 

CUNNINGHAM.L Affiliation Not Assigned AA38-2. 86/09/08 Docketing Services 
Branch fp 61862 241 61862 241 

-9204270526 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34,35,39,40, 50,61 & 
70 re stds for protacUon against radiation Opposes rule 

SCIANGULA,TL. Affiliation Not Assigned AA38-2 86/10/17 Docketing & Services 
Branch Ip 61862329 61862 329 

-9204270529 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32,34, 3 5.39, 40, 50,61 & 
70 re stds for protacUon against radiation Opposes rule 

O'NEILL, OL Aflilialion Nol Assigned AA30-2 86/09/11 Docketing & Services 
Branch Ip 61862 243 61662 243 

-9204270532 Comment on proposed rules 10CFR 2. 19,20, 3 0,31, 32, 34.3 5,30, 40. 60,61 A 
70 re stds for protection against radiation Opposes rule 

GLOWIK.D Alfiliation Not Assigned AA38 2 86/09/15 Dockeling & Services Branch 
Ip 61B62 244>61662 244 

-9204270533 Commonl on proposed rules 10CFR2, 19.20, 30.31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BERT.B Affiliation Not Assigned AA36-2 66/10/17 Docketing & Services Branch 
Ip 61862 330-61862 330 

-9294280036 Comment on proposed rules 10CFR2, 19, 20.3 0,3 1,32, 3 4,3 5,39, 40, 50,61 & 
70 re stds for prote-ction against radiation Opposes rulo 

BERT Affiliation Not Assigned. AA3B-2, 66/10/17 Docketing & Sorvlcos Branch Ip 
61B63 023 6td63023 

-'92C42B0039 Comment on proposed rules 10CFn2, 19,20,3 0,3 1,32, 3 4,35,39, 40, 60,61 5 
70 re stds for protection against radiation Oppose any Increase In accoptablo radi- 
ation exposure 

MCENROE, C Affiliation Not Assigned 50FR51092 80/10/16 Docketing Services 
Branch Ip. 61062331 61662 331 

-920428004/ Comment on proposed rules 10CFR2, 10,20, 30, 3 1,32, 3 4.0 5, 30, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRANCIS.DL Affiliation Not Assognod M3 8 2 66/10/17. Docketing & Services 
Branch. Ip. 61863024 61663 024 

-9204280083 Comment on proposed rules 10CFR 2,1 9,20, 30, 31. 32, 34.3 5, 39,40, 50,61 & 
70 re atds for protection against radiation 

KEARNEY, JJ. Edison Electric Jnslitute AA3a2 86/10/31 CHiLK,SJ Office of the 
Secretary of the Commissfon 5pp 61 863 059 61063 063 

-9204260069 Commanl On proposed rules 10CFR2,1 0,20,30.31, 32, 34,36, 39,40, 60,61 & 
70 re stds for protection ogalnst radiation 

EYLER.N Accord Research & Educational Associates, Inc, AA38-2 86/10/31 Dock- 
eting & Services Branch. 4pp. 61653 064-61853 067 

-9204280074 Comment on proposed rutes 10CFR2. 19,20, 30,31, 32, 34.3 5.39.40. 50,61 & 
70 CO elds for protection against radlatlon.Opposes rule 

NELSON ,J M South Dakota, State of AA38 2 86/10/28 Docketing & Services 
Branch 2pp 61862-332-61662 333. 

-920428007S Commonl on proposed rules 10CFR2.1 0,20.3 0.3 1,32, 3 4, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

CURRAN, D Union of Concerned Scionlfsla AA38-2 86/10/31, Office of the Secro 
lary of the Commission 7pp 61663.066 81663 074 

-9204280005 Comment on proposed rules 10GFR2,1 9,20,30.31.32,34,36,39,40. 60,61 & 
70 re stds for protection against radiation 

SEMINARIO.M AFL-CIO AA3a-2 86/10/28, Docketing & Services Branch, epp, 
61862.334-61662 341 

-9204200086 Comment on proposed rules 10CFR2.1 0,20, 30, 31, 32, 34.35.39, 40. 60,61 & 
70 re stds for protection against radiation 

EDWARDS, DW. Yankee Atomic- Electric Co. FYC 88-014. 66/10/30. Pocketing & 
Services Branch app 61863 076-61863 082. 


—9204200095 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 fB stds for protection against radiation Opposes rule 

FRANCiS.B Affiliation Nol Assigned AA38-2 86/10/17 Docketing & Sen/ices 
Branch Ip 61063 025 61863 025 

—9204200096 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SULLIVAN.MR Affiliation Nol Assigned AA3B.2 80/09/06 Docketing & Services 
Branch Ip. 61862 245 61862 245 

—9204280100 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SIPLER.R Affiliation Not Assigned AA38-2 86/10/31 Docketing & Services Branch 
lepp 61663 063 61663 099 

-9204280108 Commenl on proposed rules 10CFR2, 19, 20,30, 31.32,34, 35, 39, 40. 50,61 & 
70 re stds for proloclion against radiation Opposes rule 

* Affillalion Not Assigned AA38-2 86/10/23 Docketing & Services Branch Ip 
61863 026 61863 026 

-9204280100 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34 ,35,39,40, 50,61 & 
70 re stds for protection against radiation 

PALMER.RC Affiliation Not Assigned 50FR51992 66/10/30 Docketing & Services 
Branch 4pp 61062 342-61862 345 

-9204200109 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35.30,40, 50,61 S 
70 re stds for protection against radiation Opposes rule 

ABUSAIvtRA,LE Affiliation Not Assigned AA30-2 86/09/10 Docketing & Services 
Branch Ip 61662 246 61862 246 

-9204200112 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re aids for protacUon against radiation Opposes rule 

FERLAZZO.SC Affiliation Not Assigned AA38-2 86/10/27 Docketing & Services 
Branch Ip 61 863 027-61863 027 

-0204200118 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re atds br protection against radiation 

SCHNELL.DF Union Electric Co ULNRC-1396 86/10/28 Dockoling 8 Sorvlcos 
Branch 17pp 01863.100 61863*116 

-9204280119 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCLAUGHLIN. C L Affiliation Not Assigned AA3B-2 86/10/23 Dockoling & Services 
Branch 1 p. 61 863 020 61863 020 

-9204280120 Commenl on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34 ,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

C0LEMAN.8 0 Affiliation Not Assigned AA38 2 86/10/22 Office of the Secretary of 
the Commission 2pp 61863 029-61 803 030 

-92042601 30 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 ro stds for protection against radiation 

MOORE, V Afullallon Not Assigned AA38-2 06/10/29 Dockoling & Services Branch 
ip 61863 117-61863117 

”9204200132 Comment on proposed rules 10CFR2, 10,20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

DnURY,K Affifiation Nol Assigned AA30-2 86/09/09 Dockoling & Services Branch, 
Ip 61062 247.01862 247 

-9204280134 Commenl on proposed rules 10CFR2r1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

LEEK.K Affiliation Nol Assigned AA38 2 86/10/30 NHC - No Do tailed Aflilialion 
Given 7pp 61662 346 61062 352 

-9204280136 Comment on proposed rules 10CFn2, 10, 20, 30.31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

* Affillalion Not Assigned AA38 2. 86/10/23 Docketing & Services Branch 2pp 
61G63031 61663 032. 

-9204280136 Comment on proposed rules 10CFR2, 10, 20,30,31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds (or protection against radiation 

HtQHTT.S.L Ohio Citizens for Responsible Energy. AA30 2 86/10/31 Office of Iho 
Socrelary of Iho Commission Ip 61063 1 18 81063 1 18 

”9204280139 Commenl on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

KRAMER.FE Affiliation Not Assigned AA30-2. 86/09/16 Dockelfng 3 Services 
Branch. Ip. 61862 240 61062.240 

”9204200140 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re aids for protection against radiation 

TAYLOR.RF Affiliation Nol Assigned. AA3Q.2 86/10/30 Docketing & Services 
Branch 3pp. 61062 353 61 G62‘3S5 

”0204200142 Commonl on proposed rules 10CFR2,1 9,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

BATTUNG.M Affiliation Not Assigned AA30-2 86/10/14 Docketing & Servicas 
Branch Ip 61863 110 61003 119 

”9204280144 Comment on proposed rulos 10CFR2, 10,20, 30,31, 32,34, 35,39, 40, 50,61 & 
70 ro stds for protection against radiation, Opposes rule. 

JOHNSON, P.E Affiliation Not Assigned AA30-2 06/10/23 NRC - No Detailed AlfifF 
ationQivon 2pp 61663 033-61863 034 

”9204280146 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule. 

‘ Affilialion Not Assigned 50FRB19Q2 86/10/28. Office of the Secretary of the Com- 
mission Ip 61002<366'61062<356 

”9204280140 Commenl on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HARTNETT.S Affiliation l4ol Assigned 50FR51992 86/11/06 NRC - No Detailed Af- 
fijjation Given Ip. 61063 120 61863.120, 



NONDOCKETED IThMb 


-9204280151 Comment on proposed rules 10CFR2. 19.20.30.31, 32.34. 35. 39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

SCHOEPFUN.A E Affiliation Not Assigned AA38 2 86/09/15 Docketing & SoAricea 
Branch Ip 61062 249 61662 249 

-9204280152 Comment on proposed rules 10CFR2. 19.20,30.3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

BURNS,MF Affiliation Not Assigned AA38 2 86/10/27 NRG No Detailed Afliliali on 
Given 1p 61863 121*61863 121 

-9204280156 Comment on proposed rulos 10CFR2, 19,20,30,3 1,32,34, 35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

FENNER.C R Affiliation fsTot Assigned 50FR51992 86/10/15 Docketing & SoAriCGS 
Branch Ip 61862 357-61862 357 

-9204280159 Comment on proposed rules 10CFR2. 19,20,30,3 1.32, 34,35.39,40, 50.61 & 
70 re slds for protection against radiation 

URQENTO,LL Affiliation Not Assigned AA36-2 86/10/14 Oockoling & SorviCQS 
Branch Ip 61863 122 61063 122 

-9204280161 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34,35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

KOONTZ.S E Affiliation Not Assigned AA3B-2 86/09/ 10 Docketing &. Services 
Branch Ip 61862 250 61862 250 

-9204280162 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,30,40. 50,61 & 
70 re stds for protection against radiation Opposes any increase In accoptabfe radt* 
ation exposure 

MOON, BP Affiliation Not Assigned 50FR51992 86/10/14 Docketing & Services 
Branch Ip 61862 350*61 862 358 

-9204280187 Comment on proposed rules 10CFn2, 10,20.30,31,32.34.35.39.40. 50.61 & 
70 re slds for protection against radiation 

' Affiliation Not Assigned AA30-2 86/10/14 Docketing & Services Branch. Ip. 
61863 123*61863 123 

-9204280169 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 •& 
70 re stds for protection against radiation Opposes rule 

MARRO.M H Affiliation Not Assigned AA30-2. 86/09/16 Docketing & Services 
Branch Ip 61862 251-61862 251 

-9204280174 Comment on proposed rules 10CFR2,19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation 

TOLAN.J H Missouri, Univ. of, Columbia, MO AA3e-2 86/10/21 Docketing & Serv- 
ices Branch 2pp 61863 035 61863 036 

-9204260176 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 3 5, 39, 40, 50,61 •& 
70 fo stds for protection against radiation Opposes rule 

HAMILTON,0 Affiliation Not Assigned AA38-2 86/09/15 DockelEng & Scivices 
Branch Ip 61862 253 61862 253 

-9204230177 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 3 5, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

MCINTYRE, J Affiliation Not Assigned AA38 2 86/10/14, Docketing & Sorvicoa 
Branch Ip 61863 124 61863 124 

-92042B0178 Comment on proposed rules 10CFR2. 19,20,30, 3 1.32, 34, 35.39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

BARATELLI,PN Affiliation Not Assigned AA3& 2 86/10/27 Dockoting & Sorvlcos 
Branch tp 61863 037 61863 037 

-9204280162 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34,35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HIMMELFARD.J Affiliation Not Assigned AA3B-2 86/07/30 Docketing & Services 
Branch Ip 61863 153 61863153 

-9204280165 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

BROWN.B Affiliation Not Assigned AA38-2 86/09/06 NRC - No Detailed Affiliation 
Given Ip 61863 125-61863 125 

"9204280166 Comment on proposed rulos 10CFR2, 19,20,30,31.32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rula 

BERT,G J Affiliation Not Assigned AA3a*2 86/10/17 Dockoting & Services Branch 
Ip 61863 038 61863,038 

"9204280190 Comment on proposed rules 10CFR2, 19.20,30,31.32.34.35,39.40, 50.61 A 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA30-2 86/09/15 Docketing A Services Branch Ip 
61862 254 61862 254 

-9204280191 Comment on proposed rules 10CFR2, 10,20,30,31.32,34.35,39.40. 50,61 A 
70 re stds for protection against radiation 

JOHNSON, B Affiliation Not Assigned. AA3B-2. 86/10/31, Office of the Secretary of 
the Commission ip 61862 359 61862 359. 

-9204280192 Comment on proposed rules 10CFfl2. 19, 20, 30,31. 32, 34,35,39, 40. 60,61 A 
70 ro slds for protection against radiation Opposes rule 

VOLPICELU Affiiialion Not Assigned AA38.2 86/11/03 NRC * No Detailed Affili- 
ation Given 2pp 61863.126 61863 127 

"9204280195 Comment on proposed rules 10GFR2, 19,20,30.31,32,34,35.39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule, 

THOM AS, J A Affiliation Not Assigned AA38-2. 86/07/31 NRC - No Detailed Affili- 
ation Given Ip 61063'1 54*61063.1 64 

"9204280196 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40. 50,61 A 
70 re stds for protection against radiatlon.Opposes rule 

BECKER, E Affiliation Not Assigned AA38-2 86/09/16 Docketing & Services Branch 
Ip 61862 255 61862.255 

-9204280197 Comment on proposed rules 10CFR2,1 9, 20, 30.31, 32,34,35,39 .40. 50,61 A 
70 re stds for protection against radiation. 

VAN SICKLE, M C Affiliation Not Assigned AA36-2 86/10/25 Office of the Secretary 
of the Commission ip 61863 039*61863 039. 

"9204280201 Comment on proposed rules 10CFR2.1 9,20, 30,31. 32,34, 35, 39, 40. 50,61 A 
70 re stds for protection against radiatlon.Opposes rule 

EVINGER.L K Affiliation Not Assigned AA38-2 86/08/04 NRC - No Detailed Affili- 
ation Given 2pp 61863 155*61863158. 


— 62042B0202 Comment on proposed rulos 10CFR2.V9.20,30.3U32,34.35,39,40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

FULLER, E Affiliation Not Assigned AA3B-2 86/09/15 Dockoting A Services Branch 
ip 61862 256 61862 256 

-92042B0204 Comment on proposed rules tOCFR2.1 9.20.30,31,32,34,35,39,40, 50,61 & 
70 re slds for protection against radial ion Opposes nule 

FRANK,J Affiliation Not Assfflned AA38 2 O6/0B/O5 Dockoling & Services Branch 
ip 61863 1 57-61863 157 

“9204280205 Comment on proposed rules 10Cf^R2, 19,20,30,31.32,34,35,39,40, 59,61 A 
70 re stds for protection against radiation Opposes rule 

GUENTRHEF.R Sierra Club AA3Q 2 06/06/08 Docketing A Services Branch Ip 
61663158 61863 150 

“9204280211 Comment on proposed rules 10CFH2, 19,20.30,31,32.34,35,39,40, 68,81 A 
70 re stds for protection against radiation 

MASON.C American Lung Association AA3ft*2 06/10/30 Dockoting A Services 
Branch Ip 61062 360 61862 360 

“9204260212 Comment on proposed rulos 10CFR2,19, 20,30, 31,32,34, 35,30,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

DAVIS.J Earth Firslf AA3B-2 86/08/11 NRC - No Dolailod Affiliation Given 1p 
61863159 61863 159 

-9204280216 Comment on proposed rulos 10CFn2, 10,20,30,31,32,34,35,39,40. 50,61 A 
70 ro stds for protection aqainst radiation Opposes rule 

DOYE.S Affiliation Not Assigned AA38 2 66/88/12 Office of the Secretary of Iho 
Commission 1p 61063 160*61863 160 

“9204280217 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

KROIL.J. Affiliation Not Assigned AA30-2 BB/00/1 1. Docketing & Services Branch 
ip 61862 257-61662 257 

“9204280229 Comment on proposed rules 10CFR2, 19. 20,3 0,3 1,32, 34, 3 5, 30,40, 50.61 A 
70 ro aids for protection against radiation Opposes rule 

ESSERMAN.R Affiliation Not Assigned AA38 2 06/06/07. Docketing A Services 
Branch Ip 61863 161 -610G3 161 

-9204280221 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32, 34, 3 5, 38,40, 50,61 A 
70 re stds for preteclion against rodiatlon Opposes rule 

FENTON.RT Affiliation Nol Assigned AA38-2 86/09/15 Docketing A Services 
Branch Ip 61862 250 61862 250 

"9204280224 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

PETTY, E Affiliation Nol Assigned AASO 2 00/00/15 Docketing A Services Branch. 
Ip 61862 269 61862 259 

“9204280225 Comment on proposed rules 10CFR2.10,20.30,ai,32.34.35.30,40, 50,61 A 
70 ro stds for protection against racTiaflon Opposes rule 

SCHRAOER.D, Affillalio-n Not Assigned AA38 2 06/08/10 Oifice of the Secretary of 
tho Commission tp 61863 162 61663 162 

“9204260226 Comment on proposed rules 10CFR2.19, 20, 39, 31,32,34, 35, 30,40, 50,61 A 
70 ro stds for protection against radiation 

ISELEN.C US Postal Servico AA3fl-2 06/ 10/27 Dockoting A Services Branch 1p 
6106 3 049 61083 0 40 

"92042B0227 Comment on proposed rules 10CFR2, 10, 20,30,31 ,32,34,35,30,40, 50,61 A 
70 re stds (or protection against radielicn 

• Affiliation Not Assigned /^30 2 88/10/16 Office of the Socrelary of tho Commis- 
sion Ip 61863 126 61863.128 

"9204280229 Comment on proposed rules 10CFR2,19,20.30, 31,32,34, 35, 30.40, 60.61 A 
70 ro stds for protecllon against radiation 

WILL,L Affiliation Not Assigned AA36-2 06/10/26 Office of tho Secretary of tho 
Commission 1p 61063 041-61663 041 

"92 94280230 Comment on proposed rulos I0CFR2,1 0.20,30,3 1,32,34,35,39,40, 56,61 A 
70 ro slds for protecllon against radiation Opposes rulo 

MAJAUCKAS.G AflllJatlon Nol Assigned AASO 2 80/00/15. Dockoling A Services 
Branch Ip 01862 269 61862 260 

-9204280232 Comment on proposed rules 1 DC FR2, 10,20, 30.3 1,32,34, 3 5, 39,40. 59,61 A 
70 ro slds for protecllon against radiation 

CHAP LICK, J.M. Sierra CIud AA3B-2 86/00/11 Dockoting A Sorvlcos Branch 2pp 
61663163 61863*164 

"9204280233 Comment on proposed rules 10CFR2. 19.20,3 0.31 ,02.34,35.30.40. 50,61 A 
70 ro stds for proloctlon against radiation 

ANDERSON, N Maine, Stale of AA30-2 88/10/30. Dockoting A Services Branch. 
2pp. 61863 001 61863 092 

"9204280234 Comment on proposed rulos 10CFR2,19.20, 39, 31, 32,34,35, 39,40, 69,61 A 
70 ra stds for protection against radiation Opposes rule. 

MACDONALD, B, Affiliation Not Assigned. /VA38-2. 06/09/06. Docketing A Sorvlcos 
Branch Ip 01662 261 61882<261 

"9204280235 Comment on proposed rules 10CFR2.1 0,20.30,3 1,32,34,35,3 9, 40, 50,61 A 
70 re stda (or protoctlon against radiation Opposes rulo 

HUDSON, S Affiliation Nol Assigned AA3&*2 80/08/11 Docketing A Services 
Branch 1p. 61863.165 61863.165 

-920428023B Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32,3 4, 3 5.3 9.40. 60.61 A 
70 ro stds for protectfon against radiation 

SCHADT.WW Georoetown Univ Madical Cenler, Washington, DC. AA3a*2, 06/19/ 
27. Docketing A Sorvlcos Branch. 13pp, 61063.042 61863.054 

"9294280240 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34.35, 3 9, 40, 60,31 A 
70 re slds for prolecilon against radiation Opposes rule 

PATTERSON.G Affiliation Nat Asslgnad AA30 2. 86/00/10 Dockoling A Services 
Branch. Ip 61 862.262*61 8622 82 
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-^204280241 Co/nrianlon proposed rules 10CFR2, 19.20, 30, 3 1, 32,34. 35*39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

* AfflliatJon Not Assigned AA3B2 86/10710 Office of Ihe Secrelary of the Commis- 
sion ip. 61863 129 61663 129 

“9204280243 Comment on proposed rules 10CFR 2, 10^20,30, 3 1,32,34,35, 39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

MOSTEK.I L Affiliation Not Assigned AA38-2 88/06/15 NRG - No Detailed Affiliation 
Given, ip 61863 166-61863 166 

-920428024 S Co-mmenl on proposed rufos 10CFR 2,1 0,20.30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

FARRAR, DL Commonwealth Edison Co AA38 2 66/10/23 CHILK.SJ Office of the 
Secret^ of the Commission 2pp Cl 863 055 61863 058 

“9204280246 CommenI on proposed lules 10CFR2, 19. 20,30,3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

3CHWART2.n AffiliaUon Not Assigned AA3e-2 86/08/12 Docketing & Services 
Branch Ip 61663,167-61863 137 

“9204280248 Connmeni on proposed rules 10CFR2, 19, 20,30,3 1,32, 34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

BRODY.W Amlialion NolAsaigned 50FR5ig92 00611 66/10/12 Office of the Sec- 
retary of ttie Commission’ Ip 61863130 61663130 

-9204280260 Comment on proposed rufea 10CFF 2, 19, 20, 30, 31, 32 ,34.35,39, 40, 60,6t S 
70 re aids for protection against radiation. 

ZAFRIB,J Affiliation Not Assigned. AA3B-2 86/09/11 Docketing & Services Branch 
Ip 61862 263-61862 263. 

-9204260251 Comment on proposed Alias I’OCFR 2, 19, 20, 30, 31 ,32 ,34,35.39, 40, 50,61 & 
70 re stds for protectfon against radiation Opposes rule 

PAULEY, MK. Affiliation Not Assigned AA38-2, 86/08/14 Docketing & Servicos 
Branch Ip 61863.166 61863168 

-9204280254 Comment on proposed rules 10 CFR 2 , 19,20,30,31 ,32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation 

WORTH.E Aflilfalion Not Assigned AA38-2 86/10/15 Office of the Secretary of the 
Commission. Ip. 61883 131-61863.131. 

-9204269256 Comment on proposed rulas 10CFR 2, 19,20,30,31,32,34.35.39,40, 50,61 & 
70 re stds for protection againsl radiation. Opposes rule 

JAMES, Y.S Affiliation Not Assigned. AA3a-2 86/08/14 Docketing & Services 
Branch Ip 61 863. 169-6 1663 169 

-9204280258 Commenl on proposed rules lOCFfl 2, 19, 20, 30, 31 ,32^34,35,39,40, 50,61 & 
70 re slds for protection against radiation. 

LAUSON.NP Affiliation Not Assigned AA38-2 86/10/22. NRC • No Detailed Afhll 
alien Ggven Ip 61663 1 68-61 e63'1 88 

-9204280260 Comment on proposed rules 10CFR 2, 19,20, 30, 3 1,32, 34,35, 39, 4-0, 50,61 & 
70 re slds for protection against radiation Opposes rule 

EVLETH.R M. Nuclear Products Co AA3S-2 86/09/09 Docketing & Services Branch. 
Ip 61862 264-61862 264 

-9204289262 Comment on proposed rulas 10CFR 2, 19, 20,30, 3 1,32, 34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

ANDERSON,!. Affiliation Not Assigned AA3B-2 86/10/27 NRC - No Dolalled Affili- 
ation Given Ip 61863-189-61863 169. 

“9204290263 Comment on proposed ajIos 10CFR2, 19.20, 30, 31, 32.34,35,39, 49, 50.61 & 
70 re aids for protecUon against radiation 

MEEHAN, T Affiliation Not Assigned, AA3e-2 60/10/15. Office of the Secrola/y of the 
Commlsslcm Ip 61863 132-61863 132 

9204260270 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34,35, 39,4 9, 50,61 & 
70 re slds for protection against radiation 

WELLJ. AffilFatkin Not Assfoned AA38-2 86/10/15 Office of the Secretary of the 
Commission. Ip 61863-133-61863:133 

-9294260275 Commenl on proposed rules 10CFR 2, 19,20.30.31,32,34,35,39,40, 50.61 & 
70 re slds for pfoleciton agalnsl radiation. 

• Affiliation Not Assigned AA38-2 66/19/15 Office of the Secretary of Ihe Commis- 
sion 1p. 61863 1 34-61863 134. 

-921)4290279 Comment on proposed rules 19CFR2, 19.20.30,31 ,3 2,34,35,30.40. 50,61 & 
70 re stds for protection against radiation .Opposes rule 

CIARKE.R Albert Einsldn Medical Cenler, Philadelphia, PA. AA38.2 86/00/06 
Office of Iho Secretary of the Commission. Ip. 81863.1/0 61863,170 

“9204261)260 Comment on proposed rules 10CFR2, 19.20,30,31,32,34.35,39,40, 60.61 & 
70 re stds for protection against radiation, 

SHUKIA.S Affilialton Not Assigned AA3e-2 66/10/12. Office of the Secrelary of the 
Com mission tp.61863. 135-61863:135. 

“9204260281 Comment on proposed rules 10CFR2,1 9,20,30,31.32,34,36,39,40, 60,61 & 
70 re stds for protection agafnsi radiation Opposes rule 

CINQUEMANI.D K NJ. S^E^A Alliance. M3B-2 86/09/10 Docketing & Services 
Branch 1 p. 6 1 662-285 61662-265. 

-9204280284 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35.39,40. 50,61 & 
70 re side for protection against radiation. 

ANDERSON AV. Affiliation Not Assigned. AA38 2 86/10/15. Office of the Secretary 
of iheCommissfon. ip. 61863.136 61863:136 

“9204269285 Commenl on proposed rules 1QCFR2, 19,20, 30,31, 32, 34,36, 39, 40, 50,61 & 
70 re stds for protection against radiation .exposes rule, 

EOSON.D.V. Affiliation Not Assigned M3B-2. 66/06/31 Docketing & Servicos 
Branch Ip 61862-266 61862266 

-9204280269 Comment on proposed rules 10CFR2, 19,20.30,31,32.34,35,39.40, 60,61 & 
70 re slds for protection against radiation 

Q100S,V Affillaliort Not Assigned AA38-2 86/10/12, Office of lha Secretary of the 
Commission, Ip. 61863,137-61863:137. 

-92042B0292 Comment on proposed rules 10CFR2, 19, 20, 30.31 ,3 2, 34 ,35,30,40, 50.61 & 
70 re stds for protecllon against radial Ion Opposes rule. 

STUTSMAN, A E. Affiliation Not Assigned, AA38-2 68/09/16, Docketing & Services 
BrarKh, 1p, 61862 267-61862.267 


“9204260293 Comment on proposed rules 10CFR2, 19.20.30, 31 ,32,34,36,39,40, 50,61 & 
70 ro stds for protection against radiation 

* Affiliation Not Assigned AA3B 2 86/10/12 Office of the Secretary of the Commis- 
sion tp 61863 13B 61663 138 

“9204289295 Comment on proposed rules lOCFR 2, 19. 2 0.3 0,3 1,3 2, 34 ,3 5, 39, 40. 50,61 & 
70 re stds for protection against radiation 

WEGST,WF California. Univ of, Los Angeies, CA AA30-2 66/10/30 Docketing & 
Services Branch 2pp 61863 003*61663 004 

—9204280299 Comment on proposed rules 10CFn2, 19,20,30,31,32,34.35,36,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

GULASCH.C Affiliation Not Assigned AA38 2 66/09/10 Docketing & Services 
Branch Ip 61862 268-61862 268 

—9204280301 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39.40. 50,61 & 
70 re stds for protection against radiation 

WILL.n Affiliation Not Assigned AA38-2 86/10/11 Office of the Secretary of the 
Commission tp. 61863 130 61863 139 

—6204280302 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection agalnsl radiation 

MEINHOLD.CB Bfookhaven National Laboratory AA3Q-2 80/03/11 Docketing & 
Services Branch lipp 61863190 61863 200 

“9204280303 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

JOHNSON.MR Affiliation Not Assigned AA3B-2 86/09/00 Dockeling & Services 
Branch Ip 61862 269 61862 269 

“9204200308 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35,39, 40, 50,61 & 
70 ro stds for protection against radiation 

POTTS.T Affiliation Not Assigned AA3B-2 86/10/06 Commissioners (Post 750110} 
Ip. 61063140 61863.140 

“9204280308 Commenl on proposed rules 10CPR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

NESEWICH.N L Affiliation Not Assigned AA3B 2 86/09/09 Dockeling & Servicos 
Branch. Ip 81862 270 61862.270. 

-92(04280309 (Comment on proposed rules t0CFR2.19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

YOUNG.F. Affiliation Not Assigned AA36 2 86/10/09 Office of Ihe Secralarv of Iho 
Commission Ip 61863141 61663141 

-6204280311 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39, 40, 60,61 fi 
70 ro stds for protection against radiation 

JOHNSON, cj South DaKota, State of AA30-2 86/04/10 Dockeling & Services 
Branch 4pp 61863 201-61663 205 

-92(04200316 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

MINNIOH.N R Affiliation Not Assigned AA30-2 66/10/05 NRC • No Detailed Affili 
ation Given Ip 61863 142 61 B63 142 

-9204280319 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds tor protection against radiation. 

RUSSEL, S. Affiliation Not Assigned, AA3Q 2 86/10/06 Dockeling & Servicos Branch 
ip. 61663-143 61063143 

-9204280321 Comment on proposed rules 10 CFR 2 , 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BECK.J Affiliation Not Assigned AA38-2 66/09/10. NRC • No Detailed Affiliation 
Given 2pp 61862.271-01662272 

—9204280325 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,3 2, 34, 3 5, 39 ,40, 50,61 A 
70 ro slds for protection against radiation. 

VENE2IA.C GTE Sylvaola. Inc AA3B 2 86/03/12 Dockeling A Services Branch 2pp. 
61863-206 61663 206 

“9204280339 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39, 40, 50,61 A 
70 re stds for protection agalnsl radiation 

TOOD.WE Slemons Gammasonlcs, Inc AA38.2 86/04/14 Dockeling A Servicos 
Branch 6pp 618.63 207 61663 211 

“9204280344 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50.61 A 
70 ro stds for protection against radiation. 

SKRABLE,K.W. Lowalf, Univ. of, Lowell, MA AA3B-2 68/04/17 Dockeling A Services 
Branch 02pp. 61B63 212 61863 289 

-9204260351 Comment on proposed rules 10CFR 2, 19,20,30,31,32,34,35.39,40, 50,61 A 
70 re Bids for protection agalnsl radialion Opposes rule. 

REIO.D Affiliation Not Assigned AA38-2. 06/00/16 Docketing A Services Branch 
2pp 61863-171-61663 172 

-92-04290353 Contmant on proposed rules 10CFR 2, 19,20,30,31,32,34,35,39.40, 50,61 A 
70 re slds for protection against radiation Opposes rule. 

STAFFORO.OB Affiliation Not Assigned AA38-2. 86/08/16. NRC - No Detailed Affili- 
ation Given. Ip 61863 173 61663 173 

“9204280357 Comment on proposed rules 10CFR 2, 19,20,30,3 1,32 ,3 4. 3 5, 39,40, 60,61 A 
70 re Bids for protection against radiation Opposes rule 

WATERS.M A. Affiliation Not Assigned AA3B.2 86/08/22 NRC - No Detailed Affili- 
ation Given Ip 61063174-61863.174 

“9204290361 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 A 
70 re Bids for protectFon against radiation Opposes rule 

HIFT^H. Affiliation Not Assigned. AA30-2 86/08/18 NRC - No Detailed Affiltalion 
Given Ip 61863 175 61663 175 

“9204290366 Comment On proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 30, 40, 60,61 A 
70 re Bids for protection against radfation.Opposea rule 

CHISHOLM,! Affiliation Not Assigned AA38-2 06/00/19. Docketing A Services 
Branch Ip 61863,176 61863.176 



PITKAT,J Affiliation Not Assigned AA36-2 66/08/20 NRC • No Detailed Alfiliatdon 
Given 1p 61863 177^61863 177 


KALFUL Arfiiiation Not Assigned AAG8-2 86/10/16 Docketing & Services Branch 
ip 61663 1 46 61663 146 


-9204260372 Comment on proposed rules 10CFR2,1 9, 20»30, 3 1.32,34, 36,39^40. 50,61 & 
70 re aids for protection against radiation Opposes rule 

WILUFORD.CC Affiliation Not Assigned AA38 2 86/08/18 NRC - No Detailed Affill 
alion Given Ip 61863 178-61863 178 


-9204260456 Comment on proposed rules lOCFR 2. 19,20,30.31,32,34,35.39,40. 50.61 & 
70 re stds for protGction against radiation Opposes rule 

ATKINSON, M Affiliation Not Assigned /VA38 2 86/10/16 Docketing & Services 
Branch Ip 61863 147 61863 147 


-9204280374 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

REINER.L E Affiliation Not Assigned AA3B-2 66/08/21 NRC - No Detailed Affiliation 
Given Ip 61863 179 61863 179 


-9204260480 Comment on proposed rules lOCFR 2, 19, 20,30, 3 1,32,3 4, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

WILLIAMS,! P Alfiflatlon Not Assigned AA38-2 86/10/13 Docketing & Services 
Branch Ip 61863 148-61863 148 


-9204280375 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JONES.A Affiliation Not Assigned AA38-2 86/08/21 NRC - No Detailed Affiliation 
Given ip 61863 180 61863 180 

-9204280376 Commonl on proposed rules 10CFR2, 19, 20,30,3 1,32,34.35,39,40. 60,61 & 
70 re sids for protection against radiation Opposes rule 

SALACH.T Affiliation Not Assigned AAGB-2 86/08/16 NRC - No Detailed Affiliation 
Given Ip 61863 181-61863 181 

-9204280380 Comment on proposed rules 10CFR2. 19, 20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

YEAST, C Affiliation Not Assigned AA30-2 86/08/22 CLEMENTS, W Docketing & 
Services Branch 2pp 61883 182-61863 183 

-9204280364 Comment on proposed rules 1QCFR2, 10,20, 30, 3 1,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ERICKSEN.D Affiliation Not Assigned AA38-2 86/08/20 NRC - No Detailed Affili 
atlon Given 2pp 61863'104-61863 185 

-9204280386 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MASSINO.W Affiliation Not Assigned AA38-2 86/08/21. Docketing & Services 
Branch Ip 61863 186-61863 186 

-9204280388 Comment on proposed rules 10CFR2, 19, 20.30, 31 .32,34,35,39.40. 50,61 & 
70 re stds for protection against radiation 

HELLMAN.J Affiliation Not Assigned AA3B-2 86/08/20 Docketing & Services 
Branch Ip 61863187-61863187 

-9204280395 Comment on proposed rules 10CFn2, 19,20, 30,3 1,32,34,35, 30,40, 50,61 & 
70 re stds for protection against radiation Supports rule 

MILLIS.N L Baltimore Gas & Electric Co AA38-2 86/04/21 Docketing & Services 
Branch 22pp 61863 332-61863 352 

-9204280405 Comment on proposed rules 10CFR2, 10, 20, 30,31, 32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SINCLAIR.M Sinclair, M R AA38 2 86/04/23 Docketing & Services Branch 2pp 
61663 353-61663 354 

-9204280415 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,36,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

MOTT.M Affiliation Not Assigned AA30-2 86/04/23 Docketing & Services Branch 
Ipp 61863 355 61863 355 

-9204260419 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,3 5,30.40, 50,01 & 
70 re stds for protection against radiation Opposes rulo 

* Affiliation Not Assigned /VA38-2 86/10/16 Docketing ^ Services Branch Ip 
61863 144*61863.144 

-9204260424 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34,3 5, 39,40, 50,61 & 
70 re stds for protection against radialion Opposes rule 

WARSH.HE Affiliation Not Assigned AA3B*2 86/04/23 Dockoling & Services 
Branch Ipp 61803.356 61863.356 

-9204280426 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 3 5,39,40, 50,61 6 
70 ro stds for protection against radiation 

KOCHER,DC Affiliation Not Assigned AA3G-2 86/04/02 Dockoling & Services 
Branch lipp 61863 290-61863 209 

-9204280431 Comment on proposed rules 10CFR2,1 0,20, 30, 3 1,32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation, 

BERTELUR International Inslltulo of Concern for Public Health. AA38-Z 06/04/07 
NRC - No Detailed Affiliation Given 12pp. 61663 300-61663 311 

-9204280433 Comment on proposed rules 10CFR2, 19,20,30,31, 32, 34 ,3 5, 39.40, 50,61 & 
70 re stds for protection against radiation 

ORESCHER.R Affiliation Not Assigned. AA30-2 66/10/17 Office of the Secretary of 
the Commission Ip 61083 145-61863 145 

“9204280436 Commont on proposed rules 10CFR2.10,20, 30,31, 32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation. 

LERNER.M S U.S, Postal Service AA38-2 86/04/30. Docketing & Services Branch 
1p. 61803'312-6ie63 312 

-9204280440 Comment on proposed rules 10CFR2, 19*20,30, 3 1,32, 34,3 6,3 9, 40, 60,61 & 
70 re stds for protection against radiation 

KAMEN.S Affiiiation Not Assigned AA38-2 66/04/22, Office of the Secretary of the 
Commission 2pp 61063*313 61863 314 

-9204280441 Comment on proposed rules 10CFR2,1 9.20.30,31 .32.34,35,39,40, 60,61 & 
70 re stds for protection against radialion. 

0AUM,JW Brook haven National Laboratory AA38-2 86/04/11 Docketing & Serv- 
ices Branch 5pp 61863*357-61863 361 

-9204200447 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39,40, 60,61 & 
70 re aids for protection against radialion Opposes rule 

MICHAEL.B Affiliation Not Assigned AA3B-2. 86/09/ IB Office of the Secretary of 
the Commission Ip. 61663 315 61663.315. 


-9204280465 Commant on proposed rulos 10CFR 2, 19, 20, 30, 31 ,32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MELILLO.O Affllialtor) Not Assigned AA38 2 66/09/16 Office of the Secretary of the 
Commission Ip 61863 316 61863 316 

-92042804B6 Comment on proposed rules l-OCFRZ. 1 9.20.30,31.32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation 

SEAGRAVES.S Affiliation Nol Assigned AA38-2 06/10/13 Office ollhe Secretary of 
the Commission 1p 61863 149-61063 140 

-9204280460 Comment on proposed rufos 10CFR2,1 9.20, 30,3 1,32,34, 35, 39.40, 60,61 & 
70 re stds for protection against radiation Opposes njle 

DIEDRICH.C J Affiliation Not Assigned AA38-2 86/09/19 Office of the Secretary of 
the Commission Ip 61863 317-61663 317 

-9204280477 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 3 4,35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rulo 

COHEN.O J Afflllalion Nol Assigned AA3a 2 86/09/19. Offee of tho Secretary ol the 
Commisslo n. 1 p 6 1 663 31 8 6 1 863 3 1 0 

-0204280479 Commont on proposed rules 10CFR2, 19, 20.30,31, 32, 3 4, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation 

• Affifiation Not Assigned AA3a 2 0690 66/10/14 Docketing & Services Branch Ip. 
61863 150-61863 150 


-9204260483 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32 ,34 ,3 5, 3 9, 40, 50,61 8 
70 ro stds for protection against radiation Opposes rule 

BUCHANAN.S Affiliation Nol Assigned AA3a-2 86/04/23 Dockoling & Services 
Branch Ipp 61664 002*61664 002 


-9204280484 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35>39,40, 50,61 & 
70 ro stds for protoclion against radiation 

QUINN.SM Affiliation Not Assigned AA3B-2 06/09/12 NRC • No Detailed Affiliation 
Given Ip. 61863 316 61863 319 

-*9204280466 Comment on proposed rules 10CFR2, 19,20, 30,31, 32,34,35,39,40, 50,61 & 
70 ro stds for protoclion against radiation ^ ^ 

CHAPLICK.JM Affiliation Not Assigned AA38-2 86/09/13 OocKoting & Services 
Branch Ip 61063 320 61663 320 


-9204280489 Commont on proposed rules 10 CFR 2 , 19, 20, 30,3 1,32, 34,35,39,40, 50,61 & 
70 re stds for protection ogainst radiation ^ , 

SULLIVAN.MR Aflilialion Not Assigned AA3B-2 86/09/06 Docketing & Services 
Branch Ip 61863 005 61863 005 


-92042B0491 Comment on proposed rulos 1 0CFR2, 10,20,30,31,32.34,35,39,40, 50,61 & 
70 ro stds for protoclion against radiation Opposes rule 

WALSH, M J Afflllalion Nol Assigned AA3fl-2. 06/04/28 NRC • No Dolallfid Afflllalion 
Given lOpp 61064 003 61064 012 


-9204280497 Commont on proposed rules 10 CFR 2 , 19,20, 30,3 1,32,34, 35,39, 40, 50,61 & 
70 re aids for protection against radiation 

CHABOT,G E Lowell, Urriv of. Lowell, MA AA38-2 86/04/22 Docketing & Services 
Branch 5pp 61864 013 61064*018 


-9204280498 Comment on proposed rules 10 CFR 2 , 19, 20, 30, 31 ,32,34,35,39,40, 50,61 &. 
70 ro sldB for protoclion against radiation. 

DRAGDON.P.W Governor Dummer Academy, Byfield, MA AA38 2 86/09/19 NRC - 
No Detailed Afflllalion Given Ip 61863 321 61663 321. 


-9204280502 Comment on proposed rules 10 CFR 2 , 19, 20 ,30, 3 1,32 ,34, 3 5, 3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

POLEHN.J.L Afflllalion Not Assigned AA3B-2 68/05/01 Docketing & Services 
Branch. 23pp 61684 019 61804*040 


-9204280506 CommOinl on proposed rulos 10CFR2, 19,20,30,31 .32,34,35,39,40. 50,61 & 
70 ro Bids for proloctlon against radiation . ^ 

BRANDT.R J BelWohem Steel Corp, AA3a 2 88/04/25 Olfico of the Secretary of 
1 ho Commission 7pp 61084.041 61664 047. 


-9204280609 Comment on proposed rules 10 CFR 2 , 19 , 20,30, 31, 32,34,35.39, 40, 50,61 & 
70 re sids for prolacUen against radialion Opposes rulo „ « , 

NIKKILA.AM Affiliation Not Assigned AA30-2 86/10/14 Docketing A Services 
Branch Ip 61863*151-61863 151 


■9204280510 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 ra stds for protoclion against radiation Opposes rule 

NEMETHY.E Ecology/Alert. AA3B-2 80/04/29 Docketing & Services Branch 1pp. 
61864 048*61864 048 


-9204260S11 Commont on proposed rules 10GFR 2, 19, 2 0,30, 3 1,32, 3 4, 35,39 ,40, 50,61 & 
70 re stds for protection againist radiation 

DIEDRICH.C J. AffI Hatton Nol Assigned AA3a-2. 06/09/19. Office of tho Secretary of 
the Commission Ip 61863 322-61063 322, 


-9204280450 Comment on proposed rules 10 CFR 2 , 19, 20,30, 31 ,32,34,36,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

MCCORMICK.B. Affiliation Nol Assigned, AA38-2 80/04/21. Docketing & Services 
Branch Ipp 61864*001-61864*001 


■9204280516 Comment on proposed rules lOCFR 2, 19, 20,30, 3 1,32,3 4, 35,39,40, 60.81 & 
70 re sids lor protection apolnat radialion , , , » 

SPRUNG.BL Affiliation Not Assigned 50FR51992 00633. 86/10/14 Docketing & 
Services Branch Ip. 61663,152-61863*162 


362 NONDOCKETED ITEMS 


-•9204281)517 Comment oji proposed rules 10CFR2,19,20.30,31,32,34,35,39,40. 50.61 & 
70 re sids for protection agatnsi radiation Opposes rule 

MICHAEL.B Affiliation Not Assigned AA3a-2 86/09/18 Office of the Secretary of 
the Commission Ip 61863 323-61863 323 

-92O420O5T8 Comment on proposed rules 10CFR2, 19, 20. 30, 3 1,32,34, 35, 3 9, 40, 50.61 & 
70 re stds for proteclion against radiation Opposes rute 

SALT2WAN.D Affiliation Not Assigned AASa 2 66/05/02 NRC • No Detailed Affili 
alien Given 2pp 61864 049-61864 050 

-9204280519 Commanl on proposed rules lOCFR 2,1 6.20. 30,3 1.32,34, 35,3 9, 40, 50,61 & 
70 re stds for protection agajnst radiation Opposes rule 

COHEN, DJ Affitialton Not Assigned AA3B-2 86/09/19 Oftice of the Socrolary of the 
Commission Ip 61863 324 61663 324 

-9204280529 Comment on proposed rules lOCFR 2, 19.20.30, 3 1.32, 34, 35, 3 9,40, 50,61 & 
70 ro stds for protection against radiation 

QUINN, SM Affiliation Not Assigned AA36 2 66/09/12 NRC No Detaitod Affiliation 
Given Ip 61663 325-61863 325 

-9204280522 Comment on proposed rutos 10CFR 2,1 9,20, 30,3 1,32.34, 35,30, 40, 50,61 & 
70 ro stds for protection against radialcon Opposes rule 

DAY,E 0 Affiliation Not Assigned AA38 2. 86/04/30 Docketing & Services Branch 
3pp 61BB4 051-61 864 053 

-9204280523 Commenlon proposed rules 10CFR 2, 19,20, 30, 3 1,32.34.35. 39.40, 50.61 & 
70 re stds for protection against radiation Opposes rute 

GOLD.W J Affiliation Not Assigned AA38 2 86/04/30 Docketing & Services Branch 
ipp 61864 054-61 D64 054 

-9204280524 Commeni on proposed rules 10CFR2. 19, 20,30,3 1,32, 34, 35, 39.40. 50.61 & 
70 re stds for protection against radiation 

SAR0ANES.PS Sonalo, Banking, Housing & Urban Affairs AA38-2 06/09/12 NRC- 
No Detailed Af filiation Given 3pp 61863 326-61863 32B 

-9294280525 Comment on proposed rulos 10CFR2.1 9,20.30, 31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not As-signed AA3B>2 86/09/18 Office of the Secretary of the Commis- 
sion Ip 61863 329 61863 329 

-5204200526 Comment on proposed rules tOCFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HARLAN.P A6i[ia1lon Not Assigned AA3B-2 86/09/22 Office oflhe Secretary ol the 
Commission Ip 61863 330-61863 331 

-9204290024 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for pfotection against radiation 

CIAQETT,K Affiliation Not Assigned AA3B-2 86/09/16 Docketing & Services 
Branch Ip 61864 069 61864 069 

-9204290028 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re sids for protection against radiation 

CARV,M L Affiliation Not Assigned AA38 2 86/00/22 Oockelrng & Services Branch 
Ip 61864 070 61664 070 

-9204290047 Comment on proposed rules 10CFR2, 19.20,30,31,32,34.36,39.40, 50,61 & 
70 re stds for protection against radiation 

MORRIS, J Affiliation Not Assigned AA3a-2 86/09/12 Docketing & Services Branch 
Ip 61664 071 61B64 071 

-9204290061 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,36,39,40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY.E Affiliation Not Assigned AA38-2 86/10/15 Office of the Secralar/ of 
tho Commission Ip 61664 121-61864 121 

-9204290052 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,36,39,40, 50,61 & 
70 re stds for protection against radiation 

MOORE.I Affilialton Not Assigned AA3& 2 88/09/23 Docketing & Services Branch 
Ip 61864 072 61864072 

-9204290053 Comment on proposed rules t0CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re sids for protection against radiation Opposes rule 

KODNER,JL Kodner, JL AA38-2 86/05/01 Docketing & Services Branch Ipp 
61864 055-61664 055 

-9204290055 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY.CJ Affitialjon Not Assigned AA3B-2 86/10/15 Office of Iho Secretory of 
the Commission Ip 61864 122 61864 122 

-9204290057 Comment on proposed rules 10CFfl2, 19,20,30,31 ,32,34,35,39,40, 50.01 & 
70 ro stds for protection against radiation 

ALISON, L Affiliation Not Assigned AA3e 2 87/09/14 Dockelinn & Sorvicos Branch 
Ip, 6 1804 073 61864 073 

*9204290081 Comment on proposed ruJes 10CFR2, 19, 20.30,3 1,32,34, 35.39,40. 50,61 & 
70 re stds for protection against radiation 

REED.R P Affiliation Not Assigned AA3a'2 86/09/ IB Dockoling & Services Branch 
5pp, 61064 074 61064 076 

-9204290065 Commonl on proposed rules 10CFR2,1 9. 20.30, 31 ,32,34,35,39,40, 50.61 & 
70 re stds for prolection against radiation 

HILL-WHtlTON.N Affiliation Nol Assigned AA38 2 06/09/25 Docketing & Services 
Branch, 1p 61864 079 61864079 

-9204290067 Comment on proposed rules 1QCFR2, 19,20,30, 3 1,3 2,34,35,39,40, 50.61 & 
70 re stds for protection against radiation 

BROWN ,C M. Affiliation Not Assigned AA38-2 86/09/26 Docketing & Services 
Branch, Ip 61864 080 61864 080 

-9204290069 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35.39.40, 60,61 & 
70 re stds for protection against radiation 

NEWELL, PR Affiliation Nol AsslgneiJ AA36'2 86/09/22, Docketing & Services 
Branch Ip 61864 981 61864,081 

-6294290073 Comment on proposed rules 10CFR2. 19,20,30.31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

MARTINIAK.A Affiliation Not Assigned AA3B-2 86/09/09 Docketing & Services 
Branch Ip, 61664 082 61864 082 


-9204290075 Comment on proposed rules 10CFR2, 19,20, 30. 31, 32, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation 

REILLY.EH Affiliation Not Assigned AA3Q-2 86/09/24 Docketing & Services 
Branch 2pp 61064 083-61064 084 

-920429007B Commeni on proposed rulos 10CFR2, 19.20, 30, 31, 32,34,36, 39,4(>, 50,61 & 
70 re sids for protection against radiation 

3AMUELS.SW AFL-CIO AA30-2 86/10/03 NRC • No Detailed Affiliation Given 
2pp 61B64 123 61064 124 

“9204290000 Commeni on proposed rulos 10CFR2, 19.20.30.31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

6URKE.S Affiliation Not Assigned AA3B-2 86/09/26 Docketing & Sen/Ices Branch 
Ip 61664 085 61864 085 

-9204290081 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ERLANDER.RH Gibson Erlander, Inc AA3a*2 86/05/01 Docketing & Services 
Branch Ipp 61864 056 61864 056 

-9204290083 Comment on proposed rules 10CFR2, 19, 20. 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

PRIMO.J P Affiliation Not Assigned AA3Q-2 86/09/29 Docketing A Services Branch 
ip 61864 086 61964 086 

“92042900B7 Comment on proposed rules 10CFR2, 19, 20,30, 31. 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

PRINCE.A Affiliation Nol Assigned AA3D-2 86/09/29 Docketing & Services Branch 
Ip 61864 087 61864 087 

-9204290090 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule 

PATTON, G A Santa Cruz, CA AA3B*2 86/04/29 Dockoling & Sorvicos Branch 2pp 
61864.057 61864 058 

-9294290093 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35,39, 40, 50,61 & 
70 re Sids for protection against radiation 

GERBER.J Affiliation Not Assigned AA38 2 86/10/07 Office of the Secretary of the 
Commission. Ip 61 864*1 25-01 864 125 

-9294290095 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,39, 40, 50,61 &. 
70 re stds for protection against radiation 

HOLLAND.RT Affiliation Nol Assigned AA3B-2 86/09/23 Docketing & Services 
Branch Ip 61864 088 61064 0B8 

-9294290096 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35,39, 40, 50,61 & 
70 re sids for protection against radiation 

WILL.D Affiliation Not Assigned AA38 2 66/10/12 Office of the Secretary of the 
Commission ip 61664 126 61864 126 

-9294290090 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELCH.M Redwood Alliance AA38 2 B6/04/29 Dockoling & Services Branch 6pp 
61864 059 61864 064 

-9204290099 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

GIORGI.FJ Affifiation Not Assigned AA3a-2 86/09/24 Docketing & Services 
Branch tp 61864 089 61864 089 

-9204290101 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34.35,39, 40, 50,61 & 
70 re stds for protection against radiation 

HALBERG.G P Affiliation Not Assigned AA30-2 86/10/12 Office of the Secretary of 
the Commission Ip 61864 127*61864 127 

-9204290102 Comment on proposed rules 10CFR2. 19,20, 30,3 1,32,34,35,39, 40, 50,61 i 
70 ro stds for protection against radiation 

KARPEN.Lfl Affiliation Nol Assigned AA38 2 86/09/26 Docketing & Services 
Branch ip 61864 090 61664 090 

-9204290104 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 4 
70 re stds for protection against radiation Opposes rule 

TANASE.J Affiliation Not Assigned. AA38-2 86/05/03 Docketing & Services Branch 
Ipp 61664 065 61064 065 

“9204290105 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35, 39, 40, 50,81 & 
70 re stds for protection against radiation 

• Affiliation Not Assigned AA38 2 86/10/15, Office of the Secretary o1 the Commis- 
sion Ip, 61864.128 61864 128 

-9204290109 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34,35, 39, 40, 50,61 4 
70 ro stds (or protection against radiation Opposes rule 

SAEMANN.J Affiliation Not Assigned AA38 2 86/05/05 Docketing & Services 
Branch Ipp 61864 066 61664 066 

-9204290112 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35, 39,40, 50.81 4 
70 re stds for protection against radiation Opposes rule 

LADD, I Affiliation Not Assigned AA3Q*2 86/05/06 NRC - No Detailed Affiliation 
Given 2pp 61664 067*61864 066 

“9204290117 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50.81 4 
70 re stds for protection against radiation 

CHRISTIANO.T Affiliation Not Assigned AA3B*2 86/10/15 Office of the Secretary of 
the Commission Ip 61864 129 61864 129 

-9204290132 Comment on proposed rules 10 CFR 2 , 19 , 20 , 30 , 3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCCULLOM.W Affiliation Not Assigned AA38-2 86/10/14 Office of the Secretary of 
the Commission Ip 61864 1 30-61864 130 

-9204290136 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35,39,40, 50.61 4 
70 re stds for protection against radiation Opposes rule 

WELLMAN.GA Affiliation Not Assigned AA3B*2 86/10/15 Office of tho Secretary of 
the Commission. Ip 61B64’131*61864 131 
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-92042^0 144 r-r .ck.;i j r j iCCr?i2 l j It '2 '’t -5541. £►'''^5 4 

70 re s.’ u [Tik ' -n r:; ra: a* -n 

SEFUL'^tCAV Af' 1' r. Nil A:.,jy'cd Wi 2 ^j'l 3'21 A !! r,rci 

B.ar..;h Ip ei^*' 4 *,31 aicpi C JT 

-920429014% i.-.- t,.-? r,n p’:c<-C'J r* i& Fn2 n 20 '-0 31 'J 34 : 4 :. ^i (>, 4 

7 3 re i "i ff'* .n ?j.a.ri! re ' 1 * in OppCl>‘3 r.' > 

DALTOCA A' 1' on Ni* A5- J AA''i2 '' "..e c' r.j * -y lT 

Ccr-r*.iicr> Tp 616^4 134 61504 1 >a 

-9204290147 on piLpo'^C'^J ro .S I0*:rr2,l9 jO 31 i3 34 ": *>3 4} f'i Oi & 

70 re sr.ls f'l cri.'e\,'-jn eoa^rsi r%rt 3‘ in 

RAVN S S A't a „n Nci Astcrie-O AA16 2 62j"rV4.y "<j 4 5, Tigris 0''i'>r 

ip 61 &64 c 32 61664 032 

“92042S01-52 Cin-.fTKrt c-n pirp-D5»*'’1 ruilj iC-C-no 19^:0 50 31 32 34 37 3j 4J t j *-1 A 
70 ro 5t Ji fDr prL’eiton a^anet raJuS'.on Opp-is? 3 

S'VKiNa A Af ,avn N3t Ass.,r.:d AA33 2 66/10. 17 Ot^ :e c* tr-e cF tM 

Ck-rrrsijcnj ip 61664 125 61664 135 

-9204290155 Ccr-,*-,.:ri on pcpoie-l ru’ci 1OCF02 19 20 ?o 31 '’2 34 ‘5 39 43 5 j61 A 
70 re s*l3 for pTt^ xton eja.r*s: ra lai on 

SALITAN L f Cc'r'tf fjr A Tood P,,vafin f-,<: AA33 2 86/09/13 D\xl»&*'r.g 5 
Serrtic’^ Erarrih Ip 61664 093 61664 093 

-9204290157 Ccr^rwrJ on proposed rules 1CCFR2 19 20 30 3 1 32 34 C5 39 40. 50 61 A 
70 re s'ia ‘cr pro’ecion eg ansi rad' von 

FOSERTSONE A^f/iicn fi. l A33ig.ne:l AA36 2 86(09/25 Drrrc'nn A Servicci 
Siarx^ Ip 61664 «‘r94 61664004 

-■9204290160 Ciirr.cn! on proper J ru'ea 10CFR2,19 20 39 31 32 54 3:39 4:3 50 61 A 
70 re sUs Tor pfc.t&c'icn eginsi rad y 

GUNSEIMANDJ A^‘.atC'n Noi Assgned AA^g 2 Et(09f29 Doi-eVg A S©r,k<3 
8/ar.ch ip 61 864 005 61864 095 

-9204290165 Conm^r,! on prppised rutce 10CFR2,19 2D 30 31,32 34 35 33 40, S0 6i A 
70 re s’d3 fer pic’c-cLon egarst radaijon 

GiTCHELBA Afr la^on Fiit Assigned AA33 2 66'03'24 Oo:^ti.n.g A S-ervrees 
Branch ip 61664 09^^61664 0>6 

-9204290169 Comrneni on proposed ru'es lOCf 02 1 9 20 50 ai, 32 34 35 39 40, 50 61 A 
70 re St Js •for protecton aga.nst radiation 

SMfTHfO'iVN M W Ar'leton Not Ass-aned 50rfl5l 932 00666 66/03 '30 CtKke’r.g 
A Ser, aces Branch ip 61664 037-61664 097 

-9204290172 Cor-r^nl cn pr^pOKd ru'es 10CFR2 19 T'D 30 3l 32 34 33 39 40, 50 61 A 
70 re etds tcir prote:*'Cin aga.rsi radiaticn 

LADRADOF T E Aff'ajon Nci Asiigned AA3S2 66/C 9 '30 Dccl'trtng A Semcea 
Branch ip 61664 09? 61864 036 

-9204290175 Cor jnerl on proposed ruth’s 10CFR2 19 20 30,31.32 34 55 33 40 5-3 61 A 
70 re sMs for preteetpn agiTSl rad.al.cn 

EDWARDS FH AWiaison Not Assigned AA33 2 66/10(02 Dx+eing A Sor/Kes 
Branch ip 61664 099 61664 059 

-9204290183 Corrmenl on propc:^ ruSes 10CFR2 19 20 30 3 1 32 34 35 33,43, 50 61 A 
70 re sUH Tor pro’ll on against fadial.cn 

COCHRAN H Aff.la'ion Nat Assigned AA36 2 &6/03(29 D^x^otir^9 A Ser.ney 
Branch 3pp 61864 IDO-61664 102 

-920429Q184 Commeni on propose'J rules lOCFfi2 19 20 30 3 1 32 34 3 5 39 49, 50 61 A 
70 ra a’d$ for pfoi&ct-cn agar.st radiatwn Opiposes rule 

TURNER G A ff nation Not AssiQrved AA36 2 66/10/17 Office of the Secretary cf tho 
Corrmss-cn fp 61664 136 61864 136 

-9204290186 Comnent on proposed ru’es 10CFR2,19 20,30 31 32 34 35 33 40 50,61 A 
70 ra s’ds lor protecticrr aga.nst radsa’^on Opposes rUe 

LAPP1N B AM (nation Not Assigned AA38 2 66/10/17 Offca of the Seaetary ct the 
CofTvniSA.on ip 6 T 864 137-61864 137 

-92042901 90 Cofr,menl on proposed rules 10CFfl2. 19 20 30 31,32 34,3539,40. 50 61 A 
70 re &t<H Tor pro*€>cbon a^inst radsal-on Opposes ru>e 

* AffiliaiDon Not Ass^oned AA33 2 66/10/17 Office of the Soaetary of the Conm.s 
SiOn Ip 61864 13a 61664 136 

-920429C195 ComrYvenl on proposed rules 10CFR2,19 20 30 31 32.34,35 39 40, 50 61 A 
70 re &t4s for proiecbon aiainsi radiat;on 

ZEIQIEW W Affi^iahon Not Ass.grK>d AA38 2 86/10/15 Office of tho Secretary o1 
the Cofnrrjssion tp 61B64 146 61864 146 

“9204290200 CcmrT>enl on proposed rufos 10CFR2J9.20 30.3 1 .32,34 35 39,40 50 61 A 
70 ro stds for pro'ecton against radafeon 

VAUDtNt M Affi/iatton Not Assigned AA38 2 06/03/29 Oockesng A Sef.«ces Branch 
4pp 61664 103^1664 106 

-9204290202 Cen'^ment on proposed rules 10CFR2,19.2030,31.3234 35 39 40 60 61 A 
70 re stits for pfoiactkjn aoaimt rar^bon Opposes rUo 

STAPtETOH,! Aff^bon Not Assionod AA3^2 80/10/07 Office o! the Secretary of 
Mw Cofr»m«io.c>n ip 61664 148-61664 148 

-9204290206 Corr'rnont on proposed ri^ 10CFft2.19.20 30.31 3234 35 39 40 5061 A 
70 re stsets for proteebon against ra*ai>on 

YOUNGER P AtfiJiaton Mol Assgned AA3d 2 86/10/03 Docketing A -Servicea 
Branch Ip 6 T 664 107*61864 1 07 

-92042902<^ Conwent on proposed nAes 10CFR2 19.203031.3234.35 39,40. 50,61 A 
70 re sbds for pro^bon rac^tion 

HORNUNG.T AflSabon Not As&^ied AA38 2 86/10/11 NRC - No Oelaited AMj!h 
a«»nGfven Ip 61864 149-61864 149 
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-9204290223 -t cn prcf. . fw. .3 lCi' FPt? U i1 32 34 35,39,40, 50,61 A 

7ij '0 5*33) rfr \ ni r jn 

Cl.ACI'Et.Fnt R A"- V?n T* 1 A:i,.gr.c1 1 jFfol a:*,: Cv5 /% 65/10/03 Docketing A 
Si^r.v.r J p sTtm Ip 61=64 111 616^.4 111 

-9204290225 Cir^ncri nn pcp.iici rj'-s 10«“FR2 M cO jO 31 32 34 35,39,40, 50,61 A 
ro itj s’^j p/o*:- ti n fl IT fit ia7.i*vn OppliCS rVe 

STAPLETON S A^ ' V in N^l A usgnc 1 AA"-:J 2 66 ' * 0 'OT Office ot lha Secretary of 
'heO'fh'ns lOn tp 61664 15261664 152 

“9204290227 CoT-ne-^l rn propi-^.d ru'tS lC-CFrt2 19 20 30 3 1 32 34 3 5 39.40, 50,61 A 
70 TQ s’Ij fnr pr:**."- :.*> a^a n.t raijia* in rif poses rut*a 

MOS^*^ AM„a*''n N,/ jned A A 55 2 68 M3 '20 t>*<l'€tng A Scrvicos Branch 
Ipp 61564 14'3 616'^*4 140 

“9204290229 Ccn,*’. n- on frpp^s'Vd ru-ia lOCFR? 31 32,34.35,39.40, 50,61 A 

70 ro sMi fer pfuhi.hm a;3i nil ra7.ai on 

HELtvj AiV.ViC'i N'j A^‘ ^-*00 AjA38 2 E6/0>'26 Dxife’rtg A Services Branch 
Ip 61564 11261964 112 

“9204290230 Cc'T''*’icr: on prepe s€d ru^t-S 1C'CFR2 19 2Q i0,1l 32 34 35,39.40, 50,61 A 
70 fj stds fir pfuTc-c^'-'n aga r at radaion Opposes rule 

STAPLETON JT Atf'.anon Not A5V3n*:d AA36 2 86/10 07 Q^fjce of the Secretary 
cl tTrti Cirr.rrrj;.. un Ip G16€ 1 1 53 61664 1 51 

“9204290232 Gcn'r cnl cn propvir d ru’C'» 1 CVyFH2 19 20 30 3 1 32 34 35 39.40, 50,61 A 
70 re •'’as fi.r piL’*j'ron aga-nsi ralaien Opposes rale 

EUnUNG GY/ A’ I' V 3(1 Not Ass-gned AA58 2 66/10/14 0^‘,ce of the Secretary of 
ineOT'T.'Sicn Ip 61984 154 61684 154 

“9204290235 Cc-rnTiont cn proposed ru'€3 10CFR2 19 20 50 31 32 34 35 39,40, 50,61 A 
70 re s'Ji tor prate,. tun agi^n.t ra’'5’‘.i:n Opposes rut-T 

nUNNiONM /'♦nation Ncl Assigned A.A'i? 2 S6M0/2e Docketing A Services 
Prarrih ipp 61664 141 61664 141 

“9204290237 Con-icr.t on proposed ru'tS 1 0CFR? 19 20 30 31,32 34 35,39,40, 50,61 A 
70 re sMs fer prci0ct(on against radia* on 

OWENS M AffiU'nn Nut Assiijr.ed AA33 2 88/10.07 Oocketng A Servwes Branch 
ip 61864 11361364 113 

“9204290230 Comrncnl on proposed ru’es tOCrR2, 19 20 30 31,32 34 35,39,40. 50,61 A 
70 re stda lor prelection against radiation Ofoosea ru'e 

GOLANDRA.A Aff/ia‘'on Ncl As^>»gnfd AA38 2 e6M0/t4 Office of tho Secretary of 
Ihe Corrrnission Ip 61664 155 61864 155 

“9204290240 CorTrnenl on proposed njias 10CFn2, 19 20 30, 3!, 32 34 35,39.40, 50,61 A 
70 re stds for protection agarnst radiation Opposes rule* 

RICHARDSON P Atfilalion Not Assigned 56rR23560 86/09/09 Docketing A Serv- 
ices Branch Ip 61863 006-6 1863 006 

“9204290244 Commerl on proposed rules tCX:FR2 19 20 30 3 1 32 34,35,39,40, 50,61 A 
70 re stds for protection against radiaum Owx^sea rule 

FOA H A Af",a*on Not Asc^igned AA38 2 66/10/20 DockeMvg A Services Branch 
Ipp 61864 142 61864 142 

-9204290247 Commer:! on propcsed rules 10CFR2 t9 20 30 31 32,34 35 39.40, 50,61 A 
70 re sids for protection against fad>alon 

aOERRlGTERE Affiliaton Not Assigned AA38-2 86/10/20 NRC * No Detailed Af fill* 
abonGiven tp 61864 156-61864 156 

-9204290249 Comment on proposed rules 10CFR2,19 20.3«3.31 3234.3539.40, 50,61 A 
70 r® sfaJs for protection a^nsl radvatioo Oppose n/e^ 

• AK/latJOn Not Assioried 56FR23360 86/09/16 Dock^tang & Services Branch Ip 
61 863 007-6 1663 007 

-9204290262 Comment on pripppsed rules 10CFR2 19 20.30 31,32,34,35 39,40, 50.61 A 
70 re stds for prolechon against fa<iaton Opposes rUo 

O'NEIL R A Affiliation Not Asssgned AA38 2 86/10/20 Docketing & Services 
Branch Ipp 61864 14361664 143 

-9204290257 Comment on proposed rules lOCf R2,19 2030 31 3234.35,39,40, 50,61 A 
70 re stds for protecton against radiatjon Opposes rules 

STRAW JB Affihatioo Not Assigned 56FR23360 86/09/02 Docketing A Services 
Branch Ip 61863 00661663 0^ 

-9204290250 Commenl on propoiod rules l0CFfl2,t9 20 30 31 32,34 35.39,40, 50,61 A 
70 re side for protection aga.nst radrabon Opposes nie „ 

ONE^L.FE Atf^abcm Not Assigned AA38 2 86 '10/20 Docketing A Services Branch 
ipp 61864 144 61864 144 



364 NOMDOCKETED ITEMS 


>9204290265 Commont on pfopoaed rules tOCFR 2,1 9,20, 3 0.3 1.32,34 ,35.39 ,40, 50,61 & 
70 ro stds for prolecllon agalnsl radialioo Opposes rule ^ ^ 

LEWANSKI.J Affiliation Nat Assigned AA3B 2 86/10/14 Dockeiing & Soivicaa 
Branch 1pp 61664145^61664146 


-9204290352 Comment On proposed rules 10CFR2,1 9,20,30.31.32,34 35,39,40, 50.61 & 
70 ro aids for proleclion against radiation Opposes rule 

SCHNEIDER.C House oi H©p 86/08/19 ZECH.LW Commissioners (Post 

750119) ipp 61864 171-61664 171 


-9204290273 Comment on proposed rules lOCFR 2, 19, 20, 30, 3 1.32,34,35,30,40, 50,61 & 
70 re aids for prolecllon against radialion . ^ . 

ROSE.WT AiftlJQlion Not Assigned AA3B-2 66/10/10 Office of Oio Secretary of the 
Commission. 1p 61064 157 61.064 157 


-9204290357 Comnnenl on proposed rules 10CFFI2.1 9,20,30,31,32,34.35,39.40, 50,61 & 
70 ra aids for protection against radiation 

SGHROEDER.H A Affiliation Not Assigned AA38 2 86/09/02 NRG - No Detailed Af- 
W^alw Giver? Ip 61864 162-61664 16? 


-92 042 9028 3 Commont on proposed rules 1 0CFR2. 19,20.30,31, 32 ,34..35,39,40, 50,61 & 
70 re stds for proleclion against radiation 

AVERY Aflihallon Not Assigned AA3B-2 06/10/20 Office o1 ihs Socrotary of the 
Commission 1p 61664:150-61064 150 

-^920 4 290296 Comment on proposed rules 10CFR2,1 0,20.30.0 1 .3 2, 34.35,33.4 O, 50.61 & 
70 re stds for protocUon against radialion Oppose rules 

M^LIILO.D Affiliation Not Assigned 50FR51992 66/09/10 Docholmg & Services 
Branch Ip 61063 003 61663 009 

—9204290297 Commenl on proposed rules 10CFR2.1 9,20,30,31,32,34.35,30.40, 50,61 & 
70 re stds for protoclion agelna I radiation ^ .n. 

BISHOP.DA Affiliation Nol Assigned 56FR23360 06/09/09 Docketing A Services 
Branch 2pp 61863,010 61663 011 

-9204290301 Commor^t on proposed rules 10CFR2,1 0,20,30.31 ,32,34,35,30,40, 50,61 & 
70 re sids for protection against radiation Oppose rules 

• Affiliation Not Assigned 56FR23360 86/00/10 DocketmQ & Services Branch Ip 
61863 013-61663 013 


"9204290303 Commenl on proposed rules tOCFR2, 19, 20,30 ,31 *32, 34, 35,39,40, 50,01 & 
70 re stds for prelection against radiation Opposa ruies 

CUNNINQHAM,V Affiliation Not Assigned 5QFR23360, 86/09/16 Docketing & Sorv* 
Ices Branch Ip 61663 014 61B63 014 

“9204290307 Comment on proposed rulOG 10CFR2. 19, 29, 30,3 1,32,3 4, 35, 30.40, 50,61 & 
79 re aids (or protection against radiation Oppose rules 

PECK.H, Affiliation Nol Assigned 66Fn23330 B6/09/12 Oockoting a Services 
Branch Ip. 61863 015 01663.015 

">9204290312 Comment on proposed rules 10CFR2,19, 20,39,31 ,32,34,35, 30, 40, 69,61 8 
70 re stds for proleclion against radiation Opposo rufos ^ ^ . 

SWITH.S J. Affitiallon Not AsSignod. 6QFRB1(I92 60/09/11 ZECH.LW Commission 
ers (Post 7501 19) Ip 81063 016 61003,018 


“0204290316 COhimeni on proposed rules 10CFR 2, 10, 20, 3 0,3 1,32.34, 3 5, 30, 40, 50,61 & 
70 ro stds for protoction against rodiallon Opposes rule 

COUUADES,J* Afffliailon Nol Assigned /VA3G-2 06/00/21 Docketing & Sorvicoa 
Branch Ip. 61 084' 167 6 1864: 107, 


-9204290319 Comment on proposed ruloa 10CFR2, 19, 20.30,3 1,32, 34.35, 3 9, 40, 60,61 -6 
70 re aids for protoction egalnst radialion Opposes rule 

BRADLEY, M Affiliation Wot Assignod AA3fl 2 C6/O0/27 Docketing & Sorvtcoa 
Branch, tp 81004 168 61864166 


-9204290323 Commenl on proposed rules 10Crn2, 19,20,30,3 1.32,34.35,30,40, 60,81 & 
70 ro Stds tor protoction against radiation Opposes rule 

DARLING, D Affiliation Not Assigned AA38-2 66/06/25. Docketing A Services 
Branch. Ip 81064 169 61884.169, 


>9204290327 Comment on proposed rules lOCFR 2, 10,20.30. 31 ,32 .34,35,30,40, 60.01 & 
70 ro stds for p/otoctlon against radiation 

KLUGE.H Lakeland AuduSon Socloly, tnc fiOFReiOOH 88/09/10 Dockoling & Sorv 
Ices Branch. 4 pp. 61003 017 81863 020 


-9204290328 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1.32, 34, 35, 30, 40, 50.61 & 
76 to slcfs for protocUon against radiatfon 

UFORQE.J Affiliation Not Assigned AA3fl 2 Ge/IO/ot DockuUng & Sorv ices 
Branch 1p. 61064 114 6ia04<1 14. 


“9204290329 Commom on proposed rules 10CFR2, 10,20.30,31 .32,34,36,30,40, 60,01 & 
70 re aids for proleclion against radiation Oppose rules 

ZWIN.PW. AffillalEon Not Assigned 66FR23360. 66/09/19 Docketing & Sorvicoa 
Branch, ip 61B03.O21-018Q3 021 


“9204296331 Commont on proposod rutos 10CFR2, 10,20,30.31.32,34,35,39,40, 50,01 & 
70 to stds (or protection against radiation 

STONE,CE. Aftiliation Not Assignod 60FR519Q2 00582 86/10/06. Docketing & 
Services Branch. Ip 61664 115-81004*115 


“9204290332 Commont on proposed rules 10CFn2.1 0,20,30,31.32,34,35,30,40. 60,61 & 
70 re aids for proleclion analnst radiation Opppsoa rulo 

ZWIN.PT AINIalton Not Assignod 60FR619D2 06/09/10. Dockollng & Services 
Branch ip. 61653022.61663:022 

•'9204290341 Commont on proposed rulos lOCFB?. 10, 20, 30 ,3 1,32, 3 4, 35, GO, 40, 60,81 & 
70 re Bids for protecifoft against radiation Op posoa rulo 

LOHR,L. Affiliation Not Asstanocl AAsa-a fjg/00/26 Dockollng A. Service fl Brand? 
ip. 61864.170-61064:170 


-9204290342 Comment on proposed ruloa lOCFR 2,1 0,20,30,31 ,32,34,3 5,38 ,40, 00,81 & 
70 re sfda for prof ac (ton against radiatfon 

ADAMS.M. Aflillalion Not Assinnod 6OFn5lO02 00565, 86/10/01 Docketing 8 So#v- 
Icos Branch. 2pp 81064:1 17-61 084*11 8. 

“9204290344 Commont on proposod rulaa 10CFFI2, 10,20, 30, 3 1,32,34, 35, 30, 40, 50,61 & 
70 re sfds tor protacihn against raMJon. 

WESTFALL, RO. Affiliation Nol Assignod AAGB-?. 68/00/20. Offico of tf?o Secretary 
of Iho Comitifaslon 1p 81664.169 61064.150 


-9284290347 Comment on proposoct rules 10CFR2. 19,28.30,31 .32,34,35,30,40, 60.81 & 
70 re aids for protoction against radiation. 

PIEPER.C, Ainiiatlori Not Assignod AA30-2, 86/09/02 NRC - No Detailed ACfblfation 
Given. Ip. 61004:160 61864-180 


-9204290350 Comment on proposed rules iOCFn2.1 0,20,30.31,32,34.35,30,40, 50,01 & 
70 ro stds for piotocllon agalnsl radiation Opposes rulo 

GOLDBERG, M.C Affiliation Nol Assignod. AA38*2 86/00/26 NRC - No Dolailod Af- 
filial ton Qfvon. Ip. ei604'iei.01G64*161 


-9204290304 Commenl On proposod rules 10CFR2,1 9,20,30,31,32,34.35,39.40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

HALVORSON,A AffiiiaUon Nol Assigned AA30.2 86/08/25 Docketing & Services 
Branch Ip 61064.173-61864 173 

-9204290362 Comment on proposed rules 10CFR2, 19, 20, 30,31,32, 34,35,39, 40. 50,61 & 
70 re aids for protscllon against radiation 

RULS.M Affiliation Nol Assigned AA3B-2 66/09/01 Office of the Secretary of itia 
Commission ip 81864 163-61864 163 

-9204290364 Commenl on proposed rules 10CFH2, 19,20.30,31,32,34.35,39.40, 50.61 & 
70 re stds (or protection against radiation Opposes rule 

DAVIS Affiliiallon Nol Assignod AA38 2. 86/(5a/26 Docketing & Services Branch Ipp 
81064.174-61684 174, 


■9204290305 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35,39,40, 50.61 & 
70 re stds for pretechon anainst radiation. 

FLECK, W Affiliation Nol Assigned. AA3B-2 B6/0B/30 NRC • No Detailed Affiliation 
Given 2pp 61G64 164 61864 165 


-9204290373 Commont on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40. 50,61 & 
70 re sfda for profeeffon against radiation 

• Affiliation Not Assigned AA3B 2 86/08/29 Office of the Secretary of the Commis- 
sion Ip 61864*166 61864 166 

-9204290376 Comment on proposed rules 10CFR2, 19.20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds (or protection against radiation 

BERG.W Affiliation Not Assigned AA36-2. 06/1 0/OB Docketing & Services Branch 
ip 61064 110 61684 119 

-9204290370 Comment on proposed rules 10CFR2J 9.20.30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protoction against radiation 

BERNSTEIN, H Toxaa, State of AA30’2 86/08/26 Docketing & Services Branch 
1pp. 01064*175-61864 175 

-9204290300 Comment on proposed rules 1 0-CFR2, 19, 20, 30.31 ,32,34,35,39,40. 60,61 & 
70 ro stds for protoction ogainst radiation 

SUIECKIJ. Affiliation Not Assigned AA38-2 06/ 10/09 Docketing & Services Branch 
1p 61064 120-61064 120 


-9204290307 Commont on proposed rules 10GFR2, 10,20, 30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 ro slda (or protoction against radialion Opposes rule 

MAIO.K Affiliation Not Assigned AA30-2 06/10/06 NRC - No Detailed AlfilialSoh 
Qivon Ip 61064 201-01664 201 


-9204290393 Coinmonl on proposod rules 10CFR2, 19,20, 30, 31, 32, 34.35, 39, 40, 60,81 & 
70 ro aids (or protection agairtst radiation Opposes rule 

WILMAMS.MC Affiliation Nol Assigned. AA30-2 86/08/19 Docketing & Services 
Bronch lOpp 61864 176 61864 103 

-9204290396 Comment on proposed rulos 10CFR 2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro elds for protoction against radiation 

PEDERSEN, Q Affiliation Not Assigned. AA30-2 86/10/09 Office of Ihe Secretary of 
Iho Commission Ip 61004 202-61884 202 

-9204290401 Comment on proposod rules 10CFRS, 19, 20, 30,31 ,32,34,35,39,40, 50,61 & 
70 ro aids for protoction agolnsl radiatior^ Oppose rule 

GOODE, M AftiHalion Not Assigned. AA38-2 88/ 10/OB Office of the Secretary of the 
Comfnfssfon Ip 8(384 283 6(064*205 

-'9204290405 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1.3 2, 34 ,3 5, 3 9, 40, 50,61 & 
70 re stds for proleclion against radial Ion. Opposes rulo . _ , 

SKIBQGE.PL Affiliation Not Assigned AA38-a 06/10/IQ Docketing & Services 
Branch Ip 61884 194-81064 184 

-9204290409 Commonl on proposed rules 10CFR2, 19,20, 30, 31 ,32,34.35,39,40, 50,61 & 
70 ro stds for protoction against radiation Opposes rule . ^ 

OWEN,B Al filiation Not Assignod AA38'2 86/10/09 Docketing 0 Services Branch 
Ip 61004*195-61864 195 

-9204290411 Commont on proposed rules 10CFR2, 19. 20, 30, 31 .32.34,35,30,40, 50,61 & 

70 ro aids for nrotocllon again si rodiauon. 

BnENNER,n A Affiliation Not Assigned AA38-2 86/00/06. NRC - No Detailed Alflli- 
afion Given Ip 61064*204-81864 204 

'*9204290413 Commenl on proposed rufes 10CFR2, 19, 20, 30, 31 ,32,34,35,39.40, 50.61 A. 
70 re aids for proleclion aoainal radiation Opposes rule , r, ^ < 

* Affiliation Not Asslnnea AASa 2 06/10/15 Docketing & Services Branch Ip 
61804' 198 61884:186 

-9204290414 Commont OH proposed rules 10CFR 2, 19, £0,30 ,3 1,32 ,34 ,35 ,39, 40, 50,61 & 

KtIN 86/10/06 NRC - No Detailed Altillalion 

Given Ip. 61064.205-61864 205 

-9204290418 Commont on proposed rulos 10CFR 2, 19,20 ,30, 3 1,3 2.3 4, 3 5,39 ,40, 50,61 A 

H?CKMAN.J?B*^A(IHIa^^^^^ AA30-2, 86/10/06, Office of the Secretary of 

the Commission Ip 61064 2O0-61864’245 


-9204290420 Comment on proposed rules I0CFR2,19,20,3D,31,32,34,36,39,40, 60,61 S 

Doaketing & Setvloee 

Branch 1pp. 61064*197-81864:1^7 



70 f 0 sids for protecfion agalnal radiation OpposGS fulo 

* Affiliation Not Assignod AA38-2 86/10/15 Oockoting & Servicos Brancti Ip 
61864 199 61 864 199 

-9204290431 Commant on proposed rules 10CFR2, 19, 20,30,3 1,32.34. 35. 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

LORD,WS Affiliation Not Assigned AA38 2 86/10/15 Docketing & Sonncas Brandt 
Ip 61864 200 61864 200 

-9204300265 Discusses Commission meeting on finalization of radiatjon atds 
D’ARRIGO.D Nuclear Information & Resource Service AA30'2 0882 88/11/28 
ZECH.L Commissioners (Post 750119) Ip 61864 253 61864 253 

-0205080156 Submits list of five items re draft SRM on Pert 20 imptementatlon dates 
WORRIS.0 NRG - No Detailed Affiliation Given AA30-2 0876 99/10/26 COOL,D 
NRG • No Detailed Affiliation Given 40pp 61856 280 61856 354 

—9205110206 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

KOCHERY.I A Affiliation Not Assigned 50FR510g2 86/05/13 Docketing & Services 
Branch Ip 61871 211^61871 211 

-9205110209 Comment on proposed rules 10CFR2. 19,20,3 0,3 1.32,34.35. 39,40, 50,61 & 
70 re stds for protection against radiation Supports rules 

POTOCIK.DP Affiliation Not Assigned 60FR51992 86/05/13 Docketing & Soivicos 
Branch Ip 61871 212-61871 212 

-9205110211 Comment on proposed rules iOCFR2.1 0,20,3 0.31 ,32,34.35.39, 40, 50,61 8 
70 re stds for protection against radiation 

HERD.E Affiliation Not Assigned 50FR51992 08/05/15. OockoUng & Services 
Branch Ip 61871 213-61871 213 

-9205110215 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1,32, 34, 35,30, 40. 50,61 & 
70 re fitda for proleclion against radiation, 

STRONG,! R Washington, State of 50FR51992 86/05/12 Docketing & Services 
Branch ip 61871 214-61871 21 4 

-9205110220 Comment on proposed rules 10CFR2. 19,20,30, 3 1,32, 34, 35,30,40, 50,01 & 
70 re stds for protection against radiation 

HORVATH,K J Affiliation Not Assigned 50FR51902 66/05/15 Office of the Secro- 
lary of the Commission Ip 61871 215-61871 215 

"92Q5130014 Forwards draft rev to 10CFR20 for review & commen.1 Response request- 
ed by 880113.W/O end 

NUSSBAUMER.D A Assistant Director for Slate Agroomonta Program. AA3e-2 87/ 
12/23 Affiliation Not Assigned Ip 61846 318-61846 318 

-8409310085 Recommends RES change specific roquiremeni of 10CFR29,App A re 
respiratory regulation Requirement should bo more generic & toss prescriptive. 

BAER,R L Engineering & Qenoric Communications Br.Dlv Emera Prep & Engineering 
Response, IE AA3Q-2 84/00/27 ALEXANDER,R E Occupational Radiation Protection 
Branch 3pp 61843.292-61843 295 

-8604220322 Comments on draft Part 20,Subpai4 H Existing basis for good 
equipment, coupled w/recommended beard prohibition, should continue to be funda- 
mental. 

BAER,R L Engineering & Generic Communications Br.DIv Emerg Prep & Engineering 
Response, IE AA38-2 86/04/11. MILLS, W Health Effects Branch 9pp 61843.206- 
61043'3O4 

-850B020278 Comments on proposed rule 10CFR20 re applicability during 
emergencies Disagrees w/RES position of Section 20 9, "Conditions of Exposure.” 
Changes in wording needed, Including definition of “emorgoncy " Agrees w/basic 
Intent, 

BAER.R L Engineering & Generic Com muni cations Br.DIv Emerg Prep & Engineering 
Response, IE 66FR23360, 85/07/26 ALEXANDER.R Health Effects Branch 4pp 
61043.305 61043 307 

-8602120515 Informs that staff will be reviewing proposed rev to 10CFR20 during com- 
ment period Region 1 should undertake similar review 

PARTLOW.JG Dlv of Inspection Programs.lE (850212-870413) 08/02/05 

MARTIN,! T Region 1 (Post 820201) 2pp 61842 264-61842 265 

-8603240347 Forwards proposed rev to 10CFR20, "Stds for Protection Ag Pinal Radi- 
ation," to aid in development of radiation protection procedures, per 860124 
rer^esl Copy of draft regulations requestod.W/o end. 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre 860720). 86/ 
03/03 VALENTIN.J Sweden, Govt. of. Tp 61842'287-6ia42.2B7 

-8603240369 SECY-86-048 Provides backlit analysis lor 10CFR20 proposed rule for 
Commission review & approval for publication In FR for public comment 
STELLO.V Ofc of the Executive Director for Operations. AA3B-2 86/02/10. 30Bpp 
61846 319 61847.042. 

-8603250206 Forwards proposed rev to 10CFR20, "Stds lor Protaclion Against Radi- 
ation," per 660202 request Rev believed to be consistent w/justi (leal ion & opttmka- 
tion principles ol Inti Commission on Radiological Protection 
ALEXANDER.R E Office of Nuclear Regulalorv Research, Director (Pf© 860720) 
AA38-2, 86/03/13. WARNECKE,E, Germany, Federal Republic of Ip. 61842 339- 
61042 339 

-86032S0275 Advises that public meetings for proposed major rev to 10CFR2(} will be 
considered at close of public comment period to permit incorporation of written com- 
ments or structuring of appropriate agenda 

MINOGUE.RB Office of Nucisar Regulatory Research, Director (Pre 860720) 
66FR233eo. 86/03/12. GRACE,J.N Region 2 (Post 820201) 2pp. 6ia42’337- 
61042-338 

-8603250296 Requests advice as to legal accuracy & significance of end 10 Gross 
860224 Itr docketed as offlclai Hr of comment on major rev to 10CFR20 published In 
FR on 860109, 

ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pre 860720) 
66FR23360. 88/03/10. BECKER, J.M Office of the Executive Legal Director (Pre 
860701) Ip 61842*327-61842:333 


10CFR20 Proposed rule publjshed in 860109” FR Review postponed until close of 
comment period on 860512 

MINOGU£,R 6 Oflice of Nuclear Regulatory Research, Director (Pre 060720) 86/03/ 
12 STELLO.V Ofc of the Executive Director for Operations 2pp 61842 334- 
61042 335 

-8605070430 Responds to questions in 860415 Hr Licensees expected to keep expo- 
sures to members of public below 0 1 rem/yr unless otherwise authorized Comments 
on proposed revs to 10CFR20 requestod 

ALEXANDER.R E Radiation Risk Assessment & Management Branch (660325- 
860720) 56PR23360 86/04/22 W08ERG.AJ Newport News Shipbuilding & Dry 
Dock Co Ip 61843 085 61843 0B5 

-6605160527 Forwards commenls on proposed rev to 10CFR20, "Need for Change in 
Neutron Quality Factors " 

PARTLOW,JG Djv of Inspection Programs.lE (D5021 2 870413) 56FR23360 86/05/ 
12 GOLLER.KR Division of Radialton Programs & Earth Sciences (840429-860720) 
Bpp 61843 266 61843 291 

-6611130377 Submits addi comments on Subpart H of proposed 10CFR20 rev, includ 
ing concerns w/foophole addressed in 86041 1 memo.usa of proleclion factors & 
emeraency use of respirators 

BAER.R L Engineering & Generic Communications flr.Div Emerg Prep & Engineering 
Responso.lE 56FR233eo 86/11/10 ALEXANDER.R E, Office of Nuclear Regulatory 
Research (Post B60720) 2pp 61843 332 61643 346 

-6701260265 Forwards Ofc of General Counsel 861023 & 870113 memos re views on 
10CFR20 201(b) & 20 401 (Form 5), Info incorporaterl in heoUh physics posUion 
file Revised draft Info notice end w/d701 13 memo separatolv distributed 
CUNNINGHAM.LJ Operating Reactor Program Br,Di.v of Inspection Programs.lE 
(6502 12-870413) AA3a-2. 87/01 /21 SHANBAKY.M.W Region 1 (Post 029201) 3pp 
6184 4 035 61844 050 

-8701280260 Responds to request for views on enforceability of 10CFR20 401 re 
whether regulation requires licensee to follow Instructions on. Form 5 Position taken by 
region in citing licensee for Inadequate recording of doses supported, 

LtEBERMANj Assistant General Counsel for Enforcemenl AA30 2 87/01/13 
MCKEE,PF Operating Reactor Program Br,Div of Inspection Programs.lE (050212- 
876413). 6pp 61644.040 61044 050 

-87041B0096 Commenls on draft EDO decision paper for 10CFR20 nilemaking, par 
870331 memo Proposed Alternatlvo 2 would not achieve changes to Part 20 support- 
ed by majority of staff Suggests that RES convene working group 
PARTLOWJQ Div of Inspection Programs.lE (850212 870413) 67/04/10. 

ALEXANDER.R E. Safety Research Application Branch Ip 61044 159 61844 219 

-8712100314 NENS/OSART/07/ 1 2 "Operational Safety of Nuclear Installations" 

* International Atomic Energy Agency 66FR23360 67/10/3 1 50pp 61050 027- 
61650 077 

-8802260117 Forwards comments of 87120D draft rev of 1 0CFR 20 Concurs w/tan- 
guago of proprosod rula, pending resolution of comments Proposed rule adequate re 
reswratory protection program 

CONGEL,FJ Division or Radiation Proleclion & Emorgoncy Preparedness (Post 
070411) 56FR23360. 08/02/12 MORRIS, BW Division of Regulatory Applications 
(Post 870413) 9pp. 61 846 066 61 846 074. 

-8803210352 Forwards draft of responses to ho Ip Part 20 working group respond to 
public comments In respiratory protection area per H Paterson request 
WlGGINTON,J Office of Nuefear Reaclor Regulation, Director (Post G70411) 
58Fn 23360 88/03/17. flOECKLEIN.A Office of Nuclear Regulatory Research (Post 
680720) 3pp. 61847:104 61047 207 

-8803300401 Informs that draft 10CFR20 rov reviewed by divs within NMSS & detailed 
commonlB provided to NMSS contact on Part 20 Working Group.per 871211 
requoslOfc Wol concurrence should bo on schedule for Apr 
CUNNtNGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 670726) 
56Fn23360 88/01/20 MORRIS, B Office of Nuclear Regulatory Research (Post 
860720) 2pp 61046 052 61 B46 052 

-6805250382 Adviees of one signlflcanl conMict batween 29GFR1910 134, "Respiratory 
Protoclion" & existing draft Part 20 respiratory aectlon NIOSHl does not certify airline 
respirator lor uso In IDLH areas 

WIGQINTON.J Office of Nuclear Roactor Regulallon, Director (Post 870411) 
56Fn23360, 88/05/18 PETERSON, H Office of Nuclear Regulatory Research (Post 
860720) 1p 01048.036 61646 039 

-8809220021 Forwards comments on review of language of 10CFR20 rulomaking pack- 
age did 680826. 

CUNNINGHAM.L J Radiation Protection Branch 56Ffl23360 86/09/16. 

ROECKLEIN,A K Radiation Protection & Health Effects Branch 6pp 61840 206- 
61848-211, 

-8809280108 Concurs In promulgation of draft rule as official emend to 10CFR20 
rulemaking Suggestions for Improvement transmitted under separate cover 
GILLESPIE, FP Program Managemont, Policy Development & Analysis Staff (Post 
070411) 56FR23360. 80/09/22 BECKJORD.E S. Offico of Nuclear Regulalory Re- 
search (Post 860720). Ip 61848 214-61646 214. 

-8609390170 Concurs w/rulemaklng for 10CFR20 pending resolution of Issues raised 
prior to transmittal to Commission. 

THOMPSON, H.L. Office of Nuclear Material Safety & Safoguards 56Fn23360 88/09/ 
21. 8ECKJ0RD,E.S Office of Nuclear Regulalory Research (Post 660729) 2pp. 
61648-212-61048.213 

-8991300338 Requests that reg guide on control of access to very high radiation areas 
be preparad^per SECY -88-3 15 

CONQEL.FJ Division ol Radiation Protection & Emengancy Proparednass (Post 
870411) 56FR23360. 89/01/13. GILL ES PIE, F.P. Program Management, Policy Davel- 
opmant & Analysis SlafMPost 070411). 78pp. 6 1851 061 61851 -ISO. 

-09O2O9Q466 Forwards comments on rev of 10CFR20.C}ommonts both substantive & 
editorial 

BECKER. JM. Office of the General Counsel (Post 860701) 5eFR23360 88/01/07 
M.ORRIS,B Division of Regulatory Applications (Post 870413) 6pp 61845-309- 
61645*314. 



366 NONDOCKETEO ITEMS 


-0902270444 Disccuse-s- procedure for conlrolling & accounling for radiation exposure 
of NRC empfoyees & contractors AUhoug hr doses incurred by NRC employees well 
below regulatciv Him Is guild a nee in Ma-nual Chapter 0524 not being (ollowod 
STELLO.V Ofc of the ExecuUva Director for Operations 56FR23360 89702/17 Com- 
missioners <Po9t 750119) 0Opp 81851 239-61851 320 

-S9032100a0 Advises that 10CFR19 13(o) does not require reporting of bioassay data 
or other Info on Intakes of radioacliva matl 

CUNNINGHAM.L J Radiation Piolectlon Breach 5eFR23360 89/03/13 

BELLAMY, RR Region 1 (Post 820201) 6pp 61652 055 61852080 

-8904190297 Responds to 890126 memo re record retention for ex licensee after li 
cense has been terminated Ex-licensee not required to retain records undo/ Part 20 of 
NRC regulation or proposed regulations 

JEHLE.P Office of the Gene rat Counsel tPoat 860701) 56FR2a360 89/02/27 
MILLER, CL Standardi 2 ation & Non Power Reactor Project Diroctorato {870411- 
890729) 2pp 61652042 61852 043 

-8906150045 Responds to 690517 request for review of end draft Commission paper 
re 10CFR20NO legal objection to paper In order to Inform Commission of author 
views.listed paragraph should be added at end of Commission paper 
TREBY,S A Assistant General Counsel for Rulemaking & Fuel Cycle 56FR 23360, 89/ 
05/22 BECKJORO,E S Office of Nuclear Regulatory Research (Post 860720) epp 
61853 023 61853 077 

-8906220055 Informs of NRR concurrence on Part 20 policy paper ,per 090617 memo 
GILLESPIE, FP Program Management, Policy Development & Analysis Staff (Post 
670411) 56Fn23360, 89/05/30 BECKJORD.E S Office o! Nuclear Regulatory Re- 
search (Post 860720) 21pp 01853 001-61653121. 

“8906290452 Advises that NMSS concurs W/10CFR20 policy paper re Issues of alter- 
nalEve methods of assessing, recording & controlling fnternal doses & inability of U ro- 
coy&ry facilities to comply w/App B values for Rn-222jJar 89051 7 reqirosL 
BERNERO,RM Oflice of Nuclear Matonal Safety & Safeguards B6FR23368 89/06/ 
08 BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) Ip 
61853 246 61853 250 

-8910120217 Discusses proposed reg guides to suppi revised 10CFR20.por 890306 
memo Fuel cycle g.uide warranted & development supported Rog guido lor malls II 
censees would not ba of great utility 

CUNNING HAM, R E. Division of Industrial & Medical Nuclear Safety {Post 070729) 
56FR23360 89/09/20 MORRIS.B M Division of Regulatory Applications (Post 
679413) Ip 61654 075-61654 075 

“8912220043 Forwards draft memo re applicability of 10CFR20 lo occupational radi 
ation exposures resulting from radon A. radon prcgency at nucloar power plants 
CUNNINGHAM.L J Radiation Protection Branch 5eFR23360 69/12/14 HICKEY.JW 
Operations Branch 19pp 61854 322 61854 342 

-9003060277 Provides comments on memo for NRC regions re applicability of 
10CFR20 to occupataonal radiation exposures Radon & radon progony are natural 
background sources unless from radcoactivG decay of licensed mail within 10CFR20 
TREBY.S A Assistant General Counsel for Rulemaking & Fuol Cycio 56FR23360 90/ 
01/25 CONGEL,FJ Division of Fadtallon ProlectJon & Emergency Preparedness 
(Post870411) lipp 61855 016 61855 028 

-9006210135 Forwards comments on review of draft radiation protection Rog Guidos 
eN1»6N4B.8N8,8 NO & 8N10. 

CUNNINGHAM.L J Radiation Protection Branch 56FR23360 90/05/16 

VIHGILIO.M J Policy Development & Tochncal Support Branch (Post 870411) 35pp 
61855 224-61855 260 

-9005290061 Comments on review of listod rog guides for revised Perl 20, Including 
BN 4b, "Inlorpralatlon of Bioassay Measurements" & GN5, "Criteria & Procedures 
for Summation of Internal & External Dose" 

CUNNINGHAM, R E Division of Industrial & Modicaf Nucloar Safety (Post 870729) 
56FR23360. 90/05/04 M0RRIS.6M Division of Regulatory Applications (Post 
870413) 6pp 61855 218 61B55 223 

-91 01220141 Fonvards draft memo rosponding lo quoslione raised concerning regula 
lory position re assessment of licensed mall at nucloar power plar\ls that appear lo 
have resulted from Ingestion rather than Inhalation 

CUNNINGHAM,L J Radiation Protection Branch 56FR 23360 91/Ot/IO 

JOYNEfl.J H Region 1 (Poal B20201) 10pp. 61859034 61659 043 

-910S2300B7 Discusses use of regulatory positions In reg guides (or assessing compli- 
ance w/new part 20 

CUNNfNGHAM,LJ Radiation Pro lection Branch 56FIR23360- 91/05/16 

LIEBERMAN,J Ofc of Enforcement (Post 870413), 5pp 61659 288 61859 292, 

“9204080346 Discusses changes for final 10CFR20 package Suggested approach for 
separate radon limits for U recovery licensees will allow rule To go forward while 
matter being addressed 

DRAGONETTE.K Office of Nuclear Material Safety & Safeguards 66FR233B0 06/ 
12/16 PETERSON, H Office of Nuclear Regulatory Research (Post 660720) 85 pp 

61850 203-61851-046 

“9204080387 Proposed rule 10CFR 2, 19, 20, 30, 3 1,32,34, 35, 3 9,40.50.61 & 70, "Stds for 
Proteetton Against Radiahon " Rule would provide requirements for protection of Indi- 
viduals exposed to fonizing radiation from rouUno activities licensed by NRC, 
GRIMSLEY.O.H. Office of Administration (Post 690205). AA38-2 86/01/02 250pp. 
61840 072-81841 208. 

-9204060389 flsquests papers for Health Physics Society mid-yr topical meeting on 
900204-08 In Atlanllc City.NJ ro risks Rog guides 8 29 & 8 13 will bo revisedl as result 
of m^or rev of 10CFR20 

ROECKLEIN.AK. Radiation Protection & Heallh Effects Branch 58FR23360 89/02/ 
14 CHRISTMAN, E A Rutgers, New Jersey, State Univ of, PIscataway, NJ Ip 
€1851-047 61651.047 • r. h 

-9204070001 Informs that rog guide on workplace air sampling being written lo meet 
requirements of new 10CFfl20 Workshop on workplace air sampling proposed to be 
held first wk in Dec 

MCGUIRE,S Radrallon Protection A Heallh EKocls Branch 60FR2336O. 60/02/14 
ROECKLEIN,AK. Radiation Protection & Health Effacts Branch 26pp. 61851-046 

61851 080 


“9204070014 Discusses data on radon releases from U mill sites received from D 
Smslh 

DRAGONETTE.K NRC - No Detailed Affiliation Gwen 56FR23360 06/12/16 
BELL,M NRC - No Detailed Affiliation Gwen 58pp 61851 157 61851 214 

-9204070015 Advises of agreement re no substantial increase m safety associated w/ 
10CFR20 proposed rev 

SCHWINK.W NRC - No Detailed Alf Illation Given AA38-2 86/01/16 GOLLER.C 
NRC - No Detailed Affiliation Gwen I6pp 61641 209 61841 224 

-9204070021 Provides status of branch planning for 10CFR20 reg guide 
devolopmenl Specific guide tasks will be identified in consultation w/Scienlecn & task 
will bs IssuBci 

ROECKLEIN,A NRC - No Detailed Affiliation Given 56FR23360 89/02/01 
ROSZTOCZY.Z NRC - No Detailed Affiliation Gwen ip 61 851 215 61051 215 

-9204070036 Forwards list of priority Issues discussed at last staff meeting 
REHM.TA Assistant for Operations (Post 890205) AA38-2 B6/0t/16 Ofc of the Ex- 
ecutive Director for Operations 6pp 61B41 225 61842 262 

“9204070042 Advises that phase 1 rapt from Sciontech re needs A priorities for devol 
oping or revising regulatory guidance for implementation of new part 20 reviewed A 
proposes listed schedule for staff work 

ROECKLEIN,AK Radiation Protection & Health Effects Branch 66FR23360 80/12/ 

01 MORRIS.BM Division of Regulatory Applications (Post 870413) 22p& 

61661>2I6 61051 237 

“9204070052 Confirms 890214 telcon requesting permission to reproduce limited 
number of copies of pages 36-39 of NCRP rept 64, "Gonoral Concepts for Dosimetry 
of Internally Deposited Radionuclides" A pages 10-19 of NCRP repl 91 
PETEFSON,H t Radiation Protection & Health Effacts Branch 56FR23360. 69/02/ 
15. NEY,WR Nalionat Council on Radiation Protoclion & Measurements Ip 
61051 230 61851 238 

-9204070071 Informs that proposed rev of NRC "Slds for Protection Against Radialion 
(10CFR20J,'’ will be sent In near future 

MINOGUE,R B Office of Nuclear Regulatory Research, Diroclor (Pre 860720) AA38- 

2 06/02/04 DUNSTER.HJ UnUed Wngdom. Govt of 1p 61042 263-61842 263 

-9204070076 Responds to request for permission to reproduce limited number of 
copies of pages 36 39 of NCRP root 84 A pages 10- 19 of NCRP repl 91 
SPAHN.JA National Council on Radialion Protection A Measurements 56FR23360 
89/03/02 PETERSEN.HT Radiation Protection A Health Effects Branch epp 

61851 321 61051 326 

“9204070085 Notifies of need for assistance in editing workload lo modify rog guides 
for part 20 implementation End ropt provides marked up sections w/changes for 
minor A editorial revs 

ROECKLEIN.AK Radiation Protection A Heaflh Effects Branch 56FR23360 89/02/ 
23 BURDA.AJ Program Management, Policy Development A Analysis Staff (Post 
070413) 78pp 61G51 327 61852 041 

-9204070128 Advises that several comments on revised 10CFR20 rule pointed out 
minor Inconsistencies in mfe A one comment pointed out that position on embryo/ 
fetus dosQ> calculation would proclude accurate fetal dose assessments 
PETERSON.H.T Radiation Protection A Heallh Effects Branch 56FR23360 89/03/ 
13 NRC - No Detailed Affiliation Given 5pp 61852 044-61852 048 

-9204070132 Forwards Commission paper A draft FR notice in response to Commis- 
sion request for analysis of how proposed rev to Part 20 compiles w/backfit rule 
(50.109). 

MINOGUE.R 0 Office of Nucloar Regulaloiy Research, Director (Pre 060720) AA3B- 
2 86/02/06 STELLO.V Ofc of (he Executive Director for Operations 2pp 
61642 266 61842 286 

-9204070140 Requests roconfirmalion of need of rog guides 8 N 2 A 8 N 3 for Imple- 
montation of revised 10CFR20 in view of fact that many of existing div 8 guides wiil 
be extensively revised Draft reg guide 6 XX A description of reg guides end 
MORRIS.BM. Division of Regulatory Applications (Post 870413) 58FR23360 89/03/ 
06 CUNNINQHAM.R E OwisTon of Industrial A Medical Nuclear Safety (Post 870729) 
3pp 61052 046 61852 051 

-6204070150 Discusses pros A cons of four of five options mentioned In 881122 memo 
lo Commissioner Curtiss for going forward w/ rulemaking subj to backlit rule if Com- 
mission wanted to approve rule. 

MALSCH.M.G Deputy General Counsel for Licensing A Regulation (860701-090422) 
66Ffl23360. 89/03/07. JONES, B. NRC • No Detailecf Affiliation Given. 3pp 
61862 052 61052 054 

-9204070164 Expresses appreciation for 801227 Hr to Zech re comments on revised 
10CFR20 rule Number of changes suggested In comments have been Incorporated In 
revised rule presently before Commission Related Info end 

MORRIS.BM Division of Regulatory Applications (Post 970413) 56FR23360. 89/03/ 
22 KOBRICKJE Bethlehem Steel Corp 118pp 61852*061-61852 177 - 

-9204070174 Sfaff roquiromenls memo re revised 10CFR20 Commission does not 
obieot to request that final approval of rev lo 10CFR20 be deferred until issue raised 
fn 880202 memo resolved 

CH(LK,SJ Office of Ihe Secretary of Ihe Commission COMKC-89-1 89/04/10 
STELLO.V Ofc of the Execulwe Director for Operations, 41pp, 61052,178 61052 279 

“9204070187 Forwards Info re particle size distributions A example calculation based 
on real data using proposed alternative to 10CFR20 205 presented during 890222 
meeting 

TIPTON, T.E. Nuclear ManagemonI A Resources Council (NUMARC) (formerly Nuclear 
Utility Manage. 56FR23360 89/05/08 MORRIS, W.M. Division of Regulatory Appilea- 
lions (Post 870413) 43pp 61852 280 81052 322 

-9204(^70231 Forwards for review A concurrence, Com miss ion policy paper that re- 
solves outstanding technical Issues re issuance of 10CFR20 rule Implememation date 
for rule should be postponed from 910101 to 920101 

BEGKJORO.E S, Office of Nuclear Regulatory Research (Post 060720) 56FR23360. 
89/05/17 BERNERO.R.M Office of Nuclear Materia! Safety A Safeguards. 29pp 

61852 323-61063 022 
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--9204070261 Advises that Commission policy paper that resolves outstanding technical 
Issues re Issuance of 10CFR20 rule raviawed Concurs in paper w/enci changes 
DENTON.H R Office of Governmental & Public Affairs (870413-911116) 56l=n23360 
89/05/25 BECKJORD.E S Office of Nuclear Regulatory Research {Post 860720) 
3pp 61853 078-61853 000 

-9204070267 Forwards summary of particle size data amassed at commercial nuclear 
fuel div In Columbia, SC from 1984 until present, per NRC request Particle size meas- 
urements In workplace may be subj to variability which coutcl affect deposition in tung 
BURKLIN.R K Westinghouse Electric Corp 56FR23360 69/04/21 NRC - No De- 
tailed Affiliation Given tiapp 61853 122 61853 239 

<-9204070274 Advises that staff evaluating impact of allowed air concentration for Ro- 
222 at site boundary for members of public in app B, table 2 of proposed rev to 
10CFR20 

STELLO.V Ofc of the Executive Director for Operations 56FR23360 89/02/02 
ZECH Commissioners (Post 750119) 8pp 61B53 240 61853 247. 

-9204070280 "Implications of Proposed 10CFR20 Changes Upon Radiation Protection 
Dept at Clinton power Station 

* Wadman & Asaociates 56FR23360 89/06/00 51pp 61853 251-61853.302 

-9204070205 Offers no concurrence on Commission paper re proposed changes to 
lOCFRao Paper should be modified before forwarded to EDO Reasons for decision 
listed 

ROSZTOCZY.Z R Division of Regulatory Applications (Post 870413) 56FR23360 89/ 
06/16 MORRIS.B M Division of Regulatory Applicaliorts (Post 870413) lOpp 
61853 303-61053 318 

*•9204080006 Responds to 860221 note re potential Impact on nuclar power plant li- 
censees of proposed occupational ALARA rule in new Part 20, 

CUNNINGHAM.L J. Operating Reactors Program Br.Dlv OA, Safeguards & Jnsp 
Programs.lE AA38-2. 86/03/05 ALEXANDER.R.E. Health Effects Branch 15pp, 
61842 280 61842 303 

-9204060023 Requests that R Alexander make brief presentation concernling proposed 
rules to members of mfg environ committee during 860305 meeting 
JOHNSON, KT Fertilizer Institute 86/02/07 MINOGUE,R B. Office of Nuclear Regu- 
latory Research, Director (Pre 860720). 24pp 61642 304 61842 326 

-9204080062 Responds to Z Rosztoczy 890816 memo raising issues re revised 
10CFR20 Commission policy paper resolving outstanding technical issues. 

PETERSON, HT Office of Nuclear Regulatory Research {Post 860720). 5eFn23360 
89/06/20 MORRIS.B M Division of Ftegutatory Applications (Post 870413) €pp. 
81 853'3 10 61653 324 

-9204060059 Forwards memo prepared for signature & concurrence, which would Irens 
mit to EDO Commission paper proposing resolutions to two issues which have re- 
ceived considerable attention since rev of 10CFR20 provided to Commission 
MORRIS.B M Division of Regulatory Applications (Post 670413) S6FR23360 69/06/ 
20 BECKJORD.E S. Office of Nuclear Regulatory Research (Post 860720) lOpp 
61853 325 61853 337 

-9204060671 Requests roviow of revised NRC forms 4 & 5 & associated Instructions in 
order to accomodate revs being made to 10CFR20 Enel drafts reflect NRC efforts to 
make forms consistent w/revisod 10CFR20 Comments needed by 890731 
COOL, D, A Radiation Protection & Health Effects Branch 56FR23360. 69/06/30 
CUNNINGHAM.L J Office of Nuclear Reactor Regulation, Director (Post 870411) 
23pp 618B3'336-61854’005 

-9204060076 Responds lo 600410 request for more extensive analysis of some of op- 
tions presented In 8811 22 & 890307 memoranda on application of backfit rule to pro- 
posed revs of 10CFR20 Three principal options for dealing w/backfit rule listed, 
PARLER.WC Office of the Genera! Counsel (Post 660701) 58FR23360 69/07/06 
CARR Commissioners (Post 760119) 12pp, 61054 008 61854 017. 

-9204080064 Forwards rough outline for Commission info paper on radiation protection 
policy which B Bernero discussed on 890717 

CUNNINGHAM, R E Division of Industrial 4 Medical Nuclear Safety (Post 870720) 
56FR23360. 09/07/16 MORRIS.B Division of Regulatory Applications (Post 870413) 
6pp 61854 018 61654.023 

-9204DS0129 Confirms hypothesis re use of RN-222 value for public In proposed rev to 
10CFR20. 

NEEL.RB NRC - No Detailed Affiliation Given AA30-2 68/03/11 ALEXANOER.R 
NRC - No Detailed Aflilietion Given Ip 61642 336 61642,336. 

-9204080140 Forwards two sets of layouts for very voluminous tables in 10CFR20^app 
B Present format employs std scientific exponential natation Proposed changed format 
uses computer "E" notation rather than subscripts 

PETERSON, HT. Radiation Protection & Health Effects Branch. B6FR23360 08/07/ 
22. MEYER.D Regulatory Publications Branch Cpp. 61854-024 61854 029. 

-92040801 52 Forwards for editorial review, draft FR notice for revised 10CFR20 Editorial 
review should focus on listed areas & comments should be submitted by 660906 
COOL, DA. Regulatory Publicallons Branch. 66FR23380. 89/08/18, OKLESSON,E.R 
Program Management, Policy Development & Analysis Staff (Post 670413) 41pp. 
61854.030 61064-O73. 

—9204060161 Forwards marked up draft final rule presenting comments on Commission 
regulations that establish stds for protection against radlatiomW/o end. 

MEYER, D.L. Regulatory Publications Branch 66FR23360, 89/09/11 COOL.DA Radi- 
ation Protection a Health Effects Branch Ip 61954-074-61854-074. 

-9204080176 Summarizes visit to Westinghouse commercial nuclear fuel plant In 
Columbia, SC on 600919-20 to collect info needed (o prepare reg guide on air sam* 
pling to meet requirements of new 10CFR20, 

MCGUIRE, S A Radiation Protection & Health Effects Branch. 66FR23360. 89/09/28. 
COOL, D, A. Radiation Protection & Health Effects Branch. 149pp 61864 076- 
61B54-228 

-9204060165 Forwards for Info, end to recent Commission policy paper on 10CFR2O re 
NRC staff analysis of U fuel fabrication proposals for control of internal radionuclides 
MORRIS,B.M Division of Regulatory Applications (Post 870413) 66FR23360 89/10/ 
06. TIPTON, T. Nuclear Management & Resources Council (NUMARC) (formerly Nu 
clear Utility Manage. 7pp 61054:229-61854:235. 


-9204080216 Provides ID Bross commenls on proposed rev of 10CFRZ0 
BECKER.JM Affiliallon Not Assigned 56FR23360 86/03/24 ALEXANOER.R E 
Office of Nuclear Regulatory Research, Director (Pre B60720) 47pp 61842 340 
61843 028 


-0204080226 Expresses appreciation for D Cool participation In teleconference broad- 
casted on 890926 ra overview of revs to 10CFR20 

KAMMEREH.C State, Local & Indian Tribe Programs (870413-900111) 66FR23360 
69/10/26 BECKJORD.E S Office of Nuclear Regulatory Research (Post B60720) tp 
61654 236-61854 236 


-9204080232 Forward’s list of new reg guides for revised 10CFR20 & lead reviewer for 
each guide Review efforts will include probable meetings w/RES & contractor for 
early Input & review & comment on drafts 

ESSIG.T NRC - No Detailed Affiliation Given 56FR23360 69/10/26 BU GHANA N.J 
NRC - No Detailed Affiliation Given 24pp 61854 237-61854 260 

-9204060237 Comments on 800515 staff evaluation of NUMARC proposal transmitted 
to NUMARC by Morns Staff analysis did not address dosimeirtc model & real people 
data provided as illustration in NLIMARC transmittal of 890508 
STANSBURY.PS General Electric Co 56Fn23360 89/11/22 PETERSON.HT Divi 
Sion of Regulatory Applications (Post 870413) 16pp 61B54 261-61854 276 

-9204080244 Informs of success of pilot video teleinformation transfer program & ex- 
presses sincere appreciation lo recipient & RES staff 

KAMMEREft.C. Stale, Local & Indian Tribe Programs (870413-909111) 56FH2336D 
69/12/01. BECKJORD.E S Oflice of Nuclear Regi/lalory Research (Peat 860720) 
45pp 61854 277-611854 321 

-9204080250 Responds to 891127 Itr re revised 10CFR20 currently under Commission 
consideration Revised pari 20 would permit use of direct maasuroments In lieu of air 
concentration measurements for assessing dose Sc. determining compliance 
BECKJORD.E S. Office of Nuclear Regulatory Research (Post 660720) 56FR23aB0 
89/12/21. VAUGHAN.CM Gen oral Electric Co 2pp 61B54 343 G1854 344 

-9204660266 Responds to 891127 Mr ro revised 10CFR20 currently under Commission 
conslderelfon Revised part 20 would permit use ol direct maasuramenls in lieu of air 
concentration measuremenis for assessing cfosa & -datermlning complianco 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 66FR23360 
89/12/22 GOODWIN, WL Westinghouse Electric Corp. 6pp 61854 345-61854 350. 

-9204080266 Ack receipt of 891221 Itr ro revs lo 10CFR20 being considered currently 
by Commission Use of direct moasuremenls in lieu of air concentration measurements 
for assessing dose & determining complianca very important 

VAUGHAN.<5m General Elecl no Co. 56FR 23300 90/01/11 BECKJORD.E S Office 
of Nuclear Regulatory Research (Post 860720) 2pp 61B54 351 61654 354 

-9204060271 Requests review of end draft revised backfit analysis for lOCFRZQ by 
900124 

MORRIS.B M Division of Rogulalory Applications (Post 870413) 56FR23360. 90/01/ 
22 CUNNINGHAM.R NRC - No Detailed Aflillation Given 22pp 61654 355- 
61055 016 


-9204080314 Comments on proposed rule 10CFR 19, 20, 30, 3 1,3 2, 34, 40, 50, 61 & 70 re 
Bids for protection against radiation Requests that comment period be exiended 90 
days from current B60421 deadline 

EDWARDS, DC Oil. Chemical A Atomic Workers International Union 50FR519S2. 88/ 
0'4/18 OHico of the Secretary of the Commission 1p, 61643 029 61843084, 

-9204090001 N 916 047 "Nollce of Policy Guidance on United Auto Workers vs John- 
son Conlrols.lnc ” 

SIL8EnMAN,R.Q. Equal Employment Opportunity Commission S6FR23360 90/91/ 
24. 13pp. 61855.029*61855 041. 

-9204090006 Forwards for concurrence & revlew.lransmitlal memo re revised backfit 
analysis for 10CFfl20 rev Rev predicated upon meeting conditions of 
10CFR50.109 Related docii mentation end 

MORRIS, B.M Division of Regulatory Applications (Post 870413). 56FR23360 90/91/ 
31 PARLER.WC. Ollice of the General Counsel (Post 860701) 144pp. 61855 042- 
€1855.203, 

-9204090012 Advises of research into various federal regulations & ANSI guEdar^ce re 
color coding of radiation aymboLper malls licensee request Federal agencies regula* 
lions conflict on foreground color of radiation symbol. 

BERNERO.RM Office of Nuclear Malarial Safety & Safeguards 56FR23360 90/03/ 
12 BECKJORD,E.S Office of Nuclear Regulatory Research (Post 860720) 12pp 
61855 204-61855 212 

-9204090023 Discusses ALARA provisions in proposed 10CFR 20 Proper std of care 
owed by licensees embodied In current rogutaticn, based on Inll consensus sclenco 6i 
which can be applied uniformly to all licensees & on all Jobs 

FORBES.J Amencan Nuclear Insurers 56FR23360 90/04/27 CUNNINGHAM.L J. 
NRC - No Dalalled Affiliation Given 4pp 61855,213-61855 216 

-9204090031 Forwards relevant portions of new regulation In UK which essenlialEy re- 
quire type tasting, acceptance tesling.maint, periodic teating & callbr o( monitoring in- 
strumentation. 

SWINTH,K.L Batletle Mamoiial Institute, Pacific Northwest Laboratory. 56FR23360 
86/04/24. ALEXANDER, RE Office of Nuclear Regulatory Research, Director (Pre 
869720) 2O0pp 61843 006-61843 284 

-9204090055 Advises of staff Intention to delete suggested ref to OS HA respiratory 
protection regulations. 

WIQGINTOKJM. NRC - No Detailed Affiliation Given 56FR23360. 90/06/27. 
COOL,D. NRC - No Detailed Affiliation Given 19pp 61865*261-61855277 

-9204090066 Advises that end Commission paper proposes several minor revs to 
10CFR2(} rule Telephone comments should be made to DA Cool or Peterson by 
900703. 

COOL.DA Radiation Protection & Health Effects Branch 56FR23360 90/06/27 
MOHRIS,B.M. Division of Regulatory Applications (Post 870413) 14pp. 61855 276 
61655*291 
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>•9204090076 Expresses concerns over impfemenlation date oi 9201 Q1 (or revised 
10CFR20 & anticipated publication data Concerned w/ effect cornpressod schedule 
wll have on successful implementation of revised rule by nuclear power industry 
LEE, 8 Nuclear Management &. Resources Council {NUMARC) (formerly Nuclear Utility 
Manage 56FR23360 BO/07/27 CARR.K M CommissEoners (Post 750119) 2pp 

61855 292 61655 293 

-9204090068 Forwards dralt SRM on 10CFR20EDO ofc indicated that SRM bo by 
900702 In case of any major problems 

HEUTEMES,J NRC No Detailed Affiliation Given 5GFR23360 90/06/28 

MORR1S.0 NRC • No Detailed Affiliation Given ip 61855 294 61855 294 

-9204090096 Forwards staff requiromonts memo on SECV-86-315 & SECY B9 267 to 
be issued on 900703 

CHILK,SJ Office of Ihe Secretary of the Commission 56FR23360 90/06/28 CARR 
Commissioners (Post 7501 19) 4pp 61855 295 61655 298 

—9204090110 Requests that schedule for review of staff requirements memo be ex- 
tended In order to permit submittal of staff rev next wk 

THOMPSON.H L Office of Nuclear Materia) Safety & Safeguards 56FR23360 90/06/ 
29 CHILKiSJ Office of the Secretary of the Commission e7pp 61655 209- 

61856 007 

-9204090118 Forwards comments on draft rog guide B N5 re criteria & procedures for 
summation of infernal & external dose 

WIQQ INTON ,J E Radiation Protection Branch 56FR23360 90/07/24 

ROECKLEIN.A Radiation Protection 8 Health Effects Branch lOpp 61856008- 
618S6017 

-9204090179 Informs that nothing published on new part 20 found other than proposed 
rule published for comment In 1965 Summary of NRC proposed change to basic radi 
alien protection regulation end 

V/ILUS,CA. NRC - No Delailed Affiliation Given 56FR23360 90/07/27 VARLEY.J 
Nuclear Englnaenng International 4pp 81856 018-61856 023 

-9204090207 Forwards llrs from G DIcus & C Hardin expressing difficulties slates will 
experience in promulgating compatible rogutallons within Jan 1992 effective date of 
part 20 Change In effective date to 9401 01 recommended 

KAMMERER.a Stale Programs {900112-911116). 5BFR23360. 90/08/10 

MORRIS.BM Division of Regulatory Applications (Post 670413) Ip 61856024- 
61856024. 

-9204090215 Informs that more than half of agreement programs will not be able to 
Implement new regulations by Implemenlallon dato of Jan 1992 for revised 10CFR20 
DICUS, GJ. Arkansas, Slate oL 56Fn2a360 90/06/07 KAMMERER.C Slate Pro 
grams (900112-911116} 2pp 61856 025 61856026 

-9204Q90231 Provides justification for extending implementation date for revised 
10CFR20 from Jan 1992 to Jan 1994 Now dale will allow for more uniform Implomen- 
tatlon of new provisions of part 20 throughout US 

TEFFT.DE Affiliation Not Assigned 55FR23360 90/08/09 KAMMERER.C, Stale 
Programs (900112-911116), 12pp 61858 02 7 61856 037 

-9204090237 "Fmal Backlit Analysis for Rov of 10CFH20, ’Stds for Protection Against 
flarfialion 

• Division of Regulatory Applications (Post 870413) 5eFR23360 90/08/31 25pp 
61856 039-61856113 

-9204090294 Speech entitled "'BEfR V Estimates of Excess Cancer Mortality” present- 
ed at 900204 Workshop on Statistics of Human Exposure 

ELLETT.WH National Research Council 56FR23360 90/02/04 20pp 61856114- 
61856-133 

-9204090328 “Health Effects of Exposure to Low Levels of Ionizing Radiallon BEIR VJ' 
GLLETT.W H. National Research Council 56FR23360 90/12/31 OBpp 61856*134- 
61656-221 

-9204090331 Defines background radiation to mean radiation arising from natural back- 
ground A other radiation or radioactivity such as global fallout & xadort in quant! II os 
characteristic of environ In -which regulated activity located 

CUNNINGHAM, RE Division of IndTuslria) & Modica! Nuclear Safely (Post 870729) 
66FR 23360 90/08/10 PETERSON.HT Office of Nuclear Regulatory Research (Post 
860720) Ip 61850 222 Q1C56 227. 

-9204090335 Discusses application of backfit rule compliance exception to Commission 
response to guard 

WALSCH.MG Office of the General Counsel (Post 860701) AA38-2 86/06/20 PAL- 
LADINO Commissioners (Post 750119) 4pp 61843 347 61843 350 

-9204090337 Transmits written comments on review of draft reg guides implementing 
revised 10CFfl200ra! comments provided to H Peterson in June Guides should be 
simplified so that licensees w/limited resources can comprehend guidance 
MILLER, V L Assistant Director for Slate Agreemenis Program. 56FR23360 90/08/ 
10 MORRIS.BM Division of Regulatory Applications (Posi 870413) Ip 61856 228- 
61656 228 

-9204090349 Forwards re-draft of public announcement of final revs to 10CFR20 con- 
tained in SECY'88-316 Announcement will bo ready to issue concurrently w/FR publi- 
calioft of revs Comments will be appreciated 

INGRAM, F Public Affairs (870413-911116) 66FR23360 90/08/14. PETERSON.H 
Office of Nuclear Regulatory Research (Post B60720) 49pp 61856-229-61856 279, 

“9204090361 Responds to 861020 request for clarificalfon of issues re 1OCFR20 rule- 
making 

PETERSON.H T Office of Nuclear ReguJalory Research, Director (Pro 860720), AA38- 
2 66/11/03 D’ARfllGO,D Nuclear Information 8 Resource Service Ip 61843351- 
81843 351 

“9204090366 Expresses concerns re final .rulo 10CFfl20, ”Stds for Proleclion Against 
Radiation." Specific records retention pa nods must be Included lor all epp F requlre- 
manls 

SHELTON.BJ Information & Records Management Branch (Foal 690827) 
66FR23360 90/12/05 HUDSON, S. Office of Nuclear Regulatory Research (Post 
860720) Ip, 6 1856 3 55 6 1856 355 


-9204090375 Expresses several concerns w/final rule 10CFR20, "Stds for Protecllon 
Against Radiation” A extensive concerns w/ supporting statement Retention period, 
“until Piconse terminated" recommended for retention of manifest records 
SHELTON.BJ Information & Records Management Branch (Post 890827) 
56FH23360 90/08/23 HUDSON.S Office of Nuclear Regulatory Research (Post 
660720) 2pp 61856 356-61056 357 

-9204090396 Discusses videotape on proposed changes to NRC stds for protection 
GOLLER.K R Office of Nuclear Regulatory Research, Director (Pre 860720) AA3a 2 
86/11/14 NUSSBAUMER.D NRC - No Delailed Affiliation Given 4pp 61843 352- 
61043 355 

-9204100001 Responds to G Dicus 000807 Hr re implementation date of revs to 
10CFR20 Commission approved delay In required Implementation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (9001 12-91 11 16) 56FR23360 90/12/10 HILL.T Or- 
ganization of Agreement States Ip 61856 356-61856 358 

-9204100004 Informs that proposed rule completely revising 10CFR20, "Stds for Pro- 
tection Against Radiation,*' published in FR on 851220 

PHILIPS,J Division of Rules & Records (Pre 870413) 66FR23360 86/12/24 
ALEXANDER, R E Office of Nuclear Regulatory Research. Director (Pre 800720) 2pp 
61843 356-61844 010 

-920410-0017 Fonvards Itrs to D Tefft & T Hill re implomentatian dates of 
10CFR20 Commission approved delay in required implementation date for revised pari 
20 for NRG licensees from Jan 1902 to Jan 1993 

KAMMERER.C State Programs (900112-911116) 56FR23360 90/12/10 Affiliation 
Not Assigned Ip 61856350 61B56 359, 

-9204100027 Responds to 900809 Itr re Implementation dato of revs to 
10CFR20 Commission approved delay in required implementation date for revised pari 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Stale Programs (900112-911116) 56FR23360 90/12/10 TEFFT.D 
Conference of Radralton Control Program Directors, Inc. 13pp 61856 360 61857 026 

-9204100049 "Environ Assessment for Rev of 10CFR20, ’Stds for Proleclion Against 
Radiation 

* NRC - No Detailed Affiliation Given 56FR23360 90/12/21 643pp 61857,027- 
61859 032 

-9204100073 Responds to 901220 Itr to Carr re implementation dales for revised pert 
20 & availability of associated reg guides Commission has reconsidered Implementa- 
tion date for revised part 20 to Jan 1993 for NRC licensees 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 56FR23360 
91/01/14 TODD.JS American Medical Association Ip 61959 044-61859,045 

-9204100103 Offers no comment on comparison of former part 20 to revised part 
20 Document will bo useful & would be distributed to states as soon as possible 
MILLBR.VL Assistant Director for Slate Agreements Program 56FR23360 91/03/ 
05 COOL.DA. Radiation Protection & Health Effects Branch Ip 61859 046 
61859 046 

-9204100110 Comments on comparison of former part 20 to revised part 20 
BEACH,A0 Region 4 (Post 820201) 56FR23360 91/03/05 COOL.DA Radiation 
Pfolecbon & Hoollh Effects Branch, 2pp 61859 047-01859 048 

-9204100116 Summary of 910305 meeting re part 20 rev List of attendees provided 
MEYER.O Of lice of Administration (Post B90205) 56FR23360 01/03/00 COOL.D 
Office of Nuclear Regulatory Research (Post 860720) Ip 61859 049 61859 049 

-9204100123 Responds to note re Slate of CA RGP staff finding radiation warning 
elans for sale for purpose of decoration & other than legitimate uses 
MILLER, V t Assislanl Director for Stale Agreomonis Program 56FR23360 91 /03/ 
13 HORNOR.J. Region 5 (Post 820201) Ip 61859 050 61850 050 

-9204100128 Forwards marked up final rule amending 10CFR 20, presenting comments 
on stda for protection against radiation Alternative wording fn preamble to final rule 
suggested In order to describe different versions of rule accurately 
MEYER, DL Regulatory Publications Branch. 56FR23360 91/03/19 COOL.DA Radt 
ation Proleclion & Health Effects Branch Ip 61859 051-61859 051 

-9204100140 Responds to request concerning need to modify 10CFR20 to restrict 
buildup of radionuclides at sanitary sewage treatment plants 
BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pro 860720) AA38- 
2 87/01/06 QRAGE.J.N Region 2 (Post 820201), 3pp 61844,011-61844 013 

-9204100167 Requests that last sentence In first full paragraph on page 317 of 
10CFR20 be changed to read as stated 

LIEBERMAN.J NRC - No Detailed Affiliation Given 56FR23360 91/03/21, 
PETERSON, H Office of Nuclear Regulatory Research (Post 860720) Ip 61859 052- 
61659 052 

-92041 GDI 73 Expresses appreciation for efforts to develop concise aid to inspectors In 
readily Identifying differences between former 10CFR20 & revised part 20 Hi Peter 
son comments & suggested rev of comparison end. 

MORRIS.B M Division of Regulatory Applications (Post 870413), 66FR23360 91/03/ 
27 NORELIUS.CE, Region 3 (Post 820201) 9pp 61859 053 61859 061 

-9204100150 Forwards pages 67,78 8 100 of latest version of 10CFR20 that need 
fixing.Pages 97-103 missing 

SWIR-J, NRC - No Detailed Affiliation Given. 56FR23380 91/03/28. PETERSON.H 
Office of Nuclear Regulatory Research (Post 860720) 4pp 61 859,062-61 859*065 

-9204100186 Forwards renumbered 10CFR20 per procedure described In SECY*9 1-055 
8 approved by neoahve consent by Commission Changes made to update part 20 
rule listed W/o one! 

COOL, D. A Radiation Protection 8 Health Effects Branch 5eFR23360 91/03/29 
MEYER.DL Regulatory Publications Branch 2pp 61869 066 61859 067 

-9204100189 Requests Initiation of rev of 10CFR20, Section 20 303, "Disposal by Re- 
lease into Sanitary Sewage Sys," to belter consider actual 8 potential buildup of long 
half-life radioactive mall in sewer sys 

GRACE.JN. Region 2 (Post 820201) 56Ffl23360, 06/11/18, BECKJORD.E S Office 
of Nuclear Regulatory Research, Director (Pre 860720) Ip 61844*014-61844 033 
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-0204100192 Forwards Paporwork Reduction Act Statement staling that info coIlQctiona 
would not becomo effective until approved by 0MB, per rev to 10CFR20 
SHELTON, BJ Information & Records Management Branch (Post 890B271 
56FR23360 91/04/01 HUDSON, S Office of Nuclear Regulatory Research (Post 
860720) 2pp 61059 060-G 1650 069 

-0204100199 Ack receipt of 910401 Itr & comments about revised 10CFR20 
regulation Responses to Issues raised (n Itr end Related documentation also one! 
CC)OL,OA Radiation Protection & Health Effects Branch 56FR23360 91/04/12 
WELT,M A Alpha Omega Technology, Inc GOOpp 61659 070 61059 287 

-9204100210 Submits procedures for ensuring that complete regulatory history com 
piled for each rulemaking action Complolsd Index for final rule re aids for protection 
against radiation should be submitted by 910921 

LtSAR.MT Regulatory PublicaUons Branch 66FR23360 91/05/24 PETEnSON,HT 
Office of Nuclear Regulatory Research (Post 860720) 2pp 61859 293 Q1859'296 

-9204100210 Requests that NRG submit new camera copy oach time document sub- 
mitted amending table In order to avoid publication problems in lOCFRLIsl of public 
comments re stda for protoclion against radiation end 

RICKETT,DL National Archives & Records Administration 5eFn23369 91/06/24 
LESAR.M NRG - No Oetollod Affiliation Given Ip 61059 297-61859 290. 

-9204100330 Discusses annual review of rulemaking on rev to 10CFfl20 
BECKJORD.E S Office of Nuclenr Regulatory Rosearch, Director (Pre 860720) /\A30- 
2 87/01/16 STELLO.V Ofc of the ExecuHvo Director for Operations Ip 61844 034- 
61844 034 

-9204130042 Provides recommendations on neutron quality factor 
FOULKE.J D Olfico of Nuclear Regulatory Research, Director (Pro 060720) AA3B 2. 
07/02/2B ALEXANDER, R E Office of Nuclear Rogulalory Research, Director (Pre 
860720) 9pp 61044 051-61844 059 

-9204130061 Forwards expanded annual review of rulemaking package (or major rev of 
10CFR20 for review & comment 

ALEXANDER, R E. Office of Nuclear Regulatory Research, Director (Pro 860720) 
AA38-2 67/03/31 NRG - No Detailed Affiliation Given Ip 61044,060-81844 060 

-9204130077 Grants potitioner request for Commission to remove requirement that ra- 
dioactive aerosols bo administered to patients only In rooms at negattvo pressure 
GOLLER,K.R. Office of Nuclear Regulatory Research, Director (Pre 880720) 67/04/ 
07 NORRY.PQ Office of Administration (Pre 670413) 3pp. 61844 061 81844 063 

-9204130122 Forwards petition for rulemaking PRM-35-6 for review & determination as 
to whether or not petition qualifies (or special handling by staff as fast track petition 
for rulemaking 

NORRV,P.Q Office of Administration (Pro 870413) AA30-2 87/03/17 

BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 8pp 
61044 064 81844.092 

-9204130187 Comment on propoaed rulos 10CFR2,1 0,20,30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Draft backlit analysis Inadequate to justify 
proposed rev to part 20 for same reason staled by Commissioner Roberts 
ANDREWS.n L Omaha Public Power District 50FR51992. 86/10/20 Docketing & 
Services Branch. 2pp 61859’209 61 859*300 

-9204130204 Comment on proposed rules lOCFRa, 19,20,30,31,32,34.35.39,40, 50,61 & 
70 re stds for protoclion against radiation Significant (raining of NRC staff & Inspec- 
tors must bo conducted to provide consistency in Interpretation of rule, 

WOODY, C.O. Florida Power & Light Co 50FR51992 00749 86/10/21 CHILK.SJ 
Office of the Secretary of the Commission. 3pp. 618S9 301-61659*303 

-9204130234 Comment on proposed rulos 10CFR2, 19,20,30.31,32,34,36,30,40, 50,61 & 
70 re stds for protection against radial! or. U rges Ck)mmlsslon to withdraw proposed 
changes In radiation protoclion stds 

JOHNSRUD.JH Envlfonmenta! Coalition on Nuclear Power 50FR51092 00750. 80/ 
10/26 Office of the Secretary of the Commission 4pp 61859 304-61659 307 

-9204130262 Comment on proposed rules IQCFRa, 19,20,30,31,32,34,35,39.40. 50,81 & 
70 re Bids for protection against radiation Proposed rulos witf provide subsidy to nucle- 
ar industry at expense of public health, environ & economic concerns. 

HIGHTOWER, J Texas. State of 5OFR51902 00747 88/10/26 ZECH.LW, Commis- 
sioners (Post 7601 1 0) 2pp 61859*308 81860*309. 

-9204130295 Discusses need for revised environ assessment for 10CFR20 
PETERSON, H.T Office of Nuclear Regulatory Researett, Director (Pre 860720) AA38- 
2 87/05/08 ALEXANDER.R.E. Office of Nuclear Regulatory Rosearch, Director (Pre 
060720). 34pp. 61844 093 61044 129 

-9204130301 Comment on proposed rules 10CFR2, 10,20,30.3 1,32, 34, 35, 39,40, 60,61 & 
70 re stds for protection against radiation Backlit analysis for proposed rules does not 
adequately assesss potential Impact on exposure to radiation workers 
TIERNAN.JA Balllmore Gas & Electric Co B0FR51 092 00761. 06/10/31 DockeWng 
5 Services Branch 4pp. 61859 310 61869 313. 

-9204130310 Comment on proposed rules 10CFR2,1 0,20,30, 3 1,32, 34,36,39.40, 60.61 & 
70 re stds for protection against radiation Proposal Increasas risk of exposure to lonte- 
Inn radiation of nuclear workers & NRG ought to withdraw proposal. 

SAMUALS.a.W. AFL-CIO 60FR51992 00762 86/10/30 Office of the Secretary of 
the Commission. 7pp 61059.314-61859*320. 

-9204130316 Comment on proposed rules 10CFR2. 10.20,30,31.32.34.36,39.40, 50,61 & 
70 re stds for protection against radiation. Proposed rules will not provide substantial 
increase In overall protection of public health & safety 

KOBER.RW Rochester Gas & Electric Corp 60FRB1992 00763 06/10/28. Docket- 
ing & So rvic os Branch 7pp 61859.321-61859.327. 

-9204130317 Requests legal advice re listed 10CFR20 issues.Incfudlog do minimis 
cutoff on collective dose calculations. 

ALEXANDER.RE Office of Nuclear Regulatory Research, Director (Pre 660720), 
AA38 2. 87/06/11. BECKER.J. Office of the General Counsel (Post 860701). 2pp. 
61844*130 61844.163 

-9204130327 Comment on proposed rules 10CFR2, 19,20,30. 3 1,32, 34,35,39,40, 60.61 & 
70 re Bids for protection against radiation. Proposal changes method of computing ra- 
diation dose exposures but does not improve radiation protection stda for exposure. 
ORTLIEB.O.W, International Chemical Workers Union, 60FR51992 00754. 86/10/31 
Docketing & Services Branch. 6pp 61859*328-61869*332 


-92O41303'34 C^omment on proposed rules 10CFR2.1 9,20,30.31 ,32,34.35,39,40. 50.61 A 
70 fo stds for protection agamsl radiation Urges Commission to withdraw proposal A 
reptace proposal w/one which lowers dose limits to workers A gonoral public 
WRIGHT,MJ United Steetworkers of Amonca 50FR 51 902 00756 86/10/30 Docket- 
ing A Services Branch 44pp 61859 333 61860 018 

-9204130341 Comment on proposed rules 10CFR 2. 19,20,30. 3 1,32.34,35, 39,40, 50,61 A 
70 re stds for protection against radiation Util strongly supports need for use of da 
mintmis levels of radiation or radioactive malls 

COUNSIL.WQ Texas Utilities Electric Co (TU Electric) TXX 4906 86/10/29 Docket- 
ing A Services Branch 5pp 61860 01 9 61 860 023 

-9204130352 Comment on proposed rules 10CFR 2, 19,20, 36, 31 ,32,34,35,39,40, 56,61 A 
70 re stds for protection against radiation Proposed amends not needed & will not 
perceptibly serve public health A safety 

ASMUSSEN.KE Gonoral Atomics (formerly GA Technotogiea, Inc /General Alomic 
Co). 50FR51992 00757 66/10/30 Docketing A Services Branch 3pp 61860 024 
61060026 

-9264140335 Provides recommendations for control of NRC rulemaking ro annual 
review of ongoing RES sponsored rulemaking 10CFR20 

BECKJORD.E S Office of Nuclear Rogulalow Research, Director (Pre 860720) 
66FR23360 87/07/07 STELLO.V Ofc of the Executive Director for Operations 3pp 
61844 154-61844:157 

-9204140348 Concurs that rulemaking for 10CFR20 should be continued A comploled 
THOMPSON, HL Office of Nuclear Material Safety A Safeguards. AA3B.2. 87/67/01 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 660726) Ip 
61844*158-61844:158 

-9204160901 Forwards draft handout sheets for 870729 meeting w/Slello 
ALEXANDEfl.R E. Office of Nuclear Regulatory Research, Director (Pre 860720) 87/ 
07/23 BECKER.J. Office of the General Counsel (Post 860701) 5pp 61844 220- 
61844 224. 

-9204160903 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32,3 4, 3 5,3 9, 40, 50,61 A 
7Q ro stds for protection against radiation Donnands public hearing on proposed rules 
A lhat EIS he done on proposed rules 

PIERCE, J. Citizens Action for Safe Environment 5OFR51092 06769 86/11/03 NRC - 
No Detailed Affiliation Given 2pp 61860 027-61860 026. 

-9204160906 Commenl on proposed rules 10CFR 2, 10, 20,30. 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Supports objective of proposal to update ra- 
diation protection stds for licensees of NRC 

SANDERSON, RE Environmental Protection Agoncy 50FR51 992 00769 86/10/31 
CHILK.SJ Office of the Secretary of Die Commission 0pp. 61060 030-61860039 

-9204150010 Comment on proposed rules 10CFR 2, 10,20, 30, 31 .32,34,35,39,40, 50,61 A 
70 ro stds for protection agalnsi radiation Public demands that environ Impact studios 
A open hearing precedes eld change 

ISEtlN.C Now England Coalition on Nuclear Pollution 60FR51992 00759 86/10/31 
Oogketing A Services Branch Ip 61860 039-61860.040 

-9204160013 Provides fist of alternallvos posed by RES ro control of rulemaking, Part 

20 . 

BEOKER.J M Office of the General Counsel (Post 860701). 56FR23360 07/08/04 
PARf.ER.WC Office of the General Counsel (Post 860701) 46pp 61844 225- 
6184^ 273. 

-9204160018 Forwards H Hawley A P Hawley 861017 Itr re plans la review current 
NRC regulations govornlng radiation exposure for workers 

EVANS.DJ. Senate 50FR51 092 00762 06/10/20 KAMMERER.C Olf ice of Govern 
menifti A Public Affairs (870413-91 1 1 16). 4pp. 61860,041-61860 044 

-9204190045 Comment on proposed rules 1DCFR 2, 19, 20,30, 3 1,3 2, 34 ,3 5,3 9, 40, 50,61 A 
70 re stds for protection against radiation Opposes NRC proposal to increase std for 
acceptable radiation exposure A urges lhat public hearing bo held A EIS prepared 
STYLES, M M. American Nurses' Assoclalion, Ino 5OFn51902 00763 . 66/10/28 
Docketing A Services Branch. 2pp. 61860 045-61960 046, 

-9204160056 Comment on proposed rules 10CFR2.19.20, 30, 31 .32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation. Implemonlallon of pr^osed regulations 
would have unique Impact on GA as rnfg of U A thorium fuels for HTQRs 
ASMUSSEN.KE General Atomics (formerly QA Technologies, Inc /General Alomic 
Co) 60FR61fi92 00704. 86/10/31. Docketing A Services Branch. 4pp. 61060 047- 
61860.050 

-9204150968 Responds to 07061 1 request for legal advice on two issues re rev of Part 

20 . 

BECKER, J.M Office of the General Counsel (Post 860701) AA38.2, 87/08/10 
ALEXANDER.RE. Division of Regufatory Applications (860720-870413) IBpp 
0ie44;274 B1844 349 

-920415096S Comment on proposed rulos 10CFR2,1 9,20,30*31 .32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Commission urged to reject argument that 
backfit rtflo should be suspended for rulemaking 

KURTZ,EF ABB Imp all Corp. (formorly Impel) Corp). 60FR5ie92 00765 86/11/01. 
CH)LK,S J. Office of the Secretary of the Commission 6pp 61860 051-61860 055 

-9204150977 Comment on proposed rules 10CFft2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for proleclion against radiation. Recommends that scope of proposed rule 
be fimited to listed areas 

SIMPSON.ee Florida Power Corp 60FR61902 00768 80/10/31. CHILK.SJ. Office 
of tho Secretary of the Commission, I2pp SIseO’OSe-eiBeo.lOI. 

-»^2Q41 50 122 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 60,61 A 
70 re stda lor protection against radiatfon.NRC low level radiation aids, as proposed, do 
not rolloct current state of Knowledge fn health physics 

REICHER.D.W Natural Rasaurcos Defense Council. 6OFHSt0D2 00771. 06/11/05. 
Rgcketlng A Services Branch, 22pp 61860 102 61060*123 

204160 143 Commenl on proposed rufes 16CFR 2, 19,26,30,31,32,34,35.30,40, 50,61 A 
70 re stds for protection against radiation. Beck fit analysis does not justify costs of Im- 
jemenlatlon A proposed protection of public health A safety not increased. 
ORENSEN.QC Washington Public Power Supply System 60FR51992 00772 86/ 
10/31 Docketing A Services Branch 4pp 01 660'1 24-61 866:1 27 
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»9204tsai49 ConiinenI on proposed rules 10CFR2, 19,20.30,31,32.34,35,33,40, 50.61 & 
70 ra stds for protection against radiation Urges NRC to wUhdraw proposat & afloirna- 
tivoly propose std wh^ch wiTl rasult in significant reduction In exposures 
MAHTlNO.fO Obio/OSHA Environmental Network 50FR51 902 00774 86/10/31 
Offico of the Secretary of the Commission ip. 61860 128 61860 126 

-9204150164 Provides brief commentary in response to request lor comments on draft 
memo concerning ambiguity of ’'rem" unit for both dose equivalent & effeclivo dose 
oquivafent 

MiLLS.WA Oak Ridge Associated Universities 56FR23360 87/09/25 

ALEXANDER, R E Off ce of Nuclear Regulatory Research, Director (Pra 660720) 
22pp 61844 356 61645 017 

“9204150167 Comment on proposed rules 10CFR2.1 9, 20 ,30,.31 ,32,34,35*39.40, 50,61 & 
70 re sids for protection against radiation Strongly urges Commission not to promul- 
gate f]r>al rule > 

OPEKA.JF Connecticut Yankee Atomic Power Co 50FR51992 00774 86/10/31 
Docketing & Services Branch 3pp 61860 129 61B60 132 

“9204150177 Comment on proposed rules 10CFR2. 19,20,30,31. 3 2.34*35*39,40, 50,61 & 
70 re Bids for protection against radiation Urges NRC to wUhdraw proposal & altorna- 
lively propose std which will result in significant reduction fn exposures 
PEHRY.MK International Chemical Workers Union 50FR51992 00776 86/11/06 
Olfice of the Secralary of the Commlssloa 1p 61860 133-61860 133 


“9204180268 Commont on proposed rules 10CFR2,19.20.30,31.32.34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

MILTENBERGER.R Aflillation Not Assigned 56FR51 992 00784 86/11/05 Office ol 
the Secretary of the Commission 2pp 61860 143 61860 144 

“9204170036 Fonvards comparative text containing present Part 20 rule, revisod draft 
final rule & 060109 proposed rule Document will be malor point of discussion at meet- 
ing on 871116 & 17 

MORRIS.BM Division of Regulatory Applications (860720-870413) AA30-Z 37/11/ 
05 GLENN, J Region 1 (Post 820201) 124pp 61845 089 61845 213 

“9204170070 Forwards revised work plan for project "Development of Regufatory Anal- 
ysis for Proposed Rev to 10CFR20 

MerWIN.SE Battelle Memorial Institute, Pacific Northwest Laboratory AA38 2 0075 
87/11/17 PETERSON, HT Division of Regulatory Applications (860720 87041 3) 6pp 
61845 214-61845 219 

“9204170116 Discusses recanl escalated enforcement case (EA 87-203 HeubJem.tnc) 
concarfiing questions raised by NRC re whether loss of particular gauge consUtulod 
substantial hazard & would therefore be reportable per 10CFR20 402(a)(1) 
LIEBERMAN.J Ofc of Inspeclion & Enforcement. Director (820201-870413) AA3B-2 
67/11/23 CUNNINQHAM.R E Office of Nuclear Material Safety & Safeguards 2po 
61845 220 61845 221 


“9204160205 Comment on proposed rules 10CFR2. 19,20,30.31 ,3 2.34*35.39,40, 50,81 & 
70 re stds for pfolectron against radiation Opposes rule change & NRC atliludo to 
public & urges NRC to withdraw proposed radiation sids 

WeBB,T Affiliation Not Assigned 50FR51992 00777. 86/11/10 Docketing & Serv- 
ices Branch ip 61860 134-61860 134 

“9204150206 Commenl on proposed rules IOC FR2, 19, 20,30.31 ,3 2, 34 ,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule change & NRC attitude to 
public & urges NRC to wthdraw proposed radiation stds 

LOSKE.KFf Affiliation Not Assigned 60FR51 992 00776 06/10/09 Dockellng & Serv- 
ices Branch Ip 61860135-61860,135 

“9204150221 Comment on proposed rules tOCfRZ, 19,20, 30,31 ,32,34,35*39.40, 50.61 & 
70 re stds for prolectlon against radiation Opposes rule change & NRC altitude to 
public & urges NRC to withdraw proposed radiation sids 

COHEN, JJ Affiliation Not Assigned 50FR51 092 00779 86/11/10 Docketing & Serv- 
ices Brarich Ip 61860136-61860:136 

“92041 S-0224 Hesponda to 670917 Itf re proposed revs of NRO radiation protection re 
quiremonts in lOCFRao Recommends that sex & job classification be Included on 
form 

BOICE.J D Meryland. Slate of 56FR23360 67/09/30 ALEXANDER, R E Office of 
Nuclear Regulalory Research, Director (Pre 860720) 2pp 61645.018-61845 019 

“9204150229 Comment on proposed rules tOCFR2. 19,20,30*311,32,34,35.30,40, 50,61 & 
70 re stds for protection against radiation Opposes any Increase fn accepleble levels 
of radlaion exposure 

* Arniiatlon Not Assigned SOFR51092 00780 66/11/10. Docketing & Services 
Branch Ip 61860 137-61860137 

“9204150243 Comment on proposed rules 10CFR2,1 9, 20,30,31 ,32,34 ,35.39*40, 60.61 & 
70 re stds for protection against radiation Requests that public hearing be held & that 
EfS bo Issued 

FULCHER.JE Affiliation Not Assigned 50FR 51 992 00781 06/11/01 Offico of the 
Secralary ol the Commission tp 61860 138 61860 136 

“92Q4150247 Commonlon proposed rules IOC FR2.1 9, 20,30,31, 32, 34, 35, 39.40, 50,61 & 
70 re stds for protection against radiation. Disallowance for protection faclers for sor- 
bent not appropriate. 

MlTTL.R L Public Service Electric & Gas Co of Naw Jersey 60FR51Q92 00782 66/ 
10/31 CHIIK,SJ Office of the Secrelary of the Commission 2pp 61860.139- 

ci aen i An 


-92041 &0001 Requests comments on rev ol radiation protection requlremeriis tn 
10CFR20 in areas of occupallonal dose recordkeeping & reporting 
ALEXANDER, RE Division of Regulatory Appllcallons (860720 670413) AA3B-a 67/ 
09/17 COICE, J.O, Maryland, Slate of 29pp. 61845 020 61845 051 

“9204160002 Requests two member, one each from reactor & malls insp & enlorcomenl 
areas, to attend & participate In regional & agreement states workshop on rev of 
10CFB20» 

BECKJORD,E.S Office of Nuclear Regulatory Research. Director (Pra 8607201 AA30‘ 
2 87/10/08 RUSSELL,W Region 1 (Post 820201) 9pp 61845 052 61845:060 


“9204160017 Informs that Region 1 assigned J Glenn & M Shanbaky to attend & partici- 
pate fn 871 1 16 A 17 workshop 

AILAN.J M Region 1 (Post 820201) AA3e-2 B7/1 0/21. ALEXANDER, R.E* Office of 
Nuclear Regulatory Research, Director (Pra 089720) ip. 61845.061-61845,061 

“9204160041 Informs that Reglori IV will assign two staff members to attend regional A 
agraamenl stale workshop, one each from reactor & mails Insp areas 
MARTIN,RO Region 4 (Post 820201) 66FR233eO 87/10/22 BECKJORO.E.S. Office 
of Nuclear Regulatory Research (Post 860720). Ip 61 845’ 062-61 845:982, 

“9204160065 Advises that CM Hosey & JP Potter will participate In regional A agree- 
ment states workshop on rev of 10C;FR2O. 

GRACEpJN Region 2 (Post 820201). AA3B2. 87/10/22. BECKJORD.E S, Office of 
Nuclear Regulatory Research (Post 869720), Ip 61645063 61845 067 


“9204160104 Forwards proposed schedule for 10CFR20 rulemaking 
STELLO.V Ofc of Ihe Executive Director for Opeiations AA38 2 87/10/08 ZECI- 
Commissioners (Post 750119). 16pp 81846 068-61845 082. 


^wor^k^ jilan for project "Development of Ragulolory 

lltule. Pacific Northwest Laboratory AA36~9. 87/ 
Regulatory Appficallons (860720-870413), 6pp 


“9204160121 Forwards pre 
Analysis for Proposad Rev' to 10CFfl20 
MERWIN.SE Baltelle Memorial li^stltule. Pacific Northwest Laboratory AA36~9. 87/ 
of Regulatory Appficallons (860720-870413). 6dd 

61845 083-81845 088, 


“9204170212 Requests assistance In reviewing end draft rev of 10CFR20 
MORRIS.B Division of Rsgulatoiy Applications (860720-8704 1 3) 56FR23360 87/12/ 
11 BECKER, J Office of the General Counsel (Post 860701) B6pp 61845 222 
61845 308 

“9204210046 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

OWOHKIN.H J American Colloge of Nuclear Physicians 60FR51992 00785 66/10/ 
31 CHILK,S J Office of the Secretary of the Commission 4pp 61860 145 61860 154 

“9204210091 Comment on proposed rules 10CFR2.1 9,20.30,31, 32, 34,35, 39, 40, 50,61 & 
70 re stds for protoclion against radiation 

THORPE.JR General Public Utilities Corp - GPU Service Corn 50FR51092 00787 
86/10/31 CHILK.S J Offico of the Secretary of the Commission 16pp 61060 155 
61860186 

“9204210136 Comment on proposed rules tOCFR2,1 9,20,30.31 .32,34,35,30,40, 50,61 & 
70 fc slda for proteeWon aga/nst rndtaiion 

POLICH.J Affiliation Nat Assigned 50FR51992 00780 66/10/22 Docketing & Serv 
Icos Branch tp 61060 187 61860 187 

“9204210144 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35,39,40. 50,61 A 
70 re stds for protection against radiation 

OCONNOfl.A Inlernational Association of Machinists A Aerospace Workers 
50FR51992 00790. 66/10/31 Office of the Secretary of the Commission 5pp 
61860 108 61860 192 

“9204210182 Comment on proposed rules 10CFR2, 19, 20.30,31,32, 34, 35, 39,40, 50,61 & 
70 re stds for protecllon against radiation 

KfLLAR.FM Middle South Son/ice, Inc 50FR51902 00791. 86/11/07 Offico of Iho 
Secrelary of the Commission 4pp 61860 103 61660 242 

“9204210276 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34.35.39,40, 50,61 A 
70 ra stds for protection ahalnsl radiation 

VIULFORTH.JC Food A Drug Administration 50FR51 992 00797 66/11/13 Offico d 
the Secfolary of the Commisdon I3pp 61860 243 61860 265 

“9204210300 Commont on proposed rules 10CFR2, 10,20,30,31 .32,34,36,39,40, 50,61 A 
70 re stds for protection against radiation 

DALTROFF.SL Philadelphia Electric Co 50FR51992 00798 86/11/13 Office of the 
Secretary of the Commission 3pp 61860 256 Bie60’260 

“9204210316 Comment on proposed rules 10CFR2.1 0,20.30, 31, 32, 34, 35.39.40, 50,81 A 
70 re stds for protection agairrsl radiation 

MORAWETZ.JS Inlernational Molders A Allied Workers Union 50FR5199Z 00800 
06/11/04, BECKJORD.E Offico of Nuclear Regulatory Research (Post 860720) Ip 
61B60 261-01060 261 

--9204210321 Comment an proposed rules 10CFR2.1 9.20.30, 31. 32, 34,35,39, 40, 50,61 & 
70 re stds for protectlof) against radiation 

LEVINE.J International Molders A Allied Workers Union 50FR51092 0000 1. 86/11/ 
06 BECKJORD.E Offico of Nuclear Regulatory Research (Post 860720) Ip 
61860 262 61860.262 

“9204210328 Commont on proposod rules 10CFR2, 19, 20,30, 3 1,32, 34,35, 30, 40, 60,61 A 
70 re stds for protection against radiation 

MANN.EM Affiliation Not Assigned 66FR23360 00802 06/11/16 Office of the Sec- 
relaryof Iho Commission. 1p 61060.263 61860311, 

“9204220116 Forwards draft 10CFR20 rev for Info Comments provided based on review 
of rev. 

GRIMSLEY.DH Office of Administration (Pro 070413) AA38-2 68/01/14 

MORRIS,B Diviston of Regulatory Applications (860720-870413). 2pp 81845316 

“9204220186 Forwards comments on proposed 10CFR20 revs. 

MARTIN,! T, Region 1 (Post 820201) AA38-2. 88/01/20. MORRIS.B Division of Reg 
ulatory Applications (860720 870413) 1 0pp 61 845 31 7 61 845 326, 

“9204220207 Responds to 871211 request for review, com men I A concurrence lor draff 
lOCFRZO final rule 

HIND.JA Region 3 (Post 820201), 56FR23360 88/01/22 MORRIS.BM Divisions 
Regulalory Applications (860720 870413) 11pp. 61845 326 61845 336 


“9204180256 Comma rit on proposed rules lOCFR 2,19*20, 30, 3 1,32,34,35.3 9.40, 50.61 A 
70 re stds for protection gainst radiation 

007«3, 86/10/31, Dockeuna 4 Swvicas Branch. 

epp OloOU. |4l-Dlo&U,142* 


“9204220227 Recommends that draft 10CFR20 be given to Ofc of Enforcernent for 
reviow & consideration of developing enforcement atrategles 
SCARANO.RA Regiori 6 (Post 820201) AA30 2 08/01/15 MORRIS.B Division of 
Regulatory Appilealions (Post 870413) 4pp 81845.342-6ia45'345 
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-9204220246 Forwards commenis from stale of Indiana on div review of draft 10GFHZO 
rev 

NUSSBAUMER.D A Assistant Director for Slate Agreements Program AA38-2 88/ 
01/28 MOflRfS.B Division of Regulatory Applications (060720 870413) Ip 
61845 346 61045 346 

-9204230009 Comments on ALARA requirements for Importance in sys of radiation pro- 
tection 

DVORAK.V Indiana. Stale of AA38 2 88/01/21 NUSSBAUMER.D A NRC - No De 
tailed Aflitiation Given Ip 61845 347-61845 347 

-B20423D014 Forwards States of Colorado & Wisconsin comments on review of draft 
10CFR20 rev 

NUSSBAUMER.D A Assistant Director for State Agreements Program AA38-2 88/ 
01/25 MORRIS, B Division of Regulatory Applications (Post 870413) Ip 61845 348- 
61845 340 

-9204230027 Confirms earlier conversation re comments on draft rev of 10CFn20 did 
871209 

HAZLE.AJ Colorado, State of AA3B-2 80/01/14 NUSSBAUMER.D A Assistant Di- 
rector for Slate Agreements Program Ip 61845 349 61845 349 

-9204230030 Provides commenis re draft 10CFR20 rev Section 20 1101 records should 
require that units be reported In both special units & SI units 
BUNGE, MC Wisconsin, Stale of AA3a-2 08/01/14 NUSSBAUMER,0 Commission- 
ers (Post 750119) Ip 61845 350-61845 350 

-92O423003S Discusses review of draft of revised 10CFR20 w/ understanding that rule 
will eventually bo promulgated 

LOYSEN.P Fuel Cycle Safety Branch AA3B-2 88/01/15 COOL.D. Office of Nuclear 
Material Safely & Safeguards 4pp 61845 351-61045 354 

-9204230046 Comments on rev ol 10CFR20 in response to 071211 request 
BANGART.RL Region 4 (Post 620201) AA38-2 68/01/20 MORRIS.B Division ol 
Regulatory Applications (Post 870413) 5pp 61845 337-61645 341. 

-9204230087 Forwards comments concerning final 10CFR20 revised rule 
GEORGE.D Army. Dept of AA30-2. 80/01/10 PETERSON.H Commissioners (Post 
750119) 4pp 61845 355-61845 358 

-9204230092 Fonvards commenis on proposed rulemaking re notification of incidents 
CUNNINGHAM, n E Division of Industrial & Medical Nuclear Safety (Post 670729) 
AA30-2 88/01/13. MORRIS, B M Division of Regulatory Applications (Post 670413) 
15pp 61845 359-61048 041 

“9204230124 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,3 2.34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GREGORY, R D Affiliation Not Assigned 06/05/05 Docketing & Services Branch Ip 
61860 312 61860 312 

“9204230130 Comment on proposed rules 10CFR2,1 9,20,30,3 1,3 2,34 ,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SORENSEN, G C Washington Public Power Supply System. AA3B-2 86/05/09 Office 
of the Secretary of the Commission 3pp 61060 334-61860 336 

“9204230137 Comment on proposed rules 10CFR2, 19.20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ROSIN E,D Affiliation Not Assigned 86/05/05 Docketing & Services Branch Ip 
61060 313 61860 313 

-9204230140 Comment on proposed rules 10CFR2, 19, 20,30 ,3 1,3 2,34, 35, 39, 40. 50,81 & 
70 re stds for protection against radiation 

BASKIN.KP Southern California Edison Co AA3B-2 66/05/12 Docketing & Services 
Branch 28pp 61861 030 61861 057 

-9204230149 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34,35,39,40, 60.61 8. 
70 re stds for protection against radiation Opposes rule 

AiKINS.C L Peace Education Center 06/05/07 Office of the Secretary of the Com- 
mission Ip 61860 314-61660 314 

-■92 04230 156 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation. 

THOMPSON.FC National Association of Radiation Survivors AA38 2. 06/05/08 
Office of the Secretary of the Commission 4pp 61860 337 61860 340 

“9204230162 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

CADENA,0 G Southwest Research Institute 06/05/05. Docket fng & Services Branch 
3pp 61860 315 61060 317, 

-9204230171 Comment on proposed rules 10CFR2,1 9,20,30,31.32,34.35,39,40. 60,61 & 
70 re stds for protoclion against radiation 

* Middle South Services, Inc AA38 2. 86/05/07 Docketing & Services Branch 5pp 
61861.056-61861 062 

“9204230180 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

ZELLER, T Sassafras Audubon Society AA38 2 86/05/00 Office of the Secrelary of 
the Commission 1 p 61660 34 1 -61 860 34 1 . 

-9204230181 Comment on proposed rules 10CFR2,1 9,20 ,30,31, 32, 34, 35,39, 40, 60,61 & 
70 re stds for protection against radiation 

MASSE.F Massachusetts Institute of Technology, Cambridge, MA AA3B-2 86/05/09 
Docketing & Services Branch 6pp. 61661 063 6i861 068, 

“9204230106 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39,40, 60,61 & 
70 re stds for protection against radiation 

SULIMA,J K. Affiliation Not Assigned. AA38-2 86/05/03 Office of Iho Secretary of 
the Commission 4pp. 61660 342-61860*345 

-9204230187 Comment on proposed rules 10CFR2, 10,20.30. 3 1,32,34,35, 30.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38 2. 86/03/27 NRC ■ No Detailed Affiliation Given 
epp 61861*069 61061*074, 

-9204230190 Comment on proposed rules 10CFR2, 10,20,30,31,32.34,35.39,40, 50.61 & 
70 re aids for protection against radiation Opposes rule. 

* Affiliation Not Assigned AA36-2. 86/05/07 Docketing & Services Branch Ip 
61860 346 61860 346 


“9204230109 Comment on proposed rules 10CFR2,1 9.20.30,31,32,34.35.39,40, 50,61 & 
70 re stds for protoction against radiation Supports rule 

SCOTT.LM Louisiana Slate Univ, Baton Rouga, LA AA38 2 86/05/09 Docketing & 
Services Branch 2pp 61860 347 61660 348 

“92042 30214 Comment on proposed! rules 10CFR2. 19.20.30,31,32.34,35,39,40, 50,61 & 
70 ro stds for protoction against radiation 

RAO, PS University Hosps ol Cleveland. Cleveland. OH 86/05/07 Office of the Sec- 
relary of the Commission 2pp 61860 318 61 B60 31 9 

“9204230217 Comment on proposed rules 10CFR2,1 9,20,30,31 ,3 2, 34, 3 5, 3 9,40, 50,61 & 
70 re stds lor protoction against radiation 

ABRAHAM SO N,S Wisconsin, Stale of 86/05/07 Docketing a Services Branch 2pp 
61060 320 61860 321 

-9204230219 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34.35,39,40, 50.61 & 
70 ro stds lor protoclion against radiation 

RADCUFFE,T J Raddiffe Technical Service 86/05/07 Docketing & Services Branch 
2pp 61860 322 61860 323 

-9204230222 Commant on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35.39,40. 50,61 A 
70 ro stds for protaclicn against radcatlon 

HO BBS, T G Affiliation Not Assigned 06/05/06 Docketing & Sorvlcos 8;anch 3pp 
6 1860 324-61860 326 

“9204230230 Comment on proposed rules 10CFR2,1 9.20,30,31 ,32,34.35,39,40, 50,61 ■& 
70 re stds for protection against radiation Opposes rulo 

MACNULTY,J J Citizens Energy Council 86/04/28 Offica of the Socralary of the 
Commission Ip 81860 327 61660 327 

-9204230234 Comment on proposed rules tOCFR2,1 9,20,30,31 ,32,34,35, 39,40, 50,61 & 
70 re stds for proloclion against radiation Opposes rulo 

SHOOP.M Sierra Club 06/05/06 Office of the Secretary of the Commission Ip 
61860 328-61860 328 

-0294 2 30237 Comment on proposed rules tOCFR 2. 19, 20 ,3 0,3 1,3 2, 3 4,3 5,3 9, 40, 50,61 & 
70 re stds for protection against radiation 

SKOLNICK,F Susquehanna Valley Aliianco, Lancaster, PA AA3B-2 66/04/20 NRC - 
No Detailed Affiliation Given 2pp 61860 349-61860350 

“9204230239 Comment on proposed rules 10CFR2,1 9,20,30,31.32.34,35,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BREY.H L Public Servi CO Co of Colorado GL-83'28 86/05/07 Oocko ling & Services 
Branch. 11 pp 61861 076 61861 065 

-9204230246 Comment Oh proposed rules lOCFR 2, 19, 20 ,3 0,3 1.3 2, 3 4. 35.30.40, 50,61 & 
70 re stds for protectlen against radiation Supports rule 

NORTH, DL Miriam Hosp, ProvidoacG, R I AA3fl'2 06/05/09 Offica ot the Secrelary 
of the Commission 2pp 61060 351-61660 352 

“020 4 230264 Comment Oh proposed rules 10CPR2,19,20,30,31,32,34,35,39,<ia. 50,61 & 
70 ro sids for protoclion against radiation Opposes rule 

MADISON.K Orange County Affiance for Survival 86/05/07 Docketing & Services 
Branch Ip 61860 320-61860 328 

“9204230260 Commonl Oh proposed rulas 10CFR2. 10, 20.30*3 1,3 2,34, 35,39, <i0. 50,61 & 
70 ro Bids for proloclioh against radiation 

BLACK.R E Sinai Samaritan Medical Center, Milwaukee, Wl (formorly Ml Sinai Medi- 
cal Cenlor, AA38-2 66/05/ 00 Office of the Secretary of the Commission, 2pp 
61860 353-61860 364 

-9204230271 Comment on proposed rules 10CFR2,1 9.20,30.31 .32,34,35,39.40, 50,61 & 
70 ro stds for protection against radiahon 

WRENN.ME. Affitlatloh Not Assigned AA30 2 86/05/00 Dockotlng & Seivlcas 
Branch. 87pp 61861 008 61861 172 

-9204230277 Comment on proposed rules 1QCFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 &. 
70 re stds for protection against radiation Opposes rule 

STRATTON, K Affiliation Not Asaignod 86/05/12 NRC - No Oalalled Atfitlallon Given 
Ip 61860330 61860 330 

“92042302BO Comment on proposed rules 10CFH2, 19,20,30,31,32,34,35,39,40, 50,01 & 
70 re stds for protoclion against radiation 

ROHRIG.N Brookhavon National Laboratory /\A3a-2 86/05/08 Office of the Secre- 
lary of Ihe Commission 5pp 61860 355-61860 359 

-92042302B2 Comment on proposed rules 10CFH2. 19.20.30.31,32.34.36.39.40, 50,61 & 
70 re stds for protection against radiation Opposes ruEe 

FiSCHER.AM Affiliation Not Assigned 66/05/06 Docketing & Services Branch Ip 
61660 331 -61 B BO 331 

“920 42302B3 Commonl on proposod rulas 10CFH2, 10,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FOX.S.H Affiltalion Not Assigned AA3Q-2 86/05/09. Docketing & Services Branch 
Ipp 61061 173 61061.173 

“9204230202 Commonl on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 60,61 & 
70 ro aids for protection against radiation Opposes rule 

JACOBSON,N Affiliation Not Assigned AA38-2 06/05/06 Office of the Secretary of 
the Commission 2pp, 61860 360 61 66() 362 

“9204230293 Comment on proposed rulos 10CFR2, 19.20,30,31.32.34,36.39.40. 60,61 & 
70 ro stds for protection against radiation Opposes rufo 

BURNS, L R, Affiliation Not Assigned 86/05/12 NRC - No Oalalled Affiliation Given 
2pp 61060 332 61060 333 

“9204230296 Comment on proposod rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

QUIGG.C liirnoia Safe Energy Alliance AA3B-2 86/05/09 Office of the Secretary ol 
the Commission 5pp 61861001-61881 005 

"9204230298 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30.40, 50,01 & 
70 re aids for protection against radiation 

SALSBURY.WC Affiliation Not Assigned. AA38-2 86/05/13 Docketing & Services 
Branch. lOpp 61861.174 61061.103 
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■92042303-06 Comment on proposed rules 10CFR2. 19.20^30,3^32,34,35.39,40, 50,61 & 
70 ro slds for protecUan ^gainsl radiation 

SPRINGER,! J Med] Physics, Inc AA3B>2 86/05/00 Docketing & Services Branch 
2pp 61061 184-61861 1B5 


”9204240062 Comment on proposed rules 10CFR2, 19,20,30.31.32,34,35.39.40, 50,61 & 
70 re slds for protection against radiation 

MCCLEARY.KJ Affiliation Not Assigned AA3B-2 86/05/02 ALEXANDER. R NRC 
No Detailed Affiliation Givon Ip 61862 004-61862 004 


--9204230316 Comment on proposed rules 10CFR2, 19, 20.30,3 1,32, 34,35,39, 40, 50,61 & 
70 re stds for proto clion against radiation Supports rule 

VETTER.RJ Wayo Clinic, Rochester, MN AA3B-2 66/05/07 Office of the Secretary 
of the Commission 3pp G18B1 006-61861 003 

--9204230322 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35,39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

WESCHER,D Alfillation Not Assigned AA38 2 86/05/07 Dockeshng & Services 
Branch Ipp 61861 186 61861 186 

-9204230324 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32.34.35,39,40. 60,61 & 
70 re stds for protection against radiation 

KEISER.HW Pennsylvania Power & Light Co AA38 2 86/05/08 CHILK.SJ Office 
of the Socrelarv of the Commission 4pp 61061 009-81861 012 

-9204230326 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re slds for protection against radiation Opposes rula 

PLATOV.M Affiliation Not Assigned AA3B 2 86/05/04 Office of the- Secretary of the 
Commission Ipp 61861 167-61861 167 

--S204230328 Comma n.t on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.30,40, 50,61 & 
70 re stds for protection against radiation 

QEIQER.WS. AflLlialion Not Assigned AA3a-2 86/05/09 Office of Iho Socrelary of 
the Commission 3pp 61861 013 61661 015 

-6204230330 Comma n1 on proposed ru fos 10CFR2, 19, 20,30, 3 1,32, 34 ,35, 39,40, 50,61 & 
70 fo slds for protection against radiation Opposes rule 

M JRPHY.W P Vermont Yankee Nuclear Power Corp AA38 2 86/05/09 Docketing & 
Services Branch 2pp 61661 180-61661 189 

-9204230331 Commerrt on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

FAY.C W Wisconsin Electric Power Co. NRG 06 39. 86/05/00 Office of Iho Secretaiy 
of the Commission 7pp 81061 016 61861 022 

-9204230337 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35.39, 40, 50,61 & 
70 re stds for protection against radiation Supports rufo 

EDELMAN,MR Cleveland Electric llfumlnallng Co AA3B-2 86/05/08 CHILK.SJ 
Office of the Secretary of the Commission 7pp. 61661 023 61861.020 

-9 204230338 Comment on proposed rules IQCFR 2, 19, 20.30,3 1,32,34, 35, 39. 40, 50,61 & 
70 re stds for protection against radiation 

DRUM.DE Bngham & Women's Hosp , Boston, MA AA38 2. 06/05/12. Docketing & 
Services Branch 6pp 61861 100-61861 195 

-9204240008 Discussos reeulalory guides anllclpated for impleinentlng 10CrR20 rev 
PETERSON, H Radiation Prolocllon & Health Effects Branch 56FR 23360 GB/01/26 
MERWIN.S Batlflllc Memorial fnstltulo. Pacific Northwest Laboratory 2pp 61046 042 
61846 043 


—9204240065 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 8 
70 re stds for protection against radiation Opposes rula 

MCCROny.P H Louisiana, State of AA3Q.2 86/05/06 Docketing & Semces Branch 
2pp 61861 272 61861 273 

-9204240067 Forwards revised outline & three draft sections of 10CFR20 reguiatory 
analysis for review 

MERWIN.se Batlelfo Memorial Institute. Pacific Northwest Laboratory 56FR23360 
88/02/10 PETERSON.HT Radiation Protection & Hoallh Effecla Branch lOOpp 
61846 075-61846 204 

-9204240068 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34. 35,39, 40, 50,61 S 
70 re stds for protection against radiation C^posos rule 

LEWIS, M I Lewis, M AA38-2 86/05/09 Office of the Secretary of the Commission 
lipp 61861 212-61881 222 

-9204240060 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34, 35, 39,40, 50.61 & 
70 ro stds for protection against radralion 

DRAKE.GA Affiliation Not Assigned AA38-2 66/05/08 Office of the Secretary of 
theCommission 1p 61862 005 61862 005 

-9204240072 Forwards comments from States of towa & California on draft 10CFfl20 
rev 

NUSSBAUMER.DA Assistant Director for Stale Agreamenls Program AA38 2 88/ 
02/25 MORRIS, 8 Division of Regulatory Applications (Post 870413) Ip 61846205- 
61846 205 

-9204240076 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 36, 39,40, 50.61 & 
70 re stds for protectfon against radiation Opposes rule 

BEyEA,J National Audubon Society AA38-2 80/05/12 Office of Ihe Secrelary ol the 
Commission 2pp 61862 006 61862 007 

-9204240077 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34, 35, 30, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

D'ARRIGO.D Nuclear Information & Resource Service AA3B-2 86/05/01 NRC-Wo 
Detailed Affiliation Given 6pp 61061 274-61861 279 

-9204240078 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 30, 40, 50,61 & 
70 ro stds for protection against radiation Supports rulo 

SABO,A,t WeslinghousB Electric Corp AA38-2 86/05/12 Docketing & Soivicos 
Branch 13pp 61861 223-61 86V235 

-9204240000 Comment on proposed fulos 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation 

WfSSINK.RG Affiliation Not Assigned AA38-2 86/05/09 Docketing & Services 
Branch 12pp 61861 280 61861 291 


-9204240012 Forwards commenls on draft 10CrR20 rev Comments limited to only now 
comments resultant from review of current draft 

STOHR.J P Office of Nuclear Matenal Safety & Safeguards AA3B 2 80/01/20 
MORRIS.e. Division of Regulatory Applications (Post 870413) 3pp 61646 044 
61846 051. 

-9204240021 Forwards proposed outline (or 10CFR20 rogulalory analysis. 

MERWIN.SE Battelle Memorial Inslitute, Pacific Northwest Laboratory AA30-2 66/ 
01/29 PETERSON.HT Radiation ProloctJon & Hoallh Effects Branch, 6pp, 
61646 053-61646 058 

-9204240030 Comment on proposed rules 10CFR 2, 10, 20,30,3 1,32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

WILLER,C.P. Affiliation Not Assigned AA3B.2 86/05/00. Office of Iho Secrelary of 
theCommission Ip 61662001 61662001 

-9204249034 Responds to 871226 request for review of draft 10CFR20 rov did 
871209 

PENNINGTON.W S Fuel Cycle Safety Branch 56FR23360 60/02/01. COOL,DA 
Office of Nuclear Material Safoty & Safeguards 3pp 61646 059 61046 061 

-9204240042 Forwards commenls from States of Alabama & Now York Dept of Environ 
Consen/alion on draft 10CFR20 rev. 

NUSSBAUMER.D A Assistant Director lor Stale Agreements Program /tA3B-2 88/ 
02/02. MORRIS, B. Division of Regulalory Applicalions (Post 870413) Ip. 61046 082- 
61846 002 

-9204240050 Comment on proposed rules IOC FR2,1 9, 20,30.3 1,32,34, 35,39,40, 50,61 & 
70 ro stds for protection against radiation 

STROM.DJ Pittsburgh. Oniv of. Pittsburgh, PA AA3B-2. 86/05/10 Docketing a 
Services Branch 3pp 01661 269-01661.271. 

-9204240053 Commenls on draft rev of 10CFR20 
G ODWIN, A V. Alabama. State of &6FR23360 88/01/13. NUSSBAUMER.D A Assist- 
ant Director for Stale Agreements Program Ip 6V846 063 81046 063 

-9204240055 Comment on proposed rules 1OCFR2,16,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protoction agafnst radiation Opposes rulo. 

REISER, NX Affiliation Not Assigned. /W\38-2 86/05/08. NRC - No Detailed Affiliation 
Given, Ip. 61862 002-81662.002 

“9204240058 Commenlon proposed rules 10CFR2,19,20.30,31.32,34,35,30,40, 60,61 & 
70 re stds for protection agafnst radiation, Opposes ruie. 

EDDLEMAN.W North Carolma Cilizons Research Group AA38-2 80/06/10 Docket- 
ing & Ser^cos Branch 16pp 81661*196 61861 211 

-9204240059 Commenls on proposed draft 10CFR20 rev. 

KELLEHER,W.J Now York. State of AA30-2 86/01/22. NUSSBAUMER.DA, Assist- 
ant Difflcler for State Agreements Program 2pp 61846 064-81046 065 

--9204240060 Commenlon proposed nile 8 10CFR 2,1 9.20,30,31 ,32,34,35,30,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

DURKIN,M Affiliation Not Assigned AA3B-2 86/05/00 NRG - No Detailed Alfiliatf on 
Gfvon Ip. 61862,003-81062:003 


-92042400B4 Informs that revised proposed regulation re 10CFR20 did 87 1 223, appro 
priato A generally enforceable 

FUTErJ>A rowa. State of 56FR23360 08/02/15 NUSSBAUMER.DA Assislanl 
Director for Slate /^greomenls Program Ip 61846 206 61846 206 

-92042400B5 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation 

BOHLMAN.J K United Transportation Union AA3B-2 06/05/09 Office of the Secre- 
tary of the Commission 2pp 61062 000 61862 009 

-9204240093 Comment on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 ■& 
70 re slds for protoclion against radiation Opposes rulo 

FRIESEN.BS Kansas. Univ of. Kansas City, KS. AA3D-2 06/06/13 Office of the 
Socretary of the Commission 6pp 61861 202-61 061 *297 

”9204240006 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 ro slds for protection against radiation 

KINGSLEY, OD. Mississippi Power & Light Co AA30-2 86/05/12 Docketing & Serv- 
ices Branch 7pp 61861 236-61861 242 

-9204240110 Comment on proposed rules 10CFR2,19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for proloction against radiation Opposes rule 

STUCHINSKI.V L Three Mile Island Alert AA38-2 86/05/00 Docketing & Services 
Branch 3pp 61861 298 61861 300 

-S204240112 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 35, 39, 40, 50,61 S 
70 re stds for protection against radial ion. Opposes rule 

CAREY, W.E Ohio Slate Univ , Columbus. OH AA30-2 06/05/12 Office of the Secro 
tary of the Commission 2pp 81062 010 61862 011 

-9204240119 Forwards draft rept, "Regulatory Analysis for Revision of 10CFR20” to 
perform addi analyses or revise existing analyses based on findings of RES review 
team 

MERWiN.S E Battollo Memorial Institute, Pacific Northwest Laboratory 56FR23a60 
00/03/15 PETERSON.HT. Radiation Protection & Health Effects Branch 161pp 
61847 043 01847,193 

-9204240120 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.36,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rulo 

PLANK,W. Bedford County Environmental CommiUoe AA38-2 86/05/12. NRG • No 
DalailcMi Affiliation Given, 4pp 61 861 ‘301-61861 ’304, 

-9204240123 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 8 
70 re stds for protection against radiation 

SLABACK.L Affiliation Not Assigned AA38.2. 86/05/06 Docketing & Services 
Branch lOpp 61061 305-61861 314. 

“9204240126 Supports Commission proposed rev of regulalions in 10CFHZO which pro- 
vides basic requirements for protection of exposed Individuals 
MCGURK.JS California, State of 6eFR23360. 88/02/16 NUSSBAUMER.DA Assist- 
ant Director for State Agreements Program, 2pp 61846.207-61846 208 
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“920424012a Comment on proposed rules 10CFR2. 19.20.30.31,32.34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

MOHRIS.L Health Physics Society AA30-2 06/05/09 Oflice of Ihe Secretarv of the 
Commission 5pp 61862 012 61862 016 

“9204240129 Comment on proposed rules 10CFR2, 19.20 ,30, 3 1,32,34,35, 39 ,40. 50,61 & 
70 re stds for protection against radiation Supports rule 

BROWN, RW Mallory Capacitor Co AA3Q-2 86/05/09 Dockolfn a & Services Branch 
9pp 61861 315 61B61 323 

-9204240132 Commonl on proposed rules 10CrR2,1 0,20, 30,3 1,32.34.35. 39.40. 50,61 & 
70 re stds for protection against radiation Supports rule 

BASKIN, K P Southern Cafitornia Edison Co AA38-2 86/05/12 Docketing & Services 
Branch 28pp 61861 324 61861 351 

“9204240136 Comment on proposed rules 10CFR2, 19.20.30.31. 32,34.35, 39, 40, 50,61 & 
70 ra stds for protection against radiation 

PITCHFORD.T L Affiliation Not Assigned AA3B 2 86/05/05 Docketing & Services 
Branch 5pp 61861 352 61861 356 

“9204240137 Comment on proposed rules 10CFR2, 19.20,30.31,32,34.35,39,40. 50.61 &. 
70 re stds far protection against radiation Opposes rule 

DOUGLAS, M H Affiliation Not Assigned AA38 2 86/05/09 Docketing & Services 
Branch Ipp 61061 243 61861 243 

-9204240139 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for proloction against radiation Opposes rule 

JOHNSON, 8 J Mmnesota Public Interest Research Group AA38-2 86/03/12 Oflice 
of tite Secretary of Iho Commission 14pp 61862 017-61862 931 

“9204240141 Provides comments on draft of 10CFR20 regulatory analysis 
RICHTER.B Office of Nuclear Rogulaioiy Research (Post 860720)i AA30-2 68/03/ 
04 PETERSON, H Office of Nuclear Regulatory Research (Post 060720) 44pp 
61846 209-61846 253 

“9294240147 Comment on proposed rules 10CFR2,1 9,20.30.31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

KETCHUM,W Affiliation Not Assigned AA3B 2 06/05/12 Dockollng & Son/ices 
Branch 6pp 61861 244-61861 249 

“9204240148 Forwards revised final 10CFR20 rule dovotopod by Inloroffice working 
group on direction of special intoroffico etooring group Roviow & commenls requestecT 
MORRIS, B Division of Regulatory Applications (Post 070413) 56FR23360 06/03/30 
LIEBERMAN.J Ofc of Enforcement (Post 870413) 2pp 61847 208-6184 7 209 

“9294240152 Comment on proposed rules 10CFR2, 19,20.30,31.32,34,35.39,40, 50,61 & 
70 re stcis for protection against radiation 

COYLE, D Affiliation Not Assigned AA30-2 06/05/11 Docketing & Services Branch 
2pp 61862 032-61862 033 

“9204240167 Comment on proposed rules 1OCFR2.10,2O,3O,31,32,34,35,39,4O, 50,61 & 
70 re stds for protection against radiation 

BIONDI.Q League of Women Voters, Palm Springs, CA AA3B2 06/05/07 Office of 
the Sccfolary of the Commission 3pp 61862 034-61B62.036 

“92Q4240156 Comment on proposed rules 10CFR2, 19,20.30.3 1,32, 34, 35,39, 40, 50,61 & 
70 ra stds for protection against radiation Supports rule 

GEIGER, E L Thermo Electron Corp AAGO 2 86/05/29 Docketing 8i Services 
Branch 2pp 61862 062 61862 063 

“9204240160 Comment on proposed rules 1QCFR2, 19,20, 30, 3 1,32, 34, 35, 39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule, 

BILUNGS.J Democratic Women’s Association of the Desert AA3B-2. 86/05/10 
Docketing & Services Branch Ip 61 862 037-61862 037. 

“9204240164 Comment on proposed rules 10CFn2, 19, 20.30, 31, 32,34 .36, 39, 40, 50.61 & 
70 re stds for proloction against radiation Opposes rule 

WALHOUT.J Rockford College, Rockford, iL AA38-2 86/05/12 Docketing & Serv- 
ices Branch Ip 61861 250 61861 250 

“9204240170 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39.40, 60,01 & 
70 re stds forprotecllon against radiation 

UNDRUM.R E Affiliation Not Assigned. AA38-2 86/05/14 PALLADINO Commis- 
slonors (Post 750119) 6pp 61862 039 61862 043. 

“9204240171 Forwards roquestod tabulations ra radionuclides of ICRP-30 sorted by in- 
creasing ALI or DAG 10CFR20 update 

ECKERMAN.KF Oak Ridge National Laboratory AA38 2 88/05/19 PETERSON.HT 
Office ol Nuclear Regulatory Research (Post 860720) 60pp 61840.254-61846 317. 

“9204240172 Comment on proposed rules 10CFR2. 19, 20.30, 31, 32,34, 35, 39.40. 60.61 & 
70 re aids for protection against radiation Opposes rule 

QVE.M Central Bucks Clean Energy CoKoctive, Doylostown, PA AA3B-2 86/04/26, 
OfffcQ of the Secretary of the Commission. 1p 6186t‘261*61861 261. 

“9204240174 Comment on proposed rules 10GFn2,1 0,20,30,3 1,32, 3 4.3 5.39 ,40. 50,61 & 
70 re stds for protection against radiation 

KOESTER.G.L Kansas Gas & Electric Co AA30 2. B6/05/12. Office of Iho Socrolary 
of the Commission 12pp 61062 044-61882 055 

“9204240176 Comment on proposed rules 10CFn2, 19, 20, 30, 3 1,32,34, 3 6, 39,40, 50,61 & 
70 re aids for protection against radiation 

MUSOUNO.Sv. Affiliation Not Assigned, AA38-2. 86/06/02 Docketing & Services 
Branch 2pp. 61062:064 61862.065. 

“9204240176 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34.35.39, 40, 50,61 & 
70 re elds for protection against radiation Opposes rule, 

PLEASONTON.A K Affiliation Not Assigned. AA3B-2 66/06/11. Docketing a Services 
Branch 1pp 61861:262-61861,252 

“9204240179 Forwards most recent revs to final Part 20 rule for determination of Incor- 
poration by ref for transmittal for Ofc of FR for publication, 

PETERSOHH.T. Division of Reactor Accident Analysis (870413 880716), 56FR23360. 
89/03/31 WIQQINGTON,S Office of Administration (Post 090205). B6pp 61847.210- 
61847,276. 

“92042401S4 Comment on proposed rules 10CFR2, 19, 20, 30 , 3 1,32,34. 35,3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LEESWAN.SE Affiliation Not Assigned, AA3B 2 86/05/12. Docketing & Services 
Branch. 1pp. 61861 253-61861-253 


“920424018a Comment on proposed rules 10CFR2. 19,20,30,31.32,34,35.39,40. 50.61 & 
70 re stds for protection against radiation 

VILLA, R General Electric Co AA38 2 86/05/13 Ofheo of Iho Socralary of the Com- 
mission app 61862 057-61862 059 

“9204249191 Requests rovtow & response oither confirming appropriateness of cross 
referencosor indicaling correetJon needed re revised dralt 10CFR20, “Sid for Protec- 
tion Against Radiation " 

GRIMSLEY.DH Division of Rules & Records (070413-880514) 5GFR23360 OB/04/ 
13 G1RARD.M National Archives & Records Adminlstrahon 2pp 61847 276- 
61847 277 

“9204249195 Comment on proposed rules 10CFR2, 19,20,30,31.32,34,35,39,40, 50.61 & 
70 ro stds for prolaclion again^i radiation 

CLARE, W Wisconsin, Stole of AA3a 2 B6/05/09 CHILK.S Office of Ihe Socretary 
of the Commission Ip 61061 254 31861 254 

“9204249200 Advises that cross relerence ra final rule revising 10CFn20. 
20 301.20 704 & 20 908 meets requirements of 11CFR21 21 (g)( 3) & appropriate for in- 
clusion in next text of final rule 

GIRARD.M National Archives & Records Administration 53FR23360 86/04/28 
GRIMSLEY,OH Division of Rules & Records (870413 680514) tp 61847 270- 
61847 278 

“9204240201 Comment on proposed rules 10CFR2,1 9,20.30,31,32,34,35.39.40, 50,61 & 
70 re stds for proloction against radiation 

ZIMMER WAIg.SR Carolina Power & Light Co AA30-2 86/06/06 GHILK.SJ Office 
of the Socrolary of the Commission 9pp 81862 066-61862 074 

“9204240205 Comment on proposed rules 10CFR2.1 0,20, 30 ,31 ,32.34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

STEWARTJ Affifiaflon Not Assigned AA38-2 80/05/11 NRC - No Detailed Affili 
alien Given 1p 61661 255 61B61 255 

“9204240208 Comment on proposed rules 10CFR2.1 9,20.3 0,3 1,32, 34, 36 ,39,40, 50,61 & 
70 ro stds (Or protection ngainsl radiation 

MCKNIGHT, J I Affiliation Not Assigned AA3D 2 86/05/13 Office of the Sec rotary of 
the Commi5s,lon Ip 81862 060-61862 060 

“9204240212 Comments on final rovision to 1 0CFR20 Marked- up apps re regulation 
consistenf w/direclion of agency protection factors for respirators & quantities of II 
censed mail requiring labeling end 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 56FR23360 88/04/14 

MORRIS, B Division of Regulatory Applications (Post 870413) 2pp, 61847 279- 
61047 280 

“0204240214 Comment on proposed rules 10CFR2,19, 20, 30,31 ,32,34,35,39,40, 50.61 & 
70 fo slds for proteclion against radiation Opposes rule 

SLAVMAKGR.jp Affiliation Not Assigned AA30.2 06/05/15 NRC - No Delailad Af- 
filiation Givan Ip 61861 256 61061 256 

“9204240223 Concurs in issuance of NRC-9524 to reflect changos in responsibilities 
that rosullod from NRC reorganization Note should be added to remarks section to 
indicate Ihal 10CFR20 undergoing rev 

BLPRDA.AJ Program Manngemenl. Policy Development & Analysis Staff (Post 
870411) 56FR23360 86/04/26 MASON, E Office of Information Resources Manage 
mant (Post 890205) Ip 61647-281 61847 281 

“9204240224 Comment on proposed rules tOCFR2,1 9,20, 30,3 1,32,34. 35, 30, 40, 69.61 & 
70 ro stds for protection against radiation Opposes rule 

MOCKER, CL Affiliation Not Assigned AA3a2 86/05/09 Office of the Secretary of 
the Commission 2pp 61862 089-61862090 

“9204240226 Comment on proposed ruloa 10CFR2, to, 20, 30.3 1.32, 34, 35, 39, 40, 50.61 & 
70 ro aids for protection against radiation Opposes rule 

* Affiliallon Not Assigned AA30-2 86/05/11 Docketing & Services Branch 2pp 
61861 257 61861 259 

“9204240231 Comment on proposed rules 10GFR2, id, 20, 30, 31 .32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Supports rule 

SIEBERT.G.W Defemse, Dept of AA38-2 06/05/ 09 Docketing & Services Branch 
6pp 61861 259-61661 266. 

“920424(^237 Comment on proposed rules lOCFRa, 19,20,30.31.32,34,35,39.40, 50.61 & 
70 re side for proteclfon against radiation Opposes rule 

FRIS(30,DC. Coalition for Nuclear Power Plant Poslponement AA38-2 65/05/12 
NRC - No Detailed Affiiiallon Given. 2pp 61661 257 61661-269 

“9204240270 Comment on proposed rules 10CFR2,10,20,30.31.3a,34.35.39.40. 50,81 & 
70 ro aids for proloction against radiation 

BORCKERT.HR Nebraska. State ol. AA3B-2. 06/05/15. Office of Iho Secrotajy of 
the (Commission 2pp 61882 09 2 61862 093 

“9204240278 Commant on proposed rules 10CFR2, 19.20,30,31,33.34,35,39.40. 50,61 & 
70 ro stds for protecUon against radiation Opposes rulo 

ARNSBERQER.M M. Alfillalion Not Assigned AA30 2. 86/08/27 Dockoling & Serv- 
ices Branch 1p. 61662:111-61862 111 

“9204240284 Comment on proposed rules 1QCFR2, 19.20,36,31,33,34,35,30.40, 50.61 & 
70 ro slds for protection against radiation 

WJSENBtJRO,M R Houston Lighting & Power Co AA33-2 86/05/16 Docketing 8 
Services Branch, 4pp 61862 094 61062 097 

“9204240207 Commonl on proposed rules 10CFR 2, 19, 2 0.30.3 1,33,3 4.3 6,39,40, 50,61 & 
70 re stds for protection against radlalion Opposes rule 

* Affiliation Not Assigned, AA3B-2. 86/08/30. Docketing A Servicos Branch Ip 
61062.112-61062 112 

“9204240290 Comments on draft regulatory analysis for revision of 1 DC FR 20 Suggests 
that changes ro discounting errors have no significant bearing rotating to analysis 
RICHTER.B. Regulation Development Branch. 56FR23360 88/04/29 PETERSON.H 
Radiation Proloction & Health Effects Branch 4pp 61847 202-61847-286 

“9204240291 Comment on proposed rules 1QCFR2, 19,20, 30.3 1,32,34.35,39,40. 50,61 & 
70 ro stds lor protection against radiation. Opposes rulo. 

JENKINS.EJ Afliliallon Kot Assigned AA35 2, 92/02/25 NRC - No Dotalled Afflll 
atlon Given 3pp. 61062 075 61862.077 
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•-9204240292 Commsnl or> proposed rules 1 0CFR2, 19^20, 3 0^3 1,32»34, 35^39, 40, 60.61 & 
70 r& stds for proteclion against radiation Opposos rule 

SCH RADER, D Affihalion Not Assigned AA38-2 86/08/30. Docketing A Services 
Branch 2pp 61662113 61662 114 

-9204240294 Comment on proposed rules 10CFR2. 19.20,30.3 1.32,34,35,3 9, 40, 50.6t & 
70 re stds for protection against radiation 

HARSHAW.F AffiVatjon Not Assigned AA3B-2 86/05/12 Otfic© oJ lha Secretary of 
the Commission Spp 6tB&2 008 61862 100 

-9204 240296 Comment on proposed riiCos 10CFR2, 19, 20 ,30, 3 1.32.34,35.39, 40, 50,61 & 
70 re stds (or proteclion against radiation 

MCNEES.J L Health Physics Socloty AA3B*2 B6/05/07. Office of the Secretary of 
the Commission 2pp 61862 101 61662 102 

-9204240298 Comment on proposed rules 1QCFH2. 19.20.30,31,32,34.35.39.40, 50.61 a 
70 re stds lor protection against radiation Supports rule 

FOWLER.SL WR Grace & Co AA3B.2 86/02/14 ALEXANDER Division of Radi 
alioi^ Programs & Earth Sdonces {840429-860720) epp 61862 078-61862 087, 

-9204240300 Comment on proposed rules tOCFR2. 19,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

QUIGG.C Illinois Safe Energy Alliance AA3B2 86/05/15 Office of the Secretary of 
the Commtssion 3pp 61862 103-61862 105 

-9204240301 Forwards final draft rapt re regulatory analysis for revision ol 10CFR20 for 
comments Advises, that distribution is limited because draft has not received approvals 
through formal clearance process 

MEFIW1N,S E Battelle Memo/ial Institute, Pacific Northwest Laboratory 56FR23360 
88/05/17 PETERSON, HT Radiation Protection & Health Effects Branch 113pp 
61847 286 61846 035 

-9204240 3 03 Com monton proposed rules 10CFR2.19.ao.30.31, 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SU\TEN*NG Union Electric Co AA38-2 C6/'05/t2 Docketing & Services Branch 
2pp 61862 106-61862 107. 

-9204240308 Comment on proposed rules 10CFR2, 19.20,3 0.3 1,32.34,35,39.40, 50.61 & 
70 re aids for protection against radiation Supports rule 

CHANDLER, S Affiliation Not Assigned AA3B'2 88/05/13 Docketing S, Services 
Branch. 1p 61062088 61882 088 

-9204240311 Comment on proposed rules 10CFR 2, 19. 20. 30.3 1,32,34.35.39. 40. 50,61 & 
70 re sfds for protoclior^ against radiation Opposes rule 

HARMONjB Ant! Vivi section Society of America. Inc AA3fl-2 66/09/02 Oockoling & 
Services Branch Ip 61862 115 61862 115 

-9204240319 Comment on proposed rules 10CFR2, 19,20,30,3 1,32.34, 35,3 9. 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

MCGUIRE, CS Afiilialion Not A«saignBd. AA38 2 86/09/02 Office of the Secrotaiy of 
the Commission lpp 61862,116 61862 116 

-9204240323 Comment on proposed rules 10CFR 2, 19.20,30,3 1,32.34,35, 3 9, 40, 50,61 ^ 
70 re aids for protection against radiation Opposes rule 

O'SULLIVAN, E AWlialien Not Assigned- AA38-2 86/08/30 Dackoling & Services 
Branch 1pp. 61862 117 61882 117 

-9204240327 Ccmmanl on proposed rules iOCFR2, 19, 20,30, 3 1,32, 34, 35, 30,40, 50,61 & 
70 re stds for protection against radiation 

CHEN.SV Calspan Corp. (subs. Arvtn Industrie 3 /Franklin Rosoarch Center). AA3B-2 
86/05/14 Offico of the Secrolary ol the Commission 2pp 61862 108 61862.109 

9204240331 Comment on proposed rules 10CFR2. 19,20,30,31,32,34.35.39,40, 60.61 & 
70 re stds for protection against radiation Opposes rule 

MARKOFF. B Aifllialion Not Assigned AA38 2 86/05/14 NRC - No Dolailod Affili- 
ation Given Ip 61862 110 61862 110 

"9204270027 Commoni on proposed rules tOCFR2, 19, 2 0,30,31, 32.3 4, 35,39.40, 50.61 & 
70 re Bids for protection against radlationOpposos rule 

GILBERT, "W V Atlilialion Not Assigned AA3B 2 88/08/28 Dockolina & Services 
Branch 1pp. 61862 118 61862 118 

-9264270033 Comment on proposed rules 10CFR 2, 19, 20,30,3 1,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

LiENS.H Affiliation Not Assigned AA3B.2 86/09/01 NRC - No Detailed AIMiailon 
Given Ipp 61862 119 61862 119 

-9204270038 Comment on proposed rules 10CFR2,1 9, 20,30,3 1,32,34,35, 39,40, 50,61 & 
70 re stds for proieclion against radiation.Opposes rule 

VCRPLANKE,t Affiliation Not Assigned. AA38 2 86/08/28 Docketing & Services 
Branch. 7pp 81862.120 6 1362.' 120 

-9204270041 Comment on proposed rules 10CFH2, 19,20,30.31 .32.34,35.39.40, 50,61 & 
70 re stds (or proteclion against radiation Opposos rule 

LA FORCE, N El Cernlo Democratic Club, tl Cernto, CA /\A38 2 06/05/09 Docket- 
ing & Services Branch Ip 61662 146-61862.146. 

-9204270044 Comment on proposed rules tOCFR2. 19,20.30.31,32,34,35.39,41), 50.61 & 
70 re stds for proteclion againat radiation Opposaa rule 

MCLEOD .R Affiliation Not Assigned AA2B-2 66/09/01 Docketing & Services 
Branch lpp 61862.121-61862.121 

-9204270048 Comment On proposed nrles t0CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for prolactlon against radlatton Opposes rule 

RANDIS.M Affiliation Not Assigned AA30-2 88/05/10. NRC * No Detailed Affiliation 
Given Ip 61862.147-61 862.1 47 

-9204270053 Commenlon proposed rules 10CFR2.19, 20,30, 31 ,32,34,35,39.40, 50,01 & 
70 re stds for protection against radiation Opposes rule 

NELKENS.S Affitiation Not Assigned AA38 a 86/09/04, NRC * No Detailed Affiliation 
Given lpp 61 862.1 22-61 B62 '122. 

-9204270057 Commeni on proposed rules 10CFR 2, 19,20, 30,31, 32,34,3 5, 39,40. 50,61 & 
70 re stds for proteclion against radiation Supports rule. 

BUSH,T 6 Affiliation Not Assigned AA38-2 06/05/13. Docketing & Services Branch 
Ip 61862 148 61862 1 48 


-9204270058 Forwards tabulations showing stochastic & nonstochastic AH values from 
ICRP publication 30 

ECKERMAN.KF Oak RIdgo National Laboratory AA3B-2 88/06/20 PETERSON.HT 
Office of Nuclear Regulatory Research (Post 860720) 4 lpp 61849 072 61840 1 1 1 

-9204270060 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32.34, 35, 39,40, 50,61 & 
70 ra Bids for protection against radiation Opposes rule 

COLEMAN.AD Affiliation Not Assigned AA38 2 06/09/01 Docketing & Services 
Branch lpp 61862 123 61862 123 

-9204270003 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35.39,40. 50.61 & 
70 re stds for protoction against radiation Supports rule 

SCOTT ,CM Affiliation f^t Assigned AA38 2 86/05/13 Docketing & Services 
Branch Ip 61862 140 61862 149 

-9204270060 Comment on proposed rules lOCFRa.l 9.20, 30.31. 32, 34,35.39.40. 50,61 & 
70 re stds far protoction against radiation 

* Affiliation Not Assigned AA3B-2 86/08/29 Docketing & Sorvices Branch lpp 
61862 124 61862 124 

-92042 700Q9 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Supports rule 

KHERA,SS Affiliation Not Assigned AA3a-2 86/05/13 Office of the Secretary of Ilia 
Commission Ip 61662 1 53 61862 1 53 

-9204270073 Comment on proposed rules 10CFR2,1 9, 20,30,3 1,32, 34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MOTTOLA.P Affiliation Not Assigned AA38-2 86/08/31 Office of the Secretary of 
the Commission lpp 61062 125-61862 125 

-9204270074 Requests response to presentation summary concerning dosimetry of rod 
bone marrow vs dosimetry of "whole body" Perspective summary end 
QUINN.DM Consolidaled Edison Co of New York, fnc 56FR23360 87/06/25 
CONGEL.F NRG - No Detailed Affitiation Given 9pp 61848 040 61840 048 

-9204270077 Informs that author foos forward to addressing Commission on proposed 
chanoes to 10CFR20 on 881110 Copy of prepared statement onci 
WtNSLOW.TP General Electric Co AA38-2 88/ 11/07 CHILK.SJ Office of the Sec- 
retary of the Commission 23pp 61849 112-61049 134 

-9204270079 Comment on proposed rules 10CFR2, 19,20, 30.31, 32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAMILTON.LE Affiliation Not Assigned AA38-2 86/08/29 Docketing & Services 
Branch lpp 61062126 61862 126 

-92042700B4 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,4O, 50,61 & 
70 re stds for proloction against radiation Opposes rule. 

REICHARO.T Affiliation Not Assigned AA30-2 86/09/02 Docketing & Services 
Branch lpp 61862 127 61062 127 

-9204270096 Forwards.for review & concurrence, packago for major Part 20 rev Final 
rule fneorporatos comments fay NRC program & regional ofca & by interested stales 
MORRIS, BM Division of Regulatory Applications (Post 870413] AA3B-2 88/06/30 
MURLEY.TE Olfico of Nuefear Reactor flogulallon, Dirootor (Post 070411). 2pp 
61846 040 6184B 050 

-9204270107 Comment on proposed rules 10CFR2.19, 20, 30, 31, 32.34, 35.39.40, 50.61 & 
70 ro slds for protection against radiation Opposes rule 

OHRIS.E F Affiliation Not Assigned AA3B‘2 86/00/05 Docketing & Services Branch 
lpp 61 062' 128-0 1062' 120 

-9204270111 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50.61 & 
70 re slds for protection against radiation Opposes rule 

STANSFIELD.E Ecology Center of Southern California AA38-2 86/05/15 Docketing 
a Services Branch Ip 61862154-61862 154. 

-9204270114 Comment on proposed rules 10CFR2, 19.20, 30.3 1,32,34, 35, 39, 40, 50,61 a 
70 re aids (or protection against radiatioh Opposes rule 

PAIS.Q Affiliation Not Assigned AA38'2 06/08/30 NRC • No Detailed AfliNatlon 
Given 3pp 61862 129 B1B62 131 

-9204270120 Comment on proposed rules 10CFn2.19.20,30,31 .32,34,35,39,40. 50,61 a 
70 ro stds for protoction against radiation Opposes rule 

DOUQHERTY.J C Affiliation Not Assigned AA30-2. 06/09/09 Docketing a Services 
Branch Ip 61862.156 618B2'155 

-9204270121 Discusses application of backlit rule to Part 20 Rule may be applied as 
either adequate protection exception of two cost benefit stds 
CROCKETT.S Office of the General Counsel (Post 860701) 56FR23360 80/07/12 
ROSZTOCZY.Z Office of Nuclear Regulatory Rosearen (Post 060720). 2pp 
61848051-61640 052 

-9204270126 Idonlifios two areas re 10CFR20 that could benefit from further study One 
area involves quantitative analysis of impact rev that would bo conducted after rev 
promulgated 

MERWTN.S.E Battelle Memorial Institute. Pacific Northwest Laboratory AA30-2 08/ 
11/09, PETERSON.HT Radiation Protection & Health Effects Branch. 56pp 
61849135 61B50 012 

-9204270132 Comment on proposed rules 10CFR2, 10, 20,30, 31 ,32,34,35,39,40, 50.61 i 
70 re stds for protection against radiation Opposes rule 

MAYFIELD, ML Affiliation Not Assigned AA30-2 86/09/02 Docketing & Services 
Branch, 1pp 61Q62 132 61862 132 

-9204270135 Commeni on proposed rules 10CFR2,1 0,20,30,31 .32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

WEBER, N A Affitiation Not Assigned AA3S-2 86/09/05, Docketing & Services 
Branch, ip 61862 156 61862:150 

-9204270138 Comment on proposed rules 10CFR 2, 10, 20,30, 3 1,3 2, 34, 3 5, 39, 40, 60,61 & 
70 re aids for protection against radiation Opposes rule 

GRIFFIN, R Affitiation Not Assigned. AA38-2, 86/09/03 Docketing & Services Branch 
lpp 61862 1 33-61 862'1 33 
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-9204270142 Com men I on proposed rules 10CFR2, 19, 20.30,3 1.32,34, 3 5, 39^40, 50,61 & 
70 (e Bids for proteclion agamsi radiation Opposes rule 

eynUE.EG Affiliation fvTot Assigned AA3&-2 86/09/09 Dockoling & Services 
Branch Ip 61062 157-61062 157 

-0204270143 Provides info re use of metric sys by Federal agenccos per l5CfR19 
statement policy, Metric Conversion Act of 1958 & amend of HR 1964 HR 1964 amend 
end 

BECKER, J Office of Iho General Counsel (Post 860701) 56FR23360 88/07/18 
ALEXANDER.R Office of Nuclear Regulatory Research (Post 660720) 6pp 
61846 053 61848 058 

-9204270145 Comment on proposed rules 10CFR2, 19,20 .30,3 1,32,34,3 5.30,40. 50,61 & 
70 re sldB for protection against radiation Opposes rule 

OALAND.M E Affiliation Not Assigned AA38 2 86/09/01 Docketing & Services 
Branch 1pp 61862 134 61862 134 

-9204270147 Comment on proposed rules 10CrR2, 19,20,30,31 ,32,34,35.39.40. 50,61 & 
70 fe stds for protection against radiation 

MORSE. M I Affiliation Not Assigned AA3B-2 86/09/06 Docketing & Services 
Branch Ip 6 1B62 159 61062 159 

-9204270149 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34.35 ,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SWANSON, P A Affiliation Not Assigned AA3D-2 86/09/04 NRC • No Detailed Affili 
atlon Given Ipp 61862 135 61862 135 

-92042701SO Comment on proposed rules 10CFR2, 10,20.30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

DAUBITZ.P Affiliation Not Assigned AA38-2 86/09/05 Oockedng & Services 
Branch Ip 61B62 160 61862 160 

-9204270152 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34, 35, 39,40, 50,61 & 
70 re Bids for protection against radiation Opposes rule 

DOUGHERTY, S Affiliation Not Assigned AA38 2 86/09/08 Docketing & Services 
Branch Ipp 61862 136 61662 136 

-92042701 B5 Comment on proposed rules 10CFfl2, 19,20,30,3 1,32,34, 35,39, 40. 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

RANSOM, R Affiliation Not Assigned aA 3Q*2 86/09/06 Docketing & Services 
Branch Ip 61862 161-61862 161 

-9204270160 Forwards layouts for voluminous tables fn 10CFR20,App B Samples 
should be forwarded to Ofc of FR to ensure proposed change format may be used In 
Pari 20 rev FR notice 

PETERSON,HT Radiation Proteclion & Health Effects Branch AA38-2 86/07/22 
MEYER.D Regulatory Publications Branch 3pp 61048 059-61848 061 

-9204270163 Comment on proposed rules 10CFR2. 19,20, 30.3 1,32, 34,35,39.40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

BACHRACH.D. Affiliation Not Assigned AAGO 2 86/09/08 Dockoling & Sen/ices 
Branch Ipp 61862 137 61862 137 

• &2O427O160 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32, 34,35,39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

KOON.K Affiliation Not Assigned AA38-2 86/09/08 NRC - No Dotalled Affiliation 
GIvon Ip 61862 162-61862 162 

-9204270168 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BROWN, N G Affiliation Not Assigned AA38 2 06/08/30 Oockoting & Services 
Branch Ipp 61862 138 61062 138 

-9204270189 Forward comments submitted to Secretary of Commission re slated pro- 
posed rules 

BARNUM.E C Molycorp, Inc AA38 2 86/05/05 ALEXANDER.R E Divisfon of Radi 
alien Programs & Earth Sciences (840429 B60720) Ip 61062 273 61062 273 

-9204270170 Comment on proposed rules 10CFn2. 19,20, 30.3 1,32.34,35,39,40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

CRAIB.E Affiliation Not Assigned AA3D-2 06/09/07 Office of Ihe Secretary of the 
Commission Ip 61862 163 61D02'163 

-920427Q174 Comment on proposed rules 10CFR2, 19,20, 30,31 ,32,34,36.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STEORTS.T Affiliation Not Assigned AA3B-2 86/09/02 Docketing & Sorvicos 
Branch Ipp 61062 139 61B62 139 

-9204270177 Discusses recordkeeping costs associated w/rev of 10CFR20 & clarifies 
provisions of proposed rule which should be classified as basic health stds 
MORRIS, B M Division of Regulatory Applications (Post 870413). 56Fn23360 68/08/ 
05 JORDAN, E Committee to Review Generic Requirements. 4pp. 61840 062- 
61848 065 

-9204270181 Comment on proposed rules 10CFR2. 19.20, 30, 3 1,32,34.35,39,40, 60,61 & 
70 ro stds for protection against radiation Opposes rule 

CROSSLEY.N A Affiliation Not Assigned AA30-2. 86/09/04 Docketing & Sorvicos 
Branch 1pp. 61862‘140 61882-140 

-9204270184 Concurs w/enci Part 2 re rules of praclico provided minor comments dis- 
cussed w/H Poterson by E Ffack Incorporated Ofc of Enforcement has no position on 
Part 20 

UEBERMAN.J Ofc of Enforcement (Post 870413). 56FR23360, 80/00/05 
MORRIS, 8 M Division of Regulatory Applications (Post 670413) 7pp 61646 066 
61848 066 

-9204270 1B6 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

WILSON,! A Molycorp, Inc AASa-a 86/05^1 Dockoling Services Branch 14pp 
61862.274-61862 287 

-9204270186 Comment on proposed rules 10CFR2,1 9.20.30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

' Affiliation Not Assigned, AA30>2 86/09/08 NRC - No Detailed Affiliation Given 
Ipp 61802,141-81862-141 

-9204270192 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2. 66/09/03. Office of the Secretary ol the Commis- 
sion Ipp 61882 142-61802.142 


-9204270193 Discusses now Part 20 A backfd rule, per SECY 68 315 Backtil rule violat- 
ed & must be suspended or exempted Ircm if new Part 20 to go forward 
PARLER.WC Office of the General Counsel (Post 860701) AA38-2 88/11/22 CUR 
TISS Commissioners (Post 750119) 3pp 61850 013-61850 019 

-9204270195 Forwards linal draft rept, ''Regulatoiv Analysis for rav of 10CFR20" Draft 
reflects comments by Battelle & Ofc of General Counsel 

MEBWIN.S E Battelle Memorial Institute, Pacific Northwest Laboratory 56FR23360 
68/08/10 PETERSON, HT Radiation ProtecliOin & Health Effects Branch l21pp 
61848 067 61848186 

-9204270200 Comment on proposed fules 10CFfl2. 19, 20,30.31, 32, 34.35, 39.40, 50,61 & 
70 ra slds for protection against radiation 

WILLI AMS.R Richard Williams Architecture AA38 2 86/05/05 ALEXANDER.R Div; 
slon ol Radiation Programs & Earth Sciences (840429 860720) Ip 61862 288 
61862 286 

-9204270291 Comment on proposed rules 10GFR2J 9,20.30.31,32,34.35.39.40, 50,61 & 
70 re stds for protocUon against radiation Opposes ruCa 

FOSTER.R C Affiliation Not Assigned AA3B-2 86/09/10 Docketing & Services 
Branch Ip 61862 164-61862 1C4 

-9204270202 Forwards draft Commission policy paper & iransmitlaf memo to EDO for 
10CFR2O rutomaking Concurrence roquosted by 8QO90B W/o end 
MORRIS.B M Division of ReguSalory Applications (Post B70413) 56Fn2a360 86/06/ 
26 MURLEY.TE OlfiCQ of Nuclear Reactor Regulation, Director {Post 870411) 2pp 
6164B 107 61846 188 

-9204270204 Comment on proposed rules 10CFH2, 19.20,30.31.32,34.35,39,40. 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

SMITH.T Affiliation Not Assigned AA3B-2 86/08/30 Dockellng A Sorvicos Branch 
ipp 61862 143-61862 143 

-9204270207 Comment on proposed rules 10CFH2, 19.20,30,31,32,34,35,39,40. 60.61 & 
70 ro stds for protection against radiation Opposes rule 

SKI0BEL.pl Affiliation Not Assigned AAa8-2 B6/09/QB Olfico of the Socretary of 
the Commission Ip 61862165 61862 165 

-920427020-0 Provides followup to question at public hearing on 10CFn20 881110 con 
earning conformance of Industry proposals for ragulaling doses to workers from tong 
lived radio nuefidas to federal guidance 

RICHARDSON, A NRC - tio Delallod Affilialion Given AA38 2 88/11/10 

CURTISS.JR Commissioners (Post 750119) 7pp 61850 020 61650 026 

-9204270210 Comment on proposed rulos 10CFR2, 19,20,30.31,32,34,35,39.40, 50.61 & 
70 fo stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA3a-2 86/09/10 Oockeling & Servlcos Branch 1p 
61862166 61062 166 

-9204270211 Comment on proposed rules 10CFR2, 10, 29, 30.31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

EDDINS.R A Affiliation Not Assigned AA35-2 86/05/08 ALEXANDER.R G Division 
of Radiation Programs & Earth Scfencos (040429-660729) Ip 61862 289 61862 269 

-9204270213 Comment on proposed rulos 10CFR2,1 9,20,30,31 ,32,34,35.39,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

LOWEN.S Affiliation Not Assigned AA3B-2 06/09/08 Docketing A Services Branch 
Ipp 61062 144-61662 144 

-92042702 1 5 Comment on proposed rules 10CFn2.1 0,20.30,31 ,32,34.35.39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

RANDALL.MA Affiliation Not Assigned AA33 2 66/09/10 Docketing & Sorvicos 
Branch Ip 61662 16761062167, 

-9204270217 Rospondft to ACRS comments ro 10CFR20 ro slds for protection against 
radiatlof^ 

STELLO.V Ofc of the Exectilive Director for Operations 56FR 23360 60/09/02 
FRALEY, R F ACRS Advisory Comm It loo on Reactor Safeguards 7pp 61G4B 100 
61048 201 

-9204270219 Comment on proposed rules 10CFR2, 19,29,30,31,32,34.36,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

BARTON, C Amilalion Not Assigned AA3G 2 06/98/23 Docketing & Services 
Branch, Ipp 61862 145 61862 1 45. 

-9204270 221 Comment on proposed rules 10CFR2, 19.2 9, 30 ,31 ,32, 3 4,36, 39, 40, 50,61 & 
70 ro stds f^or protection against radiation Opposes rule 

LUKE.L L Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services Branch 
1p 61062 160-61862 1GB. 

-9204270 224 Discussoa CGC posttlon as 1o whether guidance to federal agencios 
signed by Prosldor\t sufficient justifICQlion to proompl backlit roqulromenls to 
10CFfl59 100, a 3 staff argued in SECY 88 315 

PARLER.WC Offjco of the General Counsel (Post 860781) AASB 2 88/11/29 ROB- 
ERTS Commissioners (Post 7601 1 9) 2pp 61860 078 61850 108 

-9204270 227 Comment on proposed rules 10CFR2, 10, 20, 39, 31, 32,34, 35,39,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

SBAR.O Affilialion Nol Assigned AA3B-2. 06/09/10 Docketing & Services Branch 
ip 610G2 169-G1B62 169 

-9204270239 Responds to 880B20 Hr Informing that proposed 1GCFR20 revision ro use 
of Gffeclivo dose equivalent applies only to doses from Internal 
radionuclides Statement of considerations for proposed rule listed 
ROECKLEIN,AK Radiation Protection & Health Effects Branch 56FR23360 88/09/ 
13 KAUL.DC, Science Applications International Corp (formerly Science Applrca- 
HonSi. Inc ) 2pp 61040 202-61848 203 

-9204270232 Comment on proposed rules 10CFR2, 19. 20, 30, 3 1.32, 34, 3 5, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

DUBOIS.T Afiiltalion Not Assigned AA3B-2 86/09/10 Docketing & Services Branch 
1p 61662:170-61862 170 

-9204270235 Comment on proposed rules 10CFR2. 19, 20, 3 9, 3 1,32,34,3 5, 39, 40, 50,61 & 
70 ro stds forprotectfon against radiation 

O’BRIEN, A Affiliation Not Assigned AA3B2 86/09/07. Docketing & Sorvicos Branch 
ip 61062 171-61062 171. 
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"9204270239 Comment on proposed rufos 10CFR2. 19.20, 30, 3 1,32, 34^35, 3 9,40. 50,61 & 
70 re stda for protection against radiation Opposes rule 

• Affiliation Not Assigned AA3B-2. 8&/09/10 Office of the Secretary of the Commis- 
Sion Ip 61862 172-61862 172 

"9204270243 Comment on proposed rtlos 10CFH 2, 19, 20.30, 3 1,32,34,35,39 ,40. 50,61 a 
70 ro stds for pFoteclion against radiation Opposes rule 

RILLY.ME Alfilialton Not Assigned AA38-2 86/09/07. Docketing a Services Branch 
Ip 61862173-61862 173 

"9204270250 Comment on proposed rufes 10CFR 2, 19,20,30.3 1,32,34,3 5,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHiTBEEJR Affiliation Not Assigned AA38 2 6 5/09710 Oockotmg & Services 
Branch Ip 61852174 61862174 

•-92042702S1 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32,34, 3 5,39.40. 50,61 a 
70 re stds for protection against radiation Opposes rule 

GANQI,BF Affiliation Not Assigned AA3a-2 86/09/ 11 Docketing a Services Branch 
Ip 61862 188-61862 188 

"9204270259 Comment on proposed rules 10CFR 2,1 9,20, 30.3 1,32,34.35.30,40, 50,61 a 
70 ro stds for protection againsl radiation Opposes rule 

BRIAN, LO Affiliation Not Assigned, A A3a-2 66/09/10 Oockeling a Services Branch 
Ip 61862 175 61062 175 

"9204270260 Comment onproposoci rules 10CFR 2,1 9,20.3 0,3 1,32,34,35.30.40, 60,61 a 
70 re slds for protection against radiation Opposes rule, 

QANQI.VA AffihairOA Not Assigned AA3a 2 88/09/11. Docketing & Services 
Branch Ip 61802189 61662189 

-9204270265 Commont on proposed rules 10CFR2. 19,20,3 0.3 1,32.34,35,39,40, 60.61 & 
70 re stds for protection against radralfon Opposes rule 

O'BRIEN, TF Affiliation Not Assigned AA3B2 8B/C9/11 Docketing & Services 
Branch Ip 61862190 61862100 

"9204270250 Comment on proposed rules 10CFR2, 10.20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

ZAFRIS.JL Affiliation Not Assigned AA3a 2 86/09/09 Docketing & Services 
Branch Ip 61862176 61862 176 

"9204270271 Comment on proposed rules 10CFR2, 19,20,3 0,3 1,32.34.3 5,39,40, 50,61 & 
70 re sids for proteclion against radiation Op poses rule 

WALSH, HN Affiliation Not Assigned AA3B-2 86/09/11 Docketing & Services 
Branch Ip 61852191.61862 191. 

"9204270272 Comment on proposed rules 10CFR2,1 0,20, 3 0,3 1,32, 34,3 5,39,40, 50,61 S 
70 ro stds for protection against radiation Opposes rule 

ENDRUSICK.T L Affiliation Not Assigned AA36-2 86/09/03 Docket mg & Services 
Branch Ip 61862177-61862177 

"9204270275 Forwards commonls on equal amploymont opportunity Commission pro- 
posed policy guidance on reproductive & total hazards dtd 851007. 

BECKER, JM Office of the Ceneral Counsel <Post 860701) AA30-2 BB/12/05 
JOHNSTON, DB Equal Employment Opporiunily Commission 7pp 61850109- 
61550 115 

"9204270280 Comment on proposed rules 10CFR2. 19.20,30, 3 1.32,34,35,39, 40. 50,61 & 
70 re sids for protection against radiation Opposes rule 

HAZAflD,R L Af (illation Not Assigned AA3C-2 86/09/09 Dockeling & Services 
Branch Ip 61862102-61862 192. 

1204270201 Forwards revised draft std, "Neutron & Gamma Ray 17 Fluenco-lo Dose 
'aclors," ANSI/ANS6.1 1*1968 for review & comment Roquosts meeting on 581031 
Washington, DC to discuss draft stds 

^UL.DC Science Applications Inlernalional Corp {formerly Science Appilealions, 
c) 56FR23360 85/06/23 ALEXANDER, B NRC * No Detailed Affiliallon Given 
)p 61640 204 61848 205 

■204270284 Comment on proposed rules 10CFR2, 19, 2 0,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection againsl radiation Opposes rulo 

WEGENER, C Affiliation Nol Assigned AA38 2 83/09/10 Office of the Secretary of 
the Commission Ip 61862.170-31862 178 

"9204270291 Comment on proposed rules 10CFR2.1 9, 20,30,3 1,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WHIPPLE. J A Affiliation Not Assigned AA38 2 86/09/06 Dockeling & Services 
Branch Ip 61862 193-61862.193 

-■9204270294 Comment on proposed rules 10CFR2J 9,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

REftLY.BW Affiliation Not Assigned AA38 2 86/09/07 Docketing & Servicos 
Branch. Ip. 61862 179-61062 170 

--920427029B Commont on proposed rules IOC FR2. 19.29.30.31.32.34,35.39.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

DIERAUER.C Affbllslion Not Assigned /<A38-2 06/00/08 Docketing & Servicos 
Branch 1p 01662:194-61862 194 

"9294270297 Comment on proposed rules 10CFR2.1 9.20,30,31,32.34,35,39.40. 60,61 & 
70 re sids for prelection against radiation Opposes rulo 

DRADE,J L Alfilialion Not Assigned /\A3B-2 86/09/04 Office of the Secretary of the 
Commission 2pp 61862'1B0 61862 161. 

"9204270300 Commont on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 60,61 & 
70 re stds for protoction against radiation Opposes rule 

TRiJSSELUR R. Affilialion Nat Assigned AA3B.2 56/09/10. Dockeling & Services 
Branch 2pp 61 862“ 162-6 1862 183 

"9204270304 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

NELSON, DR Illinois Safe Energy Alliance AA3a-2 88/09/07 Dockeling & Services 
Branch 2pp 61862-184 01862.185 

"9204270307 Comment on proposed rules 10CFR2J 9.20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for prof eel Ion against radiation Opposes rule 

DIPUTRO.G, Affiltalion Not Assigned AAsa 2 66/09/11 Docketing & Servicos 
Branch Ip 61862 166 01562 106 


“0204270331 Comment on proposed rules 10CFR2,1 9,20,30,91 .32,34,35,39,40, 50,61 & 
70 re stds for protoction against radiation Opposes rule 

MILLER.M J Affiliation Not Assigned AA38 2 86/05/09 ALEXANDER, R Division of 
Radiation Programs & Earth Sciences (840429 860720) Ip 61862 290-61 8B2 290 

-9204270334 Comment on proposed rules 10CfR2,19,20,30,3l,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

COTE.N Affiliation Not Assigned AA36-2 00/07/24 Dockotlng & Services Branch 
ip 61862 291 61862 291 

"9204270337 Advises that Ofc of General Counsel has no legal objections to staff 
paper re rev of ■10CFR20, "Stds for Protection Against Radiation *' 

B^KER.JM Office of the General Counsel (Post 860701) 56Fn23360 88/09/22 
STELLO.V Ofc of the Executive Director for Operations 2gpp 61848 215 61048 215 

"920427033B Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAZARD.J Affiliation Not Assigned AA38-2 86/09/11 Dockeling & Services Branch 
Ip 61062 16S 61862 195 

-0204270339 Forwards proposed guidance on reproductive & fetal hazards Guidance 
approved by Commission on interim basis.after final approval & will be incorporated 
into Vol II or EEOC copliance manual 

THORNTON.E M Equal Employment Opportunity Commission 56FR23360 88/1 1 / 
08 BECKER, J M Office of the General Counsel (Post 860701) 10pp 61850 1 te- 
st 850 135 

"9204270342 Comment on proposed rules 10GFn2,1 9.20.30,31 .32.34,35,39,40, 50,61 & 
70 re aids for protection against radiation 

yOUNG,A E Affiljation Not Assigned AA36 2 86/07/26 Docketing & Services 
Branch Ip 61862 292-61862 292 

-0204270348 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

HAMILTON, RB Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services 
Branch Ip 61862196 01862 196 

"9204270351 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

GREENFIELD.M Affiliation Not Assigned. AA30-2 86/07/26 Dockeling B Services 
Branch Ip 61862 203 61862 293 

"9204270354 Comment on proposed rules 10CFR2,1 9,20,30,31 .32.34,35,39,40, 50,61 A 
70 ro stds for protection against radialion.Opposes rule 

PETTEY.L Affitialion Not Assigned AA38 2 06/09/06 Docketing & Servicos Branch 
Ip 61862197-61862 197 

"9204270357 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39,40, 50,61 & 
70 re sids for proteclion against radiation Opposes rule 

JOYCE, K Affiliation Not Assigned AA38-2 86/07/28 Office of the Secretary of tha 
Commission Ip. 61862 294 61862 204 

"9204270359 forwards FR moeting notice of fifth mooting of ACNW scheduled for 
881221 In Bolhesda.MD to discuss proposed rev to 10CFR20. "Stds for Proteclion 
Againsl Radiation " 

FRA LEY, R F ACRS - Advisory CommlUeo on Reactor Safeguards 66FR23360 88/ 
12/07 HOYLE.JC ACRS - Advisory Gommillee on Reactor Safeguards 67pp 
01850 136 61850 202 

"9204270360 Forwards first draft of Reg Guide that endorses NUREG/CR-4a04. "Ac- 
cepleblo Methodology for fnterpretation of Bioassay Measurements " Comments re- 
quested 

BROOKS, 0 Office of Nuclear Rogulalory Research (Post 860720) 56FR23360 89/ 
09/23 COOU.D NRC • No Delalled Affiliation Given 16pp 61848 216-61840 246 

"9204270366 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32.34.35.30,40. 50,61 & 
70 ro stds for proloctlon against radiation Opposos rule 

EDWARDS, C Affiliation Nol Assigned AA30-2 06/07/23 Dockelmg & Services 
Branch 1p 61B62 295 61862 295 

"92042703B9 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

LAFFELY.SA Affiliation Not Assigned AA38-2 06/09/00 Docketing & Sorvlces 
Branch Ip 61062 198 61852198 

"9204270373 Comment on proposed rules 10CFR2, 19, 20.30, 31. 32,34, 35,39,40, 50.61 & 
70 ro sids for proteclion against radiation Opposes rule, 

THACOKAS.M Q Affiliation Not Asslgnod M38 2 86/07/28 Dockeling & Services 
Branch Ip 61862-296 61862 296 

"9204270376 Comment on proposed rules 10CFR2, 19.20, 30,31 ,32,34.35.39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

PERHING.C Affiliation Not Assigned AA38‘2 86/09/11 Dockeling & Sarvic<^s 
Branch Ip 61862199 61862 199. 

"9204270377 Comment on proposed rules 10CFn2.1 9.20, 30.31, 32,34.35.39,40. 50,61 4 
70 re stds for protoction against radlallon Opposes rule 

GANGI.L E Alfilialion Nol Assigned. AA38-2 86/09/1 1 Dockeling & Servicos Branch 
1p. 61062 304 61802.304 

"9204270376 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 8 
70 re stds for protection against radialion.Opposes rule 

SHELTON.P. Affiliation Not Assigned AA30-2 86/07/28 NRC - No Delallod Affiliation. 
Given ip 61062 297-61862-297 

"9204270386 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CODY.P Affiliation Not Assigned AA38-2 86/09/11 Docketing & Sorvices Branch 
Ip 61662-200 61862 200 

"9204270387 Commont on proposed rules 10CFR2,19,20,30,31,32,34,35,30,40, 50.61 fi 
70 re stds for protection against radiation 

LEONARD, A J Affiliation Not Assigned. AA3a-2, 06/07/31 NRC - No Detailed Affill 
allon Given Ip. 61862 298 61862.298 
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-9204270389 Commenl on proposod rules 10CFn2, 19, 20, 30.31. 32,34.35, SO. 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

GANGI.DS Affiliation Not AssignetJ AA38-2 86/09/11 Docketina & Services 
Branch Ip 61062 305 61862 305 

-■9204270333 Comment on proposed rules 10CFR2,1 0,20,30,31, 32.34.35, 3-9.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

OSNER.J Affiliation Not Assigned AA38 2 06/09/11 NRC * No Detailed Affiliation 
Given Ip 61862 20 1 -61 862 201 

--9204270398 Comment on proposed rules 10CFR2, 19,20,30.31.32,34,35,39,40, 60.61 & 
70 re stds for protection against radiation 

COLLINS, L Affiliation Not Assigned AA30-2 86/10/13 NRC - No Detailed Affiliation 
Given 1p 61862 306 61862 306 

-9204270402 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

CONLY.L Nuclear-Free Berkeley Commilte© AA3B-2 86/07/31 Docketing & Services 
Branch Ip 61862 299-61862 290 

-9204270403 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

SANBORN.I M Affiliation Not Assigned AA38 2 86/09/07 Dockeiing & Services 
Branch 2pp 61862 202-61862 203 

-920-4270404 Comment on proposed rules 10CFn2, 19. 20,30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation, 

VERMONT.K Affiliation Not Assigned AA3Q 2 86/10/09 NRC - No Detailed Affifi 
allon Given 4pp 61862 307-61862 310 

-9204270409 Comment on proposed rules 10CFR2, 19, 20 ,30, 3 1,32,34,35, 3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GREGG.DR Affiliation Not Assigned AA3B 2 86/10/14 Office of Iho Secretary of 
the Commission, Ip 61862 311-61862 311 

-92Q4270410 Comment on proposed rules 10CFR2. 19,20,30.31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SLECMTA.A Affiliation Not Assigned AA38-2 86/09/06 Docketing & Services 
Branch Ip 61862 204 61862 204 

-9204270415 Forwards proposed Commission policy paper recommending approval & 
publication of revised std for radiation protection (10CFR20) 

BECKJORD.ES Office of Nuclear Reactor Regulation . Director (Post 070411) 
56FR23360 80/09/27 STELLO,\/ Ofc of the txeculiva Director for Operations 
Ifipp 61848 247-61849 071 

-9204270419 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32, 34 ,35, 39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

WARSHAW,DA Affiliation Not Assigned AA30-2 06/09/06 Docketing A Sarvlcos 
Branch Ip 61862 205 61862 205 

-9204270421 Comment on proposed rules 10CFR2, 10.20,30,31,32.34.35.39,40, 50,61 A 
70 re stds for protection against radiation 

BELL.EK Affiliation Not Assigned AA3Q-2 86/10/15. DockelingASorvicos Branch 
2pp 61862 312-61862 313 

-9204270423 Comment on proposed rules 10CFn2,1 9,20.30, 3 1,32, 34 ,35,39.4 9, 50,61 A 
70 re stds for protection against radiation Opposes rulo 

BROERSMA,D Affiliation Not Assigned AA3G-2 06/07/24 NRC - No Dolailod Alfili 
ation Given ip 61 862 300 61062 300 

-9204270431 Comment on proposed rules 10CFR2, 19,20,39,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

DAY.M Affiliation Not Assigned AA30-2 86/08/01 Office of Ihe Socrotarv of the 
Commission ip 01862 301-61862 301 

“9204270434 Comment on proposed rules tOCFRa, 10,20, 30, 3 1,32, 34,35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

* Affilialion Not Assigned AA38-2, 86/10/22 Docketing & Services Branch Ip 
61882 314 61862 314 

-9204270437 Comment on proposed rules 10CFR2. 10,20,39,31,32,34,35.39,40, 50,61 A 
70- re stds for protection against radiation Opposes rule 

DONOVAN.M Affiliation Not Assigned AA38 2 86/00/08 Docketing & Services 
Branch Ip 61862 206 61862 206. 

-9204270440 Comment on proposed rules 10CFR 2, 19, 20,30 ,3 1,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

RUTTER. VB Aflillalion Not Assigned AA30-2 86/07/16 NRC * No Detailed Afkll- 
alien Given Ip 61862 302 61862 302 

-9204270441 Com men I on proposed rules 10CFR2, 19,20, 30,3 1,32.3 4, 35, 39.40, 50,61 A 
70 re stds for proteclion against radiation Opposes rule 

HICKMAN.J.H Affiliation Not Assigned AA36-2 86/10/18 Office of the Secretary of 
the Commission ip 61862 315 61862’316 

■*9204270444 Comment on proposed rules 10CFR 2, 19,20, 30.3 1.32, 3 4, 3 5,3 9.40, 50,61 A 
70 re stds for protection against radiation Opposes rule. 

OIANDER.R E Affiliation Not Assigned 50FR51992 B6/07/30 Dock-ating A Services 
Branch Ip 61862 303 61662 303 

-9204270452 Comment on proposed rules lOCFRa, 19,20.30,31, 32,34, 35, 39,40, 60,61 A 
79 re stds for protection against radiation Opposes njlo, 

SHAW, A B Affiliation Not Assigned AA36-2. 06/09/11 Dockeiing & Services Branch. 
1p 61862 207*61862-207 

“92042704S4 Comment on proposed rules 10CFR2.19,20,30,31.32,34,35.39.40, 50.61 A 
70 re stds for protection against radiation 

DEAR.T M Alfillalion Not Assigned AA30-2 06/10/28 Office of the Secrotary o1 the 
Commission, ip 61862.316-61862.316 

-92042704S9 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 3 5, 30 ,40, 50,61 A 
70 re stds (or protection against radiation Opposes rule 

BATEHELDER.P Affiliation Not Assigned /\A38-2 60/09/11 Docketing A Services 
Branch Ip 61862 208 61862 208 

-9204270462 Comment on proposed rules 10CFR 2, 19, 20. 30, 3 1,32, 3 4, 3 6, 39 ,40. 50,61 A 
70 re slds for protection against radiation Opposes rule 

OLDAK.B Affiliation Not feigned AA38-2 86/10/23. Docketing & Services Branch 
Ip 61862 317*61862.317. 


-9204270464 Comment on proposed rules 10CFR2, 19.20.30.31,32,34,35,39.40. 50.61 A 
70 ro stds for protection against radiaUon Opposes rule 

LEONARD, NB Affiliation Not Assigned AAOB 2 86/10/23 Dockeiing A Sen/ices 
Branch Ip 61662 316-61862 318 

-9204270474 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,3 2,34. 3 5,3 0,40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

CARNWALT,M Affilialion Not Assigned M36 2 86/10/23 Dockeiing A Sorvlces 
Branch Ip 61862 319-61862 319 

-9204270478 Commenl on proposed rules 10CFR2, 19,20.30.31,32,34,35,39.40, 50,61 A 
70 ro slds for protection against radiation Opposes rule 

QOUCHER.B Affiliation Not Assigned AA38 2 86/ IQ/23 Docketing A Services 
Branch Ip 61862 320-61862 320 

•*9204270479 Comment on proposed rules 10CFR2. 19.20,30,31,32.34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 
Abalone Alliance AA3B 2 86/09/11 Office of Ihe Secretary of the Commission 
21 pp 61862 209 61662 229 

“9204270484 Comment on proposed rules 10CFR2.t 9,20, 30, 31 .32,34,35,39,40, 50,61 A 
70 re stds for proteclion against radiation Opposes rule 

ESHOM.M J Affiliation Not Assigned, /VA3B 2 86/09/09. NRG - No Detailed Affiliation 
Given tp 61662 230-61862 230 

*•9204270485 Comment on proposed rules tOCFR2. 19, 2 9,30,3 1,32, 34, 3 5,39, 40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 66/10/23 Docketing A Services Branch Ip 
61B62 321*61862 321 

-9204270460 Comment on proposed rules 10CFB2.10,20,30.31,a2,34,35,39,40, 50,61 A 
70 re slds for protGCtlon against radiation Opposes rule 

GOSSOM.M B Affiliation Not Assigned /\A3a*2 86/09/09 Docketing A Services 
Branch Ip 61862 231 6 1862 231 

-9204270489 Common t on proposed rtiles 10CFR2, 19, 20, 3 0,3 1.32, 34,35, 3 9, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BLUM.M Affiliation Not Assigned AA36-2 86/10/23 Docketing A Services Branch 
Ip 61662322-61862 322 

-9204270492 Commonl on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50.61 A 
70 re stds for protection against radiation Opposes rule, 

GARCIALd Affilialion Not Assigned AA38 2 66/10/16 Dockoling A Services 
Branch Ip 61662 323 61862 323 

-9204270493 Comment on proposed rules IOC Fn2, 19,20, 30, 3 1,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

M08ERGER,MR. Aflillalion Not Assigned AA38 2 86/09/12 Dockeiing A Sen/ices 
Branch 1p 61862 232*61662 232 

-9204270496 0ommenlonproposedrulD&10CFR2, to, 20, 30, 31,32, 34, 35,39,40, 50,61A 
70 re stds for protection against radiation Opposes rule 

HIFBAUR.K A Affilialion Not Assigned aA 3B-2 86/09/12 Docketina A Services 
Branch Ip 61862 233 61862 233 

-9204270498 Comment on proposed rules 10CFR 2. 19.20,30, 3 1.32. 3 4,3 5.3 0.40. 50,61 A 
70 ro stds for protection against radiation 

GOODEN, H Affiliation Not As signad AA33 2 06/10/21 Office of the Secretary of 
the Commlsslion Ip 61862 324 01 B62 324 

-9204270501 Commenl on proposed rules 10CFR2, 18,20.30.31 ,32,34,35,39,40. 60,61 A 
70 ro stds for protection against radial [on Opposes rule 

EHMLR. Affiliation Not Assiflned AA3B-2 86/09/00 Docketing & Services Branch 
Ip 61062 234 61062 234 

-9204270503 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34 ,35.39.40, 50.61 A 
70 re stds for protection against radiation Opposes rule 

MCINTOSH, CM AHiilatlon Not Assigned. AA3B 2 66/09/08 NRC * No Detailed Affili 
alton Given 2pp 61862,235-61862 230 

-9204270504 Comment on proposed rules 10iCFR2. 19,20 ,30. 3 1.32, 3 4.35, 3 9.40. 50.61 A 
70 ro stds for protection against radiation 

WHITE, D Maine Labor Group On Health, Inc AA38-2 86/10/21 Docketing A Serv- 
Ices Branch Ip 61862 325 61862 325 

-9204270509 Comment on proposed rules 10GFR2, 10,20,30,31 ,32,34,35.39,40, 50,61 A 
70 ro slds for pro lection against radiation Opposes rule 

WILSON, M Affiliation Not Assigned. AA36.2 06/'09/10 Dockeiing A Services Branch 
Ip 61662 237*61662 237 

-9204270510 Comment on proposed rules 10CFR2, 19.20,30,31.32,34,35.39,40, 50,61 A 
70 re stds for protect on against radiation 

HAWLEY.H.G Affiliation Not Assigned AA3B-2 86/10/24 Office of the Socrclary ol 
the Commission Ip 61662'326'61602d2& 

-9204270512 Comment on proposed rules 10CFR 2. 19.20, SO. 3 1,32,3 4, 3 5, 3 9,40, 50,61 A 
70 re stds for protection against radiat on. Opposes rule 

LIBBY, M Affilialion Not Assigned AA38-2 86/09/15 Docketing A Services Branch 
ip 61862 238 61602 230 

-9204270515 Comment on proposed ru1os 10CFR2.1. 0.20,30,31 ,32.34.35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

MURPHY.G Affiliation Not Assigned. AA38-2. 86/09/15 Docketing A Services 
Branch Ip 61882 239 61062 239, 

-9204270521 Comment on proposed rules IOC Fn2, 19, 20,30.3 1,32,34,35, 39,40, 60,61 A 
70 re stds for protection agalnsi radiation Opposes rule. 

HUNTINGTON,D. Affiliation Not Assigned. AA38-2 86/10/24 Docketing A Services 
Branch. Ip 61862 327-61802,327 

-9204270522 Comment on proposed rules lOCFR 2. 19, 20, 30, 3 1,3 2, 34 .3 5.3 9, 40, 50,01 A 
70 re slds (or protection against radiation. Opposes rule. 

THAYER.D Affiliation Not Assigned AA3a 2 66/09/08 Docketing A Soivices Branch 
Ip 61862 240 61862 240 
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-9204270623 CcmmenI on proposed rules lOCFR 2, 19,20, 30.31 .32,34,35.39.40, 50,61 & 
70 re stds for proleclion againsl radralion Opposes rule 

HAWKINS,! F Allilialion Not Assigned AA3B-2 86no/21 Dockaling & Soivicos 
Branch 1p 61862 326*61662 328 

-9204270527 Com men I on proposed rules lOCFfl 2, 19,20. 30.3 1,32, 34.35, 39, 40. 50,61 & 
70 re aids for prolactton against radralion Opposes rule 

CUNNINGHAM.L Affiliation Not Asscgned AA38*2 8B709/08 Docketing & Services 
Branch ip 61862 241-61062 241 

-9204270528 Comment on proposed rules 10CFR 2, 19.20, 30,3 1,32, 34,3 5,39,40, 50,61 & 
70 re stds for protoclion against radration Opposes rule 

SCfANGULA.TL Affiliation Not Assigned AA38-2 86/10/17 Docketing A Services 
Branch Ip 61862 329*61862 329 

-9204270629 Comment on proposed rules 10CFR 2, 10,20, 3 0.3 1.32,34. 3 5, 39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

O'NBIL.DL Affiliallon Not Assigned AA38*2 86/09/11 Docketing & Services 
Branch ip 61862 243*61862 243 

-9204270532 Comment on proposed rules tOCFR 2,1 9.20,3 0,3 1.32, 34, 3 5, 39. 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

GLOWIK,D Afl Illation Not Assigned AA38-2 06/09/15 Docketing & Services Branch 
Ip 61862 244 61 B62 244 

-9204270533 Comm onl on proposed rules tOCFR 2, 19, 20, 3 0,3 1,32,34 ,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BERT.B Affiliation Not Assigned AA3B*2 86/10/17* Docketing & Services Branch 
1p 61862 330 61862 330 

-9204280038 Comment on proposed rules 10CFR 2, 19, 20,3 0,3 1,32, 34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BERT Affiliation Not Assigned AA3B 2 86/10/17 Docketing & Services Branch Ip 
61863 023 61863 023 

-9204280039 Comment on proposed rules 10GFR2, 19, 20, 3 0,31 ,32, 34,3 5 ,39,40, 50,61 & 
70 re stds for protection against radiation Oppose any increase in acceptable radi 
alio n exposure , ^ 

MCENROH.C Affiliation Not Assigned 50Fa5t992 86/10/16* Docketing A Sorvicos 
Branch 1p 61862 331*61862 331 

-9204280047 Comment on proposed ruius 10CFR2,1 0,20,3 0,3 1,32, 34,3 5, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRANCfS.DL Affiliation Not Assigned AA38 2 86/10/17 Docketing A Services 
Branch Ip 61863 024*61863 024 

"9204280063 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

KEARNEY, JJ Edison Electric Institute AA3B-2 86/10/31 CHILK.SJ Office of the 
Secretary of the Commission 5pp 61863 059 61863 063 

-9204280069 Comment on proposed rules 10CFR2J9.20,30.31 ,32.34,35,39.40, 50,61 A 
70 re stds for protection against radiation 

EYLER,N Accord Research & Educational Associates, Inc AA3B2 86/10/31 Dock- 
eting & Servicos Branch 4pp 61Q63 064 61863067 

“9204280074 Comment on proposed rules 10CFR2, 19, 20,3 0,3 1,32,34, 3 5, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposos riilo 

NELSON,JM South Dakota, Slate of AA3B'2 86/10/28 Dockolin^^ & Services 
Branch 2pp 61662 332 61662 333 

-9204280078 Comment on proposed rules 10CFR2.1 0,20,30,31 .32,34,3 5.39,40. 50.61 A 
70 re stds for protection against radiation 

CURRAN, D Union of Conoornod Scientists AA36 2 B6/10/31 Offico of the Secre 
tary of the Commissio n. 7pp 6 1 863 06 8 6 1 8 63 074 

-9204280065 Comment on proposed rules 10CFR2,1 9,20,30,3 1, 32,34,3 5.39,40, 50,61 & 
70 re stds for protection against radiation 

SEMINARIO.M- AFL CIO AA3B 2 06/10/28 Dockcling A Services Branch 8pp. 

61862 334*61662 341 

“9204200086 Comment on proposed rules 10CFR2, 19,26, 3 0,3 1.32,34.3 5, 39, 40, 50,61 & 
70 re stds for protection against radiation 

EDWARDS.DW Yankee Atomic Electric Co GLA 86 215 86/10/30 Dockoting & 
Services Branch Opp 61863 075 61863 082 

-9204280095 Comment en proposed rules 10CFR2. 19,20,3 0,3 1,32.34,0 5, 39,40, 50.61 & 
70 re stds for protocllon against radlatlo^n Opposes rule 

FRANCIS, B Affiliation Not Assigned AA3G-2 89/10/17 Dockoting & Services 
Branch 1p 61663026*61863 026 

-9204280098 Comment on proposed rules 10CFR2, 19,26,3 0,31, 32,34,3 5.39,40, 50,61 & 
70 re aids (or protection against radiation Opposes reto. 

SULLIVAN.MR Affiliation Not Assigned M3B-2* 86/09/06 Docketing A Services 
Branch Ip 61662 245-61062 245 

-9204200100 Comment on proposed rules 10CFR2,1 0.20.30, 3 1,32,34, 3 5,39,40, 50,61 A 
70 re stds for protection against radiation, 

SIPLER.R Affilialion Not Assigned AA30-2 86/10/31 Docketing & Services Branch 
IBpp 61863 083 61863,099 

-9204280106 Comment on proposed rules 10CFR2,1 9. 20,30.31 ,32,34,3 5,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned /VA33-2 86/10/23 Dockoting A Services Branch Ip, 

61863 026 61863020 

-9204200100 Comment on proposed rules 10CFR2,10.20.30,31,32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation 

PALMER, RC Affilialion Not Assigned, 60FR51092 86/10/30 Docketing A Services 
Branch 4pp. 61862 342-61062 345 

-9204200109 Comment on proposed rules iaCFn2, 19. 20, 30, 31, 32,34.35, 39,40, 50.61 & 
70 re stds for proleclion against radiation Opposes rule 

ABUSAWBA.LE Aifillalion Not Assigned* AA38 2 86/09/10 Oockeling A Services 
Branch 1p 61662 246*61862 246 

-9204280112 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34.35. 39, 40, 50,61 A 
70 re slds for proleclion against radiation Opposes rule 

FERLAZZO.S.C Affiliation Not Assigned AA3B-2. 86/10/27, Docketing A Servfcos 
Branch 1p 61863 027 61863 027 


‘-92042801 18 Comment on proposed rules tOCFR2. 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SCHNELLOF Union Electric Co AA30-2 86/10/28 Docketing A Services Branch 
17pp 61863 100*61863 116 

-9204280110 Commenl on proposed rules 10CFR2, 19,20,30, 31 ,32,34,35,39,40, 50,61 & 
70 re stda for protection against radiation Opposes rule 

MCLAUGHLIN.C L Affiliation Not Assigr^ed AA38-2 86/10/23 Docketing A Services 
Branch Ip 61863 028 61863 020 

-9204280128 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,61 A 
70 re slds for protection against radiation 

COLEMAN.B D Affiliation Nol Assigned AA3B'2 86/10/22 Office of the Secretary ol 
the Commission 2pp 61863 029 61863 030 

“9204200130 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35,39, 40. 50,61 A 
70 re stds for protection against radiation 

MOORE.V Affiliation Not Assigned AA38 2 86/10/29 Docketing A Services Branch 
ip 61863 117-61863 117 

-6204280132 Comment on proposed rules 10CFR2, 10,20, 30,31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

DRURY.K Affiliation Not Assigned AA3B-2 86/09/09 Docketing & Sorvices Sranch 
Ip 61862 247*61662 247 

-9204280134 Comment on proposed rules 10CFR2, 19, 20, 30, 31,32, 34.35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

LEEK.K Affiliation Nol Assigned AA38*2 06/10/30 NRC No Detailed Atfillalioi 
Given 7pp 61062 346 61862 352 

“9204280136 Comment on proposed rules 10CFR2.19, 20, 30, 31 ,32.34,35.39,40, 50,61 A 
70 re stds for protection against radiation 

* Affiliation Not Assignedf AA38*2 86/10/23 Docketing A Services Branch 2pp 
61863 031 61663 032 

-9204280138 Comment on proposed rules 10CFR2,19,20,30,31.32,34,35,39.40, 50,61 A 
70 re stds for protection against radiation 

NIGHTT.SL Ohio Citizens for Responsible Energy AA3B 2 86/10/31 Ofhee ol the 
Socrelaiy of the Commission Ip 61863 1 18*61863 1 18 

-9204280139 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

KRAMER.FE Affiliation Not Assigned AA38 2 86/09/15 Docketing & Sorvicos 
Branch Ip 61862 248 61862 246 

-9204280140 Commenl on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation 

TAYLOH.RF Affiliation Nol Assigned AA38 2 86/10/30 Docketing A Services 
Branch 3pp 61662 353 61662 355 

-9204260142 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

BATTUNG.M Affiliation Not Assigned AA36-2 86/10/14 Dockellng A Services 
Branch Ip 61663 119 61863 119 

-9204280144 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40. 50,01 A 
70 ro stds for protection against radiation Opposes rule 

JOHNSON,?, E Affiliation Not Assigned AA3B-2 86/10/23 NRC - No Detailed Affili 
ation Given 2pp 61863 033 61803 034 

-9204280145 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds (or protection against radiation Opposes rule 

* Affiliation Not Assigned G0FR51692 00/10/26 Offico of the Secretary ol Iho Com- 
mission Ip 61662 358 61662 356 

-9204280146 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 36, 39, 40, 50.61 A 
70 re stds for proleclion against radiation Opposos rulo 

HARTNETT ,S Affilialion hfot Assigned 50FR51992 86/11/06 NRC - No Del ailfld Af- 
filiation Given Ip 61063 120 61863 120 

“9204280151 Comment on proposed rules 10CFR2, 10, 20, 30,31, 32.34, 35,39, 40, 50,01 A 
70 re stds for protection against radiation Opposes rule 

SCHOEPFLIN.A E Affiliation Not Assigned AA38 2 86/09/15 Dockaling A Sorvicos 
Branch 1 p 61862 249 61 862 249. 

-9204280152 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50.01 A 
70 re stds for protection against radiation 

BURNS, M.F /Uflllalfon Not Assigned AA38-2 66/ 10/27. NRC * No Detailed Affiliation 
Qlvan Ip. 61063 121-61063.121. 

-9204280166 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32.34,35.39,40, 60,61 A 
70 re stda for proleclion against radiation Opposes rule 

FENNER.CR Affiliation hTot Assigned 50FR51992, 86/10/15 Docketing A Services 
Branch* Ip 61862 357 61862 357 

“9204280159 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34,35.39.40, 50.61 A 
70 ro slds for proleclion against radiation 

URGENTO.LL Affiliation Not Assigned. AA3B*2 08/10/14 Docketing A Services 
Branch* Ip. 61863 122 61863 122 

-9204280161 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,81 A 
70 ro stds for proleclion against radiation Opposes rule 

KOONT2,SE Affiliation Not Assigned. AA3B-2 86/09/10 Docketing & Services 
Branch 1 p 61062 260 61062 250 

-9204280162 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes any increase In acceptabte radi 
alien eKposure. 

MOON.BP. Affilialion Not Assigned 50FR51992. 86/10/14 Docketing A Services 
Branch Ip 61862 35B-61862'350 

-9204280167 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50.61 A 
70 re stds for protocllon against radiation 

* Affilialion Not Assigned AA38'2 86/10/14 Docketing A Services Branch Ip 
61063*123 61863123. 
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~92042fl01 69 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35«39«40, 50,61 & 
70 re stds for protection against radiation Opposes ru!o 

MARRO.M H Affiliation Not Assigned AA38*2 06/09/15 Docketing & Services 
Branch Ip 61062 251 61062 251 


-9204280220 Cornmenl on proposed rules 10CFR2,19,20.30.31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ESSERMAN.R Affiliation Nol Assigned AA38-2 06/08/07 Docketing & Services 
Branch Ip 61663 161 61863161 


-9204280174 Comment on proposed rules 10CFR2, 19.20.30, 3 1,32,34, 35,39,40. 50,61 & 
70 re stds for protection against radiation 

TOLAN.J H Missouri, Univ of, Columbia, MO AA3Q-2 66/10/21 Docketing & Serv- 
ices Branch 2pp 61063 035 61663 036 


-9204280221 Comment on proposed mles 10CFR2,19,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FENTON,RT Affiliatiorv Not Assigned AA36-2 86/09/15 Docketing & Services 
Branch Ip 61862 258 61862 258 


-9204280176 Comment on proposed rules 10CFR2,t 0,20.30 ,3 1,32,34, 35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAMILTON, 9 Affiliahon Not Assigned AA39-2 86/09/15 Oockeling & Services 
Branch Ip 61662 253 61862 253 

“9204260177 Comment on proposed rules 10CFR2.1 9,20, 30, 3 1,32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCINTYRE, J Affiliation Not Assigned AA3Q-2 86/10/14 Docketing & Services 
Branch Ip 61863 124 61863 124 

“9204260178 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32, 34, 35, 30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BARATELLI.P N Affiliation Not Assigned AA3B-2 86/10/27. Docketing & Services 
Branch Ip 61863 037-61663 037 

“9204260182 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34. 35. 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HIMMELFARB,J Affiliation Not Assigned AA30-2 86/07/30 Docketing S Servjces 
Branch 1p 61863 153-61663 153 

-9204260185 Comment on proposed rules 10CFR2. 19,20,30,31,32.34.35,39,40, 60,61 & 
70 re stds for protection ogainst radiation Opposes rule 

BROWN, B Affiliation Not Assigned AA30-a 06/09/06 NRC - No Detailed Affiliation 
Given Ip 61863 125-61863 125 

-9204260186 Comment on proposed rules 10CFR2, 19,20, 30, 31 ,32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BERT.G J Affiliation Nol Assigned AA38 2 86/10/17 Dockoling & Services Branch 
Ip 61863 038-61863 038 

-9204260190 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Alfiliation Not Assigned AA38 2 86/09/15 Docketing & Services Branch Ip 
61862 254 61862 254 

-9204280191 Comment on proposed rules 10CFR2, 10.20.30,31,32.34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

JOHNSON, B Affiliation Nol Assigned AA30-2 86/10/31 Office of the Secretary of 
the Commission 1p 61862 359*61662 359 

-9204280192 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

VOLPICELL.J Affiliation Not Assigned AA38-2 86/11/03 NRC - No Delaitod Affili- 
ation Given 2pp 61863 126 61863 127 

-9204260195 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

THOMAS, J A Affiliation Not Assigned AA30-2 06/07/31 NRC ♦ No Detailed Affitl 
atian Given Ip 61863 154 81863 154 

-9204260196 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1,32,34, 35, 39, 40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

BECKER, E Affiliation Nol Assigned AA36 2 86/09/15 Docketing & Services Branch 
Ip 61Q62 255 61862 255 

”9204280197 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,36,39,40, 50,61 & 
70 re stds for protection against radiation 

VAN SICKLE, M.C Affiliation Not Assigned AA36-2 06/10/25 Office of 1h© Socrotary 
of the Commission Ip 61863 039 61663 030 

-9204280201 Comment on proposed rules 10CFR2. 19.20,30,31,32,34,36.39,40. 60,61 & 
70 re stds for protection against radiation Opposes ruio 

EViNGER.LK Affiiiation Not Assigned AA38 2 86/00/04. NRC • No Detailed Affifi 
ation Given 2pp 61863 155 61663 156 

-9204280202 Comment on proposed rules 10CFR2,1 9,20,30,3 1,32, 34 .35, 30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

FULLER, E Affiliation Not Assigned AA38-2 86/09/15 Docketing & Seivi cos Branch, 
Ip. 61 862 256 61862 256 

“9204280204 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 39.40, 50.61 & 
70 re stds for protection against radiation. Opposes rule 

FRANK.J Affiliation Nol Assigned AA38-2 66/06/06 Docketing & Services Branch 
Ip 61 863 157-61063 157 

“9204280205 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34 ,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

QUENTRHER.R Sierra Club AA3B-2 86/08/08 Docketing & Services Branch 1p, 
61683'150 61863158 

-9204280211 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 36, 39,40, 50,61 & 
70 re stds for protection against radiation 

MASON.C American Lung Association, AA3B 2, 86/10/30 Docketing & Services 
Branch Ip 61662 360-61662 360 

-9204280212 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32.34,36.39.40. 60,61 a 
70 re stds for protection against radiation Opposes rule. 

DAVIS, J Earth FirstI AA38 2 66/08/11. NRC - No Detailed Affitiatlon Given, ip 
01863159 61863.159 


-9204280224 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32.34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PETTY, E Affifialion Not Assigned AA38 2 86/09/15 Docketing & Services Branch 
Ip 61862259 61862259 

-9204280225 Comment on proposed rules 10CFn2,l 9, 20.30, 3 1,32,34, 35, 39.40, 50,61 & 
70 re stds for protection against radiation Opposes ruto 

SCHRADER.D, Affiliation Not Assigned AA3D-2 86/08/10 Office of the Secretary of 
the Commission Ip B1B63 162 61863 162 

-9204280226 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 & 
7Q re stds for protection against radiation 

ISELEN.C US Postal Service AA36 2 06/10/27 Docketing & Services Branch Ip 
B1063 040-61 B63 040 

-9204280227 Comment on proposed rules 10CFR2,19,20.30.31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

*■ Affiliation Not Assigned AA3a 2 86/10/15 Office of the Secretary of the Commis 
Sion Ip 61663 128-61883 128 

“9204280229 Comment 08 proposed rules 10CFR2.1 9, 20,3 0,3 1.32.34, 3 5,39.40, 60,61 & 
70 re stds for protoction against radiation 

WILL.L Affiliation Nol Assigned AA3d 2 66/10/26 Office of the Secretary ol the 
Commission Ip 61883041 61063 041 

-9204280230 Cornmenl On proposed rules 10CFR2.10,20,30,31 ,32,34,35,39,40. 50.61 & 
70 re stds for protoction against radiation Opposes rule 

MAJAUCKAS.G Affillalion Not Assigned AA38-2 66/09/15 Docketing & Services 
Branch. Ip 61862*260-61862 260 

-9204280232 Comment on proposed rules 10CFR2,19.20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

CHAPLICK.JM Sierra Club AA3B.2 86/08/11 Docketing & Services Branch 2pp 
61063 163*61863 164. 


-9204280233 Comment on proposed rules 10CFR2, 19. 20, 3 0,3 1,32,34, 3 5, 39, 40, 60,61 & 
70 ro- stds for protoction against radiation 

ANDERSON, N Maine, State of AA3a 2 86/10/30 Docketing &. Services Branch 
2pp 61863 001 61863 002 

-9204280234 Comment on proposed rules lOCFR 2, 19. 20, 3 0,3 1.32 .34, 3 5, 3 9.40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

MACDONALD, B Affiliation Nol Assigned AA38 2 66/09/08 Dockoling & Services 
Branch Ip 61862 261-61862 261 

-9204260235 Comment on proposed rules 10CFR 2, 19, 20 ,30 ,3 1,32.34, 3 5, 3 9, 40, 50,61 & 
70 re stds tor protection against radiation Opposes rule 

HUDSON, S Affiliation Nol Assigned AA^3a2. 86/08/11 Docketing & Services 
Branch Ip 61863 165*61863 165 

-9204230238 Comment on proposed rules 10CFR 2, 10, 20, 30, 3 1,32, 34, 3 5, 3 9, 40, 50,61 & 
70 re stds for protection against radiation 

SCHAOT.WW Georgetown Unlv Medical Cantor, Washington, DC AA38 2 86/10/ 
27 Docketing & Services Branch 13pp 61883042 61863054 


-9204280240 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 3 5, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PATTER SON, G. Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services 
Branch Ip 61862 262-61862 262 

-9204200241 Comment on proposed rules 10CFR2,19,20,30,31 .32,34,35,39,40, 60,61 & 
70 ro stds for protoction against radiation Opposes rule 

• Affiliation Nol Assigned AA3Q 2 86/10/ lO Office of the Socretary of the Commis- 
sion Ip 61663129 61603129 


-9204200243 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

MOSTEK.I L Afllllalion Not Assigned AA3Q 2 66/06/16 NRC * No Detailed Affiliation 
Given Ip 61863 166*61883.166 


-9204200246 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39.40, 50,01 & 
70 re aids for protection against radiation 

FARRARpDL Commonwealth Edison Co AA30*2. 86/10/23 CHILK.SJ OlfiCe of the 
Secretary of the Commission 2pp 61863 055 61 663 058 


-9204280246 Comment on proposed rules 10CFR2,19,20,30,31 ,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SCHWARTZ.R Affilfalfon Not Assigned AA3B-2 88/08/12. Docketing 8 Services 
Branch Ip 61863:167*61863 167 


-9204280248 Cornmenl on proposed rules 10CFR2, 19, 20, 30, 31, 32.34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

BRODY.M Affiliafion Nol Assigned SOFRSI 092 0061 1 86/10/12 Office of the Sec* 
rotary of Ihe Commission Ip 61883.130*61863 130 


-9204200216 Comment on proposed rules 10CFR2.1 9.20, 30, 31, 32, 34,36,30.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

DOVES Affiliation Not Assigned AA36.2 k/oa/12. Office of the Secretary of the 
Commission Ip. 61863 160 61063:160. 


-9204280260 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re aids for protection, against radiation 

ZAFRIS.J AfLIiallon Nol Assigned AA30-2 86/00/11, Docketing & Services Branch 
Ip 61802 263 61882 263, 


-9204200217 Comment on proposed rules 10CFR2.1 9.20, 30, 31. 32,34,35.30.40, 60,61 & 
70 re stds for protection against radiation Opposes rule, 

KR0LL,J. Affiliation Not Assigned AA3a-2 86/09/11 Oockeling & Services Branch 
Ip. 61862 257*61862-257 


-9204200261 Comment on proposed rules 10CFR2, 19,20.30, 31 ,32,34,35,39,40, 50,61 & 
70 re side for prolecllon against radiation Opposes rule- 

PALLEY.MK Affiliation Not Assigned AA3B-2 86/08/14 Docketing &. Services 
Branch Ip 61863 160-61863168 
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-92042002 B 4 CommorU Oh proposed rulos 10CFn2. 19, 20, 3 0,3 1,32. 34.36,39,40, 50,61 & 
70 fo stds (or proteclior^ iinalnst radiation 

WORTH, E Altilmiion Not Assigned AA3&? flO/IO/IS Olheo o( Iho Sacroloiy of Iho 
Commfsston (p Gf603 6(363 13( 

-92042B02B6 Commenl ort proposed rulos lOCFRS.1 0,20, 30,3 1.32, 34.35,39,40, 50,61 fi 
70 ro stds for prote'Clioo ngainst radiation Opposes rulo 

JAMES, YS Aimiation Not Assigned AA.3a2 DG/OByid Dockoling & Sorvicos 
Branch ip 61003 169 61663169 

-0204200260 Cammenl on proposed ruCos 10CFn2, 19,20,30,3 1,32, 3 4,35.39,40, 50,61 & 
70 re Btds for protaclLon aaalrst radiation 

LAUSQN.NP Affiliation {^1 Assigned AA30«2 66/10/22 NRC - No Detailed Aflilk- 
allon Given Ip 61063 100 61663,188 

-9204200280 Commonl on proposed rulos 10GFR2. 10,20, 30,31.32,34,36,39,40, 50,61 a 
70 re Bt<f8 lor protoclfon againsl radiation Opposes rola 

EVLETH,R M Nuclear Products Co AA38 2. 86/00/09 Dockoling a Services Branch 
ip. 61662 284-61662 264 

-9204200282 Commenlon proposed rules lOCfFI 2, 19, 20, 30 ,3 1,32,34,35,39,40. 59^,61 a 
70 re aids (or prolocllon against radiation 

ANDERSON,! AlfiHation Nat Assigned AA3a 2 00/10/27 NRC • No Delnlled Alfiil 
atlonGivan, Ip 61863 16061863169 

-9204280263 Cemmant on proposod rules 1DCFR 2, ID, 20, 30, 3 1,32,34,35,30.40, 50,61 & 
70 ro stds (or proloction against radiation 

MEEHAN.T Alfillalion Not Aaslgnod AA3& 2 86/10/15 OH Ice of the Secretary oi the 
Commlsgfon (p eiC63 132.61663 t32 

-9204200270 Commonl on proposed rules tOCfn 2, 19.20.30.3 1,32, 34, 35,3 9,40, 50,61 & 
70 ro stds (or protoclion against radiation 

WELLJ AfliLlallon Not Assigned AA3a2 66/10/16 Olflco of Hie Socrotaiy of the 
Commission Ip 61603133-01663 133 

-9204200276 Comment on proposod mloa 10CrR2.1 0,20,30. 3 1.32,34,35,3 9.40, 50,01 & 
70 re Bids lor proloction again at radiation 

* Affiliation Not Aasignod. AA38 2, 08/10/16 Offico of tho SDcrelaiy o1 Iho Commis- 
Sion Ip 61063.134 61063 134 

-9204200279 Commonl Oh proposed rulos lOCrR2, 19.20,30.31 ,32,34.35,30,40, 60.81 & 
70 ro Bids lor protection against radiation Opposea rule 

CLARKE.R Alborl Einstein Mocficnl Gontor. Philadolphia, PA AA30 2 68/00/06 
Office oJ tho Socfolary of tho Commission Ip, 61063 170 01663 170 

-6204200280 Cominont on propoEOd rules 10CrR2, 19, 20, 30, 3 1.32, 34, 35.30, 40. 50,61 & 
70 ro aids for prelection against radiation 

SHUKLA.S AHilialion Not Assigned AA38 2 05/10/12, Offico oi the Secretary of tho 
Commission Ip 61063 135 61063,136 

-9204200281 Commonl 0 a proposed rules 1 DC FR2. 19,20,30,31,32,34,36,30,40, 50,61 a 
70 ro aids (or protoctlon against radiation, Onposos tula 

CINQUEMANI.OK NJ S*E*A Alliance AA36 2 60/09/10 Dockoling a Services 
Branch Ip 61662 26S 61062 205 

-9294285294 Comment on proposed rulos IOC Fn2, 10,20,30, 3 1,32,3 4,35, 30,40, 50,61 a 
70 ro stds for pratOLlion against radiation 

ANDERSON, DV. Alfillalion Nol Assigned AA30.2 60/10/16 OHico of tho Socrolary 
of tho Commission Ip 61663. 136 61663.136 

-9204200285 Commonl on proposod rules 10CFR2.1 0,20, 30. 3 1,32, 34, 36,30,40, 50,01 a 
70 re aids for protoction against radiation Opposes rulo, 

EDSQN.D.V Affiliation Not Asslgnod AA38'2 68/00/31. Dockoling a Service 8 
Branch. Ip 61652 266 01662,260 

-020426028(1 Comment on proposed rulos 10CFn2,l 0,20. 30,31 ,32, 34,35,30,40, 69,61 a 
70 ro aids for protec lion against radiation 

GIQDS.V Alfillalion Not Assignorf AA30 2 66/10/12 Ofileo of Iho Socrolary of the 
Commlaslon Ip 01063 137 51063 137 

-9204200202 Commonl on prcposodrutoa 10CFn2, 10.20.3 0,3 1,32,34.3 5.30,40, 60,61 & 
70 ro stds for proloction agolnsf radiation Opposes rulo 

STDTSM«AN,A E. Alfillalion Not Asaignoif AA30 ?, 66/09/15 Docketing & Servicoa 
Branch 1p 61502 267 61862 267, 

-9204288293 Comma rv1 on proposod rulos 1 0CFR 2, 10,20,30,31, 32, 34,x35, 30.40, 50.61 
70 ro Btds for proloclior^ against rndialion 

• Affiliation Not Assigned AA30*2 66/10/12 Offico of Iho Socrolary of llio Commis- 
sion Ip. OfflD3'130'6l663.13a 

-9294280295 Commonl on proposod rul(3S lOCFR 2, 10,20, 3 0,3 1,32.34.35, 39.40, 69.61 & 
70 ro aids for protocllor^ again si radiation, 

WEQST.WF California, Univ. of, los Annotos. CA AA30 2, 86/19/30 Docketing a 
Service 8 Branch 2pp 01063 003^01663 094 

-9204280299 Comm&nl on proposod niloa 10CrR2, 10, 20,30,31, 32,34,35, 39, 40. 60,91 & 
70 re aids lor proloction against radiation Oppo0Od rulo 

QULASCH.C Affiliation Not Asalgnod /VA30 2 66/09/10 Dockotlnp A Servicoa 
Dranch Ip 5lO62'20a<61G62 208 

-9204280301 Commonl On propo sod ruloa 10CrR2, 10,20.30.31,32,34.35,39.40. 60,61 a 
70 lo aids for protectfon agafnst radiation. 

Wllt,n. Affiliaiion Nol ABSignorJ. AA3C'2 60/10/11 Of I Ice of Iho Socrolary of tho 
Commisslorr 1.p, 61063 130 61663*130 

-9204280302 Commonl on propoaod rules 10CrR2, 19, 20,30.3 1,32 .34, 35,30, 40, 50,01 & 
70 re aids (or proloction againfll radiation, 

MEINhOLD.CQ. Drookhavon Nallonal Lahoralory AA39'2, 60/03/11, Dockoling & 
Sorvicos Branch lipp 61663 190^6 1863 200 

-9204280303 Commonl on proposed rules 10CFR2.1 0,20,30,31., 3 2, 34, 36,39, 40, 60,61 & 
70 re aids forproiocilon against radialionOppoaoartiio 

JORNSON.M R Affiliation Nol AsBlgnod, AA3D-2, 86/60/00. Dockoling & Services 
□ranch. Ip 61862,260 61082 260. 

-9264280306 Commonl on proposod rulos tOCFR2, 10.20,30,31,32,34,35.30,40, 60,61 6 
70 ro stds for prof ociion against radial Ion, 

Pons.T Affiliation Nol ABSlgnod AA3D^2, 06/10/06 Commi86lonor8 (Post 760110) 
Ip. 01663 140 01653 140. 


-92042B0308 Comment an. proposed rules 10CFR2.1 9,20,30,31 .32.34.35.39.40, 50,61 & 
70 re sids for prolecllon against radiation Opposes rule 

NESEWICH.N L Affiliation Not Assigned AA3G-2 86/09/09 Docketing & Services 
Branch ip 61 G62 270-61862 270 

-'•9204260309 Comment on proposed rules 10CFR2,1 9.20.30,31. 32.34.35.39,40, 50.61 & 
70 ro stds for proteciton sgainst radiation 

YOUNG, F Affiliahon Not Assigned AA30-2 66/10/09 Office of the Secretary of the 
Commission Ip 61863 1 41-61863141 

-9204280311 Comment on proposed rules 1CCFn2.1 0.20,30,31.32.34.35,39.40. 80.6t & 
TO re stds for protection agacnsl radiation 

JOHNSON.CJ South Dakota, Slate of AA3B-2 86/04/10 Docketing & Services 
Branch 4pp 61863 201 ».6 1063 205 

-9204280316 Commonl on proposed rules 10CFR2.1 9.20, 30, 31. 32, 34.35, 39,40, 50,61 A 
70 re sids for prolecllon against radiation 

MINNIOH.NR Affilialion Nol Assigned AA38.2 86/10/05 NRC - No Detailed Affili- 
ation Given Ip 61663 142 61863 142 

-9204280319 Comment on proposed rules 10CFR2, 19.20,30, 31. 32, 34, 35.39, 40, 50,61 A 
70 re aids for protection against radiation 

RUSSELS Affiliation Nol Assigned AA38-2 06/10/06 Docketing & Services Branch 
Ip 61663 143-81863 143 

-9204280321 Comment on proposed rules 10CFR2.1 9, 20.30, 31, 32, 34,35.39.40, 50,61 A 
70 re aids lor protoction against radiation Opposes rule 

BECK.J, Affiltallon Not Assigned AA3Q-2 86/09/10 NRC - No Detailed Affiiiatron 
Given 2pp 61 Q62 271*61 B62 272 

-92042B032B Commont on proposed rules 10CFR2,1 9,20,30,31 .32,34,85,39,40, 50,61 A 
70 ra g(ds for proloction against radiation 

VENE2IA.C GTE Sylvanfa, Inc AA38-2 06/03/12 Dockelir^g & Services Branch 2pp 
61863 200 61863 206 

-9204280339 Comment on proposod rules 10CFR2,1 0,20,30,31 ,32,34.35.30,40, 50.61 ft 
70 ro stds (or protecIlDn against radiation 

TODD, WE Siomons Gammasonlcs, Inc AA3B-2 86/04/14 Docketing & Services 
Branch 5pp 61.663 207.61663 211. 

-9204260344 Comment on proposed rules 10CFR2,19.20,30, 31, 32.34,36, 39,40, 50,61 A 
70 ro aids for protoction egainst radiation 

SKRABLE,KW Lowoll, Univ of, Lowell, MA AA36.2 06/04/17 Dockoling & Services 
Branch 92pp 61863 212-61063 269 

-9204280351 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 39, 40, 50,61 & 
70 re aids for protoction against radiation Opposes rule 

REID.D Affiliation Nol Assigrxed AA38'2 86/08/16 Docketing & Services Branch 
2pp 61663171 61BB3 172. 

-9204289353 Commonl on proposed rules 10CFR2, 19, 20,30, 31,32,34, 35.30, 40, 50,61 & 
70 ro Btds for protection agafnst radiation Opposes rule 

STAFFORD.D B Affiliation Not Assigned, AA3Q-2 86/00/16 NRG * No Detailed Affili* 
allon Given 1p 61863 173 61863 173 r, 

-9204200357 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rulo 

WATERS, M A Alf illation Nol Assigned AA30.2 86/08/22 NRC . No Detailed AKiEi 
allon Given Ip 61863' 174 61863 174 

-9204280366 Comment on proposed rules tOCFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 & 
70 ro atds for protoction against radiation Opposes rule 

CHISHOLMJ. AffihatSon Not Assigned AA3a 2 86/08/19 Docketing & Services 
Branch Ip 61863 178*61663176 

-0204280369 Comment on proposed rules 10CFR2, 19,20.30.3 1,32.34, 35, 39, 40. 60,6! A 
70 ro 8tds for protection against radiation Opposes rule 

PiTKAT.J Affilialion Nol Assigned AA30-2 86/00/20 NRC * No Detailed Affilfalion 
Given Ip 61863 177-01 B63 177 

-92042B0372 Commenl on proposed rules 10CFR2. 19.20.30.3 1,32, 34,35.39, 40. 50,61 & 
70 re sida for protection against radiation Opposes rulo 

WILLIFORD.CC Affiliation Not Assigned AA38-2 86/08/18 NRC * No Detailed Af fill 
olion Given Ip 61063,170-61863 178 

-9204280374 Commonl orr proposed rules lOCFHfi.l 9,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radlation.Opposes rule 

REINER.LE /Affiliation Not Assigned, AA3B-2 86/00/21 NRC - No Detailed AlfiliaUon 
Given ip 61063 179*61863 179 

-920426037S Commenl on proposed rules 10CFR2,1 0,20,30,31, 32,34,35, 39, 40, 58,61 A 
70 re stds for protoction against radiation Opposes rule 

JONES.A AfhllBtlon Not Aaslgnod AA38.2 80/08/21. NRC * No Detailed Alfillalion 
Given, tp 01063.100-61803100 

-9204280370 Comment on proposed rules 10CFR2, 19,20,30,31,32, 34, 35,39, 40, 50,81 A 
70 ro 8ld$ forpjolocMon against radiation Opposes rule 

SALACH.T Alfillalion Not Assigned AA30-2 86/00/10 NRC * No Detailed AHilialion 
Given Ip 61&63'101‘618B3 1B1. 

-9 204280 3B0 Comment on proposed rules 10CFR 2, 19,20,30,31,32.34,35.39,40, 50,61 A 
70 re stds for protectfon against radiation Opposes rule 

YEAST, C Affiliation Not Assigned. AA30-2 B6/0B/22 CLEMENTS.W. DockeUrg & 
Services Branch. 2pp. 61863.182 61863 183 

-0204280384 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32.34,35,39,40, 50.61 & 
70 ro aids for protection againsf radiation Opposes rule 

ERICKSEN.D Alfiliation Not Assigned AA3B-2 86/08/20 NRC * No Detailed Affiii- 
alion Given. 2pp, 61fl63;1 84*61863 185 

-9204280366 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,39,40, 50.61 A 
70 re aids for protection against radiation Opposes rule 

MASSINO.W, Affilialion Nol Assigned. AA38-2 86/08/21, Docketing & Services 
Branch* Ip 61863,1 S6-61i863,186 
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-9204200303 Comment on proposed rules 10CFR2. 19.20. 30. 31 ,32,34.35,39.40. 50,61 & 
70 re stds for protection against radiation 

HELLMAN.J Affilation Not Assigned AA30 2 86/06/20 Docketing & Services 
Branch Ip 61863 187-61863 187 

-92042B039B Comment on proposed rules 10CFR2, 19,20, 30,31 ,32,34.35,39.40. 50.61 & 
70 re stds for protoction against radiation Supports rule 

MILLIS.N L Ballimoro Gas & Etoctnc Co AA38 2 06/04/21 Dockoling & Services 
Branch 22pp 61063 332 6 1063 352 

“9204260405 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32. 34.35, 39. 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

SINCLAIR, M Sinclair, M P AA38-2 06/04/23 Docketing & Services Branch 2pp 
61863 353 61863 354 

-9204260415 Comment on proposed rules 10CFR2, 19. 20,3 0,3 1,32,34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

MOTT.M Affiliation Nol Assigned AA38'2 06/04/23 Docketing & Senncos Branch 
ipp 61863 355 61863 355 

“9204260419 Comment on proposed rules 10CFR2. 19,20,3 0,31 ,32,34.35.39,40, 50,61 & 
70 re Bids for protection againsl radialion Opposes rule 

* Affiliation Not Assigned AA38-2 86/10/16 Docketing & Services Branch Ip 
61863 144-61863 144 

“9204260424 Comment on proposed rules 10CFR8. 19, 20, 3 0,3 1,32.34.35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WARSH.H E Affiliation Not Assigned AA30 2 86/04/23 Docketing & Services 
G ranch 1 pp 61 863 356 6 1 663 356 

“9204280425 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for proleclion against radiation 

KOCMER,OC Affiliation Not Assigned AA3&*2 86/04/02 Docketing & Services 
Branch Itpp 61863 290 61863 299 

“9204260431 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

BERTELL.R International Institute of Concern for Public Health AA3B2 86/04/07 
NRC - No Detailed Affiliation Given 12pp 61063 300 61663 31 1 

“9204260433 Comment on proposed rules 10CFR2, 19,2 0.3 0,31 ,32,34.35.39,40, 50,61 & 
70 re stds lor protection against radiation 

DRESCHER.R Affiliation Not Assigned AA38'2 86/10/17 Office of the Secrolary of 
the Commission 1p 61 B63 145-61863 145 

“9204260436 Comment on proposed rules 10CFR2,1 9,2 0,3 0.3 1,32,34,35, 39, 40, 50, 6t & 
70 re stds for protection againsl radiation 

LERNER.M S U S Postal Service AA38 2 06/04/30 Docketing & Services Branch 
Ip 61863 312 61863 312 

“9204260440 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32,34, 35, 39, 40, 50,01 & 
70 re stds for protection against radiation 

KAMEN.S Affilialion Not Assigned AA3B-2 86/04/22 Office of the Secretary of tho 
Commission 2pp 61863 313 61863 314 

“9204280441 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32, 34.35,39,40, 50,61 & 
70 re stds for protection againsl radiation 

BAUM,JW Brookhaven Nattonal Laboratory AA38'2 86/04/11 Docketing & Serv- 
ices Branch Spp 61063 357 61863 361 

“9204260447 Comment on proposed rules 10CFR2, 19,20, 3 0,3 1,32, 34,35,30, 40, 60,61 & 
70 ro stds for protection against radiation Opposes rulo 

MICHAEL, B Affiliation Not Assigned AA3D-2 06/09/18 Office of the Secretary of 
the Commission Ip 61063.315 61G63 315 

“9204280460 Comment on proposed rules 10CFR2, 19, 20 ,3 0,3 1,32, 34,35,39,40, 60,61 & 
70 re stds for protoction against radialion Opposes rule 

MCCORMICK, B Affiliation Not Assigned AA3B-2 86/04/21 Docketing & SorvJcos 
Branch Ipp 61864 001-61864 001 

“9204280452 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32, 34,35,30, 40. 60,61 & 
70 re stds for protection againsl radialion 

KALFUL Affiliation Nol Assigned AA30-2 86/10/16 Dockoling & Services Branch 
1p 61063 146 61863 146 

“9204280456 Comment on proposed rules 10CFR2, 19,20, 3 0.3 1,32, 34, 36,39,40, 50.61 & 
70 re stds for protoction against radiation Opposes rule 

ATKINSON.M Affilialion Nol Assigned AA38-2 06/10/16. Dockoling & Services 
Branch Ip 61803 147 61863.147. 

“9204280460 Comment on proposed rules 10CFR2, ID, 20, 30, 31, 32, 34,35,30, 40, 50.61 & 
70 re stds for protoclion againsl radialion 

WILUAMS.T.P Affiliation Not Assigned AA3B-2 86/10/13 Dockoling & Services 
Branch Ip 61863 148 61863 148, 

“9204260465 Commenl on proposed rules 10CFR2, 19, 20, 3 0.3 1,32, 34,35, 30, 40, 60,61 & 
70 ro stds for protection againsl radialion Opposes rule 

MELILLO.D Affiliation Not Assigned. AA38'2 86/00/16 Office of the Secretary of tho 
Commission 1p 61863 316-61863 316 

“9204280468 Comment on proposed rules 10CFR2, 19,20, 3 0.3 1.32. 34,35, 39, 40. 50.61 & 
70 re stds for protection against radiation. 

SEAGRAVES.S Affilialion Not Assigned AA38-2 88/10/13 Office of the Secretary of 
tho Commission, ip. 61863.149 61863’149 

“9204280468 Comment on proposed rules 10CFR2.19,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

OIEDRICH.CJ Affiliation Nol Assigned AA3B.2 80/09/19, Office of the Sewelary of 
Ihe Commission Ip 61063 31 7-61 863*3 17 

“9204280477 Comment on proposed rules 10CFR2, 19, 20,3 0,3 1,32, 34.35.39.40, 50,61 & 
70 re stds for proteclion against radialion Opposes rule, 

COHEN, DJ Affiliation Not Assigned AA38-2 86/09/19 Office of the Secretary of tlie 
Commission 1p 61863 318-61863 318 

“9204280479 Commenl on proposed rules 1OCFR2,19,2O,3O,31,32.34.35,30,4O, 50,61 & 
70 re stds for proteclion againsl radiation 

* Affiliation Nol Assigned AA3B-2 0690 86/10/14. Docketing & Services Branch Ip, 
61663150 61863.150. 


“9204280483 Comment on proposed rules 10CFR2, 19.20. 30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BUCHANAN, S AMilialion Nol Assigned AA30-2 86/04/23 Docketing & Services 
Branch ipp 61864 002-61864 002 

“9204280484 Commenl on proposed rules 10CFR2,1 9.20,30,3 1,32,34,35,39,40, 50,61 & 
70 re stds for protoction against radiation 

QUINN.S M Affiliation Nol Assigned AA38 2 86/09/12 NRC - No Detailed AfljEiation 
GtVBr> ip 61663 319 61863 319 

“9204280486 Comment on proposed rules 10CFR2, 19,20, 30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

CHAPLICK.JM Affiliation Nol Assigned AA3e-2 86/08/13 Docketing & Services 
Branch Ip 61863 320-61863 320 

“9264280489 Comment on proposed rules 10CFR2, 19.20,30,3 1 .32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SULLIVAN.MR Affiliation Not Assigned AA36 2 06/09/06 Docketing & Services 
Branch ip 61663 005-61063 005 

“920420Q491 Commenl on proposed rules 10CFR2,1 0.20,30,31 ,32.34,35,39,40, 50,61 8 
70 re slds for protection against radiation Opposes rule 

WALSH, MJ Affiliation Not Assigned AA3a 2 86/04/20 NRC - No Datailed Affiliation 
Given tOpp 61864 003-61864 012 

“9204280497 Comment On proposed rules 10CFR2. 19.20,30.3 1,32, 34. 35,39,40, 50.61 & 
70 re slds for protoclion againsl radiation 

CHABOT»GE Lowell. Univ ol. LowoJI, MA AA38 2 86/04/22 Dockoling & Services 
Branch Spp 61864 013-61864 01B 

“9204280498 Comment on proposed rules H0CFR2, 19,20,30, 3 1,32, 34.35, 39, 40. 50,61 & 
70 re stda for profeclron against radiation 

BRAGDON.PW Governor Dummor Acadomy, Byfiold, MA /\A3a 2 86/09/ 19 NBC 
No Detailed Affiliation Given Ip 61863 321-61863 321 

“9204280502 Commont on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

POLEHN.JL Affiliation Nol Assigned AA3D-2 86/05/01 Docketing & Services 
Branch 23pp 61864 019 61864 040 

“9204280506 Comment on proposed lulos 10CFR2,19,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re slds for protoclion against radiation 

BRANDT.RJ Belhlehom Steel Corp AA3B 2 86/04/25 Offica of tho Socrelary of 
tho Commission 7pp 6166 4 041-6186 4 047 

“9204280509 Commont on proposed rulos 10CFR2. 19,20, 30, 31. 32,34, 35, 39,40, 50,61 & 
70 ro 9\<i^ for protoclion against radialion Opposes rulo 

NIKKILA.AM Affiliation Nol Assigned AA36 2 86/10/14 Dockoling & Services 
Branch Ip 61863 151-61663 151. 

“9204260510 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro stds for proteclion against radlakon Opposes rule 

NEMETHY.E Ccology/Alerl AA38 2. 06/04/29 Docketing & Son/ices Branch 1pp 
61864 046 01064 046 

“9204260511 Comment on proposed rules 10CFR2.19.20,30,3 1,32.34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

OIEDRICH.CJ Affiliation Not AssignofJ AA38-2 66/09/19 Office of the Secrolary of 
Ihe Commission Ip 61063 322*61 B63 322, 

“9204200515 Commenl on proposed rulos 10CFR2.1 0,20,30,31 ,32,34,35,30,40, 50,61 & 
70 ro stds for protection against radiation. 

SPRUNG, B.L. Affiliation Nol Assigned 50Fn51992 00633 86/10/14 Docketing & 
Services Branch Ip 61863 152 61663.162 

“9204280517 Commenl on proposed! rulos 10CFR 2,19,20, 30,31 ,32 ,34,35,39,40, 50,61 & 
70 ro stds for protection againsl radialion Opposes rule. 

MICHAEL.B Atfiliatlon Not Assigned AA38 2 66/09/18 Offico of Ihe Secretary of 
the Commission Ip 61663 323-61663 323 

“9204280510 Commenl on proposed rulos 10CFR 2,1 9,20.30, 31 ,32,34,35.39,40, 50,61 & 
70 ro etds for protection against radiation Opposes rule 

SALTZMAN.O Affiliation Nol Assigned, AAOO 2 86/05/02 NRC - No Detailed Affili- 
ation Olvon 2pp 61864 049 61064 050. 

“9204280510 Comment on proposed rules 19CFR 2, 10,20,30, 31 ,32,34,35,30,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

COHEN.DJ Affiliation Not Assigned AA33-2 8B/0D/19 Offico of tho Secretary of the 
Commissfon 1p 61063 324 61863.324 

“9204280520 Commenl on proposed rules lOCFfl 2, 10,20, 30, 3 1,32, 34, 35,39, 40. 50,61 & 
70 ro stda for proteclion against radiation 

QUINN.S M Ai filiation Nol Assigned AA3B 2 00/09/12 NRC - No Detailed Alfillallon 
Given ip 01863 325 61063325 

“9204280522 Commont on proposed rules 10CFR2, 10,20, 30, 3 1,32, 34, 35, 39, 40, 50,01 & 
70 ro stds for protoclion against radiation Opposes rule 

DAV.ea Affination Nol Assigned AA30 2 06/04/30. Docketing & Services Branch 
3pp 61064 051-61864 053 

“9204280523 Comment on proposed rutos 10CFR2, 19,20,30, 31 ,32,34,35.39,40, 50,61 & 
70 ro aids for proteclion against radialion Opposes rule 

QOLD.W J Affilialion Nol Assigned AA3a-2 86/04/30, Docketing & Services Branch 
Ipp 61064 054-61864.054 

“9204280524 Comment on proposed rutos 10'CFR2, 19,20,30. 31 ,32,34,35,39,40, 60,61 & 
70 ro slds for protoction against radiation. 

SARBANES, PS Senate, flanking, Housing & Urban Affairs AA3fl-2. 66/09/12 NRC - 
No Datailed Affiliatioa Given Spp 61663 326-81863 326 

“0204280625 Commont on proposed rules 10CFR 2, 19, 20,30,3 1,3 2,34,35, 39, 40, 60,61 & 
70 ro aids for protection against radiation 

' Affiliation Nol Assloned. AA3a-2 86/09/10 Office of Ihe Secratary of the Commis- 
sion. Ip. 61863 329 61 063' 329 
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-9204280526 Comnianlor> proposed rules 10 CFR 2 . 19.20. 3 0,3 1,32.34, 35, 3 9, 40, 50.61 & 
70 re slds for prolectioii against radiation Opposes rule . „ 

HARLAN, P Affiliation Not Assigned AA38-2 8B/09/22 Office of the Secretary of the 
Cormrission Ip 61863 330 61863 331 

-9204290024 Comment on proposed rules lOCFR 2, 19.20, 30, 31 ,32.34.35,39,40, 50,61 & 
70 ro slds for protection against radraliorj , . „ o i 

CLAGETT.K Affiliation Wot Assigned AA3B'2 86/09/16 Dockelino & Services 
Brancfi Ip 61864 069-61864 069 

— 920429002 B Comrnenten proposed rules lOCFR 2, 19, 20, 30,3 1,32, 34.35,39,40, 50,61 & 
70 re stds for protectiorr against radiation c u 

CAHYM L AfiJlialton Not Assigned AA3a 2 86/09/22 Dockeing & Services Branch 
ip 61864 070 61864 070 

—9204290047 Commenl on proposed rules tOCFR 2, 19 , 80.30, 3 1,32, 34, 35, 3 9,40, 50,61 & 
70 re slds for protection against radiation „ r. , ^ 

MORHIS.J Affiliation Not Assigned AA3a 2 66/09/12 Docketing & Services Branch 
ip 61064 071-61864 071 

—9204290051 Comment on proposed ruCes lOCFfl 2 , 19.20.30, 3 1,32,34. 35, 39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule ^ , , 

SWEENEY.E Affihalion Not Assigned AA3a 2 B6/10/15 Office of the Secretary of 
the Commission ip 61B64 121 61 B64 121 

-9204290052 Comment on proposed rules 10 CFR 2 , 19, 20.30,3 1,32, 34.35, 39,40, 50.61 & 
70 re stds for protection against radiation „ u 

MOORE, I Affiliation Not Assigned AA38 2 66/09/23 Docketing & Services Branch 
Ip 61864 072-61864 072. 

-9204290053 Comment on proposed rules 10 CFn 2 , 19,80.30,31,32,34,35,39,40. 50,61 & 
70 re stds for proleclion against radiation Opposes rule r^ . * 

KODNER.JL Kodner, JL AA3a 2 66/05/01 Docketing A Services Branch Ipp 
61064 055 61864 055 


-9204290056 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32,34, 35. 39, 40. 50,61 & 
70 re slds for protection against radiation Opposes rule . . ^ . 

SWEENEY.cl Affiliation Not Assigned AA38-2 86/10/16 Office of the Secretary of 
the Cominiaaion ip 61864 122 61864 122 


-9204290057 Comment on proposed rules tOCFR 2 . 19 , 20, 30,31 ,3 2,34 ,35, 39, 40, 50,61 & 
70 re slds for protection agamsi radiation r. u 

AUSON.L Affiliation Not Assigned AA3a 2 87/09/14 Oockoltng & Services Branch 
ip 61664 073 61864 073 

-9204290061 Commenl on proposed rules 10 CFR 2 , 1 9,20,30,31 ,32,34.35,39,40, 50,61 & 

70 re slds for protection against radiation . . «« o 

REED.R P Affiliation Not Assigned AA3a 2 86/09/18 Dockoling & Services Branch 
5pp 61884 074 61664 078 

-9204290066 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 f& stds for protection against radiation . 

HILL-WHILTORN Affiliation Not Assigned AA38-2 86/00/25 Dockoling & Services 
Branch fp 61864 079 61864 079 


■9204290067 Commenl on proposed rules 10 CFR 2 , 19.20.30,31,32,34,35.39,40, 60,61 & 
70 re stds for protection agamsi radiation 

BROWN.CM Affiliation Not Assigned AA3a 2 86/09/26 Docketing & Services 
Branch Ip 61864 080-61664 060 


-9204290069 Comment on proposed rules 10 CFR 2 , 19,20,30,31.32,34,35,39,40, 50,61 & 
70 ra stds for protection against radiation 

NEWELUPR Aflihalion Not Assigned AA3a-2 86/09/22 Dockoling & Services 
Srancti Ip 61864 081-61864 061 


-9204290D73 Commenl on proposed rulos 10CFR2, 19,20,30,31,32.34.35,39,40, 50,61 & 
70 re sld3 for protection against radialion 

MARTINIAK.A Affitialion l^ot Assigned AA36 2 86/09/09 Docketing & Services 
Branch Ip 61864 082-81864 002 


—9204290076 Commenl on proposed rulos 10CFR2, 19.20,30,31,32,34,36,39,40, 50,61 & 
70 re stds for proteclion against radiation ^ , 

REILLY, EH Affiliation Not Assigned AA36 2, 66/09/24 Dockoling & Services 
Branch 2pp 61664 083 61864 0B4 


•9204290075 Comment on proposed rules 10 CFR 2 , 1 9,20,30.31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radialiOA 

SAMUELS.SW AFLCIO AA36-2 &6/10/03 NRC - No Datolled Affiliation Given 
2pp 61864.123 61864.124 


■92D429D08Q Comment on proposed rules 10CFR2. 10,20,30,31 ,32,34,3 5,39,40, 50,61 & 
70 re stds for protection against radiation 

BURKE,S A1f Illation Not Assigned AA30-a 86/09/26 Dockoling & Services Branch 
Ip 61664 085 61664 085 


■9204290001 Comment on proposed rulos 10CFR2,1 9.20, 30, 31 ,32,34,35,30,40. 50,61 & 
76 re stds for protection cgainst radiation Opposes rule 

ERLANDER.RH Gibson Erl ander, Inc AA38-2 06/05/01 Dockoling & Services 
Branch Ipp 61864 056 61864 056 


-9204290083 Commenl on proposed rules 10CFfl2, 10.20,3 0,31,32,34,35,39.40, 50,61 & 
70 re stds for protection agamsi radiation 

PRIMO,J P Atf Illation Not Assigned AA30 2 86/09/20. Docketing & Services Branch 
Ip 81864 006 61664 086 


■9204290087 Comment on proposed rules 10CFR 2, 19,20,30,3 1,32, 34,35,3 9,40, 50,61 & 
70 re slds tor protection against radiation 

PRINCE, A Affiliation Not Assigned AA3a-2, 86/00/29. Docketing A Services Branch 
Ip 61864 037 61864.007 


-9204290090 Comment on proposed rulos 10CFR 2,19, 20.30,3 1,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

PATTON,G A Santa Cruz, GA AA3B-2 66/04/29 Docketing & Services Branch 2pp 
6166405761664,058 


■9204290095 Comment on proposed rules 10CFR2. 19,20.30.31 ,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation „ „ , 

HOLLAND.RT AHilialton Not Assigned AA3Q.2 86/09/23 Docketing & Services 
Branch Ip 61864 088 61864 088 

•9204290096 Commont on proposed rules lOCFfi2, 19, 20.30,31. 32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

WILL,D Affiliation Not Assigned AA38-2 86/10/12 Office of the Secretary of Iho 
Commission Ip 61864 126-61864 126 

-9204290098 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32, 34,36,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WELCH.M Redwood Alliance AA3B‘2 86/04/29 Docketing & Services Branch 6pp 
61864 059 61864 064 


-9204290099 Comment on proposed rules 10CFR2,1 9,20.30. 3 1,32,34, 35, 39, 40, 50,01 & 
76 re slds for protection against radiation 

GIORGI F J Affiliation Not Assigned AA38-2 86/09/24 Docketing A Services 
Branch ip 61864 089 61 864 089 

—9204290101 Comment on proposed rules 10CFR2,1 9.20,30,31 ,32,34,35.39,40, 50,61 ■& 
76- re slds for protection against radiation 

HALBERG.G P Aflilialion Not Assigned AA38-2 86/10/12 Office of the Secrolary of 
Ifie Commission Ip 61864 127 61864 127 

-9204290102 Comment on proposed rules 10 CFR 2 , 19, 20, 30, 31. 32,34, 35.39,40, 50,61 & 
70 re stds for protection against radiation 

KARPEN.L R Affiliation Not Assigned AA38 2 86/09/26 Docketing & Services 
Branch Ip 61664 090 61064 090 


-9204290104 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35, 39, 40, 50,61 & 
70 ro stds for protection agatnsl radialion Opposes rule 

TANASE.J Affilialton Not Assigned AA38 2 86/05/03 Docketing & Servicos Branch 
Ipp 61864 065 61064 065 

•9204290105 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35,39, 40, 50,61 & 
70 re slds for protection againsl radiation 

• Affiliation Not Assigned AA3B 2 86/10/15 Olfice of the Secretary of the Com mis 
Sion Ip 61864 128 61864 128 

-9204290109 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39,40, 50,61 & 
70 ro slds for proteclion againsl radiation Opposes rule 

SAEMANN.J Affiliation Not Assigned AA30-2 86/05/08 Docketing & Servicos 
Branch Ipp 61064 066 61064 066 


-920 4290112 Comment on proposed rules 10 CFR 2 , 19, 20, 30,31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection againsl radiation Opposes rule 

LADD, I Affiliation Not Assigned AA38-2 86/05/06 NRC - No Detailed AUiSiafion 
Given 2pp 61864 067-61864 068 


■9204290117 Commenl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 ro slds for protection against radiation . , „ 

CHRISTIANO.T Affiliation >iot Assigned AA38-2 86/10/15 Office of the Secretary of 
the Commission Ip 61664 129 61864 129 


-9204200132 Comment on proposed rules 10CFR2,19,20,30,31,32,34,36,39,40, 50,61 & 
70 ro slds for protection againsl radiation Opposes rule . ^ 

MCCULLOM.W Affiliation Not Assigned AA38 2 86/10/14 Office of the Socrotary at 
the Commission Ip 61B64 130 61864 130 


-9204290136 Commenl on proposed rules 10CFR2,19,20,30.31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radialion Opposes rule . . „ 

WELLMAN, G A Affiliation Not Assigned AA38-2 86/10/15 Office of the Secretary o1 
the Commission Ip 61064 131 61864 131 

-9204290138 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50,81 & 
70 fo slds for protection againsl radiation Opposes rule . . 

WELLMAN.CS Affiliation Not Assigned AA30-2 86/10/15 Office of the Secrolary o1 
lh .0 Commission Ip 61864 132-61864 132 


-9204290140 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 6 
70 re stds for prelection against radiation 

• Affiliation Not Assigned AA30-2 86/10/17 Office of Ihe Secretary of Iho Commis 
Sion Ip 61864 133 61064 133, 


-9204290144 Comment on proposed rules 10CFR2,19,20,30,31.32.34.35,39,40, 50.61 & 
70 re stds for proteclion againsl radiation 

SEPULVEOA.M Affiliation Not Assigned AA3B-2 86/09/29 Docketing & Samces 
Branch Ip 61864 091 61864,091 


-9204290146 Comment on proposed rules 10 CrR 2 , 10 , 20, 30, 31 ,32,34,35,39,40, 50,61 8 
70 re slds for protection againsl radiation Opposes rule , „ 

DALTO.C.A Affiliation Not Assigned AA3B-2 86/10/17 Office of Iho Secretary of the 
Commission Ip 61864 134 61864 134 


‘9204290147 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 8 
70 re stds for protection againsl radiation , , „ ^ r, ^ 

BAYNIS.S Affiliation Not Assigned AA38 2 69/09/29 Docketing & Services Branch 
Ip 61864 092-61664 092 


-9204290152 Commenl on proposed rules 10 CFR 2 , 19. 20, 30, 31 ,32,34,35,39,40, 50,61 S 
70 re slds for protection against radiation Opposes rule . „ 

SIMKINS,A Affiliation Not Assigned AAa8-2 86/10/17 Office of the Secretary oi Ifio 
Commission Ip 61864 135 61864 135 


-9204290165 Comment on proposed rules tOCFR2, 19, 20, 30, 31, 32,34, 35, 39,40, 50, 61 & 
70 re slds for protection against radialion. ....... , .j „ » 

SALITAN.LF Cenlor for Farm & Food Research, Inc AA30-2 86/09/18 Dockellng & 
Services Branch Ip 61864 093 61064 093 


•9204290093 Comment on proposed rules 10CFR2,1 9-, 20.30, 31 ,32,34,35,39.40, 50,61 & 
70 ro slds for prelection against radiation 

GERBER, J Affiliation Not Assigned AAOC 2 86/10/07. Office of the Secretary of Ihe 
Commission Ip 61064 125 61864 125 


-9204290157 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40. 50,61 8 
70 re stds for protection againsl radiation „ _ 

ROBERTSON.E Affiliation Not Assigned AA38 2. 86/09/26 Docketing A Services 
Branch Ip 61064 094-61864 094 
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-9204290160 Comment on proposed rules 10CFR2. 19, 20, 30 ,3 1,32,34. 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

GUNSELMAN,DJ Affiliation Not Assigned AA38-2 86/09/29 Docketing & Seivicos 
Branch 1p 61864 095-61864 095 

-9204290165 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32,34, 35,3^.40. 50,61 & 
70 re stds for protection against radiation 

GITCHEL,BA Affiliation Not Assigned AA38-2 86/09/24 Docketing & Services 
Branch 1p 61 B64 096 61864 096 

-9204290169 Comment on propoaed rules 10CFR2, 19,20, 30, 3 1,32,34, 35, 39-, 40, 50,61 & 
70 ro stds for protechon against radiation 

SMITHTOWN.MW Affiliation Not Assigned 50FR51992 00566 86709/30 Dookeling 
& Services Branch 1p 01B64 097-61864 097 

-9204290172 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

LADRADOR.T E Affiliation Not Assigned AA3a-2 86/00/30 Docketing & Services 
Branch 1p 61864 090-61864 090 

-9204290175 Comment on proposed rules 10CFR2. 19.20.30.3 1,32,34, 35.39, 40. 50,61 & 
70 re stds for protection against radiation 

EDWARDS, F H Affiliation Not Assigned AA3fl-2 86/10/02 Docketing & Soivices 
Branch Ip 61864 099 61864 099 

-9204290183 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35.3 9, 40. 50.61 & 
70 re aids for protection against radiation 

COCHRAN,H Affiliation Not Assigned AA30 2 86/09/29 Docketrng & Services 
Branch 3pp 61864 100 61864 102 

-9204290184 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

TURNER.G Affiliation Not Assigned AA3B-2 86/10/17 Office of the Secretary of the 
Commission Ip 61864 136-61864 136 

-9294290188 Comment on proposed rules 10CFR2. 19,20.30, 31. 32.34,35,3 9.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

LAPPIN.B Affifiation Not Assinned AAa8-2 86/10/17 Office of the Secretary of the 
Commission Ip 6ia84'137 61864.137. 

-9204290190 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35,3 9,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

• Affiliation Not Assigned AA3a-2 86/10/17 Office of the Secretary of Iho Commis- 
sion Ip 61864 138-61864 136 

-920429019S Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

ZEIGLER,M Affiliation Not Assigned AA38-2 86/10/16 OffiCQ of the Sacretary of 
Ilia Commission Ip 61664,146-61864 146 

-9204290200 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

VALDINI.M Affifiation Not Assigned AA38-2 86/00/29 Docketing & Services Branch 
4pp 61064'1O3 61864 106 

-9204290202 Comment on proposed rules 10CFR2,10,20.30,31,32,34.35,39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

STAPLETON.J Affiliation Not Assigned AA38 2 86/10/07. Office of the Secretary of 
the Commission Ip 61864 148-61864.148 

-9204290206 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35,3 9, 40, 50,61 & 
70 re stds for protection against radiation 

YOUNGER.P Affiliation Not Assigned AA3B-2 66/10/03 Docketing & Services 
Branch Ip 61864 107-61064 107 

-9204290209 Comment on proposed rules 10CFR2, 10,20,30,31,32.34,35,39,40, 50,61 & 
70 re aids for protection against radiation 

HORNUNG.T Affiliation Not Assigned. AA30-2. 86/10/11. NRG - No Delallod Affili- 
ation Given. Ip 61864 140 61864,149. 

-9204290211 Comment on proposed rules 10CFR2,1 0,20, 30,31, 32,34, 35, 39, 40, 50,81 &. 
70 re stds for protection against radiation 

MCKENNEY.L Affiliation ^ot Assigned AA38 2 86/09/29 Dockoling & Services 
Branch Ip 61 864* 100 81864 108 

-9204290212 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32^34, 35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

UNINHAN.T Aifilialion Not Assigned AA3B-2 86/10/20 Office of the Secretary of 
the Commission 1p 61064’150-61864 150 

-9204290216 Comment on proposed rules 10CFR2. 10.20.30.3 1.32. 34,35, 39,40, 60,61 A 
70 ro stds for protection against radiation. 

PASFIELD.FM Affiliation Not Assigned AA3e-2 86/09/28 Docketing & Services 
Branch Ip 61864 109 61864 110 

-9204290218 Comment on proposed rules 10CFR2, 19.20,30, 31. 32, 34,36,39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

STONE.EF Affiliation Not Assigned. AA3a-2. 86/10/20. Docketing & Services 
Branch Ipp 61864 139 61 864 139. 

-9204290221 Comment on proposed rules lOCFRa, 19, 20, 30.31. 32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

' Concerned Citizens of Geauga County, OH AA38-2 86/10/14 Office of the Secre- 
tary of the Commission Ip. 61 864’1 61-61 864.151. 

-9204290223 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32 ,34,35, 39, 4 9, 60,61 & 
70 re stds for protection against radiation. 

BLACKBERRY, B. Affiliation Not Assigned 50FRB1992 00575 06/10/03. Docketing & 
Services Branch 1 p. 61 864. 1 11 -61 864. 1 1 1 

-9204290225 Comment on proposed rules 10CFR2. 19, 20,30,31 ,32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

STAPLETON, S Affiliation Not Assigned AA38-2. 86/10/07. Office of the Secretary of 
the Commission 1p 61864 152-61864:152, 

-9204290227 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MOSS.K, Affiliation Not Assigned. AA38-2 88/10/20. Docketing & Services Branch. 
Ipp 61 864- 140 61864 140 


-9204290230 Comment on proposed rules 10CFR2, 19,20.30,3 1,32.34.35,39.40, 50,61 & 
70 re stds tor protection against radiation Opposes rule 

STAPLETON.J T Affiliation Not Assigned AA38 2 86/10/07 Office of Ihe Secretary 
of Ihe Commission Ip 61864 153 61864 153 

-9204290232 Comment on proposed rules 10CFR2, 19,20, 30, 3 1.32,34, 35, 39, 40, 50,61 S 
70 ro stds for protection against radiation Opposes rule 

BUnLING.QW Affiliation Not Assigned AA3e-2 86/10/14 Office of the Secretary of 
the Commission Ip 61864 154 61664-154 

—9204290235 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32,34,35,30.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RUNNION.M Affiliation Not Assigned AA38 2 86/10/20 Docketing & Services 
Branch Ipp 61864 141-61B64 141 

-9204290237 Comment on proposed rules 10CFR2, 19,20,30, 31 .32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation 

OWENS, M Affiliation Not Assigned AA3B-2 86/10/07 Docketing &. Sen/rces Branch 
Ip 61864-113 61864 113 

-9204290236 Comment on proposed rules 10CFR2, 19, 20, 30, 31.32.34. 35, 39, 40, 50,61 & 
70 ro stds for proteclion against radiation Opposes rule 

COLANDRA.A Affiliation Not Assigned AA38-2 06/10/14 Office of the Secretary of 
the Commission Ip 61B64 166 61864 165 

-9204200240 Comment on proposed rules 10CFR 2,1 9, 20, 30, 3 1,82.34,35. 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rules 

RICHARDS ON, P. Affiliation Not Assigned 56FR23360 86/09/09 Dockelmg & Serv- 
ices Branch Ip 61863 006 61863 006 

—9204290244 Comment on proposed rules tOCFR 2, 19, 20, 30, 31, 32 ,34, 35, 39, 40, 50,61 & 
70 re stds for protocUon against radiation Opposes rule 

FOX.HA Affiliation Not Assigned AA38-2 86/10/20 Dacketing & Services Branch 
Ipp 61064:142-61864 142 

-9204290247 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

80ERRIQTER,E Affiliation Not Assigned AA3a-2 86/10/20 NRC - No Dalailed Affili- 
ation Given ip 61664 156-61664 156 

-9204294)249 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40, 50,61 & 
70 ro stds for protoctlon againal radiation Oppose rules 

‘ Affiliation Not Assigned 56FR23360 86/09/16 Docketing & Services Branch Ip 
61883807-61863 007 

—9204290252 Comment on proposed fulos 10CFR2, 19, 20 ,30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

O'NEIL, R A Affiliation Not Assigned AA36-2 86/10/20 Docketing & Services 
Branch 1pp. 61864 143-61864143 

-9204290267 Commonlon proposed rutes 10CFR2,19,20, 30*31.32, 34,35,39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rules 

STRAW, J.B. Affiltallon Not Assigned seFR 23360 86/09/02 Docketing & Services 
Branch 1 p. 61 663 008 61 663 008 

-9204290268 Comment on proposed rules 10CFR2J9,28,po,3t,32,34,35,39,40, 50,61 ^6^ 
70 re stds for protection against radiation Opposes rule 

O'NEIL, FE Affiliation Not Assigned AA30 2 66/10/20 Docketing & Services Branch 
Ipp 61864.144 61864 144 

-9204290265 Comment on proposed rules 10CFR2, 19,20.30,31.32,34,35*39.40. 50,61 & 
70 re stda for protection against radiation Opposes rule 

LGWANSKI.J Affiliation Not Assigned AA3B-2 86/10/14 Docketing & Services 
Branch 1pp. 61864 145-61 a64’1 45 

-9204290273 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 60,61 & 
70 ro stds for protection against radiation 

ROSE.WT. Affiliation Nol Assigned AA38 2 86/10/10 Office of the Secretary of Iho 
Commission Ip 61664 157 61064 157 

-9204290283 Comment on proposed rules 10CFR2, 10,20, 30 .3 1,32. 34, 35, 39, 40, 50,61 & 
70 re stds for proteclion against radiation 

AVERY Affiliolion Nol Assigned AA38 2 86/10/20. Office of the Secretary of the 
Commission Ip 61864 156 61064 158 

-9204290298 Comment on proposed rules 10CFn2, 19, 20, 3 0,31 ,32,34,35,39,40. 50,61 & 
70 re aids for protection against radiation Oppose rules 

MELILLO.D. Affhlialien Nol Assigned. 50FR51992 86/09/16 Docketing & Services 
Branch Ip 51863 009 61683 009 

-9204290207 Comment on proposed rules 10CFR2,1 9,20.30, 3 1,32,34,35,39.40, 50,61 & 
70 re stds for proteclion against radiation 

BISHOP.OA Affilialion Not Assigned. 6eFR23360 06/09/09 Docketing & Services 
Branch 2pp. 61863-010-61863 011. 

-9204290301 Commanloji propoaed rules 10CFR2, 19, 20, 3 0,3 1,32, 34,35,30, 40, 50,61 S 
70 ro aids for proteclion against radiation Oppose rules 

• Affiliation Nol Assigned 56FR23360 86/09/10 Docketing & Services Branch Ip 
8IB63 013-01863 013. 

”920 4290303 Comment on proposed rules 10CFn2, 19, 20, 30, 3 1,32, 34. 3 5,30. 40, 5€,61 8 
70 re slds for protection against radiation Oppose rules ^ „ 

CUNNINQHAM.V. Affiliation Nol Assigned 5eFR23360. 86/09/16 Docketing & Serv- 
ices Branch Ip 61863 014 61863 014 

-9294290307 Cemmont on proposed rules 10CFH2, 19, 20,30, 31 ,32,34,35,30.40. 60,61 & 
70 ro stds for proteclion against radiation Oppose rules, ^ ^ , 

PECK,H Affiliation Not Assigned 66FR23360 86/09/12 Docketing & Services 
Branch. Ip et063.015-61B63015 

-9204290312 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 50.61 & 
70 ro Bids for prolection againsi radiation Oppose rules. 

SMITH,SJ, Affiliation Nol Assigned. B9FR61092 66/09/11 ZECK.LW. Commission 
era <P03l 750119) Ip 61863 016 61863 016 
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-92C429I)316 Commsnt on propoaad mtaa 10CFHa.19, 20,30,31, 32, 34, 39,39.40, 50.61 8 
70 re stds far protection against radiation Opposes rule 

COULIADES.J Affiliation >Jol Assigned AA38-2 86/0 &/21 Dockotlng & Services 
Branch 1p 61864 107 61064 167 

-9204290319 Comment on proposed rules 1QCFR2. 19. 20,30.31 .32,34.35.39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

BRADIEV.M. Affliatlon Not Assigned AASO-a 06/OB/27 Docketing & Services 
Branch 1p 61864*1 68-61864 168 

-9204290323 Commanl on proposed rules 10CFR2. 19.20,30, 3 1,32.3 4,35.30.40, 60.61 & 
70 re stds for prelection against radiation Opposes rule 

DARLING, D Affiliation Not Assigned AAsa 2 80/08/25 Docketing & Services 
Branch. Ip 61064.160-81864 169. 

-9204290327 Gorrmenlon proposed rule$ 10GFR2,1 9, 20,30.31 ,32.34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

KLUGE, H Lakeland Audunon Society, Inc 60FR51092 86/09/10 Docketing & Serv 
leas Branefv 4pp 01663017 61663 020 

-9204290320 Comment on proposed rules 10CFR 2.1 9,20.30,3 1,32,34,35.39.40, 50.61 & 
70 re sfds for protection agalnsf raeff a Won 

LAFORGE.J Affiliation Nol Assigned. AA3B-2 66/10/01 Docketing & Services 
Branch Ip 61664 114-61864:114 

-9204290329 Comment on proposed rufes 1GCFR2, 19,20, 30.3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Oppose rules. 

ZWIN.PW AfliEialion Not Assigned 56FR23a60 86/09/16, Docketing & Services 
Branch Ip 61863 021 61863 021 

-9204290331 Comment on proposed rules lOCFR 2, 19, 20,30.3 1,32,34.35, 39, 40, 50,61 & 
70 re aids for prole ctiori against radiation, 

STONB,CE Affilialion Not Assigned 50FR51992 00562. 86/10/06 Docketing & 
Sen^c&$ Branch Ip 61864 115 81864.115 

-9204290332 Comment on proposed rules 10CFR2.19.20,30,31.3g,34.35,39,40, 60,61 & 
70 re aids for protection against radfatlon.Opposes nile 

ZWiN.PT. Affiliation Nol Assigned 50FR51992 86/09/IB. Docketing & Services 
Branch. Ip 61863 022-61663 022 

-9204290341 Comment on proposed rules tOGFR2, 19,20,30,31 ,32 ,34,35.39,40, 60,61 & 
70 re stds for protoclTon against radiation Opposes rule 

LOHR.L Af5iiaiion Nol Assigned. AA38-2. 86/08/25. Docketing & Services Branch 
ip 6lBe4:17O-0l8B4'l7O. 

-9264290342 Comment on proposed rules 10CFFI2, 19, 20,30.3 1,32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

ADAMS, M Affiliation Not Assigned 60FR51992 00585 fi6/ 19/01 Docketing & Serv- 
ices Branch 2pp 61 B64- 1 17-61864:118 

-9204290344 Comment on proposed rules 10CFR2, 1 9.20,30,31 ,32,34.35,39,40, 50,61 & 
70 re stds for prolecllon against radiation. 

WESTFALL.R Q Affiliation Not Assigned AA38 2 86/09/26. Office of the Secrolaiy 
of the Commission Ip 61864:159 61864 159. 

-9204290347 Comment on proposed rules 10CFR2.1 9.20.30.31.32,34,35,39,40, 60.61 & 
70 re stds for protection against radiallon 

PIEPER.C Affiliation Not Assigned AA3B-2. 66/09/02. NRC ♦ No Oslalled Alfiliallon 
Given. Ip. 61664.160 61864 160 

-9204290350 Comment on proposed rules 10CfR2, 19,20,30.31,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

GOLDBERG.M C Affiliation Nol Assigned. AAOB-g 86/08/25 NRC - Ne Detailed Al- 
(illation Given 1 p. 6 1 884 1 61 -6l 664* 161 . 

>9204290352 Comment on proposed rules 10CFR2, 19, 20, 30.31. 32, 3 4, 35 ,39,40. 50,61 & 
70 re aids for prolecllon against radiation Opposes rule 

SCHNEIDER.G, House of Rep AA38 2 80/06/19 ZECH.LW, Commissioners (Post 
750ff9^. tpp 61864; f?t>e 1664:1 71 

-9204290357 Comment on proposed rules 10CFR2, 19.20,3 0.31, 32,34,35, 30,40» 60,61 & 
70 re stds for protection against radiation 

SCHROEOER.H.A. Affiliation Nol Assigned. /^38-2 66/09/02 NRC • No Detailed Af- 
filiation Gwen. Ip 61864.162 61864 162 

-9204290361 Comment on proposed rules 10CFR 2.1 9, 20, 3 0,31, 32.34, 35, 39.40* 60.61 & 
70 re stds for protection against radiation Opposes rule. 

HALVORSON.A Affiliation Not Assigned AA38 2 86/0B/25 Docketing & Services 
Branch Ip 6ie64'173.6tB64.173. 

-9204200362 Comment on proposed rules 10CFR 2.1 0,20, 30, 3 1,32, 34, 35, 3 9, 40, 60.61 & 
70 ro stds for protection against radiation 

PULS.M Affiliation Not Assigned AA3B-2. 86/09/01 Office of the Secretary of the 
Commission, Ip 61864 163 61864:163 

-9204290354 Comment on proposed rules 10CFR2, 19, 20, 30,3 1.32, 34.35.3 9, 40. 50,61 & 
70 re Bids for proteclion against radiation Opposes mie, 

DAVIS Affiliation Not Assigned AA38-g. 6&/(>B/26 Docketing 8 Services Branch Ipp 
61804.174 61864*174 

-9204290355 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34,35, 39, 40. 50,01 & 
70 re sids for protection against radiation 

FLECK.M. Affiliation Not Assigned. AA3a2. 86/08/30. NHC > No Detailed Affiliation 
Given 2pp 61664:164-61664.165 

-92Q4290373 Comment on proposed rules 10CFR2, 19,20.30,31 ,32 ,34,35,39,40, 50,61 & 
70 re sids for prolcctfon against radiation 

* Affiliation Not Assigned AA36-2 66/08/29 Office of the Secretary of the CJommls- 
Slon Ip 61864 166 61864.166. 

-9204290375 Comment on proposed rules 10CFR2. 19, 20.30,3 1,9 2.34, 35, 39, 4 9. 60,61 8 
70 re stds for prolecllon against radiallon. 

BERQ.W Af (ilia lion Nol Assfgaed AA38-2 B6/1O/06 Docketing & Services Branch 
1p 61864.119-61804:119 

-9204200375 Comment on proposed rules 10CFR2, 19,20,30,31,92,34,35,30,40, 50.61 & 
70 re stds for prolecllon against radiation 

BERNSTEIN, R Texas^ State of. AA38-2 06/08/26. Docketing & Services Branch 
Ipp 61864 175-61004,175 


-9204290300 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

SUIECKI.J Affiliation Not Assigned AA38-2 86/10/09 Docketing & Services Branch 
Ip 61864120 61864 120 

-9204290387 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32.34, 35.39. 40. 50,61 A 
70 re stds (or protection against radiation Opposes rule 

MAtO.K Affiliation Not Assigned AA38-2 86/10/06 NRC - No Detailed Affiliation 
Given Ip 61864 201-61664 201 

“9204290393 Comment on proposed rules 10CFR2, 19, 20, 30.3 1.32, 34, 35, 39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

WILLIAMS.MC Affiliation Nol Assigned AASa 2 86/00/19 Dockeling A Services 
Branch 16pp 6180417661864 193 

-Q20429D395 Comment on proposed rules 1QCFR2, 19, 20, 30,31, 32,34,35, 39, 40, 50,61 A 
70 fo aids for proteclion against radiation 

PEDERSEN.G Affiliation Not Assigned AA38 2 86/10/09 Office of the Secrela/y of 
the Commission Ip 61 064 202 61864 202 

-9204290401 Comment on proposed rutos 10CFR2, 19.20.30,31,32,34,35.39,40. 50,61 A 
70 re stds for protection against radiation Oppose rule 

GOODE, M Aftiliation Not Assigned AA3B 2 86/10/06 Office of the Secretary of the 
Commission Ip 61864 203-61664 203 

-9204290405 Comment on proposed rules 10CFR2.19,20,30,31,32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SKIBBEE.PL Affiliation Not Assigned AA3Q-2 86/10/10 Docketing A Services 
Bran-Ch Ip 61664 194 61864 194 

“9204290409 Comment on proposed rules 10CFR2,1 0,20, 30, 31,32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

OWEN.B Affiliation Not Assigned M38 2, 86/10/09 Docketing A Service'^ B ranch 
ip 61664 195 61064 105 

-9204290411 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35, 39, 40, 50.61 A 
70 ro stds for protection against radiation 

BRENNER.R A Affiliation Not Assigned AA3B.2 86/09/06 NRC - No Detailed Atiili 
ation Gwen Ip 61864*204 61864 204 

“9204290413 Comment on proposed rules 10CFR2.19, 20,30, 31 ,32,34,35,39.40, 50,61 A 
70 ro stds for proteclion against radiation Opposes rule 

* Affiliation Not Assigned AA38 2 06/10/15 Docketing A Services Branch tn 
61864 196 61864 196 

>•9204290414 Comment on proposed rules 10CFR2,1 0,20.30, 3 1,32, 34.35, 39, 40, 60,61 A 
70 re stds for protection against radiation 

MART IN, C Affiliation Nol Assigned AA3B-2 86/10/06 NRC • No Detailed Affiliation 
Given Ip 61064*205 61864 205 

“9204290418 Comment on proposed rules 10GFR2, 19, 20.30, 31 ,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation 

HtCKMAN.JB Affiliation Not Assigned AA30-2 86/10/06 Office of the Socrataiv of 
the Commission Ip 61664 206 61864 245 

“9204260420 Comment on proposed rules 10CFR2,ig,20.30,31,32,34,3S,39,40. SO.OI A 
70 ro stds for proteclion against radiation Opposos rule 

JOHNSON, E Aftiliation Not Assigned AA38-2 86/10/09 Dockeling A Services 
Branch 1pp. 61864 197-61864 197 

“020429042S Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA3Q-2 06/10/15 Dockotino A Services Branch 1p 
61664 189 61064 169 

“9204290431 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

LORD.W.S Affiliation Not Assigned AA38-2 86/10/15 Docketing A Services Branch 
Ip 61064 200 61864 200 

“9204300265 Discusses Commission meeting on finalization of radiation stds 
D'ARRIGO.D Nuclear Information A Resource Service AA3D 2 0882 88/11/28 
ZECH.L Commissioners (Post 7501 19) Ip 61064 253 61864 253. 

“9205080168 Submits list of five items re draft SRM on Part 20 implementation dales 
MQRRIS.B NRC - No Detailed Affiliation Given. AA38.2 0076 90/10/26. COOUD 
NRC > No Detailed Affiliation Given 40pp 61856 280-61056 354 

-92051 1020B Comment on proposed rules 10GFR2,1 9,20,30,31 ,32,34.35.39,40. 50,61 A 
70 re stds for protection egainst radiation 

KOCHERY.I A Affiliation Not Assigned 50FR5ig92 86/05/13. Dockeling A Services 
Branch Ip. 61871 211 61871 211 

-9205110209 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39.40, 69.01 A 
70 re stds for protection against radiation Supports rules 

POTOCIK.DP Affiliation Not Assigned 50FR61992 86/05/13 Dockeling A Sorvicea 
Branch Ip 61671 212-61871 212 

-9205110211 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39,40, 50,61 A 
70 re sids for protection against radiation 

HERD.E. Affiliation Nol Assigned 50FR51992 86/05/15 Docketing A Services 
Branch Ip 61871 213 61871*213 

->9205110216 Comment on proposed rules 10CFn2, 19,20,30, 31 .32,34,35,39.40, 50.61 A 
70 ro stds for protection against radiation 

STRONG.T.R Washington, State of, 50FR51992 86/05/12 Docketing A Services 
Branch ip 61871 214 61 871 214 

“9205110220 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32, 34, 35,30, 40. 50,61 A 
70 re stds for protection against radiation 

HORVATH,KJ Affiliation Not Assigned 50FR51992 86/05/15 Office of the Socre 
tary of the Commission Ip 61871*215-61871 215 

->9205130014 Forwards draft rev to 10CFR20 for review A comment Response request 
od by600113.W/o oncf 

NUSSBAUMER.D.A, Assistant Director for State Agreements Program /VA3B-2 87/ 
12/23 Affiliation Not Assigned Ip, 61046 318 61846 318 
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-.6408310085 nocommends HES change specific requrremenl of 10CFR20,App A ro 
respiratory regulation Requirement should be more generic & less prescriptive 
BAER.R L Engineering & Generic Communtcatlor^s Br,Div Emerg Prep & Engineering 
Response, IE AA3Q 2 84/0B/27 ALEXANDER.R E Occupational Radiation Protection 
Branch 3pp 61843 202-61843 295 

••8504220322 Comments on draft Part 20, Subpart H Existing basis for good 
equipment. CO up led w/ recommended beard prohibition.should confinuo to be funda- 
menfal 

BAER.R L Engineoring & Generic Communications Br.Div Emerg Prep & Engireonng 
Response.lE AA30 2 85/04/ 11 MILLS, W Health Effects Branch 9pp 61043 296- 
61843 304 

—8508020278 Commonts on proposed rule 10CFR20 re applicabitily during 
onnergencies Disagrees w/RES position of Section 20 9, Conditions of Exposure” 
Changes in wording needed, including definition of “emergency “ Agrees w/basic 
intent 

BAER.R L Engineering & Generic Communications Br.Div Emerg Prop & Engineering 
Response.lE 56FR23360 85/07/26 ALEXANDER.R Health Effects Branch 4pp 
61843 305 61043 307 

—8602120515 Informs that staff will be reviowing proposed rev to 10CFR20 during com- 
ment period Region f should undertake similar review 

PARTLOW,JG Div of Inspection Programs, IE (850212 070413) 86/02/05 

MARTIN,! T Region 1 (Post 820201) 2pp 61042 264-61842 265 

-8603240347 Forwards proposed rev to 10CFR20, “Slds tor Proleclion Against Radi- 
ation," to aid In development of radiation protection procedures, per 660124 
request Copy of draft regulations requested W/o end 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pro 660720) 86/ 
03/03 VALENTINJ Sweden, Govt of Ip 61842 287-61042 207 

—8803240369 SECY-66 040 Provides backlit analysis for 10CFR20 proposed rule for 
(Commission review & amiroval for publication in FR for public comment 
STELLO.V Ofc of the Executive (Jireclor for Operations AA3B 2 86/02/10 30app 
61846310 61047042 

-8603250208 Forwards proposed rov to 10CFR20. “Stds for Protoction Against Radi- 
ation," per 800202 request Rov behoved to be consistent w/|ustifjcation 8i optimiza- 
tion principles of Intt Commission on Radiological Protection 

ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre 660720) 
AA38 2 86/03/13 WARNECKE.E Germany, Fedora! Republic of Ip 61642 330- 
61Q42 339 

-6603250275 Advises that public meetings for proposed major rev to 10CFR20 will bo 
considered at close of public comment period to permit incorporation of wnllen com- 
ments or structuring of appropriate agenda 

MINOGUE.R B Office of Nuclear R^ulatory Research. Director (Pre 660720) 
56FR23360 86/03/12 GRACE..) N Region 2 (Post 820201) 2pp 61642 337- 
61642330 

-6603250295 Requests advice as to legal accuracy & significance of end ID Bross 
660224 Itr docketed as official ftr of comment on major rov to 10CFR20 published in 
FR on 860109 

ALEXANDER.R E Office of Nuclear Regulatory Rosoorch, Director (Pre 860720) 
5eFR23360 86/03/10 BECKER, J M Omco of the Execulivo Legal Diroclor (Pre 
860701) Ip 61042 327 61042 333 

-6693250381 Informs of annual independenl rogulalory review of rulemaking to revise 
KICFR20 Proposed rule published m 060109 FR Review posiponed until dose of 
CO mm onl period on 860512 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pre 860720} 06/03/ 
12 STELLO.V Ofc of the Executive Director for Operations 2pp 61842 334- 
81842 335 

“6605070430 Responds lo questions in 060415 Hr Licensees expected to keep expo- 
sures to members of public below 0 1 rom/yr unless otherwise authorized Commonts 
on proposed revs lo 10CFR20 roquostod 

ALEXANDER.R E Radiation Risk Assessment & Management Branch (GG0325' 
860720) 56FR23360 06/04/22 MOBERG.A J Newport Rows Shipbuilding & Diy 
Dock Co Ip 81843 006-61843 005 

“8605160527 Forwards comments on proposed rov to I0CFR2O, "Need lor Change In 
Neutron Quality Factors *’ 

PARTLOW.J Q Div of Inspection Programs.lE (850212-070413) 56FR23360 60/05/ 
12 GOLLER.K R Division of Radiation Programs & Earth Sciences (84 0429*860720) 
8pp B1843 285*61043 201 

“8611130377 Submits addi comments on Suboarl H of proposed 10CFR20 rov, includ* 
mg concerns w/loophdo addressed in 860411 momo.use of protoction factors & 
omc^ency use of respirators 

BAER.R L EngInGQnng & Generic Communications Br.Div Emorg Prep a Engineering 
Response.lE 66FR23360 06/11/10 ALEXANDER.R E Office of Nuclear Regulatory 
Research (Post 860720) 2pp 61843 332-61043 346 

“8701200265 Forwards Ole of General Counsel 861023 & 870113 memos re views an 
10CFR20 201(b) a 20 401 (Form ^ Info incorporated in hoalth phydos position 
lilo Revised draft Info notice end W/&70113 momo soparatoly distributed 
CUNNINGHAM, LJ Operating Reactor Program Br.Div of Inspection Programs.lE 
(850212-870413) AA38-2 87/01/21 SHANBAKY.MM Region 1 (Post 820201) 3pp 
61044 035 61044,050. 

“6701280280 Responds to request for views on enforceability of 10CFR26 401 re 
whether regulation requires licensee to follow Instructions on Form 5 Position taken by 
region in citing licensee for inadequate recording of doses supported 
LIEGERMAN.J Assistant General Counsel for Enforcement AA3B 2 87/01/13 
WCKEE.PF Operating Reactor Program Br.DIv of Inspection Programs.lE (850212- 
870413) 6pp 61844 040 61844 050 

“8704150096 Comments on draft EDO decision paper for 10CFR20 rulemaking, per 
870331 memo Proposed Alternativo 2 would not achieve changes lo Part 20 support- 
ed by majority of staff Suggests that RES convene working group, 

PARTLOW.J G Div of Inspection Programs.lE (850212 B7041 3) 87/04/10, 

ALEXANDER.R E Safety Research Application Branch Ip 61844:159-6184 4 210 

- 8712100314 NENS/OSART/87/12 "Operational Safety of Nuclear Inslallalions " 

" Internationat Atomic Energy Agency 56FR23360 87/10/31 50pp 61650 027- 
61850 077, 


“6803260117 Forwards comments of B71209 draft rev of lOCFRSO Concurs w/lan 
guago of pro prosed rule, pend mg rosolulton of commonts Proposed rule adequate re 
respiratory pro lectio ni program 

CONQEL.FJ Divisaon of Radiation Protection & Emergency Preparedness (Post 
870411} 56FR23360 86/02/12 MORRIS.B M DivjsiOh of Regulatory Applications 
(Post 870413) 9pp 61846 066 61846 074 

'*8803210352 Forwards draft of responses lo help Part 20 working group respond lo 
public comments in respiratory protection area per H Paterson request 
WIGG1NTON.J Ollice of Nuclear Reactor Regulation, Director (Post 670411) 
56FR 23360 88/03/17 RQECKLEIN.A Olfico of Nuclear Regulatory Research (Post 
660720), 3pp 61047 194 61647 207 

“8803300481 Informs that draft 10CFR2O rev roviewod by divs within NM8S & detailed 
comments provided to NMSS contact on Part 20 Working Group, per 671211 
request Ofc lovol concurrence should be on schedule for Apr, 

CUNNINGHAM.R E Division of industrial & Medical Nuclear Safety (Post 870729) 
56FR23360 00/01/28 MORRIS.B Office of Nuclear Regulatory Research (Post 
060720) 2pp 61046 052 61046 052 

•-88052503S2 Advises of ono significant confiicl between 29CFR1910 134, "Raspiralory 
Protectiori" & existing draft Part 20 respiratory section NIOSH does nol certify airline 
respirator for use in IDLH areas 

WIGGINTON.J Office of Nuclear Reactor Rogulatlon, Director (Post 070411) 
56Ffl 23360 86/05/10 PETERSON.H Office of Nuclear Regulatory Research (Post 
860720) 1p 61046 036 61648039 

“8809220021 Forwards comments on review of language of 10CFR20 rulemaking pack- 
age dtd 660826 

CtlNNiNGHAM.LJ Radiation Protecllon Branch 56FR23360 8B/Q9/16 

ROECKLEIN.AK Radiation Protocllon & Health Elfects Branch 6pp 61848 206 
61648 211, 

“8809280108 Concurs ia promulgation el draft rule as oJficial amend to 10CFR20 
rulemaking Suggestions for Improvement transmitted under separate cover 
GILLESPIE.F P Program Managemont, Policy Development & Analysis Staff (Post 
670411) 56FR23360 68/00/22 8ECKJORD.E S Office of Nuclear Regulatory Re 
search (Post 860720) Ip 61040 214 61040 214 

- 8809 3 001 70 Concurs w/rulomaking for i0CfR20 ponding resolulfon of issues raised 
prior to transmittal to Commission 

THOMPSON.H L Office of Nuclear Material Safely & Safeguards 56FR23360 68/09/ 
21 SECKJORO.E S Offico of Nuclear Rogulalory Research (Post B60720) 2pp 
61046 212*61048 213 

“89013Q0330 Requests that reg guide on controt of access to vory high radiation areas 
bo prepared.per SECY 80 3t5 

CONGEL,FJ Division of Radiation Protection & Emorgoncy Preparedness (Post 
070411) 56rR233G0 89/01/13 GILLESPIE.F P ProgramManagsmont.PolicyDevel* 
opmonl A Analysis Staff (Post 870411.) 7app 61851 0&1-61&51 156 

“8902000466 Forwards commenla on rav of 10CFR 20 Comments both substantive A 
odiloria! 

BECKER, JM Office of the General Counsel (Post 860701) 56FR233C0 88/01/07 
MORRIS.B Divjsion ol Regulatory Applrcalions (Post 0704 13) 6pp 61845309- 
61G45 314 

-*8902270444 Disccusos procedure for controlling A accounting for radiation exposure 
of NRC employees A contractors Although dosos Incurred by NRC employees well 
below ragulatoiy limits guidance in Manual Chapter 0524 nol being followed 
STELLO.V, Ofc ol the Execulivo Director for Operations 56FR233eO 89/02/17. Com- 
missioners (Post 7501 19) 80pp 61851 230 61851 320 

“0903210080 Advises that 10CFni9 13<o) does not require reporting of bioassay data 
or other Info on intakes ol radioactive mail 

CUNNINGHAM, LJ Radiation Protocllon Branch 56FR20360 69/03/13 

BELLAMY, RR Roglen 1 (Post 020201) 6pp 61652 055 61862 060 

“B904100297 Responds to 090126 memo re record retention for ©x-licensoo after li* 
conao has been torminatod Ex Itconsoe not requarod to rolain records under Part 20 of 
NRC regulation or proposed regulations 

JEHLE.P Offico of the General Counsel (Post 860701) 56FH23360. 69/02/27 
MULLER, C L Standardization A Non-Power Reactor Project Directorate (070411- 
090729) 2pp 61052 042-61852 043 

“8906160045 Responds lo 090517 request for review of end draft Commission paper 
ro 10CFR20NO legal objection to paper In order lo inform Commission of author 
viows.llsled paragraph should bo added at end of Commission papor 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle 56FR23360 09/ 
05/22 BECKJORD.ES Office ol Nuclear Regulatory Research (Post 860720) 8pp 
61053023 61053077, 

--B90822OO05 Informs of NRR concurrence on Part 20 policy paper, per 090517 memo 
GILLESPIE.F P Program ManagamenI, Policy Daveiopment A Analysis Staff (Post 
070411) 56Ffl23360. 89/05/30, BECKJORD.ES. Office of Nuclear Regulatory Re 
search (Rost 060720) 21pp 61853 081-61053.121 

“8906290452 Advises that NMSS concurs W/1OCFR20 policy paper ro issuos of aiter- 
nalivo methods of assessing, recording A controlling Intern al doses & inability ol U re- 
covery facihties to comply w/App B vnluos lor Rn'222j3Gr 690517 request 
BERNERO.R M Office of Nuclear Malarial Safety A Safoguards 56FR23360, 69/06/ 
OB BECKJORD.ES Offico of Nuclear Regulatory Research (Post 660720) 1p 
61053 24B 81653 250 

“8910120217 Discusses proposed reg guides to suppi revised 10CFR20,por 890308 
memo Fuel cycle guide warronted & drovolopmont supported Reg guide for matfs li- 
censees would not be of groat utility. 

CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
56rH233eO 09/00/20 MORRIS.B M. Division of Regulatory Applications (Post 
0704131 Ip 61064 076-61054 075. 

“8912220043 Forwards draft memo ro applicability of 10CFR20 lo occupational radi 
alion exposures resulting from radon A radon progen qy at nuclear power plants 
CUNNINQHAM.L J Radiation Protection Branch 56FR23360 89/12/14 HICKEY.J.W 
Operations Branch lOpp 61854 322-61 654*342 
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-*9003060277 P/ovidas comments on memo for NRC regions re applicability of 
10CFR20 to occaDational radiation exposures Radon & radon progeny are natural 
background sources unless from racitoacliv© decay of licensed matt wilmn lOCFR^O 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle seFRgsaeo 90/ 
01/25 CONGEL,FJ Division of Radialion Proteclron & Emergency Preparedness 
(Post 870411) 1lpp 61855 016 61855028 

-9005210135 Forwards comments on review of draft radiation p/otection Reg Guides 
8 Nl.a N4B,8N6.6NB & 8 NIC 

CUNNItCGHAM^L J Radiation Protoclion Branch 56FR23360 90/06/16 

VIRGILIO.M J Policy Development & Technical Support Branch (Post 870411) 35pp 
61855 224*61855 260 

-9005200081 Comments on review of listed reg guides for revised Pari 20, includmg 
aN4b, "Interprelation of Sioassay Measurements" & 8N5, "Crilena & Procedures 
for Summation of Internal S External Dose" 

CUNNINGHAM.R E Division of Industrial & Medical Nucfoar Safety <Post 870729) 
56FR23360 90/05/04 MORRIS, B M Division of Regulatory Applications (Post 
870413) epp 61855 218 61655:223 

-'9101220141 Forwards draft memo responding to questions raised concerning regula- 
tory position re assessment of licensed matl at nuclear power plants that appear to 
have resulted from ingestion rather than inhalation 

CUNNINGHAM,L J Radiation Protection Branch S6Fn233eo 91/01/10 

JOYNER.JH Region 1 (Post 820201) lOpp 61859 034*61859 043 

-9165230007 Dnscusses use of regulatory positions in reg guides for assessing compit* 
an CO v//new part 20 

CUNNINGHAM.LJ Radiation Protection Branch 56FR23360 91/05/16 

UE0EnMAN,J Ofc of Enforcement (Post 870413) 5pp 61859 268*61859 292 

"9204060346 Discusses changes lor final 10CFR20 package Suggested approach for 
separate radon limits for U recovory licensees wilt allow rofe to go forward while 
matter being addressed' 

DRAGONE'TTE.K Office of Nuclear Malerral Safety & Safeguards 56FR23360 86/ 
12/16 FETEflSON.H Office of Nuclear Roqulatory Research (Post B60720) 85pp 
61B50 203 61851 046 

"9204660367 Proposed rule 10CFH 2. 19,20,3 0,3 1.32.34,35.39,40,50,61 & 70, "Slds for 
Protection Against Radiation" Rule would provide requirements for protection of Indi- 
viduals exposed to ionizing radiation from routine aclivitios iiconsed by NRC 
GRIMSLEY.OH Office of Administration (Post B90205) AA3B-2 86/01/02 250pp 
61040072-61841 208 

"9204060389 Repuesls papers for Health Physics Society midyr topical meeting on 
9002Q4 08 in Atlantic City.NJ re risks Reg guides 8 29 & 8 13 will be revised as result 
of major rev of 10CFR20 

ROECKLEIN.A K Radiation Protection & Health Effects Branch 56FR23360 89/02/ 
14 CHRISTMAN, E A Rutgers, New Jersey, State Univ of, Piscataway, NJ 1p 
61851 047*61651 047 

--9204070001 Informs that reg guide on workplace air sampling being written to meat 
requirements of new 1 0CFR20 Workshop on workplace air sampling proposed to be 
held first wk in Dec 

MCQUIRE.S Radiation Protection & Healih Effects Branch 56FR23360 89/02/14 
ROECKLEIN.A K Radiation Protection & Healih Effects Branch 26pp 61851 040- 
61851 080 

'*9294070014 Discusses data on radon reteasos from U mill sites received from D 
Smith 

DRAQONETTE.K NRC - No Detailod Affillallon Given 56FR23360 86/12/16 
BELL.M NRC - No Detailed Affilralton Qh/on 5Bpp 61851 157-61851 214. 

"9204070015 Advises of agreement re no substantial increase in safety associated w/ 
10CPn20 proposed rev 

SCHWINK.W NRC - No Detailed Affiliation Given AA38 2 86/01/16 GOLLER.C 
NRC No Detailed Affiliation Given t6pp 61841 209*61841 224 

-0204070021 Provides status of branch planning for 10CFR20 reg guide 
devolopmenl Specific guide tasks will be identified in consullalion w/Sciontecn & task 
order will be issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given 56FR23360 69/02/01. 
ROS2TOCZY.Z NRC No Dolailed Affiliation Given Ip 61851 215 61851 215 

"9204070036 Forwards list of priority issues discussed at last staff meeting 
REHM.T A Assistant for Operations (Post 890205) AA38-2 86/01/16 Ofc of the Ex- 
ecutive Director tor Ope rail on a 6pp 61841.225-61842 262 

"9204070042 Advises that phase f rept from Sciontech re noods A priorities for devel- 
oping or revising regulatory guidance for implementation of new part 20 reviewed & 
proposos listed schedule for staff work 

ROECKL£IN,A K Radiation Protoclion & Health Effects Branch 56FR23360 08/12/ 
01. MORRIS, BM Owfaion of Regulatory Applications (Post 870413). 22pp 
61851 216 61B51 237. 

"9204070052 Confirms 890214 tdeon requesting permission to reproduce limited 
number of copies of pages 36 39 of NCRP rept 84, ‘"General Concepts for Dosimetry 
of Internally Deposited Radionuclides” & pages 18-19 of NCRP rept 9! 

PETERSON, HT Radiation Prolefition & Healih Effects Branch S6FR23369 89/02/ 
15 NEV.WR National Council on Radiation Prolaclion A Measurements Ip 
61 85 1.238-61 65 1^236 

"9204070071 Informs that proposed rev of NRC "Bids for Protection Against Radiation 
(10CFR20);' will be sent in near future 

MINOGUE.R B, Office of Nuclear Regulatory Research, Director (Pro 860720) AA3B 
2 66/02/04 DUNSTER.HJ United Kingdom, Govt of Ip 61842-263 61842 263 

- 0204070076 Responds to request for permission 1o reproduce limited number of 
copies of pages 36 39 of NCRP rept 84 a pages 18 19 of NCRP rept 91. 

SPAHN.J A National CouncM on Radiation Proleclion & Measurements 56FR23360 
89/03/02. PETERSEN, HT Radiation Proloction & Health Effects Branch 6pp 
61651-321*61851 326 

"9204870085 Notifies of need for assistance fn editing workload to modity reg guides 
for part 20 Implemontal ion Enel rept provides marked up sections w/changes for 
minor & edilorlal rovs, 

ROECKLEIN.AK Radiation Protection A Healih Effects Branch 56Fn23360 89/02/ 
23 BURDA.AJ Program Management, Policy Development A. Analysis Staff (Posl 
870413). 76pp 61851 327-61652 041. 


- 020407012a Advises that several comments on revised 10CFR20 rule pointed out 
minor inconsistencies in rule & one comment pointed out that position on ombiyo/ 
Fetus doso calculation would preclude accurate fetal dose assessments 
PETERSON.H T Radiation Protection & Health Effects Branch 56FR23360 89/03/ 
13 NRC - No Oelailed Affiliation Given 5pp 61 D52 044*61652 048 

"9204070132 Forwards Commission paper & draft FR notice m response to Commrs 
Sion request for analysis of how proposed rev to Part 20 complies w/backfil rule 
(50 109) 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pre 860720) AA38 
2 66/02/06 STELLO.V Ofc of ihe Executive Director for Operations 2pp 
61042 266 61842 286 

“0204070140 Requests reconlirmation of need of reg guides 8 N 2 & 8 N 3 lor imple 
mentatrorn of revised 10CFR20 in view of fact that many of existing div 8 guides w>ll 
bo oxterkswely revised Draft reg guide 8 XX & description of reg guides end 
MORRIS, BM Division of Regulatory Applications (Post 870413) 56FR23360 89/03/ 
06 CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
3pp 61852 049 61852 051 

“9204070160 Discusses pros & cons of four of five options mentioned m 881122 merno 
to. Commissioner Curtiss for going forward w/ rulemaking subj to backfit rule if Com 
mission wanted to approve rule 

WALSCH.MG Deputy General Counsel for Licensing & Regulation (860701 890422) 
56FR23360 89/03/07 JONES, B NRC - No Detailed Affiliation Given 3pp 
61852 052 61862 054 

“9284070184 Expresses appreciation for 081227 Hr to Zech re comments on revised 
I0CFH20 rule Number of changes suggested In comments have been incorporated in 
revised rule presently before Commis^on Related info end 

MORRIS.BM Division of Regulatory Applications (Post 070413) 56FH233BO 89/03/ 
22 KOBRICK.TE Bethlehem Steel Corp 116pp 61852 061*61852 177 

“9204070174 Slaft requirements memo re revised 10CFR20 CommiBsion does no1 
object (o request that final approval of rev to 10GFR20 be deferred unli! issue raised 
tn 880202 memo resolved 

CHILK.SJ Office of the Secretary of the Commission COMKC GO-1 89/04/10 
STELLO.V Ofc of the Executive Direclor for Operations 41pp 61852-170*61852 279 

“9294070187 Forwards Info re particle size distributions & example calculation based 
on real data using proposed alternative to 10CFR20 205 presented during 690222 
meeting 

TIPTON,T E Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 56FR23360 89/06/0B MORRIS.WM Division of Regulatory Applica 
tions (Post 870413) 43pp 61852 280 61852 322 

"9204079231 Forwards for review & concurrence, Commission policy paper that re 
solves outstanding technical Issues re issuance of t0CFR20 rule Implementation dale 
for rule should be postponed from 910101 to 920101 

0ECKJORD.E S Office of Nuclear Regulatory Research (Post 8G0720) 56FR23360 
89/05/17 BERNERO.RM Office of Nuclear Material Safety & Safeguards 29pp 

61852 323 61653 022 

"9204070251 Advises that Commission policy paper that resolves outstanding technical 
issues re issuance of 10CFR20 rule reviewed Concurs in paper w/encl changes 
DENTON.H R Office of Governmental & Public Affairs (670413 911116) 66FR 23360 
69/05/25 BECKJORD,ES Office of Nuclear Regulatory Research (Post 860720) 
3pp 61053078 61853 080 

"9204070267 Forwards summary of particle size data amassed at commercial nuclear 
fuel div In Columbia, SC from 1984 unlil prfiSQnl,pGr NRC request Particle size moaa 
uremenls in workpraco may be subj to venability which could affect deposition in lung 
BURKLIN.RK Weslinghouse Efeclric Corp 56FR23360 89/04/21 NRC - No Oe 
tailed Affjllalfon Given 1 1Bpp 61853 122 61853 230 

“9204070274 Advises that staff evaluating impact of allowed air concentration for Rri 
222 at site boundary for members of public in app B,lable 2 of proposed rev to 
10CFR20 

STELLO.V Ofc of Ihe Executive Director for Operations 56FR23360 89/02/02 
ZECH Commissioners (Post 750119) 8pp 61853 240*61053 247 

"9204070280 "Implications of Proposed tOCFR20 Changes Upon Radiation Protection 
Dept at Clinton power Station " 

• Wadman & Assoefates 66FR23360 89/06/09 51pp. 61853 251-61853 302 

"9204070285 Offers no concurrence on Commission paper re proposed changes to 
10CFR20 Paper should be modified before forwarded to EDO Reasons for decision 
listed 

ROS2TOCZY.ZR Division of Regulatory Ap pile alio ns (Post 870413) 56FR23360 89/ 
06/16 MORRIS.BM Division of Regulatory Applications (Post 870413) 10pp 

61853 303-61653 318 

"92040B0006 Responds to 660221 note re potential Impacl on nuclar power plant li 
censoes of proposed occupational ALARA rule In new Part 20 
CUNNINGHAM.LJ. Operating Reactors Program Br.Div QA, Safeguards & fnsp 
ProgramgJE AA3a-Z 86/03/05 ALEXANDEH.R E Healih Effects Branch 15pp 
6tB42 288-61842 303 

"9204080023 Requests that R Alexander make brief presentation concerning proposed 
rules lo members of mfg environ commiUee during 860305 meeting 
JOHNSON.K T. Fertilizer Institute 86/02/07 MINOGUE.R B Office of Nuclear Regu- 
latory Research, Director (Pre B60720) 24pp 61042-304 61642 326 

"9204080052 Responds lo Z Rosztoezy B90816 memo raising Issues re revised 
10CFR2O Commission policy paper resolving outstanding technical issues 
PETERSON.H T Office of Nuefear Regulatory Research (Post 860720) 66FR23360 
801/06/20 MORRIS.B.M Division of Regulatory Applications (Post 870413) 6pp 
61853 319 61853 324 

—9204060059 Forwards memo prepared for signature & concurrence .which would irans- 
mil to EDO Commission paper proposing resolutions to Iwo issues which have re 
ceived considerable attention since rev of 10CFR20 provided to Commission. 
MORRIS.BM Division of Regulatory Applications (Post 870413) 56FR23360 89/06/ 
20 BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720). lOpp 
61853,325-61053 337 
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“520408007 1 Requests review of revised NRC forms 4 & 5 a associated instojctions In 
order to accomodate revs being made to 10CFR20 End drafts reftecl NRC efforts to 
make forma consistent w/revised 10CFR20 Comments needed by 890731 
COOL.DA Radiation Protection & Health Effects Branch 66FR233eO 89/08/30 
CUNNINGHAM, L J Office of Nucfear Reactor Regulation, Director (Post 8704111 
23pp 61853 338 61854 005 

—9 204080070 Responds to 890410 request for more extensive analysis of some of op- 
liona presented in 881122 & 890307 memoranda on application of backlit rule to pro- 
posed revs of 10CFR20 Three principal options for dealing w/backfil rule listed 
PARLER.WC Office of the General Counsel (Post 860701) 56FR23360 89/07/06 
CARR Commissioners (Post 750119) 12pp 61654 006-61854 017 

“9204080084 Forwards rough oulline for Commission info paper on radiation protection 
policy which B Bernero discussed on BD0717 

CUN N INGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
5eFR23360 89/07/18 MORRIS.S Division of Regulato-ry Applications (Post 070413) 
6pp 61854 018 61854 023 

“9204080129 Confirms hypothesis re use of RN-222 value (or public in proposed rev to 
10CFR20 

NEEL.RB NRC - No Detailed Affiliation Given AA38 2 86/03/11 ALEXANDER.R 
NRC - No Detailed Affifiation Given Ip 61842 336-6184 2 3 36 


“9204080314 Comments on proposed rule 10CFR 19,20,30,31.32,34,40.50.61 & 70 re 
stds for protection against radiation Requests lhat comment period be extended 90 
days from current B60421 deadline 

EDWARDS, DC Oil, Chemical 8 Atomic Workers International Unton 50FR5199-2 06/ 
04/10 Office of the Secretary of the Commission Ip 61843 029 61843 084 

“9204699001 N-91 5-047 ‘‘Notice of Policy Guidanco on United Auto Workers vs John 
son Controls, tnc " 

SILBERMAN.RG Equal Employment Opportunity Connmission 56FR23360 90/01/ 
24 13pp 61655 029 61055 041 

“9204090006 Forwards (or concurrence & roview,1ransmitta1 memo re revised back fit 
analysis tor 10CFR20 rev Rov predicated upon meeting conditions of 
10CFRS0 109 Related documentation end 

WORRIS.BM Division of R>sgulolory Applications (Post 870413) 56FR23360 90/01/ 
31 PARLER.WC Olfice of the General. CounseMPosl 860701) 144pp 61655042- 
61055 203 

“9204090012 Advises of research into various federal regulations & ANSI guidance re 
color coding of radiation symbol, per mails licensee request Federal agencies regula- 
tions conflict on foreground color of radiation symbol 

BERNERO.R M Office of Nuclear Material Safety & Safeguards 56FR23360. 90/03/ 
12 BEGKJORD^E S Office o1 Nuclear Regulatory Research (Post 860-720) 12pp 
61B5S 204 61B55 212 


—9204080140 Forwards two sets of layouts lor very voluminous tables in l0CFR20.app 
B Present formal employs std scientific exponential notation Proposed changed fornnal 
uses computer “E" notation rather than subscripts 

PETERSON, HT Radiation Protection & Health Effects Branch 56FR23360 88/07/ 
22 MEYER.D Regulatory Publications Branch Gpp 61054 024-61654 020. 

— 92040B0152 Forwards for editorial review.draft FR r\oticd fo/ revised 10CFR20 Editorial 
review should focus on fisted areas & comments should be submitlod by 890908 
COOL.DA Regulatory Publications Branch 56FR23360 89/08/16 OKLESSON.EFl 
Program Management, Policy Development & Analysis Staff (Post 8704 13) 41pp 
61854 030-61854 073 


“92040B0161 Forwards marked up draft final rule presantinp commonls on Commission 
regulations that establish stds for protection against radiation W/o end 
MEYER.D L Regulate^ Publications Branch 56FR23360 89/09/11 COOL.DA Radi- 
ation Protection & Health Effects Branch Ip. 61854 074 61854.074* 

“9204080176 Summarizes visit to Westinghouse commorciot nuclear (uol plant in 
Columbia, SC on 890910-20 lo colled info needed to prepare reg guide on air sam- 
pling to meet requirements of new 10CFR20. 

MCGUIRE.SA Radiation Proloctlon & Health Effects Brancfi 66FR23360 09/09/20 
COOL.DA Radiation Protection & Health Effects Branch I49pp 61654 076 
61 854 228 

—9204060185 Forwards for info, end lo recent Commission policy paper on. 10CFR20 re 
NRC staff analysis of U fuel fabrication proposals for control of internal radionuclides 
MORRIS, 0 M Division of Regulatory Applications (Post 670413) 56f R23360 89/10/ 
06 TIPTON.T. Nuclear Management & Resources Council (NUMARC) (formerly Nu 
clear Utility Manage 7pp 61654.229-61854 235 

“9204080216 Provides ID Bross comments on proposed rev of 10CFR20 
BECKER, JM Affiliation Not Assigned 56FR23360 86/03/24 ALEXANDER.R E 
Office of Nuclear Regulatory Research, Director (Pre 860720)* 47pp 61642 340 
61843 028 

“9204080228 Expresses appreciation for D Coo) participation \n teleconference broad- 
casted on 890926 re overview of revs lo 10CFR2O. 

KAMMERER,C Stale. Local & Indian Tribe Programs (870413-900111) 56Ffl23360 
89/10/26 BECKJORD,E,S Office of Nuclear Regulatory Research (Post 860720) tp 
61854 236 61854 236 

-9204080232 Forwards list of new reg guides for revised 10CFR20 & load reviewer for 
each guide Review efforts will include probable meetings w/RES & contractor (or 
early input &. review & comment on drafts 

ESSIG,T NRC - No Detailed Affiliation Given. 56FR2306O 89/10/26 0UCHANAN.J 
NRC - No Detailed Affiliation Given 24pp 61854 237-61054 260 

-92040B0237 Comments on 890515 staff evaluation of NUMARC proposal transmitted 
to NUMARC by Morns Staff analysis did not address dosimetric model Bi real people 
data provided as llluslraiion in NUMARC transmlUal of 890500 
STANSBURY.PS General Electric Co 66FR23360 39/11/22 PETERSON.HT Divi- 
sion of Regulatory Applications (Post 870413) 16pp S1B54 201-61854*276 

“9204080244 Informs of success of pilot video leleinformalion transfer program 3 ex- 
presses sincere appreciation to recipient & RES staff. 

KAMMERER.C. State, Local & Indian Tribe Programs (870413-900111) 60FR2336O 
69/12/01 BECKJORD,E S. Office of Nuclear Regulatory Research (Post 860720) 
45pp 61854.277-61854 321 

“62040B02S0 Responds lo 891127 Itr re revised 10CFR20 currently under CommisaSon 
can side ration Revised part 20 would permit use of direct measurements In lieu of air 
concentration measuromenls for assessing dose & determining compliance. 
BECKJORD,E S Olfice of Nuclear Regulatory Research (Post 860720). 56FR23360, 
09/12/21 VAUGHAN,CM General Electric Co 2pp 61654 343 61054 344, 

“9204060266 Responds to 091127 Itr re revised 10CFR20 curronily under Commission 
consideration Revised part 20 would permit use of direct measurements In lieu of air 
concentration measurements for assessing dose &. determining compliance, 
BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 56FR233Q0 
09/12/22 GOODWIN.WL Westinghouse Electric Corp 6pp* 61854 345-01854*350 

“92040B0268 Ack receipt of 091221 Itr re revs to 10CFR20 being considered curronily 
by Commission Use of direct measurements in lieu of air concentration measurements 
for assessing dose & determining compliance very Important* 

VAUGHAN.CM General Electric Go, 56FR23360, 90/01/11* BECKJORD.ES. Office 
of Nuclear Regulatory Research (Post 860720), 2pp 61054,351-61854.364. 

“9204080271 Requests review of end draft revised bacKfit analysis for 10CFR20 by 
000124 

MOnRlS.B M Division ot Regulatory AppIleaUons (Post 870413) 66Fn23360, 90/01/ 
22 CUNNINGHAM,R. NRC - No Detailed Affiliation Given* 22pp 61854.355- 
61855,015 


“9204090023 Discusses ALAR A provisions m proposod l0CFfl20 Proper std of care 
owed by licensees embodied In current rogulation.based on inll consensus science & 
which can be applied uniformly to all licensees 0 on ail jobs 

FORBES.J American Nuefoar Insurers 56FR23360 90/04/27 CUNNINQHAM.L J 
NRC - No Oelalled Affiliation Given 4pp 61055 213-61855 216 

“9204O90O31 Forwards retovanl portions of new rogulalion in UK which essontially re 
quire typo testing, acceptance testing, maint, periodic testing & calibr of monitoring in 
stru mentation 

SWINTH.Kl Batlelle Memorial Inslltuto, Pacific Northwest Laboratory 56FR23360, 
86/04/24 ALEXANDER.R E Office of Nuclear Rogulatory Rosonreh, Director (Pro 
060720}* 200pp 61843 086 61843 264 

“9204090056 Advises of staff Intenllon. to delete suggostod ref to OSHA rasplralory 
protocHon regulations 

WlGGINTON,JM NRC - No Dotallod Affiliation Given- 50FR233BO 90/06/27 
COOL,0 NRC • No Dotatlod Alflliallon Given 19pp 61855 261-61(065 277. 

“9204090066 Advises that end Commission paper proposes sovoral minor revs to 
10CFR20 rudo Telephone comments should be made to DA Cool or Peterson by 
900703 

COOL.DA Radiationi Protection & Health Effects Branch 56FR23360 00/06/27 
MORRI5,BM Division o1 Regulatory Applications (Post 870413) 14pp. 61855 278- 
61855 201 


“9204090070 Expresses concerns over implomontatlon dale of 920101 (or revised 
10CFR20 & anticipated publication date Co nco mod w/ affect compressed schedule 
will havo on successful implomonlalion of rovised rule by nuclear power industry 
LEE.B Nuclear Managomsnt & Resourcos Council (NUMARC) (formerly Nucloar Dtiliity 
Manage 56FR23360 90/07/27 CARR.K M Commissioners (Post 760119) 2pp 
01055^292 61855 293 


“9204090088 Foiwards draft SRM on 10CFR20 EDO ofc Indicated thal SRM be by 
900702 In case of any mofor problems 

HELTEMES.J NRC - No Detailed Affiliation Given &6FR23360 90/06/20 
MORRIS.B NRC - No Delallod Affiliation Given Ip 61055 294 61866 294 

“9204090096 Forwards staff requirements memo on SECY-OQ 315 0 SECY-SO 207 lo 
bo Issued on 900703* 

CHItK.S J Olfico of the Socrolary of the Commission 56FR23360 90/06/28 CARR 
Commissicnois (Post 750119) 4pp 61655 295-81055 298 

--92>04090110 Roquosta that schedule- for rovlow of staff requirements memo bo ex- 
tended in order to permit submittal of staff rev next wK 

THOMPSON, H L Office of Nucloar Material Safety A Safeguards 58FR23360 00/06/ 
29 ChiLK.SJ. Office of tha Socrolary of Ihe Commission 67pp 61855 209- 
61856 007. 

“9204090115 Forwards comments on draft reg guide 8 N5 re cnlorla & proceduros for 
summation of Internal & external dose. 

WIGGINTON,JE Radiation Proloctlon Branch 66FR233eo. 90/07/24. 

BOECKLEIN.A Radiation Proloctlon & Health Effocts Branch lOpp 81056.000- 
61856,017 

“9204090179 Informs tha) nothing published on now part 20 found other than proposed 
rule published (or comment In 1985 Summary of NRC proposed change to basic radi- 
ation proloclfon regulatbn end 

WILLIS.CA NRG - No Oelalled Affillallon Glverv 66FR23360 00/07/27 VARLEY.J* 
Nucloar Engineering International 4pp 61856 016-61856 023 

“0204090207 Forwards Itrs from G Dious & C Hardiri expressing difflcutlios stotos will 
oxpenence in promulgating compaliblo regulations within Jan 1992 offectiva dale of 
port 20 Change In effective dato lo 940101 rocommendod 

KAMMERER.a Slate Programs (900112-911116). S6FR2a360* 90/00/10 

MORRIS.B M Division of Rogulalory Applications (Post 070413) )p 61056 024- 
61856 024 


“9204090216 tnforms that rnore than half of agreement programs will not bo able to 
implemonl now rogulallons by implemonlallon dale of Jan 1992 for revised tOCFR20 
DICUS.QJ Arkansas, State of 66FR23360 00/08/07 KAMMERER.C Slats Pro- 
grams (900112-911116). 2pp 61058 025-61056 026 


“9204090231 Provides justification for extending implomonlalion date for revised 
10CFR20 from Jan 1992 lo Jan 1994 New data will allow for more uniform impicmen- 
fallen of now provisions of part 20 throughout US 

TEFFT.de /Tffiliolion Not Assigned 68FF23360. 00/08/09 KAMMERER.C State 
Programs (900112-0111 16) 12pp. 61 856 027-61056 037* 


“9204090237 *'Final Backfil Analysis for Rev of 10CFR20, 'Stds tor Protection Against 
Radiation 

• Division of Regulatory Applications (Post 070413) 6BFR23360* 00/08/31 2Epp 
61856 030 61856*113* 
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~$204fta029'l Speech “3EIR V Eslimales of Excess Cancer Mortality" present 

ed at 900204 Workshop on Stalls tics of htumen Exposure 

ELLETT.WH National Research Council seFRgS^fiO 90/02/04 20pp filS56 H4 
61856 133 

-^9204 09-0320 "Heallh Effects of Exposure to Low Levels of loninng Radiaion BEIH V " 
ELLETT^WH National Research Council 56FR23360 90/12/31 86pp 61856 134* 
61856 221 

><9204090331 Defines background radiation to mean radiation arising from natural back- 
ground A other radiati-on or radio activity such as global fat foul & radon ir> quantities 
characteristic of eriviron in which regulated activity located 

CUNNIN(3HAM,RE Division of /ndustrial & Medical Nuclear Safety (Post 870729) 
56FR23a60 90/08/10. PETERSON.HT Office of Nucfoar Regufalfiry Research (Post 
860720) Ip 61856 222-61856 227. 


•9204100123 Responds to note re Stale of CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than fegitimate uses 
MILLER, VL Assistant Ofroctor for Stale Agreements Program 56FR23360 91/03/ 
13 HOfiNOR,J Region 5 (Post 820201) Ip 61859 050 61859 050 

‘9204100128 Forwards marked up final rule amending 10CFR20, presenting c-orrurients 
on stds for protection against radiation Alternative wording in preamble to final rule 
suggested m order to describe different versions of rule accurately 
MEYEaDL Regulatory Publications Branch, 56FR23360 91/03/19 COOL, DA Radr- 
ation Protection & Heallh Effects Branch Ip, 61859 051-61059 051 

-9204100140 Responds to request concerning need to modify 10CFR20 to restrict 
buildup of radionuclides at sanitary sewage treatment plants 
BECKJORD.E S Office of Nuclear Regulatory Research. Director (Pre 060720) AA38 
2 87/01/06 GRACE.JN Region 2 (Post 820201) 3pp 61844 011 61844 013 


“9204090335 Discusses application of backlit rule compliance exception to Cominisaion 
response to guard 

MALSCH.M G Office of the General Counsel (Post 860701) AASa 2 85/06/20 PAL- 
LAOINO Commissioners (Post 750119) 4pp 61843 347-61043 350 

“9204090337 Transmits written comments on review of draft rog guides Implomenling 
revised !0CFR2() Oral comments provided to H Peterson in Juno.Guides should be 
simplified so that licensees w/fifniled resources can comprehend guidanco 
MILLER,VL Assistant Director for State Agreements Program 56FR23360 90/08/ 
10 MORRIS.BM Division of Regulatory Applications (Post 870413) Ip 61856 228 
61B56 228 


•9204100167 Requests that last sentence in first full paragraph on page 317 of 
10CFR20 be changed to read as stated ^ ^ 

LIEBERMAN.J NRC - No Detailed Affiliation Given 56FR23360 91/03/21 
PETERSON, H Office of Nucfear Regulatory Research (Po&t 860720) Ip 61859052- 
61859 052 

-9204100173 Expresses appreciation for efforts to develop concise aid to inspectors in 
readily Identifying differences between former 10CFR20 & revised part 20 HT Polar- 
son comments & suggested rev of comparison end 

MORRIS, BM Division of Regulatory Applications (Post 870413) 66FR23360 91/03/ 
27. NORELIUS.C E Region 3 (Post 020201) 9pp 61859 053-61859 061 


“9204090349 Forwards ro draft of public announcomenil of final revs to 10CFR2G con- 
tained in SECY-08-3t 5 Announcement will be ready to Issue concurrently w/FR publi 
cation of revs Comments will be appreciated 

INGRAM, F. Public Affairs (870413-911116) 56FR23360 DO/OB/14 PETERSON, H 
Office of Nuclear Regulatory Research (Post 860720) 49pp 61856 229 61856 279 


“9204090361 Responds to 861020 request for clarification of issues re 10CFR20 rule 
making 

PETERSON.H T Office of Nuclear Regulatory Research, Director (Pr© 860720) AASa- 
2 86/11/03 D’ARRIGO,D Nuclear fnform ation A Resourco Service Ip 61043 361- 
61843 351 


“9204099366 Expresses concerns re final rule 10CFR20, "Stds for Protection Against 
Radiation*' Specific records ralenlion percods musi be Included lor all app F require- 
ments 

SHELTON, BJ Information A Records Management Branch (Post 890B27) 

56FR23369 90/12/05 HUDSON, S Office of Nuclear Regulatory Research (Post 
860720) Ip 61656 355-61856.355 

“9204090375 Expresses several concerns w/finat rule 10CFR2O, "Stds for Protection 
Against Radiation" & extensive concerns w/ supporting statemont Retention period, 
"until license terminated" rocommended for retention of manifest records 
SHELTON, BJ Information & Records Management Branch (Post 800027) 

56FHa3360 90/0B/23 HUDSON .S Office of Nuclear Regulatory Research <Post 
860720) 2pp 61B56 356 61856357 

“9204090396 Discusses videotape on proposed changes to NRC stds for proloction 
GOLLER.KR Office of Nuclear Regulatory Research, Oireclor (Pre B6D720) /KA38-2 
06/11/14 NUSSBAUMER,0 NBC - No Dotalled AtfiJfalion Given 4pp 61843 352- 
61B43 355 


“9204100001 Responds to G Dicus 900607 Itr re implementation date of revs to 
10CFR20 Commission approved delay in required implamentalion date for revised part 
20 for NRC hcenseos from Jan 1992 to Jan 1993 

KAMMERER.C Stale Programs (900112 911116) 56FR23360 90/12/10 HILL,T Or- 
ganiialion ol Agreemcnl States 1p 61856358 61856 356 

“9204106004 Informs that proposed rule cempCetely revising 10CFR20, "Stds for Pro- 
teclion Agamat RsthaVon;’ pu Washed In FR on 851220 

PHILIPS, J Division of Rules A Records (Pre 870413) 56FR23360. 86/12/24 
ALEXANDER, R E Office of Nuclear Regulalory Research, Director (Pre 060720) 2pp 
61843 35661844 010 


“9204100017 Forwards llrs 1o D Teffl A T Hill re imptomentation dates of 
10CFR20 Commission approved delay in required Impfementation date for revised part 
20 for NRC licenaaas from Jan 1992 to Jan 1993 

KAMMERER.C Stale Programs (900112-911116) 56FnZ3360 90/12/10 Affiliation 
Not Assigned Ip 61656 359-61856 359 

“9204100027 Responds lo 900809 Ur re Implementation date of revs to 
10CFR20 ^mmisslon approved delay In required Implementation date for revised part 
20 for NRC license as from Jan 1992 to Jan 1993 

KAMMERERiC State Programs (900112-011116) 56rR23360 90/12/10 TEFFT.D 
Conference of Radiation Conlrof Program Directors, tnc 13pp 61856 360 61857.026 

“9204100049 "Environ Assessment for iftev of 10CFH20, 'Stds for Protection Against 
Radiation 

* NRC - No Detailed Affiliation Given 56FH23360 90/12/21 543pp. 61857 027- 
61659J}32. 


1204100073 Responds to 901220 lir to Carr re implementalfon dates (or revised part 
20 & availability o1 associated rag guides Commission has reconsidered rmplemenla- 
lion dale for revised part 20 to Jan 1993 for NRC licensees 

BECKJORD.E S Office of Nucfoar Regulatory Research (Post 860720) 56Ffl23360 
91/01/14 TODD,JS American Medical Association 1p 61859 044 61650 045 

9204100103 Olfars no comment on comparison of former part 20 to revised part 
20 Document will be useful & would be distributed to states as soon as possible 
MILLERiVL Assistant Director lor Stale Agreements Program 56FR23380 91/03/ 
05 COOL, 0 A Radiation Proieclton A Health Effects Branch Ip 61859 046- 
61859 048 


“9204100110 Comments on comparison of former part 20 lo revised part 20. 
BEACH.AB. Region 4 (Post 820201). 56Ffl23360 91/03/05 COOUOA Radiation 
Pfoleclion & Heallh Effects Branch. 2pp 61859 047-61869 048 

“9204100116 Summary af 910305 mealing re part 20 rev List of attendees provided 
MEYER.O Office ef Admirtlstralion (Post 890205) 66FR23360 91/03/08 COOL.D 
Office of Nuclear Regulatory Research (Post 860720). ip 61859 049 61859 049 


“9204100180 Forwards pages 67.78 & 100 of latest version of 10CFR20 lhat need 
fixing Pages 97-103 missing 

SWIFT,J NRC - No Detailed Affiliation Gwen 56FH23360 91/03/28 PETERSON.H 
Office of Nuclear Regulatory Research (Post 860720) 4pp 61859 062-61059 065 

“9204100186 Forwards renumbered 10CFR20 per procedure described in SECY-91'055 
A approved by negative consent by Commission Changes made to update part 20 
rule listed W/o ond 

COOL, DA Radiation Protection & Health Effects Branch 56FR23360 91/03/29 
MEYER, 0 L Regulatory Publications Branch 2pp 61859 066 61B69 067 

“9204100189 Requests initlaliort of rev of 10CFR20, Section 20 303, "Disposal by Ra 
lease into Sanitary Sewage Sys," to better consider actual & potential buildup of long 
half life radioaclwe matt in sewer sys 

GRACE, JN Region 2 (Post 820201) 56FR23360 66/11/10 BECKJORD.E S OfftoO 
of Nuclear ReguTatory Research, Director (Pre 860720) Ip 61844 014 61844 033 

“9204100192 Forwards Paperwork Reduction Act Statement stating that info coliections 
would not become effective until approved by 0MB, per rev to 1 0CFR20 
SHELTON.a J Information A Records Management Branch (Post 890627) 
56Fn23360 01/04/01 HUDSON.S Office of Nuclear Regulatory Research (Post 
660720) 2pp 61659 068-61859069 

“9204100199 Ack receipt of 910401 Itr A comments about revised 10CFR20 
fegulation.Rosponses to issues raised in fir end Related documentation also end 
COOL,DA Radiation Protection & Health Effects Branch 56Fn23360 01/04/12 
W6LT,M A Alpha Omega Technology, Inc 300pp 61859 070 61859 207 


“9204100210 Submits procedures for ensuring that complete regulatory history com- 
piled for each rulemaking action Completed index for final rule re slds for pro lection 

against radiation should be submitted by 910921 

LESAR.MT Reautatory Pubttcabons Branch 56FR23360 91/65/24 PETERSON.H T 
Office of Nuclear Regulatory Research (Post 860720) 2pp 61859 293 61859 296 


•9204100218 Requests lhat NRC submit new camera copy each time document sub 
milted amending lable in order to avoid publication problems fn 10CFR List of public 
comments re stds for protection against radiation end 

BtCKEn.OL National Archives & Records Administration 66Fn23360 91/06/24 
LESAR.M NRG - No Detailed Affiliation Given Ip 61859 297-61859 290 


“9204100330 Discusses annual review of rulemaking on rev to 10CFR20 
BECKJORD.E S Office of Nuclear Regulalorv Research, Director (Pre 860720) AA38- 
2 07/01/15 STELLO.V Ofc of the Executive Director for Operations Ip 01844 034- 
61844 034 


“9204130042 Provides recommendations on neutron quality factor 
FOULKE.J D Office of Nuclear Regulatory Research, Director (Pro 860720) AA38 2 
87/02/26 ALEXANDER.n E Office of Nuclear Regulatory Research, Director (Pre 
860720) 9pp 61844 051 61844 059 

“9204130061 Forwards expanded annual review of rulemaking package for major rev of 
10CFR20 lor review & comment 

ALEXANDER, RE Offfco of Nuclear Regulatory Research, Director (Pre 860720) 
AA38 2 87/03/31 NRC - No Detailed Affihalion Given 1p 61844 060 61844 060 

“9204130077 Grants petitioner request for Commission to remove requirement lhal ra- 
dioactive aerosols be administered to patients only In rooms at negative pressure 
GOLLER.KR Office of Nuclear Regulatory Research, Director (Pre 860720). 87/04/ 
07, NORfiY.PG Office of Admioislralfon (Pre 870413) 3pp 61844 061-61044 063 

“9204130122 Forwards petition for rulemaking PRM-35 6 for review & dalermmabon as 
to whether or not petition qualifies for special handling by staff as fast track petibon 
for rulemaking 

NOHRV.PG Office of Administration (Pre 870413) AA3e-2 87/03/17 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 060720) 8pp 
61844 064 81844*092 

“9204130187 Comment on proposed rules 10CFR2, 19,20, 30,31, 32.34,35, 39, 40. 50,61 A 
70 re stds for protection against radiation Draft backfil analysis Inadequate to justify 
proposed rev to part 20 for same reason stated by Commissioner Roberts 
ANDREWS, R L Omaha Public Power District 50FR51992 86/10/29. Docketing & 
Services Branch 2pp 61859 299 61859 300 

“9204130204 Comment on proposed rules 10CFR2. 19, 20,30, 3 1.3 2,3 4,3 5, 39 .40. 50.61 8 
70 re stds for protection against radiation Significant training of NRC staff & inspec 
tors must be conducted to provide consistency In inlerpretatfon of rule 
WOODY.CO Florida Power & Light Co 50FR51 992 00749 86/10/21 CHILK.SJ 
Office of the Secretary of the Commission 3pp 61859 301-61859 303 
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-9204130234 Comment on proposed rules 10CFR2. 19,20.30.3 1.32 .34,35.39, 40, 50,01 & 
70 re std^ for protection against radiation Urges Commissloni to withdraw proposed 
changes in radiation protection stds 

JOHNSRUD.J H Environmental Coalition on Nuclear Power 50FR51992 00750 86/ 
10/28 Office of the Secretary of the Commission 4pp 61059 304 61053307 

-9204130252 Comment on proposed rutes 10CFR2. 19.20,30,3 1,3 2, 34,35.39, 40, 50,61 & 
70 re stds for protection against radiation Proposed rules will provide subsidy to nude 
ar industry at expense of public health.environ & economic concerns 
HIGHTOWER.J Texas. State of 50FR51fl92 00747 B6/10/25 ZECH.LW Commis- 
sioners (Post 750119) 2pp 61859 308 61859 309 

--9 204130295 Discusses need for revised environ assessment for 10CFR20 
PETERSON. H T Office of Nuclear Regulatory Research. Director (Pre 060720) AAi36- 
3 87/05/08 ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pro 
060720) 34pp 61 044 093 61044 129 

-9204130301 Comment on proposed rules 10CFR2, 19,20.30.31, 3-2, 34 ,35,39,40, 50,61 & 
70 re stds for protection against radiation Backlit analysis for proposed rules does not 
adequately assesss potential impact on exposure to radiation workers 
TIERNAN.JA Baltimore Gas & Electric Co 50FR5 1992 00751 B6/10/31 Dockelung 
& Services Branch 4pp 61859 310 61859 313 

-9204130310 Comment on proposed rules 10CFR2, 19, 20 ,30.3 1,32, 3 4,35,39.40, 50,6 1 & 
70 re stds for protection against radiation Proposal Increases risk of exposure to Ioniz- 
ing radiation of nuclear workers S NRC ought to withdraw proposal 
SAMUALS.SW AFL-CIO 50Ffl51992 00752 86/10/30 Olfice Of the Secretary of 
the Commission 7pp 61059 314 61859 320 

-9204130315 Comment on proposed rules 10CFR2.1 9,20,30.31 ,32, 34,35.39.40. 50,61 & 
70 re stds for protection against radiation Proposed rufas will not provide subslanlial 
Increase in overall protection of public health & safety 

KOBER,RW Rochester Gas & Electric Corp 50FR51 992 00753 B6/10/2B Docket- 
ing & Services Branch 7pp G1B59 321-61859 327 

—9204130317 Requests legal advice ro listed 10CiFR2O Issuos.Induding de minimis 
cutoff on collective dose calculations 

ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pro 660720) 
AA3B-2 87/06/11 BECKER, J Office of the General Counsel (Post 860701) 2pp 
61844 130-61844 153 

-9204130327 Comment on proposed rules 10CFR2, 10.20,30,31.32,34,35,39,40. 50.61 & 
70 re stds for protection against radiation Proposal changes method of computing ra- 
diation dose exposures but does not improve radiation protection stds (or exposure 
ORTLIEB.DW International Chemical Workers Union 50FR 51 092 00754 86/10/31 
Docketing & Services Branch 5pp 61859 328 61859 332 

—9204130334 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Urges Commlission to withdrav/ proposal 6 
replace proposal w/one which lowers dose limits to workers & general public 
WRIGHT, MJ United Steelworkers of America 50FR5 1992 00755 66/10/30 Docket- 
ing & Services Branch 44pp 61859 333-61860 018 

-9204130341 Commonl on proposed rules 10CFR2, 19, 20. 30,3 1,32,34, 35.39.40, 50,61 & 
70 re stds for prelection against radiation Util strongly supports need for use of de 
mmlmls levels of radiation or radioactive malls 

COUNSIL.WQ Texas Utilities Electric Co (TU Electric) TXX-4908 80/10/29. Dockel 
in g & Services Branch 5pp 61860 019-61860 023 

-9204130352 Comment on proposed rules 10CFR2. 19.20,30.31,32.34,35,39.40. 50,61 a 
70 re slds for protection against radiation Proposed amends nol needed & wtll not 
perceptibly serve public health & safety 

ASMLiSSEN.KE General Atomics (formerly GA Technofogies, fne /General Atomic 
Co) 50FR51992 00757 86/10/30 Docketing & Servtcos Branch. 3pp 61860 024- 
61660 026 

-9204140335 Provides recommend alio ns for control of NRC rulemaking re annual 
review of ongoing RES sponsored rulemaking 10CFR20 

BECKJORD.ES Office of Nuclear Regulator Research. Director (Pre 860720) 
56FR23360 07/07/07 STELLO.V Ofc of Ihe Executive Director for Operations 3pp 
61844 154 61844 157 

-9204140348 Concurs that rulemaking for 10CFR20 should be continued & completed 
THOMPSON, H L Office of Nuclear Material Safely a Safeguards AA38 2 87/07/01 
BECKJORD.E.S Office of Nuclear Regulatory Research (Post B60720) Ip 
61844 158-61844 158 

-9204150001 Forwards draft handout sheets for 970720 meeting w/Stelto 
ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pre 060720) 87/ 
07/23, BECKER.J Office Of the General Counsel (Post B60701) 5pp 61044 220- 
61844 224 


-9204150010 Forwards H Hawley & P Hawley B61017 Hr re plans to review curroni 


NRC regulations governing radiation exposure for workers . 

EVANS.DJ Senate 50FR51 992 00762 86/10/28 KAMMERER.C Of1tC« Ol UOVorn 


menial & Public Affairs (670413 911116) 4pp 61860 041-61B60 044 


-9204150045 Comment on proposed rutes 10CFn2. 19, 20,3 0,31 .32,34.35,39.40, SO. 6 I S 


VAiinmuni on propostiu rules luvyrnc. i 

70 re slds for protecuon against radiation Opposes NRC proposal to increase siu 


acceptable radiation exposure & urges that public hoarma be held 
STYLES ,M M American Nursos’ Accr>r^atlnn inr> <inPnsi992 00763 


Association, (nc 50Fn51992 0 0 7 63 
Docketing & Services Branch 2pp 61 860 045-61860 046 


-9204150056 Comment on proposed rules 10CFn2.l9,20,30.31,32.34,35,39.‘^O- * 

70 re stds for protection against radiation I mpl omen tail on of proposoo #«Bflui£»iui 
would have unique impact on GA as mfg ol U & thorium fuels for HTGRs 
ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc A 

Co) 50Fn5 1992 00764 86/10/31 Docketing & Services Branch 4pp 
61860 050 


-9204150050 Responds to 67061 1 request for legal advico on two Issuas re rov of Pori 
20 

BECKER.J M Office of the General Counsel (Post 860701) A A3 B -2 67/00/10 

ALEXANDER.RE Division of Regulatory Applications {660720-870413) Iwpp 
61844 274 61844 349 


-9204150066 Comment on proposed rules 10CFR2,1 9,20,30,34,32,34,35.30.40, ^0.0 j & 
78 re slds for protection against radiation Commission urged to reject arigumar^l inoi 
backfa rule should bs suspended for rulemaking ^ 

KURTZ.EF ABB Impell Corp (formerly Imp ell Corp) 50FR51fi9a ^>0766 00/ 11/01 • 
CHILK.S J Office of the Secretary of the Commission Spp 61860 051-61 060 05^ 


“9204150077 Common I on proposed rules 10CFR2.1 9,20,30,31,32,34,35,39,4O, BO.Gt &■ 
70 re stds tor protection against radiation Recommer^ds that scope of proposod rulQ 

be hrrilted to listed areas ^ 

SIMPSON.EC Florida Power Corp 50FR51 992 00768 86/10/31 CHILK.S J Olfico 
of the Secrelary of tha Commission i2pp 61060 056 61860 101 


-9204150122 Comment on proposed rules 10CFR2,19,20,30,31.32,34,35,3£>.40, 6D,61 A 
70 re stds tor protection against radialloii NRC low love) radiation stds, as proposotF.do 
not reflect curronl stale of Knowtodge in health physics 

REICHER.DW Natural Resources Detonso Ccunclt SOFRBIOOa 00771 00/ 11/05 
Docketing & Services Branch 22pp 61B60 102 61060 123 


-9204160143 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35.30,40. 00.61 A 
70 ro slds tor protection against radiation Sackfil anatyala does not justify coala ol Im 
plemontalion & proposed protection of public health A safety nol Incmasod 
SORENSEN.Gu Washington Public Power Supply System 50FR51OB2 00772 06/ 
10/31 Docketing & Services Branch 4pp 61860 124-61080 127 


►9204160149 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34, 35, 30, 40. 50, CH A 
70 ro aids (or protoclion attafnsl radiation Urges NRC to withdraw proposal & altorntt 

tivaly propose std which wi1 result in signiicani rocfuction In oxposuros 

MARTINO.FD Ohio/ OSHA Environmental Network 50FR5 1993 0 0 7 7 4 00/10/31 
Office of Iho Secretary of the Commission Ip 61860 120 61060 123. 


-9204150164 Provides bnef commentary In response to request for commonla on dr^lfl 
memo concerning ambiguity of "rom" unit for both dose equivalent &. olfoclivo dose 
equivafont 

kAlLS.W.A Oak Ridge Associated Universities 56FR23360. 07/00/25 

ALEXANDER, R E Office of Nuclear Rogulaloiy Research. Director (Pro QGD720) 
22pp 61 G44 356-01045017 


■9204150167 Comment on proposed rules 1 0CFR 2, 19,20,30,3 1,3 2,3 4.3 5, 3 &,40, B0,61 S 
70 re Bids tor protection against radiation Strongly urges Commission not to prom u I 
gate final rule 

OPEKA.JF ConnocUcul Yankee Atomic Power Co BOFR51092 00774. 00/10/31 
Docketing & Services Branch 3pp 61660 120 61660 132 


-9204150177 Commonl on proposed rules lOCFRZ, 19, 20 ,30, 31 ,32,34^35,39,40. 60.01 5 
70 ro slds for protecllon against radiation. Urges NRC to withdraw proposal & altornn 
tlvoly propose std which will result in significant rocfuclion In exposures 
PERRY,WK International Chemical Workers Union B0FR51992 00776 65/11/06 
Office of the Secretary of the (Dommisslon Ip 61860 133 81060 133 


-92D4 150205 Comment on proposed rules 10CFR2,19,20,30,31,32,34,3S,39,40, 60.51 ^ 
70 re slds for prelection against radiollon Opposes rule change & NRC nltltudo U 

S ubllc A urges NRC to with draw proposed radmfion stds 
/EBB,T. Affiliation Not Assigned 5f)Fn5ie92 0Q777. 80/11/10, Dockoting A So rv 
Ices Branch Ip. 81B60 134 61860.131 


-9204150003 Comment On proposed rules 10CFR2, 19, 20 ,30,3 1,3 2, 34, 35,39, 40, 50,61 A 
70 re slds tor protection against radiation Oamartds public homing en propoaed rutes 
& that Els bo done on proposed rules. 

PIERCE, J Cilizona Action for Safe Environment 50FR51092 00758. 8 8/ 11/03 NRC ^ 
No Detailed Affiliation Given. 2pp 61860 027-61060 028, 

-9204160000 Commonl on proposed rule-i 10CFR2.19,20,30.31,32.34,35,39.40, 50,61 A 
70 re stds for protection against radiation Supports objective of proposal to update ra- 
diation protection stds for licensees of NRC 

SANDERSON.RE Environmental Protection Agency. 50FR51092 00769 86/10/31 
CHILK,5 J Office of the Secretary of tha Commission ^pp. 61860 030 61660038 


•9204150206 Commonl on proposed rules 10CFR2, 10,20,30,31,32,34,35,30.4.0. 60*01 
70 ro slds tor protocliori against radiation Opposes rule change & NRC atlitudo 

C ubllc & urgoa NRC to withdrew proposed radiation stds 

OSKe,KR. Affiliation Nol Assigned 50FR51 092 00778 06/10/09 Docketing & £ 

Ices Branch Ip 61060135 61860.135 

■9204150221 Comment on proposed rules 10CFn2.10, 20, 30, 31,32, 34,35,30.40, 60, ui 
70 re slds tor protection against radiation Opposes rule change & NRC altitudo t 
public 8 urges NRG to withdraw proposed radiation stds 

COHEN.JJ Affiliation Nol Assigned 50FR51 992 00770 66/11/10, Dockolino A Sar\ 
Ices Branch. Ip 61660136-61860 136 


-92041S0010 Comment on proposed ruloa 10CFR 2, 19,20,30.31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiallonPublic demands that environ Impact studios 
& open healing precedea std change. 

ISELIN.C New England Coalition on Nuclear Polfulion. 50FR51992 00759 06/10/31. 
Docketing & Services Branch. 1p 61860039 01B6O 040 


-92041S0224 Responds te 0709 17 Itr re proposed revs of NFC radiation protect Ion rr 
quiremenla In 10CFR20R9corr>mends that sex A job claasificatlon bo InclucTod o 
form 

BOICE,JD. Maryland, Stale of 56FR23360. 67/09/30 ALEXANDER.RE. Olfico < 
Nuclear Regulatory Research, Director (Pre 660720). 2pp 61845 010 51545 010 


-9204150013 Provides list of alternatives posed by RES re control of rufomaking.Parl 
20 

BECKER, J M. Office of the General Counsel (Post 8607011. 56FR23360. 87/08/04 
PARLER.WG Office of the General Counsel (Post 060701) 4Bpp 61844*225 
61844 273 


-9204160229 Commont on proposed rules 10CFR 2. 19.20.30,31 ,32.34.35,39.40, 50.01 
70 re aids for protection against radiation Opposes any Increase In accoptablo lovo 
of rediation exposure 

• Affiliation Nol Assigned 50FR51992 00780, 66/11/10. Docketing & Service 
Branch Ip 61660137-81860:137 
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~&204 1 5024a Commenl on propo&ad rufes IGCFfla, 19, 20, 30, 3 1.3 2, 34.35, 39.40. 50,61 & 
70 re slds for prolecUon against ladialicn flequeals that publtc hearing be hold 4 that 
EtS be issued 

FULCHER, JE Affiliation Not Assigned 50FR51992 00701 D6/1V01 Office of the 
Secrelary of the Commission 1p 61860 138-61060 136 

“9204150247 Comment on proposed njles 10CFR2,19.20<30, 31 .32.34,35.39,40. 50.61 & 
70 re stds for protection against radiation Disallowance for protection factors for sor 
bent cartridges not appropriate 

WiTTL.R L Pubfic Service Eloclnc & Gas Co of Mew Jersey 50FR51992 Q0782 86/ 
10/31 CHILK.SJ Office of the Secrelary of Ihe Commission 2pp 61060,139 
61860 140 

“9204160001 Requests comments on rov of radiation protection requtrernonls in 
10CFR20 In areas of oocupalional dose recordkooping & reporting 
ALEXANDER.fl E Division of Regulatory Applications (860720 670413) AAaO-2 87/ 
09/17 B01CE.J D Maryland. State of 20pp 61845 020 6 1 645 051 

“9204160002 Requests Iwo mem her, one oach from reactor & mails insp 4 onforcomonl 
areas, to attend 4 participate in regional & agreomont stales workshop on rev of 
10CFR20 

BECKJORD.E S Office of Nuclear Regulatory Research, Director {Pro 860720) AA3fl 
2 87/10/08 RUSSELL, W, Region 1 (Post 820201) 9pp 61845 052-61045 060 

“9204160017 Informs that Region I assigned J Gtonn & M Shanbaky to attend & parlici 
pale in 8711164 17 workshop 

ALLAN, JM Region 1 (Post 820201) AA3B 2 87/10/21 ALEXANDER, RE Office of 
Nuclear Regulatory Research, Director {Pre 860720) Ip 61845061 61845 061 

“9204160041 fnlorms thal Region IV will assign two staff members to attend regional & 
agreBmeni slalo workshop.one each from reaclor & malls insp areas 
MARTJN.RD Region 4 (Post 820201) 56FR23360 87/10/22 BECKJORD.GS Office 
of Nuclear Regulatory Research (Post 860720) Ip 61645 062 61845662 

“9204160085 Advisos that CM Hosey & JP Potter will participate in regional & agree- 
monl states workshop on rev of 10CFR20 

GRACEJN Region 2 (Post 820201) AA3B-2 87/10/22 BECKJORD,E S Office of 
Nuclear Regulatory Research (Post 860720) ip 61B45 063 61 04 5 067 

--92041601Q4 Fon/irards proposed schedule for 10CFR20 rulomaklng 
STELLO.V Ofc of the Executive Director for Operaliona AA30 2 87/10/06 ZECH 
Commissioners (Post 7 5CH 19) ISpp 61845 068 61845 082 

“9204160121 Forwards proposed work plan for projotl ‘•Dovelopinenl: of Rogulotory 
Analysis for Proposed Rev to 10CFR20 * 

MERWIN.S E Ballelle Memorial (nstitule, Pacific Norlhwoal Laboratory AA3Q 2 87/ 
11/09 PETERSON.HT Division of Regulatory Applications (060720 870413) 6pp 
61845083 61845 086 

--9204160256 Comment OA proposed rules 10CFR2, 19, 20,30, 3 1,32, 3 4,35, 39.40, 60,61 4 
70 re stds for protection ajain&t radiation 

* Toledo Edison Co S6FR51992 00783 86/10/31 Dockolinn & Services Branch 
2pp 6186DJ4t 61660 142 

“9204160268 Comment on proposed rules 10CFR2, 19,20,30.31,32.34,36,30,40, 60,61 & 
70 re stds for protection against radiation 

MILTENBERGER.R Affiliation Not Assigned 56FR5I992 00734 86/11/05 Office of 
theSecretary of IhoCommission 2pp 61060143 61860 144 

“9204170036 Forwards comparative text containing present Part 20 rule, revised draft 
final rule & 860100 proposed rule Documont will bo malor point o1 discussion at meot- 
fng on 8711 16 4 17 

MORRIS, 8 M. Division of Regulatory Applications (660720-870413) AA30 2. 07/11/ 
05 GLENN, J Region 1 (Post 620201) 124pp 61845 009-61045 213, 

“9204170070 Forwards revised work plan (or project "Dovoiopmenl of Regulatory Anal- 
ysis for Proposed Rev lo 1 0CFRao 

MERWIN.S, E Batlelle Memorial Instilute. Pacific Morlhwoal Laboratory AA30-2 0075 
87/11/17 PET EPSON, HT Division of Regulatory Applications (866720-870413) 6pp. 
61845 214 61846 219 

“9204170116 Discusses recent escalated onforcomont case (EA 87-283 Haublein.tnc) 
concernina queslions raised by NRC re whether loss of parUcular gauge constituted 
substantial hazard & would Ihorefora bo reporlable per 10CFR20 402(a)(1) 

LIEBERMANJ Ofc of (nspeciion 4 Enforcement, Director <620201 -0704 13) AA3B 2, 
87/11/23 CUNNINGHAM,R E Office of Nuclear Material Safety & Safeguards 2pp 
61845220 61646 221. 

“9204170212 Requests assistance In reviewing one! draft rev of 10CFR20 
MORRIS.B Division of Regulatory Applications (060720 870413) 56FR23360 87/12/ 
11. BECKER, J. Office of Ihe Gonoral Counsol (Posl 060701) 06pp 61845 222- 


3204210046 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50.61 & 
70 re aids for proteclfon against radiation 

DWORKIN.H J. American College of Nuclear Physicians 60FR51992 00785 86/10/ 
31 CHILK,S J Office of iho Secretary of the Commission 4pp 61060 145 Si 860 154 

9204210091 Comment on proposed rules 10CFR2,19,20,3(>,31,32,34,35,39,40, 50,51 & 
70 re slds for prelection against radiation 

7HORPE.JR, General Public Utiltlios Corp - GPU Service Corp 50FR51902 00787, 
06/10/31 CHIIK.SJ Office of the Secretary of the Commission 16pp, 61860:155- 
61 860’ 166 

“9204210136 Commenl on proposed rules 10CFR2, 19, 20, 30, 31.32.34.35.39,40, 50,01 & 
70 ra stds for protoclion against radiation. 

POLICH,J Affiliation Not Asaignod 50FR51992 00789, 86/10/22 Oockoling 4 Serv- 
ices Bra nc h 1 p 6 1 860 . 1 07-6 1 B 60 1 87 

“9204210144 Commenl on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation 

OC(3NNOR,A International Association of Machinists & Aerospace Workers 
50FR51992 00790, 86/10/31 Office of the Secrelary of the Commission, 5pp 
61860188 61860 192, 

“9204210182 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34,3 5, 39,40, 50,61 & 
70 ro slds for prolecflon agalnsl radiation 

KILLAR.FM, Middle South Service, Inc BOFR5ie02 00701. 86/11/07. Office of Iho 
Secretary of the Commission 4pp. G1G60 103 61060.242 


“9204210276 Comment on proposed rules 10CFR2,19,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for proloctiori against radiation 

VILLFOHTH.JC Food & Drug Admmislratior^ 50FR5 1992 00797 86/11/13 Office of 
Iho Secretary of the Commission 13pp 61860 243-61 060 255 

"9204210300 Commenl on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40. 50,61 & 
70 re stds for protection against radiation 

DALTROFF.SL Philadelphia Electric Co 50FR51992 00798 86/11/13 Office ofthe 
Secrelary of the Commission Gpp 61860 256 61860 260 

“9204210315 Comment on proposed rules 10CFfl2, 19,20.30,31,32.34.35.39.40, 50.61 & 
/O re slds for protection against radiation 

MORAWETZ.JS International Molders & Allied Workers Union 50FR61992 00800 
66/11/04 BECKJORD.E Office of Nuclear Regulatory Research (Posl 800720) Ip 
61860 201-61860 261 

“9204210321 Commenl on proposed rules 10CFR2. 19,20,30,31,32,34,35.39,40, 50,61 & 
70 re stds for protoclion against radiation 

LEVINE,J International Moldars & Allied Workers Union 50rn51992 00801 86/11/ 
05 BECKJORD.E Office of Nuclear Regulatory Research (Post 860720) Ip. 
61060 262-61860 262 

“9204210328 Comment on proposed rules 10CFH2, 19,20,30, 31 .32,34.35,39,40. 50,61 & 
70 re slds lor protection against radiation 

MANN.EM Affiliation Not Assigned 56FR23360 00802 86/11/16 Office of the Sec- 
retary of Ihe Commission Ip 61860 263 61860 311 

“9204220116 Forwards draft 10CFn2O rov for Info Comments provided based on review 
of rev 

GRIMSLEY.DH Office of Administration (Pro 870413) AA3G-2 80/01/14 
MORRIS.B. Division of Regulatory Applications (860720-070413) 2pp 61045 315- 
61845 316 

“9204220186 Forwards comments on proposed 10CFR20 revs 
MARTINJT Region 1 (Posl 820201) AA38 2 88/01/26 MORRIS.B Division of Reg- 
ulatory Applications (060720 070413) lOpp 61845 317-61046 325 

“9204220207 Responds to 871211 request for review, comm ant & concurrence for draff 
10CFR20 final rule 

HIND.JA Region 3 (Post 820201) 56FR23360 88/01/22 MORRIS.B M Division ol 
Regulatory Applications (860720-070413) 1 1 pp 61845 326-61845 330 

“■9204220227 Recommends that draft 10CFR20 be given lo Ofc of Enforcement for 
review & consideration of developing enforcement strategies 
SCARANO.RA. Rogion 6 (Post 620201) AA38 2 80/01/15 MORRIS.B Division of 
Regulatory Applications (Post 870413) 4pp 61845 342-61845 345 

“9204220246 Forwards comments from stale of mdiana on div review of draft 10CFR20 
rov 

NUSSBAUMER.D A Assistant Director for Stale Agreements Program AA38-2 88/ 
01/28 MORRIS.B Division of Regulatory Applications (86(3720-870413) 1p 
61845 346 61845 346 

“9204230009 Comments on ALARA roqulroments for Importance in sys of radiation pro- 
loclion 

DVOnAK,V Indiana, State of AA38-2 88/01/21 NUSSBAUMER.D A NRC ■ No De- 
lailod Affiliation Given Ip. 61845 347-61845 347 

“9204230014 Forwards States of Colorado & Wisconsin comments on review of draft 
10CFR20 rev 

NUSSBAUMER.D A Assistant Director for Stale Agreements Program /W\3B-2 00/ 
01/25 MORRIS.B. Division of Regulatory Applications (Post 870413) Ip 61845 346- 
61046 348. 

“9204230027 Confirms earlier conversation re comments on draft rev of 10CFR20 dtd 
671200 

HAZLe.AJ Colorado. Stale of AA30.2 88/01/14 NUSSBAUMER.D A Assistanl Di- 
rector for State Agreements Program Ip. 61845 349 61845 349 

“9204230030 Provides commonls re draft 10CFR20 rev Section 20 1 1 01 records should 
require thal units be reported in both special units & SI units 
BUNQE.MC Wisconsin. State of AA38.2 88/01/14 NUSSBAUMER.D Commission- 
ers (Posl 750119) Ip 61845’350 61845 350 

“9204230038 Discusses review of draft of revised 10CFR20 w/ understanding that rule 
Will ovenlually bo promulgated 

LOYSEN.P Fuel Cycle Safety Branch AA38-2, 88/01/15 COOL.D, Office of Nuclear 
Material Safety & Safeguards 4pp 61845.361 01845 354 

“920423004B Commonls on rov of 10CFR20 In response to 871 211 request. 

BANGART.RL Redon 4 (Posl 820201) AA3a-2. 88/01/20 MORRIS.B Division of 
Regulatory Applications (Posl 870413) 5pp 61845 337 61845 341 

“9204230087 Forwards Comments concerning final 10CFR20 revised rule. 

GEORQE.D Army. Dept. of. AA38-2 86/01/10 PETERSON, H. Commissioners (Post 
7501 19). 4pp, 61845 355-61845 358 

“9204230092 Forwards comments on proposed rulemaking re notification of Incidents 
CUNNINGHAM, R E Division of fndustnal & Medical Nuclear Safety (Post 870729) 
AA3a-2 88/01/13. MORRIS.B M Division of Regufatory Applications (Posl 870413) 
15pp. 61845 350-61646 041 

“9204230124 Commenl on proposed rules 10CFR2,1 0,20. 30, 3 1,32, 34.35, 39,40, 60,61 8 
70 re stds for protection against radiation Opposes rule 

GREQORY.R D Affiliation Not Assigned 86/05/05 Docketing & Services Branch. 1 p 
61860 312-61860 312 

“9204230130 Commonl on proposed rules 10CFR2, 19, 20,30.31.32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

SORENSEN, G C Washington Public Power Supply System. AA3B-2 86/06/09 Office 
of the Secretary of the Commission 3pp 61 060,334-6 1660 ‘3 36 

“9204230137 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35.39,40. 50,61 & 
70 re stds for protection agalnsl radiation Opposes rule 

ROSINE.D Affiliation Not Assigned 86/05/05 Docketing & Services Branch. 1p 
61860 313-61860.313. 
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-^204230140 Comment on proposed rotos 1 0CFR2, 19.20.30.31,32, 34, 3&, 39.40, 50.6’l & 
70 ro stds for protGction against radiation 

BASKIN. K P Soulhorn California Edison Go AA38 2 06/05/12 Docketing & Services 
Brancli 28pp 61Q61 030 61G61 057 


-9204230271 Comment on proposed rules 10CFR2.19,20, 30, 3 1,32,34,35,39,40. 50,61 & 
70 re sids for proteciion against radiation 

WRENN.ME Alfiliation Not Assigned AA30-2 86/05/08 Oockoling & Services 
Branch D7pp 61861 O06 61B61 172 


•■9204230149 Comment on proposed rules 10CFR2, 19, 20, 30.3 1.32.34,35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

ALKINS.CL Peace Education Center 86/05/07 Office of tfio Seorolary of the Com 
mission 1p 61880 314*61860 314 


*9204230277 Comment on proposed rules 10CFR2, 19,20,30, 31 .32.34,35,39,40. 50,61 & 
70 ro aids for protection against radiation Opposes rule 

STflATTON.K Affiliation Not Assigned 86/05/12 NRC - No Detailed Affiliation Given 
Ip 61860 330 61060 330 


-9204230156 Comment on proposed rules 10CFR2.19, 20.30.3 1.32.34,35,39.40, 50,61 $ 
70 ro stds for protection against radiation 

THOMPSON.FC National Association of Radiation Survivors AA3B2 86/05/08 
Office of the Secretary of Iho Commission 4pp 61860 337*61860 340 

-9204230162 Comment on proposed rotes 10CrR2, 19, 20, 30, 3 1,32,34,35,39,40. 50.61 a 
70 re stds for protection against radiation 

CADENA,DG Southwest Research Institute 86/05/05 Dockoting & Services Branch 
3pp 61860 315 61860317 

-9204230171 Comment on proposed rules 10CFR2, 19,20,30, 3 1.32,34.35.39.40. 50,61 8 
70 re slds for prelection against radiation 

• Middle South Services, Inc AA38 2 86/05/07 Docketing & Services Granch 5pp 
61861 058 61861 062 

-9204230180 Comment on proposed rules 10CFR2, 19,20,30, 3 1.32, 34, 35, 39, 40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

ZELLER, T Sassatras Audubon Society AA30 2 86/05/08 Office of the Secretory of 
the Commission Ip 61860 34161860 341 

-9204230181 Comment on proposed rules 10CFR2, 10,20,30,31.32.34,35,39,40. 50,61 & 
70 re stds (or protection against radiation 

MASSE.F Massachusotls Institute of Technology, Cambridgo, MA AA30-2 86/05/09 
Docketing & Services Branch Cpp 61861 063 61661 068 

-9204230185 Comment on proposed rules 10CFR2, 19,20 ,30 ,3 1,32,34, 35.3 9, 40, 50.61 & 
70 re stds for protection against radiation 

SULIMA.J K Affiliation Not Assigned AA30 2 86/05/03 Office of the Secretary of 
the Commission 4pp G1860 342 61060 345 

-9204230107 Comment on proposed rules 10CFR2. 19,20 ,30 .3 1,32.34,35, 3 9, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

• Affiliation Not Assigned AA30 2 06/03/27 NRC - No Dotadod Affifialion Gtvon 
6pp 61061 069 61061 074 

-9204230190 Comment on proposed rules 10CFR2. 19, 20 .30 ,3 1,32,34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

• Affilialion Not Assigned AA36 2 86/05/07 Oockoling & Services Branch Ip 
61660 346 61660 346 

-9204230190 Comment on proposed rules 10CFR2. 19,20.38.3 1,32, 34, 35, 39, 40, 50,61 S 
70 re slds for proloclion against radiation Supports rulo 

SCOTT, LM Louisiana State Univ . Baton Rougo, LA AA3B-2 86/05/00 Oockoling & 
Services Branch 2pp 61060 347 61860 348 

- 9204230214 Commonl on proposed rules 10Crn2, 19.20, 30.3 1,32, 34, 35, 3 9.40, 50,61 6 
70 ro slds for protection against radiation 

RAO.P S University Hosps of Cleveland, Clovolond, 01 1 06/05/07 Offica o1 the Sec* 
rotary of the Commission 2pp 61060 310 61860 319 

-9204230217 Commonl on proposed rules 10CFR2, 19,2 0,30, 3 1.32.34, 35,3 9,40, 50,61 & 
70 re stds for protection against radiation 

ABRAHAMSON.S Wisconsin, Stale of 06/05/07 Dockoling & Services Branch 2pp 
61860 320 61860 321 

-9204230219 Commonl on proposed rules 10CFR2, 19, 20, 30, 3 1.32.34.35,30, 40. 50,61 & 
70 re stds for protection against radiation 

RADCLIFFE.T J Radcliffo Tochnical Service 86/05/07 Dockoling A Sorvlcos Branch 
2pp 61860 322*61860 323 

-9204230222 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32,34.35, 30, 40, 50,61 & 
70 ro slds for protection against radiation 

HOBBS.T G Affiliation Not Assigned 86/05/08 Docketing a Sorvicos tJranch 3pp 
61860 324 61860 326 

-9204230230 Comment on proposed rules 10CFR2, 1 9, 20, 3 8, 3 1,32, 34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

MACNULTY.J J Citlzons Energy Council 06/04/28 Office of the Socrolary of the 
Commission Ip 61860 327 61860 327 

-9204230234 Commonl on proposed rules 10CFR2, 19, 20,30,3 1,32, 34,35,39, 40, 50.61 & 
70 ro Bids for protection against radiation Opposes rulo 

SHOQP.M Sierra Club 86/05/06 Office of the Socrolary of iho Commission Ip. 
61860 328 61060 320 

-9204230237 Comment on proposed rules lOCFRa, 19,20.3 0.3 1.32,34.36.39.40, 50.61 & 
70 re stds for protection against radiation 

SKOLNICK.F Susquehanna Valley Alliance, Lancaster, PA AA3Q-2 06/04/20 NRC - 
No Detailed Affiliation Given 2pp 61860 349 61060 350 

-9204230239 Comment on proposed rules 10CFn2,1 0,80, 30, 01, 32. 34,35,39.40, 50.61 & 
70 ro stds for proloclion against radiation Opposes rulo 

BREY.H L Public Service Co of Colorado GL 83 28 06/05/07 Oockoling A Services 
Branch 11pp 61861 075 61061 005 

-9204230245 Comment on proposed rules 1QCFR2, 19,20, 30,3 1,32, 34,35,39.40, 50,61 & 
70 re slds for protoction against radiotion Supports rulo, 

NORTH, OL Miriam Hosp., Providence, Rl AA3a2 86/05/09 Offico of the Socrolary 
of the Commission 2pp 61860 351*61860 352 

-9204230254 Comment on proposed rufos 10CFR2,1 0,2 0,30.3 1,32, 34,35.39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rulo 

MADISON, K Orange County Alliance for Survival 66/05/07 Docketing 6 Services 
Branch Ip 61860 329 61860 329 

-9204230260 Commonl on proposed rules 10CFR2. 19.2 0.30.3 1,32, 34.05.39,40. 50,61 & 
70 ro slds for proteciion against radiation 

BLACK, R E Sinnl Samaritan Medical Center, Milwaukee, Wl (formerly Mt Sinai Medi- 
cal Center AA38*2 86/05/08 Office of the Socrolary of the Commission 2pp 
61860 353 61860 354 


*9294230280 Commenl on proposed rules 10CFR2, 19.20 30,31 32.34,35,39,40, 50,61 A 
70 re slds for protection against radiation 

nOHRIG.N Drookhaver» National Laboratory AA3B-2 86/05/08 Olfico of the Secre 
tary ot Iho Cornmission 5pp 61860 355 61860 359 

•9204230282 Comment on proposed rules 10CFR2.19,20, 30, 31. 32.34.35, 39.40, 50,61 A 
70 re slds for proteciion against radiation Opposes rule 

FISCHER, AM Aflihation Not Assigned 86/05/06 Docketing A Services Branch Ip 
61860 331 61860 331 


-9294230283 Comment oni proposed rules 10CFR2, 19, 20, 30, 3 1.32, 34, 35, 39, 40, 50,61 A 
70 re stdB for protection against radiation Opposes rule 

FOX.S H Affiliation Not Assigned AA38 2 66/05/09 Docketing & Services Branch 
ipp 61B61 173 61861 173 

-9204230292 Commonl On proposed lulos lOGFfl 2. 19. 20. 30. 3 1.32. 34.35. 3 9.40. 50,61 A 
70 ro stds for protection against radiation Opposes rule 

JACOBSON. N Affiliation Not Assigned AA36*2 86/05/08 Ofteco of the Secretary of 
Iho Commission 2pp 61860 360 61860 362 


-9204230293 Commenl on proposed rules 10CFR2, 19, 20, 30, 31,32, 34,35, 39, 40, 50.61 A 
70 ro stds for protection against radiation Opposes rulo 

BUnWS.LR Affiliation Not Assigned 36/05/12 NRC No Detailed Affifialion Given 
2pp 61060332 61860 333 

-9204230295 Commonl on proposed rules t0CFR2.19.20, 30.31,32, 34, 35, 39, 40, 5061 A 
70 #0 slds for protection against radiation Opposes rule 

QUIGG.C Illinois Sato Energy Alliance AA3B-2 86/05/09 Ollica af IhQ Secretary of 
Iho Commission 5pp 81661 001*61061 005 

-9204230290 Commci^l on proposed rules 10CFR2, 19, 20,30, 3 1,3 2,34^35,39, 49, 50,61 A 
70 ro stds for protection against radiation 

SALSSUHY.WC Affilialion Not Assigned AA30-2 66/05/ 13 Dockotmg 8 Soivicos 
Branch lOpp 61061 174 61061 183 

-9204230306 Comment ors proposed rules 10CFR2, 19.20.30.31 32.34,35,39.40, 50,61 A 
70 ro stds for protection against radiation 

SPRINGER, T J Mt>di Physics. Inc AA38-2 86/0 5/OB Dockoiing A Sorvicos Branch 
2pp 61861 184 61061 105 

-9204230316 Commonl on proposed rules 10CFR2, 19,20,30.31,32,34.35,39,40, 5061 & 
70 ro stds for protection against radiation Supports rule 

VETTER, RJ Mayo Clinic, nochostor, MN AA30-2 06/05/07 Office of the Secretary 
of the Commission 3pp 61861 006 61G61 000 


■9204230322 Comment on proposod rules 10CFH2,1 0,20, 30, 31, 32,34,35, 39, 40, 50,61 A 
70 re slds for proleclion against rodtalton Opposes rule 

W ESC HER, D Affilialion Not Assigned AA3B 2 86/05/07 Docketing 8 Services 
Branch Ipp 61861 186 61861 186 


-9204230324 Commenl on proposed rutos 10CFR2, 19.28,30,31,32,34,35,39.40, 50,61 & 
70 ro slds for protection against radiation ^ ^ 

KEISER.HW Pennsylvania Power A Light Co AA38 2 86/05/00 CHILK,SJ Olfico 
of Iho Socrolary of the Commission 4pp 61861 009*61861 012 

-9204230326 Comment on proposed rulos 10CFR2, 10,20,30.31,32,34,35.39,40, 50,61 A 
70 ro stds for proloclion again si radiation Opposes rulo 

PLATOV.M Affiliation No! Assigned AA38*2 86/05/04 Ofbco of Iho Secretary of Iho 
Commission Ipp 61861 107 61861 1B7 


'9204230320 Comment on proposed rulos 10CFR2,1 9.20,30,31,32,34,35,39,40, 50,61 A 
70 ro sWs lof pmlQCtion against radial ion 

GeIgeR.WS Affilialion Not /VssiQriGd AA38-2 66/05/09 OificQ of the Socrelary of 
the Commission 3pp 6106101361661015 


-9204230330 Commonl on proposed rtlos 10CFR2,19.20, 30 ,31, 32,34, 35, 39,40, 50,61 
70 ro slds for proloclion against radiation Opposes rulo 

MURPHY WP Vermont Yankee Nuefoar Power Corp AA38*2 86/05/09 Docketing 
Sorvicos Branch 2pp 61B61 lOQ 61GG1 109 


A 

A 


“9204230331 Comment on proposed rulos 10CFR2, 19, 20, 30,31,32, 34, 35,39,40. 60,61 A 
70 re stds lor protection against radiation Opposes rulo , „ 

FAY.C W Wisconsin Etoctric Power Co NRG 86 39 06/05/08 Office of the Socrotary 
of the Commissior> 7pp 6IB61 016-61861 022 


-9204230337 Comment on proposed rules 1 0CFR2, 19, 2 0,30. 3 1,32, 3 4. 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Supports rule , 

EDELMAN.MR Clovotand Electric Illuminating Co AACfl 2 86/05/08 CHILK,SJ 
Oflico of the Socrotary of Iho Commission 7pp 61661 023 61661 029 

-9204230330 Comment on proposed rules 10CFR2,19,20,30,3 1.32,34,35 39,40, 50,61 A 
70 re stds for proloclion against radiation , , 

DRUM.DE Origham A Women's Hosp, Boston. MA AA3B*2 86/05/12 Oocketing A 
Sorvicos Branch 6pp 61861 190*61861 195 

-9204240008 Oiscuases roquiaiory guides anticipaled for implementing ^0CFR20 rev 
PETERSON H Radiation Protoclkon A Health Etfecis Branch 5QFR23360 88/01/23 
MERWIN.S BatlollG Memorial Inshtii to. Pacific Northwest Laboralory Zpp 61846042* 
61846 043 


—9204240012 Forwards commor>t5 on draft 10CFR20 rev Cemmonis limited to only now 
commonls resullani from review of current draft 

STOHR.JP- OJfico of Nuclear Material Safely A Saleguards AAGB 2 88/01/28 
MORRIS, 8 Division of Rogulatory ApplLcations (Post 070413) Qpp 61046044 
61846 051 
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-a2O4240l64 Comment on proposed rules 10CFR2,1&, 20 ,30.31, 32.34, 35,39 40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

WALHOUT.J Rockford CoJIogo, Rockford. |L AA3e'2 86/06/12 Dockoirno & Serv- 
ices Branch Ip 61861 250 61061 250 

-3204240170 Comrnent on proposed rulos 10CFH2, 19.20, 30, 3 1,32,34.35*39.40, 50.61 & 
70 re sids for protection against radiation 

UNDRUM.RE Af/iliatton Not Assigned AA38 2 66/05/14 PALLADINO Commis- 
sioners (Post 7501 19) 6pp 61862 038 61862 043 

-9204240171 Forwards requested tabulations re radionticlidos o1 ICHP-30 sorted bv In* 
creasing AU or DAC 10CrR20 update 

ECKERMAN.KF Oak Ridge National Laboratory AA3B 2 BB/05/19 PETEftSON.MT 
OlfIcQ of Nuclear Regulatory Rosoarch (Post 860720). 60pp 61646254 61846317 

-9204240172 Comment on proposed rules 10CFR2. 19.20,30.31,32,34,35.39.40. 50,61 & 
70 ro aids tor protection againsl radiation Opposes rule 

ByE,M Cenlraf Bucks Clean Energy Colleciive. Doylestown, PA AA38-2 06/04/28 
Of lice of the Secretary ot ttio Commission Ip 61861 251 -61 801 "251 

-9204240174 Comment on proposed rulos 10CFR2, 19,20,30, 3 1,92, 34.35, 39,40. 50.61 & 
70 re stds for protoclion againsl radiation 

KOESTER.G L Kansas Gas & Eloclric Co AA38-2 80/05/12 Office of the Socrolary 
of the Commission 12pp 61862 044*61862 065 

-9204240175 Commonl on proposed rules 10CFR2, 19, 20, 36, 3 1,32, 34.35, 3 9,40, 50,61 & 
70 fB sWa for ptoloolvon agalnat radlaWon, 

WUSOUNO.SV Affiliation Not Assigned AA38*2 06/06/02 Docketing ^ Services 
Branch 2pp 61062 064-61862.065 

-9204240176 Comment on proposed rules 10CFR2. 19,20,30*31,32,34,35,39,40. 60,61 & 
70 ro stds for protection against radiation Opposes rule. 

PLEASONTON.A K Affiliation Not Assigned AA3Q.2 G6/05/1 1 Docketing 8i Soivicos 
Branch lpp 61Q61 262 61861 252 

'*9264240179 Forwards most recent revs to final Part 20 rule for dolerminfliion of Inoor* 
porallon by ref for transmittal for Ofc of FR for publication 

PETERSON.HT Division of Reactor Accident Analysis <‘870413 080716) 5GFR23360 
86/03/31 WIGQINGTON.S Office of Administration (Post 890205) 6epp 61847, 210- 
Q1847.276 

-9204240104 Comment on proposed rulos 10CFR2, 19, 20,36, 3 1.32,34,35.3 0.40, 50,81 & 
70 re stds for protection against radlalion Opposes rule 

LEESMAN,St Affiliation Not Assigned AA38 2 88/05/12. Dockolfna & Services 
arench lpp 81061 263 61601 253 

-9204240166 Comment on proposed rulos 10CFR2,1G.20,00,3j,32,34,96,39,40, 50,61 & 
70 re stds for protection against radiation 

VILLA, R General Eloclric Co AA98*2 86/05/19 Office of tho Secretary of the Com 
mission 3pp 61062,057 61662 059 

-9204240191 Reguosis review A response olther confirming appropriateness of cross 
reforoncos or Indicating correction needed ro revised draft 10CFR20, *'Std tor Proloc- 
lion Against Rodialioh " 

GRIWSLEY.DH Division of Rulos & Records (670413 880514), 56FR23360 08/04/ 
13 GinARD,M National Archives & Records Arfmlnlelraifon 2pp 61647 276- 
81647.277 

-9204240195 Comment on proposed rulos 10CFB2, 19, 20.3 0,3 1,32,34.35,39,40, 66,61 & 
70 fe stds for protection against radlalion 

CLARE. W Wisconsin, Slate of AA38 2 66/05/09 CHfLK.S, Office of Iho Secretary 
Of Iho Commission Ip 61861:254*61661 264. 

-9204240200 Advises that cross roforence ro final rule revising 10CFR20, 
20 301 ,20 704 & 20 906 meols roquiromonts of iCFR21 21<[c)(3) & approprfato fo-r lr> 
elusion In ne)(t text of fmal rulo 

GIRARD.M National Archives & Records Administration 66Fn233Q0 80/04/20 
GniMSLEY.DH Division of Rules & Records (870413 680514) Ip 61647 270 
81647 278 

-9204240201 Comment on proposed rulos tOCFR2, 19,20, 30, 3 1,32, 34,35.39, 40, 60,61 & 
70 re stds for protection against radiation. 

ZIMMERMAN.SR Carolina Power & Light Co AA38*2 86/06/06. CHILK.S J Office 
of ttio Socrolary of tho Commission Opp 61062 066 61862 074. 

-9204240205 Copfimonl on proposed rulos 10CFR2,19,20,30.31,32.34,35,39,40, 50,61 & 
70 re stds for protoclion against radial ion. Opposes rule 

STEWART.J Affiliation Not Asafgned AA38-2. 06/05/11. NRC - No Detailed AlfiK 
fl lion Given Ip 6 180 1.255*6 180 1-256 

-9204240206 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,30,40, 50,61 & 
70 re stds for protection against radiation 

MCKNtQHT.J.L Affiliation Not Assigned AA36 2 86/06/13 Office of the Secretary of 
tho Commission Ip 61862.060*81862.060. 

-9204240212 Comments on final revision to 10CFR20Markod*iip apps ro rogofalion 
consistent w/diroclion of agency protection factors for respirators quantitfoa of ll- 
canaod mall requiring labellno end, 

Lll:aEaMAN.J Ofc of Enforcement (Post 870413). 56FR23360 88/04/ 14. 

MORRIS, B. Division of Regulatory Applications (Post 870413). 2pp. 61847*279- 
61047.280 

-9204240214 Commonl on proposed rules 10CFR2,1 9,20,3 0,31 ,32,34.35,39 .40, 60,61 & 
70 re stds for protection against radial ion .Opposes rule 

SLAYMAKERJ P. Affiliation Not Assigned. AA38*2 86/05/15 NRC - No Delailed At- 
fJllation Given, ip 61861 266-61861.266. 

-9204240223 Concurs In Issuance of NRC*0524 to reflect changes In responsibilities 
that resulted from NRG roorganizallon.Note should be added to remarks seclioA to 
(ndicate that t0CFB20 undergoing rev. 

BURDA,AJ. Program ManagemontL Policy Development & Analysis Staff (Poai 
870411) 66FR23360. 88/04/26 MASON.E. Office of Information Resources Manage 
merit (Post 890205). Ip. 61647 281-61847 281 

—9204240224 Comment on proposed rufes 10CFR2J 9,20,30*31, 32,34, 35,30, 40, 60,81 & 
70 re side tor protection against radiation Opposes rule 

HOCKER.GL WtWlatlon ftot Assigned, AA3Q.2, 86/05/09 Office of tho Secretary of 
the Commission 2pp 61862 080^61862 090 


-9204240225 Comment on proposed rules 10CFR2* 19.20.3 0.31, 32, 34, 3 5.39,40, 50.61 & 
70 re stds lor protection agarnst radmllon Opposes rule 

* AfNiation Not Assigned AA3B 2 86/05/11 Dockalina 8 Services Branch 2pp 
61881 257 61861 258 

-9204240231 Comment on proposed rules 10CFR2. 19,20,30.31,32,34.35,39,40, 50,61 & 
70 re stds for protoclion against radJatlon Supports rule 

SIE0ERT,GW Oefonsa, Dept of AA30-2 86/05/09 Dockelinfl & Services Branch 
8pp 61861 2S9-61>861 266 

-9204240237 Comment on proposed rufes 10CFR2. 19,20,30, 3 1,32,34,35,39.40, 50,61 S 
70 re stds for protection against radiation Opposes rulo 

FRISCO,DC Coalition for Nuclear Power Rant Postponoment AA38-2 86/05/12 
NRC * Ne Data lied Amhalion Given 2pp 61861 287-61861 268 

-9204240270 Comment on proposed rules 10CFR2, 10.20, 30.31,32.34.35*39.40. 60,61 & 
70 re stds for protoclion against radiation 

0ORCH£RT,HR Nebraska. State of AA30-2 86/05/15 Office of the Secretary of 
the Commission 2pp 61862 092 61862 093 

-9204240278 Comment on proposed rules 10CFR2, 19. 20.3 0.3 1.32, 34.35.30, 40. 60,61 & 
70 le aids foi prolec-ttcin against radiation Opposes rulo 

ARWSBERGER,M M Affiliation Not Assigned AA33 2 86/08/27. Docketing & Serv 
toes Branch Ip 61862 1 1 1 61662 1 1 1 

-9204240284 Commonl on proposed rules 10CFR2, 19,20.30.31,32,34,36.30.4(3, 50,61 & 
70 re stds for protecHon against radiation 

WISENBURG.M R Houston Lighting & Power Co AA38 2 86/05/16 Dockoling & 
Services Branch 4pp 61662 094 61882097 

-9204240287 Comment on proposed rules 10CFR2. 19, 20,30, 31. 32, 34.35,39, 40, 50.61 A 
70 re aids for protection against radiation Opposes rule 

• Affilfation Not Asaignod AA38 2 B6/0B/30 Docketing A Services Branch Ip 
61062 112*61862 112 

-9204240290 Comments on draft regulatory analysis tor revJston ot lOCFfl 20 Suggests 
that changes to discounting errors nave no significant bearing relating to analysis 
nrOfTERB Regulation Dqvotopmsnl Branch 56FR23O0O §8/04/29 PETERSON, H 
Radiairon Prolocifon & Kealtfi Efiecls Branch, 4pp ei047’2O2*61B47 285 

-9204240291 Corriiment on proposed rulos 10CFR 2, 19, 20.3 0,3 1.3 2, 34 ,3 5, 39,40. 50,61 & 
70 re stds tor protection against radiation Opposes rule 

JCNKfNS.E J Affillallo/) Nol Assigned AA5e*2 02/02/25 NRC - No Detailed Affilr 
alron Given 3pp 61862 075 61662 077 

-9204240202 Comment on proposed rules 10CFR 2, 19, 20 ,3 0,3 1,32*3 4, 35 ,9 9,40. 50,61 & 
70 ro stds for protection againsl radiallon Opposoa rule 

SCHRADER*D Affiliation Not Asslgnod AAaa 2 06/08/30 Docketing & Services 
Bronch 2pp 61D62 113*61662 114 

-0204240294 Comment on proposed rulo^ 10CFR 2, 10, 20,30. 3 1,32,3 4, 3 5,39 ,40. 50,61 & 
70 re slds for proloction against radiallon 

HARSHAW.F Affiliation Not Assigned AA3B-2 06/06/12. Office of iho Secretary of 
tho Commission Opp 61662 090*01802:100 

-9204240296 Commonl on proposed rales 1 0CFR2, 19, 20, 30, 3 1,92,34,35,3 9, 40, 60,61 & 
70 re stds tor protection against radiaCfpn 

MCNEES,JL Health Physics Society. AA3a 2 86/05/07 Office of the Socrolary of 
tho Commission, 2pp 61062 101 61062 102 

-9204240298 Comment on propoaod rulos IOCFRS.1 0,20,30.3 1.32,34,35,30.40, 50,61 & 
70 ro stds for protection against radiation Supports rulo 

FOWLER*SL WR. Grace A Co AA38.2 06/02/14 ALEXANDER Division of Radi- 
ation Programs A Earth Sciences (840420 660720) Opp 61862.078-61862.007. 

-9204240300 Comment Oft proposed rulos 10CFH2, 19.20.30,31,32,34,35*39.40, 60,61 & 
70 to sida for protection against radiation Opposes rule 

QUGQ.C, Illinois Safe Energy Alliance AA3a*2 86/05/15 Office of the Secrotary of 
the Commission 3pp 61062 103*61862.105 

-9204240301 Forwards final draft rapt re regulatpry analysis for revision of 10CFR20 tor 
comments Advises that distribution is limited because draft has nol received approvals 
Ih/ough formal clearance procoss, 

MERWIN.SE Batlolle Memorial Instituto, Pacific Northwest Laboratory 56FR23360 
80/05/17 PETERSON*HT. Radlalion Protection & Health Effects Branch 113pp. 
61047*280 61040035. 

-9204240303 Commont on proposed rulos 10CFR 2. 10*20.30,31.32,34.35,39.40, 50,61 & 
70 10 stds for proteeWon against radiation 

SLATEN.M.G* Union Efoclrio Co AA3fl'2. 06/05/12, Dockoling & Services Branch 
app 01862.106*61862 107, 

-9204240308 Common! on proposed futos 10CFfl2. 10*20.30,31.32,34.35,39,40. 50,61 & 
70 ro aids tor protection against radiation Supports rulo 

chandler, S Affilialfon Nol Assigned AA36-2 66/05/13 Docketing & Services 
Branch. lp 81862 088-64862.086. 

-9204240311 Comment on propoaod rulos 10CFR 2. 10,20.30. 3 1,32,34.35, 3 0.40. 50,61 & 
70 re Btda tor protoclion against radiation Opposes rulo. 

HARMON, B, Anli-Vivisecilon Society of America, fnc. AA38 2. 86/09/02 Docketing & 
Servicos Branch Ip. 81862: 116-61C62J 15 

-9204240310 Commonl on proposed rufes 10CFR 2, 19.20, 3 0,3 1,32,34, 35,39*40, 60,61 & 
70 ro stds tor protection against radlntlon Opposss rule 

MCGUiRE,C.B, Affiliallon Not Assigned, AA38-2 86/09/02 Office of Iho Secretary of 
the Commisston. lpp 81862 1 16*61802 1 16 

-9204240323 Corntpenl on proposed rules 10CFR2.1 9,20,30,31,32,34.35.39.40, 68,61 & 
70 ro stds lor nrotoction against radration Opposes niio. 

O’SULLIVAN, E, Affillallon Not Assigned. AA3a*2 06/00/30. Dockoling 8 Services 
Branch 1 pp, Q 1 7-61862’1 17 

-9204240327 Comment on proposed rules lOCFRa, 19,20.30,31,32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation. 

CHEN.Sy. Catepan Cofp. (subs. Arvin Induslnea/Frankiin Research Cantor), AA38-2 
06/05/14 Office of the Secretory of the Commission 2pp 61862.100 61662.100. 
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•'9204240331 Corrmnent on proposed rules tOCFR2,19,20,30,3l,32.34,35,39'.40, 50,61 & 
70 re aids (or protection against radiation Opposes rnlo 

MARKOFF.B Affiliation Not Asssgned AA3&2 66/05/14 NHC - No Detailed Affili- 
atJonGiven ip 61662 110 61862 1 10 

“9204270027 Comment on proposed rules 10CFR2, 19, 20,30,3 1*32,34,35.39,40, 50,61 & 
70 re slds far proteclion against radiation Opposes rtio 

GIlBERT.WV Affilialion Tiol Assigned AAOa 2. 66/08/28 Doc keif ng a Services 
Branch Ipp 61862118 61082 118 

--9204270093 Comment on proposed rules 10CFR2,19.20-,30,31 ,32,34,3 5,39,40. 50.61 &. 
70 re slds for protection against radiation Opposes rule 

LIENS,H Affiliation Not Assigned AA3a 2 66/09/01 NRG - No Dolailed Affilia1ior> 
Given Ipp 61862119 61862110 

“9204270038 Comment on proposed rules 1QCFR2, 19.20,30,31 ,32,34.35.39,40. 50.61 a 
70 re 9tds for prate ctlon against radiation Opposes rule 

VERPLANKE.Y Affiliation Not Assigned AA3a 2 66/08/28 Docketing & Services 
Branch ipp 61662120 61862120 

“9204270041 Comment on proposed nates 10 CFR 2 . 19,20,30,31,32,34.35.39.40, 60,61 & 
70 re aids for protection against radiation Opposes rule 

LA fORCE,N. El Cernlo Democratic Club, Ei Cerrito, CA AA38 2 60/05/09 Docket 
mg A Services Branch Ip 61862 146 61862 146 

“9204270044 Comment on proposed rules lOCFfl 2. 19, 20, 30. 3 1.3 2. 34 .35 .39.40, 50,61 & 
70 ro aids for protection against radiation Opposes rule 

MCtEOD.R Affiliation Not Assigned AA3a-2. 86/09/01 Docketing & Services 
Branch Ipp 61862121 61662 121 

“9204270048 Comment an proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 50.61 & 
70 re slds for protection against radiation Opposes rule 

RANDIS,M Aftiliation Not Assigned AA38-2 86/05/19 NRC • No Detaifed Affiliation 
Given 1p 6ia62‘147'61862 147 

“9204270053 Comment on proposed rules lOCFR 2.1 0.20,30,3 1,32,34,35.39. 40. 50,61 A 
70 re stds for protection against radiation Opposes rule. 

NELKENS.S Affiliation Not Assigned AA38-2 66/09/04 NRC - No Detailed Affiliation 
Given Ipp 61862 122'6te62J22 

“9204270057 Cominenl on proposed rules lOCFH 2, 19.20, 30, 3 1.32, 3 4. 35,39, 40, 50,61 & 
70 re stds for protection agafnst radiation Supports rule 

BliSH.TE Affiliation Not Assigned AA3B-2 66/05/13 Docketing & Services Branch 
Ip 61862148 61662140 

“9204270053 Forwards tabulations showing stochastic & nonstochashc ALI values from 
tCRP publication 30 

ECKERMAN.K F. Oak Ridge National Laboratory AA36'2 86/06/20. PETERSON.HT 
Office of Nuclear Regulaloiy Research (Post 660720) 4 Ipp 61849 072*61849 11 1 

1204270060 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

GOLEM AN.AD Affiliation Not Assigned /yV38*2 86/09/01. Docketing A Services 
Branch 1pp 61862 123 61062 1 23 

“9204270063 Comment on proposed rules 10CFR2,19,20.30,31,32,34,35.39,40, 50,61 & 
70 re slds for protection against radiation Supports rule 

SCOTT.CM Affiliation fiot Assigned AA3a'2 66/05/13 Docketing a Services 
Branch Ip 61662149 61662 149 

“9204270060 Comment on proposed rules 10CFR2, 19,20 ,30.31, 32,34, 3 5, 39, 40, 50,61 & 
70 re slds for protection aoainst radiation 

* Affiliation Not As sign 0 (J AA3a2 66/06/29 Docketing & Services Branch Ipp 
61662 124 61662 124. 

“9204270069 Comment on proposed rules lOCFRa, 19.20.30.31,32,34,35.39.40, 50,61 & 
70 re stds for protection against radfalion Supports rule 

KHERA.SS Affiiiation Not Assigned AA38 2 86/05/13 Office of the Secretary of (ha 
Commission Ip. 61 862 1 53 61662 153 

“9204270073 Commenlon proposed rules 10CFR 2, 19,20.30,3 1,3 2.34, 3 5.3 9.40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

MOTTOLA,P Arhlialion Not Assigned AA36'2, 86/00/31 Office of the Secretary of 
(he Commission 1pp 61662 125 61662 125 

“9204270074 Requests response to present a lien summary concerning dosimetry of rad 
bona marrow vs dosimetry of whole body” Perspective summary and. 

QUINN.DM. Consolidated Edison Co of New York. Inc 56FR2330O 67/06/26 
CONGEL.F NRC * No Detailed Affilialion Given 9pp, 61646 040 61848 043 

“9204270077 Informs lhat author loos forward to addressing Commission on proposed 
changes to 10CFR20 on 861 1 to Copy of prepared stalomont end 
WINSLOW,! P General Eloclric Co AASB-a 88/11/07, CHILK.SJ Office of Iho Sec* 
retary of the Com mission 23pp 61849 1 12*61849 134 

“9204270079 Commanl on proposed rules 1OCFR2,10.2O.3O.31.32,34,35.39.4O. 50,61 & 
70 re stds for protection against radiation Opposes rule. 

HAMILTON.LE Affiliation Not Assigned AA3fl-2 86/08/29 Docketing & Services 
Branch 1pp 61862 126*61862,126. 

“9204270064 Comment on proposed rules tOCFR2, 19,20,3 0.31 ,32,34,35,39.40. 60.61 & 
70 re slds for protection against radiation Opposes rule 

REICHARD.T Affiliation Not Assigned AA36-2, B6/09/02 Docketing & Services 
Branch Ipp 61 862 127 61662 127. 

“9204270096 Forwards.for review & concurrence, package for major Part 20 rev Final 
rule incorporates comments by NRC prograin & regional ofes & by interested states 
MORRIS, B M. Division of Regulatory Applications ^osl 870413), AA36-2 88/06/30 
MURLEY.TE Office of Nuclear Reactor Regulation., Director (Post 870411) 2pp 
61848 049 61848 050 

“9204270107 Commenlon proposed rules 10CFR 2, 19. 20.3 0.3 1,32.34, 3 5, 3 9. 40. 60,61 & 
70 re aids for protection against radiation Opposes rule, 

ORRIS.E F. Affiliation Nol Assigned. AA3e*2 66/09/05 Docketing & Services Branch 

Ipp 61662 128*61662 126 

“9204270111 Comment on proposed rules 10CFR2,19.20.30'.31.32.34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STANSFIELD,E Ecology Center of Southern California AA9B-2 86/05/15. Docketing 
& Services Branch 1 p 6 1 862 1 54 61 862:1 64 


“9204270114 Comment on proposed rules lOCFn2, 19, 20, 30, 31, 32, 34,35, 39. 40. 50,61 A 
70 ro slds for protection against radiation Opposes rule 

PAIS.G Affiliation Nol Assigned AA30 2 86/08/30 NRG - No Detailed Affiliation 
Given 3pp 61862 129*61862 131 

*•9204270120 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35. 39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

DOUGHERTY ,J C Affiliation Nol Assigned AA38 2 86/09/09 Docketing & Services 
Branch Ip 61862 155*61862 155 

“9204270121 Discusses application of backfit rule to Part 20 Rule may be applied as 
either adequate protection ejtcepUon of two cost benefit slds 

CROCKETT, S Office of the General Counbet (Post 860701) 56FR23360 08/07/ 12 
ROSZTOCZY.Z Office of Nuclear Regulatory Research (Post 860720) 2pp 
61840 051-61848 052 

“9204270128 Identities two areas re 10CFR20 that could benefit from further study One 
area Involves quantitative analysis of impact rev that would be conducted after rev 
pr omul gate d 

MERWIN.S E Batlolle Memorial Institute, Pacific Northwest Laboratory AA30*2 88/ 
11/09 PETERSON.HT Radiation Protection & Health Effects Branch 56pp 
61849 135-61860 012 

“9204270132 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAYFIELD. ML Affiliation Nol Assigned AA38*2 86/09/02 Docketing & Services 
Branch Ipp 61062 132*61862 132 

“9204270135 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32, 34, 35, 39, 40, 50,61 & 
70 re aids for proteclion agafnst radiation 

WEBER, N A Affiliation Not Assigned AA30 2 86/09/05 Docketing & Services 
Branch Ip 61662156 61862 156 

“9204270138 Comment on proposed rules 10CFR2,19,20,30.31,32,34,36 39,40, 50,61 S 
70 re stds for protection against radiation Opposes rule 

GRIFFIN.R Affiliation Not Assigned AA30-2 86/09/03 Docketing & Services Branch 
Ipp 61862 133*61862133 

“9204270142 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35.39,40, 50,61 & 
70 re slds for protection again sf radiation Opposes rule 

BYRUE, EG Affiliation Nol Assigned AA3B*2 86/09/09 Docketing & Sorvicea 
Branch Ip 61062 157*61862 157. 

“9204270143 Provides info re use of metric sys by Federal agencies per 15CFR19 
siatement policy, Melric Conversion Act of 1050 & amend of HR 1964 HR 1964 amend 
end 

BECKER, J Office of the General Counsel (Post 060701) 56FR23360 88/07/18. 
ALEXANDER, R Office of Nuclear Rogulalory Research (Post 860720) 6pp 
61848 053 61048 050 

“9204270145 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

DALAND.M E Affiliation Not Assigned /\A38 2 86/09/01 Dockoling & Services 
Branch Ipp 61862134 61062 134 

“9204270147 Comment on proposed rules 10CFn2. 19,20,30,3 1,32, 34, 35.39,40. 50,61 & 
70 re slds for protection against radiation 

MORSE, Ml Affiliation Not Assigned AA38*2 86/09/06 Docketing & Services 
Branch Ip 61B62 159 G1862 159 

“9204270149 Comment on proposed rules 10CFR2,19, 20,30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SWANSON, P A Affiliation Not Assigned AA36-2 86/09/04 NRC ■ No Detailed AHIII- 
ation Givon Ipp 61862 135 61862 135 

“9204270150 Comment on proposed rules 10 CFR 2 . 19,20.30,3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

DAUBITZ.P Affilialion Not Assigned AA38-2 86/09/05 Dockeling & Services 
Branch ip 61862 160 61862 160 

“9204270152 Comment on proposed rules 10 CFR 2 , 19, 20 , 30,3 1,32,34, 35,39,40, 50.61 S 
70 re stds for protection against radiation Opposes rule 

DOUGH ERTY.S Affiliation Nol Assigned AA3B-2 86/09/08 Docketing & Services 
Branch 1pp. 61562 136 61862 136 

“9204270155 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANSOM, R Affiliation Nol Assigned AA38-2 86/09/06 Docketing & Services 
Branch Ip 61862101 61862 161 

“9204270160 Forwards layouts for voluminous tables In 10CFR20,App B Samples 
should be forwarded to Ofc of FR to ensure proposed change format may he used In 
Part 20 rev FR notice 

PETERSON.HT Radiation Protection & Health Effects Branch AA38-2 88/07/22 
MEYER.D Regulatory Publications Branch 3pp 61848.059*61840 061 

“9204270163 Comment on proposed rules toCFR2, 19.20,30, 3 1,32,34,35,39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

BACHRACH.D Affiliation Nol Assigned, AA38 2 86/09/08 Docketing & Services 
Branch Ipp 61862 137-61862.137 

“9204270166 Comment on proposed rules 10CFR2, 10.20,30,31,32,34.35.39.40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

KOON.K Affilralion Not Assigned AA38*2 86/09/08 NRC - No Detailed Affiliation 
Given Ip 61862 162*61062 162 

“9204270168 Commanl on proposed rules 10 CFR 2 , 19, 20, 30.3 1,32, 34,35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

BROWN, NG Affriialion Not Assigned AA98*2 86/08/30 Docketing & Services 
Branch Ipp 61 BB2 138-61062 130 

“9204270169 Forward comments submitted to Secretary of Commission re stated pro 
posed rules 

BABNUW.E C. Molycorp. Inc AA38-2 86/05/05 ALEXANDER.R E Division of Radi* 
ation Programs & Earth Sciences (840429 860720) Ip 61862 273-61862 273 
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-9204270170 Commenl on proposed rules 10CFR2, 19,20, 30. 3 1.32, 34,35. a9,40^ 50.61 & 
70 re stds for protecdon against radiation Opposes ruto 

CRAIB.E Affiliation Nol Assigned AA38-2 06/09/07 Office of Ihe Secrolaiv of the 
Commission Ip 61662 163 61862 163 

-9204270174 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32, 34 ,35, 39. 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STEORTS.T Affiliation Not Assigned AA38 2 06/09/02 Docketing a Services 
Branch tpp 61062 139 61862 139 

-9204270177 Discusses recordkeoping costs associated w/rov of 10CFR20 a clarifies 
provisions of proposed rule which should bo classified as basic health, stds 
MORRIS.BM Division of Regulatory Applications (Post B704 13) 66FR23360 86/08/ 
05 JORDAN. E Committee to Review Generic Requirements 4pp 6184B062' 
61848 065 

-9204270181 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32.34, 35.39 .40, 50.61 a 
70 re stds for protection against radiation Opposes rule 

CROSSLEY.NA Affiliation Not Assigned AA38‘2 06/09/04 Docketing & Services 
Branch 1pp 61 B62 140 61862 140 

-9204270184 Concurs w/encl Part 2 re rules of practice provide d minor comments dis 
cussed w/H Peterson by E Flack incorporated Ofc of Enforcement has no position on 
Part 20 

LIEBERMAN.J OfC of Enforcement (Post 870413) 56FR23360 88/00/05 

MORRIS.BM Division of Regulatory Applications (Post 870413) 7pp 61848066 
61846 066 

-9204270186 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32.34.35, 39,40. 50,61 8 
70 re stds for protection against radiation Opposes rule 

WILSON, T A Molycorp. Inc AA38-2 06/05/01 Docketing & Services Branch 14pp 
61862 274-61862 287 

-9204270186 Comment on proposed rules lOCFRa, 19, 26, 30, 3 1*32, 34, 3 5.39,40, 50.61 8 
70 re stds for protection against radiation Opposes rule 

^ Affiliation Not Assigned AA30-2 06/09/08 NRC » No Dolailed AfliPiation Given 
Ipp 61862 141 61662141 

>-9204270192 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 3 4.36, 39. 40. 50.61 & 
70 rc stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA30-2 86/00/03 Office of this Secrotary of the Commis- 
sion Ipp 61862 142-61862 142 

-9204270193 Discusses new Part 20 8 backfit rule, per SECY-88 315 Back hi ruio violat- 
ed & must be suspended or exompted from if new Part 20 to go forward 
PARLER.WC Office of the General Counsel (Post 860701) AA3B-2 86/11/22 CUR- 
TISS Commissioners (Post 750119) 3pp 61850 013 61050 019 

•*9204270195 Forwards final draft root, ’'Regulatory Analysis for rovef tOCFR20 " Draft 
reflects comments by Battclle & Ofc of General Counsel 

MERWIN.S E Battollo Memorial Institute, Pacific Norlhwost Laboratory 56FR23360 
BO/08/10 PETERSON,! IT Radiation Protection & Health Effocts Branch 121pp. 
61840 067 61048 188 

-9204270200 Comment on proposed rules 10CFR2, 19.20,30.31.32,34,35,30.40, 50,61 & 
70 ro stds for protection against radiation 

WILLIAMS.n Richard WillFams Architecture AA30 2 86/05/05 ALEXANDER.R Divi- 
sion -of Radiation Programs & Earth Sciances (040429 860720) Ip 610G2.200- 
61662 268 

-9204270201 Comment on proposed rules 10CFR2, 10,20.30,31,32,34.35,39,40, 50.01 •& 
70 re aids for proloction againal radiation Opposes rule 

FOSTER, R.C Affiliation Not Assigned AA30 2 06/09/10 Dockeling & Services 
Branch 1p 61862 164 61062 164 

”9204270202 Fonvards draft Commission policy paper & transmittal memo to EDO for 
10CFR20 rulemaking Concurrence reciuosted by 00O9OP W/o onci 
MORRIS.BM Division of Regulatory Applications (Post 870413) 56FR23360 OO/OB/ 
26 MURLEY.TE Office of Nuclear Roaclor Regulation. Director (Post 870411). 2pp 
61848.187-61048 180 

-9204270204 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32 ,34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

SMITH,! Affiliation Not Assigned AA30-2 66/00/30 Docketing & Servlcos Branch 
1pp. 61062.143-61062 143 

-9204270207 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

SKIBBEL,P L Affiliation Not Assigned. AA38-2 86/09^0, Office of the Socratary of 
the Commission Ip 61062 106 61062*165 

-9204270200 Provides followup to question at public hearing on 10CFR20 081110 con 
cerning conformance of industry proposals for regulating dosoa to workers from long 
lived radionuefides to federal guidance 

RICHARDSON.A NRC - T^o Detailed Affiliation Given. AA38-2. 80/11/10 
CURTISS, JR Commissioners (Post 760119) 7pp, 61800 020-61850 026, 

-9204270210 Comment on proposed rufoa 10CFR2, 19, 20, 30,31, 32,34,35,39, 40, 50.61 & 
70 ra stds for protection against radiation Opposes rule. 

* Affiliation Not Assigned /VA38-2 86/09/10 Dockeling & Services Branch Ip 
61802 166 61862 160, 

-9204270211 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34.35,3 9,40. 50,61 & 
70 re stds for proleclfon against radiation Opposes rule 

EDDINS.R.A Affiliation Not Assigned. AA30-2. 86/05/08. ALEXANDER.R E. Division 
of Radiallon Programs & Earth Sciences (040429-860720). Ip. 61862.289 61862*289 

-9204270213 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,3 9,40. 50,61 & 
70 ra stds for prelection against radiation Opposes rule 

LOWEN,S. Affiliation Not Assigned AA30 2, 86/09/00 Docketing & Services Branch 
tpp 61862*144 61062.144 

-9204270215 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34.35,30,40, 58,61 & 
70 re stds for protection against radiation Opposes rule 

nANDALL.MA Affllialion Not Assigned. AA30.2. 06/09/10 Docketing & Services 
Branch. Ip 61062*167 61862.167 


“9204270217 Responds to ACflS comments re lOCFRSO re stds for protection against 
radiation 

STELLO.V Ofc of the Executive Director for Operations 56FR23360 88/09/02 
FRALEY, RF ACRS • Advisory Commiliea on Reactor Safeguards 7pp 61848 189 
61848 201 

-9204270219 Comment on proposed rules 10CFR2, 19.20.30.31,32,34.35, 39.40. 50,61 & 
70 re stds for p-rotoctlon against radialton Opposes rule 

BARTON, C Affiliation Not Assigned AA36 2 86/08/23 Docketing & Services 
Branch Ipp 61862 145-61062 1145 

-■9204270221 Comment on proposed rules 10CFn2. 19. 20, 3 0.31, 32. 34,3 5, 39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

LUKE.LL Affiliation Not Assigned AA38 2 86/09/10 Docketing & Services Branch 
ip 61862 168 61862 160 

“9204270224 Discusses OGC position as to whether guidance to federal agencies 
Signed by President sufficient luslificalion to preempt backfit requirements 1o 
10CFR50 109,as staff argued in SECY-OB-315 

PARLER.WC OftiCQ of the General Counsel (Post 8G0701) AAaB-2 8B/11/29 ROB 
ERTS Commissioners (Post 750119) 2pp 61850 078 61850 108 

-9204270227 Co mm ant on proposed rules 10CFR2.1 9,20,30.31 .32,34.35,39,40, 50.61 & 
70 ro stds for prolecfion agamst radiation Opposes rule 

SBAflpC Affiliation Not Assigned AA38 2 86/09/10 Dockeling & Services Branch 
ip 61862169 61862 169 

“9204270230 Responds to 080023 Ur informing that proposed 10CFR20 revision re use 
of elfoclive dose equivalent applies only to doses from Intornal 
radionuclidos Sfatement of considerations for proposed rule listed 
ROECKLEIN.AK Radiation Protection & Health Effocts Branch 56FR23360 88/09/ 
13 KAUl,DC Science Applications International Corp (formerly Science Applica- 
tions, Inc) 2pp 61848 202 61848 203 

“9204270232 Comment on proposed rulos 10CFR2. 19.20, 30,3 1,32.34, 35,39, 40, 50,61 & 
70 re stets for protection against radiation Opposes rule, 

DUBOJS.T. Affiliation Not Assigned AA38 2 06/09/10 Dockeling & Services Branch 
Ip 61862 170-61862170 

”9204270235 Commonl on proposed rules 10GFfl2, 19,20.30,31,32,34,35,39,40, 50,61 & 
70 ro Bids for protoctlon against radiation 

0’BfllEN,A Affiliation Not Assigned AA30-2 86/09/07 Docketing & Services Branch 
ip 61B62 171-61862171, 

--9204270239 Comment on proposed rulos 10CFR2, 19,20,30,31,32,34,35.39,40. 50.61 & 
70 ro stds far protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 86/09/10 Office of the Secretary of the Commis- 
sion Ip 61662 172-61062 172 

”9204270243 Comment on proposed rules 10CFR2,1 9,20.30.31.32,34.35.39,40, 50.61 & 
70 re stds for pfoleclion against radiation Opposes rule 

RILLY.M.E Affiliation Not Assigned AA39-2 86/09/07 Dockeling & Services Branch 
Ip 61862173-61662173 

”9204270250 Commoal oil proposed rulos 10CFR2,1 9,20,30.31 .32,34.35.39,40, 50,61 & 
70 ro stds for protection against radialion Opposes rule 

SHITBEE.JR Affiliation Not Assigned AA30 2 06/00/10 Dockotlng &. Services 
Branch Ip 61662 174 61862 174 

”9204270251 Comment on proposed rules 10CFR2.19.20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

GANQI.B F Affiliation Not Assigned AA38-2 86/09/11 Dockotlng & Services Branch. 
Ip 61862168-61862188 

”9204270269 Comment on proposed rules 10CFIR2.10,20.30,31,32,34.35,39,40. 50,61 & 
70 ro stds for protection against radialton Opposes rule 

BRfAN.L 0 Affiliation Not Assigned AA30-2 86/09/10 Docketing & Services Branch 
Ip, 61062175-61862 175 

“9204276260 Commonl on proposed rulos 10GFR2, 19.20,30, 3 1,32,34.35,30, 40, 50.61 & 
70 re stds for pratection against radiallon Opposes rule 

QANGf.VA Affllialion Not Assigned /M\38-2 86/00/11 Docketing & Services 
Branch Ip 61862189 61662.189 

”9204270265 Comment on proposed rulos 11 0CFn2, 19, 20, 30.3 1,32.34, 35, 3 9, 40. 50,61 & 
70 re Side for proloction against padlation.Opposes rule 

O’BRIEN, TF Affiliation Not Assigned AA38-2 60/09/11 Docketing & Soivicos 
Branch Ip 6 1662' 100 61862.190. 

”9204270266 Comment on proposed rulos t0CFR2,19,20,30.31 ,32,34,35,30.40, 60,61 & 
70 ro aids for protection against radiation 

ZAFRIS,JL Affiliation Nol Assigned AA30 2 86/00/09 Docketing & Services 
Branch ip 01862.176 61062 176 

”9204270271 ComiTiGnlon proposed rules 10CFR 2, 19.20,3 6, 3 1.32.3 4, 3 5, 39.40, 50,61 & 
70 ro stds for proleclfon against radiallon Opposes rule, 

WALSHHN Affiliation Not Assigned AA30'2 86/09/11 Docketing & Services 
Branch Ip 61862 191 61062*101. 

”9204270272 Comment on proposed rules 1 DC FR 2, 19. 20, 30.31 ,32,34.35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

ENDRUSICK.TL Affiliation Nol Assigned, AA38-2 86/0(J/03 Docketing & Services 
Branch Ip. 61862 177 61862 177 

”9204270276 Forwards comments on oaual employmont opportunity Commission pro- 
posed policy guidancoon reproductive i. fetal hazards did 801007. 

BECKER,JM, Office of Iho Genera) Counsel (Post 860701) /iA30-2 80/12/05 
JOHN3TON.DB Equal Employment Opportunity Commission 7pp 61850,109- 
61050*116 

”9204270280 Comment on proposed rulos 10CFn2,19,20,30-,31,32.34,35,3B»40, 50,61 & 
70 re Stds for protection against radiation Opposes rule, 

HAZARP,RL Affiliation Not Assigned AA38-2 86/09/09 Docketing & Services 
Branch, Ip 61862 102 61862 102 
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-9204270281 Forwards revisecf draft std. ‘•'Neulron & Gamma Ray 17 Fluence*lo Dose 
Faclors," ANSt/ANS-6 1.1*1988 far review & comrre/i I Requests maoting on 881031 
in Washington, DC la discuss draft aids 

KAUUDC Scfenco Applications International Corn (formerly Science Applications. 
Inc). 56Ffl23360 88^8/23. AlEXANDER.a NRG • Wo Detailed Aflilration Given 
2pp 61848 204-61848 205. 

-9204270284 Comment on proposed rules tOCFR 2, 1 9,20. 30.31 ,32.34.35, 39,40, 50,61 & 
70 re stds for proloctfon against radiation Opposes rule. 

WEGENER .C, Affiliation Niot Assigned AA3B-2 86/09/10 Office of the Secretary of 
the Oommisskin Ip 61862 178 61662 178 

-9204270291 Comment on proposed rules 10-CFR 2. 10.20. 30, 3 1,32,34.35,39,40. 50.61 & 
70 re stds for prolectfon against radiaiKin Opposes rule 

WHIfPLE.JA Affiliation Not Assigned AA3B-2 86/09/08 Docketing & Services 
Branch Ip 61862 193 61862 193 

-9204270294 Comment on proposed rules 10CFR2, 19.20, 30.3 1,32.34.35.30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

REILLY.BW, Affiliation Not Assigned AA3e-2 86/09/07 Docketing & Services 
Branch Ip 61862 17fl 61862 179 

-9204270295 Comment oh proposed rules 10CFR 2,1 9.20.30.3 1,32,34.35.39,40, 50,61 & 
70 re stds for prolection against radiation Opposes rule 

DIERADER.C Affiliation Not Assigned. AA3fl-2 86/09/08 Docketing & Services 
Branch Ip 61862 194 61862-194 

-9204270297 Comment oh proposed rules 10CFR 2,1 9.20. 30,3 1,32.34.35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

GRADE. J L Affiliation Not Assigned. AA38-2 86/09/04 Office of the Secfetaiy of the 
Commission. 2pp 61662:180-61862:161, 

-9204276300 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32. 34, 35,39, 46, 50,61 & 
70 re stds for protection against radiation Opposes rule 

TRlfSSELL.RR Affiliation Not Assigned AA3B-2 66/09/10 Docketing & Services 
Branch. 2pp 61662 182 61662 163 

-9204270304 Comment on proposed rules 10CFR 2. 19.20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

NELSON ,D R. Illinois Sale Energy Alliance AA30-2. 86/00/07 Docketing & Services 
Branch 2pp, 61862 184 61862186. 

-9204270607 Comment on proposed rufes 10CFR 2, 10,20, 30, 3 1,32,34,35, 39, 40, 50,61 & 
70 re stds far proteoUon against radiation Opposes rule 

OIPUTRO.G. Affiliation Not Assigned AA38>2 66/09/11 Docketing & Services 
Branch Ip, 61862,186-61662 186 

“9204270331 Commenl on proposed rules 10CFR2, 19,20, 3 0,3 1,32, 34,35, 39,40, 60,61 & 
70 re stds for protection against radfatlori Opposes rule 

MILLER.M J. Affiliation Not Assigned AA38-2, 86/05/09. ALEXANDER.R Division of 
Radiation Programs & Earth Sclencos (840429 860720) Ip 61662 290 61662 200 

-9204270334 Comment on proposed rules 10CFR2, 19,20,3 0,3 1,32, 34, 35, 39, 40. 50.61 & 
70 re stds for protection against radiation 

COTE,N Affiliation Not Assigned AA38 2 88/07/24. Docketing & Services Branch 
Ip 61662 291.61862.291 

-9204270337 Advises that Ofc of General Counso! has no legal objections to staff 
paper re rev of 10CFR20, “Stds for Protection Against Radiation 
8EGKER,J.M Office of the General Counsel (Post 860701) S6FR23360 88/00/22. 
STELLO.V Ofc of tha Executive Director for Operations 29pp 61848 216 61048 215. 

-9204270336 Comment cn proposed rules 10CFfl2, 19. 20.30.3 1,32.34,35.39,40, 50,61 A 
70 re stds for pratecKon against radlallonOpposes rule. 

HAZARDS Affiliation Not Assigned AA3B-2. 88/09/11 Docketing & Services Branch, 
1p 61862.195 61862,195 

—9204270339 Forwards proposed guidance on roproduotivo & fetal hazards Guidance 
approved by Commission on interim basis, after final approval & will be incorporated 
Into Vol II 01 EEOC copliance manual 

THORNTON, EM. Equal Employment Opportunity Commission 56Ffl23360 88/11/ 
08 BECKER,J.M. Office of the General Counsel (Post 860701) 18pp 61850116- 
61850 135 

-9204270342 Com me nl on proposed rules 10CFR2, 19, 20,30,3 1,32,34,35, 39,40, 60,61 A 
70 re aids for protection against radiation 

YOUNG.AE. Affiliation Not Assigned AA3B-2 86/07/28 Docketing & Services 
Branch. Ip 61862 202-61862 292 

-9204270348 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34,35,39,40, 50,61 & 
70 re stds (or prolection against radiation Opposes rule 

HAMILTON,R8. Affiliation Not Assigned AA3e 2 86/09/11, Docketing & Services 
Branch Ip 61862 106-61662,196. 

-9204270351 Comment on proposed rules 10CFR2.1 9, 20, 30.3 1,32,34,35,39.40, 60,61 A 
70 re stds for protection against radiation Opposes rule, 

GREENFIELD.M Affiliation Not Assigned AA3fl*2. 86/07/26 Docketing A Services 
Branch. Ip. 61862 293-61862.203. 

-9204270354 Comment on proposed rules 10CFF2, 19,20, 30, 3 1,32,34,35,39,40, 50,61 A 
70 re stds for proleclion against radiation .Opposes rule 

PETTEY.L Affiliation Nat Assigned. AA3B-2. 66/09/06. Dockeling & Services Branch 
Ip. 01862 197-61862J197 

“9204270357 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32,34,3 5,39,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule 

JOYCE, K Affiliation Not Assigned. AA38'2 86/07/28, Office of the Secretary of (ho 
Commission. Ip. 61862.204.61862.294. 

“9204270359 Forwards FR meeting notice of fifth meeting of ACNW scheduled for 
881221 In Betndsda,MO to discuss proposed rev to 10CFR20. “Stds for Protoclion 
Against Radiation.” 

FRALEY, R F ACRS • Advisory Committee on Reactor Safeguards 56Fn23360, 88/ 
12/07 HOYLE, JC ACRS - Advisory Commltloe on Reactor Safeguards 67pp 
61850 136 61850 202 


—9204270360 Forwards first draft of Reg Guide that endorses NUREG/CH.4fl04, “Ac 
ceptabiG Methodology for Interpretation of Bioassay Measuromenls “ Comments re 
quested 

BROOKS, B Office of Nuclear Regulatory Research (Posl 860720) 56FR23360 86/ 
09/23 COOL.D NRC - No Detailed Affilialion Given 16pp 61848 216 61848 246 

-9204270368 Comment on proposed rules 10CFR2. 19. 20, 30,3 1,32,34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

EOWARDS,C Affiliation Not Assigned AA38-2 86/07/23 Docketing A Services 
Branch Ip 61862 295 61862 295 

-9204270369 Comment on propoaod rules 10CFR2, 19,20, 30, 31 ,32, 34, 35, 39, 40, 50,61 8 
70 fo stds for protection against radiation Opposes rule 

LAFFELY.SA Affiliation Not Assigned AA38 2 06/09/08 Docketing A Services 
Branch Ip 61862 198 61862 108 

-9204270373 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40. 50,61 A 
70 re stds (or protection against radiation Opposes rule 

TRACOKAS.MG Affilialion Not Assigned /\A3B 2 86/07/28 Docketing A Services 
Branch Ip 61862 296 61862 296 

-0204270376 Comment on proposed rules 10CFn2, 19.20,30,31 .32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

PERHING.C Affiliation Not Assigned AA38 2 06/09/11 Docketing A Sorvicos 
Branch Ip 61062 199 61862 199 

-9204270377 Comment on proposed rules 10CFR2, 19,20,30, 31, 32.34.35.39, 40. 50,61 A 
70 ro stds for protection against radiation Opposes rate 

GANGf,L E Affiliation Not Assigned AA38-2 86/09/11 Docketing A Services Branch 
ip 61862 304 61862 304 

-•9204270378 Comment on proposed rules 10CFR2, 19,20.30.31, 32,34,35.39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SHELTON.P Affiliation Not Assigned AA38 2 86/07/28 NRC - No Detailed Affiliation 
Given ip 61862 297 61062 207 

-9204270386 Comment on proposed rules 10CFR2,19,20, 30, 31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against raefiatton Opposes rule 

CODY,P Affiliation Not Assigned AA38-2 86/09/11 Dockeling A Services Branch 

1p 61862 200 61062 200 

-9204270367 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 ro stds lor protection against radiation 

LEONARD.A J Affitlalion Not Assigned AA3Q-2 66/07/31 NRC • No Detailed Affili- 
ation Given Ip 61862 298-61662 298 

“9204270369 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 50,61 A 
70 re stds lor protoclion against radiation Opposes rule 

QANGLDS Affifiation Not Assigned AA3B-2 66/09/11 Docketing A Services 
Branch Ip 81G62 305-61062 305 

-9204270393 Commenl on proposed rules 10CFR2,19.20, 30, 31.32, 34, 35.39.40. 50,61 A 
70 ro stds for profeclion against radiation Opposes rule 

OSNER.J Affiliation Not Assigned AA38-2 06/09/11 NRC ■ No Detailed Affilialion 
Given Ip 61862 201 61862 201 

-9204270396 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation 

COLLINS.L Affiliation Not Assigned AA38 2 86/10/13 NRC - No DolaiJod Affiliation 
Given Ip 61862 306 61862 306 

-9204270402 Comment on proposed rules 1DCFR2, 19,20.30,31,32,34,35,39.40, 50,61 A 
70 re stds for protection against radiation Opposes rulo 

CONLY.L Nuclear-Free Berkeley Committee /VA3B-2 86/07/31. Docketing A Sorvices 
Branch 1 p 61862 299 61862 299 

-9204270403 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 ro slds for protection against radiation Opposes rule 

SANBORN.I M Affiliation Not Assigned AA38.2 86/09/07 Docketing A Services 
Branch 2pp 61862 202-61862 203 

-9204270404 Comment on proposed rules 10CFR2,19,20,30, 31. 32, 34,35.30, 40, 50,61 A 
70 ro stds for protection against radiation 

VERMONT.K Affiliation Not Assigned AA36-2 86/10/09 NRC - No Oelailed Affili 
atfon Given 4pp 61062 307 61662 310 

-9204270409 Comment on proposed rules 10CFR2.1 9, 20,30,31, 32.34.35, 39, 40, 50,61 A 
70 re stds for protoclion against radiation Opposes rule. 

GREGG, DR, Affiliation Not Assigned AA38 2 86/10/14 Office of Iho Secretary of 
the Commission Ip 61862 311-61862 311 

-9204270410 Comment on proposed rules 10CFR2, 19, 20.30,3 1,32, 34, 35,39, 40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

SLECHTA,A Affiiialion Not Assigned AA30-2 88/09/08, Docketing A Services 
Branch Ip 61862 204 61862*204 

-9204270415 Fonvarda proposed Commission policy paper recommending approval A 
publicalion of revised std for radiation protection (10CFR20) 

BECKJORD.ES Offico of Nuclear Reactor Regulation, Director (Posl 870411) 
66FR23360 00/09/27 STELLO.V, Ofc of the Executive Director lor Operations 
1 gpp . 61 648 247-61 849 07 1 . 

-9204270419 Comment on proposed rufes 10CFR2, 10,20,30,31, 32, 34, 35, 39,40, 60,61 A 
70 ro slds for prolection against radiation Opposes rule 

WARSHAW.DA Affiliation Not Assigned AA38 2 86/09/06 Dockeling A Services 
Branch, Ip 61662 205-61 862 205 

-9204270421 Comment on proposed rules 10CFR 2, 19,2 0,3 0,3 1,32, 34 ,3 5,3 9,40. 50,81 A 
70 re stds for protection against radiation 

BELL.EK Affiliation Not Assigned AA38.2 86/10/15 Docketing A Services Branch 
2pp. 61662 312 61862*313. 

-9204270423 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34,35.39.40, 50,61 A 
70 re stds for protection against radiation,Oppo3es rule 

BROERSMA.D. Affilialion Not Assigned. AA38-2 86/07/24 NRC - No Detailed Affill 
alien Given Ip 81662 300 61862.300, 
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-9204270431 Commant on proposad rules 10CFR2. 19^20, 30.3 1.32, 3 4, 35,39.40, 50.61 & 
70 re stds for prolecllon against radjalior> Opposes rule 

DAY.M Affiliation Not Assigned AA3B-2 86/08/01 Office of the Socrolarv of 1h.a 
Commission Ip 61862 301-61862 301 

-9204270434 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39.40, 50.61 A 
70 re aids for protection against radiation Opposes rule 

* Affiliation Not Assigned AA30-2 86/10/22 Docketing & Services Branch Ip 
61862 314 61062 314 

-9204270437 Comment on proposed rules 10CFR2. 19.20.30.31,32,34,35.39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

DONOVAN.M Affiliation Not Assigned AA38-2 66/09/08 Docketing & Services 
Branch Ip 61862 206 61862 206 

-9204270440 Comment on proposed rules 10CFR2. 19, 2 0,30, 3 1.32, 34, 35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

RUTTER, VB Affiliation Not Assigned AA36-2 86/07/18 NRC - No Detailed Aflili- 
ation Given Ip 61062302-61062302 

-9204270441 Commant on proposed rules 10GFR2, 19,20,30,31 ,32,34.35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HICKMAN.JH Affiliation Not Assigned AA38-2 66/10/10, Office of the Secretary of 
the Commission Ip 61062 315 61862 315 

-9204270444 Comment on proposed rules 10CFR2, 19, 20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for orotection against radiation Opposes rule 

OLANDER.R b Affiliation Not Assigned B0FR51GG2 06/07/30 Docketing A Services 
Branch Ip 61862 303-61862 303 

-9204270452 Comment on proposed rules 1QGFR2,1 9.20,30,31 ,32,34,35,39,40, 50,61 A 
70 ro aids for protection against radiation Opposes rule 

SHAWiAB Affiliation Not Assigned AA2fi-Z 86/09/11 Oockoling & Services Branch 
Ip 61862 207 61062 207 

-9204270454 Commant on proposed rules 10GFR2, 19,20,30,31,32,34.35,39.40, 50,61 A 
70 re stds for protection against radiation 

DEAR.TM Affiliation Not Assigned AA38-2 86/10/28, Offtco of the Secretary of the 
Commission Ip 61862 316-61862 316 

-9204270459 Comment on proposed rules 10CrR2. 19,20.30,31,32,34,35,39,40, 50.61 A 
70 re stds for protection against radiation Opposes rule 

BATEHELDER,P Affiliation Not Assigned AA38 2 86/09/11 Oockeling A Soivicea 
Branch 1p 61862 208 61662 200 

-9204270462 Comment on proposed rules 10CFR2,1 0,20,3 0,31 ,32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

OLDAK.B Affiliation Not Assigned AA38-2 66/10/23 Docketing A Services Branch 
Ip. 61062 317-61862 317 

-9204270464 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

LEONARO.NB Affiliation Not Assigned AA38.2 68/10/23 Oockeling & Servicos 
Branch 1p 61062 316 61862 318 

-9204270474 Comment on proposed rules 10CFR2.1 0,20,30,3 1,32,34,35,39,40. 50,61 A 
70 ro stds for protection against radiation Opposes rule. 

CARNWALT.M Affiliation Not Assigned AA38-2 66/10/23 Oockeling A Services 
Branch Ip 61862 319-61862 319 

-9204270478 Comment on proposed njtes 10CFn2.1 9, 20 ,3 9, 3 1,32,34,36,30,40, 60,61 A 
70 re stds for protection against radiation Opposes rulo 

BOUCHER, B Affiliation Not Assigned AA38-2 86/10/23. Docketing A Servicos 
Branch Ip 61862 320 61 B62 320 

-9204270479 Comment on proposed rules 10CFR2, 10,20, 30, 3 1,32, 34, 3 5, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rulo 

* Abalone Alliance AA3a-2 66/09/11 Office of the Secretary of Ihe Commission 
21 pp 61862 209-61862 229 

-9204270484 Comment on proposed rules 10CFR2, 10,20, 30.3 1,32,34.35, 39, 40, 50.61 A 
70 ro stds for protection against radiation Opposes rule 

ESHOM,M J Affiliation Not Assigned AA38-2 06/09/00 NRC - No Detailed Affiliation 
Given Ip 61862 230 61062.230 

-9204270485 Comment on proposed rules 10CFR2, 10,20, 3 0,3 1,32, 34.35,30 .40. 60,61 A 
70 re stds for protection against radiation Opposos rulo 

* Affiliation Not Assigned AA3B-2 86/10/23 Docketing A Sorvices Branch Ip 
61862-321 -61862-321 

-9204270468 Comment on proposed rules 10CFR2, 19, 20, 3 8,3 1,32,34, 3 5,39,40, 60,61 A 
70 re stds for protection against radiation Opposes rulo. 

GOSSOM.M B Affiliation Not Assigned AA38 2 06/09/09. Docketing A Services 
Branch Ip 61062-231-61062 231. 

-9204270489 Comment on proposed rules 10CFR2, 19, 20,38, 3 1,32,34, 35,30,40, 50,61 A 
70 re stds for protection against radiation Opposos rulo 

0LUM.M Affiliation Not Assigned AA3B-2 86/10/23 Docketing A Services Branch 
Ip 61662 322-61862 322 

-9204270492 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

QARCIA.L.J Affiliation Not Assigned aA 36 2. 86/10/16. Docketing A Services 
Branch Ip 61862-323-61862-323. 

-9204270493 Comment on proposed rules 10CFR2,19,Z0,30,31,32,34,35,3fl,4O, 58,61 A 
70 re stds for protection against radiation Opposes rule 

MOBERGER.M.R Affiliation Not Assigned AA3B-a 86/00/12. Docketing A Services 
Branch Ip 61862 232-61862.232 

-9204270496 Comment on proposed rules 10CFR2, 19.20, 30, 3 1,32, 34. 35,39,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule. 

HIRBAUR.KA Affiliation Not Assigned /ttoO-Z 06/09/12 Docketing A Services 
Branch. Ip 61062.233 61B62 233. 

-9204270498 Comment on proposed rules 10CFR2, 10,20, 30, 31, 32,34, 35,3-9',40, 50,61 A 
70 re stds for protection against radiation 

GOODEN, H Affiliation Not Assigned AAOB-2. 86/10/21 Offfee of the Secrelary of 
the Commission, Ip. 61862 324 61862.324. 


-9204270501 Commonl on proposed rules 10CFR2.19, 20,38,31. 32.34, 35, 39.40, 58,61 & 
70 re slds for protection against radiaUon Opposes rule 

EHMI.R Affiliation Not Assigned AA30-2 86/09/08 Docketing A Services Branch 
ip 61862 234 61 B62 234 

-9204270503 Commonl Ort proposed rules 10CFR2, 19, 20,38, 31, 32, 34.35,39, 40. 50,61 A 
70 ro slds for proloction against radiation Opposes rulo 

MCINTOSH.C M Affiliation Not Assigned AA38 2 86/09/08 NRC ~ No Detailed Affili- 
ation Given 2pp 61662 235-61062 236 

-9204270604 Comment on proposed rules 1€CFR2,i9.20.30.31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

WHITE.D Maine Labor Group On Health, Inc AA3flZ 86/10/21 Docketing A Serv- 
ices Branch tp 61862 325 61862 325 

-9204270509 Comment on proposed rules 10CFR 2. 19, 20, 30, 3 1.32,34.35.39, 40. 50.61 A 
70 re stds for protection against radiation Opposes rule 

WILSON, M Affiliation Not Assigned AA36-2 86/09/10 Docketing A Services Branch 
Ip 61062 237-61862 237 

-9204270510 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32,34, 35.39,40. 50,61 A 
70 re stds for protection against radiation 

HAWLEY, HG, Affilration Not Assigned AA38-2 96/10/24 Office of the Secrelary of 
the Commission Ip 61862 326-61662 326. 

-9204270512 Comment on proposed rules 1OCFR2.1fl.2O.3O.31.32,34.35.39.40. 50,61 A 
70 re stds for protection against radiation Opposos rule 

LIBBY, M Affiliation Not Assigned AA3B 2 86/09/15 Docketing A Servicos Branch 
Ip 61062 238-61862 238 

-9204270516 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35.39,40, 50,61 A 
70 re stds for protection a gainst radiation Opposes rule 

MURPHY.G. Affiliation Not Assigned aA 5B-2 86/09/15 Oockeling & Services 
Branch Ip 61862 239 61862-239 

-9204270521 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

HUNTINGTON.D Affiliation Not Assigned AA3fl-2 86/10/24 Oockeling A Services 
Branch tp 61862 327-61662 327 

-9204270522 Commenl on proposed rules lOCFRZ, 19,20, 30,31, 32, 34,35, 39. 40, 50,61 A 
70 ro slds for protection against radiation Opposes rulo 

THAYER, 0 Atlilialfon Not Assigned AA38-2 86/09/08 Docketing A Services Branch 
Ip 61862 240 61862 240 

-9204278523 Comment on proposad ruCes lOGFRZ, 19,20,30,31 ,32,34,35.39.40, 50,61 A 
70 ro stds for protection against radFation Opposos rule 

HAWKINS, TF Affiliation Not Assigned AA3B-2 86/10/21 Docketing A Services 
Branch Ip 61862 328 61862 328 

-9204270527 Commenl on proposed rules 10CFR2, 10,20,30,31,32,04,35,30.40, BO, 81 A 
78 re stds for protection against radiation Opposos rule 

CUNNING HAM, L Aflillallon Not Assigned AASa 2 66/09/00 Docketing A Services 
Branch Ip 61862 24 1 61662 241 

-9204270528 Commenf on proposed rules 10CFR2, 19, 20 ,30, 31, 32, 34, 35, 30, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SCIANQUtA.TL Affiliation Not Assigned AA38-2 66/10/17 Docketing A Servicos 
Branch Ip. 61862 329 61862 32D 

-9204270529 Commenl on proposed rules lOCFRa, 19,20,30.31,32.34,35,39,40, 50,61 A 
70 ro stds for protection acainsl radiation Opposos rulo 

O’NEILL, D.L Aflilialion Not Assigned AASGZ 66/09/11. Docketing A Servicos 
Branch Ip 61062 243 61862 243 

-9204270532 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 50,61 A 
70 re stds for proloction against radiation Opposes rule. 

QLOWIK.D Affiliation Not Assigned AA3a-2 86/09/16 Docketing A Services Branch 
fp 61862 244-81062 244. 

-9204270533 Comment on proposed rules 10CFR 2, 19, 20 ,30, 3 1,3 2, 3 4, 35, 39, 40, 50,61 A 
70 re slds for protection against radiation Opposos rule 

BERT.B Afl^liation Not Assignod AA36 2. 66/10/17. Docket Ing A Services Branch 
Ip 61862 330-61862 330. 

-9204288030 Comment on proposed rules 10CFfl2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposos rule 

BERT Affiliation Not Assigned AA3B2 66/10/17 Docketing A Servicos Branch. Ip 
61863 023-61863 023. 

-9204200039 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,30,40, 50,61 A 
70 re stds for protection against radiation Oppose any Increase in acceptable radi- 
ation exposure 

MCENROE, C Affiliation Nol Assigned. 50FR51992 86/10/16 Docketing A Sorvices 
Branch Ip 61 DG2 33 1-6 10 62 331 

-9204200047 Commenl on proposed rules 10CFR2,10,20-,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation. Op poses rule 

FRANCIS.DL Affiliation Not Assigned AA3a-2 80/10/17 Docketing A Services 
Branch Ip 61863824 61863.024 

-9204280063 Commenl On proposed rules 10CFR2, 19, 20, 30,3 1,32, 3 4, 35, 39,40, 60.61 A 
70 re slds for protection against radiation 

KBARNEY.JJ Edison Elocfric Inslitule AA38-2 88/10/31 CHILK.SJ Olfico of the 
Secretary of Ihe Commission 5pp 61863 059 61863 063 

-9204200069 Comma r>t on proposed rules 10CFR2, 19, 20, 30, 31, 32, 3 4, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

EYLER,N Accord Research A Educational Associates, Inc AA38 2 86/10/31 Dock- 
eting A Services Branch 4pp 8 1863 064-61863 067. 

-9204200074 Commenl on proposed rules 10GFR2, 10,20,30,31.32,34,35,30.40, 50,61 A 
70 re stds for protection against radiation Opposos rule 

NELSON, J M. South Dakota, State of. AA38 2. 86/10/28 Docketing A Services 
Branch 2pp 61662 332-61862.333 
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■^9204280078 Comm&nt on proposed rufaa 10CFR2, 19.20,30,31,32,34.35,30,40, 50,61 4 
70 re stds for protection! against radiation 

CURRAN, D limon of Concerned Scientists AA3B-2 86/10/31 Office of the Socre- 
lary of Ihe Commission 7pp 61863 083 81 B83 074 

“•92042S0085 Comment on proposed Arles 10CFR2, 19, 20,30, 3 1,32, 34,35,3 9,40, 50,61 & 
70 re aids for protection against radiation 

SEMINARIO.M AFL CIO AA3fl-2 86/10/28 DocKetirg 4 Services Branch flpp 
61862 334 61862 341 


“9204280145 Comment on proposed rules 10CFR2, 19, 20.30, 31. 32.34, 35.39,40, 50,61 & 
70 re stds for prolecllon against radiation Opposes rule 

* Affiliation Not Assigned 60FR5ig92 86/10/20 Office of the Secreiary of the Com* 
mission ip 61862 356 61662 356 

“9204280146 Comment on proposed rules 10CFn2,19,2O.30.3l,32,34.35,39,40, 50.61 4 
70 re stds for proloctfoo against radiation Opposes rule 

HARTNETT, S AfMjatior* Not Assigned 50FR51992 86/11/06 NFtC * No Detaifod Af- 
filiation Given Ip 61863*120 61663 120 


“9204260006 Commerl on proposed rules 10CFR2.19,20.30,31.32,34,35,39,40, 50,61 4 
70 re stds tor protection against radiation 

EDWARDS, DW Yankee Atomic Electrrc Co QLA 86-215 86/10/30 Docketing & 
Services Branch 0pp 61 663 075-61863 082 

“9204280095 Comment on proposed ruios 10CFR2, 19,20.30,31.32,34,35,39.40, 60,61 4 
70 re sids for protection against radiation Opposas rufa 

FRANCIS, 0 Affifiation Not Assigned AA3fl-2 86/10/17 Docketing & Services 
Branch Ip 61863*025 81863 025 

“9204280098 Comment on proposed rutas 10CFR2, IS, 20, 3(5, 3 1,32,34, 35,3 9,40, 5D,61 4 
70 re Stds for pro ted ion against radiation Opposes rule 

SIILUVAN.MR Affiliatian Not Assigned AASaS 86/00/06 Docketing & Services 
Branch Ip 61862 245 61862 245 

“9204280100 Comment on proposed rules 10CFR2, 19, 20.30', 31, 32, 34, 35,39,40, 50,61 & 
70 re stds for protection again si radiation 

SIPLER.R Affiliation Not Assigned AA3a'2 66/10/31 Docketing & Services Branch 
18pp 61863 033 61663 099 

“9204280106 Comnnonl on proposed rotes fOCFR2, 19,20.30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 86/10/23 Docketing & Services Branch Ip 
61863 026 61863 026 

“9204280108 Comment on proposed rules 10 CFR: 2 , 19,20.30,31 ,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation 

PAlMER.fl C Affiriation Not Assigned 5OFR51092 86/10/30 Dcvckoting 4 Services 
Branch 4pp 61862342 61 B62 345, 

“9204280109 Comment on proposed rules 10CFB2,19, 20.39, 3 1,32,34, 05,09, 40, 50.61 & 
70 re atds for protection against radiation Opposes rule 

ABUSAMRA.LE Aftillaliort Not Assigned AA38 2. 66/09/10 Docketing 4 Services 
Branch Ip 61062 246 61662 246 

“9204280112 Comment on proppaed rules 10CFR2, 19,20,30.31,32.34,35,39,40. 60,61 & 
70 re stds for protection against radiation Opposes rufa 

FEHLAZZO.SC Affifiation Not Assigned AA3a-2 86/10/27 Dockoling & Services 
Branch 1p 61863 027-61863 027 

“9204280118 Commeni on proposed Aifes 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re Bids for prolecllon against radiatior> 

SCHNELL,DF Union Electnc Co AA38-2 36/10/28 Dockoling & Services Branch 
17pp 61863 100 61863 1T6 

“92042801 19 Comment on proposed rules IOC FR2,1 9,20,3 0,31, 32, 34,35, 3 9,40. 50,61 & 
70 re stds for protection against rad fallen Opposes rule 

MCIAUGHLIN;cl Affiliation Not Assigned AA38 2 86/10/23 Dockoling & Services 
Branch Ip 61863 028 61863 028 

“9204260128 Comment on proposed rules 1QCFR2, 19.20,30,31.32,34,35,39,40, 50,61 & 
70 re Sid $ for protection against radiation 

COLEMAN, B D Affiliation No! Assigned AA38-2 86/10/22 Office of the Secretary of 
the Commission 2pp 61863 020 61063 039. 

"1204280130 Comment on propos-od rules 10CFn2, 19,20,30.31 ,32.34,35.39, 40, SO,6l & 
70 re stds for proteclion agamsl radialTOn 

MOORE, V Affiliatfon Not Assigned AAsa 2 80/10/29 Docketing & Services Branch 
1p, 61863 117 61063.117 

"9204280132 Commonlon proposed ruJes 10CFR2, 19,20, 30, 3 1.32.34, 35,39, 40, 50,61 & 
70 ro stds (or prolecllon against radialion Opposes rule 

DflURY.K Affiiiation Not Assigned AA3B-2 86/09/09 Deckel ing & Services Branch 
Ip 61852247 51882 247 

"9304280134 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re sids for protection against radiation 

LEEK.K Affiliation Not Assigned AA3a 2 86/10/30 NRG - No Detailed Affiliation 
Given 7pp 61862 346 61862.352 

“9204200136 Comment on proposed rules 16CFR 2, 19. 20.30, 31, 32, 34,35,39, 40, 50,61 & 
70 re sids for protection agalnat radiation 

' Affiiialfon Not Assignedf AA36'2 B6/10/23 Docketing & Services Branch 2pp, 
61863 031-61863 032 

"9204200138 Comment on proposed rules 10CFR2,19.20,30,31,32.34,35,39,40, 50,61 & 
70 ro sids for protection against radialion 

HiGHTT.SL Ohio Citizens for HesponsIbJe Energy AA3e-2, 86/10/31 Office of the 
Secretary of the Commission Ip 61 863 1 1 8-616611 1 6 

-9204200139 Comment on proposed rules 10CFR2. 19. 20.30,31,32,34.36,39,40, 60.61 & 
70 TQ sids for proiBCtlon against radialion.Opposes rule 

KflAMEfl.F.E Affiliation Not Assigned. AA3a-2 86/09/16* Dockeiing & Sorvfcos 
Branch Ip 61862 248 61862 248. 


"9204260151 Commonl on proposed rules 10CFR2, 19,20.30,31,32,34,36,39,40. 50.61 & 
70 re stds for proleolion against radiation Opposes rule 

SCJHOEPFLIN,A E Affiliation Not Assigned AA3a-2 86/09/15 Docketing 81 Services 
Branch Ip 61802 249 61862 249 

"92042 SOI 52 Comment on proposed rules 10CFR2. 19.20, 30.3 1,32,34. 35, 39,40. 50,61 & 
70 fo stds. tor protoetton against radiation 

BURNS.WF Affiliation Not Assigned AA36-2 86/10/27 NRC • No Detailed Affiliation 
Given Ip 61063 121-61863121 

“9204260156 Comment on proposed rulos 10CFR2, 19, 20, 30, 31 .32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

FENNER.CR Affiliation Not Assigned 50FR519g2 86/10/15, Docketing & Services 
Branch Ip 61 862 357-61 862 357 

“9204280159 Commonl on proposed rules 10CFR2.19,20.30,3i,32,34.35,39,40, 50.61 A 
70 ro stds for protection against radiation 

URGENTO.UL Affiliation Not Assigned AA30-2 86/10/14 Docketing & Services 
Branch Ip 61863-122 61063 122 

"9204280181 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,32.34.35, 39.40, 50.61 6 
70 re stds for protection against radiation Opposes rule, 

KOONTZ.SE Affiliation Not Assigned AA38 2 66/09/10 Docketing & Services 
Branch Ip 61Q62 250 61862 250 

“9204260162 Comment on proposed rules 10CFR2.19,20.30,31,32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes any incroase In acceptable radi- 
ation exposure 

MOON,0P Affiliation Not Assigned 6OFR51092 86/10/14 Docketing & Services 
Branch Ip 61062 350-61862 358 

“9204260167 Comment on proposed rules 10CFR2, 19,20. 30, 3 1,32, 34, 35, ,39. 40, 60,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assignoa AA38 2 86/10/14 Docketing & Services Branch Ip. 
61863.123 61863123 

“9204200169 Comment on proposed rules 10CFB2, 19, 20, 30, 31, 32, 34, 35,39,40, 50,61 & 
70 re stds for prolection aaaFnsl radiation Opposes rule 

MARRO.MH Affiliation Not Assigned AA38-2 86/09/16 Docketing & Services 
Branch Ip 61862 251-61862 251 

"9204260174 Comment on proposed rules 10CFR2, 10.20.30, 31. 32.34.35,39, 40. 50,61 & 
70 re stds for protection against radiation 

TOLAN.JH Missoun, Univ of. Columbia. MO AA30-2 66/10/21 Docketing & Serv 
Ices Branch 2pp 618G3 0 3 5 61863 036. 

"9204280176 Commer)! on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39,40, 50,61 & 
70 re sids tor proiectron against radiation Opposes rule 

HAMILTON, B Affiliation Not Assigned AA38-2 86/09/15 Docketing & Seniices 
Branch ip 61662 253 61862 253 

"9204200177 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCINTYRE.J Affiliation Not Assigned AA3B.2 86/10/14 Docketing & Services 
Stanch Ip 61863 124 61863 124 

“9204200170 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BARATELLI.PN Affilialion Not Assigned AA3B-2 86/10/27 Docketing & Services 
Branch Ip 61063 037 61863 037 

"9204200182 Comment on proposed rules 10CFfl2,19.20,30,31,32,34,35,39,40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

HIMMELFAR0.J, Affiliation Not Assigned AA38 2 86/07/30 Docketing & Services 
Branch Ip 61863 153 61863 153 

"9204280185 Comment on proposed rules 10CFR2, 19 , 20, 30, 3 1,32, 34, 36, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

BBOWN.B AffilfaWon Not Assigned AA30-2 86/09/08. NRC - No Detailed Affiliation 
Given Ip 61863 125 61863 125 

"9204260106 Comment or» proposed rules tOCFR 2 , 19, 20 , 30, 3 1,3 2, 34.3 5, 3 9,40, 50.61 & 
70 re stds for protection against radiation Opposes rule. 

BERT.GJ Affiliation Not Assigned AA38 2 86/10/17 Docketing & Services Branch 
Ip 61863 030-61863 036 

“9204200190 Comment on proposed rules 10CFR2.19.20,30.31.32,34.35,39.40. 50,61 & 
70 ra stds for protection against radiation Opposes rule 

* Affilialion Not Assigned AA38 2. 86/09/15 Docketing & Services Branch Ip 
61862 254-61862 254 


"9204280140 Commonl on proposed rules 10CFR2,l&,20»ao,31.32,34,35»39.40, 50,61 & 
70 ra stds for protection against radiation 

TAYLOR.RF Aftilsatlon Not Assigned M3&-2, 66/10/30, Dockoling & Sowkes 
Branch 3pp 61662 363 61862 356. 


■9204200191 Comment on proposed rules fOCFn 2 , 19, 20, 30, 3 1,32, 34, 35.39, 40, 50,61 & 
70 re stds for protection against radiation 

JOHNSON,B Affiliatfon Not Assigned AA38-2, 06/10/31. Office of the Secretary of 
Ihe Commission 1p 61862 350-61662 359 


"9204280142 Comment On proposed rules 10CFR2.1 9,20,3 0,3 1 ,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation 

BATTUNQ.M Affiliation Not Assigned AA38-P. 66/10/14. Dockeiing & Services 
Branch Ip ei0B3't19 61063.1 19 


■9204280192 Commenl on proposed rules 10CFR2, 19, 20.30, 31, 32, 34,35, 39.40, 50.61 A 
70 re aids for protection against radiation Opposes rule 

VOLPICELL.J Affiliation Not Assigned AA30-2 06/11/03 NRC - No Detailed Affili 
ation Given 2pp 61 663- 1 26-6 1 663. 1 27. 


“9204280144 Comment on proposed rules tOCFR2. 19,20,30,31.32,34.35,39,40, 60,61 & 
70 ro stds for protection against radiation Opposes rule, 

JOHNSON, P E Affilialion Not Assigned AA38.2 89/10/23 NRC - No Detailed Affjli- 
ationGiven 2pp 61663.033 61663,034 


"9204280195 Comment on proposed rufes 10CFfl2.1 9,20.30,31 ,32.34,35,39,40. 50,81 & 
70 re stds for protection against radiation Opposes rule 

THOMAS. J A. Affiliation Not Assigned. AA38-2 86/07/31 NRC - No Detailed Alfili- 
ation Given. Ip. 61863*154-6186 3-164. 
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-9204280196 Comment on proposed rules 10CFR2< 19.20,30.31.3?, 34, 35,39, 40, 60.eii & 
70 re sltfs lor protection against radiation Opposes rule ^ 

flECKEP.E Atfihation Not Assigned AA38.2 86/09/15 Docketing & Sorvicos Branch 
1p 61862 255*61862 255 

-9204280197 Comment on proposed rules 10CFR2. 19.20, 30, 3 1,3 2. 3 4,35.39,40, 50,61 &. 

VA^f SlCKLE^.tS C^^Affiiiatton ^ AA3B 2 86/ 10/25 Office of the Sec rPlary 

of Ihe commission Ip 61863 039-61863 039 

-92042ao2£>1 Comment on proposed rules 10CFR2,1 9.20.30,3 1,32 ,34.35.39,40, 50,61 & 

70 re stds for protection against radiation Opposes role „ , >»■ 

ev^INGEn.L K Affiliation Not Assigned AA3B 2 86/06/04 MRC - No DetallGd Aflili 
atJon Given 2pp 61863 155 61863 156 

-9204280202 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 50.61 & 
70 r© s^ds for protection agamst radiat'on Opposes rule 

FUA-LER.e Affiliation Not Assigned AA38*2 86/09/16 DockoUng « Services Branch 
1p 61852 256-61862 256 

-9204280204 Comment on proposed rules 10CFR2. 19.20,30,31.32,34,36.39,40, 50,61 & 
70 re stds for protection against radiation Opposes ^ 

FRANK J Affiliation Not Assigned AA38 2 86/08/05 Dockoffnfl & Services Branch 
Ip 61863 157 61863 157 

—9204280206 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 ■& 
70 re stds for protection against radiation Opposes rule ^ ^ , 

GUENTRHER,R Sierra Club /WV3D-2 86/08/08 Dockohng & Services Branch Ip 
61863 158-61663 158 

-9204280211 Comment on proposed rules 10CFn2,10,20.30i31,3?.34,36,39,40. 60,61 & 
70 re stds for pfotection against radiation . „ • „ . 

MASON C Aitiencan Lung Association. AA38 2 B6/10/30 Docketing & Sorvicos 
Branch 1p 61862 360 61862360 

—9204280212 Comment on proposed rules 10CrR2,1 9,20,30,31,32,34.35,39,40, 60,61 & 
70 re slds for protection against radiation Opposes rule. . „ . , . 

DAVIS, J Earth First! AA3a 2 86/08/11 NRC • No Detailed Affiliation Given. Ip 
61663 159-61663 159 

-9204280215 Comment on proposed rules 10CFR2,1 9,20,30.31 ,32,34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule. . 

dove S Affiliation Not Assigned AA38-2 86/08/12 Office of the Secretory of Iho 
Commission ip 61863 160 61863 160 

-9204280217 Comment on proposed rules 1 0CFR2, 19.20, 30.31, 32, 34, 35,39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rufe 

KROLUJ Affiliation Not Assigned AA3B-2 06/09/11 Dpeketmg & Services Branch 
tp 61862 257-61062 257 

“9204280220 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,3 2, 34, 35,39, 40, 60,61 & 
70 re slds for p/otection against radiation Opposes rule, , 

ESSEftMAN.R Affiliation Not Assigned AA38-2 36/08/07 Pockoling & Services 
Branch 1p 61663161-61863161 

-9204280221 Comment on proposed rules 10CFR2, 19, 20,3 0,3 1,32,34, 36, 39, 40, 50,61 &. 
70 re slds for protection against radiation Opposes rule 

FENTON, R,T Affiliation Not Assigned AA38 2 06/09/15 Docketing & Sorvicos 
Branch Ip 61862 258 61862 258 


-9204280224 Comment on proposed rules 10CFR2,1 9, 20, 30, 3 1,32, 34, 35, 3 9,40, 69,61 & 
70 re stds for protection against radiation Opposes rule 

PETTV.e Affiliation Not Assignad AA38-2 86/09/16 Dockoling & Sorvicos .Branch 
Ip 61862 259 61 862 259 

-9204280225 Comment on proposed rules I OCFRa, 19,20,30,31.32,34,35,39,40. 60,01 & 
70 re stds for protection against radiation Opposes rule 

SCHRAOER.D, Affiliation Not Assigned AA38-2 86/08/10 Office of the Socrolary of 
the Commission Ip. 61863 162-61063 162. 


-92042B0226 Comment on proposed rules 10CFR2,19,20,30,31,32,34,36,39,40, 50,61 & 
70 re slds for protection against radiation 

iSELEN.C US. Postal Service AA38'2 86/10/27 Docketing & Sorvicos Branch 1p 
61863 040 61863.040 


-9204280227 Comment on proposed rules 10CFR2, 19, 20. 30, 31 ,32, 3 4, 36,39, 4 9, 60,61 & 
70 re stds for protection against radiation 

• Affiliaiton Not Assigned AA30-2 86/10/15 Office of the SecrGlary Of tho Cornmfs- 
Sion Ip 61663 128 61863.128 

“9264280229 Comment on proposed rules 10CFR2,1 0,20,30,3 1.32, 34, 35,3 9, 40, 50,61 & 
70 re stds for protection against radiation 

WILL.L Afhllation Not Assignad. AA38 2 06/10/20. Olffee of the Socrelaiy of the 
Commission ip, 61863 041-61863 041. 

-9204280230 Comment on proposed rules 10CFR2, 19,20,30,3 1,32.34,35,39-, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MAJAUCKAS.G. Affiliation Not Assigned AA38 2 86/00/15 Dockefing & Servfcoa 
Branch Ip 61862 260-61862,260 

-9204260232 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40. 50,61 & 
70 re stds for protection against radiation 

CHAPLICK,J.M Sierra Club AA99-2. 86/03/11 Docketing & Servfcos Branch. 2pp 
61863 163 61&63;164 


“9204260233 Comment on proposed rules 10GFR2J 9.20,30, 3 1,32, 34,35,39,40, 50,31 ^ 
70 re stds for profection agafnsi radJaliom 

ANDERSON, N. Maine, Stale of, AA38-2. 86/10/30, Docketing « Services Branch. 
2pp. 61663.001-61063 002 

-9204280234 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32»34, 36,39,40, 60,61 A 
70 re stds for protection against radlalion.Opposes rule 

MACDONALD.B Affiliation Not Assigned AA38-2 86/09/08 Docketing & Servicos 
Branch Ip 61 862'261. 61 862.281. 


■9204280230 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34.35.39,40, 50,61 & 
70 f© stds for prolocUon agamei ra-cfiaiion , 

SCHADT.WW Georgetown Unlv Medical Conter. Washington. DC AA3B 2 86/10/ 
27 Docketing & Sarvices Branch 13pp 61063 042-61863 054 


-9204289240 Comment on proposod rules 10CFR2, 19,20, 30,31. 32, 3 4,35. 39. 40, 50.61 & 
70 re slds for protection against radiation Opposes rule 

PATTERSON.C Affiliation Not Assigned AA3e 2 86/09/10 Docketing & Sorvicds 
Branch ip 61862 262 61862 262 

“9204280241 Comment on proposed rules 10CFR2, 19,20,30.31,32.34.35,39,40. 50.61 & 
70 ro aids for protoclion against radio lior> Opposes rufo 

* Affiliation Not Asslonod AA3a 2 86/10/10 Offico of tho Socfetary of tho Commis- 
sion ip 61B63 129 61063129 


“9204280243 Comment on proposed rules 10CFR2,1 0,20, 30.3 1,32.34.35, 3 0,40, 50,61 & 
70 re stds for prolocllon against radiation Opposes rule 

MOSTEKJ L Affiliation Not Assigned AA38 2 86/08/15 NRC • No Dot ailed Affiliation 
Glvon Ip 61863 166 01863 166 


“9204280245 Comment on proposed rules lOCFn2, 10.20, 30,3 1,32,34.35,39,40. 60,61 & 
70 fo stds for protection against radiation. « 

FARRAR.DL Commonwealth Edison Co AA3& 2 86/10/23, CHILK.S J Offico of the 
Socrolary of tho Commission 2pp 61863 065 61863 058 


“9204280246 Comment on proposed rules 10CFR2, 10,20, 30, 3 1,32, 34,3 5.30, 40, 50.61 ft 
70 ro aids for protection anainsf radiation Opposes rulo 

SCHWARTZ, R Affiliation Not Assigned AA30-2. 86/08/12 Docketing ft Sorvicos 
Branch Ip 61883 167-61663 167 


■9204280248 Comment on proposed rules 10CFn2, 19,20,30,31.32,34,35,30,40, 60,61 ft 
70 re slds for prelection against radiation 

DRODV.M Afnllalion Not Assigned 50FR51B92 00611 86/10/12 Office of tho SeC' 
rotary of tho Commission, Ip 61863 130 61863 130 


—9204200250 Commenl on proposed rulos 10CFR2, 19,20,30.3 1 132, 34 ,35.39, 40, 50,61 ft 
70 re stds for pro lockon. ©gainst radiation 

HAFRIS.J Affiliallon No1 Msignod AA3B-2 06/00/11- Dockoling A Services Branch. 
Ip 61802 263 61062263 


--9204280261 Comment on proposed rules 10CFR2, 19, 20.30, 3 1,32 ,34 ,35, 3 9, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule- , » « . 

PALLEY,MK Affiliation Not Assigned AA30-2 06/08/14 Docketing ft Servicos 
Branch Ip 61863 160 61663.168 


“9204209264 Commonl on proposed rules 10CFR2, 10,20, 30, 3 1,32, 34.35, 3 9,46. 50,61 ft 
70 re slds for protacHon aiialfist radlaflon ..... . * - 

WORTH, E Affiliallon Not Assigned AA3a.2 86/10/16 Office oi the Socrolary of Ihe 
Commission ip, 61863 -131 *61 663,131 


■92042602S6 Common! on proposed rules 10CFn2.1 0,29,39.31 
70 rg stds for protocllon against radial Ion Opposes ruto 
JAKtfS.Y.S Mllallpn Not Assigned AAOO-Z 86/08/14 
OraiSh. IP 61663 W 61663 166 


,32.34,35,39.40, 50,61 ft 
Dockoling ft Services 


“9204280269 Commont on proposod rules 10CFR2, 19,20,30,31,32.34,35,39,40, 50,61 & 
70 re slds lor protection against radlalion „ . „ ^ 

LAUBON.N P. Affiliation Mol Assigned AA3a-2 86/10/22 NRC - No Detail od Affili 
alien Given ip 61063 too 81863T80 

“9204290260 Comment on proposed rules 10CFR a, 19, 20,30, 3 1,32, 34, 35, 30, 40. 50,61 & 
70 f a etds for protocllon against radiation Opposes rulo , ^ 

BVLBTHrfl M Nuclear Products Co AA30 2 86/09/09 Oockoiina & Services Branch 
10,61962264 61862 264 

“9204280262 Comment on proposed rules lOCFR?, 10,80,30, 3 1,32 ,34,35,39, 40, 59,61 ft 
70 ro Bids for prolGctlon against radlaflon 

ANDERSOM.T AffiWalion Not Assigned. AA3fl 2 80/10/27. NRC - No Detailed Alfili 
atlon Given. Ip 6 1863' 169 61863.169 


“0204280283 CommonI on proposed rules 10CFR2, 10.20, 30, 31, 32, 34, 35,30, 40, 60,61 ft 
70 ro aids for prolectlon agalnsl radlatiori . . « . , 

WEEHAN.T Affiliation Not Assigned. AA38-2 86/10/16 Office of tiie Socrolary of the 
Commission, Ip. 01063,132 61003:132 


—9204280270 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39.40, 50,61 ft 
70 re sldti for prelection against radiation , « 

WELLJ Affiliation Not Assigned AA36 2 80/10/15 Offico of Ihe Soemtary of the 
Commission. Ip 61063 133-61863:133 


•'9204280276 Commonl on proposed rulos 10CFR2, 19,20,30,31,32,34,35,39,40. 50,61 ft 
70 rostda for protocllon against radiation , , „ , « i 

• Affiliation Not Assigned AAa8-2 06/10/15 Office o1 tho Secratary of iho Commis- 
sion Ip 61 863. 134-61863 134 


“9204260279 Commonl on proposed rulos 10CFR2, 10, 20,30, 31 ,32,34,35,39,40, 50,81 ft 
70 ro stds for protection against radfaliori Opposes rule. , ^ 

CLARKB.R Albert Einstain Medical Center, Philadelphia. PA M38‘2 86/08/00 
OlficQ of tho Socrolary of the Commission ip, 61063.179 61833.179 


t-$204280280 Commonl on proposed rules IOOFR2, 10,20. 30.3 1.32,34.35, 39, 46, 50,61 ft 
70 ro slda for proleclion against radiation. . ^.4. 

8HUKLA,S, Affiliation Not Assigned, AASa 2, 86/10/12 Office of Iho Secroiory of the 
Qommlsafon Ip 61663. 135-6166 3; 136^ 


(-9204289281 Commonl on proposed rules 10CFR2.t9,20,30-,31,32.34,35,39,40, 60,61 ft 

70 re aids for prolocHon against radiation Opposes rote, „ 

CINQUEMANf.D.K N j, S*£‘A Alliance, AA38-2. 66/09/10. Docketing ft Services 
Branch Ip 61862,285 61882265, 


“92042S0235 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32^34, 35*39, 40» 69,61 ft 
70 re stds for protection against radiation Opposes rule. 

MUDSONiS Affiliation Not Assigned. AA3d-2. 65/08/11. Pocketing ft Services 
Branch. Ip 61663 165-61863*165 


^■9204260284 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,36,39,40. 60,01 ft 
79 ro Bids for protection against radiation , 

ANDERSON.O V Afflllfllion Not Assigned. AASa 2 06/10/15 Offico of the Socrolary 
of Ihu Com mission Ip. 61863 136 61063T36 
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'-9204280265 Commant on proposed rules 10CFR2, 19,20.30,31,32,34,35.39,40. 50,61 & 
70 re Sid's for prolQCliori against radialion Opposes rule 

EDSON.DV Affiliation Not Assigned AA38 2 86/oe/3l Docketing & Services 
Branch Ip 61862 266 61662 266 


•9204280361 Comment on proposed rules 10CFR2, 10.20. 30, 31 ,32.34.35,39.40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

HIFT.H Affiliation Not Assigned AA38-2 86/08/18 NRC - No Delailed Affiliation 
Given Ip 61863 175-61063 175 


-9204280289 Comment on proposed rules 10CFR2, 19, 20.30,31 ,32,34,35.30.40. 50.61 & 
70 re slds for protection against radiation 

GIBBS, V Affiliation Not Assigned AA38 2 86/10/12 Office of the Secretary of the 
Commission Ip 61663 137 61663 137 


-9204280366 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 re slds for prctoction against radiation Opposes rule 

CHfSHOLW.T Affiliation Not Assigned AA38-2 06/08/13 Docketing & Services 
Branch ip 61863 1 76 61863 176 


■9204280292 Comment on proposed rules 10CFfl2, 1 9.20, 30,3 1,32,34.35,30. 40. 50,61 & 
70 re slds for protection against radiation Opposes rule. 

STUTSMAN, A E Affihalion Not Assigned AASB 2 86/09/15 Docketing & SeAUces 
Branch Ip 61862 267-61862 267 


•9204280369 Comment on proposed rules 10CFR2, 19, 20.30, 3 1.32. 34, 35, 39. 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PITKAT.J Affiliation Not Assigned AA3B'2 86/08/20 NRC - No Detailed Affiliation 
Given Ip 61863 177-61863 177 


—9204280293 Commeni on proposed rules 10 CFR 2 . 19, 20 ,30, 3 1.32, 34.35,39, 40. 50.61 & 
70 re stds for protection against radiation 

* Atfifialion Not Assigned AA3a-2 86/10/12 Office of the Secretary of the Commis- 
sion 1p. 61863138 61863 138 

-9204280295 Comment on proposed rules 10CFR2, 19, 20.30,31, 32,34, 35, 39, 40. 50,61 & 
70 re slds for protection against radiation 

WEGST.WF California, Univ. of, Los Angeles, CA AA38 2 66/10/30 Docketing & 
Services Branch 2pp 6186300361863004 

-9204280298 Comment on proposed rules 10CFR2, 19.20, 30, 3 1.32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GUUSCH.C AffiCiation Not Assigned AA3B.2 86/09/10 Docketing & Services 
Branch Ip 61862 260-61862 268 

-9204280301 Comment on proposed rules 10CFR2, 10.20,30, 31, 3 2, 34, 35,39, 40, 50,61 & 
70 re stds for protoclion agamsl radiation 

WILUR Affiliation Not Assigned AA3B-2 86/10/11 Office of the Secretary of the 
Coninnission Ip 61663139 61863 139 

-9204280302 Comment on proposed rules 10CFR2, 10,20,30, 31, 32,34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation 

MEINHOLD.Ca Brookhaven National Laboratory AA38-2 86/03/11 Dockoling & 
Services Branch I1pp 61863 190-61863 200 

-9204280303 Comrrenl on proposed rules 10 CFH 2 . 1 9,20, 30.3 1,32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON, MR Affiliation Not Assigned AA38 2 86/09/09 Docketing & Services 
Branch Ip 61662 269 61862 269 

-9204280306 Comment on proposed rules 10CFR2. 19,20,30, 3 1,32, 34.35.39, 40, 50,61 & 
70 re slds for protection against radiation 

POTTS.T Affiliation Not Assigned AA3B-2 86/10/06 Commissfonors (Post 750119) 
Ip 61663 140 61863 140 

-9204280308 Comment on proposed rules 10CFfl2,l0,20.30,31,32.34.35.3a,4O. 50,61 & 
70 re stds for protection against radiation Opposes rule 

NESEWICH.NL Affiliation Not Assigned AA3fl 2 86/09/09 Dockoling & Services 
Branch Ip 61862 270-61862 270 

-■9204280309 Comment on proposed rules 10CFR2.1 9.20.30,31,32.34,35.39.40, 50,61 & 
70 re slds for protoclion ooainsi radialton 

YOUNG, F Affilialion Not Assigned AA3S2 86/10/09 Office ot the Secretary of the 
Commission tp 61863 141-61863 141 

-9204280311 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation 

JOHNSON, CJ Soulh Dakota, Slate of AA38 2 86/04/10 Docketing & Services 
Branch 4pp 61863 201-61863 205 

-9204280316 Comment on proposed rules 10CFR2.19,20.30.31,32.34,35,39.40. 50,61 & 
70 re slds for protection against radiation 

MINNIOH.NR Affiliation Not Assigned AA3B-2 86/10/05 NRC - No Dotailed Affill 
atlon Given Ip 61863 142-61863 142 

-9204280319 Comment on proposed rules 1 0CFR2, 19, 20.3 0.3 1,32.34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

RUSSEL.S Affiliation Net Assigned AASO 2 66/10/08 Dockoling a Services Branch 
ip 61863 143 61863 143 

-9204200321 Common I on proposed rules 10CFfl2, 19, 20,3 9, 3 1,32,34, 35,39, 40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

BECK.J Affiliation Not Assigned AA30-2 66/09/10 NRC - No Detailed Affiliation 
Given 2pp 61062 271-61862 272. 

-8204280325 Comment en proposed rules 10CFR2, 19, 20, 30 .3 1,32.34.35.39.40. 50,61 & 
70 re aids for protection against radiation 

VENEZIA.C GTE Sylvania, Inc AA38-2 86/03/12 Dockoling a Services Branch 2pp 
61B63 206-61663 206 

-9284280339 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34,35, 30, 40, 50,61 & 
70 re stds for proteclron against radiation 

TODD, WE Siemens Gammasonce, Inc AA98 2 86/04/14 Docketing & Services 
Branch 5pp. 61863 207-61863 211 

“9204260344 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,3 4,35, 39.40, 50,61 a 
70 re slds for protection against radiation 

SKRABLE.K W LowelJ, Univ of, Lowell. MA AA38 2 86/04/17 Dockeling & Services 
Branch 92pp 61863 212-61&63 269 

“9204280351 Commoiil on proposed rules 10CFR2.1 9,20.30,3 1,32,34.35,39,40. 50,61 a 
79 re slds for prolecifon against radletlon.Opposes rule 

flEID.O Affilialion Not Assigned AA36 2 86/08/16 Docketing & Sorvicos Branch 
2pp 61863.171 61863-1 72 


-9204280372 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32.34,35.39. 40, 50.61 a 
70 ra stds for protaction against radiation Opposes rule 

WILLIFORD.C C Affiliation Not Assigned AA38 2 86/08/18 NRC - No Delailed Affili 
anon Given Ip 61863 178 61863 178, 

-9204280374 Commerrt on proposed rules 10CFR2, 19. 20, 30, 31, 32, 34, 35.39, 40, 50,61 a 
70 re stds for protection agalrist radiation Opposes rule 

REINER, LE Affiliation Not Assigned AA36-2 86/08/21 NRC - No Detailed Affiliation 
Given Ip 61863 179-61863 179 

-9294280375 Comment on proposed rules 10CFR2, 19,20.30,31 ,32.34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

JONES.A Affiliation Not Assigned AA38-2 86/08/21 NRC - No Detailed Affiliation 
Given Ip 61863 180 61863 100 

“9204260376 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34, 35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

SALACH.T Affiliation Not Assigned AA38 2 86/00/10 NRC - No Detailed Affiiiaiion 
Given ip 61863 181 61863 181 

-9204260380 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35, 39 ,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

YEAST.C Affiliation Not Assigned AA38 2 86/08/22 CLEMENTS.W Dockoling A 
Services Branch 2pp, 61863 182-61863 183 

-9204280364 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

ERICKSEN.O Affiliation Not Assigned. AA38-2 86/08/20 NRC - No Dotaifed Affili 
ation Given 2pp 61863 184 61863 185 

-9204260366 Comment on proposed rules 10CFR2. 19, 20,30, 3 1,32, 34.35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

MASSING, W Affiliation Not Assigned AA38-2 06/08/21 Dockoling A Services 
Branch Ip 61863 186 61863 186 

-9204280386 Commeni on proposed rules 10CFR2, 19,20, 30, 31, 32, 34,35, 39, 40, 50,81 A 
70 re slds for protection against radlalion 

HELLMAN.J Affiliation Not Assigned AA30-2 86/08/20 Docketing A Services 
Branch 1p 61863 187-61063 187 

-9204280395 Comment on proposed roles 10CFR2, 19, 20.30, 3 1,32.34, 35, 39, 40, 60,61 A 
70 ro slds for protoclion against radlalion Supports rule 

MfLLIS.NL Ballimore Gas A Electric Co AA30-2 86/04/21 Dockoling A Seivicos 
Branch 22pp 61063 332-61863 352 

-9204260405 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32,34.35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

SINCLAIR.M Sinclair, M P AA3fl-2 86/04/23 Docketing A Services Branch 2pp 
61063 353 61863 354. 


*9204260415 Comment on proposed rules 10 CFR 2 , 19, 20 , 30,31, 32,34, 36,39, 40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

MOTT.M. Affiliation Not Assigned AA38 2 06/04/23 Docketing A Services Branch 
Ipp 61063 355 61063355 

■9204280410 Comment on proposed rules 10GFR2. 19 . 20 , 30, 31. 02,34,35.39.40. 50,61 A 
70 re stds for protoclion against radiation Opposes rule 

* Affiliation Not Assigned AA30 2 86/10/16 Dockoling A Services Branch Ip 
fl1863'144 81063144, 


-9204260424 Comment on proposed rules 10 CFR 2 , 19 , 20 , 30 , 3 1,32, 34, 36, 39,40, 50,61 A 
70 ro slds for protection against radlalion Opposes rule. 

WARSH.HE Affiliation Not Assigned AA3Q-2 86/04/23, Docketing A Services 
Branch Ipp 61863*356-61863-356 

-9204280425 Commeni on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 39,40, 60,61 A 
70 re stds for proleclion against radiation 

KOCHER.DC Affiliation Nol Assigned AA30-2 86/04/02 Dockeling A Services 
Branch lipp 61663,290-61063 290 


-9204280431 Comment on proposed rules 10CFR2.19.20,30.3 1,32, 34.35.39,40, 50,61 A 
70 re stds for proloctlon against radiation 

BERTELL.R International InslUuta of Concern for Public Health AA30-2 06/04/07 
NRC - No Delailed Affiliation Given 12pp 61863-300 61863 31 1 


■9204280433 Commeni on proposed rules tOCFR2,1 9,20,30,31 ,32.34,35,39,40, 50.61 A 
70 ro stds lor protection against radiation 

DRESCHER,R Affiliation Not Assigned AA3B-2 86/10/17 Office ofl he So ere la ly of 
Iho Commission Ip 61063 145*61863 145 


•9204280353 Commeni on proposed rules 10CFR2,1 9, 20,30, 3 1,32,34,35. 39.40, 50,61 A 
70 ro stds for protection against radialion Opposes rulo 

STAFFORO.D B Affiliation Not Assigned AA30 2 86/08/16 NRC - No Delailed Affili 
ation Given, tp. 61863 173-61863 173 


-0204280436 Comment on proposed rules 10CFR2,19,2O,30,31,32,34,35,39.40, 50,61 A 
70 re stds (or protection against radiation 

LERNER.M S U S Postal Service AA36-2 86/04/30 Docketing A Services Branch 
Ip 61863-312-61063 312 


-9204200367 Comment on proposed rules 10CFR2, 19,20, 30,31, 32,34,35, 39,40, 50,61 A 
70 re stds for protecllcn against radiation Opposes rule 

WATERS, M A Affiliation Not Assigned. AA3Q 2 66/08/22 NRC - No Detailed Affili 
alien Given, Ip 61863*174-61863 174, 


■9204280440 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation , ^ 

KAMEN.S Affiliation Not Assigned. AA38-2 86/04/22 Office of the Secretary of the 
Commission 2pp 61863,313-61863 314 
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-0204280441 Commenl on propased rules )0Crfl2.t9,2O,30,31.32,34 35 39 40 5061 & 

70 ro stds for protoclion against radiation 

BAUM.JW Bfookhaven National Laboratory AAa8-2 66/04/11 OockoUno & Serv^ 
ices Branch 5pp 61863 357 61863 361 

-9204280447 Comment on proposed rules 10CPR2.1 9.20.30,31,32.34,35.39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

MICHAEL.B Affilialior^ Not Assigned AA3D-2 86/09/18 Office of the Secrelarv of 
the Com mission Ip 61863 315 61863 315 

-9204280450 Comment on proposed rules 10CFR2, 19.20,30.31,32.34,35.39,40, 50,61 & 
70 re stds for proteciion against radiation Opposes rule 

MCCOHMiCK.B Affiliation Not Assigned AA38 2 86/04/21 Docketine & Servicos 
Branch fpp 61864 D01 618B4 001 

-9204280452 Comment on proposed rulos 10CFR2. 19.20^30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

KALFUL Affilialion Not Assigned AA3fi 2 86/10/16 Docketing & Services Branch 
1p 61063 146 61B63 146 

-9204260466 Comment on proposed rules 10CFR2. 19,20.30.3 1.32.34.35.39.40, 50,61 & 
70 re stds for proteciion against radiation Opposes rule 

ATKINSON, M Affiliation Not Assigned AA3Q-2 B6/ 10/16 Dockelinq & Sorvices 
Branch ip 61863 14? 61863 147 

-9204280460 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32 ,34,35.39.40. 50,61 & 
70 re stds for prole clion against radiation 

WILUIAMSJF Affiliation Not Assigned AA30 2 06/10/13 Oocketinq & Services 
Brunch ip 61663 148 61863 148 

-9204280465 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1,32.34.35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

MElILLO.D Affiliation Not Assigned AA3Q-2 86/09/16 Office of the Secretarv of the 
Commission ip 61863 316 61863 316 

-9204280466 Comment on proposed rulos 10CFR 2, 19, 20,30, 3 1,32,34, 35, 39,40, 60,01 & 
70 re stds for protection againsi radiation 

SEAGRAVES.S Affiliation Not Assigned AA38 2 86/10/13 Office of the Secrelarv of 
the Commission 1p 61663149 61863 149 

-9204280468 Comment on proposed rules 10CFR2,1 9,20, 30, 3 1.32,34,36,39, 40. 50,61 & 
70 re stds for proteciion against radiation Opposes rule 

DIEDRICH.C j Affiliation Not Asslnned AA3Q 2 86/09/19 Offico of the Secrolarv of 
the Commission 1p 61 Q63 317 61003 317 

-9204280477 Comma nl on proposed rules 10CFR2, 10,20,30,31.32,34,35,39,40. 50,61 & 
70 re aids for proteciion against radiation Opposes rule 

COHEN, DJ Affiliation Not Assigned AA30-2 06/09/19 Offico of the Secrolary of the 
Commission ip 61663310 61863 318 

-0204280479 Comment on proposed rules 10CFR2, 19, 20,30.3 1,32,34, 35,39,40, 50,61 S 
70 re stds for prolocfion against radiation 

* Affiliation Not Assigned AA 3 6-2 0690 86/10/14 Docketing & Servtcos Branch Ip 

61863 150 61863 150 ’ 

-9204280483 Commonl on proposed rules 10CFR2, 19,20,30, 31 .32, 34, 35, 39, 40, 59,61 & 
70 re stds for proteciion against radiation Opposes rule 

BUCHANAN, S Affiliation >Jol Assigned AA36‘2 86/04/23 Docketing & Services 
Branch Ipp 61664 002 61664 002 

-9204260484 Commonl on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,39.40. 50.61 6 
70 ro stds for protection against radiation. 

QUINN, S M Affiliation Not Assigned AA3D 2, 86/00/12 NRC . No Dotailat! AffllJalion 
Given Ip 61063 310 61CG3 310 

-9204280486 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39,40, 59,61 a 
70 ro stds for proteciion against radialion 

CHAPLICK.JM Affiliation Not Assigned AA38 2 66/09/13 Docketing & Services 
Branch Ip 61863 320 61063 320. 

-9204280489 Comment on proposed rules 10CFR2,1 9,20,30.31,32,34.36,39.40. 50,61 & 
70 re stds for protection against radialion 

SULLIVAN, M R Affiliation Not Assigned, AA3Q 2 06/09/06 Docketing & Services 
Branch Ip 61663 005-61063 005 

-9204200491 Comment On proposed rulos 10CFR2. 19,20, 30, 3 1,32.34.35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

WALSH, MJ Attiliatlon Nat Assbned AA36'2 80/04/28 NRC - No Detailed Affiliation 
Given 10pp 61864,003 61864 012 

-9204280497 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, SO, 61 & 
70 re stds for proteciion against radiation 

CHABOT.G E Lowell, Unlv of, Lowell, MA AA38-2 86/04/22 Docketing & Services 
Branch 5pp 61064 013 61664 018 

-9204280496 Comment on proposed rulos 10CFR2. 19, 2 0,30,31. 32, 34, 35, 39, 40, 60,61 & 
70 ro stds for protection against radiation 

BRAGDON.P W Governor Dummer Acadomy. Byfleld, MA- AA38-2 86/09/19 NRC * 
No Detailed Affilialion Given. Ip. 61063 321-61863 321 

-9204280602 Comment On proposed rules 1 0CFn2,1 9,20,30,31 ,32,34,35,30,40. 60,61 & 
70 re stds for protection against radPalion Opposes rule 

POLEHN.JL* Affiliation Not Assigned AA38-2. 06/05/01. Dockollng & Services 
Branch, 23pp 61884 019 61064.040 

■9204280506 Comment On proposed rules 1 0CFR2,1 9,20.30,31,32,34,35,39.40, 50,61 & 
70 re stds for proteciion against radiation 

BRANDT, R J, Beltilehem Steel Corn AA38'2 06/94/25 Office of the Secretary of 
the Commission 7pp 01864 04 1 61864.047 

•9204280609 Comment On proposed rules 10CFR2, 19, 20.30.3 1,3 2, 34, 35.39,40, 60,61 & 
70 re stds for protection against radialion Opposes rule 

NlKKILA,Afvl Affiliation Not Assigned AA30 2 86/10/14 Docketing & Services 
Branch. Ip. 61663.151-61863 151, 

-9204280510 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re sids for protection against radiation Opposes rule. 

NEMETH Y,E Ecology /Alort /\A30-2, 86/04/29, Dockelmg & Services Branch Ipp 

61864 048 61864 046 


“9204280511 Comment on proposed rules 10CFR2.1 9,20.30,31,32.34,35,39,40. 50,61 & 
70 re stds for protection agSinst radialion 

DIEDRICH.CJ' Affiliation Not Assigned AA3a-2 86/09/19 Office of the Secrelary of 
th a Commis Sion ip 61 663 322 61863322 

“920428051S Commem On proposed rulos 10CFR2. 19.20,30,31,32,34.35,39.4(1, 5O.6I & 
70 re aids for p/oteclion against radiation 

SPRUNG.BU Affiliation Not Assigned 50FR5f992 Q0633 66/10/14 Docketing 
Services Branch Ip 61063 152 61863 152 

“9204280517 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39.40, 50,61 ^ 
70 re stds for protection against radiation Opposes rule 

MICHAEL.a Aflilialion Not Assigned /\A3B-2 86/09/18 Office of the Secretary of 
the Commission Ip 61863 323-61063 323 

-9204280510 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 3 5.39, 40. 50,61 & 
70 r© stds for protection against radiation Opposes rule 

SALTZMAN.D Affiliation Not Assigned AA3B-2 8S/CJ5/02 NRC - No Detailed Affili 
ation Given 2pp 6 1 664 649 61 864 950 

-9204200519 Comment on proposed rules 10CFR2,1 9,20,30,3 1.32,34.35.39,40. 50,61 & 
70 ro sids for protection against radialion Opposes rule 

COHENiDJ Affitialion Not Assigned AA30-2 86/09/19 Office of the Secrolarv of the 
Commission Ip 61865 324-61863 324 

“9264280520 Comment on proposed rulos 10CFR2. 19,20,30,31 .32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation 

QUINN.SM Affiliation Not Assigned AA3e-2 86/09/12 NRC - No Detailed Affiliation 
Given Ip 61663 325-61863 325 

“9204280S22 Comment on proposed rules 10CFfl2, 19, 20.30.3 1,3 2.34 .35, 39.40, 50.61 a 
70 re stds for protection against; radiation Opposes rule 

DAY.E B Affiliation Not Assigned AA38 2 86/04/30 Docketing & Services Branch 
3pp 61664 051 61064 053 

-9204280523 Comment on proposed rules 10CFR 2. 19. 20, 30, 3 1,32 .3 4. 3 5. 3 9.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

GOLD.WJ Affifiation Not Assigned AA30 2 06/04/30 Docketing A Services Branch 
Ipp 61064 054-61664 054 

>-9204280524 Comment on proposed rules 10CFR2,19.20, 30,3 1,32,34.35, 39, 40, 50,61 & 
70 f0 stds for proteciion against radiationi 

SARBANES, PS Senate, Sankfng, Housing A Urban Affairs AA30-2 06/09/12 NRC 
No Detailed Affiliation Gwen 3pp 61863 326 61863 328 

-9204280625 Comment on proposed rules 10CFR2, 19. 20.30, 3 1,32, 34. 3 5, 39.40. 50,61 & 
70 ro stds for protection against radiation 

* Affiliation Not Assigned AA38-2 86/09/15 Office of the Secretary of lha Commis- 
sion Ip. 61863 329 61863 329 

-9204280526 Comment on proposed rulos 10CFR2,19,28,30,3t,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

HARLAN.P Affiliation Not Assigned AA38-2 86/09/22 Office of the Secretary of the 
Commission ip 61083 330-61 863'331 

-9204290024 Commonl on proposed rules 10CFR2,19.20,30,31,32,34,35,3g.40, 60.61 & 
70 re stds for protection against radiation 

CLAGETT.K Affiliation Not Assigned AA3&-2 66/09/16 Deckaling & Service' 
Branch ip 61864 069 61864 069 

-920429002B Commonl eri proposed rutas 10CFR2. 19, 20.30.3 1.3 2, 34 ,35.39.40, 50.61 A 
70 re stds for protectiori against radiation 

CAHY.M L Aflilialion fSfol Assigned AA38 2 86/00/22 DocXoliqg & Servires Branch 
Ip 61864 070 61864 070 

-9204290047 Commanl on proposed rulos 1QCFR2, 19, 20.30, 3 1.3 2,34, 35, 3 9, 40, 50,61 A 
70 ro stds tor proteciion sgainal radiation, 

MORRIS.J Affiliation Not Assignod AA3&-2 86/09/12 Docketing A Services Branch 
Ip 61864 071 61664 071 

-9204290961 Comment on proposed rules 10CFR2, 19.20, 30, 31, 32, 34, 35,39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SWEENEY.E Affilialion Nol Assigned AA38 2 66/10/15 Office of Ihe Secretary of 
the Commission Ip. 61864 121 61864 121. 

-9204290052 Comment on proposed rulos 10CFR2, 19, 20. 3 0,3 1.32,34,35,39,40, 50,61 A 
70 ro sids for protection against radiation 

MOORE, I Affiliation Nol Assigned AA38-2 06/00/23 Dockalmg & Services Branch 
1p 61964 072-81864 072 

-9204290053 Comment on pr-oposed rules 10CFR2. 19,29,30,31.32.34,35,39.40, 50,61 & 
70 re sids for protection against radiation Chooses rule 

KODNER.JL Kodner, JL AA38 2 06/05/01. Docketing S Services Branch Ipp 
61864 055-81864 055. 

-9204290056 Comment on proposed rules 10CFR2. 19.20.30,31 ,32.34,35,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

SWEENEY.C J Affiliation Not Assigned AA3a 2 66/10/15 Office of the Secrolary of 
the Commission ip 01864 122-61864 122 

-9204290067 Commenl on proposed rules 10CFR2. 19,20,30.31 ,32.34 ,35.39,40, 50,61 A 
7o re stds for protection againsi radiation 

AUSON.L Affiiiatien Not Assigned AA36-a 87/09/14 Docketing & Services Branch 
Ip 61664 073 61864 073 

-9204290881 Comment on proposed rulos 10CFR2, 10,20,30,31:, 3 2, 34, 35,39. 40, 50,61 A 
7Q re aids (or prolectlQn against radiation 

REEO.RP Affilration Not Assigned AA3B-2 83/09/10 Dockeling & Senricos Branch 
6pp 61064 074 618 6 4 070, 

-92042000 SS Comment on proposed rules 10CFR 2, 19, 20,30, 3 1,3 2, 34 ,3 5,39,40, 50,61 & 
70 ra stds for prolectlon against raiHatlon 

HILL-WHILTON,N AffilFation Nol Assigned AA38-2, 86/09/25 Docketing & Services 
Branch Ip 61864 079 61864 079 
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‘9204290Q67 Commenl on proposed rules 10CFR2.19 20.30.31 , 3 ?,34.35h 39,40, 50,61 & 
70 re stds for protect JOn agamsl radiation 

BROWN, CM Affiriation Not Assigned AA38 2 66/09/26 Docketing & Services 
Branch Ip 61864 OBO 61664 080 

•92042-90069 Comment on proposed rules lOCFfl2, 19,20, 30.31 .32.34,35.39.40, 50,61 & 
70 re stds for protection against radiation 

MEWEiL.PR AffiBiation Not Assigned AA3B 2 66/69/22, Docketing & Services 
Sfanch Ip 61864 061 616640B1 


•9204290132 Comment on proposed rulas 10CFB2. 19,20, 30, 31, 32, 34,35,39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

MCCULLOM.W AftiliaHon Not Assigned AA38-2 86/10/14 Office of the Secretary of 
the Commission Ip 61864 130 61B64 130 

•9204290136 Comment on proposed rules 10CFB2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radialion Opposes rule 

WELLMAN, Q A Affiliation Not Assigned AA3B 2 86/10/15 Office of the Secretary of 
the Commission Ip 61064 131-61864 131 


-9204290073 Comment on proposed rules 10CFR2,19,20, 30, 3 1.32,34,35. 39.40, 50,61 & 
70 re stds for protection against radiation 

MARTINIAKA Affiliation Not Assigned AA36 2 86/09/09 Docketing & Sen/JCes 
Branch Ip 61864 082 61664 082 


•9204290136 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34.35. 39,40. 50,61 & 
70 re stds for prolcclion against radiation Opposes rule 

WELLMAN.CS Affiltalron Not Assigned AA38-2 86/10/15 Office of the Secrolaiy of 
Iho Commission Ip 61864 132-61864 132 


— 920429007 S Comment on proposed rules 10CFR2, 10,20,3 0.3 1,32,34, 35,3 9, 40. 50,61 & 
70 re stds for protection against radiation 

REILLV.EH Affiliation Ntot Assigned AA38-2 86/09/24 Oockeling & Services 
Branch 2pp 61064 083 61864 084 

-9204290078 Comment on proposed rules 10CFR2.1 9.20.30,31,32.34.35.39,40, 50, 6t & 
70 ra stds for protection againsl radiation 

SAMUELS.SW AFLCIO AA3a 2 66/10/03 NRG - No Dolaiied Affiliallon Given 
2pp 61864 123 61864 124 

-92042900BO Comment on proposed rules 10CFR2. 19, 20,30.3 1.32,3 4. 35, 39, 40, 50.61 & 
70 re stds for protection against radiation 

BUHKE.S Affiliation Noi Assigned AA3B-2 86/09/26 Docketing & Services Branch 
Ip 61864 085-61864 085 

-9204290081 Comment on proposed rules 10CFR2, 19, 20,30, 3 1.32, 3 4, 35, 39,40, 60,61 & 
70 re stds lor protection against radiation Opposes rule 

ERLANDER.R H Gibson Erfandor, fnc AAOO 2 86/05/01 Docketing & Services 
Branch Ipp 61864 056-61864 056 

-9204290083 Comment on proposed rules 10CrR2, 19, 20,30, 3 1,3 2, 34, 35, 39, 40, 50,01 & 
70 re stds for protection against radiation 

PRIMOJ P Affilialcon Not Assigned AA36 2 86/09/20 Docketing & Services Branch 
Ip 61864 066 61864 0B6 

-92042 90087 Commenl on proposed rules 1 0CFn2, 10.20,3 0,3 1,32, 34,35,39, 40, 50,61 & 
70 ro stds for protection against radiation, 

PRINCEA Affiljalion Not Assigned AA38-2 86/09/29 Dockoling S. Services Branch 
Ip 61864 087-61 B64 087 

-9204290090 Commor^l on proposed rules 10CFR2. 19, 20, 30,31 .32.34,35,39.40. 60,61 & 
70 re stds For protection against radiation Opposes rule 

PATTON, G A SanlaCrur, CA AA30 2 86/04/29 Docketing & Services Branch 2pp 
61064 057 61864 053 

—9204290093 Comment on proposed rules 10CFR2, 19, 2-0 ,30, 3 1,32, 34,35, 3 9,40, 50,61 & 
70 re stds for proteclFon against radiation 

GERBER, J Affiliation Noi Assigned AA3B-2 86/10/07 Offcco of the Secrelary of the 
Commission Ip 61064 1 25 61864 125 

-9204290095 Commenl on proposed rulos 10CFR2. 19,20.30,3 1.32.34,3 5, 39, 40. 50,61 & 
70 ro stds for protection against radiation 

HOLLAND, RT. Affiliation Noi Assigned AAdB-2 06/09/23 Docketing & Services 
Branch Ip 61864 008-61864 088 

“9204290096 Commonton proposed rulos 10CrFI2, 19, 20, 30, 3 1,32.34, 36,39.40, 50,61 & 
70 ro stds for protection against radiation 

WILL.D Affiliation Not Assigned AA3a 2 66/10/12 Office of the Secretary of the 
Commission ip 61864 12661664 126 

“9204290098 Commonl on proposed rules 10CFR2. 19,20, 30.31 ,3 2,34 .35,30.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

WELCH.M Redwood Alliance AA3B 2 66/04/29 Docketing & Seivicos Branch 6pp. 
61B64 059-61664 064 

“9204290099 Comment on proposed rulos 10CFfl2. 19.20.30.31,32,34.35,39.40. 50,61 & 
70 re atds for protection against radiation 

GIORGI.FJ Affiliation Not Assigned AA30 2 66/09/24 DocKoting & Services 
Branch Ip 61864 039 61664 089 

-9204290101 Comment on proposed rules 10CFR2, 19.20.3 0,3 1,32,34,35,30,40, 50,61 & 
70 re stds for protection againsl radiation 

HALBERG.G P Affiliation Not Assigned AA3B-2 66/10/12 Ofhc© of Iho Sccrolary of 
1ho Commission ip 61864 127 61864 127 

“9204290102 Comment on proposed rules 10CFR2, 19,20,3 0,3 1.32,34,36.39,40, 50,61 & 
70 re stds for protection against radiation 

KARPEN.LR Affilralion Not Assigned AA3B 2 66/09/26 Docketing A Services 
Branch Ip 61864 090 61864 090 

“9204290104 Comment on proposed mles 10CFR2,1 9,20.30,31,32,34.35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rulo 

TANA&E.J. Affiliation Not Assigned AA36 2 86/05/03 Docketing & Services Branch- 
Ipp 61864 065 61864 065 

“9204290105 Commenl on proposed rules 10CFR2.19,20,30.3I,32,34,35.39,40, 60,61 & 
70 re stds for protection against radiation 

’ Affiliation Not Assigned AA38-2 86/10/15 Office of the Secretory of Iho Commis- 
sion Ip 61864 128-61864 128 

--9204290109 Comment on proposed rules 10CrR2,1 0,20, 30,3 1.32,3 4,35.39, 40, 50,61 A 
70 ro stds for protection againsl radiation Opposes rule 

SAEMANN.J Affiliation Not Assigned AA36-2 86/05/05 Docksting & ServJcoa 
Bran oh Ipp 61364 066 61864 066 


“9204290140 Comment on proposed rules 10CFR2, 19. 20,30,3 1,32,34. 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

* AffiEiaiion Not Assigned AA38 2 86/10/17 Office of the Secretary of the Commis 
Sion Ip 61864 133 61864 133 

“9204290144 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35.39,40, 50,61 & 
70 ro stds for protoclion against radiation 

SEPULVEDA.M Affiliation Not Assigned AA38-2 86/09/29 Docketing & Services 
Branch Ip 61864 091 61864 091 

“9204290146 Comment on proposed rules 10CFR2, 19, 20. 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

DALTO.CA Affiliation Not Assigned AA38 2 86/10/17 Office of the Socrotary of the 
Comnnission Ip 61864 134-61864 134 

“9204290147 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34,35, 39,40, 50,61 & 
70 ro stds for protection against radiation 

RAYNIS.S Affiliation Not Assigned AA38-2 89/09/20 Docketing & Services Branch 
tp 61864 002 61864,092 

“9204290162 Comment on proposed rules 10GFR2, 10,20, 30,31, 32, 34,35, 39,40, 50,61 & 
70 ro stds for protection againsl radiation Opposes rule 

SIMKINS.A Affiliation Not Assigned AA38-2 86/10/17 Office of the Secretary of Ilia 
Commission ip 61864 135 61864 135 


“9204290155 Commenl on proposed rules 10CFR2,19, 20,30,31, 32, 34, 35,39, 40. 50,61 8. 
70 ro stds for protection agamsl radiation 

SALITAN.LF Center for Farm a Food Research.lnc AA30-2 86/09/18 Docketing a 
Services Branch Ip 61664 093 61664 093 


-9204290157 Commenl on proposed rulos 10CFR2, 19.20,30, 3 1,32, 34.35,39. 40, 50,61 A 
70 fo stds for protection against radiation 

ROBERTSON, E Affiliation Not Assigned AA38-2 86/09/26 Docketing & Sorvicos 
Branch ip 61864 094 61064 094 


“9204290180 Common! on proposed rules 10GFR2, 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

GUNSELMAN.OJ Affiliation Not Assigned AA38 2 86/09/29 Docketing & Services 
Branch Ip 61864 096 61864 095 

“9204290165 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32, 34, 35,39, 40, 50,61 & 
70 ro sids for protection against radiation 

GtTCHEL.BA Affiliation Not Assigned AA38 2 06/00/24 Docketing & Services 
Branch 1p 61064 096 61864 096 

“9204290169 Comment on proposed rules 10CFR2,1 0.20, 30,31, 32, 34, 35, 39,40. 50,61 A 
70 re stds for protection against radiation 

SMITHTOWN.MW Affiliation Not Assigned S0FR51 992 00566 86/09/30 Dockoling 
& Services Branch Ip 61864 097-61864 007 

“9204290172 Comment on proposed rules 10CFR2.19,20,3{), 31, 32,34, 35, 39,40, 50,61 & 
70 re elds for protection against radialion 

LADRAOOR.TE, Affiliation Not Assigned AA38'2 86/09/30 Docketing & Seivicos 
Branch Ip 61064 098 61864 098 

“9204290176 Comment on proposed rules 10CFR2, 19,20,30.31, 32,34, 35,30, 40. 50,61 S 
70 re stds for protection against radialion 

EDWARDS.FH Affiliation Not Assigned AA30-2 86/10/02 Docketing & Services 
Branch 1p B1B84 099 618B4 099 


“9204290183 Comment on proposed rulos 10CFR2. 19,20.30.31, 32,34.35,39, 40, 50.61 & 
70 ro stds for protoclion against radiation 

COCHRAN.H Affifialion Not Assigned AA38 2 86/09/20 Dockoling & Services 
Branch 3pp 61864 100-61864 102 


'9204290184 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34.35,39,40, 50.61 & 
70 re stds for protection againsl radiation Opposes rule 

TUFNER.Q Affiliation Not Assigned AA38 2 86/10/17 Office of the Secretary of the 
Commission Ip 61864 136 61864 136 


“9204290186 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34.35, 39, 40, 50,81 & 
70 re stds for protection against radiation Opposes rule 

LAPPIN.B Affiliation Not Assigned AA30 2. 86/10/17 Office of the Secretary of the 
Commission Ip 61664 137-61664 137 

“92Q4290190 Comment on proposed rules 10CFR2,1 0,20. 30, 3 1.32,34, 35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38 2 86/10/17 Office of Iho Secretary of the Commis 
Sion 1p 61864.138-61864 138 


■9204290112 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35.39,40, 60,61 & 
70 re stds For protection against radiation Opposes rule, 

LADD.f Affitlation Not Assigned AA38 2 80/05/06 NRC - No Dataifod Alfilfallon 
Given 2pp 61664 067 61864 068 


“9204290195 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

ZEIGLEH.M, Affiliation Not Assigned, AA38 2 86/10/15 Office of (he Seerolary of 
the Commission ip 61864,146-61864 146 


“9204290117 Commenl on proposed rules 10CFfl2, 19,20.3 0,3 1,32,34,35.39,40, 50.61 & 
70 ra stds for proteclPon against radialion, 

CHRISTIANO.T Affiliation Not Assigned AA38-2 86/10716, Office of Ihe Secretary of 
the Commission 1p 61864 129 61864 129 


■9204290200 Commenl on proposed rules 10CFH2, 19, 20, 30, 31, 32, 34, 35, 39.40. 50.61 A 
70 re stds for protection against radiation. 

VALDINI.M Affiliation Not Assigned AA38-2 86/09/20 Docketing A Services Branch 
4pp 6 1864* 103-6 1064-1 06. 
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-'9204290202 Commenl on proposDd rules 10CFR 2, 19.20.30, 3 1.32. 34,3 5, 39, 40, 50,61 & 
70 re slc/s for proteclion againsl radiation Opposes rule 

STAPLETON, J Affiliation Not Assigned AA3B 2 66/10/07 Office of the Secretary of 
the Commission ip 61664 140 61864 146 

-9204290206 Comment on proposod rules 10CFR2, 19,20,30.31.32,34.35,39.40. 50.61 & 
70 re stds for protection against radiation 

YOUNGER, P Affiliation Not Assigned AA38-2 86/10/03 Dockelino & Services 
Branch ip 61 B64 107-61864 107 

-9204290209 Comment on proposed rules 10CFR 2. 19, 20,30,3 1,32, 34,3 5.39,40, 50.61 & 
70 re stds for protection against radiation 

HORNUNG.T Affiliation Not Assigned AA38 2 86/10/11 NRC - No Delailed Affilt 
alion Given ip 61864 149 61664 149 

-9204290211 Comment on proposed rules lOCFR 2, 19, 20,30.3 1,32,34, 35,39, 40, 50,61 & 
70 re slds for protection against radiation 

MCKENNEY.L Affiliation Not Assigned AA3e-2 86/09/29 Docketing & Services 
Branch ip 61864 108-61864M00 

-9204290212 Comment on proposod rules 10CFR2, 19. 20, 30,3 1.32.34, 35, 39.40. 50.61 & 
70 re stds for proteclion against radiation Opposes rule 

LININHAN.T Affiliation Not Assigned AA30 2 06/10/20 Office of the Secretary of 
the Commission Ip 61664 150 61864 150 

-9204290215 Comment on proposod rules 10CFR2, 19,20, 30,31, 32, 34,35.39,40, 50,61 & 
70 re slds for proleclion agoinsl radiation 

PASFIELD.FM Affiliation Not Assigned AA3B-2 06/09/28 Docketing & Services 
Branch Ip 61664 109 61 864 110 

-9204290218 Comment on proposed rules 10CFR2.1 9,20,30.31 .32,34,35.39,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

STONE.EF Affiliation Not Assigned AA3D-2 66/10/20 Docketing & Services 
Branch Ipp 61864 139 61864 139 

-9204290221 Comment on proposed rules 10CFRS, 19, 20 ,30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection egabst radiation Opposes rule 

* Concerned citizens of Geauga County, OH AA3Q-2 86/10/14 Office of the Secre- 
tary of the Commission Ip 61664 151 61664 151 

-92042S0223 Comment on proposed rules 10CFR2, 19,20 ,30,3 1,32,34, 35,39.40, 60,61 & 
70 re stds for proteclion against radialion 

BLACKBERRY.B Affiliation Not Assigned 50FR51 992 00575 66/10/03 Docketing & 
Seivfcea Branch Ip 61664 111 61664 111 

-9204290226 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34.35,39,40, 50,61 & 
70 re stds for proloction againsl radiation Opposes rule 

STAPLETON.S Affiliation Not Assigned AA30 2 06/10/07 Office of the Socrotary of 
fho Commission Ip 61864 162 61864 152 

-9204200227 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39, 40, 50.61 & 
70 re slds for protection against radiation Opposes rule 

MOSS.K Affiliation Not Assigned AA3a*2 06/ 10/20 Dockotmg & Sorvicog Branch 
Ipp 61864 140 61864 140 

-9204290230 Comment on proposod rules 10CFR2.1 0,20,30,3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STAPLETON.Jt Affiliation Not Assigned AA3D-2 86/10/07 Office of the Socrelnry 
of iho Commission Ip 61864,153-61864 153 

-9204290232 Comment on proposed rules l0CFn2,1 9,20.30,31 ,32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

BURLINQ.GW Affiliallon Not Assigned AA38-2 86/10/14 Office of the Socrotnry of 
Iho Commission 1p 61864 154 61864 154 

-9204200236 Commenl on proposod rules 10CFR2. 19, 20,30,31 .32.34.35,39,40. 60.61 & 
70 ro stds for protection againsl radiation Opposes rule 

RUNNION.M Affiliation Not Assigned AA38-2 86/10/20 Docketing & Services 
Branch Ipp 01064 141-61064 141 

-9204290237 Cominonl on proposed rules 10CFR2,1 0,20, 3 0,3 1,32, 34,35, 39.40, 50,61 & 
70 re stds for protection against radiation 

OWENS, M Affiliation Not Assigned AA38-2 66/10/07 Docketing & Services Branch 
Ip 61664 113 61064 113 

-9204290238 Comment on proposod rules 10CFR2, 19, 20, 3 0.3 1.32, 34,35, 39,40. 60.61 & 
70 ro stds for protection against radiation Opposes rule 

COLANDRA.A Affiliation Not Assigned AA38 2 68/10/14 Office of the Secretary of 
tho Commission Ip 61064 15B 61664*155 

-9204290240 Comment on proposod rules 10CFR2, 19, 20,30, 31 ,32,34,35,39,40, 60,61 S 
70 re stds for protection against radiation Opposes rules, 

RICHARDSOf4.P Affiliation Not Assigned 5GFR23360 86/09/09 Dockelino & Serv- 
ices Branch Ip 61663 006 61663 006 

-9204290244 Comment on proposod rules 10CFR2, 19, 20.3 0,31 ,32, 34, 35,39, 40. 60,61 & 
70 ro stds for proloction against radiation Opposes rule 

FOX, HA Affiliation Not Assigned AA30-2 86/10/20 Dockaling & Services Branch 
Ipp 61864.142 61804 142 

-9204290247 Commenl on proposed rules 10CFR2, 19, 20,3 0,3 1,32, 34, 35,39, 40, 60.61 & 
70 ro Bids for protection against radiation 

aOERRIGTER.E. Affiliation Not Assigned AA30 2 66/10/20, NRC - No Dotallod Affili- 
ation Given Ip 61664-1 66-01864 156 

-0204290240 Comment on proposed rules 10CFR2, 19.20.3 0,3 1,32, 34 ,35, 39.40, 50,61 & 
70 ro slds for proteclion against radialion, Oppose rules 

‘ Affiliation Not Asslgnod 56FR23360 86/09/16 DocKoting & Services Branch Ip 
61863 007-61603 007 

-9204290262 Comment on proposed rules 10CrR2,19,20,30,31,92,34,35,39,40, 50,61 & 
70 ro Bids for protection against radiation Opposes rufo. 

O'NEIURA Affiliation Not Asaignod AA30-2 66/10/20 Docketing & Services 
Branch ipp, 61884 143-61864 143 

"9204290267 Comment on proposed rules lOCFRS.1 9,20,30,31,32,34,35.39,40, 50.61 & 
70 re stds for protection against radiation, Opposes rules 

STRAW, J.B Affiliation Not Assigned B6FFr23360 06/09/02 Dockoling & Seivfcas 
Branch tp, 61863 006 61863 008 


-9204290258 Comment on proposed rules 10CFR2,1 9,20 30,31,32,34.35.39,40, 50.61 & 
70 re slds for protection againsl rad rat ion Opposes rufe 

O’NEIL.FE A ffiliohor^ Not Assigned AA3fi-2 B6/1D/20 Dockeling & Services Branch 
Ipp 61864 144 61864 144 

-9204200265 Co miTienl on proposed rules 10CFR2, 19. 20.30, 3 1,32 ,34, 35, 3 9. 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

LEWANSKI.J Afiilialion Not Assigned AA3B-2 66/10/14 Dockeling a Services 
Branch Ipp 61864 145 61664 145 

-9204290273 Commenl on proposed rules 10CFR2, 19, 20,30, 31 ,32.34,35,39.40. 50,61 a 
70 re slds tor proteclion against radration 

nOSE.WT Affiliation Not Assigned AA30-2 86/10/10 Olfice of Iho Secretary of the 
Commission Ip 61884 157 61864 157 

-9204290283 Comment on proposed rules 10CFR 2, 19.20.30,3 1.32.34,35, 39.40. 60,61 & 
70 re slds for protection against radiation 

AVERY Affiliation Not Assigned AA3a2 86/10/20 Office of iho Secretary of the 
Commission Ip 61664 156 61664 158 

-9204290296 Comment on proposed rules 10CFR2, 19.20.3 0,3 1,32, 34,35, 39. 40. 50.61 a 
70 re stds for protection against radration Oppose rules 

MELILLO.D Affiliation Not Assigned 50FR51fl92 86/00/16 DockeUng & Services 
Branch tp 61803 009-61663 009 

-9204290297 Comment on proposed rules 10CFR2.19, 20, 30, 31.32.34.35.39,40, 50,61 & 
70 re stds for proleclfon against radiation 

BISHOP.DA Affiliation Nol Assigned 56FR23360 86/09/09 Docketing & Services 
Branch 2pp 61863 01 0-6 1863 01 1 

“9204290301 Comment on proposed rules 10CFR2, 19, 20, 3 0.3 1,32, 34.35.39, 40, 50,61 & 
70 re stds for protection agafnsi radiation Oppose rules 

* Affiliation Nol Assigned 56FR233GO 06/09/10 Docketing & Services Branch 1p 
61063 013 61863 013. 

-9204290303 Comment on proposed rules 10CFR2. 19. 20.30, 3 1.32, 3 4,35, 39, 40. 50.61 & 
70 ro stds for protection against radiation Oppose rules 

CUNNINGHAM.V Affilialion Not Assigned 56FR233G0 86/09/16 Docketing & Serv- 
ices Branch Ip 61863 014-61063 014. 

—0204290307 Comment on proposed rules 1QCFR2, 19, 20, 30, 31,32,34, 35,39,40, 50,61 & 
70 ro slds for protection against radralion Oppose rules 

PECK.H Affilralion Not Assigned S6FR23360 86/09/12 Docketing ^ Services 
Branch Ip 61063 015 61863 015 

-92042 00312 Comment on proposed rules 10CFR2, 19, 20, 30.31. 32,34, 35, 39,40, 50.61 & 
70 ro stds for protection against radiation Oppose rules 

SMITH, SJ Affilialion Nol Assigned 50FR51992 86/09/11 ZECH.LW Commission- 
ers (Post 750119) Ip 61D63 016 61863 016 

-9204290316 Comment on proposed rules 10CFR2, 19,20,30^3 1,3 2, 34 ,35, 39, 40, 50,61 & 
70 ro stds for protection against radialion Opposes rule 

COULIADES.J Affiliation Not Assigned AA3a2 86/08/21 Dockeling & Services 
Branch tp 61064 167 61064 167 

-9204290319 Comment on proposod rules 10CFR2.19.20.30.31.37.34, 35.39, 40. 50.61 & 
70 ro stds for proloction agoinsl radiation Opposes rule 

BRADLEY.M Affiliation Not Assigned AA3B-2 86/08/27. Dockoling & Services 
Branch Ip 61864 163 61064 160 

-9204290323 Comment on proposed rules 10CFR2.1 9.20,30,31,37,34,35,39,40, 50,61 & 
70 re slds for proloction again si radialion Opposes rule 

DARLINQ.D Affiliation Nol Assigned AA3a2 86/00/25 Dockoling & Services 
Broach Ip 61864 169 61064 169 

-9204290327 Comment on proposed rules 10CFR2,19,20,30,31,32.34,35,39,40. 50,61 & 
70 ro stds for protection against radiation 

KLUGE, H Lakeland Auduoon Society, Inc 50Ffl51902 86/09/ 10 Dockoling & Serv 
icos Branch 4pp 61803 017-61063 020 

-9204290320 Comment on proposed rules 10CFn2.1 9,20,30, 31, 37, 34, 35,39.40, 50,61 & 
70 ro atda for proteclion against radiation 

LAFORGE.J Affilialion Not Assigned AA38 2 86/10/01 Docketing & Services 
Branch Ip 61064 114 61064 114 

"9204290329 Commenl on proposed rules t0CFR2, 19,20.30,31.32,34.35.39,40, 50,61 & 
70 re stds for protection againsl radiation Oppose rules 

ZWIN.PW Affiliation Nol Assigned 56FH23360 06/09/18 Docketing d Services 
Branch Ip 61063 021 61663021 

"9204290331 Comment on proposod rufos 10CFR2, 19,20 ,30, 3 1,3 2, 34, 35, 30, 40. 50,61 & 
70 ro stds for proleclion against radralion 

STONE, CE Atfifialion Nol Assignod 50FR61992 00502 06/10/06 Dockeling & 
Services Branch Ip 6 1 064 1 1 5 6 1 864 1 1 5 

"9204290332 Com man I on proposod rules iaCFR2, 19, 20,30, 3 1,32 ,34,35,30, 40. 50,61 & 
70 ro stds (or protection against radiation Opposes rule 

ZWIN.PT Affiliation Nol Assigned 50FR51992 86/09/18 Docketing & Services 
Branch ip 61863 022 61863 022 

"9204200341 Comment on proposed rules IQCFRZ, 19,20, 30, 3 1,32 ,34, 35, 39, 40, 50,61 & 
70 re stds for protection againsl radiation Opposes rule 

LOHR.l Alfiliation Nol Assigned AA30 2 06/06/25 Dockeirng & Services Branch 
Ip 61864-170-61064 1 70 

"9204290342 Comment on proposed rules 10CFH2, 19,20.30, 3 1.32 ,34,35, 39, 40, 50,61 & 
70 re slds for protection against radiation 

ADAMSpM Affiliation Nol Assigned 50FR51092 00565 86/10/01 Dockoling 8 Serv 
ices Branch 2pp 61884 117 61664 110 

"9204290344 Commenl on proposed rules 10CFR2, 19,20,30, 3 1,32 ,34, 35, 3 9.40, 50,61 & 
70 ro stds for proleclion againsl radiation 

WESTFALL.RG Affilialion Nol Assigned AA30-2 86/09/28. Olfice of the Secrolary 
of Iho Commission Ip 61664 159 61864 159 
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-920'<1290347 Connnionl on proposed rufos 10CFR2, 10.20.30.31. 32, 34, 35.39,40. 50,61 & 
70 re stds lor prolectjon aoamst raclialion 

PIEPER.C Affilialion Not Assigned AA3B 2 86/09/02 NRC No DotaiJed Affdiatjon 
Given Ip 61864 160 61864 160 

-9204290350 Comment on proposed rules 10CFR2, 19.20, 30, 3 1.32.34. 35, 39, 40. 50.61 & 
70 ro stds for protection against radiation Opposes rule 

GOLDBERG, MC Affiliation Not Assigned AA3B2 66/06/25 NRC ^ No Oeiailad Af 
filiation Given Ip 61864 161 61664 161 

-9204290352 Comment on proposed rules lOCFfl2, 19.20, 30,3 1.32.34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHNEIDER.C House of Rep AA3B 2 66/08/10 ZECH.LW Commissioners (Post 
750119) Ipp 61864 17161864 171 

-9204290357 Comment on proposed rules 10 CFn 2 , 19, 20,30, 3 1,32.34, 35, 39. 40. 50.61 & 
70 re stds for protection against radiation 

SCHROEDER.H A Affiliation Nol Assigned AA38 2 86/09/02 NRC ' No Deiailed Af- 
filiation Given Ip 61864 162 61664 162 

-9204290361 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32, 34, 35.3 9, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

HALVORSONA Affiliation Not Assigned AASa 2 66/08/25 Docketing a Services 
Branch Ip 61B64 173 61B64 173 

- 6204290362 Comment on proposed rules 10CFR2,i9,20.30,31.32,34,35,39,40, 50,61 & 
70 re stds tor protection againsl radiation 

PULS.W Affiliation Not Assigned AA30-2 66/09/01 Office of Ihe Secrolary of Ih© 
Commission Ip 61864 163 61864 163 

-0204290364 Comment on proposed rules 10CFR2, 10,20.30,31,32,34.35,39,40, 50,61 & 
70 r© Bids (or proteclion against radiation Opposes rule 

DAVIS Affiliation Not Assigned AA3fl 2 86/08/26 Docketing & Services Branch Ipp 
61864 174 61864 174 

-9204290365 Comment on proposed rules 10 CFR 2 , 10,20, 30,31 ,32,34.35,39,40, 60,61 & 
70 re stda for protection against radiation 

FLECK, M AffilialFon Nol Assigned AA36 2. 06/08/30 NRC - No DelaiPed Affiliation 
Gcvon 2pp 61864 164 61864 165 

-9204290373 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35,39, 40, 60,61 & 
70 re stds for protection ngainsl radiation 

* Affiliation Nol Assigned AA30 2 88/08/29 Offica of Ih© Secrolary of Iho Commis- 
Blon Ip 61864 169-61 864 166 

-9204290375 Comraienton proposed rules 10CFR2, 19,20,30, 3 1,32, 34, 35.3£l,4{), 50.61 & 
70 re aids for protection against rarf(atior> 

BERG.W, Affiliation Nol Assigned AA3B 2 86/10/08 Docketing & Services Branch 
Ip 61864 119 61864 119 

-920429037B Comment on proposed rules 10 CFR 2 , 19,20 ,30, 3 1.32, 3 4, 3 5,39, 40, 50,61 & 
70 ro stds for protection against radiation 

BERNSTEIN.R Texas, Sisto of AAdB 2. 86/08/26 Docketing & Services Branch 
Ipp 61864175 61864 175 

-9204S90380 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,3 4,3 5, 39,40, 50,61 & 
70 re stds for proteclion against radration 

SUIECKI.J Affijialion Not Assigned AA38 2 88/10/09 Dockoflng & Services Branch 
ip 61864 120 61864 120 

-9204290387 Comment on proposed rules lOCFfl2, 19, 20.30, 3 1,32,34. 35, 39.40, 50,61 & 
70 re stds for profection against radration Opposes ruto 

MAIO.K Affiliation Not Assigned AA3a 2 86/10/06 NRC - No Dotaited Affiliation 
Given Ip 61884 201-61064 201 

-9204290303 Comment on proposed rules 10CFR2, 19,20, 30,31, 3 2,34, 35, 39,40, 60,81 & 
70 re stds for protection against radiation Opposes rule 

WILIIAMS.MC Affiliation Nol Assigned toe 2 86/OD/19 Dockoting & Services 
Branch 18pp 61864 176-61884 103 

-9204290305 Commenf on proposed rufos 10CFR2, 10,20, 30,31, 3 2, 34.35, 39.40. 50,61 & 
70 re stds for protection against radiation 

PEDERSEN, G Affilralion Not Assigned AA30 2 86/10/09 Offico of the Secrolary of 
the Commission 1p 61864 202 61864 202 

-9204290401 Commanlon proposed rules 10CFn2.1 9, 20.3 0,3 1,32 ,34.35, 39,40, 50,61 & 
70 re stds for protection against radiation Oppose rule 

GOODE, ^ Affiliation Not Assigned AA38 2 86/10/06 Offico of Ifio Secretary of the 
Commission 1p 61864 203-81864 203 

-9204290405 Commenf on proposed rules 10CFR2.19,20,30.31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes ruto 

SKIBBEE.pl Affiliation Nol Assigned AA3B-2 86/10/10 Docketing & Services 
Branch ip 61864 104 61864194 

-9204290409 Comment on proposed rules 10CFR2,1 9.20.30,31 ,32,34, 3 5,39,40. 60.61 & 
70 ra sldg for protection against radiation Opposes rule, 

OWEN.B. Affiliation Not Assigned AA38-2 86/10/09 Oockoimg & Services Branch 
Ip 61864 195 61664.195 

-9204290411 Comment on proposed rules 10CFR2,19,2a,30,31,32,34,35,39,40. 50.61 & 
70 re Bids for protection against radiation. 

BRENNER, R A Affiliation Not Assigned AA38 2 86/09/06 NRC - No Dotaifed Aflili- 
alfon Given 1p 61884 204-61864 204 

-S204290413 Comment on proposed rules 10CFfl2, 1 9,20,30,31 ,32,34,36,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA3S 2 86/10/15 Oockeling & Servicoa Branch Ip, 
61664 196-61864196 

-9204290414 Commeni on proposed ruloa 10CFR2, 19, 20,30. 3 1,32, 34, 35, 39.40, 50,61 & 
70 re stds for proteclion against radiation 

l4ARTfN,C Affiliation Nol Assigned AA3B-2 86/10/06 NRG - No Detailed Affilfatton 
Given 1p, 61864 205 61864*205 

-9204290418 Comment on proposed rules 10CFR2. 19, 20,3 0,3 1,32.34.35.30,40, 50,61 & 
70 re stds for proteclion against radlaffon, 

HICKWAN.J B Affiliation Not Assigned AA3a 2, 06/10/06 Offico of the Secretary of 
the Commission Ip 61864 206 61864 245 


-9204290420 Comment on proposed rules 10CFR2,1 9.20, 30.31, 32, 34,35, 39.40, 50.61 4 
70 ro stds tor proteclion against radiation Opposes rule 

JOHNSON.E Affiltation Not Assigned AA38-2 86/10/09 Docketing & Services 
Branch Ipp 61064 197 61864 197 

-9204290425 Comment on proposed rules 10CFR2, 19.20.30.31. 32,34.35, 39.40, 50,61 4 
70 re stds for proteclion against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 86/10/15 Docketing & Services Branch ip 
61664 199 61864 1 99 

-9204290431 Comment on proposed rules 10CFR2. 19, 20,30, 31, 32.34.35,39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

LORD,WS Affiliation Not Assigned AA38 2 86/10/15 Docketing 4 Services Branch 
Ip 61864 200 61864 200 

-9204300265 Discusses Commission meeting on finalization of radiation slds 
D'ARRIGO.O Nuefoar Information & Resource Service AA38 2 0002 88/11/28 
2ECH.L Commissioners (Post 750119) Ip 61064 253-61064 253 

-9205080156 Submits (ist of five items re draft SRM on Part 20 implemenlation dates 
MORRIS.B NRC ' No Detailed Affiliation Given AA38-2 0876 90/10/26 COOL.D 
NRC - No Detailed Affiliation Given 40pp 61856 200 61B56 354 

-92051 10208 Comment on proposed rules 10CFR2, 19,20, 30, 31. 32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

KOCHERY.IA Affiliation Nol Assigned 50FR5199Z 86/05/13 Docketing & Services 
Branch Ip 61871 211-61871 211 

-9205110209 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds tor protection against radiation Supports rules 

POTOCIK.DP Affiliation Not Assigned 50FR^51992 86/05/13 Do ck el ing & Services 
Branch Ip 61871 212-61871 212 

-9206110211 Comment on proposed rules 10CFR2. 19, 20,30, 3 1.32, 34, 35.39.40, 50,61 4 
70 ro stds for protection against radiation 

HERD.E AfMralion Not Assigned 60FR51992 86/05/15 Dockeling & Services 
Branch Ip 61871 213 61871 213 

-9205110216 Commeni on proposed rules 10CFR2, 19.20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro stds for protection against radlalion 

STRONG.tr Washington, Stale of 60FR51992 86/05/12 Docketing & Services 
Branch Ip 61871 214-61871 214 

-920S1 10220 Comment on proposed rules 10CFR2.19.20,30,31,32,34,35,39,40, 50,61 & 
70 ro stds for protection against radialion 

HOnVATH.KJ Affiliation Not Assigned 50FR51992 86/05/15 Offico of the Secre- 
tary of the Commission Ip 61871 215 61871 215 

-0205130014 Forwards draft rev to 10CFR20 for review & comment Response roquasl 
ed by 860113 W/0 end 

NUSSBAUMER,D.A Assi slant Director for Stale Anreemenls Program AA38 2 87/ 
12/23 Affiliation Not Assigned Ip 61046 318-61846 318 

-0408310085 Recommends RES change specific reciuiromont of l0CFR20,App A re 
respiratory regulation Requirement should bo more generic 4 (ess prescriptive 
BAER.R L Engineering & Generic Communications Br.Dlv Emerg Prop & Enginooiing 
Response, IE AA38-2 64/08/27 ALEXANDER, R E Occupational Radiation Proloction 
Branch 3pp 61843 292 61843 295 

-8504220322 Commonis on draft Part 20,Subparf H Existing basis for good 
equipment. coupled w/rocommonded beard prohibltlon.should continue to be fui^da 
menial 

BAER.R U Engineering & Generic Communications Br.Div Emerg Prop & Engineering 
flesponso,IE AA38 2 85/04/11 MILLS.W Health Effects Branch 9pp 61043 296* 
61043 304 

-6506020276 Comments on proposed rule 10CFR20 ro applicability during 
emergencies Disagrees w/RES position of Section 20 0, "Conditions of Exposure” 
Changes in wording needed. Including definition of "emergency " Agrees w/basic 
intent 

BAER.R L Engineering & Generic Communicaltons Br.Div Emerg Prop 4 Engineoring 
Responso.lE 56FR23360 85/07/26 ALEXANDER, R Health Iffocis Branch 4pp 
61G43 305 61843 307 

—8602120515 Informs that staff will be reviewing proposed rev to 10CFR20 during com- 
ment period Region I should undertake similar review 

PARTLOW.JG Div of Inspection Programs.lE (050212-870413) 06/02/05 

MARTIN,! T Region 1 (Posl 820201) 2pp 61842 264-61842 265 

-8803240347 Forwards proposed rev to 10CFR20, "Slds for Proteclion Against Radi- 
a1ior>,'* to aid in development of radiation protection procedures .per 860124 
requosl Copy of draft regulations roquQsled,W/o end 

ALtXANDER.R E Offico of Nuclear Regulatory Research, DIroctor (Pro 860720) 86/ 
03/03 VALENTIN.J Swodon, Govt of Tp 61842 287-61042 287 

-8603240369 SECY-86 048 Provides backfit analysis for 10CFR20 proposed rule for 
Commission review 4 approval for publicalion in FR for public comment 
STELLO.V Ofc of the Executive Director for Operalions AA38 2 86/02/10 306pp 
61046 319 61847 042 

-8603250208 Forwards proposed rev to 10CFR20, "Stda for Protection Against Radi 
ation," per 860202 request.Rev believed to be consistent w/juslificalion 4 oplimlza 
lion principles of Inll Commission on Radiological Protection 

ALEXANDER, RE Office of Nudear Regulafory Research, Director (Pre 860720), 
AA38 2 86/03/13 WARNEGKE.E Germany. Federal Republic of Ip 61842 339 
61842 339 

-B6032S0275 Advises that public meetings for proposed major rev to 1 0CFR2O will be 
considered at close of public commeni penoa to permit incorporation of written com 
ments or structuring of appropriato agenda 

MINOGUE,Ra Office of Nudear Regufalory Research, Director (Pre 86072O) 
B6FR23360 86/03/12 GRACE, J N Region 2 (Post 820201) 2pp 61042 337- 
61842 338, 
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-8603250295 Requosis advico as lo logal accuracy & significanco ol end ID Bross 
860224 Mr docketed as official Itr of commont on major rov to 10CFR20 ptblished in 
FR on 060100 

ALEXANDER, R E Office of Nuclear Regulaiorv Research, Director (Pro 860720]i 
56FR23360 86/03/10 BECKER, J M Office of IhG Executive Legal Director (Pro 
060701) ip 61842 327 61842 333 

-8603250381 Informs of annual independent regulatory roviow of rulemaking to revise 
10CFR20 Proposed rule published in 860109 FR Review postponed until close of 
comment period on 860512 

MINOGUE.R 0 Office of Nuclear Regulatory Research, Director (Pro 860720) 86/03/ 
12 STELLO.V Ofc of the Executive Director for Operations 2pp 61842 334' 
61B42 335 

—8605070430 Responds to questions in 860415 Itr Liconsoos expected to keep expo 
sures to members of public below 01 rem/yr unless otherwise authorized Commonls 
on proposed revs to 10CFR20 requested 

ALEXANDER, R E Radiation Risk Assessment & Managemenl Branch (660325 
860720) 56FR23360 86/04/22 MOBERG,AJ Newport News Shipbuilding & Dry 
Dock Co Ip 61843 085 61843 085 

-8605160527 Forwards comments on proposed rev to 10CFR20, "Noed for Change in 
Neutron Qualily Factors " 

PARTLOW.JQ Oiv of Inspection Programs.lE (050212 870413) 56FR23360 86/05/ 
12 GOLLER.K R Division of Radiation Programs & Earth Sciences (840429'860720) 
8pp 61043 285 61843 291 

-8611130377 Submits addi comments on Subparl H of proposed 10CFR20 rev. includ 
mg concerns w/loopholo addressed In 060411 momo.use of protection factors & 
emergency use of respirators 

BAER.R L Engineoring & Generic Communlcalions Br.Div Emorg Prep & Engineering 
Response, IE 56FR23360 06/11/10 ALEXANDER, RE Office of Nuclear Regulatory 
Research (Post 860720) 2pp 61843 332 61B43 346 

-0701280265 Forwards Ofc of General Counsel 861023 & 870113 memos re views on 
10CFR20 201(b) & 20 401 (Form 5) Info incorporated in hoallh physics position 
file Revised drafl Info notice end w/0701 13 memo separately distributed 
CUNNINGHAM, LJ Operaling Reactor Program Br.Div of Inspecllon Programs.lE 
(850212*070413) AAa8*2 07/01/21 SHAN BAK Y,M M, Region 1 (Post 020201) 3pp 
61044 035 61844 050 

-B701280280 Responds lo request for views on ontorceabafily ol 10CFR20 401 re 
whether regulation requires licensee lo follow lr>s1rucltons on Form 5 Position taken by 
region in citing liconseo for inadequate recording of doses supported 
LIE0ERMAN,J Assistant General Counsel for Enforcement AA38 2 87/01/13 
MCKEE, PF Operating Reactor Program Br.Div of Inspection Progroms.lE (850212- 
870413) 6pp 61044 040 61844 050 

-8704150096 Comments on draff EDO decision paper for 10CFR20 rulemaking, per 
870331 memo Proposed Ailornalivo 2 would not achieve changes lo Part 20 support 
ed by majorily of staff Sungosis that RES convene working group 
PARtLOW,JQ Div of Inspection Programs,IE (050212 870413) 07/04/10 

ALEXANDER.R E Safety Research Application Branch Ip 61844 169 61644 210 

-8712100314 NENS/OSART/B7/12 "Operational Safety of Nuclear Installations" 

* Intornalional Atomic Energy Agency. 56FR23360 87/10/31 SOpp 61850 027- 
61850 077 

-8802260117 Forwards comments of 871209 draft rov of 10CFR20 Concurs w/lan- 
guaqo of proprosed rulo, ponding rosolullon of comments Proposed rule adequate ro 
respiratory protection program 

CONQEL.F J Divlsiorr ol Radiation Protection & Emergency Preparodness (Post 
070411) 5GFR23360 88/02/12 MORRIS, BM Division of Regulatory Applications 
(Post 070413) 9pp 6 1846 0G6 61046 074 

-88032 10352 Forwards draft of responses to help Part 20 working group respond lo 
public comments In respiratory protection area per H Paterson request 
WIQQINTON.J Office of Nuclear Reactor Regulation, Director (Post 070411) 
56FR23360 08/03/17 ROECKLEIN.A Offico o-f Nuclear Rogutalory Rosoorch (Posl 
860720) 3pp 61047 194 61047 207 

-8003300481 Informs that draff 1DCFR20 rov reviewed by diva within NMSS & detaitod 
commonls provided to NMSS conlacl on Port 20 Working Group, por 871211 
request Ofc lovol concurronco sltould ho on schodulo for Apr. 

CUNNINGHAM, n E Division of Industrial & Medical Nuclear Safely (Posl 870720) 
56FR23360 00/01/20 MORRiS.B Offico of Nuclear Regulalory Research (Posl 
860720) 2pp 81846 052 61046 052 

-8805250382 Advises of one significant conflict between 29CFR(910 134, "RospSfalory 
Protection" & existing draft Part 20 respiratory section NtOSH does not certify airline 
respirator for uso in IDLH areas 

WIGGINTON.J Office of Nuclear Reactor Rogulalien, Director (Post 070411) 
56FR2a360 08/05/10 PETERSON,H Office of Niiclear Regulalory Rosonreh (Posl 
860720) Ip 61048 038.61840 030 

-8809220021 Forwards comments on review of language of 1OCFR20 rulemaking pack- 
age did 880826 

cliNNINGHAM.LJ Radiation Pfolocllon Branch 56FR233C0 8D/09/16 

ROECKLEIN.A K Radiallon Protection & Hoallh EffeclB Branch 0pp 61840 206- 
61048 211 

-6009280100 Concurs In promulgation of drafl rule as official amend lo 10CFR2O 
rule making Suggestions for Improvomenl tronsmillod under separate cover 
GILLESP)E,FP Program Managomonf, Policy Development & Analysis Staff (Posl 
070411) 56FR23300 00/09/22 BECKJORD.E S Offico of Nuclear Reflulatory Re- 
search (Post 8G0 7 20) Ip 81040 214 61848 214. 

-88093Q0170 Concurs w/rulomaking for 10CFR2O pending resolution of Issues raised 
prior to transmittal lo Commission 

THOMPSON, H L Office of Nuclear Material Safoly & Safeguards 56FR23360 80/09/ 
21 BECKJORD.E S Office of Nuclear Regulatory Research (Posl 880720), 2pp 
61848 212.01848 213 

-0901300338 Roquoals that reg guide on control of access to very high radiation areas 
be prepared, per SECY-OO 315, 

CONGEL.FJ Division of Radiation Protection & Emergency PreparodAess (Post 
870411), 66FR23360 89/01/13 GILLESPIE, F P Program Monaaemonl, Policy Dovel. 
opmenl & Analysis Staff (Posl 070411). 78pp 61051 081-61051*156 


“09020 90466 Forwards comments on rav of 10CFR20 Comments both substantive & 
edilonal 

BECKER.JM Office of the General Counsel (Posl 860701} 56FR23360 69^01/07 
MORRIS.B Division of Regulatory Appljcations (Posl 870413) 6pp 61045 309- 
61845 314 


--8902270444 Disccuses procedure for controlling & accounting for radiation exposure 
of NRC ompIoyGes &. contra c tors ^though dosos incurred by NRG employees well 
below regulaiorv bmits guidance in Manual Chapter 0524 not being followed 
STELLO.V Ofc of the Executive Director for Operations 56FR23360 89/02/17 Com- 
missioners (Posl 7601 19) eopp 61851 239 61661 320 

“8903210080 Advises lhal 10CFR19 13(6) does not require reporting of bcoassay data 
or other info on intakes of radioactive mall . ^ 

CLINNINGHAM.LJ Radiation Protection Branch 5eFR23360 89/03/13 

8ELLAWY.RR Region 1 (Posl 820201) 6pp 61852055 61852 060 


-8904190297 Responds lo 890126 memo re record retenlion for ©x-licensee after li 
censG has been terminated Ex-licensee not required lo retain records under Part 20 of 
NRC regulation or proposed regulations 

JEHLE.P Office ol the General Counsel (Post B60701) 56FR23360 89/02/27 
MILLER.CL Standardization & Non-Power Reactor Project Direclorata (070411 
890729) 2pp 61852 042-61852 043 


-8906150045 Responds to 890517 request for ravisw of end draft Commission paper 
re 10CFR20NO logal obioclion lo paper In order to inform Commission of author 
views, listed paragraph should be added at end of Commissi oo paper 
TREBY.S A Asafslant General Cour>sel for Rufomaking & Fuel Cycle 56FR23360 89/ 
05/22 BECKJORD.E S Office of Nuclear Regulatory Research (Posl 860720) Spp 
61853 023 61853 077 


.8906220085 Informs of NRR concurrence ojti Part 20 policy paper, per 890517 m^o 
GILLESPIE, FP Program Management, Policy Devefopment & Analysis Staff (Post 
870411) 56FR23360 89/05/30 BECKJORD.E S Office of Nuclear Regulatory Re- 
search (Post 660720) 21pp 61853 081-61653121 

•8905290452 Advises that NMSS concurs W/10CFR2O policv paper re (ssuos of alter, 
native methods of assessing.rocordmg & conlrolling (nlernal doses & Inabifily of U re 
covery facilities lo conr^ply w/App B values for Rn.222.pQr 890517 request 
BERNERO.RM Office of Nuclear Malerlat Safoly a Safeguards 56FR23360 89/06/ 
08 BECKJORD.es Office of Nuclear Regulatory Rosoarch (Posl 860720) Ip 
61053 248 61853 250. 


•8910120217 Discusses proposed reg guides to suppi revised 10CFR20,per 890305 
memo Fuel cycle guide warranted A oevolopmenl supported Reg guide lor malls li- 
censees would nol be of groat utility 

CUNNINGHAM.R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
56FR23360 59/09/20 MORRIS.B M Division of Regulalory Applications (Post 
070413) Ip 61854 075-61854 075 


• 8912220043 Foiwards draft memo ro applicabifily of 10CFR20 to occupational radi- 
ation exposures resulting from radon & radon progcncy at nuclear power pl^ls 
CUNNINGHAM.L J Radiation Protection Branch 56FR23360 89/12/14 HICKEY.JW 
Operations Branch 19pp 61654 322-61854*342 


“9003060277 Provides cemmants on memo for NRC regions re applicability of 
10CFR20 lo occupniional radiation exposures Radon & radon progeny are nawral 
background sources unless from radioaclivo decay of licensed mall wilhin 10CFR20 
TREBY.S A Assistant General Counsel for Rulemaking & Fuol Cycle 56FR23360 99/ 
01/25 CONGEL,FJ Division of Radialion Proleclion & Emergency Preparedness 
(Post 070411) Itpp 61855 916 61055 020 

“90052101 3B Forwards comments on review of draft radiation protection Beg Guide' 
8N1.ON4B.0N6.8NB & 8NtO 

CUNNtNGHAM,L J Radiation Protection Branch 56FR23 360 90/05/16 

VIRGILIO.MJ Policy Development & Technical Support Branch (Post 670411) 35pp 
61855,224 61655 260 


-9006290001 Comments on review of listed reg guides for revised Part 2^ including 
ON 4b, "(nlerpretalion of Bioassay Meosuromenls" & 8N6. "Crileila & Procedures 
for Summation of Internal & External Dose '■ „ , , i 

CUNNINGHAM.R E Division oJ Industrial & Medical Nuclear Safely (Post 070729) 
56Fn23360 90/05/04. MORRIS.B M Division of Regulalory Applicaliona (Posl 
070413) 6pp. 61655 210 61855 223 

-9101220141 Forwards drafl memo responding lo questions raised concerning regula- 
tory position ro assessment of licensed matfal nuclear power plants that appear lo 
have resulted from Ingesllort rather than inhalation 

CUNNINGHAM.LJ Radtallon Protection Branch 59FR 23360 91/01/10 

JOYNER.JH Region t (Posl 020201) lOpp 61069 034 G1659 043 

“9105230087 Discusses uso of regulatory positions in reg guides for assessing compli- 
ance w/new part 20 ^ 

CUNNINGHAM.LJ Radiation Protection Branch 5 6FR 23360. 91/05/16 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 5pp 61859 288 61859 29-2 

-9294060346 Discusses changes for final 1OCFR20 packagoSuggested approach for 
separate radon limits for U recovery licensees will allow rule to go forward wniie 
mailer being addressed ^ 

DRAGONETTEK Office of Nuclear Malonal Safety & Safeguards 56FH23360 88/ 
12/16 PETERSON, H Office of Nuclear Regu(alory Research (Posl 869720) 85 pp 
61850 203 61051 046 

-9294060387 Proposed rule 10CFR2, 19.20.30,31.32,34.35,39,40.50.61 & 70, "Slds for 
Protection Against Radiation " Rulo would provEdo requirements ^ 

vtduals exposed lo ionizing radiation from routine activilies licensed by NRC 
GRIMSLEY.DH Office of Adminisirahon (Post 890205) AASC 2 86/01/02 25(>pp 
61049072.61841 208 


■9204060 389 Requests papers for Hoallh Physics Soefioty mid yr topical rneeting on 
900204 08 in Atlanttc Gily.NJ ro risks Reg guides 0 29 & 8 13 will bo revised as result 
of major rovof 10GFR20 

R0E(:KLEIN,A K Radiation Protection & Health Effects Branch 66 FR2336a, 89/02/ 
14 CHHfSTMAN.EA Rutgers, New Jersey, Slate Unlv of, Piscalaway, NJ Ip 
61851 047 61051 047 



406 NONDOCKETED ITEMS 


—9204070001 Informs that reg guide on workplace air sampling being wnlten to meet 
requirements of new 10CFR 20 Workshop on workplace air sampling proposed to be 
held first wk in Dec 

MCGUIRE. S Radiation Protection & Health Effects Branch 66FR 23360 89/02/14 
ROECKLEIN.A K Radiation Protection & Health Effects Branch 26pp 61851 048 

61851 oao 

-9204070014 Discusses data on radon releases from U mill sites received from D 
Smith 

DRAGONETTE.K NRC • No Oelailod Affiliation Gwen 56FR23360 88/12/16 
BELL.M. NflC - No Detailed Affiliation Given SQpp 61851 157 61851*214 

—9204070015 Advises of agreement re no substantial increase in safety nssociatod w/ 
10CFR2O proposed rev 

SCHWINK.W NRC - No Detailed Affilialion Gwen AA3B 2. 86/01/16 GOLLER.C 
NRG - No Detailed Affiliation Gwen 16pp 61841 209 61841 224 

-9204070021 Provides status of branch plannfng for 10CFR20 reg guide 
development Specific guWe tasks will be identified in consultation w/Scientech & task 
order will be issued 

ROECKLEIN,A NRC - No Detailed Affiliation Given 56FR 23360 89/02/01 
ROSZTOCZY.Z NRC . No Detailed Affiliation Given Ip 61851 21 S 61051 215 

-9204070036 Forwards fist of priority issues discussed at last staff meeting 
REHM.TA Assistant for Operations (Post 890205) AA38.2 86/01/16 Ofeof the Ex* 
ecu live Director for Operations 6pp 61841 225-61842 262 

-9204070042 Advises that phase 1 repl from Scienioch re needs & priorities for devel- 
oping or revising regulatory guidance for implementation of new part 20 reviewed & 

B roposes listed schedule for slafi work 

,OECKt.EIN.AK. Radiation Protection & Hearth Effocls Branch S6FR23360 88/12/ 
01 MORRIS.8 M Division of Regulalory Applications (Post 870413) 22pp 
61051 216 61851 237 

-92040700S2 Confirms 890214 telcon requesting permission to reproduce limited 
number of copies of pages 36 39 of NCflP rept 84, ''General Concepts for Oosfmolry 
of Inlernally Deposited Radionuclides" & pages 18-19 of NCRP rept 91 
PETERSON.H T Radiation Protection & Health Effects Branch 66FR23360 69/02/ 
15 NEY,Wfl. Nalionaf Council on Radialpon Protection & Measurements Ip 
61851 238 61851 238 

-9204D70071 Informs that proposed rev of NRC "Stds for Protection Against Radiation 
(10CFR20)/ will be seni in near future 

MllNOQUE,Rfi Office of Nuclear Regulatory Research, Director (Pre 860720) AA3B 
2 86/02/04. DUNSTER.HJ. United Wngdom. Govt of Ip 61642 263 61842 263 

“9204070076 Responds to request tor permission to reproduce limited number of 
copies of pages 36 39 of NCRP rept 84 & pages 18- 19 of NCRP rept 91 
SPAHN,JA National Council on Radiation Proteclion & Measurements 56FR23360 
89/03/02 PETERSEN.HT Radiation Proteclion & Health Effocls Branch 6pp 
61851 321-61851 326 

-9204070085 Notifies of need for assistance in editing workload to modify reg guides 
for part 20 implementation End rept provides marked up sections w/changes for 
minor 6 editorial revs 

ROECKLEIN,A K Radiation Protection & Health Effects Branch 66FR23360 09/02/ 
23 BURDA,AJ. Program Management, Policy Development & Analysis Staff (Post 
670413) 76pp. 61851 327*61852 041. 

“9204070128 Advises lhat several commenls on revised 10CFR20 rule pointed out 
minor Inconsistencies in rule & one comment pointed out lhat position on embryo/ 
fetus dose calculation would preclude accurate mtal dose assessmonls 
PETERSORHT Radiation Proteclion & Health Effects Branch 66FR23360 80/03/ 
13 NRC - No Delailed Affiliation Given 5pp 61862.044-61852 048 

-9204Q70132 Forwards Commission paper & draft FR notice in response to Commis- 
sion request for analysis of how proposed rev to Pari 20 complies w/backM rule 
(50.109) 

MINOGUE.R B. Office of Nuclear Regulatory Research, Director (Pre 860720) AA38- 
2 88/02/06 STELLO.V Ofc of the Executwe Director for Operations 2pp 
61642 266 61842 286 

"9204070140 Requests reconflrmalion of need of reg guides 8N2 & 8.N,3 for Implo- 
mentation of revised tOCFR20 In view of fad that many of existing div 8 guides will 
be extensively revised Draft reg guide 6 XX & description of reg guides end 
MORRtS.B M Division of Regulatory Applications (Post 870413) 66FR23360 89/03/ 
06 CUNNINGHAM, R.E. Dwislon of IndusUiat & Medical Nuclear Safety (Post 070729) 
3pp 61852.049*61852 051 

-9204070150 Discusses pros & cons of four of five options mentioned in 881122 memo 
to Commissioner Curtiss for going forward w/ rulemaking sub) to backlit rule if Com- 
mission wanted to approve rule. 

MALSGH,W Q Deputy General Counsel for Licensing & Regulation (860701-890422). 
56FH233eo, 89/03/07 JONES.0 NRC - No Detailed Affiliation Given 3pp 
61652 052-61652.054. 

-9204070164 Expresses appreciation for 881227 Ur to Zech re comments on revised 
10CFR20 rule Number of changes suggested fn commenls have been Incorporated in 
revised rule presently before Commission Related Info end 

MORRIS.B M Division of Regulalory Applications (Post 870413) 66FR23360 69/03/ 
22 KOBftlCK.TE Bethlehem Steel Corp USpp 61852.061-61852 177, 

-9204070174 Staff requirements memo re revised 10CFRZO Commission does not 
object tg request that final approval of rev to 10CFfl20 be deferred until Issue raised 
In 880202 memo resolved. 

CHILKjSJ. Office of the Secretary of the Commission COMKC-ea-l 89/04/10. 
STElLOpV. Ofc of Ihe Executive Director for Operations 41pp 61852'178 61852,279 

-9204070167 Forwards Info re particle size distributions & example calculation based 
on real data using proposed alternative to 10CFR20 205 presented cluing 890222 
meeting o 

TIPTON,T E. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utiiity Manage 5 6FR23 360. 89/05/08 MORRIS.WM Division of Regulatory Applies 
tions (Post 870413). 43pp. 01652 260 61852 322 


—9204070231 Forwards for review & concurrence, Commission policy paper that re- 
solves outstanding technical issues ro issuance o) 10CFR20 rule Implemenlalion date 
for rule should be postponed from 910101 to 920101 

BECKJORO.E S Office of Nuclear Regulalory Research (Post 860720) 56FR23360 
69/05/17 BERNERO.RM Office of Nuclear Material Safety & Safeguards 29pp 
61852 323 61863 022 

-9204070251 Advises lhat Commission policy paper lhat resolves outstanding technical 
issues re issuance of 10CFR20 rule reviewed Concurs rn paper w/end changes 
DENTON, H R Office of Governmental & Public Affairs (870413-911116) 56FR23360 
09/05/25 BECKJORD.E S Office of Nucloar Regulatory Research (Post 860720) 
3pp 61853 078 61853 080 

-9204070267 Forwards summary of particle size data amassed at commercial nuclear 
fuel dw in Columbia, SC from 1 984 until present.per NRC request Particle size meas- 
urements in workplace may be subj to venabihty which could affect deposition in lung 
BURKLIN.RK Westmghouse Electric Corp 56FR23360 89/04/21 NRC - No De- 
tailed Affiliation Gwen 1 1Dpp 61853 122 61853 239 

“9204070274 Advises lhat staff evaluating impact of allowed air concentration for Rn- 
222 at site boundary for members of public in app B, table 2 of proposed rev la 
10CFR20 

STELLO.V Ofc of the Executive Director for Operations 56FR23360 89/02/02 
ZECH Commissioners (PosI 750119) Dpp 61853 240-61853 247 

"9204070280 "Implications of Proposed 10CFR20 Changes Upon Radiation Protection 
Dopt at Clinton power Station *’ 

* Wadman 6 Associates S6FR23360 89/06/09 51pp 61853 251 61053 302 

-9204070285 Offers no concurrence on Commission paper re proposed changes to 
10CFR20, Paper should be modified before forwarded to EDO Reasons for decision 
listed 

ROSZTOCZY.ZR Division of Regulatory Applications (Post 870413) 56FR23360 89/ 
06/16 MORRIS.B M Division of Regulalory Applications (Post 870413) 10pp 
61853.303 61863 310 

-9204080006 Responds to 860221 note re potential impact on nuclar power plant It* 
censeos of proposed occupational ALARA rule in new Part 20 
CUNNINGHAM, LJ Operating Reactors Program Br.Div QA, Safeguards & Insp 
Programs, IE AA30-2 06/03705 ALEXANDER,RE Health Effects Branch 15pp 
61842 268 61842 303 

-9204080023 Requests lhat R Alexander make brief presentation concerning proposed 
rules to members of mfg environ committeo during 860305 meeting 
JOHNSON, K T Fertilizer Institute 86/02/07 MINOGUE.R B Office of Nuclear Regu- 
lalory Research, Director (Pre 860720) 24pp 61842 304 61B42 326 

-9204080052 Responds to Z Rosztoezy 890616 memo raising issues re revised 
10CFR20 Commission policy paper resolving outstanding technical issues 
PETERSON.H T Office of Nuclear Rogulatory Research (Post 860720) 56FR23360 
89/06/20 MORRIS.B M Division of Regulalory Applications (Post 870413) 6pp 
61653 310 61853 324 

-9204080059 Forwards memo prepared (or signature & concurrence, which would trans- 
mit to EDO Commission paper proposing resolutions lo two issues which have re- 
ceived considerable attention since rev of 10CFR20 provided to Commission 
MORRIS.B M Division of Regulatory Applications (Post 870413) 56FR23360 09/08/ 
20 BECKJORO.E S Office of Nucloar Regulatory Research (Posl 860720) lOpp 
61653 325 61853 337 

-9204080071 Requests review of revised NRC forms 4 & 5 & associated instructions in 
order to accomodate revs being made to 10CFR20 Enct drafts reflect NRC efforts to 
mako forms consistent w/revlsed 10GFR20 Comments needed by 800731 
COOL, DA Radiation Protection & Health Effects Branch 56FR23360 89/06/30 
CUNNINGHAM.L J Office of Nuclear Reactor Regulation, Director (Post 870411) 
23pp 61 853.338 61 854 005 

"9204080078 Responds lo 890410 request for more extensive analysis of some of op- 
tions presented In 881122 & 890307 memoranda on application of backfit rule to pro 
posed revs of 10GFR20. Three principal options for dealing w/backfit rule listed 
PARLER.WC Office of the General Counsel (Post 860701) 56FR23360 89/07/06 
CARR Commissioners (Post 750119) 12pp 61854 000 61854 017 

"9204080064 Forwards rough outline lor Commission Info paper on radiation protection 
policy which B Bernero discussed on 890717 

CUNNINGHAM, R E Division of Industrial & Modical Nucloar Safety (Post 870729) 
56FR23360 09/07/18 MORRIS.B Division of Regulalory Applications (Post 870413) 
6pp 61854.010 61854 023 

"9204080129 Confirms hypolhesis ro use of RN-222 value for public in proposed rev lo 
10CFR20, 

NEEL.RB NRC - No Delailed Affiliation Given AA36-2 86/03/11 ALEXANDER.R 
NRC - No Detailed Affiliation Given Ip 61B42‘336 61842 336 

"9204980140 Fonivards two sets of layouts (or very voluminous tables in 10CFR20,app 
B Present format employs sld sclonlific exponential notation Proposed changed formal 
uses computer "B" notation rather than subscripts, 

PETERSON.H T Radiation Protection & Health Effects Branch 56FR23360 88/07/ 
22 MEYER.D Rogutatory Publications Branch 6pp 61854 024-61854 029 

-9204080152 Forwards for editorial review.drafl FR nolice for revised 10CFR20 Editorial 
rovlew should focus on listed areas & comments should be submitted by 890908 
GOOL.DA Regufalory Publications Branch 56FR23360 09/08/16 OKLESSON.ER 
Program Management, Policy Development & Analysis Staff (Posl 070413), 41pp 
61054 030 61BM*073 

"9204080161 Forwards marked-up draft (Inal rule presenting comments on Commission 
rogulalions lhat establish stds for protection against radiation W/o end 
MEYER.D L Regulatory Publications Branch 56Fn23360. 89/09/ 11 COOL, DA Radi- 
ation Protection & Health Effects Branch, Ip 61854,074-61854 074 

"9204080176 Summanzes visit to Westmghouse commercial nuclear fuel plant in 
Columbla.SC on 090919-20 to collect info needed fo prepare reg guide on air sam- 
pling to meet requirements of new 10CFR20, 

MCGUIRE.S A Radiation Protection & Health Effecis Branch 56FR23360 09/09/28 
COOL, DA Radiation Prelection & Heallh Effecis Branch 149pp. 61054 076 
61854 226 
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-9204080185 For^vards for into.anc} to recent Commission policy paper on 1OCFR20 ro 
NRG staff analysis of U fuel fabrication proposals for control of ir^ternal radionucfidea 
MORRIS, B M Divisiorr of Regulatory Applications (Post 870413) 56FR23360 89/10/ 
06 TIPTON.T Nuclear Monagoment & Resources Council (NUWARC) (formorlv Nu< 
clear Utility Manage 7pp 61B54 229 61054 235 

-9204080216 Provides ID Bfoss comments or^ proposed rev of 10CFR20 
BECKER, JM Affiliation Not Assigned AA30-2 06/03/24 ALEXANDER.RE Office ot 
Nuclear Regulatory Research, Director (Pre 860720) 47pp 61842 340 61843 028 

-9204080226 Ey presses appreciation for D Cool participation in toloconference broad 
casted on 890926 ro overview of revs to 10CFR20 

KAMMERER,C Stale, Local a Indian Tribe Programs (870413 900111) 56FR23360 
09/10/26 BECKJORD,E S Oflico of Nuclear Rogulalory Research (Post 860720) Ip 

61854 236 61664 236 

-9204000232 Forwards list of new reg guides for revised 10CFR2O & load reviewer for 
each guide Review efforts will include probable meelings w/RES & contractor for 
early input & review & comment on drafts 

ESSIG.T NRC * No Detailed Affiliation Given 56Fn23360 89/10/26 BUCHANAN.J 
NRC ' No Detailed Affitiolion Given 24pp 61854 237-61854 260 

-9204080237 Comments on 890515 staff evaluation of NUMARC proposal transmitted 
to NUMARC by Morris Staff analysis did not address dosirnolric model & real people 
data provided as illustration in NUMARC transmittal of 89D50B 
STANSBUnV.PS General Electric Co 56FR23360 09/11/22 PETERSON.HT Divi 
Sion of Regulatory Applications (Post 870413) 16pp 61854 26t 61854 276 

-9204080244 Informs of success of pilot vidoo toloinformation transfer program & ex 
presses sincere appreciation to recipient & RES statf 

KAMMERER.C Stale, Local & Indian Tribe Programs (870413 900111) 5CFH23360 
89/12/01 8 ECKJORD.es Offico of Nuclear Regulatory Research (Post 860720J 
45pp 61854 277-61854 321 

-9204080250 Rosponds to 091127 Hr ro roviSGd 10CFR20 currently under Commission 
consideration Revised part 20 would permit uso of direct moasuremonls in lieu of air 
concentration measurements for assessing dose & delormining compllanco 
BECKJORD.E S Offico of Nuclear Rogulalory Research (Post 860720) 56FR23360 
89/12/21 VAUGHAN.CM Gonoral Eleclric Co 2pp 61854 343 61854 344 

-9204080256 Responds to 891127 Itr re rovlsod 10CFR20 currently under Commission 
consideralion Revised part 20 would permit tiso of direct moasuremonls in lieu of air 
concentration measurements for assessing doso & dotormlnlnn complianco 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 56FR23360 
89/12/22 GOODWIN, WL Wostinghouso Eloclric Corp 6pp 61854 345 61054 360 

-9204060268 Ack receipt of 891221 Hr ro fovs to 10CFR20 being considered curronlly 
by Commission Uso of direct moasuromonts m Iiqu of air concentration measurements 
for assessing dose & dotorminlng complianco very Important 
VAUGHAN.CM General Etociric Co S6FR23360 9t5/01/11 BECKJORD.E S Office 
of Nuclear Regulatory Research (Post 860720) 2pp 61854 351 61054 354 

•0204080271 Requests review of oncl draft revised backfit analysis for 10CFR20 by 
900124 

MORRIS, BM Division of Regulatory Applications (Post 870413) 56FR23360 90/01/ 
22 CUNNINGHAM,R NRC - No Dolailcd Affiliation Given 22pp 61054 355 
61855015 

-9204080314 Cornmonts on proposed rufo 10CFR 19,20,30,31 .32.34,40,50,61 & 70 re 
aids (or protection against radiation Requests that comment period be extended 90 
days from current 860421 doaillino 

EDWARDS, DC Oil, Chemical & Atomic Workers International Union 50FR51092 08/ 
04/18 Office of tho Socrotary of the Commission Ip 61B43 029 61843 084 

•9204090001 N 915 04/ "Nottco of Policy Guidance on Unitod Auto Workers vs John* 
son Controls.fnc " 

SILBERMAN.R G Equal Employment Opportunity Commission 56Fn23360 00/01/ 
24 13pp 61855 029 61855 041 

■9204090006 Forwards for concurrence & review .transmilla! momo ro revised backfit 
analysis for 10CFR20 rov Rev prodicatod upon moelmg conditions of 
tOCFRSO lOORelalod documentation onci 

MORRIS.B M Division of Regulatory Applications (Post 870413) 56FR23369 00/01/ 
31 PARLER.WC Otfico of tho Qonoral Counsel (Post 060701). 144pp 61855 042 
61055 203 

•9204090012 Advises of j'esearch into various federal regulations & ANSI guidance ro 
color coding of radiation symbol, per malls licensee request federal agencies roguta 
tions conflict on foreground color of radiation symbol 

BERNERO.R M Offico Of Nuclear Material Safoly & Safonuards 5BFR23360 90/03/ 
12 BECKJORD.E S Offico of Nuclear Regulatory Research (Post 860720) 12pp 
61655 204 61855 212 

-9204090023 Discusses ALARA provisions in propo*ied 10CFR2O Proper std of care 
owed by licensees embodied In currant regulation, baaed on inti consensus science & 
which can bo applied uniformly to all ticensees & on all jobs 
FORBES, J American Nuclear Insurors 56FR23360 90/04/27 CUNNINGHAM.L J 
NRC - No Detaifed Affiliation Given 4pp 61855*213 61855*216 

•9204090031 Forwards relevant portions of now regulation in UK which essentially re 
quiro type losl{ng,acceptancQ tostlng,malnt, periodic testing & cafibr of monlloring In 
struma mail on 

SWiNTH,K L Battello Memorial Institute, Pacific Northwest Laboratory 56Fn23360 
86/04/24 ALEXANDEn,R E Offico of Nuclear Rogulatory Rosoarch, Oiroctor (Pro 
860720) 200pp 61043 080-61043 284 

•92040900S5 Advisea of staff Intention to delete suggested ref to OSHA respiratory 
protection regulations 

WIGGINTON,JM NRC • No Delaited Affiliation Given 66FR23360 90/06/27 
COOL.D NRC . No Detailed Affiliation Given 19pp 61855*261 61855 277. 

-9204090066 Advises that oncI Commisaion paper proposes sevoral minor rovs to 
lOCFRaO ruloTolepfione comments should bo made to DA Cool or Peterson by 
900703 

COOL, DA Radiation Protection & Health Effects Branch 56FR23360 90/06/27 
MORRIS.B M Division of Regulatory Appilealions (Posl 870413). 14pp 61855 278- 

61855 291 


-9204090076 Expresses concerns over implementation dale of 920101 for revised 
10CFR2O & anticipated publication date Concerned w/ effect compressed schedule 
will have on successful implomentalion of revised rule by nuclear power indusiry 
LEE.B Nuclear Manage meat & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 56FR23360 90/07/27 CARR,K M Commissioners (Post 750119) 2pp 

61855 292 61855 293 

-9204090088 Forwards draft SRM on 10CFR20EDO ofc indicated that SflM be by 
900702 ir^ case cf any mater problems 

HELTEMES.J NRC • No Dalai! Qd Affiliation Given 56FR 23360 90/06/28 

MORRIS.B NRC - No Detmlad Affiliation Given fp 61655 294 61855 294 

-9204090096 Forwards staff requiremer^ts memo on SECY-8a 315 & SECY 89-267 to 
be issued on 900703 

CHILK.S J Office of the Secretary of the Comrms&ton 5aFR23360 90/06/28 CARR 
Commissioners (Post 7501 19) 4pp 61855 295-61855 29B 

—9204090110 Requests that schedule for review of staff requrrennenls memo be ex 
tended in order lo permit submittal of staff rev next wk 

THOMPSON, H L Office of Nuclear Material Safety & Safeguards 56FR23360 90/06/ 
29 CHILK,SJ Office of the Secrelary of (he Commissior> 67pp 61855 299- 
61866 007 

-9204090115 Forwards comments on draft reg guide 6 N6 ro criteria & procedures for 
summation of internal 8 external dose 

WIGGINTON.JE Radiation Protaclion Branch 56Fft2a360 90/07/24 

ROECKLEIN.A Radiation Protection & Health Eftects Branch lOpp 61856 008 
61866 017 

-9204090179 Informs that nothing published on new part 20 found other than proposed 
rule published for •comment in 1985 Summary of NRC proposed change lo basic radi 
ation protection regulation end 

WILLIS.CA NRG - No Detailed Affiliation Givers 5GFR23360 90/07/27 VARLEY.J 
Nuclear Engineering International 4pp 81Q56 018-61056 023 

-9204090207 Forwards Itrs from G Dicus & C Hardin expressing difficulties slates will 
oxpartonco in promulgating compatible regulations within Jan 1992 offecllve date of 
part 20 Change in effoclive dalo lo 940101 recommendod 

KAMMERER.C State Programs (£>00112-911116) 56FR23360 90/08/10 

MORRIS.B M Division ot Rogulalory Applications (Posl 870413) Ip 61856 024- 

61856 024 

-9204090215 Informs lhat moro than half of agreomant programs will no1 be able lo 
implomenl now regulations by implementation date of Jan 1962 for revised 10CFR20 
OICUS.Q J Afkansaa, Stale of 56FR233G0 90/08/07 KAMMERER.C Slate Pro 
grams <900112 911116) 2pp 61656025 61856 026 

-9204090231 Provides justification for extending implemenlalton dale for revised 
10CFR2O from Jan 1992 lo Jan 1994 New dale will allow for more uniform implemen 
lation of new provisions of part 20 throughout US 

TEFFT.D E Affiliatior^ Not Assigned 56FR23360 90/00/09 KAMMERER.C Stale 
Programs (9001 12 011116) 12pp 61856 027 61856 037 

••9204090237 “Final Backfit AnoCysia for Rev of 10CFR20, ’Stds for Protection Againsf 
Radialton 

‘ Division of Regulalory Applications (Post 870413} 56FR23380 90/08/31 25pp 
6ie5&03g618S6l13 

-9204090294 Speech entitled "BEIR V Estimates of Excess Cancer Mortality" present 
ed ot 000204 Workshop on Statistics of Human Exposure 

ELLETTpWH National Research Council 56Fn23360 90/02/04 20pp 61856114 
61856133 

-9204000328 “Hoallh Effects of Exposure to Low Levels of (onizing Radiation BEIR V" 
ELLETT,WH National Research Council 56FIR23360 90/12/31 8Bpp 61856134- 
61856 221 

-9204090331 Dofinos background radiation to mean radiation arising from natural back- 
ground & other radiation or iradloaclivity such as global fallout & radon in quantilies 
charDctenslIc of environ in which regulated actwHy locatod 

CUNNINGHAM, R E Divtslon of Industrial & Medical Nuctoar Safely (Posl 870729) 
56rR23360 00/06/10 PETERSON.H T OKice of Nuclear Rcgufalory Research (Posl 
860720) Ip 61856 222-61856 227 

••9204000335 Discusses application of backfit ruTe compliance exception to Commission 
response to guard 

MALSCH.M.G Offico of Dig Gonoral Counsol (Posl 800701) AA3B 2 86/06/20 PAL- 
LADINO Commlsslonora (Posl 7501 19) 4pp 61843 347-61843 350 

-9204090337 Transmits wnllen comments or> review of draft reg guides implornenling 
revised 10CFR20 0ral comments provided to H Relorson in Juno Guides should be 
simplified so lhat Hconsoos w/llmiled resources can comprehend g^uldance 
MILLER, VL Assistant Director for State Agreemonla Program 56FR23360 00/08/ 
10 MORRIS.B M Division of Regulatory Applications (Post 670413) Ip 61850 228 
61866 228 

-9204090349 Forwards re-draft of public announcement of final revs to 19CFR20 con 
lamed In SECY 88-315 Announcomont will bo ready lo issue concurrently w/FR publi 
cation of revs Commonis will be appreciated. 

INGRAM.F Public Affairs (Q70413 91 1 1 16) 56FR23360 90/06/14 PETERSON.H 
Offico of Nuclear Regulatory Research (Posl 060720) 49 pp 6IB56 229-81856 279 

-9204090361 Responds lo B6102O requeal for clarification of issues re 10CFR20 rule 
making 

PETERSON.H T Offico of Nuctoar Regulatory Research, Diredor (Pro 860720) AA30 
2 86/11/03 D'ARRIGO.D Nuclear Information & Resource Service Ip 61843 351 
61843 351 

-920409036B Expresses concorns re final rule 10CFR20. "Stds for Protection Against 
Radial Ion " Spocitic records rotentlon periods must bo included for all app F require- 
monts 

SHELTON, B J Information & Records Management Branch (Post 690827) 
56FR23360 60/12/05, HUDSON^S Oftice ol Nuclear Regulatory Research (Post 
860720) 1 p. 61 856 35 5 6 1 e 56 35 5 
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-920409’Q375 Expresses several concerns w/(inQl rule 10CFR20. ''Stcls for Proleclion 
Against Radiation" & extensive concerns wv/ supporting si atemont Retention period, 
*'untjl license terminated" recommended for retention of manifest records 
SH ELTON, BJ Information & Records Management Branc^i {Post 690827), 
56FR 23360 90/08/23 HUDSON, S Office of Nuclear Regulatory Research (Post 
Q60720) 2pp 61856 356-61856 357 

-9204090396 Discusses videotape on proposed changes to NRC slds for protection 
GOLlER,KR Office of Nuclear Regulatory Research, Oiroctor (Pro 860720) AA3B 2 
86/11/14 NUSSBAUWER.D NRC - No Dolailed Affiliation Given 4pp 61643 352^ 
61843 355 

'•9204100001 Responds to G Oicus 90-0607 Etr re jmplomontation data of revs to 
10CFR20 Conrimlssion approved defay in required iniplomontatton data for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (900112-91 1116) 56Fn23360 90/12/10 HILL.T Or- 
ganization of Agreement States Ip 61656 368 61856 358 

-9204100004 Informs that proposed rule completely revising 10CFR20, "Stds for Pro 
lection Against Radiation/' puhfished in FR on 851220 

PHILIPS ,J Division of Rules & Records (Pre 870413) 56FR23360 80/12/24 
ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre 860720) 2pp 
61843 356 61844 010 

-92Q4100D17 Forwards Elrs to D Teffl & T Hill re implomentalion dates ot 
10CFR20 Commission approved delay m required implemonlation date for revised part 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (900112-911116) 56FR23360 90/12/10 Affiliation 
Not Assigned Ip 61856 359-61856 359. 

*9204100027 Rosponda to 9QDB09 Itr re Implementation data of revs to 
10CFR20 Commission approved delay in required implomentation date for revised pan 
20 for NRC licensees from Jan 1992 to Jan 1993 

KAMMERER.C Slate Programs (9001 12-91 1 116) 66FR23360 90/12/10 TEFFT.O, 
Conference of Radiation Control Program Directors. Inc 13pp 61656 3 60 61857.026 

9204100049 "Environ Assessment for Rev of 10CFR20, 'Slds for Protection Against 
Radiation"* 

• NRC - No Detailed Affiliation Given 5eFR23360 90/12/21 543pp G1857 027- 
61659032 

-9204100073 Responds 1o 901220 Hr to Carr ro Implemonlation dates for revised part 
20 & availability of associated reg guides Commission has reconsidered implementa- 
tion date for revised part 20 t-o Jan 1993 for NRC licensees 
BECKJORD.ES Office of Nuclear Regulatory Research (Post B60720) 56Fn23360 
91/01/14 TODD.JS American MedicaT Association Ip 61859 044 61859 045 

-9204100103 Offers no comment on. comparison of former part 20 to revised part 
20 Document will be useful & would be distributed to states as soon as possible 
MILLER, VL Assistant Director for State Agreements Program 56FR23360 91/03/ 
05 COOL,DA Radiation Protection & Health Effocts Branch Ip 61859 046- 
61859 046 

-9204100110 Comments on comparison of former part 20 to revised part 20 
BEACH. A a Rogion 4 (Post &2020!) 56Fn233BO 91/03/05 COOL, O A Radiation 
Protection a Health Effects Branch 2pp 61Q59 047 61059 048 

-9204100116 Summary of 010305 meeting re part 20 rev List of attendeos provided 
WEYER.D, Office of Administration (Post 000205) 56FR23360 91/03/08 COOL.D 
Office cf Nuclear Regulatoiy Research (Post 860720) Ip 61659 049 01859 049 

-9204100123 Responds to note re Slate of CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than tegitimato uses 
MILLER ,VX Assistant Director for Stale Agreements Program 56FR23360 01/03/ 
13 HORNOR.J, Region 6 (Post 620201) 1p, 61859 050 61850,050 

-9204109128 Forwards marked up final rule amending 10CFR20,pro8onling comments 
on stds for protection against radiation, Alternative wording In proomblo to final rufo 
suggested in order to describe different versions of rule accurately. 

WEYER.D L Regulatory Publications Branch 56Fn233B0 91/03/10 COOL.D A Radi 
atlon Protection & Health Effects Branch Ip 61859051 61059 051 

-9204100140 Responds to roquost concerning nood to modify 10CFR20 to realrir^l 
buildup of radionuclides at sanitary sewage treatment plants 
BECKJORD.E S Office of Nuclear Regulatory Rosearcb. Director (Pre 860720) AAGO- 
2. 07/01/06 GRACE, J N Region 2 (Po^t 820201) 3pp. 61844 01 1 61044 013 

-9204100167 Requests that last sentence in first full paragraph on page 317 of 
1OCFfl20 be changed to read as stated, 

LIE8ERMAN.J. NRC - No Detailed Affiliation Given 56FR23360 01/03/21 
PETERSON, H Oflice of Nuclear Regulatory Research (Post 860720) Ip 61859 052- 
61859 052 

-9204100173 Expresses apprecfalion for efforts to develop concise aid lo Inspectors In 
readily identifying differences between former 10CFR20 & revised pari 20 HT Peter- 
son cornments A auggosted rev of comparison end 

WORRIS.B M Division of Rajulatory Applications (Post 870413) 56FR23360 91/03/ 
27 NORELIUS.CE Region 3 (Post 820201) 9pp 61859053 61850 001 

-9204100180 Forwards pages 07.78 & 100 of latest version of 10CFR20 that need 
fixIngPages 97-103 missing 

SWIFT, J. NRC • No Detailed Affiliation Given 56FR23360 91/03/28 PETERSON.H 
Office of Nuclear Regulatory Research (Post 860720) 4pp 61850 062 61059 065 

-9204100186 Forwards ronurriberotl 10CFfl20 perprocodure described In SECY-01 055 
& approved by negative conser>1 by Commission Changes made to update part 20 
rule fiated W/o encT 

COOL,(DA. Radiation Proleclion & Health Effects Branch 66FR23360 91/03/20 
MEYER.DL Regulatory Publications Branch 2pp 61059066.61859 067 

-9204100189 Requests inlllatlon of rev of 10CFfl20,SectiOf^ 20303, "Disposal by Ro- 
fease Into Sanitary Sewage Sys," lo bettor consider actual & potential buildup of long 
half life radioactive mall in sower sys, 

GRACE.J.N Region 2 (Post 020201) 56FR23360 86/11/18 BECKJORD.ES Office 
of Nuclear Regulatory Research, Director (Pro 660720) Ip. 61844*014-61044 033. 


"9204100192 Forwards Paperwork Reduction Act Statement staling that info collections 
would not become offeciive until approved by OMB.por rev to t0CFR20 
SHELTON, B J Information & Records Management Branch (Post 090827) 
56FR23360 91/04/01 HUDSON, S Office of Nuclear Regulatory Research (Post 
860720) 2pp 61859 068 61859 069 

"9204100199 Ack receipt of 910401 Itr & comments about revised 10CFR20 
regulation Responses to issues raised in Itr end Related documentation also end 
COOL.DA Radiation Protection & Health Effects Branch 50FR2336O 91/04/12 
WELT, M A Alpha Omega Technology, Inc 300pp 61059 070 61859 287 

--92041 00210 Submits procedures for ensuring that complete regulatory history com 
piled for each rulemaking action Completed index for final rule re aids for protection 
against radiation should bo submitted by 910921 

lESAR.MT Regulatoiy Publications Branch 56FR23360 91/05/24 PETERSON.H T 
Office of Nuclear Regulatory Research (Post 860720) 2pp 61859 293 61859 298 

"9204100210 Requests that NRC submit new camera copy each lime document sub 
nutted amending table in order lo avoid publication problems in 10CFR List of public 
comments re stds for protection against radiation end 

RtCKETT.DL National Archives & Records Administraiion 56FR23360 91/06/24 
LESAR.M NBC • No Oetaited Aflilialion Given Ip 61859 297-61859 290 

"0204130042 Provides recommendations on neutron quality factor 
FOULKE,J D Office of Nuclear Regulatory Research, Director (Pro 060720) AA3G 2 
07/02/26 ALEXANDER, RE Office of Nuclear Regulatory Research. Director (Pro 
860720) 9pp 61844 051-61044 059 

"9204130061 Forwards expanded annual review of rulomaklng package for major rev o1 
10CFR20 for review & comment 

ALEXANDER, R £ Office of Nuclear Regulatory Research, Director (Pro 860720) 
/W\38-2 87/03/31 NRC • No Detailed Affitiallon Given Ip 61044 060 61844 060 

"9204130077 Grants petitioner request for Commission lo remove requirement that ra- 
dioactive aerosols bo administered to patients only in rooms at negative pressure 
GOLLER.KR Office of Nuclear Regulatory Research, Director (Pr© 860720) 07/04/ 
07 NORRY.PQ Office of Administration (Pre 070413) 3pp 61844061-61844063 

"9204130122 Forwards petition for rulemaking PRM-36-6 for review & determination as 
lo wholher or not petition qualifies for special handling by staff as fast track petilion 
for rulomaklng 

NORRY.PG Office of Administration (Pre 870413) AA3B-2 87/03/17 
BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 8pp 
61044 064 61844 092 

"9204130107 Comment on proposed rules 10CFB2, 19, 20,30.31. 32.34.35,39,40, 50,61 & 
70 re stds for protection against radiation Draft backfit analysis inadequate to juslily 
proposed rev lo part 20 for some reason slated by Commissioner Roberta 
ANDREWS, RL Omaha Public Power District 50FR51992 86/10/29 Docketing & 
Services Branch 2pp 61859 299 61059 300 

"9204130204 Comment on proposed rules 10CFR2,19,20, 30.31. 32,34,35,39,40, 50,61 & 
70 r© slds for protection against radiation Significant training of NRC staff & inspec- 
tors must be conducted to provide consistency in interpretation of rule 
WOODY, CO Florida Power & Light Co 50FR51992 00749 86/10/21 CHILK.SJ 
Office of the Secretary of the Commission 3pp 61059 301 61059 303 

"9204130234 Comment on proposed rules 10CFR2, 10.20 ,30.3 1,32.34,35, 39,40, 50,61 A 
70 ro stds for protection against radiation Urges Commission to withdraw proposed 
changes In radiation protection stds 

JOHNSRUO.JH Environmental Coalition on Nuclear Power 50FR51992 00750 86/ 
10/28. Office of the Socrelary of the Commission 4pp 61 859 304 61859 307 

"9204130262 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39.40, 50,61 & 
70 ro stds for protection against radial! on. Proposed rules will provide subsidy to nude 
Qf indusiry at expense of public hoalth.environ A economic concerns 
HIGHTOWER. J, Texas, State of 50FR5 1992 00747 86/10/25 ZECH.LW Commis- 
slonors (Post 760119) 2pp 61850 308 61850 309 

"9204130296 Discusses nood for revised environ assessment for 10CFR20 
PETERSON.H T Office of Nuclear Regufalory Research, Director (Pro 060720) AA3&* 
2 07/05/08 ALEXANDER, R E Office of Nuclear Regulatory Research. Director (Pro 
860720) 34pp 61044 093 61844 129. 

"9204130301 Comment on proposed rules 10CFR2.19.20.30.31, 32.34.35.39, 40, 50.61 A 
70 ro stds for protection against radiation Backfit analyajs for proposed rules dcos not 
adequately assoass potontlal Impact on exposure to radiation workers 
TIERNAN.J.A Baltimore Gas A Electric Co 50FR51 992 00751 06/10/31 Docketing 
A Services Branch 4pp. 61850 310 6105Q 313 

"9204130310 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32.34,35.33,40, 50,61 A 
70 ro stds for protection against radiation Proposal Incroasos risk of exposure to iomz 
ino radiation of nuclear workers A NRC ought lo withdraw proposal 
SAMUALS.SW AFLCIO 5OFR51902 00752. 86/10/30 Office of the Secretary o1 
the Commission 7pp 61050 314 81859 320 

"9204130316 Comment on proposed rules 10CFR2, 19,20, 30.31 .32,34,35.39.40, 50,61 A 
70 re stds for protection against radiation, Proposed rules will not provide substantial 
increase In overall protection ot public health A safely 

KOBER.R.W Rochester Gas A Electric Corp. S0FR51992 007S3 86/10/28 Docket 
(ng A Services Branch 7pp 61859 321 81859*327. 

"9204130317 Requests legal advice ro listed 10CFR20 is sues, including do minimis 
cutoff on collective dose calculations 

ALEXANDER,R E. Office of Nuclear Regulatory Research. Director (Pro 860720) 
AA3a-2 07/06/11 0ECKER.J Office of the General Counsel (Post 060701) 2pp 
61844 130 61844 153, 

"9204130327 Gommont on proposed rules 10CFR2, 19,20,30, 31, 32,34.35, 39,40, 50,61 A 
70 ro aids for protection against radiation Proposal changes method of computing ra- 
diation dose exposures but does not Improvo radiation protection aids for exposure 
OBTLIEB.DW Inlornaiional Chemical Workers Union 60FR51992 00754 86/10/31 
Docketing A Services Branch 5pp 61859 328-61859 332 
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■9204130334 Comment on proposed rufes 10CFR2.1 9.20, 30, 31,32,34,35.39.40. 50.61 a 
70 re stds for protection against radiation Urges Commission to withdraw proposal & 
reptace proposal w/one which lowers doso timils to workers & general public 
WRIGHT, MJ United Steelworkers of America 50FR51 992 00755 86/10/30 Docket 
mg & Services Branch 44pp 61059 333 61860 018 


•9204150140 ConnmBnt on proposed rules 10CFR2,1 9,20.30,31.32,34,35.39.40. 50.61 A 
70 re stds for protection against radiation Urges NRC to withdraw proposal & alterna 
lively propose sld which will result in significant reduction in exposures 
MARTINO.FD Ohio/OSHA Envirormontal Network 50FH51992 00774 86/10/31 
OtIico ollhG Secretary ol the Commission Ip 61860 126 61860 126 


“9204130341 Comment on proposed rules 10CFR2. 19,20, 30. 3 1.3 2.34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Ut8 strongly supports need for use of de 
minimis levels of radiation or radioactive malls 

COUNSIL.WG Texas Utihlios Electric Co (TU Eloctric) TXX-4908 86/10/29 Docket 
mg & Services Branch 5pp 61860 019 61860 023 

“9204130362 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32,34,35, 39.40, 50,61 & 
70 re stds for protection against radiation Proposed amends not needed A will not 
perceptibly serve public health & safety 

ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc /Gonoral Atomic 
Co) 60FR51992 00757 86/10/30 Docketing & Services Branch 3pp 61860 024 
61060 026 

“9204140335 Provides recommendations for control of NRC rulemaking re annual 
review of ong^oing RES sponsored rulemaking 10CFR20 

BECKJORD.E S Office of Nuclear Regulatory Research, Director (Pre 860720) 
56FR23360 87/07/07 STELLO.V Ofc of tho Executive Director for Operations 3pp 
61844 154-61844 157 

“9204140348 Concurs that rulemaWng for 10CFR20 should be continued & completed 
THOMPSON.H L Office of Nuclear Materia! Safety & Safeguards AA3B 2 87/07/01 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 060720) Ip 
61844 150 61044 158 

“9204150001 Forwards draft handout sheets for 870729 meeting w/Stello 
ALEXANDER, R E Office of Nuclear Regufalory Research, Director (Pre 860720) 87/ 
07/23 BECKER.J Office of tho General Counsel (Post 860701), 5pp 61844 220 
61044 224 

“9204150003 Commonl on proposed rules 10CFR2,19,20.30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Demands public hearing on proposed rules 
& that EIS be done on proposed rules 

PIERCE, J Citizens Action for Safe Environment 50FR51992 00758 86/11/03 NRC- 
No Detailed Affiliation Given 2pp 61860 027-61860 026 

“9204150006 Comment on proposed rules 10CFR2, 19,20. 30.31,32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Supports objoctive of proposal to update ra 
diation protocllon stds for licensees of NRG 

SANDERSON, R E Environmental Protection Agency 50FR51992 00760 88/10/31 
CHILK.S J Office of Iho Secrotary of Iho Commission 9pp 61860 030 61060 030 

“9204150010 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,81 & 
70 ro sids lor protection against radiation Pubtic demands that environ Impact studies 
& open hearing precedes sld change, 

ISELIN.C Now England Coalition on Nuclear Pollution 50FR51D92 00759 86/10/31 
Docketing & Services Branch Ip 61860.039 61860 040 

“9204150013 Provides list of alternatives posed by RES re control of rulemaking, Port 
20 

BECKER.JM Office of the Gonoral Counsol (Post 860701) 56rR23360 87/08/04 
PARLER,WC Office of the General Counsel (Post 860701) 4Bpp 61044 225- 
61844 273 

“9204160018 Forwards H Hawloy & P Hawloy 061017 Itr re plans to review current 
NRC regulations governing radiation exposure for workers 

EVANS.D J. Senate 50FR51092 007G2 86/10/28. KAMMERER.C OfliCG of Govern 
mental A Public Affairs (070413 911116) 4pp 61860 041 61860 044 

“9204150045 Commonl on proposed rules 10CFR2, 19,20, 30. 3 1,32,34, 35,39.40, 50,61 A 
70 ro stds for protection against radiation Opposes NRC proposal to tneroase std for 
acceptable radiation exposure & urgos that public hearing bo held A EIS prepared 
STYLES.MM American Nurses' Association. Inc 50FR51992 00763 86/10/28 
Docketing & Services Branch 2pp 61860 045 61060046 


“9204150164 Provides brief commentary in response to rec^uest for comments on draft 
memo concerning ambiguity of "rem" unit for both dose equivalent & effective dose 
equivalent 

MILLS, W A Oak Ridge Associated Univorsilies 56FR23360 87/09/25 
ALEXANDER.RE Office ol Nuclear Regulatory Research, Director (Pre 860720) 
22pp 61844 356 61045 017 

“9204150167 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re &tds for protoclion against radiation Strongly urges Commission not to promul- 
gate final rulo 

OPEKA,JF Connecticut Yankee Atomic Power Co 50FR61992 00774 66/10/31 
Docketing & Services Branch 3pp 61860 129 61060 132 

“9204150177 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39,40, 50,61 A 
70 ro slds for protection againsl radiation Urges NRC to withdraw proposal & alterna 
lively propose std which wifl result in srgnlficanl reduclton in oxposurea 
PERRY, MK International Chemical Workers Union 50FR51992 00776 86/11/06 
Office of the Secretary of the Commission Ip 61060 133 61860 133 

“9204150205 Comment on proposed rules 10CFR 2. 19, 20 ,30,3 1,32 ,3 4,3 5,39. 40. 50,61 & 
70 ro stds for protection against radiation Opposes rule change & NRC attitude to 
public A urges NRC to withdraw proposed radiation stds 

WEBB.T Affiliation Not Assigned 5DFR51092 00777 06/11/10 Docketing & Serv- 
ices Branch Ip 61850 134 61860 134 

“9204150206 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34.35.39,40. 50,61 & 
70 re slds for protection against radiation Opposea rule change & NRC altitude to 

C ublic & urges NRC to withdraw proposed radiation stds 

OSKE.Kfl Affiliation Nol Assigned 50FR51 992 00778 86/10/09 Docketing & Serv- 
ices Branch Ip 61860 135 61860 135 

“9204150221 Comment on proposed rules 10CFR 2, 19,20 ,30,3 1,3 2,34 ,3 5, 39,40, 50,61 & 
70 re aids for protection against radiation Ooposea rule change & NRC altitude to 
pubtic & urges NRC to withdraw proposed radiation stds 

COHEN, J,r Affifialion Not Assigned 50FR51992 00779. 05/1 1/10 Docketing & Serv- 
ices Branch Ip 61850135 61860 136 

“9204150224 Responds to 870917 Itr re proposed revs of NRG radiation protection rr 
quirements In 10CFR20 Recommends that sex & job classification be included o 
form 

eOICE,JD Maryland, Slate of 56FR2a360 87/09/30 ALEXANDER.RE Office ( 
Nuclear Regulatory Research, Director (Pro 860720) 2pp 61845 018 61645 019 

“9204150229 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35.39,40. 50,61 A 
70 re stds for protection against radration Opposes any increase in acceptable Isvals 
of radiation exposure 

* Affiliation Not Assigned 5OFR51002 00780 66/11/10 Docketing A Services 
Branch Ip 61860 137 61660 137 

“9204150243 Comment on proposed rules 1QCFR2, 19,20,30, 31 ,32,34,35,39,40. 50,61 A 
70 ra stds for proloction against radiation Requests that public hearing bo held A that 
EIS be issued 

FULCHER, JE Affiliation Not Assigned 50FR51 992 00701 86/11/01 Office of the 
Secretary oHho Commission Ip 61860 138-81060 138 

“9204 1S0247 Comment on proposed rules 10CFn2, 19, 20, 30, 31, 32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation Disallowance for protection factors for sor- 
bent cartridges not appropriate 

MITTL.R L Public Service Electric & Gas Co of New Jersey 59FR510O2 00782 86/ 
10/31. CHILK.S J Office ol the Secretary of the Commission 2pp 61860.139 
61880.140 


-9204150066 Comment on proposed rules 10CFR2, 1 9, 20, 30, 3 1,3 2, 34, 35,39,40, 50,61 & 
70 re aids for protection against radiation Implementation of proposed rogulalions 
would have uniquo impacl on QA os mfg of U & thonum fuels for HTGRs 
ASMUSSEN.K E General Atomics (formerly QA Technologies, Inc /General Atomic 
Co) 50FR51 992 00764 66/10/31 Dockoling & Services Branch 4pp 61860047- 
61860 050. 

■9204150050 Responds to 07061 1 request for legal advice on two issues re rev of Part 

20, 

BECKER.JM Office of the General Counsol (Posl 060701) AA38-2 67/08/10 
ALEXANDER.RE Division of Regulatory Applications (860720 070413) 19pp 
61844 274 61844 340. 

■9204160085 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32,34, 35, 39.40, 60,61 & 
70 re slds for proloction against radiation Commission urged to reject argument that 
backlit rule should be suspended for rulemaking 

KURTZ, EF A09 Impell Corp (formerly Impell Corp), 50FR61992 00765. 65/11/01 
CHILK,S J Office ol the Secretary of the Commission 5pp 61660 051-61860 055 

■9204150077 Comment on proposed rules 10CFR2, 19,20, 30,31, 3 2, 34. 35, 30, 40, 60,61 A 
70 re stds for protection against radiation Recommends that scope of proposed rule 
bo limited to listed aroas 

SIMPSON.EC Florida Power Corp 50FR61992 00768 86/10/31, CHILK.S J. Office 
of the Secretary of tho Commission 12pp 61860 066 61060 101 

•9204150122 Comment on proposed rules 10CFR2. 19,20,30,31,32,34,35.39,40, 60.61 & 
70 re stds for protection against radiation, NRC low level radiation aids, as proposed, do 
not roftoct current state of knowledge In health physics 

REICHER.DW Natural Resources Defense Council. 50FR61992 00771 80/11/05 
Docketing A Services Branch 22pp. 61660 102 61060 123, 


-920416D001 Requests comments on rev of radiation protection requlromonls in 
10CFR20 In areas of occupational dose recordkeoping A reporting 
ALEXANOER.R E. Division of Regulatory Applccalfons (650720-870413). AA38 2 87/ 
09/17 BOICE.JD Maryland, State of Pfipp 61845 020-61845 051. 

•9204160002 Requests two membor.one each from reactor & malls insp & enforcement 
areas, to attend &. participate In regional & agreement stales workshop on rev of 
10CFn2{) 

BECKJORD,E S Olfico of Nuctoar Regulatory Research, Director (Pro 860720) AA38- 
2 87/10/00 RUSSELL.W Region \ (Post 820201) 0pp 61845 052-01845060 


“9204160017 Informs that Region I osslgnod J Gtojin A M Shanbaky to attend & partici 
pato in 671116 & 17 workshop 

ALLAN.JM, Region 1 (Post 820201) AA3B 2 87/10/21 ALEXANDER.RE. Office of 
Nucloar Regulatory Research, Director (Pre 860720) Ip 61845 061 61045 0G1 

“9204180041 Informs that Region IV will assign two staff mombors to attend regional & 
agreement state workshop, one each from reaclor & mails insp areas 
MARTIN.RD Region 4 (Post 820201) 56FR23360 87/10/22 BECKJORD.E S Office 
of Nuclear Regulatory Research (Post 860720) Ip 61 646*062-61 B45 062 


“9204160065 Advises that CM Hos^ A JP Potter will participate in regional & agree- 
ment states workshop on rev of 10CFR20 

GRACE, JN Region 2 (Post 020201) AAaa2 07/10/22 BECKJORD.ES Office of 
Nuclear Regulalory Research (Post 660720) Ip 61845 063 81846 067 


“9204160104 Fonvarda proposed schedule for 10CFR20 rulemaWng 
STELLO.V Ofc of Iho Executive Director for Operations AA3B-2 87/10/08 ZECH 
Co mmissionora (Post 750119) 15pp 61045 066-61645 082. 


‘9204150143 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, S0,61 A 
70 re stds for protection against radiation Backfil analysis does not justify costs of Im 
plementatlon & proposed protection of pubtic health A safety not increased, 
SORENSEN.G.C Washington Public Power Supply System 5OFR61092 00772 86/ 
10/31 Docketing & Services Branch 4pp 01660 124-61860127 


•9204160121 Forwards proposed work plan for project "Development of Regulatory 
Analysis for Proposed Rev to 10CFR20 

MERWIN.SE Battel!© Memorial Inslilule, Pacific Norlhwosl Laboratory AA38 2 87/ 
11/03, PETERSON.HT Division ol Regulalory Applicallons (860720 870413) Bpp 
61045 083 61845 085 
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-&2041B0258 ComfUGAl on proposocl rules 10CFR2, 1 9,20,30,31 .32.34,35.39,40. 50.61 & 
70 ro sids (or protection against radlialioni 

Toledo Edison Co 56FR51992 007fl3 B67 10/31 Dockeling A Services Branch 
2pp 61860 141-61060 142 

-9204160268 Comment on proposed mles 10CFR2, 19,20,30,31 ,32.34,35,39.40. 50,61 & 
70 ro stds for protocHon against radiation 

Ml LTErj SERGE R.R AfMiaiion Nol Assigned 56 FR5 1092 00784 aG/ll/OS Office of 
Iho Socfotary of the Commission 2pp 61860 143-61860 144 

-9204170036 Forwards comparativo text conidining present Part 20 rule, revised draft 
final njlo & 860109 proposed rule Document will be mojor point of discussion at meet 
mg on 871116 & 17 

MORRIS, BW Division of Regulatory Appltcaiions (860720-870413) AA3B-2 87/11/ 
05 GLENN.J Region 1 (Post 820201) 124pp 6t 845 009-61845 213 

-9204170070 Forwards revised work plan for project ''Oovolopmerit of Rogulalory Anal 
yala lor Proposed Rgv to 16CFR20 

MERWlN.S E Batlello Mem anal Instilulo, Pacific Norlhweal Laboratory AA3B-2 0075 
87/11/17 PETERSON. H r Division of Regulatory Applications (Q60720 870413) 6pp 
61845 214 61845 210 

-9204170116 Discusses recent escataled ontorcorrionl case (EA 87-203 Heu bioin. Inc) 
concornlnq Quostlons raised by NRC ro whether loss of particular gauge constituted 
Bubstanlial hazard A would iherofore bo reportable per 10CFR20, 4 02(a)(1) 
LIEQErMAN.J Ofc of Inspecllon A Enlorcemont, Director (620201 670413) AA36'2 
67/11/23 CUNNINGHAM, R 6 Offico of Nuclear Material Safely A Safeguards 2pp 
61845 220 61845 221 

-9204170212 Requests assistance In rovlowing end draft rov of 10CFn20 
MORRIS.D Division of Regulatory ApplJ call 0/13 (860720 870413) 56FB23360 87/12/ 
11 BECKER, J Ollico of ihe General C>ounsol (Post 860701) eepp 61845 222- 
61845 306 

-9204210046 Comment on proposed rules 10CFR2.19,20.30, 31. 32.34,35, 39,40, 50.61. A 
70 re slds for pro taction agamst radiation 

DWORKIN.HJ Amoncan Callego of Nuclear Physicians 50Fns1992 00765 86/10/ 
31 CHILK.S J Office of Iho Sacrelary of tho Commission 4pp 61660 145-61060 154 

--Q2042100Q1 Comment on proposed rules 10CFR2,19, 20, 30,31 ,32,34.35,39,40, 60,61 A 
70 re aids for pro loci ion against radiation 

THORP E,J R General Public UtItilEos Corp GPU Sorvico Carp 50FR51992 00767 
86/10/31 CHILK.S J Oflico of the Socrotary of lliG Commission 16pp 61860.155- 
61860 186 

-9204210136 Comment on proposed rules 10CFR2, 19, 20,30 ,3 1,32.34.35.39, 40, 60,61 A 
70 ro stds for prolocllon against radiation 

POLICH.J Affiliation Not Assigned 50PRB 1892 00789 8 6/10/22 Do ckoling A Serv- 
ices Brandi 1p 61860 187 61000 187 

-0204210144 Commonlon proposed rules 10CFn2, 19, 2 0,30, 3 1,32.34,35,39, 40, 50,61 A 
70 ro slds for proloction against radiation 

OCONNOR,A Intornational Assoclalton of Wachinisls A Aorospaco Workers 
50FR5I992 00790 06/10/31 Ollico of tho Socfolary of the Commission 5pp 

61860 188 6ia60'192 

-9204210182 Commonlon proposed rules 10CrR2.1 0,20, 30.3 1,32,34.35, 39,40, 50,61 S 
70 ro stela for profaction against radinlion 

KILLAR.FM Middle Soulh Sorvico. Inc 50Fn5l992 00791 86/11/07 Offtco of Iho 
Socroiary of lliQ Commission 4pp 61080 193 61860'242 

-9204210278 Commonlon proposed rules 1 0CFR2, 19, 20, 30,3 1,32,34, 35, 39.4 9. 50.61 & 
70 ro stda for prolactlon again si r-adlntlon 

VILLFORTH.JC Food A Drug Administration 60FR5I992 00797 86/11/13 Olfico of 
Iho Secrelary of Iho Commission 13pp 810C0 243 61060 255 

-92C4210300 Comment on proposed rutos 10CFR2, 1-0,2 9.30, 31 ,32.34, 35, 39, 4 9, 50.61 & 
70 ro stds for prolocllon against radiation. 

DALTROFF.SL Pfiiladolphta Electric Co 50Ffl61 902 00708 06/11/13 Offtco of the 
Secroiary of Iho Commission 3pp, 61889 258 61880 260 

-92C4210315 Comment on proposed rules fOCFR2. 19, 2 9,30,3 1.32.34, 35, 39,40, 50,61 A 
70 ro slds for protoclion againsl radiation 

MORAWETH.JS InlernatJonal Molcfers A Alliod Workers Union 50FR5t992 00009 
80/11/04, BECKJORD.E Office of Nuclear Rogulalory Resoarch (Post 880720) Ip 
01860 261 61000 201 

-92C4210321 Commonl on proposed rules tOCFR2, 19. 20, 30, 3 1.32.34. 35,39,40, 50.61 & 
70 ro stds for protection agair^st radiation 

LEVINE.J Inlornalional Molders A Allied Workers Unfon 60FR51092 00901 06/11/ 
05 BECKJORD.E Offico Of Nucleor RGCulatory Research (Post 860720) Ip 
61860 262 01060 202. 

-9204210328 Common! on proposed rules IOC FR2. 10,2 9, 30, 3 1.32.34, 35, 39,4 9, 50,61 & 
70 ro stds for proteclion agalr^st radiation 

MANN, EM Affiiialion Net Assigned 66FR23360 00802 00/11/16 Office of Iho Sec- 
rotnry of tho Commisslan Ip 61060 263-61060 31 1 

-9204220118 forwards draft 10CFR20 rov for Info Comments provided based on roviow 
□f ray 

QRfMSLEY.DH Offico of Administration (Pro 870413) AA3B-2 DB/01/14 
MORRIS.B Division of Rogulalory Applicalions (360720-870413), 2pp 61045 315 
61845 316 

-9204220186 Forwards comments on proposod 10Crn20 revs 
MARTIN.TT Region 1 (Post 820201) AA3B-a 88/01/20, MORRIS.B Division of Reg 
ulatorv Applicalrons (869720-870413) lOpp 61045,317-61845325 

-9204220207 Responds to 871211 request for roview, comment & concurrence for draft 
t0CFR20 final rulo 

HIND.JA Region 3 (Post 020201) 86FR23360. 88/91/22 MORRIS.B M Division of 
nogufalory Applicalions (860720 870415). 11 pp 61845 326-61 B46 336 

-9204220227 flecom monels Ihm draft 10CFR20 be given to Ofc of Enforcemonl tor 
roviow A consldorallan of developing enforcamanlstralogios 

SCARANO.RA Region 5 (Rosl 820201) AA30.2 88/01/15 MORRIS.B Division of 
Rogulatory Applicalions (Posl 870413) 4pp 61846 342-61845 345 


—9204220246 Forwards comments from slate of mdiana on div reviow of draft 10CFR20 
rev 

NUSSBAUMER.D A AssistarM Director for Slate Agreemenls Program AAa0 2 88/ 
01/28 MORRIS.B Division of Regulatory Applications (860720-070413) 1p 
61045 346-61845 346 

-9204230009 Comments on ALAR A requiremenis for importance in sys of radiation pro- 
lecllon 

OVORAK.V Indiana. Stale of AA38-2 88/01/21 NUSSBAUMER.D A NRC - No De- 
tailed Affiliation Given Ip 61845 347-61845 347 

—9204230014 Forwards Slates of Colorado & Wisconsin commenls on review of draft 
10CFR20 rev 

NUSSBAUMER.D A Assislant Director for State Agreements Program AA3B-2 88/ 
01/25 MORRIS.B Division of Rogulalory Applicalions (Post 670413) Ip 61845348- 
61045 340 

—9204230027 Confirms earlier conversation re commonts on draft rev of 1OCFR20 dtd 
671209 

HAZLE.AJ Colorado, Stale of AA38-2 88/01/14 NUSSBAUMER.D A Assislanl Di- 
reclor for Slate Agreements Program Ip 61845 349-61845 349 

“9204230030 Provides comments re draft 10CFR20 rev Soclion 20 1101 records should 
require that units be reported in both special units & Sf units 

BLINGE.MC Wisconsin, State of AA38 2 08/01/14 NUSSBAUMER.D Commission- 
ers (Post 750119) Ip 61845 350 61845 350 

“9204230030 Discusses roview of draft of revised 10CFR20 w/ understanding lhal rule 
will eventually be promufoated 

LOYSEN.P Fuel Cycle Safety Branch AA38 2 80/01/15 COOL.D Offico of Nuclear 
Malorial Safety & Safeguards 4pp 61845 351-61045 354 

“9204230040 Commenls on rev of 10CFR20 in response to 67121 1 roquQSl 
BANGART.RL Region 4 (Post 820201) AA3Q-2 80/01/20 MORRIS.B Division of 
Regulatory Applications (Post 870413) 5pp 61846 337-61645 341 

“9204230092 Forwards commonts on proposed rulemaking ro notification of Incidanis 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safely (Posl 870729) 
AA3e'2 08/01/13 MORRIS.B M Division of Regulatory Applications (Post 070413) 
15pp 61845 359-61846 041 

“920423D124 Comment on proposed rules 10CRR2.1 9,20,30,31. 32.34, 35,39,40, 50,61 8 
70 re stds for prolactlon against radiation Opposes rule 

QREGORY.RO Affiliation No! Assigned 86/05/05 Dock all ng & Services Branch Ip 

61060 312-61860 312 

“9204230130 Commonl on proposod rules lOCFRa. 19, 20,30,3 1,32.34, 35, 3 9.40, 50,61 & 
70 re stds for protection against radiation 

SORENSEN.G C Washington Public Power Supply System AA30 2 06/05/09 Office 
of Iho Secroiary of the Commission 3pp 61800 334-61860 336 

“9204230137 Com mem on proposod rules 10CFfl2. 19,20,30,31 .32.34,35,39,40, 50,61 & 
70 ro stefs for protection against radiation Opposes rulo 

ROSINE.O Affiliation Not Assigned 86/05/05 Docketing & Services Branch Ip 
61860 313 61860 313 

“9204230148 Comment on proposod rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 60,61 8 
70 re stds for protection against radiation 

OASKIN.K P Southern California Edison Co AA3B-2 86/05/12 Docketing & So rvicos 
Branch 20pp 61081.030-61861057 

“9204230149 Comment on proposed rules 10CFR2, 19, 20, 39, 31 .32.34.35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

ALKINS.CL Poaco Education Center 86/05/07 Offico of the Secretary of the Com 
mission Ip 61060 314-61860 314 

-9204238158 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro stds for prelection againsl radiation 

THOMPSON, F C National Association of Radiation Survivors AA38 2 86/05/08 
Office of Ihe Secrelary of tho Commission 4pp 61860 337-61860 340 

-9204230182 Comment on proposed rules 10GFR2,1 9,20,30,31 .32.34,35,39,40, 50,61 $ 
70 re stds for protection against radiation - 

CAOENA.DG Southwest Rosoarch Institute 86/05/05 Docketing & Services Branch 
3pp 61060 315-61860 317 

-9204230171 Comment on proposed rules 10CFR2, 19, 20, GO, 3 1,32, 34, 35, 39, 40. 50,61 8 
70 ro aids for proloction against radiation 

* Middle Soutn Services, Inc AA38-2 80/05/07, Docketlnp & Services Branch Spj> 

61061 058 61861 062 

-9204230180 Comment on proposed rules 10CFR2, 10, 20, 30, 31 ,32,34,35,39.40, 50,61 & 
79 re stds for protoclion against radiation Opposes rule. 

ZELLER, T Sassafras Audubon Society AA3a-2 86/05/0B, Office of tho Secrelary of 
the Commission Ip 61880 341-61860,341 

“9204230101 Commonlon proposed rules 10CFR2.1 9, 20, 30,31, 32, 34, 35,39,40, 50,61 & 
70 ro stdi for proteclion against radiation 

MASSE.F Massachusetta Inshlule of Technology, Cambridge, MA AAGfl 2 86/05/01) 
Docketing & Services Branch 6pp 61861,063 61861 068 

“9204230186 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35.39,40. 50,61 & 
70 re slds for proteclion against radiation 

SULIMA.JK Affiliation Not Assigned AA30-2, 06/05/03 Office of tho Secretary of 
the Commission 4pp, 61860 342-61860 345 

“9204230167 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35.30,40, 50,61 & 
70 re stds for prelection againsl radiation .Opposes ruio 

* Affiliation Not Assigned AA3B-2 86/03/27 NRC - No Delalted Affilialion Glver> 
6pp 81061 069-61861.074, 

-9204230190 Comment on proposed rules 10CFR2, 19.20, 30,31, 32, 34.35,39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 86/05/07 Docketing & Services Branch Ip 
61860346 61060 346 
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-9204230199 Comment on proposed rules 10CFR2.1 9.20,30.31.32,34.35,39.40, 50.61 & 
70 re Bids (or proleclion againsl radiation Supports rulo 

SCOTT.L M Louisiana State Univ . Baton Rouge, LA AA3B-2 86/05/09 Dockolina & 
Services Branch 2pp 61860 347 61860 346 

-9204230214 Comment on proposed rules 10CFR2, 19.20,30,31 ,32.34,35. 3 9,40. 50,61 & 
70 re slds for proloction against radiation 

RAO, PS University Hosps of Cleveland, Cleveland, OH 06/05/07 Office of ihe Sec- 
retary of tho Commission 2pp 61860 318'61860 319 

-9204230217 Comment on proposed rutos 10CFR2, 19,20, 30, 31.32,34,35,3 9, 40. 50.61 & 
70 re stds for protection against radiation 

ABRAHAMSON.S Wisconsin, Slate of 86/05/07 Docketing & Services Branch 2np 
61860 320 61860 321 

-9204230219 Comment on proposed rules 10CFR2, 19,2 0,30,31 .32,34,35.3 9,40, 50,61 & 
70 re stds for protection against radiation 

HADCLIFFE.T J Radcliffe Technical Service 06/05/07 Docketing & Services Branch 
2pp 61860 322 61860 323 

-9204230222 Comment on proposed rulos 10CFR2, 19,20,30,31.32,34,35,39,40. 50,61 & 
70 re stds for protection against radialion 

HOBBS, T Q Affillalion Not Assigned 86/05/08 Dockotmg & Services Branch 3pp 
61860 324-61860 326 

-9204230230 Comment on proposed rules 10CFR2, 19,20,30.31.32,34,35,39,40. 50.61 & 
70 fo slds for protection against radiation Opposes rule 

MACNULTY.JJ Citizens Energy Council 86/04/28 Office of the Secretary of the 
Commission Ip 61860 327-61060 327 

-9204230234 Comment on proposed rulos 10CFR2. 19.20,30.31,32,34,35,30.40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

SHOQP.M Sierra Club 86/05/06 Offico of the Secretary of tho Commission Ip 
61860 328 61860 328 

-9204230237 Comment on proposed rules 10CFR2. 19,20.30,31.32,34,35,39.40, 50,61 & 
70 re stds for proloction against radiation 

SKOLNICK.F Susquehanna Valley Alflanco, Lancaster, PA AA30-2 86/04/28 NRC - 
No Detailed Affiliation Given, 2pp 61860 349 61860 350 

-9204230239 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 50,61 & 
70 ro stds for prolectlon against radiation Opposes rulo 

BREY.HL Public Service Co of Colorado AA30-2 86/05/07. Docketing & Services 
Branch lipp 61861 075 61881 085 

-9204230245 Comment on proposed rulos 10CFR2, 19.20, 30, 31, 32,34,35, 39.40, 50,61 & 
70 ro stds for protection against radiation Supports rule 

NORTH, D L Miriam Hosp , Providonco. Rl AA38 2 86/05/09 Offico of tho Secretary 
of the Commission 2pp 61860 351 61060 352 

-9204230254 Comment on proposed rulos 10CFR2, 19, 20, 30,31, 32.34,35.39, 40, 50,61 
70 ro stds for protection against radiation Opposes rule 

MADISON.K Orange County Alliance for Survival 86/05/07 Docketing & Services 
Branch Ip 61860 329 6 1860 329 

-9204230260 Comment on proposed rulos 10CFR2, 19, 20.30.3 1,32,34 ,35, 39, 40, 50,61 & 
70 ro slds (or proloction againsl radialion 

BLACK, R E Sinai Samaritan Medical Contor, Milwaukee, Wl (formerly Mt Sinai Medi- 
cal Conter AA3B-2 86/05/08 Office of the Secretary of tho Commission 2pp 
61660 353 61860 354 

-9204230271 Comment on proposed rulos 10CFR2, 19, 20,30 ,31 ,32,34,35,39,40, 50,61 & 
70 re stds for proloction against radiation 

WRENN.ME Affiliation Not Assignod AA38 2 86/05/08 Docketing & Services 
Branch 87pp 61861 086 61861 172 

-9204230277 Commonl on proposed rules 10CFn2,1 9, 20,30,31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

STRATTON, K Affiliation Not As signoti 86/05/12 NRC • No Detailed Affiliation Qlvon 
ip 61860 330 61860 330 

-0204230280 Commont on proposed rules 10CFR2, 19.20, 30,31 ,32,34,35.39.40. 60,61 & 
70 ro stds for protection against radiation 

ROHRIG.N Brookhaven National Laboratory AA3B 2 86/05/08 Offico of Iho Secro 
lary of Iho Commission 5pp 61860 355-61860.359 

-9204230282 Comment on proposed rulos 10CFR2, 10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for proloction against radiation Opposes rulo 

FISCHER, A.M. Affiliation Not Assigned 80/05/06 Docketing & Servicos Branch Ip 
61860 331-61860331 

-9204230283 Commenl on proposed rules 10CFR2,1 9,20, 30, 3 1,3 2,34, 35,39,40, 60,61 & 
70 ro stds for protection againsl radiation Opposes rule 

FOX.S H. Affilialion Not Assigned AA30-2, 86/05/09 Docketing & Servicos Branch 
1pp 61061'173-618Bt 173 

-9204230292 Comment on proposed rules 1 0CFR2,1 9, 20,30, 31, 32, 34. 35.39,40, 60.61 & 
70 re slds for protection against radiation Opposes rulo 

JACOBSON,N. Affiliation Not Assigned AA36 2 BQ/05/0B. OMico of fhe Socrotary of 
the Commission 2pp. 61860.360 618&0‘3d2 

-9204230293 Commonl on proposed rules 10CFR2,1 9, 20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

BURNS, L.R Affiliation Not Assigned 86/05/12, NRC • No Detailed Affifiatlon GIvon 
2pp 61 860*332-61 860 333. 

-9204230296 Comment on proposed rutos 10CFR2,1 9.20.30,31 .32,34.35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

QU)GG,G hllnois Safe Energy Allianco AA38-2 86^5/00, Offico of the Secrolary of 
the Commission 6pp, 61661.001-61681 005 

-9204230298 Commonl on proposed rulos 10CFn2, 19.20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

SALSBURY,w C, Affiliation Not Assigned AA38‘2. 86/05/13 Oockoting & Services 
Branch. lOpp 61861 174-61861:183 

-9204230308 Comment on proposed rulos 10CFR2. 19,20.30,31.32,34,35.39.40. 50.61 & 
70 re slds for protection against radiation 

SPRINGER, T J Medj Physics, Inc, AA30*2 80/05/08. Dockotmg & Services Branch 
2pp 6186V184 61861.185. 


-9204230316 Comment on proposed rulos 10CrR2, 19.20,30,31 .32,34.35,39,40, 50.61 & 
70 re stds for protocteon against radiation Supports rulo 

VETTER.R J Mayo CImic, Rochester, MN AA3B-2 86/05/07 Office of the Secretary 
of the Commission 3pp 61861 006-61861008 

-9204230322 Comment on proposed rulos IOCFR2, 19,20,30, 31. 32.34,35,39, 40, 50,61 8 
70 re stds for protectron against radiation Opposes rule 

WESCHER.D Affiliation Not Assigned AA3B 2 86/05/07 Docketing & Services 
Branch Ipp 61861 165 61861 166 

-9204230324 Commenl on proposed rules 1QCFR2, 19,20,30, 31, 32,34,35, 39, 40, 50,61 & 
70 ro stds (or protection against radiation 

KE(SER,HW Pennsylvania Power & Light Co PLA-2640 86/05/08 CHILK.SJ Office 
of tho Secretary of the Commission 4pp 61861 009 61B61 012 

-9204230326 Commenl on proposed rulos 10CFR2. 19,20,30,31 ,32,34.35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

PLATOV.M Affiliation Not Assigned AASB 2 86/05/04 Office of the Secretary of the 
Commission 1pp 61861 1B7-61861 187 

-920423032S Confiment on proposed rules 10CFR2, 19, 20,30, 3 1.32,34. 35, 39 ,40, 50,61 & 
70 ro stds for proloction against radiation 

GEIGER, WS Affiliation Not Assigned AA3B 2 86/05/03 Office of the Secrolary of 
the Commission 3pp 61861 013 61861 015 

-9204230330 Comment on proposed rules 10CFR2,19, 20,30,31 .32.34,35,30,40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

MURPHY.WP Vermont Yankoa Nuclear Power Corp AA38 2 86/05/09 Docketing & 
Services Branch 2pp 61861 136 61661 189 

-9204230331 Comment on proposed rulos 10CFR 2, 19, 20, 30,3 1,32, 34,3 5, 39, 40, 50,61 & 
70 ro stds (or proteclion against radiation Opposes rulo 

FAY.CW Wisconsfrv Electric Power Co /\A3a 2 86/05/OB Office of the Secretary of 
the Commission 7pp 61661 016 61861 022 

-9204230337 Comment on proposed rulos 10CFR2, 19,20.30,31, 32,34, 35, 30, 40, 50,61 & 
70 ro stds for protection against radiation Supports rulo 

EDELMAN.MR Cleveland Electric lllumEnaling Co PY-CEI/NRn-0459 86/05/08 
CHILK.SJ Olfice of the Secretary of the Commission 7pp 61861 023 61861 029 

-920423O33B Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35. 39 ,40. 50,61 & 
70 ro slds for nrotoction against radiation 

DRUM.DE Brigham & Women’s Hosp, Boston, MA AA3B-2 86/05/12 Docketing & 
Services Branch 6pp 61881 190 61861 195 

-0204240000 Discusses renulalory guides anticipated for imploinonting 10CFfl20 rev 
PETERSON.H Radiation Prolectlon & Health Bfects Branch 56FR233eO 88/01 
MERWIN.S Baltelle Memorial Institulo, Pacific Northwest Laboratory 2pp 61846 0/ 
61B46 043 

-9204240012 Forwards comments on draft 10CFR20 rQV.Commonts limited to only m 
comments resultant from review of current draft. 

STOHR.jp Offico of Nuclear Material Safely & Safeguards AA3B 2 88/01/5 
MORRIS.B Division of Regulatory Applications (Post 870413) 3pp 6104604 
61846 051 

-9204240021 Forwards proposed oHlina for 1QCFR20 roguiatory analysis. 

MERWIN.S E Baiteilo Memorial fnstilulo, Pacific Northwest Laboratory AA33 2 88/ 
01/20 PETERSON.HT Radiation Proteclion & Health Effects Branch 6pp 
61846 053 61846 058 

-9204240030 Comment or> proposed rules 10CFR 2, 19, 20, 3 0,3 1,32 ,3 4, 35 ,39 ,40, 50,61 & 
70 ro stds for proloction against radiation 

MILUER.CP Affiliation Not Assigned AA38-2 86/05/03 Olfico of tho Secretary of 
the Commission Ip 61862 001-61862 001 

-9204240034 Responds to 871229 request for review of draft 10CFR20 rev dtd 
671209. 

PENNINGTON.W S Fuel Cycle Safely Branch 56FR233B0 88/02/01 COOL, D A 
Offico of Nuclear Watenal Safely & Safeguards 3pp 61046 059 61846061 

-9204 240042 Forwards comments from Stales of Alabama & Now York Depl of Environ 
Conservation on draft 10CFR20 rev 

NUSSBAUMERiD A Assistant Director for State Agreements Program AA33 2 88/ 
02/02. MORRIS.B Division of Regulatory Applications (Post 870413) Ip 61846 082* 
61046 062 

-920424D050 Comment 0(^ proposed rules 10CFR 2, 10, 20,30,3 1.32 ,3 4. 35 .3 0,40, 50,61 & 
70 re slds for protection against radiation 

STROM, DJ Pittsburgh. Univ of, Pittsburgh. PA AA30 2 86/05/10 Dockollng S 
Services Branch 3pp 61861 260 61B61 271 

-9204240053 Comments on draft ravel 10CrR20, 

60DWIN.AV Alabama, SiRlo of 56Ffl23360 88/01/13 NUSSBAUMER.D A Assist- 
ant Director for Stale Agreements Program 1p 61846063*81046.063* 

-9204240055 Comment on proposed rules 10CFR2,1 0,20. 30, 3 1,32.34.35.39,40, 50,81 & 
70 re slds for protection against radiation Opposes rulo 

REISER.N.T Affilfation Not Assigned AA38'2 06/05/06 NRC - No Detailed Afliliation 
Given Ip 61862 002*61862 002, 

-92042400SB Comment on proposed rulos 10 CFR2,1 0,20, 3 0,3 1,32.34,35,39,40, 50,61 & 
70 re aids for protection againsl radiation Opposes rule. 

EDDLEMAN.W North Carolma Citizens Research Group AA38-2 86/05/10, Docket- 
ing & Services Branch 16pp 61861:196-61801 211 

-9294240059 Comments on proposed draft lOCFn2D rev. 

KELCEHER.WJ New York. Slate of AA38-2 85/01/22 NUSSBAUMER.D A Assist 
ant Director for Stale Agreements Program 2pp. 61846064-01846 065. 

-9204240060 Comment on proposed rules 10CFR2, 10.20, 30, 3 1.32,34.35,39,40, 60,01 & 
70 re stds for prolectlon againsl radialion Opposes rule. 

DURKIN, M, Affiliation Not Assigned aB/OS/Oe, NRC - No DetaHed Affiliation 

Given Ip 61662 003 61862 003, 
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-9204240062 Corrmenl on proposed rules 1 0CFR2, 10.20.30.31,32.34.33.39.40. 50,61 a 
70 ra sWs fcr protection against radtalion 

MCCLEARY.KJ. Affiliation Not Asspgned AA36 2 86/05/02 ALEXANDER.R NRC 
No- Dataife-d Affiliation Given Ip 61862 004-61662 004 

-■9204240065 Comment on proposed rules 10CFH2. 19, 20,30,31. 32, 34, 35.39,40, 50,61 & 
70 ra stds for pr-otectioni against radiation Opposes rule 

MCCRORV.PH Lotiaiana, Slate of AA38-2 86/05/06 Docketing & Services Branch 

2pp eiaet 272 sieoi 273 

-0204240068 Comment on proposed rules 10CFR2. 19.20.30.31 .32,34 ,35,39.40, 50,61 & 
70 re stds for proteclton against radiation Opposes rufa 

LEWIS.M I Lewis, M AA38 2 86/05/09 Omce of the Secretary of the Commission 
lipp 61861 212 61061 222 

-9204240069 Comment on proposed rules 10CFn2,l 9.20,30.3 1,32,34.35.39.40. 50.61 & 
70 ra stds for protection against radiaUcn 

DFAKE.G A Affiliation Nol Assigned AA3B-2 86/05/08 Office of the Secrelary of 
the Commission Ip 61 B62 G05 61862 005 

-9204240072 Forwards comments from Slates of Iowa & California on draft 10CFH20 
rav 

NUSSBAUMER.D A Assistant Director for State Agreements Program AA3B-2 80/ 
02/25 MORRIS, B Division of Regulatory Applrcat ions (Post B 7041 Ip 61846 205 
61846 205 

-9204240076 Comment on proposed rules 10CFR 2. 19.20,3 0.3 1.32.34.35.39,40, 60.61 & 
70 re stds for protection against radiatiort Opposes rule 

BEYEA.J National Audubon Society AA38-2 86/05/12 Office o1 the Secrelary of the 
Commission 2pp 61862006 61862 007 

-9204240077 Commenl on proposed rules 10CFR2,1 9.20, 30, 3 1,32, 34, 35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

D’ARRIGO.D Nuclear Information & Resource Sen/ico AA3B 2. 86/05/01 NRC - No 
Detailed Affiliation Given 6pp 61B61 274 61861 279 

-9204248078 Comment on proposed rules 10CFn2J 9. 20.30,3 1.32,34,3 5,39.40, 50,61 & 
70 re sfds for protection against radialion Supports rule 

SABO, AT Wealing ho use Eleclnc Corp AA3a 2 86/05/12 Docketing A Services 
Bra inch 13pp. 61851 223 61861 235 

-9204240080 Comment on proposed rules 10CFR2. 19,2 0.30, 31 ,32.34,35.39,40. 50,61 & 
70 re stds for protection against radiation 

WfSSINK.R G Affiliation No! Assigned AA38 2 86/05/09 Dockoling & Services 
Branch 12pp 61861280 61861 291 

“92042400S4 Informs fhal revised proposed regulation fo 10CFn20 did 871223, appro* 
pnate & generally enforceable 

RATER.DA Iowa, Slate of 56FR23360 OB/02/15 NUSSBAUMER.D A Assistant 
Director for Slate Agreements Program ip 61046 206 61846206 

-9204240005 Comment on proposed rules 10CFH2,1 9,20.30,31 ,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation 

BOHLMAN.J F Unifed Transporlalion Union AA38 2 86/05/09 Office of the Secre- 
tary of the Comm issoon 2pp 61062 OOB-0 1862 009 

-9204240093 Comment on proposed rules 1QCFR2, 19,20.30,31,32,34.35.39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

FRIESEN.BS Kansas, Univ of. Kansas City, KS AA3B 2 86/05/13, Offico of Iho 
Socretary of the Commission 6pp 61861 292-61B61 297 


-9204240132 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32, 34, 35, 39, 40. 50,61 A 
70 re stds for proteclion against radiation Supports rule 

BASKIN.KP Southern California Edison Co AA38-2 86/05/12 Dockoling A Services 
Branch 28pp 61861 324-61861 351 

-9204240136 Comment on proposed rules 10CFR2,1 9, 20, 30,31, 32,34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation 

PITCHFORD.TL Affiliation Not Assigned AA3Q-2 86/05/06 Docketing A Sen/icos 
Branch 5pp 61861 352 61861 356 

-9204240137 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DOUGLAS, MH Affiliation Not Assigned AA3a-2 86/05/09 Docketing A Services 
Branch Ipp 61861 243-61861 243 

-9204240139 Comment on proposed rules 10CFR2, 19,20, 30. 31. 32.34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

JOHNSON, BJ Minnesola Public Interest Research Group AA38 2 86/05/12 Office 
of the Secrelary of Iho Commission 1 4pp 61 862 01 7-6 1 862 031 

-9204240141 Provides comments on draft of 10CFR20 regulatory analysis 
RICHTER, B Office of Nuclear Regulalory Research (Post 860720) AA38-2 OB/OS/ 
04 PETERSON, H Office of Nuclear Regulatory Research (Post 860720) 44pp 
61046 209 61846 253 

“9204240147 Comment on proposed rules 10CFR2, 19, 20,30,31, 32. 34, 36,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

KETCHUM,W Affiliation Not Assigned AA3a 2 86/05/12 Dockoting A Services 
Branch 6pp 61861 244-61861 249 

-9204240148 Forwards revised final 10CFR20 rule developed by interoffice working 

K on direction of special intoroffice steering group Review A comments requested 
1!S,0 Division of Regulatory Applications (Post 870413) 56FR23360 88/03/30 
LIEBEBMANJ Ofc of Enforcement (Post 870413) 2pp 61647 208 61847 209 

-9204240152 Comment on proposed rules 10CFR2, 19,20.30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

COYLE.D Affiliation Not Assigned AA38'2 86/05/11 Docketing A Services Branch 
2pp 61862 032-61662 033 

-9204240167 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

BIONDI.G League of Women Voters. Palm Springs, CA AA3a-2 86/05/07 Office of 
the Secretary of the Commission 3pp 61862 034-61862 036 

-9204240158 Comment on proposed rules 10CFR2. 19.20,30,31,32,34,35,39,40. 50.61 & 
70 re sfds for protection against radiation Supports rule 

GEIGER, EL Thermo Electron Corp AA38-2 86/05/29 Docketing A Services 
Branch, 2pp 61862 062 61862 063 

-9204240160 Commenl on proposed rules l0CFn2, 19, 20,30, 31, 32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BILLINGS, J Democratic Women’s Association of the Desert AA30-2 86/05/10 
Dockoling A Services Branch Ip 61862 037-61662 037 

-9204240164 Comment on proposed rules 10CFR2. 19, 20 , 30 , 3 1.32,34,35, 39, 40, 60,61 A 
70 re stds for protection against radiation Opposes rule 

WALHOUT,J Rockford College. Rockford. IL AA3B-2 86/05/12 Docketing A Serv- 
ices Branch tp 61661 250 61861 260 


-9204240098 Comment on proposed rules 10CFR 2, 19,20,30.31.32.34,35,39.40, 50,61 A 
70 re s1ds for proteclion against radiation 

KINGSLEY, OO Mississippi Power A Lcght Co AA38-2 86/05/12 Docketing A Serv- 
ices Branch 7pp 61861 236 61861 242 


-9204240170 Commenl on proposed rules 10CFR2, 19,20, 30,3 1,32, 34, 35,39, 40, 60,61 A 
70 re sids for proteclion against radiation 

LANORUM.RE Affiliation Not Assigned AA38-2 86/05/14 PALLADINO Commis- 
sioners (Post 750119) 6pp 61862 038-61862 043 


-9204240110 Comment on proposed rules 10CFR2, 19,20.30.31 ,32.34,35.39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

STUCHINSKLV L Three Mile Island Alorl AA3B'2 80/05/08 Dockoling A Senrices 
Branch 3pp 61861 298-61861 300 

-9204240112 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32,34,35.39.40, 50,61 A 
70 ro stds for protection against radiation Opposes rule, 

CAREY, W E. Ohio State Univ , Columbus. (DH AA3G-2 66/05/12 Office of the Secre- 
tary of the Commission 2pp 61862 010 61062 011 

-6204240119 FonYards draft rept, ’’Regulatory Analysis for Revision of 10CFR20" to- 
perform addi analyses or revise existing analyses based on findings of RES review 
team 

MERWIN.SE Batlella Memorial (nslilute. Pacific Northwest Laboratory 56FR23360 
83/03/15 PETERSOHHT Radiation Protection A Health Effects Branch 161pp 
61847.043-61047.193. 

-9204240120 Comment on proposed rules 10CFR2,t 9.20,3 0.3 1,32, 34,35.39,40, 50,61 A 
70 re stds for protection against radlalion Opposes rule 

PLANK, W Bedford County Environmental CommiUee AA3B-2 06/05/12 NRC - No 
Detailed Affiliation Given 4pp 61861301-61861 304 

-9204240123 Comment on proposed rules 10CFR2. 19.20, 3 0,3 1,32, 34.35. 39, 40, 50,61 A 
70 re stds for proteclion against radiation 

SLABACK.L. Affiliation Not Assigned AA3B 2 86/05/06 Docketing A Services 
Branch lOpp 61861 305 61861 314 

-9204240126 Supports Commission proposed rev of regulations In 10CFR20 which pro 
vides basic roqulrements for protoclian of exposed fnmvlduals 

MCQUnK,JS Califomla, State of 56FR23360. 88/02/16 NUSSBAUMER.D A Assist- 
ant Director lor Stato Agroemenis Program 2pp 61846 207-6184 6 208 

--9204240120 Comment on proposed rules 10CFR2,1 0,20, 3D, 3 1,32,34,35.39,40, 50,61 A 
70 ra stds for protection against radmion 

MORRIS. L Health Physics Socialy AASS-Z 86/05/09 Office Of the Secretary of the 
Commission, 5pp 61662.012-61862 016 

-9204240129 Comment on proposed rules 1 0CFR2.1 9,20.30,31.32.34,35,39,40, 50,61 A 
70 ra stds for protection against radiation Supports rule 

BROWN, R W Mallory Capacitor Co. AA3e-2 B6/05/09 Docketing A Services Branch 
Opp 61861 315 61C6r323 


-9204240171 Forwards requested tabulations re fodionuclides of ICRP-30 sorted by in- 
creasing ALI or DAC t0CFR20 update 

ECKERMAN.KF Oak Ridge National Laboratory AA3Q.2 86/05/ 19, PETERSON.HT 
Office of Nuclear Regulatory Research (Post 860720) 60pp 61846 2S4 61846 317 

-9204240172 Comment on proposed rules 10 CFR 2 , 19,20.30,31, 32,34, 35, 39, 40, 50,61 A 
70 re stds for proleclion against radialion Opposes rute 

BYE.M Central Bucks Clean Energy Colleclive. Doyleslown. PA AA38-2 86/04/26 
Office of the Secretary of the Commission, 1p 61861 251-61861 251 

-9204240174 Comment on proposed rules 10CFR2, 19 , 20,30, 31, 32, 34, 35, 39,40, 50,61 A 
70 re stds (or protection against radiation 

KOESTER.G L Kansas Gas A Electric Co AA38 2 86/05/12 Office of the Secrelary 
of the Commission 12pp 61862 044 61862 055 

-9204240175 Comment on proposed rules 10 CFR 2 , 19, 20, 30, 31 ,32.34,35,39,40, 50,61 A 
70 re sids for protection against radiation 

MUSOLINO.SV Affiliation Not Assigned AA3B-2 86/06/02 Docketing & Services 
Branch 2pp 61862 064 61862 065 

-9204240176 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50.61 A 
70 ro stds for prolection against radiation Opposes rule 

PLEASONTON.A K Affiliation Not Assigned AA30-2 88/05/11 Dockoling A Services 
Branch Ipp 61861252-61661.252 

-9204240179 Forwards most recent revs to final Part 20 rule for determination of incor- 
poration by ref for transmittal for Ofc of FR for pubficalion 

PETERSON.HT Division of Reactor Accident Analysis (670413-880716) 56FR23360 
86/03/31 WfGGINGTON.S Office of Adminlslralion (Post 890206) 66pp 61847 210- 
61847 275 

-9204240164 Comment on proposed rules 10 CFR 2 , 10, 20.30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 ro stds (or protection against radiation Opposes rule 

LEESMAN.se Affiliation Not Assigned AA3B-2 86/05/12 Docketing A Services 
Branch Ipp 61661 263-61861 253 

-9204240188 Comment on proposed rules 10CFH2,10,20,30,31,32,34,35,39,40, 50.61 A 
70 re stds for proteclion against radiation 

VILLA, R General Electric Co AA38 2. 86/05/19 Office of the Secretary of the Com- 
mission 3pp 61862 057-61862 059 
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■9204240191 Requests rovie-w & response ejthar confirming appropriateness of cross 
references or indicating correction needed re revised draft 10CFR2O, “Std for Protec- 
tion Against Radiation ” 

GRIMSLEY.DH Division of Rufas & Records (fl7C41 3 680514) 56FR23360 86/04/ 
13 GIRARD, M National Arctiivos & Records Administration Zpp 61B47 276 
61847 277 

■9204240195 Comment on proposed rules lOCFRS.t 9, 20,30.3 1,32.34»35,39, 40, 50,61 & 
70 re stds for protoction against radiation 

CLARE,W Wiscorksin, Slate of AAG8-2 86/OS /09 CHILK,S Office of the Socrotary 
ot the Commission Ip 61861 264-61861 254. 

•9204240200 Advisos that cross reference ro final rule revising 10CFR20-, 
20 301.20 704 & 20 906 meets /equlremanls of lCFR2t 21(cK3) &. appropriate for m 
elusion in next text of final rule 

GIRARD,M National Archives & Records Administration S6FR2336D 88/04/28 
GRIMSLEY,DH Division of Rules & Records (870413-860514) Ip 61847278 
61 847 278 

-9204240201 Comment on proposed rules 1 0CFR2, 19, 20, 3 0.3 1,32,34.35,39,40, 50.61 & 
70 re stds for protection against radiation 

ZIMMERMAN.sn Carolina Power & Light Co AA36-2 86/06/06 CHILK.SJ Offtco 
of the Secrolary of the Commission 9pp 61862 066 61862 074 

■9204240205 Comment on proposed rulos 10CFR2,1 9,20,30.3 1,32,34.35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

STEWART, J Affitiallon Not Assigned. AA3a-2 86/05/11 NRC - No Dolailod Affill 
alion Given Ip 61G61 256 61861 255 

-9204240208 Comment on proposed rules 10CFR2. 19, 20, 30,3 1.32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

MCKNIGHT, J.L Affifiation not Assigned AA38-2 66/05/13. Office of the Secretaiy of 
the Commission Ip 61662 060 61662 060 

-9204240212 Comments on final revision to 10CFR20 Marked up apps re rogulalion 
consistent w/direction of agency protection factors for respirators & quanlillos of II 
conaed matl requiring label Irig and 

LIEBERMAN.J Ofc of Fnforcomenl (Post 070413) 56FB23360 80/04/14 

MORRIS, B Division of Regulatory Applications (Post 870413) 2pp 61847 27D- 
61G47'280 

-9204240214 Comment on proposed rulos 10CFR2,1 9,26, 3 0,3 1,32.34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SLAYMAKER.JP Affiliation Not Assigned AA38 2 86/05/16 NRC - No D&laHod Af- 
fifiotion Given Ip 61861256-61861 256 

-9204240223 Concurs in issuance of NnC-0524 to reflect changes In responsibilftlos 
that resulted from NRC reorganization Note should be added to remarks section to 
indicate that l0CFn2O undergoing rov 

BUROA.AJ Program Mananemont, Policy Development & Analysis Staff (Post 
870411) 56FR233eo 90/04/26 MASON, E OKjco of Infornnalion Resources Manage- 
monl (Post 890205) 1p 61847 281 61847 281 

•9204240224 Comment on proposed rules 10CFR2J 9,20,30,31,32.34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HOOKER, C.L Affiliation Not Assigned AA38-2 86/05/00, Office of the Secretary of 
the Commission 2pp 61B62 089 61662 090 

•9204240225 Comment on proposed rulos 10CFR2. 19, 20, 3 0,3 1,32,34, 35, 39, 40, 60,61 & 
70 re stds (or protoction against radiation Opoosos rule 

• Affiliation Not Assigned AA30-2 08/05/11 Dockoling & Services Branch 2pp 
61861 257 61861 256 


-9204240294 Comment on proposed rules 10CFR2, 19,20,30,31.32,34.35.39,40, 50,61 & 
70 ro stds for protection against radiation 

HARSNAW.F Affiliation Nol Assigned AA38-2 86/05/12 Office of the Secretary of 
the Commission 3pp 61862 ODB 61062 100 

-9204240-296 Comment on proposed rules liOCFR2, 19, 20, 30.3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

MCNEES.JL Hoallh Physics Society AA3a2 66/05/07 Office of the Secretary of 
the Commission 2pp 61862 101 61362 102 

-9204240209 Comment on proposed rules 10CFH2, 19,20,30,31,32,34.35,39.40. 50.61 & 
70 ro slds for protection againsl radiation Supports /ule 

FOWLER.SL WR Grace A Go AA38 2 86/02/14 ALEXANDER Division of Radi 
atlon Programs A Earth Sciences (840429-860720) flpp 61062 078 61862087 

-9204240300 Comment on proposed rules 10CFR2. 19,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

QLKGG.G Illinois Sate Energy Altiarco /\A38 2 86/05/15 Office of the Secretary of 
the Commissiork 3pp 61862 103 61062 t05 

-9204240301 Forwards final draft rept re regufafory analysis for re vision of 10CFR20 for 
comments Advises fhat distribution is limited because draft has mol received approvals 
through formal clearanca process 

MERWIN.SE Baltetfe Memorial fnstilut<h. Pacific Northwest Laboratory 5&FR233&0 
80/05/17 PETERSON.HT. Radiation Protection & Health Effects Brarcfi 113pp 
61847 286 61648 035 


-9204240303 Comment on proposed rules lOCFft 2, 19. 20,3 9.3 1.32,34, 35 ,39 ,40. 50,61 & 
70 re stds for protection against radiation 

SLATEN.NQ Union Electric Co AAaD-2 86/05/12 DockaUng & Services Branch 
2pp 61862 106-61662 107 

-9204240308 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,3 2, 3 4, 35,30 ,40. 50,61 A 
70 re stds for protection against radiation Supports rule 

CHAflDLER.S AffrII alion Not Assigned AA38-2 66/05/ 1 3 Docketing & Services 
Branch Ip 61862 088 61862 086 


-9204240311 Comment on proposed rules lOCFR 2, 19. 20, 30.3 1,32.34 .3 5. 3 0.40, 60,61 & 
70 re stds for protcctfon against radiation Opposes rule 

HARMON.B Anil ViviSGC lion Society of Arne nca, Inc AA38-2 86/09/02 Docketing & 
Services Branch Ip 61862 115 61862.115 

-9204240319 Comment on proposed rules lOCFR 2, 10, 20, 39, 3 1,32,34,35,39, 40. 50,61 & 
70 ro stds for protection ag-ainst radiation Opposes rule 

MCGUIRE, C0 Affiliation Not Assigned AA30 2 86/09/02 Office of the Sec relary of 
Iho Commission 1 pp 6 1 862.1 1 6 6 1 862 1 1 6 


-9204240323 Comment on proposed rules 10CFR 2, 19, 20,39, 3 1,32, 34, 3 5, 39, 40, 50,61 A 
70 re Bids for protection againsl radiation Opposes rule 

O'SULLiVAN.E Affifiation Not Assigned M38-2 80/08/30 Docketing A Services 
Branch ipp 61862117 61862117 

-9204240327 Comment on proposed rules 10GFR2. 19,20,30,3 1.32, 34.3 5, 39.40, 50,61 A 
70 re stds for protection against radiatJon 

CHEN.SY Cals pan Corp (subs Arvfn fndu a Ines/Franklin Research Center) AA36 2 
06/05/14 Offtco of the Secretary of the Commission 2pp 61862 108-61862 109 


-9204240331 Comment on proposed rules 10CFR2, 19. 20, 30, 3 1,32,34,3 5.39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

MARKOFF.B Affilialton Not Assigned AA3Q-2 66/05/14 NRC • No Detailed Affill- 
alion Given Ip 61B62 110 61862 110 


-9204240231 Comment on proposed rulos 10CFR2.1 9,20, 30,3 1,32, 34, 35. 39,40, 50,61 & 
70 ro stds for protoction againsl radiation.Supports rule 

SIEBERT.GW Dofense, Dopt of AA30-2 86/05/09 Dockoling A Sorvlcoe Branch 
epp 6186V259 81861 266 

■9204240237 Comment on proposed rules lOCFRS.1 9,20,30,31,32.34,36,39,40, 50,61 & 
70 ro stds for protoction against rodlallon Opposes rule 

FRISCO, DC Coailllon for Nuefoer Powor Plant Postponement AA30-2 06/05/12, 
NRC - No Dolailed Affiliation Given 2pp 61681*267-61861 268 

-9204240270 Comment on proposed rules 10CFR2.19,20,30,31,32,34,36,39,40, 60,61 & 
70 re stds for protoction against radiHlIon 

BORCHERT.HB Nebraska, Slate of AAa0.2 86/05/16 Office of the Socrelaty of 
tho Commission, 2pp 61862 092 61862 003 

-9204240276 Comment on proposed rules 10CFH2, 19,20,30,31,32,34,35,39,40, 60,61 A 
70 re stds for protoction against radiallonOpposos rulo, 

ARNSBERQER.M M Affiliation Not Assigned AA3a*2 86/06/27. Docketing A Sorv 
tees Branch Ip 61662 111-61862.111. 

•9204240284 Comment on proposed rulos lOCFR^.1 9,20,30,3 1,32,34,35,39,40, 50,01 A 
70 re stds for protection against radiation, 

WISENBURG.MR Houston Lighting A Powor Co. AA30-2. 86/05/16 Docketinfl A 
Services Branch. 4pp 61862 094-61862 097 

•9204240287 Comment on proposed rules 10CFR2, 10,20.30,31 ,32,94,35,39,40, 60,61 A 
70 ro stds for protection againsl radiation Opposes rule 

* Affiliation Not Assigned. AA38-2. 86/08/30, Docketing A Services Branch Ip 
61862112 01862*112 


■9204270027 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 3 5, 39,40. 50,61 A 
70 ro slds for proteetton against radiation Opposes rule 

GILBERT, WV Affill a lion Not Assigned AA38-2 86/08/28 Docketing A Services 
Branch Ipp, 61662.110 61 D62 118 


-9204270033 Comment on proposed rulos H)CFR 2, 19, 20, 30,3 1,32, 34.3 5, 39 .40, 50,61 A 
70 ro slds for proloclion against radiation Opposes rulo ...... 

LtENS.H Affiliation Not Asslgnod AAaQ-2 66/09/01 NRC No Detailed Afliliallon 
Given Ipp 81662 119 01862 110. 

-9204270038 Comment on proposed AJies tOCFB 2, 10, 20, 3 0,3 1,32,34,35*39,40, 50,01 A 
70 re stds for proloclion against radiatton Opposes rule 

VEHPLANKE,Y Affiliation Mo! Assigned AA38-2 86/08/26 Dockoling A Services 
Branch Ipp 61862120 61862120 


-9204270941 Comment on proposed rules 10CFR 2, 10, 20, 3 0,31, 32, 34, 36*39.40, 50.61 A 
70 ro stds for protocllon againsl radiation Opposes rule ^ ^ 

LA FORCE, N El Cerrito Domocratlo Club, El Cerrito, CA AA38-2 86/05/09 Dockel- 
Ing A Services Branch 1p 61862 146 61002 146. 


—9294270044 Com monl on proposed rulos 10CFR 2, 10, 20.3 9, 3 1,32,34,35.39,40, 50,6t A 
70 ro stds for protoolion against radiation Opposes rule 

MCiEOD.n Afliliallon Not Assigned AA38-2 86/09/01 Docketing A SorvicQS 
Branch Ipp 61862.121 61862,121, 


-9204270046 Comment on proposed rules 10CFR 2, 10,20, 3 9, 3 1,32. 34,35 ,39,40, 50,61 A 
70 ra slds (or protection againsl radiation Opposes rule , ^ , 

RANDJS.M Affjliallon Not Assigned AA3C-2 86/05/19 NRC • No Detailed Affiliation 
Given Ip, 61862.147-61862 147 


-9204240290 Comments on draft rogulalory analysis for revision of 10CFR20.Sugges!s 
that changes re discounting errors have no aignificant bearing relaUng to analysis, 
RICHTER, B. Regulation Dovelopm^ent Branch 56FR23360 88/04/29. PETERSON.H 
Radiation Protoction & Health Effocts Branch 4pp 61847 282 61847.285, 

-9204240291 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 50,61 A 
70 re slds for protoction againsl radiallonOpposos rule, 

JENKINS, EJ. Affiliation Not AsstgriGd. AA3a-2. 92/02/26 NRC • No Detailed Affili- 
ation Given 3pp. 61802 075-61862 077. 

-9204240292 Comment on proposed rules 10CFn2. 19,20,30,31,32.34,35.30,40, 50,51 A 
70 re stds for protection against radiation Opposes rule „ „ . 

SCHRADER, 0 Affiliation Not Asslgnod AA36 2 06/96/30. Docketing A Services 
Branch. 2pp 61862*1 13-61662*1 14. 


-9204270053 CommOht on proposed rules lOCFfl 2, 10,20, 3 0,3 1, 32, 34 .3 5, 30,40, 50*81 A 
70 ro stds for protection againsl radiation Opposes rule ^ 

NELKENS.S Millalion Net Assigned AA38-2. 06/09/04 NRC • No Dolailed Alfiliation 
Given Ipp 61862.122-61862 122 

-9204270057 Comment on proposed rules 10CFR 2, 19,20, 30, 3 1,32, 34, 3 5.30.40, 50,61 A 
70 re stds for protoction against radiation SupjX}rts rule 

BUSH.T.E Affilfalfon Not Assigned AA38 2. 86/05/13 Docketing A Services Branch 
ip. 61862148 61060 140, 

-9204270069 Forwards tabulalEons shewing stochastic A non stochastic ALI values from 
ICRP publication 90 

ECKEHMAN.K F Oak Rldgo National Laboratory. AAsa 2 88/00/20 PETERSON.HT 
Office of Nuclear Regulatory Rosoarch (Post 860720) 41pp. 61849 072*61849,1 1 1 
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-9204270-060 Comment on proposed rules 10CFR2. 19,20.30.3 1,32, 34.35,39.40. 50.61 8 
70 re slds for proleclion against radiation Opposes rule 

COLEMAN.AD Affiliation Not Assigned AA38 2 06/09/01 Dockoling & Services 
Branch Ipp 61862 123 61862 123 

-9204270063 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34,35. 39. 40, 50,61 & 
70 re slds for protection against radiation Supports rule 

SCOTT,CM Affiliation Not Assigned AA3fl 2 86/05/13 Docketing & ServiCGs 
Branch tp 61862 149 61862 149 

-9204270Q6B Comment on proposed rules 10CFF12, 19,20,3 0,31 ,32,34.35.39,40, 50,61 & 
70 re stds for proleclion against radialion 

* Affiliation Not Assigned AA38-2 85/08/29 Docketing & Services Branch Ipp 
61862 124 61862 124 

-9204270069 Comment on proposed rules 10CFR2, 19,20,30,3 1.32,34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Supports rule 

KHERA,SS Affiliation Not Assigned AA38-2 86/05/13 Office of the Secretary of the 
Commission ip 61862 153-61662 153 

-9204270073 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32.34,35, 3 9,40, 50,61 & 
70 re stds for protection against radiation Opposes role 

Mono LA, P Affiliation Not Assigned AASa 2 86/08/31 Office of the Socrolaiy of 
the Commission Ipp 61862 125 61062 125 

-9204270074 Requests response to presonlalion summary concerning dosimetry of red 
bone marrow vs dosimetry of "whole body" Perspective summary end 
QUINN.D M Consolidated Edison Co of Nevir York, Inc 56FR23360 87/06/25 
CONGEL,F NRC - No Detailed Affiliation Given flpp 6I84B 040 61848 048 

-9204270077 Informs that author loos forward to addressing Commission on proposed 
changes to 10CFR20 on 881 1 10 Copy of prepared statement end 
WINSLOW.TP General Electric Co AA38 2 88/11/07 CHILK.SJ Office of the Sec- 
retary of the Commission 23pp 61849 1 12 61849 134, 

-9204270079 Comment on proposed rules 10CFR2, 19.20, 30,3 1,32,34, 3 5, 39, 40, 50,61 &. 
70 re stds for protection against radiation Opposes rule 

HAMILTON, LE Affiliation Nol Assigned AA38 2 86/08/29 Dockoting & Services 
Branch Ipp 61862 126 61862 126 

-9204270084 Comment on proposed rules 10CFfl2, 19, 20,30, 31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

REICHAflD.T Affiliation Not Assigned AA38 2 66/09/02 Docketing & Services 
Branch 1pp 61862 127 81862 127 

-9204270096 Forwards.for review & concurrence, package for maior Pflrl 20 rov Final 
rule Incorporates comrnonls by NRC program & regional ofes & by interested slates 
MORRIS, BM Division of Regulalory Applicaltons (Post 870413) AA36 2 88/06/30 
MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 870411) 2pp 
61846 049 61648 050 

-9204270107 Comment on proposed rules 10CFfl2. 19. 20, 30,3 1,3 2,34 ,35,39,40, 50,61 & 
70 re stds for prolectior^ against radiation Opposes rule 

ORRIS, EF Affiliation Not Assigned AA3a2 86/09/05 Docketing & Services Branch 
Ipp 61662128 61862 126 

-9204270111 Comment on proposed rules 10CFn2, 19, 20,30, 3 1,32,34, 35. 39, 40, 60,61 & 
70 re slds for protection against radiali-o-n Opposes rule 

STANSFfELO.E Ecology Center of Sou ihern California AA3C 2 86/05/15 Docketing 
& Services Branch Ip 61862 154-61862 154 

-9204270114 Commonlon proposed rules 10CFR2,19,20.30.31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

PAIS.G Affiliation Nol Assigned AA30-a 06/08/30 NRC - No Detailed Affiliation 
Given 3pp 61862 129 61062 131 

-9204270120 Comment on proposed rules 10CFR2,1 9, 20,3 0,31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

DOUGHERTY, J C Affiliation Not Assigned AA3fl 2 86/09/00 Dockoting & Services 
Branch ip 61862 155 61862 155 

-9204270 1 21 Discusses application of backfil rule to Pad SO Rulo may bo applied as 
either adequate protootror) exception of two cost benefit stds 
CROCK ETT.S Office of the General Counsel (Post 8607011 66FR23360 88/07/12 
ROSZTOCZY.Z Office of Nuclear Regulatory Rosearen (Post P60720) 2pp 

61848 051 61848 052 

-9204270128 Identifies two areas re 10CFR20 that could benefit from turtfxor study One 
area involves quantitative analysis of Impact rev that would be conducted after rov 
promulgated 

MERWrN,S E Battelle Memorial Institute, Pacific Northwest Laboratory AA38 2 66/ 
11/09 PETERSON, HT Radialion Protection & Health Effects Branch SOpp 

61849 135 61050012 

-0204270132 Comment on proposed rules 10CFR2,ig,20.a0,31.32,34.3S,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rufe 

MAYFfELD.M C Affiliation Not Assigned M3B‘2 06/09/02 Docketing & Services 
Branch tpp 61662 132'61GG2 132 

-9204270135 Comment on proposed rules 10CFR2. 19, 20, 30,31, 32,34,3 5, 39,40, 50,61 & 
70 rd stds for protection against radiation 

WEBER, N A Affiliation Nol Assigned AA36'2 86/09/05 Dockoting & Services 
Branch Ip 61862 156 6ie62’156 

-9204270130 Commanlon proposed ruCos 10CFR2, 19, 20, 30, 31. 3 2, 34, 35, 39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

GRIFFIN, R Atfilialfon Nol Assigned AA38'2 86/09/03 Docketing & Services Branch 
1pp 61862133 61862133 

•9204270142 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,3 2,34,35.39,40, 50,61 
70 ra slds tor protection against radiation Opposes rule 

BYRUE, E Q Affiliation Not Assigned, Aa 3B 2 86/00/09 Docketing & Services 
Branch 1p 61862157 61062,157. 

-9204270143 Provides info re use of metric sys by Federal agencies por 15CFR19 
statement policy.Metrlo Conversion Act of 1958 & amend of HR 1964, HR 1964 amend 
onci 

BECKER .J Office of the General Counsel (Post 060701) 66FR23360 88/07/18. 
ALEXANDER, R Office of Nuclear Regulatory Research (Post 660720). 6pp 
61840053 6184B0S8 


-9204270145 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34.35.39.40. 50,61 4 
70 re stds lor protection against radiation Opposes rule 

□ALAND, ME Affiliation Not Assigned AA38 2 86/09/01 Docketing & Services 
Branch Ipp 61862 134 61862 134 

-9204270147 Comment on proposed rules 10CFR2,19,20,30.31,32,34,35,39,40. 50,61 & 
70 re Mds for protection against radiation 

MORSE.Mf Affiliation Not Assigned AA38‘2 86/09/06 Docketing & Services 
Branch Ip 61862 159-61862 159 

-9204270149 Comment on proposed rules 10CFR2,1 9,20.30,31 ,32,34.35.39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

SWANSON, PA Affiliation Nol Assigned AA38 2 86/09/04 NRC - No Detailed Affili- 
ation Given Ipp 61862 135 61862 135 

-9204270160 Comment on proposed rules 10CFR2, 19, 20.30.31. 32.34,35, 39, 40, 50.61 & 
70 re aids for proleclion against radiation Opposes rule 

DAUBITZ.P Affiliation Not Assigned AA3a-2 86/09/05 Docketing & Services 
Branch Ip 61862 160-61862 160 

-9204270152 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34. 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

DOUGHEHTY.S Affiliation Not Assigned AA38 2 86/09/08 Docketing & Services 
Branch ipp 61862 136 61862 136 

-9204270155 Comment on proposed rules 10CFR2,1 9.20, 30.31. 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANSOM.R Affiliation Not Assigned AA38-2 86/09/06 Docketing & Services 
Branch Ip 61862 161-61862 161 

-9204270160 Forwards layouts for voluminous tables In 10CFR20,App B Samples 
should be forwarded to Ofc of FR to ensure proposed change formal may be used in 
Part 20 rev FR notice 

PETERSON.HT Radiation Protection & Health Effects Branch AA38-2 08/07/22 
MEYER, D Regulatory publications Branch 3pp 61048 069 61848 061 

-9204270163 Comment on proposed rules 1CCFR2, 19,20,30,3 1,32, 34, 35, 39, 40, 50,61 
70 re stds for protection against radiation Opposes rule 

BACHRACH.D Affiliation Nol Assigned AA3a 2 06/09/08 Dockoting & Services 
Branch ipp 61862 137 61862 137 

-9204270166 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

KOON.K Affiliation Not Assigned AA30-2 86/09/08 NRC - No Dolalled Affiliation 
Given tp 61862 162-61062 162 

-9204270168 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34.35.39.40, 50,61 & 
70 fo slds for protection against radiation Opposes rule 

BROWN.NG Affiliation Not Assigned. AA36'2 86/08/30 Docketing & Services 
Branch Ipp 61862 138 61862 136 

-9294270169 Forward comments submitted to Secretary of Commission ro stated pro 
posed rules 

BARNUM.EC Molycorp. Inc AA30-2 86/05/05 ALEXANDER, R E Division of Radi 
akon Programs & Earth Sciences (840429 860720) Ip 61862 273-61862 273 

-9204270170 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32.34.35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CRAIB.E Affiliation Not Assigned AA3D-2 86/09/07 Office of the Secretary of the 
Commission Ip 61 862 163 61862 163 

-9204270174 Comment on proposed ruJos 10CFH2,19,20,30,31,32,34.35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

STEORTS.T Affiliation Not Assigned AA3B-2 86/09/02 Dockoting & Services 
Branch, tpp 61862 139-61862 139 

-9204270177 Discusses recordkeeping costs associated w/rev of 10CFR20 & clanfios 
provisions of proposed rule which should be classified as basic health stds 
MORRIS.BM Division of Regulatory Applications (Post 870413) 66FR23360 88/08/ 
05 JORDAN.E Committee to Review Generic Requirements 4pp 61840 062 
61048065 

-9204270101 Commanlon proposed rules 10CFR2, 19, 20,30, 31, 32, 34,35, 39, 40, 50,61 S 
70 ro stds for protection against radiation. Opposes rule 

CROSSLEY.NA Affiliation Not Assigned AA3Q-2 86/09/04 Dockoting & Services 
Branch Ipp, 61062*140 61862 140 

-9204270164 Concurs w/enci Part 2 re rules of practice provided minor comments dis- 
cussed w/H Peterson by E Flack incorporated Ofc of Enforcement has no position on 
Part 20 

LIEBEnMAN.J Ofc of Enforcement (Post 870413) 60FR2336O 88/08/05 

MORRIS.8M Division of Regulalory Applications (Post 870413) 7pp 81848 066 
61948 066 

-9204270185 Comment on proposed rules 10CFR2.19, 20, 30,31 ,32,34.35,39,40, 50.61 & 
70 ro stds for protection against radiation.Opposes rule 

WILSON,! A Molycorp. Inc AA3a-2 86/05/01 Docketing & Services Branch 14pp 
61862 274-61862,287 

-9204270166 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

* Affiliatron Not Assigned. AA38-2. 86/09/08 NRC - No Detailed Affiliation Given 
ipp 61062,141-61862141 

-9204270192 Commenl on proposed rules 10CFR2, 19,20,30,31 ,32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38 2 86/09/03. Office of the Secretary of the Commis- 
sion ipp 61862,142 61862 142 

-9204270193 Discusses new Part 20 & backfit rule, per SECY-8B-315 Backlit rulo violat- 
ed & must be suspended or exempted from if new Part 20 to go forward 
PARLER.WC Officoof the General Counsel (Post 800701) AA38-2 88/11/22 CLPR- 
TISS Commissioners (Post 750119) 3pp 61850 013 61850.019 
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-9204270195 Forwards final drafl repl, “Ro^ulalory Analysis lor rev of 10CFR20 " Draff 
reffecls commonts by Ballella & Ore of Genoral Counsel 

MEFIWIN,S E BallQlle Memorial Insiilute, Pacific Northwest Laboratory 56FR23360 
fiO/OB/10 PETERSON, HT Radiation Protection & HoaMh Effects Branch I21pj> 
61840 067 61840 106 

-9204270200 Comment on proposed rules 10 CFR 2 , 19.20,30.31,32.34,35.80.40, 50,61 & 
70 re stds for protection against radiation 

WILLI AMS, R Richard Williams Architecture AA30.2 86/05/05 ALEXANOER.R Djvi 
Sion of Radiation Programs & Earth Sciences (G40429>a60720) Ip 61062 208 
61662 200 

-9204270201 Comment on proposed rules 10CFF2, 19,20.30,31.32.34.35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FOSTER.RC Affiliation Not Assigned AA30-2 96/09/10 Docketing & Services 
Branch ip 61062 164-61862164 

-9204270202 Forwards draft Commission policy paper & transmittal memo to EDO for 
10 CFR20 rulemaking Concurrence requoslod by 880908 W/o end 
MORRIS, B M Division of Regulatory Applications (Post 8704 13) 56FR23360 80/00/ 
26 MURLEY.TE Office of Nuclear Reactor Regulation. Direcior (Post 870411) 2pp 
61848 187-61040 188 

-9204270204 Comment on proposed rotes 10CFR2, 19,20,30.31,32.34,35.39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SMITH,! Affiliation Not Assigned AA38-2 86/00/30 Dockollng & Services Branch 
ipp 61862 143 61862 143 

-9204270207 Commenl on proposed rules 10CFR2.19.20,30, 31. 32.34,35,39, 40. 50,61 & 
70 ro stds (or proleclion against radiation Opposes rule 

SK1BBEL.P L Affiliation Not Assigned AA38-2. 86/09/08 Office of Iho Secretary of 
the Commission Ip 61862 165 61862 165 

-9204270200 Provides followup (o question at public hearing on 10CFR20 B81110 con- 
cerning conformance of industry proposals for regulating doses to workers from long 
lived radionuclides to federal guidance 

RICHARDSON. A NRC - No Oolailed Affiliation Given AA3B 2 00/11/18 

CURTISS, J R Commissionors (Post 760119) 7pp 61850 020 61050826 

••9204270210 Comment on proposed rules 10GFR2, 10, 20,30, 31, 32,34,35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

• Affiliation Nol Assigned AA38-2 86/06/10 Dockotlng & Sorvicos Branch Ip 
61062 166 61862166 

-9204270211 Comment on proposed rules 10CFR2, 19, 20,30,3 1.3 2.34, 35,30.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

EDDINS.R A Affiliation Nol Assigned AA38-2 06/05/08 ALEXANDER.R.E Division 
of Radiallon Programs & Earth Sciences (040429 060720) Ip 61062 200 61862 200 

-9204270213 Comment on proposed rules 10CFR2,19, 20, 30, 31, 32, 34,35,30,40, 50,61 & 
70 re stds for protection against radlalfon Opposes rule. 

LOWEN.S Affiliation Not Assigned AA30-2 06/09/08 Dock© ting & Services Branch 
Ipp 61062 144 61062 144 

-9204270216 Comment on proposed rules 10CFR2, 10,20,30, 3 1,32, 3 4. 35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANDALL.MA Affiliation Not Assigned AA3a 2 06/09/10 Dockeling & Seivicos 
Branch Ip 01062 167*61862 167 

-9204270217 Responds to ACRS comments re 10CFR2O ro stds for protection against 
radiation 

STELLO.V Ofc of (ho Execulive Director for Operations 66FR23360 00/09/02 
FRALEY, RF ACRS • Advisory Commiltee on Reactor Safeguards 7pp 61040 1B9- 
61040 201. 

-9204270219 Commenl on proposed rules 10CFR2,I9,20.3D,31,32,34,35,30,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

BARTON, C Affillallon Nol Assigned AA38 2 86/00/23 Docketing & Sorvicos 
Branch ipp 61662 145-61 062-1 45 

-9204270221 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34 ,35,39,40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

LUKE.LL Afiiliation Not Assigned AA3B 2 00/09/10 Dockollng & Services Branch 
Ip 61G62 1 68 61062 1 6B 

-9204270224 Discusses OGC position as to whotlior guidance to federal agencies 
signed by President sufficient justification to preempt b&ckfit requirements to 
lOCFRSO 109, as staff argued in SECY-SO 316 

PARLER.WC Office of the General Counsel (Post 060701) AA3B-2 00/1 1/2D. ROB- 
ERTS Commissioners (Post 7S0119) 2pp 01050070 61850 108 

-9204270227 Commenl on proposed rules 10CFH2, 19, 20,3 0,3 1,32, 34^35,30, 40, 50,01 & 
70 ro stds for protection against radiation Opposes rule 

SBAR.C Affiliation Not Assigned AA38 2. 86/09/10 Dock o ling & Sorvicos Branch 
ip, 61062 169 61862 169, 

-9204270230 Responds to 060023 (1r informing lhat proposed 10CFR20 revision ro uso 
of effectivo dose equivalent applies only to dosos from internal 
radionuclides.Statemant of considerations for proposed rule listed 
ROECKLEIN,A K Radiation Protection & Health Effects Brerich 6GFR23360 00/09/ 
13 KAUL,DC. Science Applications International Corp, (formerly Scionco Applica- 
tions, Inc) 2pp 61840 202-61040 203 

-9204270232 Comment on proposed rules 10CFR2, 19,20,30 ,3 1,32,34,35,30, 40, 60,61 & 
70 re stds for protection against radiallon Opposes rule, 

DUBOIS, T. Affiliation Not Assigned AA30-2. 86/09/10 Dackeling & Services Branch 
Ip 61B6217O61002'17O 

-9204270235 Comment on proposed rules 10GFR 2, 19, 20,30,31, 32.34,35, 39,40, 50,61 & 
70 re stds for protection against radiation 

O’BRIEN, A Affiliation Nol Assigned AA38 2, 06/09/07, Docketing 0i Sen/ices Branch 
1p 61062 171-61862'171 

-9204270239 Comment on proposed rules 10CFR 2, 19,20, 30^3 1,32.34, 35, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rula 

* Affiliation Not Assigned AA30-2 88/09/^0 Office of tho Secretary of the Commis 
slon ip. 61062172-61862,172 


-9204270243 Commenl on proposed rules 1 9CFR2.19.20.30, 3 1,32, 34.35.39, 40, 60.61 & 
70 ro stds lor protection against radiation Opposes rule 

RILLY.ME Aflillalion Nol Assigned AA3a 2 86/09/07 Docketing & Services Branch 
Ip 61862173 61C62 173 

-9204270250 Comment on proposed rules lOCFR 2, 19.20, 30,3 1,32, 34. 35, 39, 40, 50.61 & 
70 ro sids for protection apainsl radtalton Opposes rule 

SHITBEE.JB Affihalton Not Assigned AA38 2 06/99/10 Docketing & Services 
Branch Ip 61062 174 61062 174 

“9204279251 Comm ont on proposed rules 10CFR2, 19, 20.30, 3 1.32, 34.36, 39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.QF Affilralion Nol Assigned AA3B-2 06/09/ 11 Docketing & Sen/r cos Branch 
ip 61862 1SG 61862 188 

-9204270259 Comment on proposed rules 10CFR2,19, 20, 30, 31, 32,34,35.39.40, 50,61 & 
70 ro stds for protoclion against radiation Opposes rule 

BRIAN,LO Affiliation Not Assigned AA3a2 06/09/10 Docketing & Services Branch 
Ip 61062 175-6 1 B62 175 

-9204270260 Comm ont on proposed rules 10CFR2, 19, 20, 30.3 1.32. 34, 35,39, 40, 50.01 & 
70 re stds for proleclion against radiation Opposes rule 

GANQP,VA Aflilialion Not Assigned AA38 2 86/09/11 Docketing & Servicos 
Branch Ip 61862 109 61862 169 

-9204270265 Comment on proposed rules 10CFR2, 10, 20.30, 31,32, 34.35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

O’BRIEN,! F Affiliation Not Assigned AA30-2 86/00/11 Dockeling & Services 
Branch Ip 61062 100 61062190 

-9204270266 Comment on proposed rules lOCFRS, 19,20,30,31,32.34.35,39.40, 50,61 S. 
70 ro stds for proloction against radiation 

ZAFRIS.JL Affiliation Not Assigned AA36 2 06/09/09 Dockeling & Services 
Branch Ip 61062 176 61062 176 

-9204270 271 Commenl on proposed rules 10 CFR 2 . 19,20.30,31,32,34,35,39.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

WALStLHN Affiliation Not Assigned, AA3a2 06/09/11 Docketing & Sorvicos 
Branch, Ip 61662 191-01062191 

-9204270272 Comment on proposed rules 10CFfl2.1 9.20,30.31.32,34.35,39,40. 50,61 & 
70 re stds (or protection against radiation Opposes rule 

ENDRUSICK.T L Affiliation Nol Asslsnocl AA3B-2 86/09/03 Docketing & Services 
Branch Ip 0106 2 1 77 61062 177 

-9204270275 Forwards commonts on equal employmont opportunity Commission pro 
posed policy guldanco on reproductive & folal hazards did 081007 
BECKER.JM Office of Iho General Counsel (Post 050701) AA3a2 08/12/05 
JOHNSTON, DB Equal Employment Opportunity Commission 7pp 61B50109 
61050 115 

-9204270280 Comment 00 proposed rules lOCFRE, 19, 20 ,30. 3 1.32 .34.35, 39, 40, 50,61 S 
70 ro stds for protection against radiation Opposes rula 

HAZARD.ni Affiliation Not Assigned AA38-2 06/09/09 DookeUng & Services 
Branch tp 61862 102 61062 102 

-9204270281 Towards revised draft std, “Neutron & Gamma Hay 17 Fluenco 1o*Dos0 
Faclora," ANSI/ANS 6 1 1-1008 for review & comment Requests maeling on 881031 
in Wnshhgton.DC to discuss draft stds 

KAULpC Scienco Applications International Corp (fonnerly Sclonce Appllcalions, 
Inc) 66rR23360 08/08/23 ALEXANDER, B NRC No Dolailed Affiliation Given 
2pp 61840 204 01640 205 

-9204270204 Comment on proposed rules 1 0CT R2, 19, 20. 30,3 1,32,34, 35, 39 ,40, 50,61 & 
70 ro stds for protection against radiation Oppo&os lulo 

WEQENER.C Affiliation Not Assigned AA3Q-2 06/09/10 Offico of Iho Socrotary ol 
Iho Commission Ip 61062 170 61062 176 

-9204270291 Commonl on proposed rules 10 CFH 2 . 19, 20.3 0,3 1,02, 34, 35 ,3 9, 40, 60,61 & 
70 ro stds for prelection against radiation Opposes rule 

WHIPPLE, J A Affiliation Not Assigned AA30-Z B6/OO/O0 Dockeling & Sorvicos 
Branch Ip 61862 193 61062 193 

-9204270294 Commonl on proposed rules IOCFR2J9',20,30,31,32,34,35.3D.40, 50,61 A 
70 ro stds for protection against radlaliomOpposes rule 

BEILLY.DW Affiliation Nol Assigned AA3B-2 86/09/07 Docketing fi Sarvfcea 
Branch Ip 01662 179 61062.179, 

-920 4270296 Commonl on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34. 35.39.40, 50.61 A 
/Q re sfds for protoclion against radiation Opposes rule 

DfERAUER.C Aflilialion Not Assigned AA38 2 B6/0D/0B Dockeling A Sorvtces 
Branch, ip 610G2 104 61062 194 

-9204270297 Commonl on proposed rulas 10CFR2, 19, 20, 30,31, 32, 34, 35,39.40, 50,61 A 
70 re aids for protoclion against radiation Opposes rule 

DRADE.J L Alfilialion Nol Assigned AA3G-2 06/09/04 Offico of the Secretary of Iho 
Commiseion 2pp 61062100 61062181 

-9204270300 Commonl on proposed rules 10CrB2, 19, 20, 30,31, 32,34, 35, 39,40, 60,61 & 
70 re aids for protection against radiation Opposes rule 

TRUSSELL.RB, Affiliation Not Assigned AA3B-2 06/09/10 Dockoling & Services 
Branch 2pp 61B62 102*81002 183 

-9204270304 Commonl on proposed rules 10CFR 2, 19, 20,30,3 1,32, 34,35,39 ,40, 60,61 A 
70 re aids for proloclion agamsl radiation Opposes rule 

nelson, DR Illinois Safe Energy Allianco AA30*2 G6/09/67 Docketing A Services 
Branch 2pp 61062 104 61002105 

-9204270307 Comment on proposed rules 10CFfl2, 19, 20.30, 31 ,32.34.35,39,40. 50,61 A 
70 re aids for pfoleclion against radiation Opposes rule 

DIPUTflO.G Affiliation Not Assigned AA3B-2 86/09/11 Docketing A Services 
Branch 1p, 61QB2 186 61662,106 

-9204270331 Comment on proposed rules 10CFR 2, 19, 20, 30, 3 1, 32. 34,35.39, 40, 50.61 & 
70 ro aids for proleclion against radiation Opposes rule 

MfLLEfl,MJ Affifialion Not Assigned AA38 2 06/05/09 ALEXANDER.R Division of 
Radiation Programs A Earth Sclonces 1(840429 869720) Ip 61862 290 61082 290 
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■«9204270334 Commenl on proposed rul-os lOCFR 2. 19, 20, 30, 3 1.32. 34.35, 39.40, 50.61 & 
70 re stds for pfo^ect^on against radiation 

COTE.N Affiliation Not Assigned AA3B-2 36/07/24 Dockoting & Ser/icos Branch 
ip 61662 291'61862 291 

•'B204270337 Advisos lhat Ofc of General Counsel has no legal obiDClions to staff 
DMcr te rev of 10CFR20, "Slds for ProlGCtion Against Radiation ■' 

BECKER.JW Office ol the General Counsel (Posi 860701) 66FR23360 88/09/22 
STELLO.V Ofc of the Executive Director for Operations 29pp 61848 215 61846 215 

‘<9204270336 Comment on proposed rules 10CFR2.19,20,30.3i.32,34,35,39.40. 50.61 & 
70 re slds for protection against radiation Opposes rule 

HAZARD, J Affifiation Not Assigned AA3B2 86/09/11 Docketing & Services Branch 
ip 61862 195*61862 195 

“9204270336 Forwards proposed guidance on reproductive A fetal hazards Guidance 
approved by Commission on interim basis.after final approval & will bs incorporated 
Into Vo! II of EEOC copliance manual 

THORNTON, E M Equal Employment Opportunity Commission 56FH23360 BB/11/ 
08 BECKERJM Office of the General Counsel (Post 06O7Ot) IBpp 61850116- 
61850 135 

“9204270342 Comment on proposed rules t0CFR2.19,20,30,ai,32,34,3&.39.40. 50,61 & 
70 re slds for protection against radiation 

YOUNG, A E Affiliation Not Assigned AA38 2 86/07/28 Docketing & Services 
Branch ip 61 862 292 61 B62 292 

•-920427034B Comment on proposed rules 10CFR2.1 0,20,30, 3 1.32, 34,35,39, 40. 50.61 & 
70 re aids for proteclfon against radiation Opposes rule 

HAMILTON.R B Affiliation Not Assigned AA38 2 86/09/11 Dockoting & Services 
Branch tp 61862 196 61862 196 

“9204270351 Commenl on proposed rules 10CFR2. 19,20.30.31.32,34,35.39,40, 50,61 & 
70 re slds far protection against radiation Opposes rule 

GREENFIELD. M Affirialion Not Assigned AA38 2 66/07/26 Docketing & Services 
Branch Ip 61 S62 293 61662 293 

“9204270354 Comment on proposed rules 10CFR2.1 0.20,30,31,32,34,35,39,40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

PETTEY.L Afiiliatlon Not Assigned AA3a 2 86/09/06 Docketing & Services Branch 
ip 61882,197-61862 197 

“9204270357 Comment on proposed rules 10CFn2, 19.20,30,31,32,34,36,39,40, 50,61 & 
70 re aids for protoclcon against radiation Opposes rule 

dOYCE.K Affiiialion Not Assigned AA3B'2. 86/07/28 Office of the Secretary of the 
Commission 1p 61862 294-61862 294, 

-9204270359 Forwards Ffl meeling no lice ol fifth mooting of ACNW scheduled for 
861221 in Be1h&sda,MD to discuss proposed rev to 10CFR20, "Slds for Protection 
Against Radiation " 

FRALEY, R F ACRS - Advisory Commillea on Reactor Safefluards 56FH23360 66/ 
12/07 HOYLE.JC ACRS ■ Advisory CommiHoe on Reactor Safeguards 67pp 
61650 136 61850 202 

-9204270360 Forwards first draft of Reg Guide that endorses NUREG/CR‘46B4. ‘‘Ac 
cepiable Welhodclogy for Interpretation of Saoasaay Measurements’' Comments re 
Quested 

B ROOKS, B Office of Nuclear Regulatory Research <Pos1 860720) 56FR23360 80/ 
09/23 COOL.D NRC - No Detailed Affiitation Given 16pp 61848 216 61048 246 

“9204270366 Com men I on proposed rules 10CFR2, 19,20,30,31 .32,34,35.39,40, 50,61 & 
70 re slds for prolect:or>aga!nst radiation Opposes rule 

EDWARDS,C Affiliation Not Assigned AA3B‘2 86/07/23 Docketing & Services 
Branch Ip 61862 295-61862 205 

-9204270369 Commenl on proposed rules 10CFR 2, 19,20.30,3 1,32,34,35,39. 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LAFFELY.SA Affiliation Not Assigned AA38 2 86/09/08 Docketing & Services 
Branch Ip 81862 198 61862 198 

--■9204270373 Comment on proposed rules 10CFR2, 19.20,30.3 1,32,34,35.39. 40, 50,61 & 
70 re slds for protection agamst radiation Opposes rule 

TRACOKAS.MG Affiliation Not Assigned AA3B-2 86/07/28 Docketing & Services 
Branch ip, 61862 296-61862 296 

“9204270376 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34.35,39, 40, 50.61 & 
70 re slds lor protection against radiation Opposes rule 

PERHINQ.C Affiliation Not Assigned AA30-2 06/09/11 Docketing & Services 
Branch Ip 61862 199-61862 199 

“9204270377 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32, 34,35, 39.40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.LE Affillairon Not Assigned AA3a2 86/09/11 Docketing & Sorvicos Branch 
Ip 61B62 304-61862 304 

“9204270376 Comment on proposed rules 10CFR2, 19.20, 3 0,3 1,32, 34.35, 3 9, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHELTON.P Affiliation Not Assigned AA36-2 86/07/28 NRC - No Oolaitod Affiliation 
Given Ip 61862 297-01862 297 

“9204270386 Comment on proposed rules 10CFR2. 19. 20,30,31 ,32.34,35,3 9.40, 50.61 & 
70 re slds for proloction against radiation Opposes rule 

CODY.P Affiliation Not Assigned AA38-2 86/09/11 Docketing & Serveces Branch 
Ip 61862 200 61862 200 

“9204270387 Comment on proposed rules 10CFR2,1 9, 20, 30, 3 1,32,34.35.39, 40, 50,61 & 
70 re slds for protection against radiation 

LEONARD, AX Affiliation Not Assigned AA3e-2 86/07/31 NBC • No Delailed Affili- 
ation Given 1p 61862 29B618G2 298 

-9204270389 Comment on proposed rules 10CFR2.1 9,20,30.31 ,32,34,35,39,40, 50.61 & 
70 ro stds for prolecUon against radiation Opposes rule 

GANGI.DS Affiliation Not Assigned AA3B 2 B6/09/11 Docketing 8 Services 
Branch Ip 61862 305 61862 305 

■9204270393 Comment on proposed rules 10CFR2,1 9,20,30.31,32,34.35.39,40. 50,61 & 
70 ro slds for proleclfon against radiation Opposes rule, 

OSNER.J Affiliation Not Assigned AA3a 2 86/09/11 NRC - No Detailed Affiliation 
Given Ip, 61862 201-61862 201 


“920427039B Comment on proposed rules 10CFB2.19.20, 30,31, 32,34, 35, 39.40, 50,61 & 
70 re stds for protection against radiation 

COLLINS, L Affiliation Not Assigned AA3Q-2 86/10/13 NRC - No Detailed Affiliation 
Given Ip 61862 306 61062 306 

“9204270402 Commenl on proposed rules 10CFR2, 19,20, 30,3 1.32,34, 35,39,40. 50,61 & 
70 re stds for protection agamst radiation Opposes rule 

CONLY.L Nuclear-Free Berkeley Committee AiA3B-2 86/07/31 Docketing & Services 
Branch Ip 61862 299 61862 299 

--9204270403 Comment on proposed rules 10CFR2, 19,20.30, 3 1,32,34, 35, 39, 40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

SANBOHN.I M Affiliation Not Assigned AA3a-2 06/09/07 Docketing & Services 
Branch 2pp 61862 202-61862 203 

“9204270404 Comment on proposed rules 10CFH2, 19.20.30,31. 32,34, 35,39,40, 50,61 & 
70 ro stds for protection against radiation 

VERMONT.K Affiliation Not Assigned AA38 2 06/10/09 NRC - No Detailed Affili 
ation Given 4pp 61862 307-61062 310 

“9204270409 Comment on proposed rules 10CFR2, 19,20,30,31. 32,34, 35, 39,40, 50,61 & 
70 re stds for protection agamst radiation Opposes rule 

GREGG, OR Affilialton Not Assigned AA30'2 86/10/14 Office of the Secretary of 
the Commission Ip 61862 311 61662 311 * 

“9204270410 Commenl on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SLECHTA.A Affiliation Not Assigned AA38 2 86/09/06 Docketing & Services 
Branch Ip 61862 204-61062 204 

“9204270415 Forwards proposed Commission policy paper recommending approval & 
publication of revised std for radiation protection (10CFR20) 

SECKJORD.ES Office of Nuclear Reactor Regulation, Director (Post 870411) 
5GFR23360 88/09/27 STELLO.V Ofc of Iho Executive Director for Operations 
19pp 61040 247-61849 071 

“9204270419 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34, 35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

WARSHAW.DA Affiliation Not Assigned AA38 2 86/00/06 Docketing & Services 
Branch Ip 61062 205 61862 205 

“9204270421 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

BELL.EK Affiliation Not Assigned AA38-2 86/10/16 Docketing & Services Branch 
2pp 61662 312 61662 313 

“9204270423 Comment on proposed rules 10CFR2. 19.20.30.3 1.32,34, 35, 39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

BROERSMA.D Affiliation Not Assigned AA38 2 86/07/24 NRC - No Dolalled Affili 
ation Given Ip 61662 300 61862 300 

“9204270431 Comment on proposed rules 10CFR2, 19.20,30,31, 32,34.35.39,40. 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

DAY.M Affiliation Not Assigned AA38-2 86/0B/01 Office of Ih© Secretary of the 
Commission Ip 61862 301-61662 301 

“9204270434 Comment on proposed rules 10CFR2, 19, 20.30.3 1,32,34, 35,39,40, 50,61 & 
70 re stds lor protection against radiation Opposes rule 

* Affiliation Not Assigned AA30-2 86/10/22 Docketing & Services Branch tp 
61862 314 61862 314 

-9204270437 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32.34, 35.39 .40. 50,61 8 
70 re slds for protection against radiation Opposes rule 

DONOVAN, M Affiliation Not Assigned AA38-2 86/09/08 Docketing & Services 
Branch Ip 61862 206 61862 206 

“9204270440 Comment on proposed rules 10CFR2. 19.20, 30, 3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for protocllon agamst radiation Opposes rule, 

RUTTER, VB Affiliation Not Assigned AA38-2 86/07/18 NRC - No Detailed Affili 
ation Given Ip 61862 302 61862 302 

“9204270441 Commenl on proposed rules 10CFR2. 19, 20,30,3 1,32, 34,35,39 ,40. 60,61 & 
70 re slds for protection against radiation Opposes rule 

HICKMAN.JH Affiliation Not Assigned AAa8-2 86/10/18 Office of the Secretary of 
the Commission Ip 61662 315-61862 315 

“9204270444 Comment on proposed rules tOCFR2, 19, 20,30, 3 1,32.34,35.39.40. 50,61 & 
70 re stds for prolectfon against radiation Opposes rule 

OLANDER.R E Affifiation Not Assigned 50FR51992 86/07/30 Docketing & Services 
Branch ip 61862 303 61862 303 

“9204270452 Comment on proposed rules 10CFR2.1 0,20.30.31. 32.34.35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

SHAW. A B Affiliation Not Assigned AA3&-2 86/09/11 Docketing & Services Branch 
Ip 61862 207-61862 207 

“9204270454 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

DEAR.TM Aflitiation Not Assigned AA38 2 86/10/28 Office of the Secrotary of the 
Commission Ip 61862316 61862316 

“9204270459 Comment on proposed rules 10CFR2.1 9, 20,30.3 1,32, 34. 35,39, 40, 50,6 1 & 
70 re stds for protection agamst radiation Opposes ruts, 

BATEHELOER.P Affiliation Not Assigned AA38 2 86/09/1 1 Docketing & Services 
Branch Ip 61862 208-61862 208 

-9204270462 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

OLDAK.B Affiliation Not Assigned AA38 2. 86/10/23 Docketing & Services Branch 
Ip 61062 317 61062*317 

“9204270464 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

LEONARD.NB Affiliation Not Assigned AA38 2 86/10/23 Docketing & Services 
Branch Ip 61862 318 61862 318 
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■9204270474 Co/nmenl on proposed rules 10CFR2, 19. 20,30, 3 1.32, 34. 35,3 9.40, 50.61 & 
70 re slds for prolecnon against radiation Opposes rule 

CARNWALT.M Affitiatton Nol Assigned AA38-2 65/10/23 Docketing & Services 
Branch Ip 61862 319-61862 319 

■9204270476 Comment on proposed rules 10CFfl2.1 9,20,30,31 .32.34,35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

BOUCHER, B Affiliation Nol Assigned AA30-2 86/10/23 Docketing & Services 
Branch ip 61062 320 61862 320 


•9204270528 Common! on proposed rules 10CFR2 19,20,30,31.32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

SCIANGULA.TL Affiliation No! Assigned AA3a2 86/10/17 Docketing & Services 
Branch Ip 61862 329 61862 329 

9204270529 Comment on proposed rules 10CFR2,1 &,20,30,31.32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

O'NEILL, OL Affiliation Nol Assigned AA3a2 86/09/11 Docketing a Services 
Branch Ip 61862 243 61852 243 


-9204270479 Cemmont on proposed rules 10CFR2. 19.20,3 0,3 1,32,34, 35,3 9, 40, 50 61 & 
70 re stds for protection against radiation Opposes rule 

* Abatone Alliance AA38 2 86/09/11 Office of the Socrotary of the Commission 
21pp 61862 200 61862 229 

-9204270404 Comment on proposed rules 10CFR2, 19, 20, 30, 31. 32, 34.35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

ESNOM.M J Affiliation Not Assigned AA38-2 06/09/09 NRC - No Detailed Affiliation 
Given ip 61062 230 61862 230 

-9204270405 Comment on proposed rules 10CFR2. 19,20.30.31 ,32.34.35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes ruto 

' Affiliation Not Assigned AA3B 2 86/10/23 Docketing & Services Branch Ip 
61062 321-61862 321 

-9204270400 Comment on proposed rufoa 10CFR2,1 0,2 0,3 0,3 1^32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GOSSOM.M D Affilialion Not Assigned. AA36 2 86/09/09 Docketing ■& Services 
Branch Ip 61B62 231 61062 231 

-9204270409 Comment on proposed rules 10CFR2. 19, 20.30, 31 h 32, 34.35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BLUM.M Affiliation Not Assigned AA30 2 06/10/23 Docketing & Services Branch 
1p 61062 322-61062 322 

-9204270492 Comment on proposed rules 10CFR2, 19.20,30,31,32.34,35,39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

GARCIA.LJ Affiliation Nol Assigned AA3G-2 86/10/16 Docketing & Services 
Branch Ip 61862 323 61862 323 

-9204270493 Commonl on proposed rules 10CFR2, 10,20,30,31.32.34,35.30,40. 50.61 & 
70 re stds for protection againal radiation Opposes rule 

MOBERGER.M R Aflilialion Nol Assigned AA38 2 86/09/12 Docketing & Services 
Branch Ip 61862 232 61062 232 

-9204270496 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection againsl radiation Opposes rulo 

HIRBAUR.K A Alfilialion >lo1 Assigned AA38-2 86/09/12 Docketing <& Services 
Branch Ip 61862 233 61062 233 

-9204270498 Comment on proposed rulos 10CFn2. 19.20,30,31 ,32,34.35.39.40, 50.61 & 
70 re stdb for protection against radiation 

GOODEN, H Affiliation Nol Assigned AA30-2 06/10/21 Office of the Secroiary of 
the Commission Ip 61062 324 61062 324 

-9204270501 Commonl on proposed rules 10CFn2. 19,20,30,31.32,34.35.39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

EHMl.R Affiliation Not Assigned AA38 2 86/09/08 Docketing & Services Branch 
1p 61062 234 61062 234 

-9204270503 Gonnmont on proposed rulos 10CFR2,10,29,30,31,32,34,35,G9,40, 50.01 & 
70 ro skis for proloclton againsl radiation Opposes rule 

MCINTOSH.C M Affiliation Nol Assigned AA30 2 86/09/00 NRC • No Detailed Affili- 
ation Given 2pp 61862 235 61062 236 

-9204270504 Commonl on proposed rulos 10CFR2, 19, 2 9.3 9, 3 1,32,34. 35. 3 9,40. 50,61 & 
70 ro stds for protection against radiation 

WHITE, D Maino Labor Group On Heallfv Inc AA3D-2 86/10/21 Docketing & Serv- 
ices Branch Ip 61Q02 325 61G62 325 

-9204270509 Comment on propoaod rules 10CrR2, 19,2 0,3 0,3 1,32,34,35,30, 40, 50,61 & 
70 re aids for protoction against radiatior> Opposes rule 

WILSON, M Alfilialion Nol Assigned AA3Q-2 86/09/10 DockoKng & Services Branch 
Ip 61062 237 G1862 237 

-9204270510 Comment on proposed rulos 10CFR2, 10,20,30, 3 1. 32,34.35. 3 9,40, 50.61 & 
70 re stds for protection againsl radiation 

HAWLEY.HG Affiliation Not Assigned AA30-2 06/10/24 Office of the Secretary of 
the Commission 1 p 61862 326-6 1 862 326 

-9204270512 Comment on proposed rulos 10CFR2. 19, 2 9.3 0,3 1,32, 34. 35, 3 9, 40, 50,61 & 
70 ro slda for nroleclion againsl radiation Opposes rule, 

LIBBY.M. Affiliation Not Assigned AA30-2 06/00/15 Docketing & Servicoa Branch, 
ip 61862 238 61862 238 

-9204270516 Comment on propeaed rulos 10CFR2, 19, 20.30, 31, 32, 34.36, 39,40, 50,61 & 
70 re stds for protection againsl radiation Opposes rule 

MURPHY, Q Affiliation Nol Assigned AA30-2 06/09/16 Docketing & Services 
Branch Ip 61862 239 61062 239 

-9204270621 Commont on proposed rulos 10CFR2. 10,20,30,31,32,34.35,30,40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

HUNTINGTON.D Affiliation Nol Assigned AA38 2 06/10/24 Docketing & Services 
Branch Ip 61062 327-61862 327 

-9204270622 Comment on proposed rules 10CFR2, 19,20.30,31.32,34.35.39.40, 50,61 & 
70 re stds for protection againsl radiation Opposes rulo 

THAYER, D. Alfilialion Nol Assigned AA3a 2 86/09/00. Dockoting & Sorvicos Branch 
ip 61862 240 01062 240 

-9204270623 Commonl on proposed rules 10CFR2. 19,20,30,3 1.32,34.35,39.40, 50.61 & 
70 ro stds for protection against radiation Opposas rulo 

HAWKINS.TF Affiliation Not Assigned. /\A3a-2 86/10/21 Docketing & Services 
Branch Ip 61862 320-61862 320 

-9204270S27 Commonl on proposed rufos 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 ro aids for protection againsl radiation Opposos rule 

CUNN INGHAM. L Affiliation Not Assigned AA30-2 86/09/08 Docketing & Services 
Branch ip 61862 241 61062-241 


■9204270532 Comment on proposed rules 10CFR2, 19,20,30,31 ,32 .34, 35, 39, 40, 50,61 & 
70 re stds for protection against radjat ion Opposes rule 

GLOWiK.D Affiliation Nol Assigned AA3e-2 86/09/15 Dookeimg A -Services Branch 
1p 61862 244 61 B52 244 

•9204270533 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 39, 40. 50,61 & 
70 re aids for protection againsl radiation Opposes rule 

0ERT,B Affiliation Not Assigned AA30 2 06/10/17 Dockoting & Services Branch 
1p 61862 330 61862 330 

•920420003& Commonl on proposed rufes lOCFR 2, 19,20,30,31 ,32,34,35,39,40. 50,61 & 
70 ro aids for protection against radial ton Opposos rule 

BERT Affilralion Nol Assigned AA36 2 86/10/17 Docketing & Services Branch Ip 
61863 023 61663 023 


-9204280039 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34,35,39,40, 60,61 8 
70 re stds for protection against radiaiion Oppose any increase in acceptable radi- 
ation oxposuro 

MCENROE.C Affihalton Not Assigned 50FR51992 86/10/16 Docketing & Services 
Branch Ip 61862331-61862331 

-9204280047 Comment on proposed rules 10CFR 2. 19,20,30,31 .32,34,35,39.40, 50.61 & 
70 re aids for protoclion anainsl radiation Opposes rule 

FRANCIS.DL Affiliation Not Assigned AA3a 2 86/10/17 Docketing a Services 
Branch Ip 61663 024-61863 024 

-9204200063 Commonl on proposed lutes 10CFR 2, 19,20, 30,3 1,32,34.35, 39, 40, 50,61 & 
70 ro aids for protoclion against radiolton 

KEARNEY.JJ Edison Electric Instiluto AA30 2 86/10/31 CHILK.S J Office of the 
Sccrolary of the Commission 5pp 61863 059 61C63 063 

-92 04280069 Commonl on proposed rutes 10CFR2,10,20,30.31,32,34,35,39,40, 50,61 & 
70 ro sids for prolocllon- againsl radiation 

EYUER.N Accord Hoscarch & Educational Associates, Inc AA3fl 2 06/10/31 Dock- 
oting & Services Branch 4pp 61663 064 61 S63 067 

-9204200074 Comment on proposed rufes 10CFR2,1 0,20,30,31 ,32,34.35,39,40, 50,61 & 
70 ro sids for protoction againsl radfalton Opposos rulo 

NELSON.JM Soulh Dakota. Slate of AA3Q 2 86/10/28 Docketing & Servjcos 
□ranch 2pp 61862 332-61862333 

-9204200076 Comment on proposed rules lOCFR 2, 19, 20, 3 0,31 ,32,34,36,39,40, 50,61 & 
70 ro stds for protoction againsl radiation 

CURRAN, D Union of Concerned Scientists AA3B 2 86/10/31 Oifice of Ihe Secre- 
tary of Iho Commission 7pp 61663 069 61663 074 

-‘0-204200085 Commont on proposed rules 10CFR2, 19, 20, 30,31 ,32.34,35,39,46, 50,61 & 
70 ro stds for protoclion againsl radiation 

SEMINARIO.M AFLCIO AAOQ 2 86/10/28 Docketing a Services Branch 0pp 
61862 334 61862 341 


-9204200086 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34,35,39. 40, 50,61 & 
70 ro aids for protoction against radiation 

EOWARDS.DW Yankee Atomic Electric Co AA3B-2 66/10/30 Docketing & Services 
Branch flpp 61863 075 61863 082 

-9204200095 Common! on proposeri rules lOCFR 2, 19,20, 3 0,3 1,32,34, 35, 39, 40, 50,61 & 
70 ro stds for prolectlon againsl radiation Opposos rulo 

FRANCIS, B Affiliatcon Not Assigned AA30-2 86/10/17 Dockeling 4 Services 
Branch ip 61863025 61063026 

-9204200098 Comment on proposed rules 10CFR2, 19.20,3 0,3 1,32,34,35,39,40, 50,61 
70 ro stds for protoction against radiation Opposos rule 

SULLIVAN, MR Affiliation Nol Assigned AA38 2 86/09/06 Docketing & Services 
Branch Ip 61862 245 61062 245 

-9204280100 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34,35.39,40, 50,61 A 
70 ro slda for proloclion against radiation 

SfPLEfl.n Affiliation Not Assigned AA3B-2 86/10/31 Docketing & Services Branch 
lepp 61 853 083-61063 009 

- 9204200106 Commonl on proposed ru^es lOCFR 2, 19.20, 30.3 1,32, 34, 35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposos rulo 

• Affiliation Not Assigned AA30 2 86/10/23 Dockoting A Services Branch, tp 
61063 026 61863 026 


-9204200100 Commonl on proposed rules 10CFR2, 19, 20, 30,31.32, 34, 36, 39, 40, 50,61 & 
70 ro sids for protection apainst radiation „ . , , 

PAUMER.RC Affiliation Not Assigned 50FH51902 86/10/30 Dockoting & Sorvicas 
Branch 4pp 61D62 342 B1D62 345 


-9204200109 Comment o-n proposed rutes 10CFR2, 19, 20, 3 0,31 ,32,34,35,39,40, 50,61 A 
70 ro stds for proloclton against radialion Opposes rulo 

ABUSAMRA.L E Affiliation Not Assigned AA38.2 66/09/10 Dockeling A Services 
Branch. Ip 61862 245 61862 246 


-92042001 12 Commonl on proposed rules 10CFR 2, 19.20,30. 3 1,32, 34, 3 5, 39, 40, 50,61 & 
70 re stds for protection againal radiation Opposes rule 

FERLAZ20.se Affiliation Not Assigned AA30-2 86/ 10/ 27 Dockeling A Servicoa 
Branch ip 61863 027-61863027 


-9204260118 Comment on proposed rules lOCFR 2, 19,20,30,31,32,34,35,30,40, 50,61 & 
70 ra stds lor protection against radiation „ „ , ^ u 

SCHNELL.DF Union Elociric Co AA38 2 86/10/28 Dockoting & Services Branch 
17pp 61063 100-61663 116 
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—9204200119 Comment on p:oposed rules 10CFfl2, 19,20 30,31,32,34,35,39.40. 50,61 & 
70 re stOs for protect on against rad ration Opposes rule 

MCLAUGHLIN,C L Atfilialion Not Assigned AA3B^2 86/10/23 Docketing & Services 
Branch Ip 61063 020^61863 028 

-920426012B Commanl -on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 50.61 & 
70 re stds for protection against rad ra lion 

COLEMAN, B 0 Affiliation Not Assigned AA38 2 86/10/22 Office of the Secretary of 
the Commission 2pp 61063 029 61063 030 

-9204280130 Comment on proposed rules 10CFR2.1 9-, 20,30, 3 1,32, 34.35.39,40,. 50,61 & 
70 re stds for protection against radiation 

MOORE.V Affiliation Not Assigned AA3a 2 86/10/29 Docketing & Services Branch 
Ip 61063 117 61863 117 

-9204260132 Commenlon proposed rules 10CFFt2,1 9.20.30.31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DRURY, K Affiliation Not Assigned AA3C 2 06/09/09 Dockeling & Services Branch 
Ip 61662 247-61862 247 

-92-04280134 Comment on proposed rules tOCFR 2. 19, 20 30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

LEEK.K Affiliation Not Assigned AA38 2 86/10/30 NRC No Dotailod Affiliation 
Given 7pp 61862 346 61862 352. 

-9204280136 Comment on proposed rules 10CFR 2. 19, 20,3 0.3 1.32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation 

*■ Affiliation Not Assigned AA3B-2 86/10/23 Docketing & Services Branch 2pp 
61863 031 61863 032 

-9204280138 Comment on proposed rules 10CFR2, 19.20,3 0.3 1.32.34.35.39,40. 50,61 & 
70 re stds for protection against radiation- 

HIGHTT.SL. Ohio Citizens for Responsible Energy. AA3fl-2 86/10/31 Office of fha 
Secfetary of the Commission Ip 61863 lifi 61863 118 

-9204280139 Comment on proposed rules 10CFn2, 19, 20.30, 31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection agaln&l radiation Opposes rule 

KRAMER.FE AffiJialion No! Assigned AA3a-2. 86/09/15 Docketing & Services 
Branch Ip 61862 248 61862 248 

-9204280140 Comment on proposed rules tOCFR2J 9,20,30,31,32,34,35,39,40. 50,61 & 
70 ro stds for pro ted f on against radialion 

TAYLORRF Affiliation Not Assigned AA36-2 86/10/30 Docketing & Services 
Branch 3pp 61862 353 61862 355 

-9204280142 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40. 50,61 & 
70 ro stds for protection against radiation 

BATTUNG.M Affiliation Nof Assigned AA38 2 86/10/14 Docketing & Services 
Branch 1p 61063111161063119 

-9204200144 Comment on proposed rules fOCFR2, 19,20,30,31,32.34.35,30.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON.PE Affiliation Not Assigned M38-2 86/10/23 NRC • No Detailed Affili 
alien Given 2pp 61863 033 61063 034 

-9204200145 Comment on proposed rules 10CFR2, 19, 20, 30.3 1.32.34,35, 39, 40. 50.61 & 
70 re stds for protection against redratron Opposes rule 

' Affiliation Nof Assigned 50FR51992 86/10/28 Office of the Secretary of the Com 
mission Ip 61662 358 61062356 

-9204280146 Commenlon proposed rules 10CFR2, 10,20,3 0,3 1,32.34.35. 39,40, 50,61 & 
70 re sfds for protection against radiation Opposes rule 

HARTNETT.S Affiliation Not Assigned SOFF51fli92 66/11/06 NRC ■ No Detailed Af* 
filiation Given Ip 61863 120 61863 120 

-■9204280151 Commenlon proposed rules 10CFR2.1 9, 20, 30.3 1,32, 34.35,3 9,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHOEPFLIN.A E Affiliation Not Assigned /^A38 2 86/09/15 Dockeling & Services 
Branch. Ip 81862 240-ai 862 249 

-9204280152 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1.32.34.35,39,40, 50,61 & 
70 re slds for protection against radiation 

BURNS.MF Affiliation No! Assigned AA38 2 06/10/27 NRC - No Detailed Affiliation 
Given 1p 61 883 121 61063 121 

-9204280156 Comment on proposed rules 10CFR2. 10.28.30,31,32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FENNER.CR Affiliation No! Assigned S0FR51992 06/10/15 Docketing & Services 
Branch Ip 61862357 61862 357 

-9204200159 Comment on proposed rules 10CFR2, 19,20.30.31.32,34,35,39.40. 50.61 & 
70 re stds for protection against radiation 

URGENTO.tL Affiliation Not Assigned AA38'2 66/10/14 Dockeling & Services 
Branch Ip 81063122 61063 122 

-9204280161 Comment on proposed rufas 10GFR2. 19,20,30,31,32.34,35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule. 

KOONTZ.SB Affiliation Not Assigned AA3B 2 86/09/10. Docketing & Services 
Branch 1p 61662 250-61862 250. 

-9204280162 Comment on proposed rules 10CFR2, 19. 20. 30. 3 1,32, 3 4, 3 5,3 9, 40, 50,61 & 
70 re stds for proleclion against radiation Opposes any Increase in accoptabl'Q radt* 
all on exposure 

MOON.8P Affiliation Not Assigned 50FR51092 B6/10/14 Docketing & Services 
Branch Ip 61662358-61062 350 

9204200167 Comment on proposed rules 10CFR2, 19. 20.30. 3 1,3 2,34,35, 3 9,40. 50,61 & 
70 re stds for protecfion against radiation, 

* Affilialion Nol Assigned AA38-2 66/10/14 Docketing & Services Branch Ip. 
61863123 61063123 

-9204280169 Comment on proposed rules 1 0CFR2. 19, 20.30, 3 1,3 2,34,35.39,40, 50,61 & 
70 ra slds for protection against radiation Opposes rule 

MARRO.MH Affiliation Not Assigned AA3a-2 86/09/15 Docketing & Services 
Branch Ip 61862 251-61082*251, 

-9204200174 Commenlon proposed rules 10CFR2, 19. 20, 30, 3 1.3 2.3 4. 35, 3 9, 40. 50,61 & 
70 re stds for protection against radlatbn 

TOLAN,JH Mfssourr, Univ of, Columbia, WO AA3B 2 06/10/21 Docketing & Serv- 
ices Branch 2pp. 61863 035 61663 036 


-9204200176 Comment on proposed rules 10CFR2,1 9,20,30 31,32,34.35,39,40. 50,61 £ 
70 re stds for protection against radiation Opposes rule 

HAMILTON B Affiliation Nol Assigned AA38 2 06/09/15 Docketing & Services 
Branch Ip 61062 253 61862 253 

-9204280177 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCINTYRE, J Affiliation Nol Assigned AA38-2 06/10/14 Docketing & Services 
Branch 1p 61063 124 61863 124 

-9204200178 Comment on proposed rules 10CFR2, 19.20,30,31.32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BARATELLl.PN Affiliation Not Assigned AA38-2 06/10/27 Dockeling & Sen/ices 
Branch Ip 61863 037-61863 037 

-9204260102 Comment on proposed rules 10CFR2. 19, 20,30,31, 32. 34. 35.39, 40, 50.61 & 
70 re stds tor protection against radiation Opposes rule 

HIMMELFARB.J Affiliation Nol Assigned AA38 2 86/07/30 Docketing & Services 
Branch ip 61663 153 61863 153 

-9204260165 Comment on proposed rules 10CFR2, 19, 20. 30.31, 32. 34. 35, 39,40. 50,61 & 
70 re slds for protection agamst radiation Opposes rule 

BROWN.B Affiliation Not Assigned AA3B 2 86/09/08 NRC - No Detailed Affiliation 
Given 1p 61863 125 61063 125 

-9204280106 Comment on proposed rules 10CFR2.1 9,20,30.31. 32, 34,35, 39, 40, 50.61 S 
70 re stds for protection against radiation Opposes rule 

BERT.GJ Affiliation Not Assigned AA38 2 86/10/17 Dockeling & Services Branch 
ip 61863 038 61863 038 

-9204280100 Comment on proposed rules 10CFH2,19,20,30,31,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA3fl-2 86/09/15 Docketing & Services Branch 1p 
61062 254-61862 254 

-9204260191 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39,40, 50,61 8 
70 re stds for protection against radiation 

JOHNSON.B Affiliation Nol Assigned AA38 2 86/ 10/31 Office of the Secretary of 
the Commission 1p 61662 359 61862 359 

-9204280192 Comment on proposed rules 10CFR2. 19,20,30, 3 1, 32,34,35.39,40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

VOLPICELL.J Affiliation Not Assigned AA38-2 06/11/03 NRC - No Detailed Affili 
alion Given 2pp 61863 126 61863 127 

-9204280196 Commenlon proposed rules 10CFR2, 19.20.30.31, 32.34.35.39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

THOMAS. J A Affiliation fTol Assigned AA30 2 86/07/31 NRC - No Detailed AMili 
alion Given 1p 61863 154 61863 154 

-9204280196 Comment on proposed rules 10CFR2, 19,20, 30,31, 32.34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BECKER.E Affiliation Not Assigned AA38-2 86/09/15 Dock oti ng & Services Branch 
1p 61062 255 61862 255 

-9204200197 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32,34,35, 39,40, 50,61 & 
70 ro slds for proloclron against radiation 

VAN SICKLE, M C Affiliation Not Assigned AA38 2 86/10/25 Office of the Secretary 
of the Commission 1 p 61863 039 G1863 039 

-92042B0201 Commenlon proposed rules 10CFR2,19.20.30.31. 32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

EVINGER.L K Affiliation Not Assigned AA38-2 06/08/04 NRC • No Detailed Affili- 
ation Given 2pp 61863 155 61863 156 

-9204200202 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32, 34, 35, 39, 40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

FULLER.E Affiliation Nol Assigned AA38 2 86/09/15 Docketing & Services Branch 
ip 61862 266 61862 256 

-9204200204 Comment on proposed rules 10CFR2,I9,20,30,31,32,34,35,39,40, 50,61 8 
70 ro stds for protection against radiation Opposes rule 

FRANK.J Affiliation Not Assigned AA38 2 86/08/05 Dockeling & Services Branch 
!p 61863 157-61863 157 

-9204200205 Comment on proposed rules 10CFn2.19,20.30,31. 32.34.35.39,40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

GUENTRHER.n Sierra Club AA3B-2 06/08/08 Dockeling & Services Branch Ip 
61863 158 61063 158 

-9204200211 Comment on proposed rules 10CFn2, 19, 20, 30,31, 32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

MASON, C American Lung Association AA3a-2 86/10/30 Docketing & Services 
Branch Ip 61862 360 61862 360 

-92042B0212 Comment on proposed rules 10CFR2,1 9,20, 30,3 1,32,34,35.39.40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

DAVIS. J Earth Firslf AA3B-2 06/08/11 NRC - No Detailed Affiliation Given Ip. 
61863 159 61863 159 

-9204200216 Comment on proposed rules t0CFR2, 19,20, 30,3 1,32.34, 35, 39, 40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

DOYE.S Affiliation Nol Assigned AA38 2 86/08/12 Office of the Secretary of the 
Commission Ip 61863 160 61063*160 

-9204280217 Comment on proposed rules 10CFR2,1 0.20,30,31 ,32,34,35,39.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

KROLL.J Affiliation Not Assigned AA3a-2 86/09/11 Docketing & Services Branch 
1 p 61862 257 61862 257 

-9204280220 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ESSEHMAN.R Affiliation Not Assigned AA30-2 86/08/07 Dockeling & Services 
Branch ip 61063 1G1-61863 161 
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-9204260221 Cammenl on proposed rules ICCFRg.l 9.20 30,3 1,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

FENTON, RT Affdjalion Not Assigned AASB 2 86709/15 Docketing & Services 
Branch Ip 61862 256 61862 258 

-9204280224 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35.39.40, 50,61 & 
70 re sids for protection against radiation Opposes rule 

PETTY, E Afltlialion Not Assigned AA36 2 06709/15 Docketing & Services Branch 
Ip 61662 259 61662 259 

-9204280225 Comment on proposed rules 10CFR 2, 19,20', 30.3 1.32.34,35.39. 40. 50,61 & 
70 re sids for protection against radiation Opposes rule 

SCHRADEfl.D, Affiliation Not Assigned AA30-2 86/08/10 Office of ihe Secretary of 
the Commission Ip 61 663 162 61863 162 

-9204280226 Comment on proposed rules 10CFR2, 19.20,30,31 ,32.34.35.39.40. 50,61 & 
70 re sids for protection against radiation 

ISELEN.C US Postal Service AA3B-2 86/10/27 Dockeling & Services Branch ip 
61863 040 61663 040 

-9204280227 Comment on proposed rules lOCFR 2, 19, 2 0,30 3 1,32, 34,35, 39,40, 50,61 & 
70 re sids for protection against radiation 

• Affiliation Not Assigned AA36 2 86/10/15 Office of the Secretary of Ihe Commis- 
sion Ip 61863126 61863 128 

-9204280229 Comment an proposed rules 10CFR2, 19.20,30.31,32,34.35,39,40, 50.61 & 
70 re Bids for protection against radiation 

WILL.L Affilialion Not Assigned AA38-2 86/10/26 Office of Ihe Secretary of the 
Commission tp 61863 041 G1B63 041 

-9204280230 Commonl on proposed rules 10CFR2, 19.20,30.31.32,34.35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

MAJAUCKAS.G Affiliation Not Assigned AA3B 2 66/09/15 Docketing & Services 
Branch Ip 61862 260-61862 260 

-9204280232 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

CHAPLICK.J M Sierra Club AA38 2 86/00/11 Docketing & Services Branch 2pp 
61863 163 61863 164 

-9204280233 Comment on proposed rules iOCFR2, 19,20,30,31 ,32,34.35,39,40. 50,61 & 
70 re aids far protection against radiation 

ANDERSON, N Maine, State of. AA36-2. 86/10/30 Docketing & Services Branch 
2pp 61863001 61863 002 

-9204280234 Comment on proposed rulos 10CFR2. 19,20,30.31 ,32,34,35.30,40, 50,61 & 
70 re stds for protection against radiation Opposes rute 

MACDONALD, 8 Affiliation Not Assigned AA38-2 86/09/08 Docketing & Services 
Branch Ip 61062 261 61862261 

-9204280235 Comment on proposed rules 10CFR2, 19.20.30.31.32.34,35.39.40, 50.61 & 
70 ro stds for prolectian against radiation Opposes rule 

HUDSON, S Affiliation Not Assigned aA 38-2 86/09/11 Docketing & Services 
Branch ip 61863 165 61863 165 

-920428023B Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34,35,39. 40. 50,61 & 
70 re stds for protection against radiation 

SCHAOT.WW Goorgelown Univ Medical Center, Washington, DC AA36 2 86/10/ 
27 Docketing & Services Branch 13pp 61863 042-61863 054 

-9204280240 Comment on proposed rulos 10CFR2, 19, 20, 30.3 1,32,34.35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PATTERSON, C Affiliation Not Assigned AA30'2 06/09/10 Docketing 8 Services 
Branch Ip 61862 262 61862 262 

-9204280241 Comment on proposed rules 10 CFn2, 19. 20,3 0,3 1,32, 34. 35,39.40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 66/10/10 Office of the Secretary of the Commis- 
sion Ip 61563 129 61063 129 

-9204280243 Comment on proposed rules 10CPR2, 19, 20.3 0,3 1,32, 34, 35,39,40, 50,61 & 
70 re stds for protection aga3nsl radiation Opposes rule 

MOSTEK,! L Affiliation Not Assigned AA3B-2 86/08/15 NHC No Detailed Affiliation 
Given 1p 61663166 61663 166 

-9204260245 Comment on proposed rules 10CFR2. 19, 20, 3 0,3 1,32,34, 35.39.40, 50.61 & 
70 ro stds for protection against radiation 

FARRAR.DL Commonwealth Edison Co AA38-2 60/10/23 CHILK.SJ Office of the 
Secretary of the Commission 2pp 61893 055-61863 05B 

-9204280246 Comment on proposed rules 10CFR2, 19, 20.3 0,3 1.32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHWARTZ.R Affiliation Not Assigned AA3a2 66/00/12 Docketing & Services 
Branch Ip 61863 167-61863 167 

-9204280248 Commenl on proposed rules 10CFR2, 19, 20, 30, 3 1,32 ,34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

BRODY,M Affiliation Not Assigned 50FR51992 00611 86/10/12 Office of Ihe Sec- 
retary of the Commission Ip 61863 ! 30 61863 130 

-9204280260 Comment on proposed rules 10CFft2, 19, 20,30,3 1,32 ,34,35.39,40, 50,61 & 
70 ro stds for protection against radiation 

2AFRIS,J Affiliation Not Assigned AA3B-2. 88/09/11 Docketing & Services Branch 
ip 61662 263 61862 263 

-9204280251 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32 ,34.35,39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

PALLEV.MK Affiliation Not Assigned AA3B-2 86/06/14 Docketing & Services 
Branch Ip 61863 168-61663 166 

-9204280254 Comment on proposed rulos 10CFH2, 19.20,30,31,32,34,35.30,40, 60,61 & 
70 ro stds for protection against radiation 

WORTH.E Affihallon Wot Assigned AA38-2 86/10/15 Office of fhe Secretary of the 
Commission Ip 01863 131 61863131. 

-9204280256 Comment on proposed rules 10CFR2, 19, 20, 3 0.3 1.32, 34.35.39, 40. 50.61 & 
70 re stds for protection against radiation Opposes rule, 

JAMES.YS Affiliation Not Assigned AA38-2, 86/68/14. Docketing & Services 
Branch Ip 6 1863< 169-61 863 169 


-9204280250 Com men I on proposed rules 10CFR2. 19,20, 30.3 1,32,3 4. 35,39. 40. 50,61 & 
70 re stds tor prolectian against radiation 

LAUSON.NP Affiliation Not Assigned AA3a2 06/10/22 NHC - No Detailed Affili- 
ation Given 1p 61063 108 61683 180 

-9204280260 Com men t on proposed rules 10CrR2, 19. 20.30, 31, 32, 34, 35.39, 40. 50,61 & 
70 re sids for protection against radiation Opposes rule 

EVLETH.RM Nuclear Producls Co AA38-2 06/09/09 Docketing & Services Branch 
Ip 61862 264 81062 264 

-9204280262 Comment on proposed rules 1 0CrR2.1 9.20.30,31.32,34.35.39.40, 50.61 & 
70 re sids for protec ban against radiation 

ANDERSON.T AfWiation Not Assigned AA3B-2 86/10/27 NRC - No Detailed Affili 
ation Given Ip 61863 189 61063 189 

-9204280263 Comment on proposed rulos 10CFR2.19,20,30.3t.32,34,a5,39,40. 50,81 & 
70 ro Bids for protection against radiation 

MEEHAN.T Affiliation Nol Assigned AA39 2 86/10/15 Office of Ihe Sacra la ry of the 
Commission Ip 61863 132-61863 132 

-9204200270 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34,35.39,40. 50.61 & 
70 re stds for protection agamsl radiation 

WELL.J Affiliation Not Assigned /VA39 2 86/10/15 Office of Ihe Secretary of the 
Commission Ip 61863 133 61863 133 

-9204280275 Comment on proposed rules 10CFR2. 19,20.30.31,32.34,35.39.40, 50,61 & 
70 re sids for protection against radiation 

* Affiliation Not Assigned AA3B-2 86/1.0/15 Office of Ihs Secrotaiy of the Comm is 
Sion Ip 61063 134 61863 134 

-9204280279 Commoni on proposed rulos 10CFR2, 19,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CLARKE.R Alborl Einstein Medical Center, Philadelphia, PA AA38 2 86/Ofl/OO 
Office of the Secretary o1 the Commission tp 61063 170-01863 170 

-9204280200 CommonI on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

SHUKLA,S Affiliation Not Assigned AAOB 2 86/10/12 Office oJ Iho Secretary of Iho 
Commission Ip 61863 135 61063 135 

-9204200281 Comment on proposed rules 10CFR2.19,20, 30,31, 32,34,35,39,40, 50,61 & 
70 re stds for protecUon against radiation Opposes rule 

CINQUEMANP.dk NJ S'E* a Alliance AA3a 2 06/89/10 Dockollrg & Services 
Branch Ip 61862 265 61662 265 

-9204200284 Comment on proposed rulos fOCFR2, 19, 2 9.30,3 1.32,34 ,35, 39.40. 59,61 & 
70 re stds lor protection against radiation 

ANDERSON.DV Afti 11 aUon Not Assigned AA3B-2 85/10/15 Office of Ihe Secretary 
of Iho Commission 1p 61863 136-61863 136 

-9204200285 Com mo rvl on proposed rules 10CFR2.19.20,30,31.32.34,35,39.4'0. 50,61 & 
70 re stds for prolecfion against radiation Opposes rule 

EDSON.DV Affiliation Not Assigned AA3a 2 86/08/31 Docketing & Services 
Branch Ip 61862 266 61662 266 

-9204280289 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32.34, 35, 39,40, 50.61 a 
70 ro stds ter protection against radiatior^ 

GIDBS.V Affiliation Not Assigned AA30 2 66/10/12 Office of the Secretary of the 
Commission Ip 61863 137-61663 137 

-•9204200292 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 3 2.34, 35.39, 40, 50.61 a 
70 ro stds for protection against radiation Opposes rulo 

STUTSMAN, A E Affiliation Not Assigned AA38 2 86/09/15 Docketing a Services 
Branch Ip 01862 267 61062 267 

-9204280293 Comment on proposed rules 10CFn2. 19, 20, 30, 3 1.3 2, 34, 35. 3 9.40. 50,61 & 
70 re sids for protection against radiation 

* AtMiabon Not Assigned AA38 2. 86/10/12 Office of the Secretary of Ihe Commis- 
sion ip 61063*138 61063 130 

-9204280295 Comment on proposed rules IOCFR2.1D.20,30.31. 32.34.35.39.40. 50,61 & 
70 ro stds for protoctlon against radiation 

WEGST.WF California. Univ of, Los Angeles, CA AA3e 2 B6/10/30 Docketing & 
So IVICG9 Branch 2pp 61863 003 61863 004 

-9204280298 Comment on proposed rules 10CFR2. 19,20,00,31,32,34,35,39,40, 50.61 & 
70 ro stds for proloclion against radiation Opposes rule 

GliLASCH.C Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services 
Branch Ip 61862 266 61862 268 

-9204280301 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WILL.R AMiliQtion Not Assigned AA38 2 86/10/11 Office of Ihe Socrolarv of the 
Commission Ip 61863 130-61663 139 

-9204200302 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,3 2, 34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radiation 

MEINHOLD.CB Bfookhaven National Laboratory AA3a2 06/03/ 11 Oockollng & 
Services Branch lipp 61063 190-61663 200 

-9204280303 Comment on proposed rules 10CFR2J 9,20, 30.3 1,32, 34 .35,39, 40. 50,61 8c 
70 re sids for orolec lion against radiation Opposes mfe 

JOHNSOM.MB Affiliation Not Assigned AA3B-2 86/09/09 Dockelmg & Servtcos 
Branch Ip 61062 269 61652 269 

-9204260306 Comment on proposed rules 10CFn2,1 9,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

POTTS, T Affiliation Not Assigned AA3B-2 06/10/08 Commissioners (Post 7501 19) 
Ip 61803 140 01663 140 

-9204280308 Comment on proposed rules 10CFR2.10,20.30,31,32,34.a5.3D.40. 50,81 & 
70 re stds for protection against radiation Opposes rule 

NESEWtCH,NL Affiliation Not Assigned AA3B-2 06/09/09 Docketing & Services 
Branch Ip 61662 270 61862 270 
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“92042'6030i9 Commenl on propoSGd rules tOCFR2, 59, 20, 30, 31, 32, 34, 35.39.40. 50,61 & 
70 re stds for proleclion against radialion 

YOUNG, F Aifilialion Not Assigned AA38 2 66/10/09 Office of the Secreiary of the 
Commission Ip 61863 141'61fl63 141 


*'9204280311 Cornment on proposed rules lOCFR 2 , 19.20,.30, 3 1.32.34,35.39.40. 50.61 & 
70 re slds for proteclion against radiation „ . . „ r, 

JOHNSON.CJ South Dalkola, Slate of AA36-2 86/01/10 Docketing & Services 
Branch 4pp 61863 201 61663 205 


••9204280395 Commenl on proposed rules 10CFR2,19,20,30-,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Supports rule _ ^ ^ 

MILLISNL BallimorG Gas & Electric Co AA30-2 86/04/21 Docketing & Services 
Branch 22pp 61863 332-61863 352 

-9204280405 Comment on proposed rules 10 CFR 2 , 19.20.30,3 1,32,34,35.39.40, 50,61 & 
70 ra Sld3 for protection against radiation Opposes rule 

SINCLAIR.M Sinctair, MP AA38 2 86/04/23 Docketing & Services Branch 2pp 
61863 353 61863 354 


“9204280316 Comment on proposed rules 10 CFR 2 , 19 . 20.30, 31, 32. 34,35,39.40. 50,61 & 

70 re slds lor protection against radiation _ 

WINNIOH,NR Affiliation Not Assigned AA38 2 86/10/05 NRC - No Detailed Affifi 
ation Given 1p 61863 1 42-61 B63 142 


-9204280415 Comment on proposed rules 10CFR2.1 0.20.30.31, 32, 34,35, 39.40, 50,61 & 
70 ro slds for protection against radiation Opposes rule ^ 

MOTT.M Affiliation Not Assigned AA38 2 86/04/23 Docketing & Services Branch 
ipp 61863 355 61863 355 


“9204280319 Comment on proposed rules 10 CFR 2 , 19.20.30, 3 1,32,34,35.30.40. 50.61 & 
70 ro stds lor protection against radiation n u 

RLtSSEL.S Affiiiation Not Assigned AA38 2 66/10/06 Docketing & Services Branch 
Ip 61863 143 61863 143 

*•9204280321 Common! on proposed rules 10 CFR 2 , 19 , 20,30, 31 ,32,34,35.39.40, 50.61 & 

70 re slds (or protection against radiation Opposes rufo . am , 

BECK.J Affiliation Not Assigned AA38 2 86/09/10 NRC No Detailed Affiliation 
Given 2pp 61862 271-81862 272 

-9204280325 Comment on proposed rules 10 CFR 2 , 19. 20.30, 3 1,32 .34, 35.39, 40, 50,61 & 
70 ro stds for protection agafnsl radiation 

VENEZfA.C GTE Sylvania, Inc AA3B 2 86/03/12. Docketing & Seivtces Branch 2pp 
61663 206-61863 206 

-9204280339 Comment on proposed rules lOCFfl 2 , 1 9.20.30*3 1,32 ,34,35, 39,40, 50.61 & 

70 re slds for proleclion against radiation , . rv . . » o 

TODD, WE Siemens Gammasonics, (nc AA38 2 86/04/14 Docketing & Services 
Branch 5pp 61863 207 61863 211 

-9204280344 Comment on proposed rules lOCFfl 2,1 9.20.30.3 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation , ^ , « « 

SKRAaLE.KW Lowell, Unrv of. Lowell, MA AA3fl 2 66/04/17 Docketing « Services 
Branch 92pp 61B63 212 61863 289 

—9204280351 Commenl on proposed rules 10 CFR 2 , 19, 20,30, 31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rufo „ i 

REIO.D Affiliation Not Assigned AA38-2 86/08/16 Docketing & Services Branch 
2pp 61863 171 61863 172 

— &204280353 Commenl on proposed rules 10CFR2, ID, 20,30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for prelection against radia lion Opposes rule 

STAFFORD.DB Affiliation Not Assigned AA36-2 86/08/18 NRC • No Dolalled Alfili- 
ation Gwen Ip 61863 173 61863.173 

-*9'204280357 Comment on proposed rules lOCFfl 2, 19,20, 30.31 ,32 .34,35,39, 40. 50,61 & 
70 ra stds for protection against radiation Opposes rule ^ 

WA7ERS.M A Affiliation Not Assigned AA3e 2. 86/08/22. NRC • No Detailed Affiti 
atonGwen 1p 61 863.174 61863.174 

—6204280361 Comment on proposed rules tOCFfl 2, 19,20, 30,31 ,32.34,35,39.40, 60,61 & 
70 re slds for proloction against radiation Opposes rule 

HIFT.H Affiliation Not Assigned AA38 2 66/08/18 NRC - No Dolailed Affiliation 
Gwen Ip 61863 175 61863.175 


•9204280366 Comment on proposed rules 10 CFR 2, 19,20.30. 3 1,32 ,34, 35, 39,40, 50,61 & 
70 re slds for protection against radialion Opposes rule 

CHISHOLW.T Affiliation Not Assigned AA38 2 86/08/19 Docketing & Services 
Branch Ip 61863 176 61863 176 


—9204280369 Comment on proposed rules 10CFR2, 19.20,30,31 ,32.34,35.39,40, 50,61 & 
70 re slds for protection against radiation Oppo ses rule 

PITKAT,J Affiliation Not Assigned AA38 2 86/08/20 NRC - No Ootailod Affiliation 
Gwen Ip 81663 177 61863.177 


-9204280372 Comment on proposed rules tOCFR 2. 19.20,30.3 1,32,34, 35,39.40. 50,61 & 
70 re slds for prelection against radialion Opposes rule 

WILLIFORO.ee Affiliallon Not Assigned AA3a 2 86/08/18 NRC - No Detailed Alfiti 
alio n Gwen Ip 81 863.1 78-61 803 178 


•9204280374 Comment on proposed rules 10CFR2, 19 , 20,30, 31 ,32,34,35,39,40, 56,61 & 
70 ro stds for protection against radiation Opposes rule 

REINER.LE Affiliation Not Assigned AA3a 2 66/08/21 NRC No Detailed Affiliation 
Given, Ip 61863 179 61863:179 


“9204280375 Commenl on proposed rules 10 CFH 2 , 19,20.30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JONES, A Affiliation Not Assigned AA36 2 66/08/21 NRC - No Delallod Affiliation 
Given. 1p 61863 180 61863 180 


-9204280376 Comment on proposed rules 10 CFR 2 . 1 9,20,30.31 ,32,34.35.39,40, 50,61 & 
70 re slds for prolection against radiation Opposes rule 

SALACH.T. Affiliation Not Assigned AA38 2 86/08/18 NRC - No Detailed Affiliation 
Given Ip 61863 181 61863:181 


-9204280380 Comment on proposed rules 10 CFR 2 , 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

YEAST, C- Affilialron Not Assigned AA38*2 66/08/22 CLEMENTS.W Docketing & 
Services Branch 2pp 61863162-61863 163 


-9204280384 Commenl on proposed rules 10CFR2,1 0,20 ,30,31, 32,34, 3 5,30.40, 60,61 & 
70 re Slds for protection against radiation Opposes rule 

ERICKS EN,D AffiSialion Not Assigned AA3e-2 86/08/20 NRC • No Detailed Affili 
alion Given 2pp. 61863,184-61663 IB5 

-9204280388 Comment on proposed rules 10CFR2, 10,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MASSINO.W. Affiliation Nol Assigned AA3B 2 86/06/21 Docketing & Services 
Branch Ip 61863'186 61883 186 


•9204280419 Comment on proposed rules 10 CFR 2 , 19, 20,30.31.32.34.35.39.40, 50.61 & 
70 ra slds for proloction againsl radiation Opposes rule „ ^ . 

* Affiliation Not Assigned AA3fl 2 86/10/16 Docketing & Services Branch ip 
61863 144-61863 144 


“9204280424 Comment on proposed rules 10CFR2,19,20,30,31,32,34.35,39,40, 50,61 A. 
70 ro slds for proleclion againsl radiation Opposes rule 

WARSfl.HE Affiliation Not Assigned AA3B 2 86/04/23 Dockeling & Services 
Branch 1pp 61863 356 61863 356 


-9204280425 Comment or\ proposed rules 10CFR2, 19.20, 30,31, 32, 34, 35, 39.40, 50,61 & 
70 re slds for protection against radialion „ o 

KOCHER.DC Affiliation Not Assigned AA30-2 86/04/02 Docketing & Services 
Branch lipp 61663 290 61663 299 


-9204280431 Comment on proposed rules 10 CFR 2 , 19, 20, 30, 3 1,32, 34 ,35, 39,40, 50.61 & 

70 ro stds for proloction against radiation 

BERTELL,R fmernational fnslltule of Concern for Public Health AA38 2 86/04/07 
NRC - No Detailed Affiliation Given 12pp 61863 300 61863 31 1 


■9204280433 Comment on proposed ruies 10 CFR 2 , 19,20,30,3 1,32, 34, 35, 39, 40, 60,61 & 
70 ra stds for protection against radiation ^ « 

DRESCHER,R Affiliation Nol Assigned AA38 2 86/10/17 Office of the Secretary of 
the Commission Ip 61863 145 61863 145 


-9204280496 Commenl on proposed rules 10 CFH 2 . 19,20,30,3 1,32,34, 35, 39.40. 50,61 & 
70 ro aids for protection againsl radiation „ 

LERNER.M S U S Postal Service AA3B 2 8B/04/30 Docketing & Services Branch 
Ip 61863 312 61063 312 

-9204280440 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 39.40, 50,61 & 
70 re slds for protection against radiation 

KAMEN.S Affiliation Not Assigned AA38 2 86/04/22 Office of the Secreiary of Ihe 
Commission 2pp 61863 313-61863 314 

—9204280441 Comment on proposed rules 10 CFR 2 , 19 , 20 , 30 , 31 , 32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation ^ . 

BAUM.J W Brookhaven Nalionaf Laboratory AA30-2 86/04/ 1 1 Docketing A Serv- 
ices Branch 5pp 61663 357-61863 361 


“9204280447 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32,34, 35, 39, 40, 50,61 A 
70 re slds for protection against radiation Opposes rule . . 

MICHAEL, 0 Affiliation Nol Assigned AA38 2 86/09/10 Office of Iho Secrolary of 
the Commission Ip 61863 316 61863 315 


-9204260460 Commenl on proposed rules 10 CFR 2 , 19,20,30,31,32,34,35,39.40. 50,61 A 
70 re slds for protection against radiation Opposes rule 

MCCORMICK.B Affiliation Nol Assigned AA3B 2 06/04/21 Docketing A Services 
Branch Ipp 61864 001-61064.001 


■9204280452 Comment on proposed rules 10 Crn 2 , 19, 20, 30, 3 1,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation „ . « 

KALFUL Affiliation Nol Assigned AA38 2 06/10/16 Docketing A Sorvicos Branch 
ip 61063146 61063146 


“9204280455 Comment on proposed rules t0CFH2,19,20,30,91,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ATKINSON.M Affiliation Not Assigned AA30-2 06/10/16 Docketing A Services 
Branch Ip 61863 147 61863 147 


-9204280400 Comment on proposed rules 10 CFR 2 . 19. 20,30,3 1,32,34,35,39,40, 50,61 & 
70 re slds for proleclion againsl radiation , ^ . . « r, , 

WILLIAMS,! P, Affiliation Nol Assigned AA38-2 06/10/13 Docketing A Services 
Branch Ip 61863 140 61063 140 


•9204280465 Comment on proposed rules 10CFR2,19,20, 30,31, 32, 34,35, 39, 40, 50,61 A 
70 ro slds lor protection against radiation Opposes rule 

MELILIO.D Affiliallon Nol Assigned AA38-2 86/09/16 Office of the Secretary of the 
Commission Ip 61863 310-61863 316 

-9284280486 Commenl on proposed rules 10CFR2.1 9.20.30,31 ,32,34,35,39,40, 50.01 A 
70 re stds for protection against radiation „ , 

SEAGRAVES,S, Affiliation Not Assigned AA30 2 86/10/13 Office of the Secreiary of 
the Commission Ip 61863 149 61863 140. 


-9204288468 Commer^l on proposed rules 10 CFR 2 , 19, 20, 30, 31, 32,34 .35, 39, 40, 50,8 1 A 
70 re slds for protection against radiation Opposes rule. . « , 

DIEDRICH.CJ Affiliation Not Assigned AA3a-2 86/09/19 Office of the Secretary of 
the Commission Ip 61863 317-61863 317 


-9204280477 Commenl on proposed rules 10CFR2,19,20,3O,31,32,34,35,39,40, 50,61 S 
70 re slds for protection against radiation Opposes rule 

COHEN, DJ Affiliation Nol Assigned AA38-2 86/09/10 Office of the Secretary of the 
Commission Ip 61063 310 61863 318 


‘9284280386 Comment on proposed rules 10CFR2, 10,28,30,31,32,34.35,39,40, 50,61 A 
70 re slds for protection against radiation 

HELLWAN.J AffiltalJon Not Assigned AA38 2 06/08/20 Docketing A Services 
Branch. Ip 61863 187-61863.187 


•9204280479 Comment on proposed rules 10 CFR 2 , 19, 20.30, 3 1,32, 34,35,39.40. 60.61 A 
70 fo stds for protection against radiation 

* Affilialfon Nol Assigned AA38-2 0690 86/10/14 Docketing A Services Branch Ip 
61863 150 61063 160 
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’•9204260483 Comment on proposed rules 10CFR2, 19, 20,30,3 1.32.34, 35, 39. 40. 50.61 & 
70 re stds Cor protection against radiation Opposes rule 

BUCHANAN, S Afliliation Not Assigned AA3Q*2 06/04/23 Oock&tmq & Services 
Branch 1pp 61864 002-61864 002 

-92O42BO404 Comment on proposed rules 10CRH2, 19,20.30,3 1,3 2,34,35, 39, 40, 50,61 & 
70 ro slds (or protection against radiation 

QUINN.SM ACfiliation Not Assigned AA38-2 86/09/12 NRG No Dotailed Affiliation 
Given ip 61063 319 61663 319 

••9204260486 Comment on proposed rules 10CFR2, 19.20,30, 31. 3 2.34,35, 39,40, 50.61 & 
70 re stds for protection against radiation 

CHAPLICK.JM Affiliation Not Assigned AA30 2 66/09/13 Docketinq & Services 
Branch Ip 61863 320-61063 320 

-9204260489 Comment on proposed rules 10CFR2, 19,20,30,31. 3 2.34, 35, 39,40. 50.61 & 
70 ra stds for protection against radiation 

SULLIVAN.M R Affiliation Not Assigned AA3&-2 86/09/06 Docketing & Services 
Branch ip 61863 005 61863 005 

-9204280491 Commenl on proposed rules 1QCFR2, 10,20,30.31.32,34.35,39,40. 50.61 & 
70 re slds for protection against radiation Opposes rule 

WALSH.M J Affiliation Not Assigned AA3Q-2 86/04/28 NRC No Detailed Affiliation 
Gwen lOpp 61864 003 61804 012 

-9204280497 Comment on proposed rules 10CFR2, 19.20,30.3 1,32,34.35.39. 40, 50.61 & 
70 re stds for protection against radiation 

CHA0OT.G E Lowell, Univ of, Lowol!. MA AA38 2 66/04/22 Docketing & Services 
Branch 5pp 61064 013 61864 018 

-9204260498 Comment on proposed rules 10GFR2. 19,20, 30.31, 32,34,35, 39, 40. 50,61 & 
70 re slds for protection against radiation 

BRAGDON.PW Governor Dummer Academy, Byfiald, MA AA38-2 86/09/19 NRC • 
No Datailod Affiliation Given Ip 61863 321-6ie83 321. 

”9204200502 Comment on proposed rules 10CFR2, 19.20,30,31, 32, 34, 35.39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

POLEHN.J L Affiliation Not Assigned AA38-2 66/05/01 Dockolmg & Services 
Branch 23pp 61864 019 61864 040 

-9204280506 Commenl on proposed rules 10CFR2, 19.20.30, 31, 3 2.34,35.39, 40, 50,61 & 
70 re slds for protection against radiation 

BRANDT, R J Bethlehem Steel Corp AA3B-2 86/04/25 Office of the Secrotaiy of 
the Commission 7pp 61664 041-61864 047 

-0204280609 Comment on proposed rules 10CFR2, 19,20,30,31. 3 2,34.35, 39, 40, 5-0,61 & 
70 re slds for protection against radiation Opposes rule 

NIKKILA.AM Affiliation Not Assigned AA38-2 86/10/14 Docketing & Services 
Branch Ip 61863 151 61063 151 

”9204280510 Comment on proposed rules lOCFRa, 19.20,30,3 1,32,34, 35,39.40, 50.81 & 
70 re stds for protection against radiation Opposes rule 

NEMETHY.E Ecology /Alert AA3ft-2 86/04/29 Docketing & Services Branch ipp 
61B64 048 61864 040 

”9204280511 Comment on proposed rules 10CFR2.1 9.20 ,30, 31. 32,34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation 

DIEDRICHiC J Affiliation Not Assigned AA36-2 66/09/19 Office ol the Secretary of 
the Commission Ip 61863 322-61663 322 

”9204280515 Commenl on proposed rotes 10CFR2, 19, 20,30,31, 32, 34,35,39.40. 50,61 & 
70 re stds for protection against radiation 

SPRUNG, 01 Affiliation Not Assigned 50FR51992 00633 86/10/14 Docketing & 
Services Branch Ip 61863 152-61B63 152 

”9204280517 Comment on proposed rules 10CFR2, 19,20 ,30.3 1,32, 34,36,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MICHAEL, B Affiliation Not Assigned AA38 2 86/09/18 Office of the Secretary of 
the Commission Ip 61863 323 61863 323, 

-9204280518 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SALTZMAN.D Affiliation Not Assigned AA3Q 2 66/05/02 NRC - No Detailed Affili- 
ation Given 2pp 61884 049 61064 050 

”9204260519 Comment on proposed rules 10CFR2,t 9,20,30,31,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

COHEN, OJ Affiliation Not Assigned AA38-2 86/09/19 Office of Ihe Secretary of the 
Commission Ip 61863 324-61863 324 

-9204280520 Commenl on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34, 35, 3 9,40, 50,61 & 
70 re stds for protection against radiation 

QUINN.SM Affiliation Not Assigned AA3B-2 86/09/12 NRC • No Detailed Affiliation 
Given Ip 61863 326 61863.32S 

-9204280522 Commenl on proposed rules 10CFR2, 1 9.20.30,31.32,34.35.39.40, 50.61 & 
70 re stds for protection against radiation Opposes rute 

DAY.E B Affiliallon Not Assigned /\A3B'2 86/04/30 DocKoting & SarWees Branch 
3pp 61064 051-61064 053 

”9204280523 Comment on proposed rules 10CFR2.1 9,20, 30.31, 32,34, 36, 39.40, 50,61 & 
70 re aids tor protection against radiation Opposes rule 

GOLD.W J. Affiliation Not Assigned AA38 2, 06/04/30 Docketing & Services Branch 
Ipp 61064.054 61864 054, 

”9204280524 Comment on proposed rules 10CFR2,19, 20, 30,31, 32,34,35,39, 40, 5o,61 & 
70 re stds for protection against radiation. 

SARBANES.PS. Senate, Banking, Housing & Urban Affairs AA38.2 86/09/12 NRC • 
No Datailod Affiliation Given 3pp 61863 326^61 B63'328 

-9204280525 Comment on proposed rutes 10CFR2, 19, 20,30,31, 3 2, 34,35, 39.40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned AA30-2 86/09/16. Office of the Secretary of the Commis- 
sion, 1p 61063 329-61863 329 

-9204260526 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34,36.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

HARLAN, P. Affiliation Not Assigned AA38-2 86/09/22 Office of the Secretaiy of the 
Commission Ip 61063 330-61863 331 


-9204290024 Comment on proposed rules 10CFR2. 19, 20.30, 31, 32, 34,35, 39.40, 50.61 & 
70 re slds for protection against radialion 

CLAGETT.K Alfifialion Not Assigned AA38 2 B6/-09/18 Docketing & Services 
Branch Ip 61864 069 61864 069 

-9204290028 Comment on proposed rules 10CFB2, 19, 20, 30.31, 32.34, 35.39.40, 50,61 & 
70 ro stds for proicchon against radialtcn 

CARY.M L Affiliation Not Assigned AA38-2 86/09/22 Dockoting & Services Branch 
Ip 61664 070 61864 070 

-9204200047 Comment on proposed rules 10CFR2. 19.20,30,31.32,34.35,30.40. 50.61 & 
70 ro slds for protection against radiation 

MORRIS, J Aflitialion Not Assigned AA3B 2 66/09/12 Docketing & Services Branch 
Ip 6186 4 071 61864 071 

-9204290051 Commenl or\ proposed rutes lOCFRa.l 9.20,30,31 .32,34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY, E AfliliaUon Not Assigned AA38-2 86/10/15 Office of iho Secfetary of 
the Commission Ip 61864 121-61864 121 

-9204290052 Commenl on proposed rules 10CFR2, 19,20.30,31,32.34.35,39,40. 50,61 & 
70 ro stds (or proloction against radiation 

MOORE.I Affiliation Not Assigned AA36-2 86/09/23 Dockoting & Services Branch 
Ip 01064 072 61064 072 

-9204 2 9Q053 CommonI on proposed rules 10CFR2, 19, 20, 30.31,32, 34, 35, 39.40, 60,61 A 
70 re slds for prolociion against radiation Opposes rule 

KODNER.JL Kodner, JL AA30 2 66/05/01 Docketing & Services Branch lpp 
61804 055 61864 055 

-920 4 29005B Comment on proposed rules tOCFR2, 19,20, 30.31, 32, 34, 35,39, 40, 50,61 & 
70 re stds (or protection against radiation Opposes rule 

SWEENEY.C J Affiliation Not Assignod AA38.2 86/10/15 Office of Ihe Secrataiy of 
the Connipisslon. Ip 61864122 61864 122 

-9204290067 Comment on proposed rules 10CFR2, 19, 20, 30.3 1,32 .3 4, 35, 39. 40, 50,61 & 
70 re slds for protection against radiation 

ALISON.L Affiliation Not Assigned AA38-2 87/09/14 Docketing & Services Branch 
Ip 61864 073 01064 073 

-9204290061 Comment on proposed rules 10CFR2, 10,20,30,31 .32,34,35, 3 9,40, 50,61 &. 
70 re stds for proteciton against radiation 

H£EO,R P, Affiliation Not Assigned AA38-2 86/09/18 Dochellng & Services Branch 
5pp 61664 074 61064 078 

”9204290005 Comment on proposed rules lOCFRa, 19, 20, 30, 31, 32, 34,35,39. 40, 50,61 & 
70 re stds for protection against radiation 

HILL-WHILTON,N Affiliation Not Assigned AA3a 2 86/09/25 Dockoting & Soivicos 
Branch Ip 61BC4 079 61864 079 

”9204290007 Commenl on proposed rules 10CFR2.1 0,20,30,31,32,34.35,39,40, 50,61 & 
70 ra stds for protection analnsl radiation 

BROWN, CM Affiliation Not Assigned AA38-2 66/09/26 Docketing & Services 
Branch Ip 61864 080 61 B64 080 

-9204290069 Commenl on proposed rules lOCFlTZ, 19,20,30.31.32,34.35.30,40, 50,61 & 
70 ro stds (or protection against radiation 

NEWELL, PR Affiliation Not Assigned /\A3a-2 86/09/22 Docketing & Services 
Branch ip 61864 981 61864 QQ1. 

-9204290073 Comment on proposed rules 10CFR2.1 9,20,30.31,32,34.35,30,40, 60,61 & 
70 ro stds for protection against radiation 

MARTINIAK.A Affiliation Not Assigned AA38-2 06/09/09 Docketing & Services 
Branch Ip 61664 082-61864 002 

”9204290076 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,3 2, 3 4,35. 39, 40, 50,81 & 
70 re stds for protection against radiation 

REILLY^EH Affiliation Not Assigned AA3B 2 88/09/24 Docketing & Services 
Branch 2pp 61 GB4 083-61864 084 

-9204299076 Commonlon proposed rules 10CFR2, 10,20,30,31,32,34,35.39,40, 50,61 & 
79 re stds for protection against radiation 

SAMUELS.aW- AFL-CIO AA3B-2 86/10/03. NRC - No Dotaitad Affiliation Given 
2pp 61864123-61864 124 

-9204290000 Comment Oh proposed rules V0CFR2, 19.20,30.31.32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

BURKE.S Affiliation Not Asslgnod /VA38-2 80/09/26 Dockoling & Services Branch 
Ip 61864 085 61804 085 

-9204290081 Comment on proposed rules 10CFR2,1D,2a.30,31 .32.34.35,39,40. 60,61 & 
70 re slds for prolection against radiation Opposes rule. 

ERLANDER.R.H Gibson Er lander, Inc /\A38-2, 88/05/01 Docketing & Services 
Branch Ipp 61884 056 61064 056 

-9204300083 Comment on proposed rules 10CFR2.1 0,20,39,31 ,32,34,35,39,40, 60.61 & 
70 re stds for protection against radiation 

PRIWO.J P. Affiliation Not Assigned AA38 2 06/09/29 Docketing & Services Branch 
ip 61864 006 61864 086 

-9204 290087 Comment on proposed rules 10CFR2,19. 20, 30, 31 ,32.34,35,39,40, 50.61 & 
70 ro stds for protection against radiation 

PRINCE, A Affiliation Not Assigned AA3B 2, 86/09/20. Docketing & Services Branch 
ip 61864 087-61864 007. 

”9204290090 Commenl on proposed rules 10CFR2, 10.20, 30, 31 ,32.34,35,39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule. 

PATTON, Q A Santa Cruz, CA AA3B-2 86/04/29, Dockatlng A Services Branch 2np. 
61864 057 61684 058 

”9204290093 Comment on proposed rules 10CFR 2, 19, 20, 30,3 1,3 2, 34 ,35.3 9. 40. 50,61 & 
70 re stds for protection against radiation 

GERBEfl.J Affiliation Not Assigned AA3a-2 86/10/07 OKice of tha Secrelerv of Iho 
Commission. Ip 61884*125 61664 125 
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-9204290095 Comment on proposed rules 10CFR2,19,20,30,31,32,34,36,39,40, 50,61 & 
70 re stds for protoclion agiainst radiation 

HOLLANDER T Affilialion Not Assigned AASa 2 66/09/23 Docketing A Services 
Branch Ip 61664 086 61864 088 

-*9204290006 Comment on proposed mios 10CFn2.19 20.30,31,32.34,35.39,40, 50,61 & 
70 re stds for proleclioo against radiation 

WiLL.D Affiliation Not Assigned AA38'2 86/10/12 Office of the Secretary of the 
Commission 1p 61864 126 61 B64 126 

**9204290090 Comment on proposed rules 10CFR2, 19.20.30,3 1,3 2, 34, 35,39,40, 50,61 A 
70 re stds tor proleclion against radiation Opposes rule 

WELCH, M Redwood Alliance AA38-2 86/04/20 Docketing & Services Branch 6pp 
61B64 059 61864 064 

-9204290095 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40. 60,61 & 
70 re stds For protection against radialton 

GfORGI.FJ Af filial ion Not Assigned AA3a 2 86/09/24 Docketing A Services 
Branch Ip 61864 089 61864 089 

”92'04290101 Comment on proposed rules 10CFR 2, 19.20,30,31.32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

HAL9ERG.G P Affitiation Not Assigned AA3a 2 86/10/12 Offrce of the Secrolaiy of 
the Commission Ip 61664 1 27-61864 1 27 

-9204290102 Comment on proposed rules 10CFR2, 19.20.30, 31, 32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation 

KAHPEN.LR Affiliation Not Assigned AA38-2 86/09/26 Docketing A Services 
Branch Ip 61664 090 61864 000 

-9204290104 Comment on proposed rules >0CFfl2.19,20,3O.31,32,34,35.39,4O, 60,61 & 
70 re stds for protectior> against radiation Opposes rule 

TANASEJ Affiliation Not Assigned AA36-2 86/05/03 Docketing A Services Branch 
1pp 61864 065 61864 065 

-9204290105 Comment ofi proposed rules 10CFR2,> 9,20,30,31 ,32, 34,35,3 0.40, 50,61 A 
70 re stds for protection against radiation 

* AfMiafion Not Assigned /^3B*2 86/10/15 Office of the Secretary of Ihe Commis- 
sion, Ip 61664 128 61864 128 

-9204290109 Commonl on proposed rules 10CFR2, 19,20,30,31,32.34.35,39,40, 50,61 A 
70 re stds for proleclion against radiation Opposes rute 

SAEMANN.J Affiliation Not Assigned AA3a 2 8 6/05/05 Docketing & Services 
Branch Ipp 61864 066 61864 066 

- 9204290112 Comment or) proposed jrulos 10CFH2. 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for proleclion against radiation Opposes rule 

LADD, I Affiliation Not Assigned AA38 2 86/05/06 NRC - No Ootailed Affiliation 
Given 2pp 61064 067 61864 060 

-92042901 17 Comment on proposed rules 1-0CFR2, 19,20,30,31,32,34,35,39.40. 60,61 A 
70 re stds for protection against radiation 

CHHISTIANO,T Affjliation Not Assigned AA38-2 06/10/15 Office of the Socretary of 
the Commission Ip 61864 129-61Q64 129 

”■9204290132 Comment on proposed rules 10CFR 2, 19,20,30.3 1,32, 34,35,39,40, 50,61 A 
70 re stds for protection against radiaUon Opposes rule 

MCCULLOf'^.W Alfilialion Not Assigned AA38 2 06/10/14 Office of Iho Sccrotary of 
fhe Commission Ip 61864:130*61864 130 

-9204290136 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39.40, 50,61 A 
70 re stds for protection against radiation Opposes rute 

WELLMAN, G A Affiliation Not Assigned AAOa 2 86/10/15 Office of the Secretary of 
fhe Commission ip 61864*131 61864 131 

-9204290138 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34,35,39,40, 50,61 A 
70 re stds for proto ction against radiation Opposes rule 

WELLMAN, CS Affiliation Not Assigned AA38-2 86/10/1S, Office of the Secretary of 
fhe Commission 1p 61864 132 61Q64 132 

-9204290140 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34.35,39,40, 5D,61 & 
70 re stds (or proleclion a gams I radiation 

* Affiliation Nof Assigned AA3B-2 06/10/17 Office of the Socretary of Ihe Commis- 
sion 1p 81864133-61864133 

-9204290144 Comment on proposed rules lOCFRa, 19.20,30, 3 1,32,34,36,39,40, 60,61 A 
70 re sids for protection again sf radiation 

SEPULVEDA.M Affiliation Not Assigned. AA3e 2 86/09/29 Docketing A Services 
Branch tp 61864 091 61664 001 

-9204290145 Comment on proposed rules 10CFR2,1 9.20,30,3 1,32,34,35.39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

DALTO.CA Affiliation Not Assigned AA3S-2 86/10/17 Office of the Secretary of the 
Commission 1p 61864 134-61864 1 34 

-9204290147 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32,34, 35,39,40, 50.61 A 
70 re stds for protection against radiation 

RAYNIS.S Affiliation Not Assigned AA38*2 89/09/29 Dockelino A Servicos Branch 
tp 61664 092 61864 092 

-9204290152 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SIMKINS.A Affiliation Not Assigned AA38 2 86/10/17 Office of the Secretary of the 
Commission Ip 61864 t35 61864 135 

-9204290165 Commonl on proposed rules 10CFfl2. 19,28.30.31 ,32, 3 4,35,39‘,40, 50.61 & 
70 re s Ids for proleclion against radialion 

SALITAN,L F Conlor for ftrm A Food Research. Inc AA38 2 86/09/18 Docketing A 
Servicos Branch 1p 61664 093 61864 093 

-9204 2 9-0157 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,36,39.40. 60,61 A 
70 re stds for protection against radiation 

ROBERTSON, E Aflilfatior) Not Assigned AA38-2 66/09/26 Docketing A Services 
Branch Ip 61864 094-61664 004 

-9204290160 Corrmonl on proposed rules 10CFR2,1'9',20,30,31,32,34,35,39,40r 50,61 A 
70 re sids for protection against radiation 

GUNSELMAN.DJ Affiliation Not Assigned AA38-2 86/09/29 Docketing A Services 
Branch Ip 61864 095 61864 095 


-9204290165 Commer^l on proposed rules 10CFn2, 19, 20, 30,31, 32.34, 35. 39, 40, 50,61 A 
70 re stds for protection against radiation 

GITCHEL.B A Affiliation Not Assigned AA30-2 86/09/24 Docketing A Services 
Branch Ip 61864 096 61864 096 

-9204290169 Comment on proposed rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

SMITHTOWN.MW Affiliation Not Assigned 50FR61902 00566 06/09/30 Docketing 
A Services Branch Ip 61864 097 61864 097 

-9204290172 Comment on proposed rules 10CFR2,19.20,30.31,32,34,35,39,40. 50,61 A 
70 (0 stds for protection agamsf radiation 

LADBADQR.TE AffJlialion Not Assigned AA3B-2 86/09/30 Docketing A Services 
Branch Ip 61064 098 61864 098 

-9204290175 Comment on proposed rules 10CFR2.1 9,20, 30.31. 32.34, 35,39, 40. 50,61 A 
70 re stds for protection against radiation 

EOWARDS.FH Affilialion Not Assigned AA38-2 06/10/02 Dockoling A Services 
Branch Ip 61664 099 61864 099 

-9204290163 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32,34, 35,39, 40. 50,61 A 
70 re stds for protection aqamst radiation 

COCHRAN.H Affilialion Not Assigned AA30-2 06/09/29 Dockeling A Services 
Branch 3pp 61864 100 61864 102 

-9204290184 Comment on proposed rules 10CFR2.1 9.20.30.31. 32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rute 

TURNER, G Affiliation Not Assigned AA38 2 86/10/17 Office of the Secretary of the 
Commission Ip 61864 136 61 Q64 136 

“9204290186 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1.32, 34, 35, 39.40. 50,61 A 
70 re stds for protection against radiation Opposes rute 

LAPPIN.B Affiliation Not Assigned AA38 2 86/10/17 Office of the Secretary of the 
Commission Ip 61864 137-61064 137 

-9204290190 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32, 34. 35,39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rute 

* Affiliation Not Assigned AA36-2 86/10/17 Office of the Socretary of the Commis- 
sion Ip 61064 130 61864 138 

”9204290195 Comment on proposed rules 10CFR2, 19,20.30,31 .32,34.35,39,40. 50,61 A 
70 re stds for protection against radiation 

ZEIGLER.M Affilialion Not Assigned AA38 2 86/10/15 Office of fha Secretary of 
the Commission Ip 61064 146 61864 146 

”9204290200 Comment on proposed rules 10CFR2.19,20.30.31. 32.34, 35,39, 40. 50,61 A 
70 re stds for protection against radialion 

VALDINf.M Affiliolron Not Assigned AA38-2 86/09/29 Docketing A Services Branch 
4pp 61864 103 61864 106 

-9204290202 Comment on proposed rules 10GFR2,19.20.30.31, 32, 34,35, 39.40. 50.61 A 
70 re stds for protection against radiation Opposes rule 

STAPLETON.J Affiliation Not Assigned AA38-2 86/10/07 Office of the Secretary of 
the Commission Ip 61864 148 61864 148 

”9204290206 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34 ,35, 39,40. 50,61 A 
70 ro stds (or protection against radiation 

YOUNGER, P Affitialion Not Assigned AA30-2 86/10/03 Docketing A Servicos 
Branch ip 61864 107 61864 107 

-9204290209 Comment on proposed rules 10GFR2. 19,20, 30, 31. 32,34.35.39.40, 50,61 A 
70 ro stds for protection against radiation 

HORNUNQ.T Affiliation ^iol Assigned AA38-2 06/10/11 NRC • No Ootailed Affiii 
ation Given ip 61864 149-61664 149 

-9204290211 Commonl on proposed rules 10CFR2.10.20, 30,31. 32.34,35,39,40. 50,61 A 
70 re stds for proleclion against radiation 

MCKENNEY.L Affiiinlion Nol Assigned AA30-2 86/09/20 Dockeling A Services 
Branch Ip 61864 108-61864 108 

-9204290212 Comment on proposed rules 10CFR2,19,20,30,31.32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

UNINHAN.T Affiliation Not Assigned AA38 2 86/10/20 Office of the Secretary of 
the Commission Ip 61864 150 61664 150 

-9204290215 Comment on proposed rules 10CFR2.1 9.20,30,31 ,32,34.35,39,40, 50,61 A 
70 re stds for protection against radiation 

PASFIELD.F M Affiliation Not Assigned AA38 2 86/09/28 Dockeling A Sorvices 
Branch Ip 61664*109 B1B64’110 

”9204290218 Comment on proposed rules 10CFR2, 19,20.30.3 1,32,34, 35,39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

STONE,EF Affiliation Nol Assigned AA30-2 86/10/20 Docketing A Services 
Branch Ipp 61864:139 61864 139 

-9204290221 Comment on proposed rules 10CFR 2, 1 9,20,3 0.3 1.32, 34 .3 5.3 0.40, 50,61 A 
70 re stds for proleclion against radiation Opposes rule 

• Concerned Citizens of Geauga County, OH AA30-2 86/10/14 Office of Ihe Secre 
tary of Ihe Commission Ip 61864 151*61864 151 

-9204290223 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

BLACKBERR'^B Affiliation Not Assigned 50FR51 992 00575 86/10/03 Docketing A 
Services Branch Ip 61064 111 61864,111 

”9204290225 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

STAPLETON, S Affiliation Not Assigned AA38-2 86/10/07 Office of the Secrelary of 
the Commission, Ip 61064 152-61864 152 

”9204290227 Comment on proposed rules 10CrR2, 19, 20.30,31 ,32,34,35,39.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

MOSS.K Affiliation Nol Assigned AA38-2 86/10/20 Docketing A Services Branch 
ipp 61864 I40 61B64 140 



NiJNUUors.t: I tu Mcivio 


■9204290229 Comment on proposed rules 10CFR2, 19.20,30,31 .32,34.35.09.40. 50,61 & 
70 re stds for protection against radiation 

KELLY ,J Aftitiation Not Assigned AA3B 2 66/09/28 Docketing & Services Branch 
ip 61664 112 61864 112 

'9204290230 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 50,61 & 
70 re Bids tor protection against radiation Opposes rule 

STAPLETON.JT Affiliation Not Assigned AA3Q-2 66/10/07 Office of the Secretary 
of the Commission Ip 61864 153 61864 153 


-920 4290316 Comment on proposed rules lOCFR 2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro stds for protect ion against radialionOpposes rule 

COULIAOES.J Affitialion Not Assigned AA3B-2 86/08/21 Docketing & Services 
Branch Ip 61864 1 67-61864 167 

•9204290319 Comment on proposed rules lOCFR 2, 19, 20,30, 3 1,32,34,35,39,40. 50,61 & 
70 re stds for proleclion against radialionOpposes rule 

BRADLEY, M Affiliation Not Assigned AA35 2 86/08/27 Docketing & Services 
Branch Ip 61864 16B-6IB64 168 


■9204200232 Comment on proposed rules 10CFR2, 19, 20 ,3 0,3 1,32,34, 35, 39, 40, 50,61 & 
70 ro stds for protection against radialton Opposes rulo 

BURLING.GW Affiliation Not Assigned AA38 2 86/10/14 Office of the Secretary ol 
the Commission Ip 61864 154 61864 154 


-9204290323 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.30,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

DARLING.D Affilialioin Not Assigned AA3fl-2 86/08/25 Docketing 8 Services 
Branch Ip 61864 1 69-61864 1 69 


-9204290235 Comment on proposed rutos 10CFR2. 19,20,30,3 1.32,34.35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

nUNNION,M Affiliation Not Assigned AA36 2 86/10/20 Docketing a Services 
Branch Ipp 61864 141 61864 141 

-9204290237 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 50,61 & 
70 ro slds for protection against radiatcon 

OWENS.M Affiliation Not Assigned AA3B‘2 86/10/07 Docketing a Servjces Branch 
Ip 61864 113 61864 113 

-920429023B Comment on proposed rules 1QCFR2, 19, 20, 3 0,3 1,32.34, 35,39, 40, 50,61 a 
70 re slds for protection against radiation Opposes rule 

COLANDRA.A Affiliation Not Assigned AA3B 2 86/10/14 Office of the Secretary of 
(he Commission Ip 61064 155 61864 155 

-9204290240 Comment on proposed rules 10CFR2, 19, 20,3 0,3 1.32^34.35, 39,40, 50,61 A 
70 re stds for protection against radiation Opposes rules 

RICHARDSON.P Affiliation Not Assigned 56FR23360 86/09/09 Dockoting & Serv- 
ices Branch 1p 61063 006 61863 006 

-9204290244 Comment on proposed rules 10CFR2, 19,20,30,31,32.34,35,39,40, 60,61 a 
70 re stds for protection against radiation Opposes rule 

FOX.H A Affiliation Not Assigned AA38-2 86/10/20 Docketing a Sarvicos Branch 
1pp 61864 142 618G4 142 

-9204290247 Comment on proposed rules 10CFR2, 19, 20, 39, 3 1,32 ,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

BOERBIGTER.E Affiliation Not Assigned AA3B 2 86/10/20 NRG ♦ No Detailed Affili- 
ation Given Ip 61864 156 61864 156 

-9204290249 Comment on proposed rufos 10CFR2, 19.20, 30, 3 1.32, 34, 35,39, 40, 50 61 a 
70 ro stds for protection against radiation Oppose rules 

• Affiliation Not Assigned 56FR23360 86/09/16 Docketing a Services Branch Ip 
61BG3 007 61863 007 

-9204290252 Comment on proposed rufos 10CFR2, 19, 20, 30,3 1,32 ,34, 35,39, 40, 50,61 a 
70 re stds for proloction against radiation Opposes rule 

O'NEIL.RA Affiliation Not Assigned AA3Q 2 86/10/20 Dockeling a Services 
Branch Ipp 61064 143 61864 143 

-9204290257 Comment on proposed rules 10CFR2, 19,20^30,3 1,32, 34,35,39, 40, 50,61 a 
70 re slds for proloction against radiation Opposes rules 

STRAW.J B Affiliation Not Assigned 56FR23360 86/09/02 Dockeling A Services 
Branch tp 61863 008 61863 000 

-9204290258 Comment on proposed rules 10CFR2,1 9.20,30,31.32.34.35.39,40, 50,61 A 
70 re slds for proleclion against radiation Opposes rule 

O'NEIL.FE Affiliafion Not Assigned AA38 2 86/10/20 Docketing A Services Branch 
Ipp 61864 144-61864 144 

“9204290265 Comment on proposed rules 10CFR2,19.20,30,31.32, 34.35, 39,40, 50.61 A 
70 re stds for protection against radial ion Opposes rule 

LEWANSKU Affiliation Not Assigned AA30-2 86/10/14 Docketing A Soivices 
Branch Ipp 61864 145 61864 145 

“9204290273 Comment on proposed rules 10CFR2,1 9, 20,30, 3 1,32,34,35, 39,40, 50,61 A 
70 ra stds for protection against radiation 

ROSE,WT Affiliation Not Assigned AA3Q-2 86/10/10 Office of the Secretary of the 
Commission Ip 61864 157-61864 157 

-9204290283 Comment on proposed rules 10CFR2, 19,20.30.31,32,34,35.39,40, 60,61 A 
70 re stds for protection against radiation 

AVERY Affiliation Not Assigned AA30 2 86/1 D/20 Office of the Secretary of the 
Commission Ip 61864 158-61864 158. 

-9204290296 Comment on proposed rules 10CFR2, 19,20 ,30, 31, 32, 34,35, 39, 40. 50,61 A 
70 ro slds for proleclion against radiation Oppose rules 

MELiLLO.D Affiliation Not Assigned 60FR519D2 86/09/16 Dockoting A Services 
Branch Ip 61863 009 61863 009 

“9204290297 Comment on proposed rules lOCFRB.I ■9,20, 30,3 1,32, 34.35, 39 ,40, 50,61 A 
70 ro slds for protection against radiation, , „ ^ 

BISHOP, D A Affiliafion Not Assigned 66Fn23360 86/09/09 Docketing A Services 
Branch 2pp 61863 010-61863 011 

-9204290301 Comment on proposed rules 1{)CFR2,1 9,20.30,31 ,32,34,35,39,40 , 50,61 A 
70 ro stds for protection against radiation Oppose rules 

* Affiliation Not Assigned 56FR23360 86/09/10 Docketing A Services Branch Ip 
61863 013 81063 013 


■9204290303 Comment on proposed rules 10CFR2,1 0,20,30,31,32,34,35,39,40, 50.61 A 
70 re slds for protection against radiation. Oppose rules 

CUNNINGHAM.V Affiliation Not Assigned 56FR23360 8 6/09/16 Docketing & Serv- 
ices Branch Ip 61863 014 61863 014. 


•9204290307 Comment on proposed rules 10CFR2, 
70 re stds for protection against radialion Oppose 
PECK.H Affiliation Not Assigned S6FR25360 
Branch Ip 61863 015-61063 015 


19,20,30,31.32,34,35.39,40, 60,61 A 
rules 

66/09/12 Docketing A Services 


-9204290312 Commenl on proposed rules 10CFR2,1 9,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Oppose rules 

SMITH.SJ Affiliation Not Assigned S0Fn51992 06/09/11 ZECH.LW Commission- 
ers (Post 750119) Ip 61863 016 61663 016 


-9204290327 Comment on proposed rules 1 0CFR2, 19,20.30.31,32.34.35,39,40. 50.61 A 
70 re slds for proleclion against radialion 

KLUGE, H Lakeland AudLh on Society, tnc 50FR51392 B6/09/10 Docketing A Serv 
tees Branch 4pp 61863 017 61063 020 

-9204290328 Comment on proposed rules 10CFR2, 19, 20,30.31 ,32, 34, 35.39, 40. 50,61 A 
70 re slds for protection against radiation 

LAFORGE.J Affiliation Not Assigned AA3B2 86/10/01 Docketing A Services 
Branch Ip 61864 114-61864 114 

-9204290329 Comment on proposed rules 10CFR2, 19.20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protecln}r> against radiation Oppose rules 

ZWIN.PW- Alfiliation Not Assigned 56Fn23360 86/09/18 Docketing A Services 
Branch Ip 61063 021-61863 021 


“9204290331 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35.39,40. 50,61 A 
70 ro slds for protection against radiation _ ^ 

STONE.CE Affilralion Not Assigned 50FR51992 00582 86/10/06 Dockoting A 
Services Branch Ip 61664 115 61064 115 


-9204290332 Comment on proposed rules 1OCFR2,19,20.3O,31,32,34,35,39,4O, 50,61 A 
70 ro stds for proleclion against radiation Opposes rule 

ZWIN.PT Affiliallon Not Assigned 50FR51992 86/09/18 Dockeling A Sorvicss 
Branch Ip 61063 022 61863 022 


'9204290341 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule „ 

LOHR.L Affiliation Not Assigned AA3Q-2 86/00/25 Dockeling & Services Branch 
Ip 61B64 170 61G84 170 


-9 2042003 42 Comment on proposed rules 1 0CFR2,1 0,20,3 0,31, 32.34,35, 39, 40. 50.61 A 
70 re stds for protection against radialion ^ 

ADAMS, M AfNIallon Not Assegned 50FR61992 00S85 86/10/01 Docketing A Serv 
ices Branch 2pp 61864 117-61864 118 


•9204290344 Comment on proposed rules 10CFR2, 10,20,30,3 1,32, 34, 3 5,39, 40, 60,61 A 
70 ro stds for protection against radialion 

WESTFALL, RG Affiliation Not Assigned AA3a-2 66/09/20 Office of the Secfolary 
o1 the Commission Ip 616R4 159 61864 159 


-9204290347 Comment on proposed rules tCCFR2, 19,20.30,31,32,34.35,38,40, 60,61 A 

70 ro stds for protection against radiation _ „ . . ^ 

PIEPER.C Aftifiatior^ Not Assigned AA3a 2 06/09/02 NRC • No Detailed Affiliafion 
Given Ip 61864 160 61064 160 


-9204290 3S0 Comment on proposed rules 10CFR 2, 19, 20, 30, 31 ,32,34,35,30,40. 50,81 A 
70 ro slds for proleclton against radialion Opposes rule 

GOLDBERG, MC Affiliation Not Assigned AA3S-2 06/08/25 NRC No Detailed Af- 
filiation Given Ip 61064 161 61664 161 


-9204290352 Comment on proposed rules 10CFR2,1 9.20,30,31 ,32,34,35,30,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

SCHNEIDER, C Houso of Rep AA3B 2 86/08/19 ZECH.LW Commissioners (Post 
750119) Ipp 61864 171-61864 171 

-6204290357 Comment on proposed rufos lOCFRZ, 19,20,30.31,32,34.35,39,40, 50,61 A 
70 ro slds for protection ngainsl radiation m . , ^ 

SCHROEDER.H A Affiliation Not Assigned AA3B 2 86/09/02 NRC • No Dolailed Af- 
filiation Given Ip 61B64 162 61864 162 

-9204290361 Comment on proposed rules 10CFR2. 19.20,30,31.32,34,35,39,40, 50,61 A 
70 re slds for proloction against radiation Opposes rule 

HALVORSON,A Affilialton Not Assigned i^A3B‘2 66/08/25 Dockoting & Services 
Branch Ip 61064 173-61864 173 

-92042903B2 Commonl on proposed rutas 10CFR2, 19,20,30,31.32,34*35,39,40, 50,61 A 
70 re stds for protection against radiation , ^ 

PULS.M Affiliation Not Assigned AA3B 2 88/09/01 Office of ttia Secret ary of the 
Commission Ip 61064 163 61864 163 

-9204290364 Comment on proposed rules 10CFR2, 19, 20, 30.31 ,3 2, 34, 35, 39,40, 60,61 A 
70 re slds for protection against radialion Opposes rule 

DAVIS Affiltalion Not Assigned AA38 2. 06/OB/26 Dockoting A Sorvicos Branch Ipp 
61864 174-61064 174 


-9204290366 Comment on proposed rules 10CFR2, 19,20.30.31,32,34,35,39,40, 50,61 A 
70 ro slds for protection against radialion . . j * 

FLECK.M Affiliation Not Assigned AA38-2 86/00/30 NRC • No Detailed Affiliation 
Given 2pp 61064 164-61664 165 

-920429037 3 Commenl ori proposed rules 100 FR2.1 9.20,30,31,32,34,35,39,40, 50,61 A 
70 ro stds for protection against ra-dialion. . „ , 

* Affiliation Not Assigned AA3e-2 66/08/20 Offica of the Secretary of the Commis- 
sion Ip 61864.106 61864 166 

-9204290375 Commonl on proposed rules 10CFR2, 19. 20, 30, 31, 32,34, 35, 39, 40, 60,61 A 
70 re aids for protection against radiation _ , 

BERQ.W. Affiliafion Not Assigned AA38-2 86/10/00 Docketing & Services Branch 
Ip 61864 11961864 119 



424 NONDOCKETED ITEMS 


-■92045i9037fl Comment on proposed rules 1 0CFR2, 19, 20.30.31 ,32,34.35,39,40. 50.61 & 
70 re sids lor protection against radiation 

BERNSTEIM.R Texas, Stale of AA3B 2 86/0B/26 Docketing & Services Branch 
1pp 61664 175 61864 175 

-9204290380 Comment on proposed rules l0CFn2. 19.20, 30.3 1,32.34,35, 39, 40. 50.61 a 
70 ra slds for protection against radiation 

SUIECKI.J Affiliation Not Assigned AASB 2 86/10/09 Docketing a Services Branch 
1p 61864 120 61 864 120 

-*9204290387 Comment on proposed rules lOCFR2,t 9,20.30.31.32,34.35.39,40, 50.61 & 
70 ra slds for- protection against radiation Opposes rule 

WAIO.K Atfiliatian Nol Assigned AA3a 2 06/10/06 NRC No Detailed Affiliation 
Given Ip 61864 201-61664 201 

“9204290393 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34,3 5, 30, 40, 50,61 & 
70 ro aids for protection against radiation Opposes rule 

WILUAMS.MC Affiliation Not Assigned AA3B2 fi6/08/19 Docketing A Services 
Branch IBpp 61864 176 61864 193 

“0204290395 Comment on proposed rules 10CrR2, 19.20.30.3 1,32, 34, 35,39. 40, 50,61 & 
70 re stds for protection against radiation 

PEOERSEN.C Alfilidtian Not Assigned AA38 2 B6/10/09 Office of the Secretary of 
the Commission ip 61864 202 61864 202 

“9204290401 Comment on proposed rules 10CFR2. 19,20, 30. 31 ,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation Oppose rule 

GOODE ,M Affiliation Not Assigned AA30-2 B6/10/06 Office of tha Secretary of tho 
Commission Ip 61B64 203 61B64 203 

“9204290405 Comment on proposed rules 10CFR2,19.20,30,31.32.34,36,39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

SKIBBEE.pl Affiliation Not Assigned AA38 2 86/10/10 Dockeling & Services 
Branch 1p 61B64 194 61864 194 

—9204290409 Comrnonlon proposed rules 10CFR2,19,20,30,31,32,34,35,39.40, 50,61 & 
70 ro stds for praiaction against radiation Opposes rule 

OWEN.B Affillallon Not Assigned AA3B*a 86/10/09 Docketing & Services Branch 
Ip 61864J95-61B64M95 

“9204290411 Comment on proposed lules 10CFR2, 19.20,30.31 ,32,34.35.39.40, 50,61 & 
70 re stds for protection against radi3tion 

BRENNER.R A Affiliation Not Assigned AA36-2 86/09/06 NRC - No Detailed Affili 
atton Given ip 61864 204 61864 204 

“9204290413 Comment on proposed rules 10CFR2, 19.20.30,31,32,34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

^ Alfiliation Not Assigned AA38 2 86/10/15 Docketing & Services Branch Ip 
61864 196 61864 196 

“9204290414 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1,32, 34, 35, 39, 40. 50.61 & 
70 re stds for protection against radiation 

MARTIN. C Affihalion Not Assigned AA3Q 2 86/10/06 NRC - No Detailed Affiliation 
Given Ip 61864 205 61664 205 

“92D4290418 Comment on proposed rules 10CFR2,1 9,20.30,31, 32.34,35, 39,40. 50.61 6 
70 re stds for protection against radiation 

HICKMAN. J B AffiPialion Not Assigned AA3B 2 B6/ 10/06 Office of the Secretary of 
tho Commission ip 61864 206 61864 245 

“9204290420 Comment on proposed rules 10CFR2, 19.20.30, 3 1,32,34,35, 30, 40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON, E Affiliation Not Assigned AA3B-2 86/10/09 Docketing & Services 
Branch 1 pp- 61 B64 1 97 61 864 1 97 

“920429042B Comment on proposed rules 10CFR2,1 9, 20, 30.31, 32,34.35.30,40, 50,61 & 
70 re stds for protection against radiation Opposes rulo, 

* AffaliatJon Not Assigned AA3B'2 86/10/15, Docketing & Services Branch Ip 
61884*139^61384 139 

“■9204290431 Commenlon proposed rules 10CFR2, 19.20,30.31. 32 ,34,35, 30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LORD.WS AfMialion Not Assigned AA3B 2 86/10/16 Docketing & Services Branch 
Ip 61664 200 61664 200 

“9204900265 Discusses Commission meeting on finalization of radiation slds 
D'ARRIGO.D Nuclear Information & Resource Service. /^A38 2 0882 08/11/28 
ZECH,L Commissioners (Post 750119) Ip 61864 253 61064 253 

“9205080166 Submits list of five items re draft SRM on Part 20 implementation dates 
WORRIS.B NRC - No Detailed Affiliation Given AA38 2 0876 90/10/26 COOLO 
NRC - No Detaflod Affiliation Given 40pp 61858 260 61856354 

-9205110208 Commenlon proposed rules 10CFR2. 19,20, 30,3 1,32,34,35, 39.40, 60,81 & 
70 re stds for profection against radiation 

KOCHERY.f A Afliliation Not Assigned 50FR51992 86/05/13 Oockoting & Services 
Branch 1p G1 871 211 61871 211 

“9205110209 Commenlon proposed rules 10CFR2, 19, 20,30,3 1,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Supports rules 

POTOCIK,D P Affiliation Not Assigned 50FR51992 86/05/13 Oocl(0ling & Services 
Branch Ip. 61871 212-61871 212 

-9205110211 Comment on proposed rules 10CFR2, 19,20,30,31, 3 2,34, 35, 39,40, 50,61 & 
70 re stds for protection agalnsl radiation 

HERD.E Affiliation Not Assigned 50FR51992 06/05/16 Docketina & Sen/ices 
Branch Ip 61871 213-61871 213 ^ 

“9205110216 Comment on proposed rules 10CFR2, 19, 20,30, 31, 3 2,34,35, 39,40, 50 61 & 
70 ro stds for protection against radiation 

STRONG.! R Washington, Slate of 50FR519D2 86/05/12 Dockellnn & Services 
Branch Ip eian 214 61871 214 

■*9205110220 Comment on proposed rules 10CFR2.1 9.20.30.31, 32, 34, 35,39.40, 60,61 & 
70 ro stds for protection against radiation 

HORVATH, KJ Affiliation Not Assigned 50FR51992 86/05/16 Office of the Secre 
far/ of the Commission Ip 61871 215 61871 215 


“9205130014 Forwards draft rev to t0CFR20 for review & comment Response request 
ed by 0601 13 W/o enci 

NUSSBAUMER.D A Assislant Director for Stale Agreements Program AA38 2 87/ 
12/23 Affiliation Not Assigned Ip 61646 318 61846 310 

“9204270121 Discusses application of backfit rule to Part 20 Rule may be applied as 
either adequate protection exception of two cost benefit stds 
CROCKETT.S Office of the General Counsel fPost 860701) 56FR23360 08/07/12 
ROSZTOCZY,Z Office of Nuclear Regulatory Research (Post 060720) 2pp 
61840 051.61848 052 


-6400310085 Recommends RES change specific requirement of 10CFn20,App A re 
respiratory regulation Requirement should be more generic & less prescriptive 
BAER.H L Engineering & Generic Communications Br.Dtv Emerg Prep & Engineering 
Response.lE AA3fl 2 B4/0B/27 ALEXANDER, R E Occupational Radiation Protection 
Branch 3pp 61643 292-B1043 295 

-8504220322 Comments on draft Part 20, Subpart H Existing basis tor good 
equipmenl.coupled w/recommended board prohibition, should continue to be funda 
mental 

BAER.R L Engineering & Generic Communications Br.Div Emerg Prep & Engineering 
Response.lE AA30-2 85/04/11 MILLS, W Health Effects Branch 9pp 61843 298 
61043 304 


-8608020278 Comments on proposed rule 10CFR20 re applicability during 
emergencies Disagrees w/RES position of Section 20 9, ‘‘Conditiona of Exposure" 
Changes In wording needed, including definition of "emergency " Agrees w/basic 
intent 

BAER.R L Engineering & Generic Communications Br.Div Emerg Prep & Engineering 
Response.lE 56FR23360 05/07/26 ALEXANDER.R Health Effects Branch 4pp 
61643.305 61843 307 


“8602120515 Informs that staff will be reviewing proposed rev to 10CFR20 during com 
mont period Region t should undertake similar review 

PARTLOW.JG Div of Inspection Programs, IE (850212-870413) 06/02/05 

MARTIN.TT Region 1 (Post 620201) 2pp 61042 264-61042 265 

“0603240347 Forwards proposed rev lo 1OCFR20, "Side tor Protocllon Against Radi- 
ation," to aid in development of radiation protection procedures.per 660124 
request Copy of draft regulations requested W/o encI 

ALEXANDER.R E Office of Nucloar Regulatory Research, Director (Pre 860720), 66/ 
03/03 VALENTIN, J Sweden, Govt of Ip 61842 287-61042 287 

“8603240389 SECY-fl6-04fl Provides backfit analysis for 10CFR20 proposed rule for 
Commission review & approval for publication in FR for public comment 
STELLO.V Ofc of tho Executive Director for Operations AA30-2 QG/02/10 30app 
61846 319-61847 042 


■8603250208 Forwards proposed rev to 10CFR20, "Stds tor Protection Against Radi- 
ation." per 860202 request Rev believed lo bo consistent w/justification & optimiza- 
tion prlnciplos of Inti Commission on Radiological Protection 
ALEXANDER.R E Office of Nucloar Regufaiory Research, Director (Pro 800720) 
AA36 2 06/03/13 WARNECKE.E Germany. Fedoral Republic of 1p 61842 339- 
61842 339 


•8603250276 Advises that public rpootings for proposed malor rev to 10CFR20 will be 
considered at close of public comment period to permit incorporation of wrillon com- 
ments or siructurina of appropriate agenda 

MINOGUE.RB Office of Nuclear Regulatory Research. Director (Pre 860720) 
56Fn23360 86/03/12 GRACE,J N Region 2 (Post 820201) 2pp 61842 337- 
61842 338 


“8603250295 Requests advice as to legal accuracy & significance of end ID Bross 
860224 Hr docketed as official Itr of comment on major rev to 10CFR20 published in 
FR on 060109 

ALEXANDER.R E Oflico of Nucloar Rogulatory Research, Director (Pre 860720) 
56rR23360 86/03/10 BECKER, J M Office of tho Executive Legal Director (Pre 
860701). Ip 61042 327 61642 333 

*•8603250381 Informs of annual independent regulatory review of rulemaking to reyiso 
10CFR20 Proposed rule published in 860109 FR Review postponed until close of 
commem penod on 860512 

MINOGUE.R B Office of Nuclear Regulatory Research, Director (Pro 860720) 86/03/ 
12 STELLO.V Ofc of Iho Executive Director for Operations 2pp 61842 334 
61842,335 


“8605070430 Responds to questions in 860416 Hr Licensees expected to keep expo- 
sures lo members of public below 0 1 rom/yr unless otherwise authorized Comments 
on proposed revs to 10CFR20 requested 

ALEXANDER.R E, Radiation Risk Assessment & Management Branch (860325- 
860720) 56Fn23360 06/04/22 MOBERQ.AJ Newport Nows Shipbuilding & Dry 
Dock Co Ip 61043 085 61843 085 

“8605160527 Forwards comments on proposed rev to 1DCFR20, "Need for Change In 
Neift/on Quafffy Factors " 

PARTLOW.JG Div of Inspection Programs, IE (850212-870413) 56Fn233B0 06/05/ 
12 GOLLER.K R Division of Radiation Programs & Earth Sciences (840429 060720) 
8pp 61643 285-61843 291 

“8611130377 Submits addi comments on Subpart H of proposed 10CFR20 rev, includ 
Ing concerns w/loophole addressed in 860411 memo, use of protection factors & 
emergency use of respirators 

BAER.R L Engineering & Generic Communications Br,Div Emerg Prep & Engineering 
Response.lE 56FR23360 86/11/10 ALEXANDER.R E Office of Nuclear Regulatory 
Research (Post B60720) 2pp 61843,332-61843 346 

*-8701280265 Forwards Ofc of General Counsel 861023 & 070113 memos re views on 
10CFR20 201(b) & 20 401 (Form 5) Info incorporated In health physics position 
file Revised draft Info notice end w/870113 memo separately distributed, 
CUNNINGHAM,L J Operating Reactor Program Br.Div of Inspection Programs, IE 
(050212-070413) AA38 2 87/01/21 SHANBAKY.M M. Region 1 (Post 820201) 3pp 
61844 035 61844 050 



NONDOCKETED ITEMS 425 


■Q7012Q02&0 Responds to request for views on enforceability of 10CFR20 401 re 
whether regulation requires licensee to follow instructions on Form 5 Position taken by 
region in citing licensee for inadequate recording of doses supported 
UEBERMAN.J Assistant Genera! Counsel for Enforcement AA3B-2 87/01/13 
MCKEE, PF Operating Reactor Program Br.Div of Inspection Programs.lE (850212- 
870413) 6pp 61844 040 61044 050 


-0906290452 Advises that NMSS concurs W/10CFH20 policy paper re issues of alter- 
native methods of assessing, recordrng S controlling internal doses & inability of U te- 
covery facilities to comply w/App B values for Rn 222.pef 8905t7 request 
BERNERO.RM Office of Nuclear Material Safety & Safeguards 56FR23360 89/06/ 
Oe BECKJORO,£S Office of Nuclear Regulatory Research (Post 860720) Ip 
61853 248 61053 250 


-8704150096 Comments on draft EDO decision paper for 10CFR20 rulemaking, per 
870331 memo Proposed Alternative 2 would not achieve changes to Part 20 support 
ed by majority of staff Suggests that RES convene working group 
PARTLOWJG Div of Inspection Programs.lE (850212 670413) 87/04/10 

ALEXANDER, R E Safety Research Application Branch Ip 61844 159 61844 219 

-8712100314 NENS/OSART/87/12 "Operalional Safety of Nuclear Installations " 

• Internationa! Atomic Energy Agency 56FR23360 87/10/31 50pp 61050 027 
61050 077 

-0802260117 Forwards comments of 871209 draft rev of 10CFR20 Concurs w/lan 
guage of proprosed rule, ponding resolution of comments Proposed rule adequate re 
respiratory protection program 

CONGEL.FJ Division of Radiation Protection & Emergency Preparedness (Post 
B70411) 56FR2336Q 8B/02/12 MORRIS, B M Division ol Regulatory Applications 
(Post 870413) 9pp 61846 066 61046 074 

-8603210352 Forwards draft of responses to help Part 20 working group respond to 
public comments In respiratory protection area per H Paterson request 
WIGGINTON,J Office of Nuclear Reactor Regulation, Director (Post 870411) 
56FR23360 80/03/17 ROECKLEIN.A Office of Nuclear Regulatory Research (Post 
860720) 3pp 61847 194 61047 207 

-8803300481 Informs that draft 10CFR2Q rev reviewed by divs within NMSS & detailed 
comments provided to NMSS contact on Part 20 Working Group, per 871211 
request Ofc level concurrence should be on schedule for Apr 
CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safely (Post 870729) 
56FR23360 88/01/28 MORRIS, B Office of Nuclear Regulatory Research (Post 
860720) 2pp 61846 052 61846 052 

-8805250382 Advtses of one significant corrflicl between 29CFR1010 134, “Respiratory 
ProtocKon" & existing draft Part 20 respiratory secliorv NIOSH does not cerlify airline 
respirator for use in lOLH areas 

WtGGINTON.J Office of Nuclear Reactor Regulation. Director (Post 070411) 
56FR23360 88/05/18 PETERSON.H Office of Nuclear Regulatory Research (Post 
060720) Ip 61040 036-61840 039 

-8609220021 Forwards comments on review of fanguago of 10CFR20 rutemaking pack- 
age did 880826 

CUNNINQHAM.LJ Radiation Protection Branch 56FR23360 88/09/10 

ROECKLEIN.A K Radiation Protection & Health Effects Branch 6pp 61840 206 
61848 211 


-8910120217 Discusses proposed reg guidos to suppJ revised 10CFR20,per 890306 
memo Fuel cycle guide warranted A dovefopment supported Reg guide for matls II 
censees would not be of great utility 

CUNNINGHAM, RE Division of Industrial & Medical Nuclear Safety (Post 870729) 
56FR23360 89/09/20 MORRIS.B W Division of Regulatory Applications (Post 
870413) Ip 61854 075-61 B 54 075 

“8^12220043 Forwards draft memo re applfcabiJily of 10CFR20 to occupalional radi 
alion exposures rosullmg from radon & radon progent^ at nuclear power plants 
CUNNINGHAM, L J Radiation Protection Branch 56FF 23360 89/12/14 HICKEY, JW 
Operations Branch 19pp 61054 322-61854 342 

-9003060277 Pfovtdes comments on memo for NRC regions re applicability of 
lt)CFR20 to occupalional radiation exposures Radon & radon progeny are natural 
background sources unless from radioactive decay of licensed mat! within 10CFR20 
TREBY.S A Assistant General Counsel for Rulemaking & Fuel Cycle 56Fn23360 90/ 
01/25 CONGEL.FJ Division of Radiation Protection & Emergency Preparedness 
(Post 870411) lipp 61855 016-61056 028 

-9005210135 Forwards comments on review of dralt radiation protection Reg Guides 
eN1,0N4B.6N6,aNO&8N1O 

CUNNINGHAM.L J Radiation Protection Branch 56Ffl23360 90/05/16 

VIRGILIO.M J Policy Developmant & Technical Support Branch (Post 870411) 35pp 
61855 224-61855 260 


-9005290081 Comments on review of fistod reg guidos for revised Part 20, including 
0N4b, ‘Interpretation of Bioassay Measurements’' & 0N5, ''Criteria & Procedures 
for Summation of Internal & External Doso " „ . 

CUNNING HAM, H 6 Division of Industrial & Modical Nuclear Safety (Post 870729) 
56FR2336 0 90/05/04 MORRIS.B M Division of Regulatory Applications (Post 
870413) 6pp 61855 210 61055 223 

“9101220141 Forwards draft memo responding to questions raised concorning regula- 
tory position re assessment of licensed mall at nuclear power plants that appear to 
have resulted from Ingestion rather than inhalation . « 

CUNNINGHAM, LJ Radiation Protoetcon Branch 66Fn23366 91/01/10 

JOYNER JH Region 1 (Post 820201) lOpp 61059 034-61059 043 


-9105230087 Discusses uso of regulatory positions in reg guidos for assessing compli- 
ance w/new pari 20 ^ 

CUNNINGHAM, LJ Radiation Protection Branch 56FR23360 91/05/16 

UEBERMAN.J Ofc of Enforcomont (Post 070413) 5pp 61859 280 Q1B59 292 


■8809280108 Concurs In promulgation of draft rulo as official amend to 10CFR20 
rulemaking Suggestions for improvement transmitted under separate cover 
G1LLESPIE.F P Program Management, Policy Development & Analysis Staff (Post 
870411) 56FR23360 88/09/22 BECKJORD.E S. Office of Nuclear Regulatory Re 
search (Post 060720) Ip 61040 214-61840 214 


►920406'0346 Discusses cliangos for final 10CFR20 package Suggest od approach for 
separate radon fimita for U recovery licensees wiM allow rule to go forward while 
matter being addressed ^ 

DRAGONETTE.K Office of Nuclear Material Safety & Safeguards 56FR23360 88/ 
12/16 PETERSON.H Office of Nuclear Regulalory Research (Post 060720} 65pp 
61050 2 03 61851.046 


>6609300170 Concurs w/ rulemaking for 10CFn20 pending resolution of issues raised 
prior to transmittal to Commission 

THOMPSON, H L Office of Nuclear Material Safety & Safeguards 56FR23360 08/09/ 
21 BECKJORD.E S Offico of Nuclear Regulatory Research (Post 860720) 2pp 
6184B 212-61848 213 


“0204060387 PropoBOd rule 10CFR2, 19. 20.30.3 1,32,34,3 5.39, 40, 50, 61 A 70, “Stds for 
Pfoteclion Against Radiation " Rule would provide reciuromonls for protection of indi- 
viduals exposed to iomar^g radiation from routine activities liconsod by NRC 
GRIMSLEt.DH Office of Administration (Post 890'205) AA3Q 2 86/01/02 250pp 
61840 072 61841 208 


-8901300338 Requests that reg guide on control of access to very high radiation areas 
bo prepared.per SECY-88-315 

CONGEL.FJ Division of Radialion Protection & Emergency Preparedness (Pest 
B70411) 56FR23360 89/01/13 GILLESPIE.F P Program Management. Policy Oovol 
opment & Analysis Staff (Post 870411) 78pp 61051’081 61851 156 

-8902090486 Forwards comments on rev of 10CFR20 Comments both substantive & 
editorial 

BECKER.JM Office of the General Counsel (Post 860791) 56FFI23360 88/01/07 
MORRIS.B Division of Regulatory Applications (Post B70413) 6pp 61045 309 
61845 314 


'8902270444 Disccuses procedure for controlling & accounting (or radiation exposure 
of NRC employees & contractors Although doses Incurred by NRC employees well 
below regulatory limits guidance in Manual Chapter 0524 not being followed 
STELLO.V Ofc of the Executive Director for Operations 56FR23360 09/02/17 Com 
missloners (Post 7601 19) 80pp 01851 239 61851 320 


-6903210080 Advises that 10CFR19 13(o) does not require reporting of bioassay data 


or other info on intakes of radioactive mall 

CUNNINGHAM, L J Radialion Protection Branch 5BFR23360 

BELLAMY.RR Region 1 (Post 820201) 6pp 61852 055 61852 060 


89/03/13 


-8904190297 Responds to 8901 26 memo re record retention for ox licensee after li- 
cense has been terminated Ex-ficensoe not required to retain records under Part 20 of 
NRC regulation or proposed regulations 

JEHLE.P. Office of the General Counsel (Post 860701) 56Ffl23360 89/02/27, 
MILLER, CL Standardization & Non Power Reactor Project Directorate (870411- 
890729) 2pp 61052 042-61852 043 


■9204060389 Requests papers for Heallli Physics Society mld-yr topical meeting on 
900204-00 In Atlantic Ctty.NJ re risks Reg guides G 29 A 8 13 will be revised as result 
of major rev of 10CFR20 ^ 

nOEC;KLEfN,AK Radiation Protection A Health Effects Branch 66FR23360 89/02/ 
14 CHRISTMAN, e A Rutgers, Now Jorsoy, Stole Univ of, PIscataway, NJ Ip 
61851 047-61851 047 


-9204070001 Informs that reg guide on workplace air sampling being written to meet 
requirements of new lOCFRHO Workshop on workplace air sampling proposed to bo 

KkIiGuSeIs '^R adialion Protection A Health Eftocts Branch 5aFR23360 89/02/14 
ROECKLEIN.A K Radialion Proloclion A Health Effects Branch 26pp 61851 046- 
61051 080 


-9204070014 Discusses data on radon reJoasos from U mill sites recoivod from D 

DRAGONETTE.K. NRC - No Detailed Affilialion Given 56FR23360 88/12/16 
BELL.M NRC - No Detailed Aftiliatton Given 5Gpp 61851 157 61051 214 

-9204070016 Advises ol agroomonl re no substantial increase in safety associated w/ 

10CFR20 proposed rev . „ 

SCHW*NK,W NRC - No Detailed Affiliation Given AA3B2 86/01/16 GOLLER.C 
NRC - No Detailed Affiliation Given 16pp 61041 209 61841.224 


■9204070021 Provides status ef branch plarinlng for 10CFR20 reg guide 
dovelopmont Specific guide tasks will bo idenlified In consultation w/Sclonlech & task 
order will be issued 

ROECKLEIN.A NRC - No Detailed Affiliation Given 56FR23360. 09/02/01 
ROSZTOCZY,Z NRC - Mo Detailed Affiliation Given Ip 61851 215 01051 215 


■89061S004S Responds to G90517 request for review of end draft Commission paper 
re 10CFR20NO legal objection to paper In ordor to Inform Commission of author 
views.tistod paragraph should be added at end of Commission paper 
TREBY.S A Assistant General Counsel for Rulemaking A Fuel Cycle 56FR23360 89/ 
05/22 BECKJORD.E S Office of Nuclear Regulatory Research (Post 060720), 0pp 
61053 023 61853 077 

■8906220066 Informs of NRR concurrence on Part 20 policy paper.per 890517 memo 
GILLESPIE.F P Program Management, Policy Devetopmenl & Analysis Staff (Post 
870411) 56FR23360 09/05/30 BECKJORD.E S Office of Nuclear Regulatory Re- 
search (Post 860720) 21 pp 61853 081-61853 121 


-•9204070036 Forwards lis! of priority Issues discussed at last staff meotina 
REHM,TA Assistant for Operations (Post 890205) AAaB-2 06/01/16 Ofc of the Ex- 
ecutivo Director for Operations, 6pp 61041 225 61842 262 

-9204070042 Advises lhal phaso 1 rept from Scientech ro needs & prionties for devel- 
oping or revising regulatory guidance for implojnenlalion of new pari 20 reviewed & 
proposes listed schedule for staff work. , 

ROECKLEIN.A K Radiation Protection & Health Effects Branch 56FR23360 88/12/ 
01 MORRIS.B M Division of Regulatory Applications (Post 870413) 22pp 
61851 216-61851 237 



--92040700S? Confirms 690214 iGl-con requesting permission to reproduce linniied 
number of copies of pages 36-39 of NCRP rept 84, ‘Gerteral Concepts for Dosimeiry 
of Inlernally Deposited Radionuclides*’ & pages 18 19 ol NCRP rept 91 
PETERSON.H T RatJtanan Protection g Health Effects Branch 56FR23360 89/02/ 
15 NEY.WR National Council on ftadiation PToleclfon S Measurements ip 
61851 238-61S51 238 

-9 2-04070071 Informs that proposed rev of NRC ' Stds tor Protection Against fladration 
(t(lCFR20),” will be sent m near future 

WINOGUE.RS Office of Nuclear Regulatory Research, Director (Pre 860720) AA3B- 
2 86/02/04 PUNSTER, HJ United Krng dam. Govt of 1p 61842 263 01842 263 

<-9204070076 Reapords to request for permissiort to reproduce limited number of 
copies of pages 36 39 of NCRP rept 84 & pages 18 19 of NCRP rept 91 
SPAHN.JA National Council on Radiation Protection & Measurements 56FR23360 
39/03/02 PETERSEN, H T Radiation Protection & Health Effouta Branch 6pp 

61851 321-61851 326 

-9204070085 Notifies of need for assistance In editing workload 1o modify reg guides 
for pari 20 Implemenlalion End rept provides marked up sections w/changas for 
minor & editorial revs 

RO-ECKLEINA K fladialton Pnoteclion & Health Effects Branch 56Fn23360 09/02/ 
23 BURDA.AJ Program Management, Policy Devefopmonl d Analysis Staff (Post 
670413) 76pp 61851 327-61852 041 

-9204070128 Advises that several comments on revised 10CFR20 rule pointed out 
minor inconsistencies in rule & one comment pointed out that position on embryo/ 
fetus dose calculation would preclude accurate fetal dose assessments 
PETERSON, HT Radiatroh Protecfion & Health Effecls Branch S6FR23360 89/03/ 
13 NRC - No Detailed Atfdialion Given 6pp 61652 044-61852 048 

-■9204070132 Forwards Commission paper & draft FR notice in response to Commis- 
sion request for analysis of how proposed rev to Pari 20 complies w/backfil rule 
(50 109J 

MINOGUe.R B Office of Nuclear Regulatory Research, Director (Pre 860720) AA36 
2 86/02/06 STELLO.V. Ofc of the Executive Director for Operations 2pp 
61842 266 61842 286 

-9204970149 Requests re confirmation of need of reg guides 8N2 & 0N3 for imple- 
mentation of revised 10CFn20 In view of fact that many of exislina div 8 guides will 
be extansivoly revised Draft reg guide B ;<)( & description of reg guides enct 
MORRIS,B M Division of RenuTatory Applications (Post 870413) 56FR23360 00/03/ 
OS CUNNINGHAM, R E Division of (ndustnal & Medical Nuclear Safely (Post 670729) 
3pp 61852 049 61852 051 

-9204070150 Discusses pros & cons of four of five options mentJonGd in 881 122 memo 
to Commissioner Curtiss for going forward w/ rulemaking j>ubj to backlit rule if Com 
mission wanted to approve ruTe 

MALSCH.M G Deputy General Counsel far Ucensmg & Regulation (860701 890422} 
56FR23360 89/03/07 JONES, B NRC No Detail ed Affilialion Given 3pp 
61852052 61652 054 

-9204970164 Expresses appreciation for 881227 it/ to Zech re comments on revised 
10CFR20 rule Number of changes suggested in comments have been incorporated tn 
revised rule presently before Commission Related info end 

MORRlS,BM DwrSion of Regulatory Appficalioris (Post 870413) 56Fn23360 89/03/ 
22 KOaRlCK,Te Bethlehem Steel Corp IISpp 61052 061 61052 177 

-9204070174 Staff requirements memo re revised 1 0CFa20 Commission does not 
object to request lhat final approval of rev to 10CFR20 be deferred until Issue raised 
In B0O2O2 memo resolved 

GHILK.SJ Office of the Secretary of the Commisbion COMKC80-1 09/04/10 
STELLO.V Ofc of the Executive Director for Oparalions 41pp 61652 178 61852 270 

-9204070187 Forwards info re particle size distributions •& example cafculation based 
on real data using proposed aiternativ© to 10CFR20 285 presented during 890222 
meeting 

TIPTONJE Nuclear Management & Resources Council fNUMARC) fformerly Nuclear 
Utility Manage 56FR23360 89/05/08 MORRIS, WM DrvisionolRegulatoryAppIrca- 
fions (Post 370413) 43pp 61852 280 61652 322 

-9204070231 Forwards for review & concurronce^Commlssion policy paper that re- 
solves outstanding technical issues re Issuance o1 10CFR20 rule Imp lomentalion dale 
for rule should be postponed from 910101 to 920101 

0ECKJOHD,ES Office of Nuctoar Regulatory Research (Post 800720) 66FRa3360 
89/05/17. BERNE RO*R M Office of Nuclear Materral Safely & Safeguards 29pp 

61852 323 61853 022 

-9204070251 Advises that Commission poircy paper that resolves outstanding technical 
issues re issuance of 10CFR20 rule reviewed Concurs In paper w/enci changes 
DENTON.HR Offree of Governmental & Public Affairs (870413-911116) 66FR23360 
89/05/25 BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) 
3pp 61853 078-61653880 

—9204070267 Forwards summary of parlrclo size data amassed at commercial nuclear 
fuel dJv in Columbia, SC from 1984 until presen l,per NRC requestParticIo size meas* 
urements In workplace may be sub) to variability which coufd affecl deposilton in lung 
BURK UN, R K Weslinghouse Electric Co/p 56FF 23360 89/04/21 NRC - No De 
tai fed Affiliation Given 118pp 61053 122-61853 239 

“9204070274 Advises that staff evaluating Impact of allowed air concentration for Rn 
222 at site boundary for members of public in app B, table 2 of proposed rev 1o 
10CFR20 

STELLO.V Ofc of the Executive Director for Operalions 56FR23368 89/02/02 
ZECH Commissioners (Post 750119} Bpp 61053 240-61853 247 

-9204070200 "Implications of Proposed 10CFR20 Changes Upon Radiation Protection 
Dept at Clinton power Station " 

* Wadman A Associates, 56FB23360 89/06/09. 51pp 61853 25161853 302 

-9204070285 Offers no concurrence on Commission paper re proposed changes to 
10CFR20 PapOiT should bo modified before forwarded to EDO Reasons for decision 
listed 

ROSZTOCZy.ZR Duvision of Regulatory Applications (Post 870413). S6FR23360 89/ 
06/16 MORflIS.BM Division of Regulatory Applrcattons (Post 870413), lOpp 
61053 303-61053 310 


-9204000006 Responds to 860221 note re potential impact on nuclar power plant li 
censees of proposed occupational ALARA rule in new Part 20 
CUNNINGHAM, LJ Operating Reactors Program Br,Div QA, Safeguards & Insp 
Programs,!E AA30 2 86/03/06 ALEXANDER, R E Health Effects Branch 16pp 
61842 280 61642 303 

-9204000023 Requests that R Alexander make brief presentation concerning proposed 
rules to members of mfg environ committee during 860305 meeting 
JOHNSON,l<T Fertilizer fnslitule 86/02/07 MINDGUE.R B Office of Nuclear Regu- 
latory Research. Director (Pro 860720) 24pp 61842 304-61842 326 

“6204D60052 Responds to Z Rosztoezy 890616 merno raising issues re revised 
10CFR20 Commission policy paper resolving outstanding technical issues 
PETERSON,H T Office of Nuclear Regulatory Research (Post 860720) 56FR23360 
89/06/20 MORRIS, BM Division of Regulatory Applications (Post 870413) 6pp 
61053 319 61853 324 

-9204080059 Forwards memo prepared for signature & concurrence. which would Irans 
mit to EDO Commission paper proposing resolutions to two issues which have re- 
ceived considerable attention since rev of 10CFR20 provided to Commission 
MORRIS.BM Division of Regulatory Applications (Post 870413) 66FR23360 80/06/ 
20 BECKJORD.E S Office of Nuclear Regulatoiy Research (Post 860720) 1 0pp 

61853 325 61853 337 

-92040B0071 Requests review of revised NRC forms 4 & 5 & associated instructions in 
order to accomodate revs being made to 10CFR20 Encf drafts reflect NRC efforts to 
make forms consistent w/revisod 10CFR20 Comments needed by 890731 
COOL,DA Radiation Protection & Health Effecls Branch 56FR23360 89/06/30 
CUNNINGHAM.L J Office of Nuclear Reactor Regulation, Director (Post 870411) 
23pp 61853 338 61854 005 

“9204080070 Responds to 890410 request for more extensive analysis of some of op- 
tions presented in 881122 & 890307 memoranda on application of backfit rule to pro 
posed revs of 10CFR20 Three principal options for dealing w/backfil rule listed 
PABIER,WC Office of the General Counsel (Post 860701) 56FR23360 89/07/06 
CARR Commissioners (Post 7501 19) I2pp 61854 006-61 B54 017 

“9204080084 Forwards rough ouiline for Commission info paper on radiation proteclion 
policy which B Bernero discussed on 890717 

CUNNINGHAM.R E Division of Industrial A Medical Nuclear Safety (Post 870729) 
66FR23360 89/07/18 MORRIS, B Division of Regulatory Applications (Post 870413) 
6pp 61854 018 61854 023 

“92040B0129 Confirms hypothesis re use of RN-222 value for public in proposed rev to 
10GFR20 

NEEL.RB NRC - No Detailed Affifialion Given AA3B-2 86/03/11 ALEXANDER, R 
NRC No Detailed Affilialion Given Ip 61842 336 61842 336 

—9204000140 Forwards two sets of layouts for very voluminous tables in 10CFR20,app 
0 Present format employs std scientific exponential notation Proposed changed formal 
uses computer "E** notation rather than subscripts 

PETERSON.H T Radiation Protection & Health Effecls Branch 56FR23360 88/07/ 
22 MEYER D Regulatory Publications Branch 6pp 61854 024-61854 029 

“9204080152 Forwards for editorial review, draft FR notice for revised 10CFR20 Editorial 
review should focus on fisted areas & comments should be submitted by 090906 
COOL,DA Regulatory Publications Branch 56FR23360 09/08/16 OKLESSON.ER, 
Program Management. Policy Development & Analysis Staff (Post 870413) 41pp 

61854 030 61054 073 

—9204080161 Forwards marked up draft final rule presenting comments on Commission 
regulations that establish stds for proteclion against radiation W/o end 
MEYER.DL Regulatory Publications Branch g6FR23360 09/09/ 11 COOL.DA Radi- 
ation Protection A Health Effects Branch Ip 61054 074 61064 074 

-9204080176 Summarizes visit to Weslinghouso commercial nuclear fuel plant in 
Columbia, SC on 890919-20 to collecl Info needed to prepare reg guide on air sam 
pling to meet requirements ol new 10CFR20 

MCuUIRE.S A Radiation Protection A Health Effects Branch 56FR23360 89/09/28 
COOL.DA Radiation Protection A Health Effects Branch, I49pp 61854 076- 
61854 228 

-9204080185 Forwards for mto.encl to recent Commission policy paper on 10CFR20 re 
NRC staff analysis of U fuel fabrication proposals for control of fnternaf radionuclides 
MORRfSpBM Division of Regulatory Applications (Post 870413) 56FR23360 89/10/ 
06 TIPTON, T Nuclear Manaoemenl A Resources Council (NllMARC) (formerly Nu- 
clear Ufilily Manage 7pp 61854 229-61854 235 

-9204080216 Provides ID Bross comments on proposed rev of 10CFR20 
BECKER.J M Affiliation Not Assigned AA38-2 86/03/24. ALEXANDER.R E. Office of 
Nuclear Regulatory Research, Direclof (Pre 860720) 47pp 61842 340-61843 028 

-9204080226 Expresses appreciation for D Cool participation in teleconference broad 
castGd on 890926 re overview of revs lo 10CFR20 

KAMMERER.C Slate. Local A Indian Tribe Programs (070413-900111) 56FR23360 
89/10/26 BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) Ip 
61654 236 61054 236 

-9204080232 Forwards list of now rog guides for revised 10CFR20 A lead reviewer for 
each guide Review efforts will include probable meetings w/RES A contractor for 
early input A review A comment on drafts 

ESSIQ.T NRC . No Detailed Affiliation Given 56FR23360 89/10/26 BUCHANAN, J 
NRC No Datailed Affiliation Given 24pp 61854 237-61854 260 

“9204080237 Comments on 890515 staff evaluation of NUMARC proposal transmitted 
lo NUMARC by Morns Staff analysis did not address dosimetric model A real people 
data provided as illustration In NUMARC transmittal of 890508 
STANSBURY.PS General Electric Co 56FR23360 89/11/22 PETERSON.H T Divi- 
sion of Regutatory Applications (Post B704 13) I6pp 61 B54 261-61854 276 

“9204080244 Informs of success of pitot video leleinformation transfer program A ex- 
presses sincere appreciation to recipient A RES staff 

KAMMERER.C State, Local A Indian Tnbe Programs (870413-900111) 56FR23360 
89/12/01 BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 
45pp 61854 277 61854 321 
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-92040802BO Responds lo 0911 27 Ur re revised 10CFR20 currently under Commission 
consideration Revised part 20 would permit use of direct mdasurements in leeu of air 
concentration measurements for assessing dose & determintng compliance 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 56FR20360 
89/12/21 VAUGHAN.CM General Electric Co 2pp 61854 343 61854 944 

-9204080256 Responds to 891127 Hr re rovisod 10CFR20 currently under Commission 
consideration Revised part 20 would permit use of direct moasLirements In Ueu of air 
concentration measurements for assessing dose & determining compliance 
BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 56FR23360 
89/12/22 GOODWIN.WL We slinghouse Electric Corp 6pp 61854 345-61854 350 


-9204090207 Forwards ftrs from G Dicus & C Hardin expressing difficulties stales will 
experience in promulgating connpatible regulations within Jan 1 992 effective date of 
part 20 Change in effective date to 940101 recommendod 

KAMMERER.C State Programs (900112-911116) 56FR23360 90/08/10 

MORRIS.BM Division of Regulatory Applications (Post B70413) Ip 61856024- 
61856 024 

-9204090215 Iriforma that more than half of agroomenl programs will not bo able lo 
impJemont new regulations by implernDnlatfon dole of Jan 1992 for revised 10CFR20 
DtCUS.GJ Arkansas, State of 56FR233eo 90/08/07 KAMMERER.C Stale Pro 
grams (0001 12-91 11 16) 2pp 61856025 61856 026 


■9204080268 Ack recQipl of 691221 Ur re revs to 10CFR20 being considered currently 
by Commission Use of direct measurements in lieu of air concentration measurements 
for assessing dose & determining compliance very Important 

VAUGHAN.CM General Efeclric Co 56FR23360 90/01/11 BECKJORD.E S Otfica 
of Nuclear Regulatory Research (Post 660720) 2pp 61854 351 61854 354 


-9204090231 Provides jus ti lie alien (or extending im pi omen tat ton dale for revised 
10CFfl20 from Jan 1992 to Jan 1994 New dale will allow for more uniform imptomen 
tation of new provisions of part 20 throughout US 

TEFFT.de /Ufillatlon Not Assigned 66FR23360 90/06/09 KAMMERER.C State 
Programs (9001 12-911116) 1 2pp 6 1 856 027 6 1 856 037 


-9204060271 Requests review of end draft revised backlit analysis for 10CFR20 by 
900124 

MORRIS, B M Division of Regufatory Applications (Post 670413) 56FR23360 90/01/ 
22 CUNNINGHAM.R NRC • No Detailed Affifialton Given 22pp 61854 355- 
61655 015 


-9 204090237 ’’Final Backfil Analysis for Rev of 10CFR20, 'Stds for Protection Against 
Radiation 


• Division of Regulatory Applications (Post 870413) 56FR23360 90/08/31 25 pp 
61056&39-61856 113 


-9204080314 Commenls on proposed rule tOCFfl19,20.30,31.32,34,40,50.61 & 70 ra 
stds for protection against radiation Requests that comment period bo extonded 90 
days from current 860421 deadline 

EDWARDS, D C Oil, Chemical & Atomic Workers International Union 60FR51092, 86/ 
04/18 Office of the Secretary of the Commission Ip 61843.029 61843 084 

-9204090001 N-916 047 '’Notice of Policy Guidance on United Auto Workers vs John- 
son Controls, Inc ” 

SILBERMAN.RG Equal Employment Opportunity Commission 56FR23360, 90/01/ 
24 13pp 61855 029 61856 041 

-9204090006 Forwards (or concurrence & re view, transmittal memo re revised backfit 
analysis for 10CFR20 rev Rev predicated upon meeting conditions Of 
1QCFR50 109 Rotated documentation end 

MORRIS.B M Division of Regulatory Applications (Post 870413) 56FR23360 90/01/ 
31 PARLER.WC Office of the General Counsel (Posl 860701) 144pp 61855 042- 
61855 203 

-9204090012 Advises of research into various federal regulations & ANSI guidance re 
color coding of radiation symbol, per malls licensee request Federal agencies reguta- 
tlons conflict on foreground color of radiation symbol 

BERNERO.R M Office of Nuclear Material Safety & Safeguards 56FR23360 90/03/ 
12 BECKJORD.E S Office of Nuclear Regulatory Research (Post 860720) 12pp 
61855 204 61855 212 

-9204090023 Discusses ALARA provisions in proposed 10CFR20 Proper sld of care 
owed by licensees embodied in current regulation, based on Inti consensus science & 
which can be applied uniformly to all licensees & on all jobs 
FORBES, J American Nuclear Insurers. 56FR23360 90/04/27 CUNNINGHAM.L J 
NRG - No Deteited Affiliation Given 4pp 61655 213-61855 216 

-9204090031 Forwards relevant portions of new regulation in UK which essentially re- 
quire type testing, acceptance te sting, maint. periodic testing 8 callbr of monitoring In- 
strumentation 

SWINTH,K L Batlelle Memorial Institute, Pacific Northwest Laboratory 66FR23360 
86/04/24 ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre 
860720) 200pp 61643 086 61043 284 

-92040900S5 Advises of staff Intenbon to delete suggested ref lo OSH A rasplrptory 
protection regulations, 

WIQGINTON.J M, NRC - No Detailed Affiliation Given 56FR23360 00/00/27, 
COOL,0 NRC - No Detailed Affiliation Given 19pp 61055 261-61855 277 

-9204090066 Advises that end Commission paper proposes several minor revs to 
10CFR20 rule Telephone comments should be made to OA Cool or Peterson by 
000703, 

COOL, DA Radiation Protection & Health Effects Branch. 56FR23360 00/06/27, 
MORRIS.BM Division of Regulatory Applications (Post 870413) 14pp 61055,278- 
61655-291 

-9204090076 Expresses concerns over Implementation date of 920101 (of revised 
10CFR20 & anilclpated publicalion dale.Concerned w/ offset compressed schedule 
will have on successful Implementation of revised rule by nuclear power Industiy. 
LEE,B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 56FR23360. 90/07/27 CARH.K.M Commissioners (Posl 760119). 2pp 
61855-292 01855 293, 

-9204090068 Forwards draft SRM on 10CFR20EDO ofo Indicated that SRM be by 
900702 In case of any major problems 

HELTEMES,J NRC - No Detailed Affiliation Given 56FR23360 90/00/26. 
MORRIS.B NRC - No Dotailed Affiliation Given Ip 61055 294-61856 204, 

-9204090096 Forwards staff requirements memo on SECY'B0-316 & SECY*fl9*267 to 
be Issued on 900703, 

CHILK.S J. Office of the Secrofary of the Commission. 56FR23360 00/06/28 CARR 
Commissioners (Post 760119). 4pp» 61655 20S 61055 298 

-9204090110 Requests that schedule for review of staff requiroments rpamo be ex- 
tended In order lo permit submittal of staff rev next wk 

THOMPSON.H.L Office of Nuclear Material Safely & Safeguards S6FR28360 00/06/ 
29. CHILK.S J Office of the Secretary of the Commiaslor 67pp. 61855 290- 
61056 007 


-9204090294 Speech entitled "BEIR V Estimalos of Excess Cancer Mortality” present- 
ed al 900204 Workshop on Stalislics of Human Exposure 

ELLETT.WH Nafional Research Council 56FR23360 90/02/04 20pp 61856114- 
61&56133 

-9204090328 ’’Health Effects of Exposure to Low Levels of Ionizing Radiation BEIR V ” 
ELLETT.WH National Research Council 56FR233B0 00/12/31 86pp 61856 134 
61 656 221 

-9204090331 Defines backgr-ound radiation to mean radiation arising from natural back- 
ground & other radiation or radioactivity such as global fallout & radon In quantilies 
characlenslio of environ In which regulated activity located 
CUNNINGHAMH E. Division of Induslnat & Medical Nuclear Safely (Post 870729) 
S6FR23360 90/08/10 PETERSON.H T Office of Nuclear Regulatory Research (Posl 
860720) Ip. 61B56 222 61856 227. 

-9204090335 Discusses appllcalion of bacMH rule compliance exception to Commission 
response to guard 

MALSCH.MG Of (sc© of the General Counsel (Posl 860701) AA30-2 86/06/20 PAL- 
LADING Commissi o-ners (Posl 750119) 4pp 61 8 43-34 7-61 843 350 

-9204090337 Transmits written comments on review of draft reg guides implomenting 
revised 10CFR20 0ral commenls provided to H Peterson in Juno Guides should bo 
simplified so that licensees w/llmilod resources can comprehend guidance 
MILLER, V L Assistant Diraclor for Slate Agroomonts Program 66FR23360 90/08/ 
10 MORRIS.B M Division of Regulatory Applicalions (Post 870413). 1p. 01856 220- 
61650 228 


-9204090349 Forwards re-draft of public announcement of final revs lo 10CFR20 con- 
tained fn SECY-88 316 Announcemonl will bo ready to Issue concurrently w/FR publi- 
calion of revs Comments will be appreciated. 

INGRAM. F Public Affairs (870413-011116) 56FR23360 90/08/14 PETERSON. H 
Office of Nuclear Regulatory Research (Post 060720) 49pp 01056 229 61 066-279 


-9204090361 Responds to 861020 request for clarification of Issues re 1OCFR20 rule 

PETeSsON.H T Office of Nuclear Regulatory Research, Director (Pro 860720) AA38- 
2 86/11/03 O’ARRIQO.D Nuclear Information & Resource Service Ip 61843.3S1i- 
61043-351 


-9204090366 Expresses concerns ra final rule 10CFR20, "Slds for Protaclion Against 
Radiation ** Specific roco'rds retention periods must bo included for all spp F require- 
monts 

SHELTON, B.J Information & Records Management Branch (Post 890827) 

66FR23300 90/12/05 HUDSON.S Office of Nuclear Rogulatoiy Research (Posl 
850720). Ip 61056 355 6105 6 3 55. 

-9204090375 Expresses soverol concorns w/final rule 10CFR20, **Stds tor Protection 
Against Radiation’’ & extensive concerns w/ supporting statement Retention period, 
"until license terminated" recommended for retention of manifest records 
SHELTON, B J Information & Records Management Branch (Post 800827) 

66FR23360. 90/08/23. HUDSON.S Office of Nuclear Regulatory Research (Post 
660720), 2pp 61666-356 61856.357 

-9204090396 Discusses videotape on proposed changes to NRC stds for protection 
OOLLER.KR Office of Nuclear Regulatory Research, Director (Pre B60720) AA3B-2 
60/11/14 NUSSBAUMER.D. NRC - No Detailed Affiliation Given 4pp 61843.352- 
61643 355 


-9204100001 Responds to G Dicua 900807 Hr re implementation dale of revs lo 
10CFR20 Commission approved delay in required Impfamentatlon date for revised part 
20 (or NRC licensees from Jan 1002 lo Jan 1993 

KAMMERER.C. Slate Programs (900112*911116). 66FR23360. 90/12/10 HILL.T, Or- 
ganizallon of Agree msnl States 1 p 61 856.358-01056 358 


-9204109004 Informs that proposed rule completely revising 10CFR20, "Stds ter Pro- 
tection Against Radiation,’^ published fn FR on 051220, 

PHILIPS.! Division of Rules & Records (Pre 870413) 56FR29360 86/12/24. 
ALEXANDER.R E Office of Nuclear Regulatory Research, Director (Pre e60720) 2pp 
61843-366 01 644.010 


-9204090115 Forwards comments on draft reg guide 8 NS re criterta & procedures for 
summation of internal & external dose 

WIGQINTON.J E Radiation Protection Branch 66FR23360 90/07/24 

ROECKLEIN,A. Radiation Protection & Health Effects Branch lOpp 61856 008- 
61056 017 


-9204100017 Forwards llrs lo D Tofft & T Hill re Implementation dates of 
10CFR20 Commission approved delay fn required impl omen tall on dale for revised part 
20 for NRC licensees from Jan 1902 lo Jan 1993. 

KAMMERER.C S lata Programs (900112-911116) 58FR23369. 90/12/10 Affiliation 
Not Assigned Ip 31856:359-61656.360. 


-B204090179 Informs that nothing published on new part 20 found ofher Ifian proposed 
rule published for comment In 1985 Summary of NRG proposed change fo basic radi- 
ation protection regulation end. 

WILLIS.CA NRC - No Delaifed Affiliation Given 66FR23360 60/07/27 VARLEY,J. 
Nuclear Engineering International. 4pp 61856 016-61856 023, 


-9204100027 Responds lo 900800 Hr re implementation dale of revs to 
10CFR20.CommIfl8lon approved delay in required Implementation data for revised part 
20 for NRC licensees from Jan 1092 to Jan 1903. 

KAMMERER.C. State PrMrams (900112*911116) 66Fft23360 90/12/19, TEFFT.D. 
Conference of Radiation Control Program Directors, Inc 13pp 61858.380-61857-026 
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-9204100049 “Envifon As-sossmenl for Rev of 10CFR20. "Stds for Proleclion Against 
Radiation 

» NRC - No Detaifed Atfiliation Given 56Fa23360 90/12/21 543pp 61B57 027- 
61859 032 

-9204100073 Responds to 901220 (tr to Carr re implemenlalion dales for revised part 
20 & avajIabiliLy of associated reg guides Commission has /econsidored implamenta- 
lion date for revised part 20 to Jan 1993 for NRC licensees 

BECKJORD.ES Office of Nuclear Regulatory Research (Post 060720) 56FR23360 
91/01/14 TOD D.J S Amerfcen Medical Association Ip 61859 044 61859 045 

-9204100103 Olfars no comment on comparison of former part 26 to revised part 
20 Document will be useful & would be distributed to states as soon as possible 
MILLER, VL Assistant Director for Slate Agreements Program 56FR23360 91/03/ 

05 COOL, DA Racfialion Protection & Health Effects Branch Ip 61659 046- 
61659 046 

-9204 IQ 0110 Commenis on comparison of former part 20 to revised part 20 
BEACHAB Region 4 (Post B20201) 56FH23360 91/03/05 COOL.OA Radiation 
Proleclion 8 Health Effects Branch 2pp 61859 047 61659 046 

-9204100116 Summary of 910305 meoling re part 20 rev Lial of attendees provided 
MEYER.D Office of AdminlslraUon (Post 890205) 56FR23360 91/03/0B COOL.D 
Office of Nuclear Regulatory Research (Post 860720) Ip 61859 049 61859 049 

-9204100123 Responds to note re Stale o1 CA RCP staff finding radiation warning 
signs for sale for purpose of decoration & other than logitimate uses 
MILLER, VL Assistant Direclor for Slate Agreements Program 56FR23360 91/03/ 
13 MORNOR.J Region 5 (Post 820201} Ip 61859 050-61859 050 

-92041Q0128 Forwards marked up final rule amending 10CFR20, presenting comments 
on 9tds for proleclion against radiation Alternative wording in preamble to final rule 
suggested in order to describe different versions of rule accuratoly 
MeVER.DL Regulatory Publications Branch 56Fn23360 91/03/19 COOL.DA Radi- 
ation Proleclion & Health Effects Branch Ip 61859 051 -610 59 051 

-9204160140 Responds to request concerning need to modify 10CFR20' lo reslrlcl 
buildup of radionuclides el sanitary sewage trealment plants 

BECKJORD.ES Office of Nuclear Regulatory Research, Director (Pro 860720) AA30- 
2 87/01/06 GRACB.JN Region 2 (Post 820201) 3pp 61844 011-61844 013 

-9204100167 Requests that last sentence in first full paragraph on page 317 of 
10CFR20 be changed lo read as slated 

LIEBERMAN.J NRG - No Delaifed Affiliation Gaven 56FR23360 91/03/21 

PETERSON, H Office of Nuefear Regulaloiy Research (Post 860720) Ip 61859 052- 
61859 052 

“9204100173 Expresses appreciation for efforts lo develop concise aid to irispectors in 
readily identifying dilferences between former 10CFR20 & revised part 20 NT Poler- 
son comments & suggested rev of comparison end 

MORRIS.B M Division of Regulatory Applicalions (Post 870413) 56Fn23360 91/03/ 
27 NORELIUS.CE Raglon 3 (Post 820201 ) gpp 61B59 053 61059 061 

“92041001 BO Forwards pages 67,78 A 100 of latest version of 10CFR20 that need 
fixingRages 97-103 missing 

SWlFr.J NRC - No Delailod Affiliation Given 56FR23360 01/03/28 PETERSON, H 
Office of Nuclear Regulatory Research (Post 660720) 4pp 61859 062 61859 065 

-92041001 B6 Forwards renumbered 10CFR20 per procedure desenbod in SECY- 9 1-055 

6 approved by negative consent by Commission Changes made to update part 20 
ruts listed W/o encT 

(X)OL,D.A Radiation Protection & Heallh El feels Branch 56FR23360 91/03/29 
MEYER, Dl Regulatory Publications Branch 2pp 61859 066 61859 067 

-9204100139 Requests initiation of rev of 10GFR20, Section 20 303, "Disposal by Re 
lease Into Sanctery Sewage Sys," to better constoer actual & potontlal buildup of long 
half life radioactive mall in sewer sya 

GRACE, JN Region 2 (Posl 820201) 66FR23360 86/11/16 BECKJORD.ES Office 
of Nuclear Regulatory Research, Director (Pre 860720) Ip 61844 014-61844 033 

-9204100192 Forwards Paperwork Reduction Act Stalemonl staling lhat Info collections 
would not become effective until approved by OMB,per rev to 10CFR20* 

SHELTON, B.J. Information A Records ManagomenI Branch (Posl 890027) 
56FR23360 91/04/01 HUDSON, S Office of Nuclear Regulatory Research (Pest 
860720) 2pp 61659 068-61859 069 

“9204100199 Ack receipt of 010401 Itr & comments about revised 10CFR20 
regulatton Responses to Issues raised in Ur end Related documenlalion also end 
COOL, O A Radiation Protection & Health Effects Branch 56FR23360 01/04/12 
WELT.M A Alpha Omega Technology, fnc 300pp. 61859 070-61859 207 

“0204100210 Submils procedures for ensuring lhat complete regulatory history com 
piled for each rulemaking action Completed index for final rule re stds for protection 
against radio lion should be sub mailed by 910921 

lESAH.MT Regulatory Publications Branch 56FR23360. 91/05/24 PETERSON.HT 
Office of Nuclear Regulatory Research (Post B 80720) 2pp. 61859 293 81859 296 

-9204100216 Requests that NRC submit new camera copy each time document sub- 
mitted amending table in order to avoid publication problems in 10CFR List of public 
comments re stds for protection against radiation end 

HICKETT.D.L National Archives & Records Administration 56FR23360, 91/06/24 
lESAft,M NRC - No Detailed Affiliation Given 1p 61659 297-85850 298 

—9204130042 Provides recommendations on neutron quality factor 
FOULKE.JD Office of Nuclear Regulatory Research, Director (Pro 060720) AA30 2 
87/02/26 ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pro 
860720) 9pp 61B44 051-61844 059. 

-9204130061 Forwards expanded annual review of rulemaking package for major rev of 
10CFR20 for review A comment 

ALEXANDER, RE Office of Nuclear Regulatory Research. Director (Pro 860720) 
AA3a 2 87/03/31 NRC - No Delailod Affiliation Given 1p 61 644 080 61844 060, 

-9204130077 Gran la petilloner request for Commission to remove requlramenl that ra- 
dioactive aerosols be administered to patients only \n rooms at negative pressure. 
GOLLER.KR Office of Nuclear Regufalory Research, Director (Pro 660720) 67/04/ 
07. NORRY.PG Office of AdminSstfation (Pre 670413) 3pp, 61844 061 61844 063 


“9204130122 Forwards petition for rulemaking PRM-35 6 (or review A determination as 
to whether or not petition qualifies for special handling by staff as fast track petition 
for rulemaking 

NORRV.PG Office of Administration (Pre 870413) AA38-2 07/03/17 

BECKJORD.ES Office of Nuclear Regulatory Research (Post 060720) 8pp 
61844 064 61844 002 

“9204130187 Comment on proposed rules 10CFR2,19,20,30,31.32,34,35,39,40, 50,61 A 
70 re sids for protection against radiation Draft backlit analysis Inadequate lo justify 
proposed rev to part 20 for seme reason stated by Commissioner Roberts 
ANDREWS.RL Omaha Public Power District 50FR51D92 86/10/29 Docketing A 
Services Branch 2pp 61859 299 61659 300 

“9204130204 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 50,61 A 
70 re Bids for protection against radiation Significant training of NRC staff A inspec- 
tors must be conducted to provide consistency In interpretation of rule 
WOODY.CO Rorida Power A Light Co 50FR51902 00749 86/10/21 CHILK,SJ 
Office of the Secretary of the Commission 3pp 61859 301-61659 303 

“9204130234 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re stds for protection ageinst radiation Urges Commission to withdraw proposed 
changes in radiation protection stds 

JOHNSRUD.JH Environmental Coalition on Nuclear Power 50FR51992 00750 86/ 
10/28 Office of the Secretary of the Commission 4pp 61859 304 61859 307 

“9204130252 Comment on proposed rules 10CFR2, 19, 20,30,31, 32, 34, 35, 39. 40, 50,61 A 
70 re sids for protection against radiation Proposed rules will provide subsidy to nucle- 
ar industry at expanse of public heallb.environ A economic concerns 
HIGHTOWER.J Texas, Slate Of 50FR51 992 00747 80/10/25 ZECH.LW Commis- 
sioners (Post 7501 19) 2pp 61859 308-61859 309 

-9204130295 Discusses need for revised environ assessment for 10CFR20 
PETERSON, H T Office of Nuclear Regulatory Research, Director (Pre 860720) AA3Q- 
2 B7/05/0B ALEXANDER, R,E Office of Nuclear Regulatory Research, Director (Pre 
860720) 34pp 61044 093 61644 129 

-9204130301 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32,34, 35, 39, 40, 50,61 A 
70 re stds lor protection against radiation Backfit analysis for proposed rules does not 
adequately assesss potential impact on exposure lo radiation workers, 

TIERNAN.JA Baltimore Gas A Electric Co 60FR5t992 00751 86/10/31 Docketing 
A Services Branch 4pp 61869 310-61859 313 

“9204130310 Comment on proposed rules 10CFR2, 19.20,30, 31, 32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Proposal increases risk of exposure to Ioniz- 
ing radiation of nuclear workers A NRC ought lo withdraw proposal 
SAMUALS.SW AFLCIO 60FR61992 00752 06/10/30 Office of the Secretary of 
tfie Commission 7pp 61869 314 01059 320 

-920413031S Comment on proposed rules 10GFR2,1 9, 20, 30, 31, 32, 34,35,39,40, 50,61 A 
70 re stds (or protection against radiation Proposed rules will not provide substantial 
increasQ in overall protection of public health A safety 

KOBER.RW Rochester Gas A Electric Corp, 50FR51992 00763 86/10/28 Dockol- 
Ing A Services Branch 7pp 61859 321-61859 327 

“9204130317 Requests legal advice re listed 10CFR20 issues, including da minimis 
cutoff on collective dose calculations 

ALEXANDER, RE Office of Nuclear Regulatory Research, Director (Pro 860720) 
AA3B 2 87/06/11 BECKER. J Ofiice of the General Counsel (Post 860701) 2pp 
61844 130 61844 153 

“9204130327 Comment on proposed rules 10CFn2, 19, 20,30, 31, 32, 34, 35, 39,40, 50,61 A 
70 re aids for protection against radiation Proposal changes melhod of computing ra- 
diation dose exposures but does not Improve radiation protection stds for exposure 
ORTLIEB,OW mternationa) Chemical Workers Union 50FR51992 00754. B6/10/31 
Oockolmg A Services Branch Spp 61859 328 61859 332 

“9204139334 Comment on proposed rules 10CFR2, 19,20,30, 31. 32,34,35,39, 40, 50,61 A 
70 re stds for protection against radiation Urges Commission to withdraw proposal A 
replace proposal w/one which lowers dose limits to workers A general public 
WRIGHT.MJ United Sleelworkofs of America 60FR61992 0D755 86/10/30 Docket- 
ing A Services Branch. 44pp 61B59 333 61800 018 

-9204130341 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Util strongly supports need for use of de 
minimis levels of radiation or radioactive mails 

COUNSIL.WG Texas Utilities Electric Co (TU Eleclnc) TXX-4900 86/10/29 Docket- 
ing A Services Branch Spp 61660 019 61860 023 

-9204130352 Comment on proposed rules 10CFR2.1 9,20.30,31 ,32,34.35,39,40, 60,61 A 
70 re stds for protection against radiation Proposed amends not needed A will not 
perceptibly serve public heaUh A safety 

ASMUSSEN.K E General Atomics (formerly GA Technologies, Inc /General Atomte 
Co) 50FR61992 00757 86/10/30, Docketing A Services Branch 3pp 61860,024- 
61860 026 

-9204149336 Provides recommendations for control of NRC rulemaking re annuaf 
review of ongoing RES sponsored rulemaking 10CFR20 

BECKJORD.ES Office of Nuclear Regulatory Research, Director (Pre 860720), 
66FB23360 87/07/07 STELLO.V Ofc of the Executive Director for Operations. Spp. 
61844 154 61844 157, 

“9204140346 Concurs that rulemaktng for 10CFR20 should be continued A compleled. 
THOMPSON.HL Office of Nuclear Material Safety A Safeguards AA38.2 87/07/01. 
BECKJORD.ES Office of Nuclear Regulatory Research (Post 860720) Ip 
61644 158 61844 156 

“9204150001 Forwards draft handout sheets for 870729 meeting w/Stello 
ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pre 660720) 87/ 
07/23 0ECKER.J Office of the General Counsel (Post 860701), 6pp, 61844‘220- 
61844 224 

“9204159003 Comment on proposed rules 10CFR 2, 19, 20, 30,3 1,32 ,3 4. 35, 3 9,40, 60,61 A 
70 re stds for protection against radiation Demands public hearing on proposed rules 
A that EIS be done on proposed rules 

PIERCE.J Citizens Action for Safe Environment 50FR51992 00758 06/11/03. NRC - 
No Detailed Arfillatlon Given 2pp 61860 027-61860 026 
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*•9204160006 Comment on proposed rules 10CFR2, 19*20, 30.3 1.32.34.35.39.40, 50,61 & 
70 re stds for proteclion against radiation Supports obleclive of proposal 1o update ra 
diation protoctton stds for licensees of NRC 

SANDERSON.RE Environmer>lal Protection Agency 50FR51 992 00769 86/10/31 
CHILK.S J Office of the Secretary of the Commission 9pp 61860 030 6186003B 

-0204150010 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34*35, 39, 40, 50,61 a 
70 re stds for protection against radiation Public demands that environ Impact studies 
a open hearing precedes std change 

ISELIN.C New England Coalition on Nuclear Pollution 50Fn51992 00759 86/10/31 
Docketing a Sen/Ices Branch tp 61860 039 61 860 040 

“9204160013 Provides list of alternatives posed by RES re control of rulemaking, Part 
20 

BECKEn.J M Office of tho General Counsel (Post 860701) 56FR23360 87/08/04 
PARLER.WC Office of tho General Counsel (Post 860701) 48pp 61844 225 
61844 273 

-9204160018 Forwards H Hawley a P Hawley 861017 Itr re plans to roviaw current 
NRC regulations governing radiation exposure (or workers 

EVANS, DJ Senate 5QFR51 992 00762 86/10/28 KAMMERER.C Office of Govern- 
mental a Public Affairs (870413^91 1 1 16) 4pp 61860 041 61860 044 

-920415004S Comment on proposed rules 10CFR2.1 9,20, 30,3 1,32,34, 35, 39,40, 50,61 a 
70 re stds for proleclion against radiation Opposes NRC proposal to Increase std for 
acceptable radiation exposure a urges that public hearing be hold a EIS prepared 
STYLES,MM American Nurses' Association, Inc 5QFR51992 00763 86/10/28 
Oockeimg a Services Branch app 61860 045 61860 046 

-9204150056 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35, 39, 40, 50.61 a 
70 re stds for protection against radiation Implementation of proposed regulations 
would have unique Impact on GA as mfg of U a thorium fuels for HTGRs 
ASMUSSEN.K fc General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) 50FR51992 00764 86/10/31 Docketing a Services Branch 4pp 61860 047* 
61860 050 

-9204150056 Responds to 670611 requesi for legal advice on two Issues re rev of Part 
20 

BECKER, JM Office of the Genera! Counsel (Post 860701) AA38 2 87/00/10 
ALEXANDER.RE Division of Regulatory Applications (660720 870413) 19pp 
61844 274*61844 349 

-9204150065 Comment on proposed rules 10CFR2, 19, 20.30.3 1,32, 34,35.39,40, 50,61 a 
70 re stds for protection against radiation Commission urged to reject argument that 
backfit rule should be suspended for rulemaking 

KURTZ.EF ABB ImpeJI Corp (formerly I mpe If Corp) 60FR51992 00766 86/1 t/Of 
CHILK.S J. Office of tho Socretary of the Commission 6pp 61860 051 61860 055, 

-9204160077 Comment on proposed rules 10CFR2.1 9,20 30.31,32,34,35,30,40. 50,61 a 
70 re stds for proteclion against radiation Recommentis that scope of proposed rate 
be limited to fisted areas, 

SIMPQON.EC Florida Power Corp 50FR51992 00760 06/10/31 CHILK.S J Office 
of the Secretary of the Commission 12pp 61860 056 61860 101. 

-9204150122 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 50,61 a 
70 re stds (or proleclion against radiation NRC low level radiation slds.as proposed, do 
not reflect current stale of Knowledge In health physics 

REICHER.DW Natural Resources Defense Council B0FR61992 00771 86/11/05 
Docketing a Services Branch 22pp 61860 102 61860 123 

-9204150143 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32,34,35,39,40, 60,81 a 
70 re stds for protection against radiation Backfit analysis does not justify costs of im* 
plementatlon & proposed protection of public health a safety not increased, 
SORENSEN, G C Washington Public Power Supply System. 50FR51G92 00772, 86/ 
10/31 Docketing a Services Branch 4pp 61800 124 61860.127. 

-9204150149 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39,40, 50,61 a 
70 re stds for protection against radiation Urges NRC to withdraw proposal a altorna- 
tively propose std winch will result in significant reduction in exposures. 

MARTINO, F D Ohio/OSHA Environmental Network 50Fn51902 00774 86/10/31 
Office of the Secretary of the Commission ip 61860 128 61860*128 

-9204150164 Provides brief commentary In response to request for comments on draft 
memo concerning ambiguity of "rem" unit for both dose equivalent a effective dose 
equivalent 

MILLS, W A Oak Ridge Associated Universities 66FR23360 87/09/25 
ALEXANDER, R E Office of Nuclear Regulatory Research, Director (Pro 660720) 
22pp 01844 356 61845 017 

-9204150167 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34, 35,39,40, 60,61 a 
70 re stds for protection against radiation. Strongly urges Commission not to promul* 

K al rule 

,J F Connecticut Yankee Atomic Power Co. 50FR51992 00774 86/10/31 
Docketing & Services Branch 3pp, 61860.128*61860 139 

-9204150177 Comment on proposed rules 10CFR2, 19.20, 30.3 1.32.34,35,39.40, 50,61 a 
70 re stds for protection against radlallon.Urges NRC to withdraw proposal a alterna- 
tively propose std which will result In significant reduction in exposures 
PERRY, MK International Chemical Workers Union 50FRS1902 00776, 86/11/06, 
Office of tho Secretary of the Commission Ip 61860.133 61860*133, 

-9204160205 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34,35.39,40. 50,61 a 
70 re stds for protection against radiation Opposes rule change a NRC attitude to 
public & urges NRC to withdraw proposed radlallon stds 

WEBB.T Affiliation Not Assigned 50FR51992 00777, 66/11/10 Docketing a Serv- 
ices Branch. Ip. 61 860,1 34*61 &60. 134. 

-92041 5020G Comment on proposed rules 10CFR2. 19, 20,30. 3 1,32,34, 35,39, 40, 50,61 a 
70 re stds for protection against radiatlon.Opposes rule change & NRG attitude to 
public a urges NRC to withdraw proposed radiation stds. 

LOSKE.K R Affiliation Not Assigned, 60FR51992 00778 86/10/09. Docketing a Serv* 
Ices Branch. Ip 61860 135 61860*135 

-92041 B0221 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32, 34, 35, 39,40, 60,01 a 
70 re stds for protection against radiation Opposes rute change a NRC attitude to 
public & urges NRC to withdraw proposed radiation stds 

COHEN.J J Affiliation Not Assigned. 50FR51992 00779. 86/11/10 Docketing a Serv- 
ices Branch, Ip 61860 136-61 860;1 36 


-9204150224 Responds to B70917 Hr re proposed revs of NRC radiation proteclion re- 
quirements m 1OCFR20 Recommonds lhat sex & |ob classification be included on 
form 

BOICE.JD Maryland. Slate of S6FR23350 87/09/30 ALEXANDER.RE Office of 
Nuclear Regulatoiy Research, Director (Pre 860720) 2pp 61845 018 61845 019 

-9204150229 Comment on proposed rules 10CFR2, 19.20.30.31, 32,34, 35,39.40, 50,61 & 
70 re stds (or protection against radiation Opposes any incroaso in acceptable levels 
of radiation exposure 

* Affiliation Not Assigned 50FR51992 00780 86/1 Wio Docketing & Services 
Branch ip 61 660 137 61860 13? 

-9204150243 Comment on proposed rules 10CFn2*19.20.30, 31.32,34.35.39.40, 50,61 & 
70 re slds for proleclion against radiation Requests that public hearing bo held & that 
ElS be issued 

FULCHER,JE Affiliation Not Assigned 50FR5t 992 00781 86/11/01 Office of the 
Socrolary of the Commission Ip 61660 138-61860 13B 

-9204150247 Comment on proposed rules 1 0CFR2, 19, 20*30.31 .32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Disallowance for protection factors for sor- 
bent cartndges not appropriate 

MJTTL.R.t Public Service Electric & Gas Co of New Jersey 50FR51992 00782 86/ 
10/31 CHILK.S J Office of the Secretary of the Commission 2pp 61860 139 
61660 140 

-0204160001 Requests comments on rev of radiation protection requirements in 
10CFR20 In areas of occupational dosa recordkeeping & reporting 
ALEXANDER.R E Division ol Regulatory Applications (860720 870413) AA38-2 87/ 
09/17 B01CE,JD Maryland. State of. 2Dpp 61845020 61845051 

-9284160002 Requests two member, one each from roaclor & malls Insp & enforcement 
areas.to attond & participate in regional & agreement states workshop on rev of 
10CFfl20. 

BECKJORD.ES Office of Nuclear Regulatory Research, Director (Pro 860720) AA3B- 
2 87/10/08 RUSSELL.W Region 1 CPosl 620201) 9pp 61845052 61845 060 

-9204160017 Informs that Region I assigned J Glenn & M Shanbaky to attend & partici 
pata in 871116 & 17 workshop 

ALLAN.JM Region 1 (Post 620201) AA30-2 87/10/21 ALEXANDER.RE Office of 
Nuclear Rogulatory Research. Director (Pre 860720) Ip 61045061 61845 081 

-920 41 6004 1 Informs that Region IV will assign two staff members to attond regional & 
agreomenl state workshop.ono each from reactor & malls insp areas. 

Martin, RO Region 4 (Post 020201) 56FR2330O 87/10/22 BECKJORD.ES Oflico 
ol Nuclear Regulatory Research (Post 860720) Ip 61845*062 61045062 

-92O4180Q65 Advises that CM Hosiw & JP Potter will participalo In regional & agree 
mertl states workshop on rev of 10CFR20 

GRACE, 0 N Region 2 (Post 820201) AA38-2 87/10/22 BECKJORD.E S. Office of 
Nuclear Rogulatory Research (Post 660720) Ip 61645 063-61645067. 

-9204160104 Forwards proposed schedule for 10CFR20 ruiomaking. 

STELLO.V Ofc ol the Excculive Director for Operations AA30-2 87/10/08 ZECH 
Commissioners (Post 7501 1 0) 1 Spp 61845.668-61645 082 

-9204160121 Forwards proposed work plan for proioct "Dovolopmonl of Regulatory 
Analysis for Proposed Rev to 10CFH20 '■ 

MERWJN»S.E Battello Memorial Institute, Pacific Northwest Laboratory. AA3fl-2. 67/ 
11/03 PETERSON.HT Division of Regulalory Applications (060720 870413) 6pp 
61645 083 61845 088 

-9204160266 Comment on proposed rules 10CFR 2, 10,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

• Toledo Edison Co. 56FR51992 00783 86/10/31, Docketing & Services Branch 
2pp 61660.141*61860142 

-9204160268 Comment on proposed rulos 10CFR 2, 19.20,30,31,32.34,35,39,40, 50,61 a 
70 re slds for protoeWon against radiation 

MILTENGERGER.R Afflllalion Not Assigned S6FRS1 902 00704 06/11/05 Office of 
tho Secretary o( the Commission. 2pp 61660 143 61860.144 

-9204170036 Forwards comparative text conlalning present Part 20 rule, revised draft 
fmal rule & 860109 proposed rule Pocument will be major point of discussion at meet* 
Ino on871116 & 17. 

MORRIS.BM Division of Regulatory Applications (660720 070413) AA30-2. 87/11/ 
05 QLENN.J Region 1 (Poal 820201} 1^4pp 61&45 080 61845 213 

-9204170070 Forwards revlsod work pfan for project "Development of Regulatory Anal 
yals for Proposed Rev to 10CFR20 

MERWIN.SE Ballello Memodal Inslitulo, PocKlc Northwest Laboratory. AA3 8*2 0075 
07/11/17. PETERSON, H T Division of Regulalory Applications (860720 870413) 6pp 
61045 214*01046 219 

-9204170116 Discusses recent escalated enforcement casa (EA 87-203 Heubloin.Inc) 
concerning questions raised by NRC re whether loss of particular gauge conslltuted 
substantial hazard & would therefore be reportable per 10CFR20 402(a)(1). 
LIEBEnMAN.J Ofc of Inspection & Enforcement, Director (820201 870413). AA38.2 
07/11/23 CUNNINGHAM, R,E. Office of Nuclear Material Safety & Safeguards 2pp 
61045 220 61845 221 

“9204170212 Requests assistance In reviewing end draft rov ol 10CFR20. 

MORRIS, B Division of Regulalory Applications (060720 870413) 56FR23360 87/12/ 
11. BECKER.d Office of the General Counsel (Post 060701) 06pp 61845 222* 
61045.308, 

-9204210046 Comment on proposed rules 1 0CR R 2, 10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

DWORKtN.HJ American Col lego of Nuclear Physicians 60FR51992 00785. 88/10/ 
31, CHILK.S J. Oflico on ho Secretary ol the Commission 4pp 61860.146 61860 154. 

-9204210091 Comment on proposed rules 10CFfl2,1 0,20, 30, 31, 32, 34, 35.39.40, 60,61 & 
70 re stds for proleclion against radiation 

THORPE.JR General Public Utilities Corp - GPU Service Corp 60FRS1992 00787 
86/10/31 CHJLK.S J, Office of the Secretary of the Commission 16pp 61860155 
61860*186 
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^9204210136 Confimenl on proposed /Lies 10CFH2, 19.20,30,31,32,34.35.39,40, 50.61 & 
70 re sids tor protection against radtalion 

POLICH,J Atfilralron Not Assigned 50FR51 992 00709 86/10/22 Docketing & Serv- 
ices flranch Ip 61660187 61860 167 

—9204210144 Confimenl on proposed rules lOCFR 2. 19. 20,30, 3 1.32.34.35, 39.40, 50.61 & 
70 ra sids for protection against raclratron 

OCONNOR.A fnlernallonal Association of Machinists & Aerospace Workers 
5OFR51092 00790 86/10/31 Office of the Secretary of the Commission 6pp 
61860186-61960 192 

-■9204210182 Comment on proposed rules lOCFR 2, 19.20,30.31,32,34,35.39.40. 50,61 & 
70 re stds for protection against radiation 

KILLAR.FM Middle South Service, Inc 50Fn5ie92 00791, 86/11/07 Office of lha 
Secretary of the Commission 4pp 61860 193 61860 242 

-9204210276 Comment on proposed rules 10CFR2, 19, 20,3 0,3 1.32. 34, 35, 39.40, 50,61 & 
70 re stds for proleclton against radialJon 

VILLFORTH.JC Food & Drug Admmtslralion 50FR5 1 992 00797 85/11/13 Office of 
iKe Secretary of the Commission 13pp 61660 243 61860 255 

-'9204210300 Comment on proposed rules 1OCFR2.19,2O,3O.31.32,34,35,30.4O, 50,61 & 
70 re stds for protection against radiation 

DALTROFF.SL Philadelphia Electric Co 50FR51 932 00796 86/11/13 Office of the 

Societarv oi 1h© Commission 3pp 61660 256 61860-260 

-9204210315 Commenl on proposed rules 10CFR2,1 9,20,30.31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

MORAWETZ.JS Inlernalional Molders & Allied Workers Union 50FR51992 00800 
86/11/04 BECKJORD.E Office of hfudear Regulatory Research (Post GB0720) Ip 
61B60 261-61860 251 

-9204210321 Commeni on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

LEVINE.J Internationa! Molders & Allied Workers Union 50FR51992 00BO1 86/11/ 
05 BECKJORD.E Office of Nuclear Regulatory Research (Post 660720) Ip 
51860 262 61860262 

-9204210328 Commeni on proposed rules lOCFF 2, 19, 20.30, 3 1,32, 34, 35, 39,40, 60,61 & 
70 re stds (or protection against radiation 

MANN,E M Affihation Nol Assigned 56FR23360 00802. 86/11/16 Office of fhe Sec- 
retary of the Commission Ip. 61860 263 61850 31 1 

-92042201 18 Forwards draft 10CFR20 rev for Info Comments provided based on review 
of rov 

GRIMSLEY.DH Office of Admlnfstratlon (Pro 670413) AA38 2 88/01/14 

MORRIS.B Division of Regulatory Applccalions (060720 870413) 2pp 61645 316 
61845316 

-9204220166 Forwards comments on proposed 10CFR20 revs 
MARTIN,! T Region 1 (Post 020201) AA38'2 88/01/26 MORRIS.a Division of Rog- 
Llatory Applications (860720 0704 13J lOpp 61845 317-61845 325 

-9204220207 Responds to 871211 request for fewew.commenl A concurrence for draft 
10CFR20 final rule 

HINO.JA Region 3 (Post 820201) 66FR23360 68/01/22 MORRIS.B M Division of 
Regulatory Applicellons (860720-8704 13) 1 1 pp 6 f 845 326 61845 336 

-9204220227 Recommends that draft 10CFB20 be given to Ofc of Enforcement for 
review & consideration of developing enforcement sfralegles 

SCARANO.RA Region 5 (Post B20201) AA3B2 88/01/15 MORRIS.B. Division of 
Regulatory Applications (Post 870413) 4pp 61845 342-61845 345 

-9204220246 Forwards comments from slate of Indiana on dw raview of draft 10CFR28 
rev 

NUSSBAUWER.O A Assistant Director for Slate Agreements Program AA3a-2 88/ 
01/28 MORRIS.B Division of Regulatory Applications <060720 870413) Ip 
61845 346-61845345 

-9204230009 CommEnts on ALARA rcqmremonls for importance In ays of radiation pro- 
tection 

DVORAK, V Indiana. Stale of AA3a-2. 88/01/21 NUSSBAUMER.D A NRC > No Do- 
tailed Affiliallon Given Ip 61845 347-61845 347 

-9204230014 Forwards Steles of Colorado & Wisconsin comments on review of draft 
10CFR20 rev, 

NUSSBAUMER.D A Assistant Director for State Agreomenls Program AA3fl 2 88/ 
01/25 MOR HI S.B. Division Of Regulatory Applications (Post 870413) Ip 61845 348 
61845 348 

—9204230027 Confirms earlier conversation re comments on draft rov of 10CFR20 did 
671209 

HAZLE.AJ Colorado. Slate of AA3a 2 08/01/14 NUSSBAUMER.D A Assislant Di- 
rector for State Agreements Program Ip. 61845 349-5 1845'349. 

-920423C030 Provicf os comments re draft 15CFR20 rov Section 28 1101 records Should 
require that units be reported in both special units & SI units 
BUNGE.M C. Wisconsin, Slate of AA3a 2 88/01/14 NUSSBAUMER.D Commission 
ers (Post 760110) Ip 61845-350 61845 350 

-9204230036 Discusses review of draft of revised 10CFR20 w/ understanding that rule 
will eventually be promulgated. 

LOYSEN.P Fuel Cycle Safety Branch AAGG 2 88/01/15 COOL.D Office of Nuclear 
Material Safety & Safeguards 4pp 61845 351 61645 354 

“9204230046 Comments on rev of 10CFR20 In response to 871211 request 
BANGART.RL Region 4 (Post 020201) AA38-2 88/01/20 MORRIS.B Division of 
Regulatory Applications (Post 870413). 5pp 61845*337-61845 341. 

“9204230092 Forwards comments on proposed rulemaking re nobflcation of incidents 
CUNNINGHAM, R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
AAOB'Z. 88/01/13. MORRIS.B M Division of Regulatory Applications (Post 870413) 
15pp 61845 359-61840 041. 

-9204230124 Commont on proposed rules 10CFR2J 9,20,30,31,32,34,36,39,40, 50.61 
70 re stds for protection against radiation Opposes rufa. 

GREGOR Y,R D Affiliation Not Assigned 86/05/05 Docketing 4 Services Branch Ip 
6ia603l2>6ie603t2 


-9204230130 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1.32,34, 35, 39, 40. 50,61 & 
70 re stds for protection against radiation 

SORENSEN, G C Washington Public Power Supply System AA3B-2 86/05/09 Office 
of the Secretary of the Commission 3pp 61060 334-61860 336 

-'9204230137 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ROSINE.D Affiliation Not Assigned 86/05/05 Docketing S Services Branch Ip 

61860 313 61G60 313 

-9204230148 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35.39, 40. 50,61 & 
70 ra st-ds for protection against radiation 

BASKIN.K P Southern California Edison Co AA38 2 86/05/12 Docketing & Services 
Branch 28pp 61861 030 61861 05/ 

-0204230149 Comment on proposed rules 1DCFR2, 19, 20, 30.31, 32, 34, 35, 39. 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

ALKiNS.C L peace Education Center 86/06/07 Office of the Secretary of the Com 
mission Ip 61860 314 61860 314 

“9204230 15S Comment on proposed rules 10CFR2. 19, 20, 30, 31. 32,34, 35,39, 40, 50.61 & 
70 re stds for protection against radiation 

THOMPSON.FC National Association of Radiation Survivors AA38-2 86/05/08 
Office of the Secretary of the Commission 4pp 61860 337-61860 340 

“9204230162 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection ag^ainst radiation 

CADENA.DG Southwest Research Institute B6/0S/05 Dockoling & Services Branch 
Spp 61860 315-61860 317 

“9204230171 Comment on proposed rules 10CFR2.1 9,20, 30, 31. 32,34, 35, 39,40, 50,61 & 
70 re stds f>er protection against radiation 

* Middle South Services, Inc AA3a-2 86/05/07 Docketing & Services Branch Spp 

61861 OSB-6 1861,062 

“9204230180 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34.35, 39, 40, 50,61 & 
70 re aids for protection against radiation Opposes rule 

ZECLERJ Sassafras Audubon Society AA38-2 86/05/08 Office of the Secretary of 
the Commission Ip 61860 341*61860 341 

-9204230181 Comment on proposed ruJes 10CFR2, 19, 20,30, 31,32,34, 35,30.40, 50.61 A 
70 re stds for protection against radiation 

MASSE, F Massachusetts Inslilute of Technology, Cambridgo, MA AA38-2 86/05/09 
Docketing A Soivicas Branch 6pp 61661 063 61061 066 

-9204230165 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

SULIM A.JK Affiliation Not Assigned AA36-2 86/05/03 Office of the Secretary of 
the Commission 4pp 61860 342 61860 345 

-9204230187 Comment on proposed rules 10CFR2, 19, 20.30.31, 32, 34, 35, 39.40. 50,61 A 
70 re sids for protection against radiation Opposes rule 

* Affiliation Not Assigned AA38 2 86/03/27 NRC - No Detailed Affiliation Given 
6pp 61661 069 61861 074 

-9204230190 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

* Affiliation Not Assigned AA3e2, B6/05/07 Docketing A Services Branch Ip 
61860 346 61860 346 

-9204230199 Comment on proposed rules 10CFR2,19.20,30,31,32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation Supports rule 

SCOTT, t M Louisiana State Univ . Baton Rouge. LA AA38-2. 88/05/09, Docketing A 
Services Branch 2pp 61860 347-61860 348 

“9204230214 Comment on proposed rules 10GFR2, 19, 20.30, 31, 32, 34, 35,39,40, 50,61 A 
70 re stds for protection against radiation 

RAO.P S University Hosps of Cleveland. Cleveland, ON 86/05/07 Office of the Sec- 
retary of the Commission 2pp 61860 318 61860 319 

—9204230217 Comment on proposed rules 10CFR2,1 0,20.30,31, 32, 34, 35,39, 40, 59,01 A 
70 re stds for prelection against radiation 

ABRAHAMSON.S Wisconsin. Slate of 06/05/07 Docketing A Services Branch 2pp 
61060320 61860 321 

“9204230219 Comment on proposed rules 10CFR2, 19, 20, 30, 31 .32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

RADCLIFFE.TJ Radcliffe Technical Service 06/05/07 Dockeling A Services Branch 
2pp 61060 322 61860 323 

—9204230222 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39. 40, 50, 6f A 
70 re stds (or protection against radiation 

HOBaS.T.Q Affiiialion Nol Assigned 86/05/08 Docketing A Services Branch 3pp 
61660 324 61660 326 

-9204230230 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34.35.39,40, 60,61 A 
70 ro stds for protection against radiation Opposes rule 

MACNULTY,J J Citizens Energy Council 86/04/28 Office of the Secretary of lha 
Commission ip 61860 327 61860 327 

—9204230234 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35,39, 40, 50,61 & 
70 re stda for protection against radiation Opposes rute, 

SHOOP.M Sierra Club 86/05/06 Office of the Secretary of Iho Commission. Ip 
61060 328 61060 328 

—9204230237 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39,40, 50,61 A 
70 re stds for protecUon against radiation 

SKOLNICK.F, Susquehanna Valley Alliance, Lancaster, PA AA30 2 86/04/28 NRC • 
No Detailed Affiliation Given 2pp 61060 349-61860 350 

"9204230239 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34.35, 39, 40, 50,61 A 
70 re stds for proteclfon against radiation Opposes rule 

BREY.H.L Public Service Co of Colorado AA3B-2 86/06/07 Docketing A Services 
Branch. 11 pp 81861075-61861*085 
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■9204230246 Commenl on proposed roles 10CFR2, 19, 20.30, 31, 32, 34.35.39, 40, 50,61 & 
70 re stds for protection against radiation Supports rule 

NORTH, DL Miriam Hosp , Providence. Rl AA38-2 S6/05/09 Office of the Secrolary 
of the Commission 2pp 61860 351 61060352 


'■9204240008 Discussos regulatory guides anticipated for implom anting 10GFn2O rev 
PETERSON, H Radiation Protection & Health Effects Branch 56FR23360 0B/Dt/2C 
MERWIN.S Batlolle Memorial {nshlute. Pacific Northwest Laboratory 2pp 61846 042- 
61646 043 


-9204230254 Commont on proposed rules 10CFR2, 19, 20, 30,31 .32.34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MADISON, K Orange County Alliance for Survival 86/05/07 Docketing & Services 
Branch Ip 61660 329 61860 329 

-9204230260 Comment on proposed rules 10CFR2. 19, 20.30, 3 1,32, 34,35.39,40, 50,61 & 
70 re stds for protection against radialion 

BLACK. R E Slnai Samaritan Medical Center, Milwaukee, W) Cfornnerly Mt Sinai Modi 
cel Center AA38 2 06/05/00 Oflico of the Secretarv of Iho Commission 2pp 
61060 353 61060 354 


-9204240012 Forwards comments on draft 10CFR20 rev Comments limited to only new 
comments resultant from review of current draft 

STOHR.JP Office of Nuclear Material Safety A. Safeguards AA3a-2 88/01/26 
MORRIS, B Division of Regulaloiy Applications (Post B70413) 3pp 61B46 044- 
61B46 051 

—9204240021 Forwards proposed outline for 10CFR20 regulatory analysis 

MERWIN.S E Battolle Memorial Irstilule, Pacific Northwest Laboratory AA38 2 88/ 
01/20 PETERSON.HT Radiation PfOlecUon & Hoallh Effects Branch Gpp 
61046 053-61646 058 


-9204230271 Comment on proposed rules 10GFR2, 19, 20,30.31 .32,34.35,39.40. 50.61 & 
70 re stds for protection against radiation 

WRENN.M E Affiliation Not Assigned AA38-2 86/05/08 Docketing A Services 
Branch 07pp 61661 086 61061 172 

-9204230277 Comment on proposed rules 10CFR2, 19,20 ,30,3 1,32,34, 35, 39.40, 50.61 A 
70 re stds for protection against radiation Opposes rule 

STRATTON, K Affiliation Not Assigned 06/05/12 NRC - No Dolailad Affiliation Given 
ip 61860 330-61060 330 

-9204230280 Comment on proposed rules 10CFR2, 19,20.30.31. 32,34,35, 39.40, 50,61 A 
70 re stds for proleclion against radiation 

ROHRIG.N Brookhavon National Laboratory AA38-2 86/05/08 Office of the Secre 
lary of the Commission 5pp 61 060 355 61860 359 

-9204230262 Comment on proposed rules 10CFR2. 19, 20, 30.31 ,32.34,35,39,40. 50,61 A 
70 re stds for protection agalnsl radiation Opposes rule 

FISCHER, A M Affiliation Not Assigned B6/05/06 Docketing A Services Branch Ip 
61060 331-61060 331 

-9204230283 Comment on proposed rules lOCFRa, 19,20,30,31 ,32.34,36,39, 40, 50,61 A 
70 ro stds for protection agalnsl radiation Opposes rufe 

FOX.SH Affiliation Not Assigned AA3G 2. 86/05/09 Docketing A Services Branch 
1pp 61861 173-61861 173 

-9204230292 Comment on proposed rulos t0CFR2,1 9,20,30,31 ,32,34,35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes ruio 

JACOBSON, N Affiliation Not Assigned AA30-2 86/05/08 Office of Ihe Socrelaiy of 
the Commission 2pp 61060 360 61860 362 

•*9204230293 Comment on proposed rulos 10CFR2,19, 20,30, 31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

BURNS, LR Affiliation Not Assigned 86/05/12 NRC No Detailed Affiliation Given 
2pp 61860 332-61060 333 

-9204230295 Comment on proposed rules 10CFR2, 19, 20 .30, 3 1.32,34, 35, 30, 40, 50,61 A 
70 re stds for protection agalnsl radiation Opposes rule 

QUIGG.C llllnoiB Safe Enorgy Alliance AA38 2 06/05/09 Offico of the Secretary of 
the Commission 5pp 61861 001-61661 005 

-9204230298 Comment on proposed rulos 10CFR2, 19,20, 30,3 1,32.34,35.39.40, 50,61 A 
70 re stds for protection against radiation 

SALSBURY.WC Affiliation Not Assigned AA30-2 06/05/13 Docketing A Services 
Branch lOpp 61861 174 61861 183 

-9204230306 Comment on proposed rules I0CFR2, 19,20, 30, 31. 32,34, 35,39, 40, 60,61 A 
70 re stds for protoction egninst radiation 

SPRINGER, TJ. Medi Rhymes, Inc AA3Q-2 06/05/08 Dockoting A Servlcos Branch 
2pp 61861 184 61061 105 

-9204230316 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radialion Supports rule 

VETTER, R J Mayo Clinic, Rochester, MN A/\30-2 06/05/07 OfJico of the Secretary 
of Iho Commission 3pp 61861 006 61801 008. 

-9204230322 Comment on proposed rulos t0CFR2, 19, 20, 30, 31 ,32.34,35.30,40, 50,61 A 
70 ro stds for protoction against radialion Opposes rule 

WESCHER.D Affiliation Not Assigned AA38 2 86/06/07 Docketing A Services 
Branch 1pp 61061 1B6 61061 186 

-9204230324 Comment on proposed rulos 10CFR2, 19.20.30,31 ,32,34,35,39, 40, 50,01 A 
70 re stds for proleclion against radiation 

KEISER.H W Pennsylvania Power A Light Co PLA-2640 86/05/08 CHILK,S J Office 
of the Secretary of the Commission 4pp 61861 009-61861 012 

-9204230326 Comment on proposed rulos 10CFR2, 19,20,30,31 .32,34.35,39.40, 50.61 A 
70 re stds for protoction against radiation Opposes ruTe 

PLATOV.M Affiliation Not Assigned AA38 2 86/05/04, Office of the Secretary of Iho 
Commission, 1pp. 61801 187-61861.187 

-9204230320 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re aids for protoction against radiation 

GEIGER, WS Affiliation Not Assigned. AA38.2 80/05/09 Office of the Secretary of 
Ihe Commission 3pp 61QG1 013 61861 015 


—9204240030 Comment on proposed rules 10CFR2, 19. 20, 30, 3 1,3 2, 34, 35, 39, 40, 50.61 A 
70 re elds for protection against radiation 

MILLER.CP AffiJiation Not Assigned AA3a-2 86/05/08 Offico of the SecreUry o1 
the Commission Ip 61862 001 61862 001 

-9204240034 Responds to 871229 request for review of draff 10CFR2O rev did 
B71209 

PENNINGTON.W S Fuel Cycle Safety Branch 66FR23360 88/02/01 COOL.DA 
Office of Nuclear Matena! Safety A Safeguards Gpp 61846 059 61846 061 

-9204240042 Forwards comments from Slates of Alabama A New York Dept of Environ 
Conservation on draft 1OCFR20 rev 

NUSSBAUMER.D A Assistanl Director for State Agreements Program AA3B-2. 88/ 
G2/02. MORRtS.B Division of Regulatory Applications (Post 870413) Ip 61046 062- 
61846 062 


“9204240050 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 50,61 A 
70 re stds for protection agalnsl radiation 

STROM.DJ Pittsburgh, Univ of, Pittsburgh, PA AA38-2 86/06/10 Docketing A 
Services Branch 3pp 61661*209 61861 271 


-9204240053 Comments on draft rev of tOCFR20 
GODWJN.AV Alabama, Stato of 56FR233G0 BB/01/13 NUSSBAUMER.D A Assist- 
ant Difoclor for Stato Agreements Program Ip 61646063 61:846 063 

-9204240055 Commenl on proposed rules 10CFR2, 1 9,20,30,31 ,32,3 4,35,39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

REISER.NT. Affiliation Not Assigaod AA38-2 06/05/08 NRC - No Detailed Affilialion 
Given Ip 6IB62 002 61862 002 

-9204240056 Comment on proposed rules 10CFR2, 10,20.30,31,32,34,35,39,40, 60.61 A 
70 re stds for protection against radiation Opposes rule 

EDDLEMAN,W North Carolina Citizens Research Group AA3B-2 06/05/10 Docket 
ing A Services Branch 16pp 61861 196 61061 21 1 


-9204240059 Comments on proposed draft 10CFR20 rev 
KELLEHER.WJ Now York, Stale of AA30-2 88/01/22 NUSSBAUMER.D. A Assist- 
ant Director for Stato Agreemonls Program 2pp. 61846064-61846 065 


<9204240060 Comment on proposed rules 10CFR2, 19,20.30,31,32,34,35,39,40, 50,61 A 
70 re stds for proleclion against radialion Opposes rule 

DURKtN.M Affiliation Not Assigned AA38-2 86/05/06 NRC - No Oolallcd Aif illation 
Given Ip 61062003 61662 003 


-9204240062 Comment on proposed rulos 10CFn2, 19, 20, 30, 31, 32, 34, 35,30, 40, 50,61 A 
70 re stds for protection against radiation 

MCCLEARY.KJ Affiliation Not Assigned AA30 2 86/05/02, AIEXANOER.R NRC - 
No Detailed Affiliation Given Ip 61862 004-81862 004 


-9204240085 Comment on proposed rulas 10CFR2, 19,20,30,31 ,32,34,35,39.40. 60,61 A 
70 ro stds for protoction against radiation Opposes rule, 

WCCRORY.P.H Louisiana, State of AA3B 2 86/05/06 Docketing A Services Branch 
2pp 61 861-272-61061 273. 


-9204240067 Forwards revised ouliino A throe draft sections of 10CFR20 regulatory 


analysis for review 

MERWIN.S E, Battelfa Memorial (nsUlulo. Pacific Northwest Laboratory 56FR23360 
88/02/19. PETERSON.HT Radiation Protection A Hoallh Effects Branch lOOpp 
61846 076-61046 204 


-9204240068 CJommonl on proposed rulos 10CFn2, 19,20.30,31 ,32,34,36,39,40, 50,61 A 
70 ro stds for protoction against radiation Opposes rule 

LEWIS.M,! Lewis. M AA3B2 66/05/09. Office of the Secretary of the Commission 
lipp 61061 212 61061 222 

-9204240069 Commont on proposed rulos 10CFR2,1 9,20,30,31,32,34,35,39,40. 50,61 A 
70 ro aids for protection against radiation 

DRAKE.GA Affiliation Not Assigned AA38-2. 86/05/08 Office of the Secretary of 
tho Commission Ip 61862 005-61862.005 

—0204240072 Forwards comments froiri Slates of Iowa A California on draft 10CFR20 


-9204230330 Comment on proposed rulos 10CFR2, 19,20.30,31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

MURPHY, W P. Vermont Yankee Nuclear Power Corp. AA38-2, 60/05/09, Docketing A 
Services Branch 2pp 61861 108-01861 189 

-9204230331 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re elds for protection against radiation Opposes rule, 

FAY.CW Wisconsin Eleclrlo Power Co AA3a-2 86/05/08 Office of Ihe Secretary of 
the Commission 7pp 61861 016-61601 022 


NUSSBAUMER.D A Assialant Director for Stale Agroementa Program AASQ 2 86/ 
02/25 MORRIS.B Division of Reg ulalory Applicallons (Post 870413) 1p 61846205- 
6184 6 205 

-9204240076 Comment on proposed rules 10CFH2, 10,20,30,31.32,34,35,39,40, 60.61 A 
70 re stds for prolection against radiation Opposes rule 

BEYEA.J, Nalional Audubon Society AA38-2 86/05/12 Office of Iho Secretary oi Iho 
Commission 2pp 61862 006 61862 007 


-9204230337 Commenl on proposed rulos 10CFR2,1 9.20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Supports rule 

EOELMAN.M R Clevelano Eleotrlo llluminaling Co PY CEI/NRR 0469, 86/05/08 
CHILK.S J. Offico of the Secrolary of the Commission 7pp, 61861 023-61861*029 


-9204240077 Commont on proposed rules 10CFR2,1 9.20,30,3 1,32.34,35.39,40, 50,61 A 
70 re stds for protection agelnet radiation Opposes rule 

D'ARRIQO.D Nuclear Information A Resource Service AA38-2. 66/05/01. NRC • No 
Detailed Affillalton Gwen 6pp, 61061.274 61661 279 


-9204230338 Comment on proposed rules 10CFR2, 19, 20,3 0,31 .32,34,35.39. 40. 50,61 A 
70 ro stds for protoction against radiation 

DRUM.DE Brigham A Women's Hosp , Boston, MA AA36 2 86/05/12 Docketing A 
Services Branch 6pp 61861 100 61861 105 


-9304240076 Comment On proposed rulos 10CFR 2, 19, 20,30 ,31 ,32,34,35,39,40, 50,61 A 
70 ro stds for protoction against radiation Supports rule 

SABO, AT Westlnohouse Electric Corp AA38-Z 80/05/12 Docketing A Services 
Branch 13pp 61661 223-61 8 61 235 
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"92042400B0 Commont on proposod luEcs 1l0CFFI2,l9,2Gi.3O,31,32,34,35,3d,40. 50.61 A 
70 re slds for prolsclion against ractialion 

WISSINK.R G AffjliatEon Nol Assigned AA3e-2 e6j^O5/09 Docketing & Services 
Branch 12pp 61661 280-61061 291 

-9204240004 Informs lhal revised proposed rogulalion re lOCPngO- dtd a71223.apprO' 
pnatd & generally enforcoabte 

FLATER.DA lowa. Stale of 56FR233eO 66/02/15 NUSSBAUMER.D A Assistant 
Director for State Agreements Program Ip 61846 206 61846 206 

■•'9204240005 Comment on proposed rules 10CFR2, 19,20.30,31,32,34.35.39,40, 50,61 & 
70 re stds forjp/ot action against radiation 

BOHLMAN.J F United Tran sportalign Union AA3a2 86/05/09 Oflico of the Sacr© 
lary of ths Commission 2pp 61862 009-61862 009 

-9204240093 Comment on proposed rules 10CFR2. 19, 20.30,31, 32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRIESEN.B S Kansas, Univ ol, Kansas City, KS AA38 2 86/05/ 13 Office of Ihe 
Secretary of Ihe Commission 6pp 61861 292-61861 297 

-9204240096 Comment on proposed rules 10CFR2, 19,20,30,31.32.34.35.39.40. 50,61 & 
70 re slds for prelection against radiation 

KINGSLEY ,OD Mississippi Power & Light Co AA3B-2 66/05/12 Docketing & Serv- 
ices Branch 7pp 61861 236 01861 242 

-9204240110 Comment on proposed rules 10CFR2, 19, 20,30,3 1,3 2 ,34,35, 3 9,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

STUCHINSKI.V L Three Mile Island Alert AAaaa 86/05/08 Docketing & Sorvicoa 
Branch 3pp 61661 29B61861 300 

-9204240112 Comment on proposed rules 10CFfl2, 19, 20,30, 3 1,3 2, 34.35. 3 9, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

CAREY, WE Ohio Stale Univ , Columbus, OH AA38-2 86/05/12 Office of the Secre- 
lary of the ^mmission 2pp 61862 OlO-SlBea 01 1 

-9204240119 Forvrards draft rept, ’‘Regulatory Analysts for Revision of 10CFR20" to 
perform addi analyses or revise okisting analyses based on findings of RES roview 
team 

M ERWIN, S E Batlelle Memorial Institute, Pacdic Northwest Laboratory 56FR23360 
88/03/16 PETERSON, HT Radiation Protection & Health Effects Branch 101pp 
61847 043 61047 193 

-9204240120 Comment on proposed rules 10CFR2, 19,20.30, 3 1,3 2.34, 35, 3 9, 40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

PLANK, W Bedford County Environmental Committoo AA3B-2 86/05/12 NRC - No 
Detailed Affiliation Given 4pp 61861 301-61661 304. 

-9204240123 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39.40, 50.61 A 
70 re slds for protection against radiation 

SLABACK,L. Affiliation Not Assigned AA36-2 66/05/06 Docketing A Services 
Branch lOpp 61861 305 61661 314 

-9204240126 Supports Commission proposed rev of regulations in 10CFR20 which pro 
vides basic requirements for protectior) of exposed indivicfuals 
MCGURK.JS California, Stale of 56FR23360 88/02/16 NUSSBAUMER.D A Assist- 
ant Director for State Agreemenls Program 2pp 61846 207-61846 208 

-9204240126 Comment on proposed rules 10CFR 2. 19,20, 36, 3 1,32.34. 3 5,36, 40, 59,61 & 
70 re stds for protection against radiation 

MORRIS.L Health Physics Society AA3B 2 06/05/09 Oflice of the Secrolary of the 
Commission 5pp 61862 012 61662 016 

-9204240129 Comment on proposed rules 10CFR2,1 0,20, 3 0,3 1,32,34,3 5.36 ,40, 50,61 A 
70 re stds for prole clion against radiation Supports rule 

BROWN.RW Mallory Capacitor Co AA3a 2 86/05/09 Docketing & Services Branch 
9pp 61861 315-61861 323 

-9204240132 Comment on proposed rules lOCFfl 2. 19.20, 3 0,3 1,32, 34, 35,39, 40, 50,61 A 
70 re slds for proteclron against radiation Supports rute 

BASKIN.K P. -Soulhern Cartornia Edison Co AA3d-2 66/05/12 Docketing A Services 
Branch 28pp,61SS1 324 61661 351. 

-920424013S Comment on proposod roles 10CFR 2, 19,20, 3 0,3 1,32.34, 3 5.39, 40. 50,61 A 
70 re stds (or proleclion against radiation 

PITCHFORD.TL Affiliation Not Assigned AA30-2 86/05/05 Docketing A Services 
Branch 6pp 61861 352-61661 356 

-9204240137 Comment OH proposed rules 10CFR 2, 19, 20. 3 9,3 1,32,34, 3 5, 39,40, 50,61 A 
70 re slds for protection against radiation Opposes rule. 

DOUG LAS, M H Affiliation Not Assigned AA38 2 86/05/09 Docketing A Services 
Branch Ipp 61861 243 01881 243 

-9204240139 Comment on proposed rules 10CFR 2. 19.20, 3 0,3 1.32,34. 3 5,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule. 

JOHNSON, 8 J Minnesota Public Inlore st Research Group AA38-2 06/05/12 Office 
of Ihe Secrolary of Ihe Commission 14pp 61062017-61862 031 

-9204240141 Provides comments on draft of 10CFR 20 regulatory analysis 
RICHTER.8. Office of Nuclear Regulatory Research (Post 860720). AA38-2 88/93/ 
04 PETERSON, H Olfice of Nuclear Regulalorv Research (Post 860720) 44pp 
61846 209 61646 253 

-9204240147 Comment on proposed rules 10CFR 2, 19,20, 3 0,3 1,32,34,35,39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

KETCHUM.W AfNIIallon Not Assigned AA38-2 86/05/12 Docketing A Services 
Branch 6pp, 61861 244-61661 249 

-9-2O424O140 Forwards revised final 10CFR20 rule developed by Interoffice working 
gro^ on direction of special interoflica eteering group Review A comments requeslea 
MORRIS.8 Dfvislon of Regulatory Applications (Post 870413) 56FR23360 80/03/30 
LIEBERMAN.J Ofc of Enforcement (Posl 870413) 2pp 61047 208 61847 209, 

• 0204240152 Comment on proposed rules 10CFR2.1 9,20,30,3 1.32,34,35,30,40. 50,61 A 
70 re stds for proteciion against radiation 

COYLE.D Affiliation Not Assigned AA38 2 06/05/11 Docketing A Services Branch 
2pp 61662 032 61862 033 


-9204240157 Comment on proposed rules 10CFR2.1 9, 20,30, 31, 32,34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

BIONDI.G League oJ Women Voters, Palm Springs, CA AA3B-2 86/05/07 Office of 
the Secretary of the Commission 3pp 61862 034-61 B62 036 

-9204240150 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34,35, 39, 40, 50,61 A 
70 re stds for protection against radiation Supports rule 

GEIGER, E L Thermo Electron Corp AA38 2 86/05/29 Docketing A Sen/ices 
Branch 2pp 61862 062-61862 063 

-9204240160 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

SILLINGS.J Democratic Women’s Associallon of the Desert AA30-2 86/05/10 
Oockolmg A Services Branch 1p 61862 037 61662 037 

-9204240164 Comment on proposed rules 10CFR2. 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 A 
70 re slds for protection against radiation Opposes rule 

WALHOUT.J Rockford College. Rockford, IL AA38-2 66/05/12 Docketing A Serv- 
ices Branch Ip 61861 250 61861 260 

—9204240170 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation 

LANDRUM,RE Affiliation Not Assigned AA38-2 66/05/14 PALLADINO Commis- 
sioners (Post 750119) epp 61062 038 61062 043 

—9204240171 Forwards requested tabulations re radionuclides of IGRP 30 sorted by in.- 
creasing ALI or DAC 10CFR20 update 

eCKERMAN.KF Oak Ridge National Laboratory AA30.2 80/05/19 PETERSON, HT 
Office of Nuclear Regulatory Research (Post 860720) 60pp 61846 254-61846 317 

-9204240172 Comment on proposed rules 10CFR2.19.20, 30, 31. 32,34,35, 39, 40. 50,61 A 
70 re slds for protection against radiation Opposes rule 

BVE.M Central Bucks Clean Energy Collective, Doylostown, PA AA3B-2 66/04/26 
Office of the Secretary of the Commission Ip 61861 251-61861 25 1 

-9204240174 Common! on proposed rules 10CFR2.1 9.20,30, 31, 32.34.35, 39, 40, 50,61 A 
70 ro stds for proteciion against radiation 

KOESTER.Q L Kansas Gas A Electric Co AA38 2 86/05/12 Office of Ihe Secretary 
of Ihe Commission 12pp 61862 044-61862 055 

-9204240176 Comment on proposed rules 10CFR2,19.20.30.31. 32, 34, 35,39.40, 50,61 A 
70 ro slds for protection against radiation 

MUSOLINO.SV Affiliation Not Assigned AA38-2 66/06/02 Docketing A Services 
Branch 2pp 61862 064 61862 065 

-9204240176 Comment on proposed rules 10CFR2.1 9,20, 30, 31, 32, 34,35, 39,40, 50,61 A 
70 re stds for prolection against radiation Opposes rule 

PLEASONTON.A K Affiliation Not Assigned AA38-2 86/05/11 Docketing A Services 
Branch Ipp 61861262-61861 252 

-9204240179 Forwards most recent revs to final Part 20 rule for determination of Incor- 
poration by ref for transmittal for Ofc of FR for publication 

PETERSON.HT Division of Reactor Accident Analysis (870413 880716) 56FR23360 
96/03/31 WIGGINGTON.S Office of Administration (Posl 890205) 66pp 61847 210- 
61847 275 

-9204240184 Comment on proposod rules 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

LEESMAN.SE, Affiliation Not Assigned AA38-2 86/05/12 Docketing A Services 
Branch Ipp 61861 253-61861 253 

-9204240188 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

VILLA, R General Etoctfic Co AA30 2 86/05/19 Office of the Secretary of the Com- 
mission 3pp 61862 057-61862.059 

-9204240191 Requests review A response either confirming appropriateness of cross 
references or indicating correction needed re revised draft 10CFR20, *'Std for Protec 
lion Against Radiation ” 

GRIMSLEY.OH. Division of Rules A Records (870413-880514) 56FR233B0 68/04/ 
13 GIRARD.M National Archives A Records Adminislratfon 2pp 61847 276- 
61047 277 

-9204240195 Comment on proposed rules 10CFR2.19,20,30.31.32,34,35,39.40. 50,61 A 
70 re stds for protection against radiation 

CLARE.W Wisconsin. State of. AA38-2 86/05/09 CHILK.S Office of the Secretary 
of the Commission Ip 61861 254 01861 254 

-9204240200 Advises lhal cross reference re final rule revising 10CFR20, 
20 301,20 704 A 20 906 meets requirements of 1CFR21 21(c)(3) A appropriate for in- 
clusion in next text of final rule 

GIRARD, M National Archives A Records Administration 66FR23360 88/04/28. 
GRIMSLEY.DH. Division of Rules A Records (870413 880514). 1p. 61847 278 
61047-278 

-9204240201 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34,35, 39, 40, 50,61 A 
70 re aids for protection against radiation 

Z1MMERMAN.S R Carolina Power A Light Co AA30 2 66/06/06 CHILK.S J Office 
of the Secretary of the Commission 9pp 61862-066 61862 074 

-9204240205 Comment on proposed rules 10CFR2, 19,20,30, 31 ,32,34,35,39,40, 50.61 A 
7D re stds (or protection against radiation Opposes rule 

STEWART.J Affiliation Not Assigned AA38 2 86/05/11 NRC - No Detailed Affili- 
ation Given tp 61861 255 61B61 255 

-9204240208 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40. 50,61 A 
70 re stds for prolection against radiation 

MCKNIGHT.J L Affiliation Not Assigned AA30-2 86/05/13 Office of the Secretary of 
the Commission ip 61862 060 61662 060 

-9204240212 Comments on final revision to 10CFR20 Marked-up apps re regulation 
consistent w/directlon of agency prolection factors for respirators A quantities of li- 
censed mail requiring labeling end 

LIEBERMAN,J Ofc of Enforcement (Post 870413) 66FR23360 88/04/14 

MORRIS,8 Division of Regulatory Applications (Post 870413) 2pp 61847 279- 
61647 280 
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-9204240214 Commenl on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 a 
70 re stds for proleciton againsi radiation Opposes rule 

SLAYMAKER.J P Affiliation Not Assigned AA30 2 86/05/15 NRC ^ No Detailed Af 
filmtion Given Ip 61861 256 61661 256 

-9204240223 Concurs in issuance of NRC 0524 to reflect changes In responsibililies 
that resulted from NRC reorganization Note should be added to remarks section to 
indicate that 10CFR20 undergoing rov 

BURDA,AJ Program Management, Policy Development a Analysis Staff (Post 
670411) 56FR23360 86/04/26 MASON,E Office of inlormation Resources ManaoD 
ment (Post B90205) Ip 61847 201-61847 281 

-9204240224 Comment on proposed rules 10CFR2, 19, 20,30,3 1,32 ,34.35, 39,40, 50,61 a 
70 re slds for protection against radiation Opposes rule 

MOCKER, C L Affiliation Not Assigned AA3D-2 86/05/09 Office of the Secretary of 
the Commission 2pp 61862 089 61862 090 

-9204240225 Comment on proposed rules 10CFR2. 19,20, 30.3 1,32, 34,35.39,40. 50,61 a 
70 re side for protection against radiation Opposes rule 

* Affiliation Not Assigned AA30-2 66/05/11 Dockelmg & Services Branch 2pp 

61861 257 61861 25B 

-9204240231 Comment on proposed rules 10CFR2.19, 20,30.3 1,32.34, 35, 39,40, 50,61 a 
70 re stds for proteclion against radiation Supports rule 

SIEBERT.G W Defense, Dept of AA30-2 66/05/09 Docketing a Services Branch 
6pp 61861 259 61B61 266 

-9204240237 Comment on proposed rules 10CFR2, 10,20. 30,3 1,32,34, 35,39, 40. 50.61 a 
70 re aids for protection against radiation Opposes rule 

FRISCO.OC Coalilion for Nuclear Power Plant Posiponoment AA30 2 86/05/12 
NRC • No Detailed Affiliation Given 2pp 61861 267-61661 268 

-9204240270 Comment on proposed rules 10CFR2.1 9,20,30.3 1,32,34,35,39,40, 50,01 a 
70 re stds for protection against radiation 

0ORCHERT.hr Nebraska, Stale of AA38 2 86/05/15 Office of the Secretary of 
the Commission. 2pp 61862 092-61862 003, 

-9204240278 Commenl on proposed rules 10CFR2, 10,20. 30,3 1,32, 34, 35, 39,40, 50,61 a 
70 re stds for proteclion against radialion Opposes rule 

ARNSBERGER.M M Affiliation Not Assigned AA30-2 86/08/27 Docketing a Serv- 
ices Branch 1p 61862 111-61862 111 

-9204240284 Commenl on proposed rules 10CFR2. 10,20. 30, 3 1,32, 34, 35, 39,40, 50,61 a 
70 re stds for protection against radiation 

WISENBURG.M R Houston Lighting a Power Co AA38 2 06/05/16 Docketing & 
Services Branch 4pp 61862 094-61882.097 

-9204240207 Comment on proposed rules 10CFR2, 19.20,30, 3 1,32, 34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 
Affiliation Not Assigned AA38-2 86/08/30 Docketing a Services Branch Ip. 

61862 112.61862 112 

-9204240290 Comments on draft regulatory analysis for revision of 10CFn20 Suggests 
that changes re discounting errors have no significant bearing relating to analysis 
RICHTER, B Regulation Development Branch 56FR23360 88/04/29 PETERSON, H 
Radiation Protection & Health Effects Branch 4pp 61847 282-61847*285. 

-9204240291 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35,39.40, 60,61 & 
70 re stds for proteclion against radiation Opposes rule 

JENKINS.EJ Affiliation hTot Assigned 92/02/25 NRC - No Detailed Afflll. 

ation Given 3pp 61862 075 61862.077 

-9204240292 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34,35, 30, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHRADER, D Affiliation Not Assigned AA3Q2 86/08/30 Docketing & Services 
Branch 2pp 61862 113 61862 114. 

-9204240294 Comment on proposed rules 10CFR2, 19, 20,30, 31, 32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

HARSHAW.F Affiliation Not Assigned AA36-2 86/05/12 Office of the Secretary of 
the Commission 3pp 61862 098-61862 100 

-9204240296 Comment on proposed rules 10CFR2, 19,20,30,31 ,38,34,35,39,40, 50,61 & 
70 re stds for protection against radialion 

MCNEES.j L Health Physics Society AA3fl-2 06/06/07 Office of the Secretary of 
the Commission 2pp 61862101 01862 102 

-9204240298 Comment on proposed rules 10CFR2,1 9,20.30,3 1,32, 34, 35.39, 40, 60,61 & 
70 re slds for prolection against radiation Supports rule. 

FOWLER, SL WR Grace & Co AA30-2 86/02/14 ALEXANDER Division of Radi- 
ation Programs & Earth Sciences (840420 060720) Qpp 61B62 078 61062 087 

-9204240300 Comment on proposed rules 10CFR2,1 9,20.30,31,32,34,35.39,40. 50,61 & 
70 re slds for protection againsi radiation Opposes rule 

QUIGG.C tflinols Safe Energy Alliance AA39-2 86/05/16 Office of the Secretary of 
the Commission 3pp 61862 103-61862 105 

-9204240301 Fonvards final draft rept re regulatory analysis for revision of 10CrR2O for 
comments Advises that distribution is limited because draft has not received approvals 
through formal clearanco process 

MERWIN.S.E Battelle Memorial Institute, Pacific Northwest Laboratory, 56FR23360 
08/05/17 PETERSON.H.T Radiation Protection A Health Effects Branch 113pp, 
61847 286 6^848 033 

-9204240303 Comment on proposed rules 10CFR2.1 0.20,30.31,32,34.35,39,40. 50,61 & 
70 re stds for protection against radiation. 

SLATEN.N G. Union Electric Co AA36-2 86/05/12 Docketing & Services Branch 
2pp. 61862 106-61862-107 

-9204240308 Comment on proposed rules 10CFR2. 19,20,30,31 .32.34,35,39,40, 60,61 & 
70 re stds for protection against radiation Supports rule 

CHANDLER.S. Affiliation Not Assigned AA38-2 86/05/13 Docketing & Services 
Branch. Ip 61862*008 61862 088 

-9204240311 Comment on proposed rules 10CFR2, 19,20 .30, 31, 32, 34,36,39.40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

HARMON, B. Anti-VivIsection Society of America, Inc AA30-2 86/09/02 Docketing & 
Services Branch 1p 61862 11S 61862 116 


-9204240319 Co mmoni on proposed rules 10CFR2.19, 20,30, 31.32.34.35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCGUIRE.C B Affiliation Not Assigned AA3a 2 06/09/02 Office of the Secretary of 
Ihe Commission ipp 61062116 61862 116 

“9204240323 Comment on proposed rules 10CFR2.1 9, 20, 30, 31 ,32,34.35, 39.40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

0*SULLIVAN,E Affiliation Not Assigned AA3Q-2 86/00/30 Docketing & Services 
Branch Ipp 61862117 61862 117 

-9204240327 Comment on proposed rules 10CFR2. 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re slds for protection against radiation 

CHEN.SY Calspan Corp (subs Arvin Industries/Franklin Research Center) AA3B 2 
66/06/14 Office of the Secretary of the Commission 2pp 61862 100 61862 109 

-9204240331 Comment on proposed rules tOCFRS, 10. 20.30, 31, 32,34.35, 39, 40, 50,61 & 
70 re stds for protection againsi radiation Opposes rule 

MARKOFF.B Affiliation Not Assigned /VA3&2 06/05/14 NRC - No Detailed Affili- 
ation Given Ip 61862110 61862 110 

-9204270027 Comment on proposed rules 10CFR2, 19,20, 30,31 ,32.34,35,39,40, 60,61 & 
70 re stds for protection against radiatiork Opposes rule 

GILBERT.WV Affiliation Not Assigned /W.30'2 86/08/26 Docketing & Services 
Branch Ipp 61862 118 61662 118 

-9204270033 Comment on proposed rules lOCFR 2, 19, 20, 30, 3 1,32, 34 .35, 89, 40, 50,61 & 
70 re stds for protection againsi radiation Opposes rule 

UENS,H Affiliation Not Assigned AA3a2 66/09/01 NRC - No Detailed Affiliation 
Given Ipp 61062 119 61862 119 

-920 4270038 Comment on proposed rules lOCFR 2, 10, 20,30, 31, 32, 34 .35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

VERPLANKE.Y Affiliation Not Assigned AA36-2 86/08/20 Docketing & Services 
Branch Ipp 61862 120 61862*120, 

-9204270041 Commenl on proposed rules 10CFR 2,1 0,20,30,31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

U FORCE, N, Ei Cerrito Democratic Club, Et Cernto, CA AA38-2 66/05/09 Docket- 
ing & Services Branch Ip 61662146 61862 146, 

-9204270044 Comment on proposed rules 10GFR2, 19,20,30,31 .32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MCLEOD,R. Af filiation Not Assigned aA 36-2 86/09/01 Docketing 8 Sen/ices 
Branch. Ipp 61662 121-61862.121. 

-9204270048 Comment on proposed rules 10CFR 2, 19,20, 30,3 1,32,3 4.3 5,3 9.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANDIS.M AHiiiatton Not Assigned AA36 2 06/05/10 NRG - No Dotailed Affiliation 
Given Ip. 61862 147 61062 147 

-9204270053 Commonton proposed rules 10CrR2,1 9,20,30.31,32,34,35,30,40, 50,61 8 
70 re slds (or protection against radiation Opposes rule 

NELKENS.S Aflilialion Not Assigned AA3D-? 86/09/04 NRC - No Delailed Affiliation 
Given 1pp. 618162 122 61062 122. 

-9204270057 Commenl on proposed rules 10CFR2. 19.20,30,31,32,34.35.39,40, 50.61 & 
70 re stds for protection against radiation Supports rule 

BUSH.TG Affiliauon Not Assigned AA3B 2 06/05/13 Docketing & Services Branch 
Ip 61062.148*61062148 

-9204270068 Forwards tabulations showing stochastic & nonstochaslic A LI values from 
ICRP publication 30. 

EGKERMAN.K F Oak Ridge National Laboratory. AA3B-2 00/06/20. PETERSON, H T 
Office of Nuclear Regulatory Research (Post 660720) 41 pp 61849072 61849 111 

-9204270060 Commenl on proposed rules 10CFR2, 19, 20, 30 .3 1,32,3 4,3 5.39, 40, 60,01 & 
70 re stds for protection against radiation Opposes rule 

COLEMAN, A tJ, Affiliation Not Assigned AA36-2 86/09/01 Docketing & Services 
Branch Ipp 61862.123 61862123. 

-9204270063 Comment on proposed rules 10CFR2, 19. 20, 30,31,32,34,35 ,39, 40. 50,61 & 
70 re stds for protection against radiation Supports rule 

6COTT,CM Affiliation Not Asainnetf AA38-2 , 86/05/13 Docketing & Services 
Branch ip 61062*149 61862 149 

-«9204270a6a Comment on proposed rules 10CFR2, 16,20,30,31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation. 

^ Affiliation Mot Assigned /\A3a-2 86/08/29 Docketing & Services Branch Ipp 
61862*124 61062,124 

-9204270069 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34.35.39,40, 50,61 & 
70 ro slda for protection against radiation Supports rule 

KHERA.S 8, Affiliation Not Assigned AA30-2 06/05/13 Office of the Secretary of the 
Commission Ip 61862*153-61862 153 

-9204270073 Commenl on proposed rules 10CFR2.19, 20.30,31 .32.34,35,39.40, 50.61 & 
70 re slds for protection against redlalion Opposes rule 

MOTTOLA.P Affiliation Not Assigned AA30-2 86/08/31 Office of Ihe Secretary of 
the Commission ipp 61862 125 61 862 125. 

-9204270074 Requests response to presentation summary concerning dosimetry of red 
bone marrow vs dosimetry of “whole body’*. Perspoclive summary end 
QUINN*D M. Consolidated Edison Co, of New York, Inc 5eFR23360 07/06/25 
CONGEUF. NRC - No Detailed Affiliation Given. 9pp. 61846040 61049 048 

-9204270077 Informs ihal aulhor loos forward to addressing Commission on proposed 
changes to 10CFR20 on 881 1 10 Copy of prepared statomenl end 
WINSLOW.TP Genera! Electric Co AA3B 2 88/11/07 CHILK.SJ Office of the Sec- 
retary of the Commission 23pp 61049 112 61849*134, 

-9204270079 Comment on proposed rules 10CFR2, 19. 20, 30.31, 3 2, 34, 35, 39, 40, 50.61 & 
70 ra aids for proloclion against radialion Opposes rule. 

HAMILTON, LE Affiliation Not Assigned. AA30 2. 06/08/20 Dcckellng & Services 
Branch Ipp 61662 126 61862:126, 
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-92042700B4 Cominent Ort proposed rules 10CFR2, 19,20. 30.3 1,32,34 ,35.39. 40, 50.61 & 
70 re stds for protection againsl radiation Opposes rule 

REICHAFID.T Affiliation Nol Assigned AA3a2 86/09/02 DocSteUng & Services 
Branch fpp 61662 127-61862 127 

—9204270096 Forwards, for review & concurrencOipacItagQ for malor Part 20 rev Final 
rule incorporates comments by NRO program & regional ofcs & by interosted states 
MOFIRIS.0 M Division of Regulatory Applications (Post 870413) AA38-2 88/06/30 
MUFtLEY.T.E Office of Nuclear Reactor Regulation, Oireclor (Post 870411) 2pp 
61 84B 049 61648050 

-9204270107 Comment orr proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40. 50,61 a 
79 re stds for protection against radiation Opposes rule 

ORRIS, E F Affilial ion Not Assigned AA3a-2 06/09/05 Docltoling & Services Branch 

1pp 61 662.128*61062 126. 

-9204270111 Comment on proposed rules 10CFR 2. 19,20,30,3 1.32. 34,35. 39,40, 50,61 a 
70 f© stds for protection against radiation Opposes rule 

STANSFIELD.E Ecology Center of Southern California AA3B2 06/05/15 Docketing 
& Services Branch Ip 61862 154 61862 154 

-9204270114 Comment on proposed rules 10CFR2. 10.20.30.31.32,34,35.39.40, 50.61 a 
70 re slds for protection against radiation Opposes rule 

PA1S.G Atfiliation Nol Assigned AA38 2. 66/08/30 NRC * No Detailed Affiliation 
Given 3pp 61862129 61862131 

-9204270120 Comment on proposed ru^es 10CFR2, 10.20 .30,31 .32.34 ,35, 39,40, 50,61 a 
70 re stds (or protection againsl radiation Opposes rule 

DOUGMEHTV.JC. Affiliation Not Assigned AA3a-2 66/09/09 Docketing & Services 
Branch 1p 61862 155 61062155 

-9204270128 Identifies two areas re 1OCFR20' that could benefit from further study One 
area involves quantitative analysis of Impact rev that would be conducted after rev 
promulgated 

MERWIN.SE Ballelle Memorial Institute, Pacific Northwest Laboratory AA3a2 80/ 
11/09 PETERSON, HT Radiation Protection & Health Effects Branch 56pp 
61849135-61850 012 

-9204270132 Comment on proposed rules tOCFR2,l 9, 20,30,3 1,32,34, 35.39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

MAYFIELD, ML Affiliation Not Assigned AA30>2 86/09/02. Docketing & Soivlces 
Branch. Ipp 81 862 132 61862.132 

-9204270135 Comment on proposed rules 10CPR2,1 9.2 0,30.31 ,32,34 ,35 ,39,40, 50,61 S 
70 re stds for protection against radiation 

WEBER,NA Affiliation Not Assigned AA36-2. 86/09/05. Docketing & Services 
Branch 1 p 81 062:1 56-61 862 1 66 

-9204270138 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39.40, 50,61 & 
70 re Bids for prelection against radiation Opposes role 

ORIFFIM,R Affiliation Not Assigned /\A38-2. 86/09/03 Docketing & Servicos Branch 
ipp 81862.133 61662.133 

-9204270142 Comment on proposed rules 10CFR2. 19,20,30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BYRUE, EG Affitiation Not Assigned AA36-2 86/00/09. Docketing & Services 
Branch ip 61862 157-61862 157 

-9204270143 Provides Info re use of melnc ays by Federal agencies per 1SCFR19 
statement polfcy.Molric Conversion Act of 195B & amend of HR 1964 HR 1064 amend 
end 

BECKEH.d Office of the General Counsel (Post 860701). 5BFR23360 88/07/10 
ALEXANDER, R Office of Nuclear Ragulalory Research (Post 860720) 6pp 
61648 053 61848 058 

-9204270 145 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34,3 5,39, 40« 50,61 & 
70 re Bids for protection against radiation Opposes rule. 

OALAND.ME Affilia^on Nol Assigned AA3fl-2 66/09/01, Docketing & Services 
Branch 1pp. 61 662'1 34-61 662 134. 

-9204270147 Comment on proposed rules 10CFn2, 19.20, 30,3 1,32,34, 35, 39,40, 50,61 & 
70 re stds for protecllon against radiation 

MORSE, M I. Af filiation Not Assigned. AA3a 2 66/00/06 Oockelinn & Services 
Branch Ip 61862.159-61062:169, 

-9204270149 Comment en proposed rules 10CFR 2, 19, 20,30, 3 1,32.34.35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule. 

SWANSON ,P.A. Affiliation Not Assigned. AA3B.2 66/69/04. NRC - No Detailed Affili 
atlon Given 1pp 61862 135-61862:135 

-9204270150 Comment on proposed rules 10CFR 2, 16,20,30.31 ,32,34,35,39. 40, 60,61 & 
70 re stds for protection against radiation Opposes rute. 

DAUSfTZ.P Affiliation Not Assigned AA38-2. 66/09/05 Docketing & Services 
Branch Ip. 61862-160 61862 160 

-9204270152 Comment on proposed rules 10CFR2, 19,20,30, 31 ,32,34.35,39,40, 50,61 & 
70 re slds for protection agafnsf radiation Opposes rule 

DOUGHERTY.S Affiliation Nol Assigned. AA38-2 66/09/08 Docketing & Services 
Branch Ipp 61862*136 61862136. 

-9204270155 Comment on proposed rules 10CFR2, 19,20 ,30.31. 32,3 4. 35,39,40, 50,61 & 
70 re stds lor proteatlort against radlaf/on Opposes rufe. 

RANSOM, R. Afllllalion Assigned AAsg 2. 66/09/06 Docketing & Services 
Branch ip 61862.161 61 662' 161 

"9204270160 Forwards l^oule for voluminous tables In 10CFR20,App B Samples 
should be forwarded to Ole of FR to ensure proposed change formal may be used in 
Part 20 rev FR notice 

PETERSON, HT Radiation Protection & Health Effects Branch. AA36 2 ee/07/22 
MEYER, D Regulatory Publications Branch. 3pp 61848059 61848 061 

-9204270163 Comment on proposed rules 10CFR2,1 9,20,30.31,32,34,35,30,40. 50,61 & 
70 re stds for protection againsl radiation Opposes rule. 

BACHRACH.D Affiliation Not Assigned. AAaa 2 86/09/08. Dockoting & Services 
Branch 1 pp. 61 862' 1 37-61 682. 1 37. 

-0204270166 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32, 34, 3 6,39,40, 50,61 & 
70 re stds for protection against radiatiomOpposes rule 

KOON.K Affiliation Not Assigned AA38-2 86/09/08 NRC - No Detailed Affillalion 
Given Ip 6 1862.16 2-61 662’1 62. 


—9204270160 Comment on proposed rules 10CFR2. 19, 20, 30,3 1.32, 34. 35.39, 40. 50,61 & 
70 re stds for protection against radialion Opposes rule 

BROWN.NG Affiliation Not Assigned AA36-2 D6/OB/30 Dockotmg & Services 
Branch Ipp 61062 138-61862 130 

—9204270169 Forward comments submitted to Secretary of Commission ra stated pro- 
posed rules 

BARNUM.E C Mojycorp, Inc AA38-2 86/05/05 ALEXANDER. R E Division of Radi- 
ation Programs & Earth Sciences (840429 060720) Ip 61862 273 61862 273 

“9204270170 Comment on proposed rules 10CFR2.19,20, 30,31 .32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

CRAIB.E AffitiaKon Nol Assigned AA38-2 86/09/07 Office of the Secretary of the 
Commission Ip 61662 163-61062 163 

—9204270174 Comment Of^ proposed rules 10CFR2, 19, 20,30, 31, 32, 34, 35, 39. 40. 50,61 & 
70 re stds for protection againsl radiation Opposes rule 

STEORTS.T Affiliation Not Assigned AA38-2 86/09/02 Docketing & Services 
Branch Ipp 61862 139 61062 139 

-9204270177 Discusses recordkeeping costs associated w/rev of 10CFR20 & clarifies 
provisions of proposed rule which should be classified as basic health stds 
MORRIS, BM Division of Regulatory Applications (Post 070413) 56FR23360 08/08/ 
05 JORDAN, E Committee to Review Generic Roquiremonts 4pp 61048 062- 
6164B066 

-9204270181 Comment on proposed rules 10CFR2. 19,20, 30,31, 32.34,35,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

CROSSLEY.NA Affiliation Not Assigned AA30-2 86/09/04 Docketing & Sen/ices 
Branch Ipp 61062 140-61862140. 

“0204270184 Concurs w/enci Part 2 re rules of praclico provided minor commonis dis 
cussed w/H Peterson by E Flack incorporated Ofc of Enforcement has no position on 
Part 20 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 56FR23360 80/08/05 

MORRIS, BM Division of Regulatory Applications (Post 870413). 7pp 61848 066- 
61848 066 

••9204270185 Comment on proposed rules 10CFR2,19,20, 30, 31,32,34, 35, 39, 40, 50,61 & 
70 re stds for protection against radialion Opposes rule 

WILSON,! A, Molycorp, Inc AA3B-2 06/05/01 Docketing & Services Branch 14pp 
61862 274 61862 207 

-9204270166 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rulo 

* Affiliation Not Assigned AA38'2 86/09/08 NRC - No Dotailed Affiliation Given 
Ipp 61862 141-61062 141 

-9204270192 Comment on proposed rules 10CFR2,19, 20, 30,31, 32,34,35, 39,40, 50.61 & 
70 re stds for protoctiori against radiation Opposes rule 

* Affiliation Not Assigned AA38 2 86/09/03, Office of the Secretary of the Gommis 
Sion Ipp 61862142 61862 142 

-9204270193 Discusses new Part 20 & backfil rulo, per SECY 88-315 Backlit rulo violal 
ed & must be suspended or exempted from if now Part 20 to go forward 
PARLER.WC Of lico of the Gonoral Counsel (Post 060701) AA30-2 08/11/22 CUR 
TISS Commissioners (Posl 750119) 3pp 61 850 01 3 61 850 01 9 

-9204270195 Forwards final drall rent, “Regulatory Analysis for rov of 10CFR20" Draff 
reflects commonis by Oattolle & Ofc of General Counsel 

MERWIN.SE Battolio Memorial Institute, Pacific Northwest Laboratory 56FR23360 
68/08/10, PETERSON, HT Radialion Protection & Hoallh Effects Branch 121pp 
61640 067-61848 106 

-9204270200 Comment On proposed rules 10CFR2, 19,20, 30.3 1,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

WILLIAMS.R. Richard Williams Architecture AA3B-2 86/05/05. ALEXANDER, R Divl 
Sion of Radiation Programs & Earth Sciences (G40429 Q60720) Ip 61662 28 B 
61862 260 

—9204270201 Commonl on proposed rulos 10CFR2, 19, 20, 30, 3 1,32,34,35, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rulo 

FOSTER.RC Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services 
Branch ip 61862 164-61862 164 

“9204270202 Forwards draft Commission policy paper & transmittal momo to EDO for 
tOCFR20 rulemaking Concurrence requested by 860908, W/o end 
MORRIS, 8,M. Division of Regulatory Applications (Posl 870413) 56FR23360. 80/08/ 
20 MUBLEY.TE. Office of Nucloar Reactor Regulation, Director (Post 870411) 2pp. 
81848:187 61840 188. 

“9204270204 Commonl on proposed rules 10CFR2,19,20, 30, 31, 32,34,35,39,40, 60,61 & 
70 re stds for protection againsl radiation .Opposes rulo 

SMITH,! Afliliatlon Not Assigned AA30-2 86/00/30 Docketing A Services Branch 
Ipp 61802 143-61862 143. 

“9204270207 Commonl on proposed rules lOCFRO, 19, 20.30.3 1.32.34.35.39, 40, 50.61 & 
70 re stds for protection againsl radialion Opposes rulo 

SKIBBEL.P L Affiliation Nol Assigned AA30-2. 86/09/08. Office of Iho Secretary oi 
tho Commission Ip 01862 165 61862 165 

-9204270208 Provides followup to question at public hearing on 10CFR20 081110 con- 
cerning conformance of Industry proposals for regulating doses lo workers from long 
(ivod radionucffdos lo federal guidance 

RICHARDSON, A NRC • No Detailed Affiliation Given AA3B-2 88/ 11/18 
CUBTISS.J R Commissioners (Posl 7601 1 9) 7pp. 81850 020-61 8S0 026. 

-9204270210 Comment on proposed rules 10CFR 2, 10, 20, 30, 3 1,32, 3 4, 3 5, 3 9, 40, 50,61 & 
70 re stds for proloctfon against radiation Opposes rule 

* Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services Branch Ip 
61862 166 61862.166 

-9204270211 Comment on proposed rules 10CFR2, 19,20, 30,31 .32,34,35,39,40, 60.61 & 
70 re slds for protection against radiation Opposes rule. 

EDDINS,R.A. Affitiallon Nol Assigned AA3a-2 B6/O5/0B ALEXANDER, R E Division 
of Radialion Programs & Earth Sciences (840429-060720) Ip. 61062 289 61062 289 
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-9204270213 Commont on proponod rules 10CFR2, 19, 20, 30,31, 32, 34,35, 39, 40. 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

LOWEN.S Affiliation Not Assigned AA38-2 86709/00 Docketing & Services Branch 
Ipp 61862 144*61862 144 


•9204270280 Comment on proposed rules 1 0CFR2, 19.20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HAZARD, nt. Affiliation Not Assigned AA38*2 86/09/09 Docketing & Services 
Branch Ip 61862 192*61862 192 


-9204270215 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,3 4,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RANDALL, M A Affiliation Not Assigned AA3B*2 B6/09/10 Docketing & Services 
Branch ip 61862 167*61862167 

-9204270217 Responds to ACRS comments re 10CFR20 re stds for protection against 
radiation 

STELLO.V Ofc of the Exoculiva Director for Operations 56FR23360 68/09/02 
FRALEY,R F ACRS - Advisory Committee on Reactor Safeguards 7pp 6 1840 189 
61840 201 

-9204270219 Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34.35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

BARTON,C Affiliation Not Assigned AA38 2 BB/08/23 Docketing & Services 
Branch Ipp 61862 145 61862 145 

-9204270221 Comment on proposed rules 10CFR2.19.20.30.31. 32,34.35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

LUKE.LL AKiliation Not Assigned AA30-2 86/09/10 Docketing & Services Branch 
Ip 61862 168 61862 1GB 

-9204270224 Discusses OGC position as to whether guidance to feclerat agencies 
signed by President sufficienl justification to proamp! backfil requirements to 
10CFR50 109, as staff argued in StCY*88 315 

PARLER.WC Office of the General Counsel (Post B60701) AA30*2 86/11/29 ROB- 
ERTS Commissioners (Post 750119) 2pp 61850 078 61850108 

-9204270227 Comment on proposed rules 10CFR2, 19.20.30.3 1,32,3 4,36, 39,40, 60,61 & 
70 re slds for proleclion against radiation Opposes rule 

SBAR.C Affiliation Not Assigned AA30-2 86/09/10 Docketing A Sorvlcos Branch 
Ip 61862 160-61862169 

-9204270230 Responds to 800823 (1r informing that proposed 10CFR20 revision re use 
of effective dose equivalent applies only to doses from internal 
radionuclides Statement of considerations for proposed rule listed 
ROECKLEIN.A K Radiation Protoclion & Health Effects Branch 56FR23360. QG/00/ 
13 KAUL.OC Science Applications International Corp (formerly Science Applica- 
tions. Inc) 2pp 61848 202*61048-203 


-9204270281 Forwards revised draft sld. “Neulron & Gamma Ray 17 FJuence-lo Dose 
Factors," ANSI/ANS 6 1 1 1988 for review & commenl Requests meeting on 881031 
in Washinglon.DC to discuss draft slds 

KAUL,OC Science Applications International Corp (formerly Science Applicalions, 
Inc) 66Fn23360 88/08/23 ALEXANDER.B NRC No DotaiCad Affilialion Given 
2pp 61048 204 61840 205 

-9204270284 Com monl on proposed rules 10CFR2, 19,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WEGENER, C Afliltalion. Not Assigned AA3Q-2 86/09/10 Office of Iho Secretary of 
the Commission Ip 61862 1 78 618 62 178 

-9204270291 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,30,40, 50,61 & 
70 re stds for protection against /adialion Opposes rule 

WHIPPLE.JA AffdliaUon Not Assigned AA3B-2 06/09/08 Docketing & Services 
Branch Ip 61862 193-61862193 

-0204270204 Comment on proposed rules 10CFH2,1 9,20,30,31.32,34.35,39,40, 50,61 & 
70 ro stds for protoclion against radiation Opposes rule 

REILLY.aW Affiliation Not Assigned AA3a2 86/09/07 Docketing & Services 
Branch Ip 61862 179*61662 179 

-9204270295 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

DIERAUER.C Affiliakon Not Assigned AAaa-2 86/09/08 Dockoling & Services 
Branch Ip 61862 194-61862 194 

-9204270297 Commenl on proposed rules 10CFR 2, 19, 20, 30,3 1,32, 34, 35 .39,40, 50,61 & 
70 re slds for protection agalnsl radiation Opposes rule 

ORADE.J L Affiliation Not Assigned AAsa 2 86/09/04 Office of the Secretary of tho 
Commission 2pp 61662180*61862 181 

-9204270300 Commer^t on proposed rules 10CFR2, 19, 20, 30, 31,32, 34,35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

TRUSSELL.RR Affiliation Not Assigned AA30-2 86/09/10 Dockoling 8. Services 
Branch 2pp 61862182 61862 103 


-9204270232 Comment on proposed rules 10CFn2, 19,20,30,31, 32, 34,36, 39,40, 60,61 & 
70 re slds for protection against radiation Opposes rule, 

DUBOIS.T Affilialion Not Assigned AA38*2 86/09/10 Dockeltng & Services Branch 
Ip 61862 170 61062 170 


•9204270304 Comment onproposoil rules 10CFR2, 10, 20, 30, 31, 32, 34, 35,39, 40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

NELSON, D R Illinois Safe Energy Alliance AA3&'2 86/09/07 Dockoling & Services 
Branch 2pp 61862184 61802 185 


-9204270235 Comment on proposed rules 10CFR2, 19.20,30.31,32,34,36,39,40, 50,61 & 
70 re stds for protection against radiation 

O’BRIEN.A Affiliation Not Assigned AA3Q-2 06/09/07 Docketing & Services Branch 
Ip 61862171-61802 171 

-9204270239 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34,36.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule, 

* Affiliation Not Assigned AA30-2 86/09/10 Office of tho Socrotary of the Commis 
ston Ip 61862 172 61662 172 

-9204270243 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,36.39,40, 50,61 8 
70 re stds for protection against radiation Opposes rule 

RILLY.M E Affiliation Not Assigned AA3D-2 86/09/07 Docketing & Services Branch 
Ip 61862173*61862 173 

-9204270250 Commonl on proposed rules 10CFR2, 19, 20,30,3 1,32,34,36, 39,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

SHITBEE.JR Affilialion Not Assigned AA38 2 86/09/10 Docketing & Services 
Branch Ip 61862 174-61862 174 

-9204270251 Comment on proposed rules 10CFR2, 10,20,30,3 1,32, 34, 36,39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.B F Affiliation Not Assigned AA30-2 86/09/1 1 Docketing & Services Branch 
ip 61862 188 61862188 

-9204270259 Comment on proposed rules 10CFR2,10,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

BRIAN, LO Aftillalion Not Assigned AA38 2 86/09/10 Docketing & Soivices Branch 
Ip 61862 175 61862 175 

-9204270260 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,3 5, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.VA Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services 
Branch Ip 61862 109 61862 189 

-9204270265 Comment on proposed rules 10CFR2,1 9.20,30.31,32.34.3 5,30,40. 50.61 & 
70 re slds for protection against radiation Opposes rulo 

O'BRIEN J.F. Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services 
Branch Ip 61862 190 61862 190 


•9204270307 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34,35, 3 9, 40, 50,61 & 
70 re stds for proleclion against radiation Opposes rule 

DJPUTRO.G Affiliation Not Assigned AA3B 2 86/09/11 Docketing & Services 
Brar^ch Ip 61862106 61062 186 


-9204270331 Commonl on proposed rules 10CFH2, 19, 20, 30,3 1,32,34, 35, 3 9, 40, 56,61 & 
70 ro slds for protection against radlalion Opposes rule 

MILLER, M J, Affilialion Not Assigned AA30-2 06/05/09 ALEXANDER, R Division of 
Radiation Programs & Earth Sciences (840429 860720) Ip 61862 290 61862 290 


-9204270334 Com men I on proposed rules 10CFn2, 19, 20, 30, 3 1,32,34,35, 39, 40, 50,61 & 
70 re stds for protoclion against radiation 

COTE.N Affiliation Not Assigned AA3B-2 66/07/24 Docketing a Services Branch 
Ip 61862 291 61062 291 

-9204270337 Advises that Ofc of General Counsel has no legal objections to staff 
paper re rev of 10CFR20. "Slds for Proleclion Against Radiation" 

BECKER. JM Office of the General Counsel (Post 860701) 5&FR23360 88/69/22 
STELLO.V Ofc of tho Executive Director for Operations 29pp 61 040 215 61040 215 


-9204270338 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35.3 9, 40, 50,61 & 
70 re stds tor protoclion against radiation Opposes rule 

HAZARD, J Affilialion Not Assigned AA38-2 86/09/11 Docketing & Services Branch 
Ip 61862 105 61062 1Q5 

-9204270339 Forwards proposed guidance on reproductive & fetal hazards Guidance 
approved by Commission on Interim basis, after final approval & will be Incorporated 
Into Vol tl of EEOC copllanco manual ^ ^ , 

THORNTON, EM Equal Employment Opportunity Commission BeFH23360 88/11/ 
oa BECK£R.JM Offrco of lha General Counsel (Post 880701) 18pp 61850 116* 
61850 135 


-9204270342 Comment on proposed rules 10GFn2,1 9,20, 30, 31, 32 ,34.35, 39,40, 56,61 & 
70 ro stds for protection against radiation 

YOUNG, A E. Affiliation Not Assignod. AA38.2 06/07/28 Docketing & Services 
Branch Ip 61062 202 61862 292 


-9204270266 Comment on proposed rules 10CFR2. 19,20.30,31.32.34.35,39,40, 50,61 & 
70 ro stds for proleclion against radiation 

ZAFRIS.JL Affiliation Not Assigned AA38-2 86/09/09. Docketing & Services 
Branch Ip 61862 176 61862'176 


•9204270348 Comment on proposed rules 10CFR 2, IB, 20,30,31, 32, 34, 35, 3 9,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

HAMfLTON.RB Alfillation Not Assigned. AA3a.2. 86/09/11, Docketing & Services 
Branch Ip 61862 106 61662' 196. 


-9204270271 Comment on proposed rules tOCFR2, 19,20,30.31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WALSH.HN Affiliation Not Assigned M38-2 86/09/11 Dockoling & Services 
Branch Ip 61862191*61862 191 

-9204270272 Commenl on proposed rules 10CFR2. 19,20,30,31 ,32,34.36,39.40, 50,61 & 
70 re stds for protection against radlalion Opposes rule 

ENDRUSIGK.tL Affiliation Not Assigned AA38 2 86/09/03 Docketing & Seivices 
Branch Ip 61862 177-61862 177 

-9204270275 Forwards comments on equal employment opportunity Commission pro 
posed policy guidance on reproductive & fetal hazards dtd 881007 
BECKER, JM Office of the General Counsel (Post 060701). AA3a*2. 88/12/05 
JOHNSTON, DB Equal Employment Opportunity Commission. 7pp 61650 109* 
61050.116 


-9204270351 Commonl on proposed rules lOCFR 2, 19,20. 30,3 1,32,34 .3 5, 39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rulo 

GREENFIEL.D.M Affilialion Not Assigned. AA38-2 86/07/26 Docketing & Sorvlcos 
Branch Ip 61862 203 61862 293 

-9204270354 Comment on proposed rules 10CFR 2, 19, 20 ,30, 31 ,32,34,35,39,40, 50.61 & 
70 ro slds for protection against radiation Opposes rule 

PETTEY.L Affiliation Nol Assignod. AA3a*2 86/09/06 Docketing & Services Branch 
1p 61862 107*61862197 

-9204270357 Comment on proposed rules 10CFR2,1 9,20,30,31,32,34,35.39,49, 50,61 & 
70 re stds for proleclion against radiation Opposes rule, 

JOYCE.K Affiliation Not Assigned AA38-2. 86/07/28 Office of the Secretary of tho 
Commission Ip 61862 204*61862 294. 
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'-9-20427035^ Forwards FR meeting notice of Tflh meeling of ACNW scheduled for 
881221 fn flelhesda,MD to discuss proposed rev to 10CFR20* "Stds for Protection 
Against nadlaliom" 

FRALEY, n F ACRS . Advisory Ccmmittee on Fleaclor Safeguards 56FR2336D BO/ 
12/07 HOYLE, J C ACRS - Advisory Commilleo on Reactor Safeguards 67pp 
61850 136 61650 202. 

-9204270360 Fonvards first -ctreft of Reg Guido that endorses NUREG/CR 40B4, ‘Ac* 
ceptable Methodology for fntorpretalion of Bioassay Weasuremente" Comments ro- 
duosted 

BROOKS, B Office of Nuclear Regulatory Research (Post 860720) 56FRa3360 88/ 
00/23 COOL,D NRC- No DetaiCed Affiliation Given 16pp 61846 216 61&4B 246 

-92O427036S Comment on proposed rules 10CFn2, 19.20. 30, 3 1,32,34, 35.39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

EDWARDS.C Atliliahon Not Assigned AA3e-2 86/07/23 Docketing & Services 
Branch Ip 61862 295 61862 205 

-9204270399 Comment on proposed rules 10CFR 2. 19,20.30,3 1,32,34, 35.3 9,40. 50,61 & 
70 re slda for prolectlon against radi alien Opposes rule 

LAFFELY,SA Affiliation Not Assigned AA3B-2 86/00/08 Docketing & Services 
Branch Ip 61B62 19B 61862 198 

-9204270373 Comment an proposed rules 10CFR 2, 19,20.30, 3 1,32.34, 35.3 9. 40, 50,61 & 
70 re Bids for protection against radiation Opposes rule 

TRACOKAS.MG Affiliation Not Assigned AA3B-2 B6/07/28 Docketing & Services 
Branch 1p 61862 296 61862 296 

-9204270376 Comment on proposed rules 10CFR2,19,20.30,31,32,34,3S,39’.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PERHING.C Affiliation Not Assigned AA3B-2 66/09/11 Docketing & Services 
Branch Ip 61862 199 61852199 

-9204270377 Comment on proposed rulos 10CFR2, 19.20,30, 3 1,32,34, 35, 39.40, 50,61 A 
70 ra stds forprotacUon against radiation Opposes rule 

GANGI.LE Affilialion Nol Assignod AA38-2 06/09/11 Docketing & Services Branch 
Ip 61862 304-81862 304 

”9204270378 Comment on proposed rulos 10CFR 2.1 9,20,30,3 1,32, 34.35, 3 9,40, 50,61 & 
70 ra stds for profaclion against radiation Opposes rule 

SHELTON. P Affiiratlon Not Assigned AA3B.2 86/07/28. NRC • No Detailed Affi1iatcor» 
Gwen 1p 61862 297 61862 397 

-9204270386 Comment on proposed rules 10CFR 2, 19, 20.30,3 1,32, 34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

CODY.P Affiliation Not Assigned AA3Q2 66/09/ 11 Docketing A Services Branch 
Ip 61862 200 61862 200 

-9204270387 Comment on proposed rules 10CFR2, 19. 20,30.3 1,32,34.35, 39,40. 50,61 A 
70 re stds for protection against radiation 

LEONARD, A J Affiliation Not Assigned AA30-2 86/07/31 NRC - No Detoiled Affili 
ationGwen Ip 61862 298 61862 298 

-9204270389 Comment on proposed rules tOCFR2, 19,20.30,31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

GANGI.DS Affilialion Nol Assigned AA3B-2. 86/09/11 Docketing A Services 
Branch Ip 61862 305-61662 305 

-9204270393 Comment on proposed rulos IOC FR2,1 9,20.30,31,32.34,35.39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

O&NER.J Affiliation Not Assigned AA3B-2 86/09/11 NRC - No Detailed Affiliation 
Given 1p 61062 201 61862 201 

-9204270399 Comment on proposed rules 10CFR2.19,20,30.31.32.34,35,30,40, 50,61 A 
70 re aids for protection against radiation 

COLLIN 5,l Aifilletion Not Assigned AA3B-2 86/ 1(^/1 3 NRC • No Detailed AKihatlon 
Given Ip. 61862 308'61862,306 

-9204270402 Com mofil on proposed rules 10CFR2, 19.20, 30.31 ,32,34,35,30,40. 50,61 A 
70 re stds for protection against radiation Opposes rule, 

CONLY.L Nuclear-Free Berkeley Committoe AA3B-2 66/07/31 Docketing & Services 
Branch Ip 61862 209 61862 299 

-9204270403 Comment on proposed rules 10CFR2. 10,20, 39, 3 1.32.34.35,3 9. 40. 50,61 A 
70 re stds for protection against radiation Opposes rule, 

SANBORN, l,M Affiliation Not Assigned AA3a-2 86/09/07 Docketing A Services 
Branch 2pp, 6 1 8 62 2Q2 61 862 203 

-9204270404 Comment on proposed rules 10CFR 2, 19.20.30.3 1,32.34,35,3 9, 40. 50,61 A 
70 ro stds for protection against radiation 

VERWONT.K Affiliation Not Assigned AA3B-2 66/10/09. NRG - No Detailed Affill- 
ellon Given 4pp 61862-307 61862 310 

-9204270409 Comment on proposed rules 10CFR 2, 19,20.30, 31 .32,34, 35, 39.40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

GREGG, Oft. Affiliation Nol Assigned AA38 2 86/10/14 Offico of tho Secretary of 
the Commission, Ip 61662311-61862311 

-9204270410 Comment on proposed rules 10CFH2, 19,20,30.31 .32,34,35,39,40, 50,61 A 
70 w stds tor prot&ctlon aga/nst rad?atton Opposes rule 

SLECHTA.A Affitialion Not Assigned AA38-2 BB/09/06 Docketing A Services 
Branch Ip 61 B62 204-6 1662 204 

-9204270415 Forwards proposed Commission poficy paper rocommonding approval A 
publication of revised std for radiation protection <10CFR20| 

BECKJORD.ES, Offico of Nuefear Reactor Reauiaiion, Director (Post B7041 1) 
56FR 23360 80/09/27 STELLO.V, Ofc of the Executive Director for Operations 
19pp 61848 247-61849 071 

-9204270419 Comment on proposed rules 10CFR2,1 9.20, 30.31, 32.3 4,35.39,40, 60,61 A 
70 re stds (or protection against radiation Opposes rule 

WARSHAW.OA Affiliation Not Assigned. AA38-2 06/09/06 Docketing A Services 
Branch Ip 61862 205 61882 205 

-9204270421 Comment on proposed ru>ies 10CFR2.1 9,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds (or prolection against radiation, 

BELi,E K AKilialion Not Assigned AA38 2 86/10/15 Docketing A Services Branch. 
2pp 61062 312-61862-313 


-9204270423 Comment on proposed ruies 10CFR2.19, 20, 30,31 ,32.34,35,39.40, 50,6l A 
70 re stds for protection against radiation Opposes ruie 

BBOERSMA.D Affiliation Not Assigned AA3B 2 86/07/24 NRC - No Detailed Affili- 
ation Given Ip 61662 300 61 862 300 

-9204270431 Comment on proposed rules 10CFR2.19,20.30,31, 32.34,35, 39,40, 50.61 A 
70 re stds for proloction against radiation Opposes rule 

DAY.M Affiliation Not Assigned AA3D-2 86/08/01 Office of the Secretary of the 
Commission Ip 61862 301-61862 301 

-9204270434 Comment on proposed rules 10CFR2, 19,20,30,31. 32, 34,35,39. 40, 50,61 A 
70 re stds for protection agalnsl radiation Opposes rule 

* Affiliation Not Assignod AA38-2 86/10/22 Docketing A Services Branch fp 
61862 314 61862 314 

-9204270437 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40. 50.61 A 
70 re stds (or proteclion against radiation Opposes rulo 

DONOVAN, M Affiliation Not Assigned AA3fi-2 86/09/00 Docketing A Services 
Branch Ip 61862 206 61062 206 

-9204270440 Comment on proposed rules 10CFR2,19,20.30.31,32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

RUTTER.VB Affiliation Not Assigned AA3Q-2 06/07/18 NRC - No Detailed Affili 
ation Gwen Ip 61862 302 61862 302 

-9204270441 Comment on proposed rules 10CFR2,1 9,20, 30,31, 32,34.35, 39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

HICKMAN,J H Affiliation Not Assigned AA38-2 06/10/10 Office of the Secretary of 
tho Commission Ip. 61862 315 61062 315 

-9204270444 Commonl on proposed rules 10CFn2, 19, 20,30, 31. 32, 34.35.39, 40, 50,61 & 
70 re aids for prolection against radiation Opposes rule 

OLANDER.RE Affiliation Not Assignod 50FR51992 06/07/30 Docketing A Services 
Branch Ip 61862 303 61062 303 

-0204270452 Comment on proposed rules 10CFR2, 19, 20,30,31 ,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation Opposes rulo 

SHAW, A B Affiliation Not Assigned AA38 2 86/09/11 Docketing A Services Branch 
Ip 61862 207 81662 207 

-9204270454 Comment on proposed rules 10CFn2, 19,20,30,3 1,32.34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation 

DEAR.TM Allillalfon Not Assigned AA3B-2 86/10/20 Offico of the Secretary ef the 
Commission ip 61862 316 61062 316 

-9204270459 Comment on proposed rules 10CFR2.19,20,30,31 .32,34,35,39,40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

BATEHELOER.P Affiliation Not Assigned AA30'2 06/09/11 Docketing A Services 
Branch Ip 61862 208 61862 200 

-9204270462 Comment on proposed rules 10CFR2. 19, 20, 30, 31, 32,34, 35, 30, 40, 50,61 A 
70 re sids for protection against radlafion Opposes rule 

OLDAK.B Affiliation Not Assignod AA38-2 86/10/23 Docketing A Services Branch 
Ip 61862 317 61062 317 

-9204270484 Comment ot\ proposed rules 1QCFR2, 10,20,30,31 .32,34,35,39,40, 50,61 A 
70 re Bids for proleclion against radlafion Opposes rulo 

LEONARD.N B Affilialion Nol Assigned ^38 2 66/10/23 Dockoling A Services 
Branch ip 61862 318 61862 318, 

-9204270474 Comment on proposed rules 1C1CFR2, 19, 20.30, 3 1,32, 34.35,39,40, 50,61 A 
70 re stds for proteclion against radiation Opposes rule 

CARNWALT.M Affiliation Not Assigned AA36-2 86/10/23 Docketing A Sorvlcos 
Branch Ip 61862 319 61862 310 

-9204270478 Comment on proposed rulos 10CFR2.1 9, 20,30,31, 32.34.35, 39,40, 50.01 A 
70 re stds for proteclion against radiation Opposes rulo 

BOUCHER, B Affiliation Not Assignod, AA3B-2 86/10/23 Docketing A Services 
Branch ip. 61862 320 61862 320 

-9204270479 Comment on proposed rules 10CFR2, 19, 20,30, 31 ,32,34,35.39,40, 50,61 A 
70 ro stds (or protection against radiation Opposes rulo 

* Abalono Alliance AA38-2 86/09/11 Office of the Secretary of the Commission 
21 pp 61062 209 61862 229. 

-9204270484 Comment on proposed rules 10CFR2,1 9,20,30,31 .32,34,35,39,40, 50,61 & 
70 re aids for protection against radlalion.Opposes rule 

ESHOM.M J Affiliation Nol Assigned AA38-2. 86/09/09 NRC - No Detailed A( filiation 
Given Ip 61862 230 61862 230 

-9204270485 Comment on proposed rules 10CFR2, 19, 20.30.3 1,32,34, 35, 39, 40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

* Affiliation Not Assigned, AA38-2 86/10/23 Docketing A Services Branch ip. 
61662 321-61862 321 

-9204270406 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39.40. 50,61 A 
70 re stds for protection against radiation Opposes rulo 

GOSSOM.MB Affiliation Not Assigned AA3B-2 86/09/09, Dockoling A Services 
Branch Ip 61862 231-61062 231 

-9204270409 Comment On proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35.39,40, 50,61 A 
70 r© stds for protection agalnsl radiation Opposes rule 

BLUM.M Affiliation Not Assigned AA38 2 86/10/23 Docketing A Services Branch 
ip, 61662.322 61062 322 

-9204270492 Comment On proposed rules 10GFR2. 19.20, 30, 3 1,32, 34, 35, 39.40. 50.61 A 
70 ru stds for protection against radiation Opposes rule. 

GARCIA, LJ Affilialion Not Assignod AA90-2 86/10/16, Docketing A Sewicos 
Branch Ip. 61662 323-61862 323 

-9204 270493 Comment on proposed rules 10CFR2. 19, 20, 30.3 1,32, 34, 35, 39,40, 50,61 A 
70 re stds for protection against radiatiomOpposes rule. 

MOBERGER,MR Affiliation Not Assigned AA30-2. 86/09/12, Docketing A Services 
Branch ip 61862.232-61862 232 
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•*9204270496 Comment on proposed rulos 10CFR2. 19,20.30.31,32.34,35,39,40, 50.61 & 
70 re stds (or proteclion against radiation Opposes rule 

HIRBAUR.K A Affiliation Not Assigned AA30 2 86/09/12 Docketing & Services 
Branch Ip 61062 233 61 Q62 233 


-92042B0074 Commont on proposed rules tOCFR2.1 9,20.30,31.32.34,35,39,40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

NELSON.JM South Dakota, State o1 AA36 2 66/10/28 Docketing & Services 
Branch 2pp 61662 332 61862 333 


•*9204270498 Comment on proposed rules 10CFR2, 19, 20,30.3 1.32. 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation 

GOODEN, H Affiliation Not Assigned AA28 2 86/10/21 Office of the Secretary of 
the Commission Ip 61062 324 61862 324 


**9204280070 Commont on proposed rules 10CFR2,1 9.20,30,31,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

CURRAN, O Union, of Concerned Scienlisls AA38-2 86/10/31 Office of lha Secre- 
tary of the Commission 7pp 61 863 066 61 B03 074 


■9204270S01 Commenl on proposed rules 10CFR2.1 9,20,30,3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for proteclion against radiation Opposes rule 

£HMI,R Affiliation Not Assigned AA30-2 86/09/08 Docketing & Services Branch 
1p 61B62 234 61862 234 


>9204280085 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40. 50, 6t & 
70 ro stds for protection agaenst radiation 

SEMINAR lO.M AFL-CIO AAGB 2 86/10/28 Docketing & Services Branch 8pp 
61862 334 61862 341 


-9204270503 Comment on proposed rules lOCFRa, 19,20, 30,3 1,32, 34,35, 39, 40, 50,61 & 
70 re stds for prelection against radiation Opposes rule 

MCINTOSH, CM Affiliation Not Assigned AA38-2 86/09/00 NR C - No Detailed Affili- 
ation Given 2pp 61862 235-61662 236 

-9204270504 Comment on proposed rules 10CFR2, 19,20, 30,31 .32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation 

WHITE, D Maine Labor Group On Health, tnc AA38-2 86/10/21 Dockating & Serv- 
ices Branch Ip 61862 325 61862 325 

-9204270509 Comment on proposed rules 10CFR2,19,20,30,31,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

WILSON.M Affiliation Not Assigned AA38-2 86/09/10 Docketing & Services Branch 
Ip 61862 237 61062 237 

-9204270510 Comment on proposed rules 10CFR2,1 9,20.30.31 .32.34,35,39,40, 50,01 & 
70 re aids for protection against radiation 

HAWLEY, HQ Affiliation Not Assigned, AA38 2 86/10/24 Office of the Secretary of 
the Commission Ip 61662 326 61662 326 

-9204270S12 Comment on proposed rules 10CFR2. 19,20.30,31, 32,34,35,39.40, 60,61 & 
70 re stds (or protection against radiation Opposes rule 

LIBBY.M Affiliation Not Assigned AA36-2 88/09/ 15 Docketing & Services Branch. 
Ip 61862 230-61862 238 

-9204270515 Comment on proposed rules 10CFR2. 19,20,30,31.32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MURPHY, G Affiliation hiol Assigned aA 38 2 86/09/15. Docketing a Services 
Branch Ip 61862 239-61862'239 

-9204270521 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HUNTINGTON,0 Affiliation Not Assigned AA38-2 86/10/24 Docketing a Services 
Branch 1p 61862 327-61862 327 

-9204270522 Comment on proposed rules 10CFR2,1 9, 20,30, 3 1,32.34,35, 39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

THAYEfl.D Affiliation Not Assignad. AA30 2 86/09/08 Docketing a Services Branch 
1p 61862 240 61062.240. 

-9204270523 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34.35, 39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

HAWKINS.TF Affiliation Not Assigned AA3e2 06/10/21 Docketing a Services 
Branch Ip. 61862 328 61862 328 

-9204270527 Comment on proposed rules 10CFR2. 19,20, 30, 3 1,92,34,35,39, 40, 50,01 a 
70 re stds for protection against radiation Opposes rule 

CUNNINGHAM,L. Affiliation Not Assigned AA3d-2 66/09/08 Docketing a Services 
Branch Ip 61862 241-61862 241 

-9204270520 Comment on proposed rules 10CFn2, 19, 20, 30, 3 1,32, 34,35, 39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule 

SCIANQULA.tL Affiliation Not Assigned AA3a-2 06/10/17. Docketing a Services 
Branch Ip 61862.329 61882.329 

-9204270529 Comment on proposed rules 10CFR2, 19, 20, 30,3 1,32,34,35, 39, 40, 50,61 a 
70 re stds (or protection against radiation Opposes rule 

O'NEILL, DL Affiliation Not Assigned AA38.2. 86/09/11. Docketing a Services 
Branch Ip 61862 243 61662 243 

-9204270532 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34,35,39,40, 50,61 a 
70 re stds for protection against radlatlon.Opposes rule, 

GLOWIK.D Affiliation Not Assigned /kA38-2 86/09/15 Docketing a Services Branch 
Ip 61862‘244-61862.244 

-9204270533 Comment on proposed rules 10CFfl2, 19, 20, 30, 3 1,32, 34,35, 39,40, 50,61 a 
70 re stds for protection against radlatlon.Opposes rule 

BERT.B Affiliation Not Assigned AA3a-2 86/10/17. Docketing a Services Branch. 
Ip 61862 330 61062-330 


-02042800B6 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 a 
70 re stds for protection against radiation 

EDWARDS, DW Yankee Atomic Electric Co AASB 2 86/10/30 Docketing a Services 
Branch 8pp 61 GB3 075 81863 0B2 

-9204280095 Comment on proposed rules 10CFR2, 19.20,30.31,32,34,35,39,40, 50,61 a 
70 re stds (or protection against radiation Opposes rule 

FRANCIS, B Affiliation Not Assigned aA 38-2 86/10/1? Docketing a Services 
Branch Ip 61Q63 025 61063 025 

-9204280096 Comment on proposed rules iaCFR2, 19,20,30,31 ,32,34,35,39.40, 50,61 a 
70 ro stds (or protection against radiation Opposes rule 

SULLIVAN, MR Alfillatlon Not Assigned AA3S-2 66/09/06 Docketing a Services 
Branch Ip 61862 245 61B02 245 

-9204200100 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35.39,40, 50,61 & 
70 re stds (or protection against radiation 

SIPLER.R AffilSalion Not Assigned AA38-2 86/10/31 Docketing a Services Branch 
lapp 61663063 61863 099 

*•9204200106 Comment on proposed rules 10CFR2, 19,20,30.31 ,32,34,35,39,40, 60,61 & 
70 re aids tor protection against rediatlon.Opposoa rule 

* Affiliation Not Assigned AA3B 2 88/10/23 Docketing a Services Branch Ip 
61663 026 61863 026 


-9204200108 Commenl on proposed rulos 10CFfl2, 19,20,30.31,32,34,35,39.40, 50,61 & 
70 re slds lor protection against radiation 

PALMER. R C. Affiliation Not Assigned 50FR511J92 86/10/30, Docketing a Services 
Branch. 4pp 61662 342-61662 345. 

-9204200109 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

ABUSAMRA.LE AffHlation Not Assigned AA38-2 BB/09/10 Dockoting a Services 
Branch. Ip 61862 246 61062 246 

•*9204200112 Comment on proposed rulos 10CFR2, 19,20,30,31,32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

FERLAZ20,SC Affiliation Not Assigned AA30-2. 86/10/27 Docketing a Services 
Branch Ip 61063 027 61863 027 


-92042B0118 Comment on proposed rules 10CFR2, 19,20, 30, 31, 32, 34, 3 5, 39, 40, 50,61 & 
70 ro slds for protection against radiation 

SCHNELL.DF Union Electric Co. AA3e-2 66/10/28 Docketing a Services Branch 
17pp 61663100 61863116 


■9204280119 Comment on proposed rules 10CFR 2, 19,20,30 ,3 1,32, 3 4,35 ,3 9,40, 50,61 a 
70 ro stds for protection against radiation Opposes rule 

MCLAUGHLIN,C L. Affiliation Not Assigned AA36 2 86/10/23. Docketing a Sendees 
Branch Ip. 61863 028 61863 020 


■9204280128 Comment on proposed rules 10CFR2, 10,20,30,31,32,34,35,39.40, 50,61 & 
70 ro slds (or protection against radiation 

COLEMAN.B D. Affiliation Not Assigned AA30-2 66/10/22 Office of Ihe Secrolaiy of 
the Commission 2pp 61863.020 61063.030 

■9204280130 Comment on proposed rulos 10CFR2, 19,20,30,31,32,34,35.39.40, 50,61 a 
70 re stds (or protection against radiation. 

MOORE, V Affiliation Not Assigned AA3a-2 86/10/20 Docketing & Services Branch 
1p 61663 117-61863-117 


>9204280132 Comment on proposed rules 10CFR2, 19,20,30.31,32,34,35.39,40, 50,61 a 
70 re stds (or protection against radiation Opposes rule 

DRURY.K Affmallon Not Assigned AA38-2 86/09/09 Docketing a Services Branch 
Ip. 61662 247 61862 247 


-9204280038 Comment on proposed rules 10CFR2, 19,20,30,31 ,32.34,35,39,40, 50,61 a 
70 re stds for protection against radiation Opposes rule, 

BERT Affiliation Not Assigned. AA3B-2. 86/10/17 Docketing a Services Branch Ip, 
61863.023 61063 023 


-9204280134 Comment on proposed rules 10CFR 2, 19,2 0,30 ,3 1,32, 3 4, 35 ,39 ,40, 50,61 & 
70 re stds for protection against radiation 

LEEK,K. Affiliation Not Assigned AA3B 2 86/10/30 NRG - No Detailed Aff II lalion 
Given 7pp 61862-346 61062.352 


-9204280039 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32,34,35, 39, 40, 50,61 a 
70 re stds for proteclion against radiation Oppose any Increase In acceptable radi- 
al Ion exposure. 

MCENROE, C. Affiliation Not Assigned. 50FR51992, 66/10/16. Docketing a Services 
Branch Ip 6iee2’331-61862‘331 

-9204280047 Comment on proposed rules 10CFR2,1 9, 20.30, 31, 32.34,35.39,40, 50,61 a 
70 re stds for protection against radlatron Opposes rule 

FRANCIS, DL Affiliation Not Assigned AA38-2 86/10/17 Dockating a Services 
Branch ip 61863,024 6ie63'024 

-9204280063 Comment on proposed rules 10CFR2, 19,20,30, 3 1,32,34, 35,39, 40, 50,61 a 
70 re slds for protection against radiation, 

KEARNEY, JJ Edison Electric Institute AA3a-2. 86/10/31 CHI LK,SJ. Office of the 
Secretary of the Commission 6pp, 61863.059 61863 063 

-92042B0069 Comment on proposed rules 10CFR2,1 9, 20.30, 3 1,32, 34, 35,39,40, 60,81 a 
70 re stds for protection against radfatlon 

EYLER.N. Accord Research a Educational Associates, Inc, AA38-2, 86/10/31, Dock- 
eting a Services Branch 4pp 61 803‘064-ei 863.067. 


-9204200136 Comraent on proposed rules 10CFR2, 10.20,30 ,31 ,32, 34.3 5,39.40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned. AA3a-2 66/10/23 Docketing a Services Branch 2pp 
61863 031-61863 032 

-9204200138 Comment on proposed rules 1OCFR2.t0,2O,3l>,31,32,34,36,39,4O, 60,61 & 
70 re stds for protection against radiation 

HIGHTT.S L Ohio Citizens for Responsible Energy AA36 2 88/10/31 Office of the 
Secretary of the Commission Ip 61863*1 IB-61863‘1 16 

-9204280139 Commenl on proposed rules 10CFR 2, 19, 20 ,30,3 1,32,34, 3 5,30,40, 50,61 A 
70 re stda lor protection against radiation Opposes rule. 

KRAMER, F.E. Affillallon Not Assigned AA3B-2. 86/09/16 Docketing a Services 
Granch 1p 61862 248 61862‘24d 

-9204280140 Comment on proposed rules IOC FR2,1 9, 20,30, 31, 32, 34, 35, 39, 40, 60,61 a 
70 re stds for protection against radiation, 

TAYiOH.RF Affiliation Not Assigned. AA3B-2 86/10/30. Dockolmg a Services 
aranch, 3pp 6106 2 353 61862 3 55. 
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-9204280142 Commenl oa proposed rule-s 10CFR 2,1 0,20.30*31.32.34,35.39,40, 50.61 & 
70 re s Ids for proiection against radiation 

BATTUNG.M Affiliation Not Assigned AA08-2. 8B/10/H OocKoting & Services 
Branch ip 61863 119^61863 119 

-9204280144 Com menl on proposed rules 10CFR2. 19,20,30.31,32,34,35.39.40, 50,61 & 
70 re stds for protection against radration Opposes rule 

JOHNSON, PE Affiliation Nol Assigned AA38-2 86/10/23 NRG - No Detailed Alfili 
alien Given 2pp 61863 033-61863 034 

-9204280145 Comment on proposed rules 10CFR2, 19.20,30,31,32,34.35,39,40, 50.61 & 
70 re aids for proiection against radiation Opposes rule 

• Affiliation Not Assigned 50FR5I992 36/10/28 Office of iho Secretary of the Com- 
mission Ip 61G62 356 61862 356 

-9204280146 Comment on proposed rules 1QCFR2. 19,20,30.31,32,34,35,39.40, 50,61 & 
70 re stds for proiectian against radiation Opposes rule. 

HARTNETT, S Affilial Ion Not Assigned 50FR51992 86/11/06 NRC - No Detailed Af- 
filiatbon Given Ip 61863 120- 6 1863 >120. 

-9204280151 Comment on proposed rules 10CFR2J 9,20,30,31,32,34.35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SCHOEPFLIN,A E Airiiation Nol Assigned AA38-2 86/09/15 Docketing & Services 
Branch 1p 61 B62 249 61662 249, 

-9204280152 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation. 

BURNS, MF Affiliation Not Assigned. AAGB 2 66/10/27. NRC • No Detailed Afliliation 
Given 1p 6186312181863.121 

-■9204280156 Comment on proposed rules 10CFR2.1 0,20, 30.31. 32.3 4,35.30,40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

FENNER, CB Affiliation Not Assigned 50FR5199a &6/10/I5. Docketing & Services 
Branch, Ip 61882 357-61862 357 

-9204280159 Comment on proposed rules 10CFR2,19.2(I.39, 3 1,32,34,35,39,40, 50,61 8 
70 ra stds for protection against radiation 

URGENTO.L L Affiliation Not Assigned AAaB-2 88/10/14, Docketing & Services 
Branch ip 61883122-61863 122 

-9204280161 Comment on proposed rules tOCFR2, 19, 20,3 0,3 1.32,34, 35,39,40, 50,61 B 
70 re stds for protection against radiation Opposes rule. 

KOONTZ.SE Affiliation Not Assigned /VA36-2 86/09/10 Docketing &. Services 
Branch Ip. 61862 250-61662.250 

-9204280162 Comment on proposed rules 10CFR2, 19, 20.30,3 1,32, 34. 35,39, 40. 50,61 & 
70 re stds for protection against radiation Opposes any Increase in acceptabTe rodi- 
ation e)(posure. 

MOON.B P. Aflifialion Not Assigned 50FR51992 86/10/14 Dockeling & Services 
Branch Ip 61862358-61862 35 B, 

-9204280167 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32.34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned AA3a2 86/10/14. Docketing & Services Branch Ip 
61863 123 61883 123 

-9204200169 Comment on proposed rules 10CFR2. 19,20, 30,3 1,32, 34,35, 39.40, 50,01 & 
70 re stds for proteclion eealnst radiation Opposes rule 

MARRO.M H. Aflilialion Not Assigned AA38 2. 66/09/15. Dockeling & Services 
Branch 1p 61862 251-61662.251 

-9204200174 Comment on proposed rules lOCFR 2,1 9.20.30.3 1,32.34,35, 39, 40, 50.61 & 
70 re aids for prolection against radiation 

TOLAN.iH Missouri, Univ. -of. Columbfa, MO AA38-2 86/10/21 Docketing & Seiv- 
tees Branch. 2pp 61863035-61863,038 

-920426 9176 Comment on proposed rules 10CFR 2,19.20,30.31, 32, 34,35, 39.40, 50,61 & 
70 re stds for protection against radiation.Opposes rule 

HAMILTON, 8 Affiliation Not Assigned. /\A3B'2 86/09/15 Docketing & Services 
Branch 1p 61862 253 61662.253 

-9264 280177 Comment on proposed rules lOCFRa, 1 9,20.30,31,32,34,35.39.40, 50,61 8 
70 re stds for prolection against radiation Opposes rule 

MCINTYRE.J. Affiliation Not Assigned, AA38 2 86/10/14 Dockolino & Services 
Branch 1p 61863 124 eiB63>124 

-9204280178 Comment on proposad rules 10CFR2, 19,20,30.31 ,32.34,35,39,40, 60,61 &. 
70 re stds for protection against fadiation.Opposes nilo. 

SARATELLI.P N Affiliation Not Assigned AA38.2 86/10/27. Docketing A Services 
Branch. Ip 61863037 81863.037 

-92O-428O102 Comment on proposed rules 10CFR2,1 9, 20,30 ,31 ,32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation.Opposes rule 

HIMMEIFARB.J, Affiliation Not Assigned AA38-2 86/07/30 Docketing & Services 
Branch. Ip. 61863.163 61863 1 53. 

”9204280185 Comment on proposed rules 10CFR2,l 0,20,30 ,3 1,32, 34,35,39, 40, 50,61 & 
70 re stds for protection against radiation.Opposes rule. 

BROWN, B. Affiliation Not Assigned. AA38 2 86/09/08 NRC - No Delailed AUIliatlon 
Given Ip. 61063,125 61863 125 

”9204280186 Comment on proposed rules 10CFR2,19,20.3Q,31. 32,34.35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule, 

BERT,G,J Affilfalion Nol AssfgftedI AA38-2 86/10/17 Docketing & Services Branch, 
Ip 61863038 61863038, 

”9204280190 Comment On proposed rules 10CFR2, 10,20, 30, 3 1,32,34, 35, 39,40, 50,61 & 
70 fe stds ior polecfron agafna! radlatron Opposes ml©. 

• Affilialion Not Assigned. AAa6-2. 86/09/16 Docketing & Services Branch Ip 
61862;254-61662 254. ^ 

”9204280191 Comment On proposed rules IflCFR 2, 19, 20,30, 3 1,32, 34,35,39,40, 50.61 & 
70 re stds for prolecllon against radiation 

JOHNSON.B. Affiliation Not Assigned AA3a-2 86/10/31 Office of the Secretary of 
the Commission Ip 61862 350-61862:359. 

”9204280192 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32.34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation.Opposes rule. 

VOLPIGELL.J. Affiliation Not Assigned AA3B-2 86/11/03. NRC > No Detailed Affili- 
ation Given 2pp 61863:126 61B63 127. 


-9204280195 Comment on proposed rules lOCFRa, 19, 20.30, 31. 32*34,35.39, 40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

THOMAS.J A Affiliation Not Assigned AA38 2 06/07/31 NRC • No Detailed Affili 
alien Given Ip 61863 154 61863 154 

”9204280196 Commenl on proposed rules 10CFR2. 19, 20*30,3 1.32.34 ,35, 39.40. 50.61 & 
70 re stds for protection against radiation Opposes rule 

BECKER.E Affiliation Nol Assigned AA38-2 86/09/15 Docketing & Services Branch 
Ip 61862 255 61862 255 

”0204280197 Comment on proposed rules 10CFR2, 19, 20.30*31, 32,34, 35*39, 40* 50.61 & 
70 ra stds for protection against radiation 

VAN SICKLE.MC Affiliation Not Assigned AA3D 2 86/10/25 Office of the Secretary 
of Ihe Commission ip 01863 039 61863 039 

”9204280201 Comment on proposed rules 1QCFR2, 19,20, 30, 3 1,32, 34 ,35, 39, 40, 50,61 & 
70 re stds lor protection against radiation Opposes rule 

EVINQER.L K Affiliation Not Assigned AA3B.2 86/08/04 NRC - No Detailed Aflili 
atlon Given 2pp 61663 155 61063 156 

”9204200202 Comment on proposed rules 10CFR2, 19, 20.30, 3 1.32,34*35*39, 40* 50,61 & 
70 re stds for protoction against radiation Opposes rule 

FULLER.E Aflilialion Nol Assigned AA30-2 86/09/15 Docketing & Services Branch 
Ip 61662 256 61662 258 

”9204280204 Comment on proposed rules 10CFR2. 19,20.30.3 1,32.34, 35*39, 40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

FRANK,J Affiliation Not Assigned AA38-2 66/08/05 Docketing & Sen/ices Branch 
ip 61663157-61663 157 

”9204280205 Comment on proposed rules 10CFR2, 19.20.30*31, 32, 34, 35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GUENTRHER.R Sierra Club AA30 2 66/08/08 Docketing & Services Branch Ip 
61863158 61663 158 

”9204280211 Commenl on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protecHon against radiation 

MASON.C American Lung Association AA3a-2 66/10/30 Dockeling & Services 
Branch Ip 61862 360-61862 360 

”9204280212 Comment on proposed rules 10CFR2, 19*20, 30, 31. 32, 34*35, 39, 40, 50,61 & 
70 re stds for prolection against radiation Opposes rule 

DAVIS,J. Earth Firsll AA38-2 86/06/11 NRC - No Detailed Affilialion Given Ip. 
61863 159 61863159 

”9204280216 Commenl on proposed rules 10CFR2, 19, 20,30.31 ,32,34*35,39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

DOYB.S Affiliation Not Assigned AA3G-2 66/06/12 Office of the Secretary of the 
Commission ip 61663 160 61663 160 

”9204280217 Commenl on proposed rules lOCFRa, 19,20.30, 31 ,32,34.35.30,40* 50.61 & 
70 re stds for protection against radiation Opposes rule 

KROLL,J Affiliation Not Assigned AA36'2 86/09/11 Docketing & Services Branch 
ip 61062 267*61662 257 

”9204280220 Comment on proposed rules 10CFR2, 19, 20, 30*31, 32, 34, 35, 39, 40, 50,81 & 
70 re stds for protection against radiation Opposes rule 

ESSERMAN.R Affiliation Not Assigned AA3D-2 86/06/07 Docketing & Services 
Branch tp 61663,161-61863161 

->9204280221 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1,32, 34*35, 39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

FENTON, R.T Affiliation Not Assigned AA3B-2 86/09/15 Dockeling & Services 
Branch tp 61662 258 61862 256 

”9204280224 Comment on proposed rules 10CFR2.19,20,30,31,32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposes rule 

PETTY, E Affiliation Not Assigned AA38 2 86/09/15 Dockeling & Services Branch 
Ip 61662 259 61662 289 

”9204280226 Comment on proposed rules 10CFR2,1 9,20*30,31 .32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule. 

SCHRADER.D, Affiliation Not Assigned AA30-2 86/08/10 Office of the Secretary of 
the Commission Ip 81863 182-01663 162 

”9204200226 Comment On proposed rules 10GFR2, 19.20,30.31 .32,34,35.39*40, 50,61 & 
70 re stds for protection against radiation 

ISELEN.C U.5 Postal Service AA38-2 86/10/2? Docketing & Services Branch Ip. 
61663 040 61863*040 

”9204280227 Comment on proposed rules 10CFn2, 19*20, 30, 3 1,32,34, 35,39,40, 50,61 & 
70 ro stds for protection against radiation. 

* Affiliation Not Assigned AA3B-2 80/10/15* Office of the Secretary of the Commis- 
sion. ip 61863 128 61863 126 

”9204280229 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35,39,40, 50,61 & 
70 re stds for protection against radiation 

WILL,L Affiliation Not Assigned, AA3B-2, 06/10/26 Office of the Secretary of the 
CommlsBlen Ip 61863 041-61663041. 

”9204280230 Comment on proposed rules 10CFR2, 19.20.30.31 ,32,34.35,39,40. 60,61 & 
70 ro stds for protection against radiation Opposes rule 

MAJAUCKAS.G Affilfaifon Nol Assigned AA3B-2 86/09/15 Docketing & Services 
Branch Ip 61862 260-61862 260, 

”9204280232 Comment on proposed rules 10CFR2, 19,20, 30.31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

CHAPLICK,JM, Sierra Club AA3e 2 86/06/11 Docketing & Services Branch 2pp 
61863-163 61863 164. 

”9204280233 Comment on proposed rules 10CFB2, 19,20, 30*31, 32, 34, 35, 30,40. 50,61 & 
70 re stds for protection against radiation 

ANOERSON.N, Maine, State of AA3B-2 86/10/30. Dockeling & Services Branch 
2pp 61863.001-61863 002 
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-92Q4280234 Comment on proposocl rules 10CFR2, 19,20,30,31 ,32.34,35,39.40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

MACDONALO.B Affiliation Not Assigned AA38-2 86/09/03 Docketing & Services 
Branch Ip 61862 261 61062 261 


'9204280284 Comment or» proposed rules 10CFR2. 19,20,30,31 ,32,3 4,35,39,40, SO, 61 & 
70 re sids for protection against radiation 

ANDERSON,OV Allilialion Not Assigned AA3a-2 86/10/15 Office of the Secfota/y 
of the Commission Ip 61863 136-61863 136 


■92042B0235 Comment on proposed rules 10CFR2, 19,20,30.31 .32.34.35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

HUDSON, S Affiliation Not Assigned /\A38 2 86/08/11 Docketing & Services 
Branch Ip 61863 165 61863 165 


-^9204280285 Comment on proposed rules 1 0CFR2,1 9.20.30,31,32.34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

EOSON.DV Affiliation No! Assigned M3a 2. 66/08/31 Docketing & Services 
Branch Ip 61862 266 61662 266 


'920428023B Comment on proposed rules 10CFR2, 19,20,30.31 .32,34,35,39,40, 50.61 <& 
70 re stds for protection against radiation 

SCHADT.WW Georgetown Univ Medical Center, Washington, DC AA3B-2 86/10/ 
27 Dockeling & Services Branch 13pp 61663 042 61D63 054 


-9204280289 Comment on proposed rules 10CFR2,1 9.20, 3 0,31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

GIBBS.V Affiliation Not Assigned AA3B-2 86/10/12 Office of the Secretary of the 
Commission Ip 61863 137-61863 137 


■9204280240 Comment on proposed rules 10CFR2, 19, 2 0,3 0,3 1.32,34,35.39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

PATTERSON. C Affiliation Not Assigned AA38'2 86/09/10 Docketing & Sen/tces 
Branch Ip 61862 262-61662 262 


-9204260241 Comment on proposed rules 10CFR2, 19, 2 0,3 0,3 1,32,34, 35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

' Affiliation Not Assigned AA38-2 06/10/10 Office of the Secretary of the Commis- 
sion ip 61863 129 61863129 

-920426Q243 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35.39,40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

MOSTEK.I L Affiliation Not Assigned AA38-2 06/08/15 NRC * No DelaiEed Affiliation 
Given Ip 61 863 166 61863 166 

-9204280246 Commerd on proposed rules 1CCFR2, 19, 20,30,3 1,32, 34.35.39,40, 50,61 & 
70 re stds for protection against redialion 

FARRAR.DL Commonwealth Edison Co AA38-g 86/10/23 CHILK.SJ Office of Iho 
Secretary of the Commission 2pp 61863 055-61863 058 

-9204280246 Comment on proposed rules 10CFR2,19,20, 30,31, 32, 34,35, 39, 40. 50,61 & 
70 re slds for protection against radiation Opposes rulo 

SCHWARTZ, R Affiliation Not Assigned AA30 2 86/08/12 Docketing & Sorvjcos 
Branch Ip 61863.167 G1863 167 

-9204280240 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

BRODY, M Affiliation Not Assigned 50FR51992 00611 06/10/12 Office of the Sec 
rotary of the Commission Ip 61863 130 61863 130 

-9204280250 Comment on proposed rules 10CFR2, 19, 20, 3 0,3 1,32, 34,35.39, 40, 50,61 & 
70 re stds for protection against radiation 

ZAFRIS.J Affiliation Not Assigned AA38-2 86/09/11 Docketing & Services Branch 
1p 61862 263 61862 263 

-9204280251 Comment on proposed ruios 10CFR2, 19, 20, 3 0,3 1,32, 34,35,39. 40. 60,61 & 
70 re stds for protection against radiation Opposes rule 

PALLEY.MK Affiliation Not Assigned AA38-2 86/08/14 Docketing & Services 
Branch ip 61863 168 61863 160 

-9204280254 Comment on proposed rules 10CFR2. 19. 20, 30,3 1,32, 34 ,35,39.40, 50,61 & 
70 re stds for protection against radiation 

WORTH.E. Affiliation Not Assigned AA3a 2 86/10/15. Office of the Seer eta ly of the 
Commission Ip 61863 131-61863 131 

-9204280266 Comment on proposed rules 10CFR2. 10,20,30,3 1,32,34,35, 39,40, 60.61 & 
70 re Bids for protection against radiation Opposes rule 

JAMES.YS Affiliation Not Assigned AA3D-2 66/00/14 Docketing & Services 
Branch Ip 61863 169-61863 169 

-02042B0258 Comment on proposed rules 10CFR2, 19,20, 30, 3 1,32,34,35, 39,40, 60.61 & 
70 ro aids for protection against radiation 

LAUSON.NP Affiliation Not Assigned AA30-2 86/10/22. NRC - No Detailed Affili- 
ation Given Ip 61863 108 61863 188 

-9204260260 Comment on proposed rules 10CrR2, 19,20, 30,3 1,32,34,36, 30,40, 50,01 & 
70 re stds for protection against radiation Opposes rule 

EVLETH.R M Nuclear Products Co AA3B-2 86/09/09 Docketing & Services Branch 
Ip. 61862 264-61862 264 

-9204260262 Comment on proposed rules 10CFR2,1 9,20, 30,3 1,32,34,35,30, 40, 50,61 & 
70 re stds lor protection against radiation 

ANDERSON, T Affiliation Not Assigned AA38 2 06/10/27 NRC - No Detailed Affili 
atlon Given Ip 61803 169 61863109 


-9204280263 Comment on proposed ruios 10CFR2. 19,20,30,3 1,32,34,35,30, 40, 50,61 & 
70 re stds for protection against radiation 

MEEHAN.T. Affiliation Not Assigned AA38-2 80/10/16 Office of the Secretary of the 
Commission Ip 61863*132-61863 132. 

-9204280270 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32, 34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

WELL,J Affiliation Not Assigned AA38-2 86/10/15 Office of the Secretary of the 
Commission Ip 61863 133-61 B63 133 

-920428027S Comment on proposed rules 10CFR2. 19,20, 30.3 1,32,34.35.39.40, 60.61 & 
70 re stds for protection against radiation 

* Affiliation Not Assigned AA38-2 86/10/15. Office of the Sacralary of the Commis- 
sion Ip 61863 134 61863134 


-9204280279 Comment on proposed rules 10CFR2, 19,20, 30,3 1,32,34, 35,39,40, 60,61 & 
70 re stds for protoclion against radiation Opposes rule 

CLARKE.R Albert Einstein Medical Center. Philadelphia. PA AA38-2 86/08/00 
Office of the Secretary of the Commission Ip G1063 170 61063.170* 


-9204280260 Comment on proposed rules lOCFRa, 19.20,30,31,32,34,35,39,40, 50,61 & 
70 re stds (or protection against radiation 

SHUKLA.S Affiliation Not Assigned AA3B-2 86/10/12 Office of the Secretary of Iho 
Commission. Ip 01063 135-61863 135 


-9204280292 Comment on proposed rules lOCFRZ. 19. 20,3 0,31 ,32.34,35 ,39,40, 50,61 & 
70 re stds for protection against radiation Opposes nila 

STUTSMAN,AE Affiliation Not Assigned AA3a2 86/09/15 Docketing & Services 
Branch Ip 61662 267 61062 267 


-9204280293 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 94,3 5, 39.40, 50,61 & 
70 re slds for protection against radiation 

“ Affiliation Not Assigned AA38 2 86/10/12 Otfico of the Secretary of the Com mis 
Sion Ip 61863 138 61063 138 

-92042B0295 Comment on proposed rules 10CFR2, 19,20, 3 0,31 ,32,34,35,39,40, 50,61 & 
70 re stds for proleclion against radiation 

WEQST.WF Catitornla, Univ of, Los Anoeies. CA AA3a 2 86/10/30 Docketing & 
Servtcos Branch 2pp 6ia63.003-61863 004 

-9204260298 Comment on proposed rules tOCFR2,1 9,20, 30,31 ,32,34,35,39,40, 60,61 & 
70 re slds for protection against radiation Opposes rule 

GULASCH.C Affiliation Not Assigned AA3B-2 86/09/10 Dockeling & Services 
Branch Ip 61862 268 61862 268 


-9204280301 Comment on proposed rules 10 CFR 2,1 9,20,30, 3 1,32,34,35,39.40, 50,61 & 
70 re stds br protection against radiation 

WILL.R Affiliation Not Assigned AA3a 2 86/10/11 OKice of Iho Secretary of the 
Commission Ip 61863 139-61863 139 


-9204280302 Comment on proposed rules 10 CFR 2 , 19, 20.30,31 ,32,34,35,39,40, 50,61 A. 
70 re stds for protection against radiation 

MEINHOLD.GB Brookhavon Nalional Laboratory AA3B 2 86/03/11 Docketing A 
Services Branch lipp 61063 190 61863 200 

—9204289303 Comment on proposed rules 10 CFR 2 , 19 , 20, 30, 31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

JOHNSON.MR Affiliation Not Assigned AA3a2 86/09/00. Dockeling A Services 
Branch Ip. 61862 269 61862 269 


—9204280306 Commanl on proposed rules 10CFR2,19,20,30,31,32,34,36,39,40, 50,61 A 
70 re stds for protection against radiation 

POTTS.T Affiliation Not Assigned AA3a-2 86/10/06 Commissioners (Post 7501 19) 
Ip 61863 140-61863 140 

—9204280308 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re stds for protection against radialEon Opposes rulo 

NESEWICH.N L Affiliation Not Assigned AA38-2 86/09/09, Docketing A Services 
Branch Ip 61862 270-61862 270 

-9204280309 Comment on proposed rules 10CFR2, 19,20,30,31 .32,34,35,39,40, 60,61 A 
70 ro stds for protection against radiation , , 

YOUNG.P AflilJation Not Assigned AASa 2 88/10/09 Office of the Secrslaiy of the 
Commission Ip. 61863 141-61863 141 


-9204280311 Commant on proposed rules 10 CFR 2 , 19, 20 ,30, 31 ,32,34,35,39,40, 50,61 A 
70 ro slds for protection against radiation ^ , 

JOHNSON,CJ South Dakota. State of AA38-2. 86/04/10. Docketing A Services 
Branch 4pp 61863 201-61863 205 


-0204260316 Commonl on proposed rules 10CFR2, 19,20 ,30, 31 .32,34,35,39.40. 50,61 A 
70 ro slds tor protection against radiation . ^ 

MINNIOH.NR AffLiiation Not Assigned AA3a2 86/10/05 NRC - No Detailed Affli- 
ation Given Ip 61863.142 61863-142 


-9204260319 Commonl on proposed rules 10CFH2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds lor protection against radiation 

RUSSEL,S. Affiliation Not Assigned AA38‘2 86/10/06 Dockeling A Services Branch 
Ip. 61863143 61863 143 


>-9204280321 Comment on proposed rules 10CFR2, 19,20,30.31,32,34.35,39,40* 60,61 A 
70 re stds for prolection against radiation Opposes rule 

0ECK,J AffiPiation Not Assigned AA38 2 e6/09/1i0 NRC - No Oelalled Affiliation 
Given 2pp 61862 271-61862 272 


-9204280325 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39,40, 60,61 A 
70 ro stds for protoclion against radiation 

VENEZIA.C GTE Sylvania, Inc /W\38-2 06/03/12 Docketing A Servlcas Branch 2pp 
61863 206-61863 206 


-9204280330 Comment on proposed rules 10CFR2. 19,20.30,31,32,34,35.39,40, 60,61 A 
70 re slds tor proleclion against radiation ^ ^ , 

TODD.WE Siemens Gammasonlcs, Inc AA3Q-2 86/04/14. Dockeling A Ssrvicos 
Branch 5pp, 61863 207 61863 21 1 


-0204280344 Commonl on proposed rules 10CFR2,1 9,20,30,31 ,32,34*35,39,40. 50.,61 A 
70 re stds for protoclion against radiation 

SKRABLE.KW. Lowell. Univ of, Lowell, MA AA38'2 86/04/17 Dockeling A Services 
Branch 92pp 01653 212 61863 209 


-0204280281 Comment on proposed rules 10CFR2.1 9,20.30,31 *32,3 4.35.30.40. 50,61 A 
70 re stds for protection against radiation Opposes rule 

CINQUEMANI.D K NJ S*E»A Alliance AA38-2 06/00/10. Docketing A Services 
Branch Ip 61862 205-61862 265 


■9204280351 Comment on proposed rules 10CFR2, 19, 20, 30 ,3 1,3 2,34,35, 39 ,40, 60*61 A 
70 re slds for protection e^alnsl radiation Opposes rule, 

REID.D Affiliation Nol Assigned AA3&‘2 86/08/16 Dockeling A Services Branch 
2pp 61863 171-61863.172 
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-9204260353 Commonl on proposod (oles 10CFR2,19,20.30.31, 32, 34,35,39, 40. 50.61 & 
70 re stos for proCection agmnst radiation Opposes rule 

STAFFORD, D B Aflillalton Not Assigned AA38 2 86708/ lfl NR C - No Oolaired A»ili- 
alLon Given 1p 61863 173 61663 173 

-9204280357 Comment on proposed lulos 10CFR2. 19.20,30,3 1,32,3 4. 35.30»40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

WATERS.MA Affiliation Not Assigned AA3Q2 86/00/22 NRC - No DetallacI Alfili 
ation Given Ip 61063 174 61663 174 

-9204280361 Comment on proposed roles 10CFn2, 19.20.30,31.32,34,36,39.40, 60,61 & 
70 re slda for proloclion against radiation Opposos ru5o 

HIFT,H Affilialton Not Assigned AA3a 2 66/08/16 NRC No Dolailad Affiliation 
Given 1p &i963 i75 d^a63 1?5 

-9204280366 Comment on proposed rules IOCFRa.1 0,20,30,31 .32,34,3 5,39.40, 50,61 & 
70 ro stds (or protection agamst radiation Opposos rule, 

CHISHOUW.T Affiliation Not Assign od AA3B-2 86/08/19 Dockellng & Sorvicos 
Branch fp 61863 176*61063 176 

-9204280369 Commont on proposed rules 10CFR2. 19.20, 3 0,3 1.32, 34, 35, 39,40, 50.61 & 
70 re stds tor protection against radiation Opposes rafo 

PiTKAT.J Affjilatian Nol Assigned AA3a-2 86/06/20 NRC * No Detailed Affiliation 
Given. Ip 61863:177-61063 177 

-9204200372 Commonl on proposed rulos lOCFR 2, 19.20, 30, 3 1, 32. 34, 3 5,39, 40, 50,61 & 
70 ro slds for protection against radiation Opposes rule 

WILUFORD.CC Affiliation Not Assigned AA3B 2 66/08/18 NRC - No Dolailod Affili- 
afion Given fp 61863 178 61063 178 

-9204280374 Commonl on proposed rules lOCFR 2, 19,20, 30, 3 1,32.34,35.39, 40. 59,81 & 
70 re side for protection against radratfon Opposes rule 

REINER.L E Afitialion Not Assigned AA38 2 86/08/21 NRC • No Dolmlod Afliliallon 
Given Ip 61C63 179 81863 170, 

-9204280375 Comment on proposed rules 16Crn 2, 10, 20,30,3 1.32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

JONES, A Affiliation Nol Assigned AA3B2 66/08/21 NRC - No Detailed Affiliation 
Given, ip 61663180 61863 180. 

-9204280376 Comment on proposed rules lOCFRa, 19, 20,30.3 1,32,34, 35,39,40, 50,61 & 
70 re stds for protection against radmtlon Opposes rule 

SALACH.T. Affiliation Not Assigned AAIG 2 86/08/18. NRC ♦ No Detailed Afiihallon 
Given Ip 61863 181 61663101 

-9204280380 Comment on proposed rules 10CFR2, 19,20,30,31.32.34,35.39.40, 50,61 & 
70 re side for protection against radiation Opposos rule 

YEAST,C Affiliation Not Assigned AA30.2 06/00/22. CLEMENTS.W Oocitoling & 
Services Branch 2pp 61863,1 02-61 863M 03 

-9204280384 Commenl on proposed rules 10CFR2. 19,20,30.31 ,32,34.35.39,40, 50,61 & 
70 re slds for protection against radiation Opposos rule 

ERICKSEN.D Affiliation Nol Assigned AA30 2 86/08/20 NRC - No Detailed Affili 
ation Given 2pp. 61863 164 61863 165 

“9204200386 Comment on proposed rules 10CFR2. 19,20,30.31 ,32,34,35.39.40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MASSING, W Affiliation Nol As-signed AAa8*2 06/00/21 Dockoling & Services 
Branch ip 61063 186 61863 180 

-9204280380 Comment on proposed rules 10CFR2,1. 9,2 0,30, 3 1.32.34, 35,39,40, 50.01 & 
70 re stds for protection against radiation 

HELLMAN.J Affiliation Not Assigned AA38 2 86/00/20 Dockoling S Services 
Branch ip 61063 107-61863 107 

“9204280395 Comment on proposed rules 10CFR2,1 0,20, 3 0,3 1,32,34,3 5, 39.40. 50,61 &. 
70 re sfds for protection against radiation, Supports rulo 

iMILUS,N L Baltimore Gas & Eteclnc Co AA30 2 80/04/21 Dockoling &. Sorvicos 
•Branch 22pp 61663 332-61863 352 

-9204280465 Commonl on. proposed rules 10CFn2, 19, 20, 30,31.32.34,3 5, 3 9, 40. 50,01 & 
70 ro slds for preiocllon anolnst radiation Opposos rule 

SINCLAtR.M Sinclair, W P AAaO 2 86/04/23 Dockoling & Sorvicos Branch 2pp. 
61663,353 61063 354 

“9204280415 Commonl on proposed rules 10CFR 2, 19,20,30,3 1,32.34.35,3 9,40, 50,61 & 
70 re slds (or profcclion against radiafSon Opposes rulo 

MOTT.M Affiliation Nol Assigned AA3a 2 86/04/23, Docketing & Sorvicos Branch 
ipp 61863 355*61863 355 

“9204200419 Commont on proposed rules lOCFR 2, 10, 20.30, 3 1,32.34 ,35. 39.40, 50,01 & 
70 re s1d9 for protection against ladlallen Opposes rule 

* Afftllailon Not Assigned AA30-2 66/10/16 Docketing & Sorvicos Branch Ip, 
61863 144 61863 144 

“9204288424 Commonl on proposed rules iaCFR2, 19,20,30,31 ,32,34,35,30,40, 50,61 & 
79 re slds for protection auainst radiation Opposes rulo 

WARSHjH E Affitiation Not Assigned AA30‘2 66/04/23 Docketing & Services 
Branch Ipp 61863 358 61863 356 

“9204289426 Commenl on proposed rules 10CFR2, 19, 20 ,30,31, 32, 34 .35.39,40, 60,61 & 
Tore 8(dB for protection anainsi radiation. 

KOCHERjOC, Affiliation Not Assigned AA38-2 86/04/02 Dockoling & Sorvicos 
Branch 11pp 61863 290 61063 299 

-9204286431 Comment on proposed rulos 1 0CFR2.1 9,29,30,31,32,34,35,30.40, 50,01 & 
79 re slds for protectlori against radiation 

0ERTELL,R International Inslllut© of Concern for Public Haallh AA3G 2, 06/04/07 
NRC • No Detailed Affiliation Given 12pp, 61863 300-61863 311, 

-9204289433 Commonl pn proposed rulos 10CFR2,1 9,20,30.31,32,34,35.39.40, 60,61 S 
70 fo stds for prolecflon against recfiatioa 

DRESCHER,R Affiliation Not Assigned, AA38 2 86/10/17. Offlco of the Secretary of 
the Commission Ip 6 1663 145 61863 145 

-9204289439 Comment on proposed futos 10CFR2,1 0.20.30.31 .32.34,35,39.40, 60,61 & 
70 re slds for prolecflon against radiation 

LERNER,MS U.S Postal Service AA36 2 86/04/30 Docketing S Soivlces Branch. 
Ip 61863 312-61863 312. 


*-9204280440 Commonl on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for proteclicn against radiation 

KAMEN.S Affiliallon Nol Assigned AA3Q*2 66/04/22 Office of the Secretary of the 
Commission 2pp 61863 313-61863 314 

“6204280441 Comment on proposed rules 10CrR2, 19, 20, 30, 31. 32.34,35, 39.40, 50,61 & 
70 re stds for protection against radiation 

BAUM.JW Brookhaven National Laboratory AA3G 2 86/04/11 Dockoling & Son/ 
ices Branch 5pp 61063 357-61863 361 

“9204290447 Comment on proposed rules 10CFR2.19, 20, 30, 31 .32,34,36,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rulo 

MICHAEUB Affiliation Not Assigned AA38-2 86/09/10 Odico of the Socrelary of 
Ihe Commission Ip 61863 315 61863 315 

“9294280450 Commenl on proposed rules 10CFR2. 19.20.30, 3 1,32,34, 3 5, 39.40, 50.61 & 
70 ra slds for protection against radiation Opposes rule 

MCCORMICK, B Affiliation Not Assigned AA38-2 86/04/21 Docketing & Services 
Branch 1pp 61864 001 61864 001 

“9204280452 Comment on proposed rules 10CFR2,19.20,30,31,32,34,35,39,40. 50,61 & 
70 re stds (or protection against radiation 

KALFUL Affiliation Nol Assigned AA30 2 86/10/16. Docketing & Services Branch 
ip 61063 146 61863 140 

“9204280456 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34.35, 39.40. 50,61 & 
70 re slds for protection against radiation Opposes rule 

ATKINSON.M Affiliation Not Assigned /(A38-2 66/10/16 Docketing & Services 
Branch Ip 61863 147-61863 147 

“9204280460 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

WILLIAMS.! P Affiliation Not Assigned AA3Q 2 86/10/13 Dockoling & Sen/ices 
Branch Ip 61863 148 81663 146 

**9204280485 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32,34, 35, 30, 40, 50,61 & 
70 re stds for protection against radiation Opposes rulo 

MELILLO.D Affiliation Not Assigned AA30-2 86/09/16 Office of the Secretary of lha 
Commission Ip 61863 316-61663 316 

-Q2042B0466 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32.34, 35.39.40, 50,61 & 
70 ro stds for proleclion against radiation 

SEAGRAVES.S Aiflliationtloi Assigned AA30-2 86/10/13 Office of the Secretary of 
the Commission Ip 61863 149 61863*140 

-9204280468 Commont on proposed rules tOCFR2, 19, 20,30, 31, 32.34, 35, 39, 40, 50,61 & 
70 ro aids (or protection against radiation Opposos nilo 

DIEDRICH,C J Affiliation Not Assigned AA36-2 86/09/10 Offico of the Secretary of 
the Corrmfssiorj Ip 61363*317*61863 317 

-9204280477 Comment on proposed rules 10CFR2, 19, 20, 30, 31 ,32,34,35,39.40, 60,61 & 
70 re stds for protection against radiation Opposos rule 

COHEN.D J Affiliation Not Assigned AA3B-2 66/09/19 Olfico of the Secretary of the 
Commission Ip 61863 3 1 6*61863 316 

-9204200479 Comment on proposed rules 10CFR2, 19, 20.30, 31, 32,34,35,39, 40, 50,61 & 
70 fo slds tor protection against radiation 

• Affiliation Not Assigned AA36 2 0690 66/10/14 Docketing &. Services Branch. Ip 
61863 160 61663150 

*•9204260403 Comment on proposed rulos 10CFR2.19,20,30,31,32,34,35,39,40, 50,61 & 
70 re slds for protection against radiation Opposes rule 

DUCHANAN.S Affiliation Not Assigned AA38-2 86/04/23 Docketing & Services 
Branch Ipp 61864 002-61864 002 

-9204260404 Comment on proposed rules 10CFR2.1 9,20.30.31 ,32,34.35,39.40, 60,61 S 
70 re stds for protection against radiation 

QUINN.SM Affiliation Nol Assigned AA3a*a 06/09/12 NRC * No Ootalled Affiliation 
Given ip 61663 319 61863 319 

-9204280486 Comment on proposed rulos 10CFR2, 19,20, 30, 31, 32,34 ,35.39, 40, 50,61 & 
70 ro slds for proleclion against radiation 

CHAPL1CK,J,M Afftliallon Not Assigned AA3B'2 80/00/13 Docketing & Services 
Branch Ip 61863 320 61663 320 

-Q2042004B9 Comment on proposed rules 10CFR2, 19, 20.30.31,32, 34,35, 30, 40, 60,61 & 
70 re stds for protection against radiation 

SULLIVAN, MR Affiliation Not Assigned AA36-2 06/09/06 Docketing & Services 
Branch ip 61663 005 61863 005 

“0204260491 Comment on proposed rules 10CFR2, 10, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 & 
70 re stds for proleclion against radiation Opposos rule 

WALSH.M J Affiliation Not Assigned. AA38-2 86/04/26 NRC - No Detailed Affiliation 
Given lOpp 61 BB4 003-61864 012. 

-9204260497 Commenl on proposed rules 10CFR2,1 0,20,30,31 ,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation, 

CHABOT.QE Lowell, Unlv of, Lowell, MA AA30-2 06/04/22, Docketing & Services 
Branch 5pp 61864 013*01864 018 

“9204260496 Commenl on proposed rules 10CFR2, 19,20, 30, 31 ,32,34.35,39,40, 50,61 & 
70 re stds for protection against radiation 

BRAGDON.PW Governor Dummer Academy, Byfield, M A AA38-2 86/09/19 NRC ■ 
No Detailed Affiliation Given Ip 61863 321*61663 321 

-9204280602 Comment on proposed rules 10CFR2,1 9,20,30,31 ,32,34.35,39,40, 50,61 & 
70 ra aids for proleclion against radiation, Opposes rule 

POLEHN.JL Affiliation Not Assigned AA38 2 86/05/01 Docketing 8 Services 
Branch 29pp 61864 019 61864 040, 

-9204260506 Comment on proposed rules 10GFR2, 18, 20,30,31, 32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

BRANDT.R J, Bethlehem Sleel Corp AA38-2. 06/04/25 Office of the Secretary o1 
lha Commission, 7pp 61B64 041*61664 047 
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-9204280509 Comment on proposed rules 10CFR2, 19.20.30,31,32.34,35,39,40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

NIKKILA.AM Affiliation Not Assigned AA3B 2 B6/10/14 Docketing & Services 
Branch Ip 61063 151 61063 151 

-9204280510 Comment on proposed rules 10CFR2.1 9.20,30,31,32.34,35,39,^0, 50,61 & 
70 re stds for protoction against radiation Opposes rule 

NEMETH Y,E Ecology/ Alert AA3B-2 06/04/29 Docketing & Services Branch ipp 
61864 048 61864 04B 

-9204280511 Commenl on proposed rules tOCFR2. 19,20.30,3 1,32.34. 35.3 9, 40, 50.61 & 
70 re stds for protection against radiation 

DIEDRICH.CJ Affiliation Not Assigned AA38-2 06/09/19 Office of the Secretary of 
the Commission ip 61863 322-61063 322 

-9204260515 Comment on proposed rules 10CFR2.1 9.20.30.31.32,34,35.39,40. 50,61 & 
70 re stds for protection against radiation 

SPRUNG, BL Affiliation Not Assigned 50Fn5l992 00633 60/10/14 Docketing & 
Services Branch Ip 61663 152 61063 152 

-9204280517 Commenl on proposed rules 10CFR2, 19, 20, 30, 31. 32,34.35.39, 40, 50,61 & 
70 re stds lor protection against radiation Opposes rule 

MICHAEUB Affiliation Not Assigned AA38-2 86/09/18 Office of the Secretary of 
the Commission Ip 61863 323 61863 323 

-9204280518 Comment on proposed rules 10CFR2. 19.20.30.31.32.34,35.39.40. 50.61 & 
70 re stds for protection agamt radiation Opposes rule 

SALTZMAN.O Affiliation Not Assigned AA38 2 86/05/02 NRC - No Delailed Affilk 
ation Given 2pp 61064 049 61864 050 

-9204280519 Comment on proposed rules 10CFR2,1 9,20,30,31,32.34.35,39.40. 50,61 & 
70 re Bids for protection against radiation Opposes rule 

COHEN, D J Affiliation Not Assigned AA38 2 86/09/19 Office of the Secrolary of the 
Commission Ip 61863 324-61063 324 

-9204280520 Comment on proposed rules 10CFR2, 19,20.30.31,32,34,35,39,40, 60,61 & 
70 re stds for protection against radiation 

QUINN.S M Affiliation Not Assigned AA38 2 86/09/12 NRC - No Detailed Affiliation 
Given Ip 61863 325 61863 325 

-9204280522 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

DAY.E 0 Affiliation Not Assigned AA38 2 86/04/30 Docketing & Soivicos Branch 
3pp 61864 051-61864 053 

-9204280523 Comment on proposed rules 1DGFR2, 19, 20, 30, 31, 32,34,35, 39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

GOLD.W J Affilialion Not Assigned AA3B 2 B6/04/30 Docketing & Services Branch 
Ipp 61864 054 61064 054 

-9204280524 Commont on proposed rules 10CFR2. 19, 20, 30, 31, 32.34, 35,39,40, 50.61 & 
70 re stds for protection against radiation 

SARBANES, PS Senate, Banking, Housing & Urban Affairs AA36 2 86/09/12 NRC * 
No Detailed Affiliation Given 3pp 61863 326-61663 328 

-9204280525 Comment on proposed rules 10CFR2. 19.20.30,31,32,34,35,30,40. 50,61 & 
70 re stds tor protection against radiation 

* Affiliation Not Assigned AA38 2 86/09/18 Office of the Secretary of Iho Commis- 
sion Ip 61663 329-61063 329 

-9204280526 Comment on proposed rules 10CFR2,1 9,20,30,31.32.34.36.39,40, 50,61 & 
70 ro stds for protection against radiation Opposes rule 

HARLAN.P. Affiliation Not Assigned AA38-2 86/09/22 Office of the Secretory of the 
Commission Ip 61863 330 61063 331 

-9204290024 Comment on proposed rules 10CFn2, 19.20,30,31.32.34.35,39,40, 50,61 & 
70 re stds for protoction against radiation 

CLAGETT.K Affiliation Ho\ Assigned AA30 2 86/09/16 Docketing & Services 
Branch Ip 61064 069 61064 060 

-9204290026 Comment on proposed rules t0CFR2, 19,20,30.31,32,34,35,39,40, 50,61 & 
70 re stds for protection against radiation 

CARY.M L Affiliation Not Assigned AA3e 2 86/09/22 Docketing & Sorvicos Branch 
Ip 61064 070-61864 070 

-9204290047 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35.39,40, 50,61 & 
70 re Bids for protection against radiation 

MORRIS,J Affiliation Not Assigned AA3B 2 06/09/12 Docketing & Services Branch 
Ip 01064,071 -61 BG4 071 

-9204290051 Comment on proposed rules 10CFR2, 19,20,30,31,32,34.35,39.40, 50,61 a 
70 re stds for protection against radiation Opposes ruto 

SWEENEY.E Affiliation Not Assigned AA3a 2 86/10/15 Office o1 the Secretary of 
the Commission 1p 61864 121-61864 121 

-9204290052 Commenl on proposed rules 10CFR2, 19,20,30,31,32,34.35,39,40, 50.61 a 
70 re slds for protection against radiation 

MOOREJ Affiliation Not Assigned AA30 2 66/09/23 Docketing &. Setvicos Branch 
ip 61864 072-61064,072 

-9204290053 Commenl on proposed rules 10CFR2, 19,20,30, 3 1,32,34.35,39.40, 60,61 fk 
70 re stds for protection against radiation Opposes rule 

KODNER.J L Kodnor, J L AA38 2 06/05/01 Docketing & Services Branch Ipp 
61064 055 61064 055 

-920429Q058 Comment on proposed rutos 10CFR2. 19,20,30,3 1.32.34.35,39.40, 50.61 & 
70 re stds for protection against radiation Opposes rule 

SWEENEY ,CJ. Affiliation Not Assigned AA30-2 06/10/16 Office of the Secrefary of 
the Commission 1p 61064 122-61864 122 

-9204290067 Comment on proposed rules 10CFR2, 19.20,39,31,32,34.35,39.40, 50.61 & 
70 re stds for protoction against radiation 

ALISON, L Affiliation Not Assigned AA38-2 87/09/14 Docketing & Services Branch 
1p 61864 073-61864,073 

-9204290061 Comment on proposed rules 10CFR2.1 9,20,30,31,32,34.35.39.40. 50.01 & 
70 re stds for protection against radiation 

REED.R P Affiliation Not Assigned AA38-2 86/09/18, Docketing & Services Branch 
6pp 61864 074 61864 070 


-9204290065 Commenl on proposed rules tOCFna.19,20,30,31.32,34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

HILLWHILTON.N Affiiiation Not Assigned AA3B-2 86/09/25 Docketing & Services 
Branch Ip 61864 079 61864 079 

-9204290067 Commenl on proposed rules tOCFR2, 19, 20, 30, 3 1,32, 34, 3 5, 39,40, 50,61 & 
70 re slds for protection against radiation 

BROWN.CM Affiliation Not Assigned AA30-2 86/09/26 Docketing & Services 
Branch 1 p 61864 080 61864 080 

-9204290069 Common! on proposed rules 10CFR2. 19.20,30,31,32.34,35,39.40, 50,61 & 
70 re stds for protection against radiation 

NEWELL.PR AlfilJation Not Assigned AA3a-2 06/09/22 Docketing & Services 
Branch Ip 61864 081 61864 001 

-9204290073 Commenl on proposed rules 10GFR2, 19,20,30.31,32.34,3539.40, 50,61 & 
70 re stds for protection against radiation 

MARTINIAKA Affiliation Not Assigned AA30 2 86/09/09 Docketing & Services 
Branch Ip 61864 062-61064 002 

-9204290075 Commenl on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34.35, 39,40, 50,61 & 
70 re stds for protection against radiation 

REILLY.EH Affiliation Not Assigned AA3&-2 85/09/24 Docketing & Services 
Branch 2pp 61864 083 61664 004 

-9 20429007 D Comment on proposed rules 10CFR2, 19, 20, 30,31 ,32,34,35,30.40, 50,61 & 
70 re slds for protection against radiation 

SAMUELS.SW AFL-CIO AA38-2 86/10/03 NRC - No DalQilQd Affitiallon Given 
2pp 61064 123-61864 124 

-9204290000 Comment on proposed rules 10CFR2,1 9,20,30,3 1,32,34,35.39,40, 50,61 & 
70 re stds for protection against radiation 

BURKE, S Affiriation Not Assigned /VA30-2 06/09/ 26 Docketing & Services Branch 
1p 61004 0B5-61 064 005 

-92 042900B1 Comment on proposed rules 10CFR2, 19, 20, 30, 31, 32, 34, 35, 39, 40, 50,61 S 
70 re slds for protection against radiation Opposes rule 

ERLANDER.RH Gibson-Erlander, Inc AAao-2 86/05/01 Docketing & Services 
Branch ipp 61864 056 61064 056 

-9204290083 Commenl on proposed rules 10CFR2, 19,20, 30, 31, 32,34.35, 39, 40, 50,61 S 
70 ro stds for proleotion against radiation 

PRIMO,JP Affiliation Not Assigned AA36 2 86/09/29 Docketing* Services Branch 
Ip. 61064 086-61064 086 

-9 204200087 Comment on proposed rules 10CFR2, 19,20,30,3 1,32,34,35,39,40, 50,61 A 
70 ro stds for protection against radiallon 

PRINCE. A Affiliation Not Assigned AA30-2 86/09/29 Docketing & Sorvicos Branch 
ip 61064 087-61664 087 

-9204290990 Commenl on proposed rules 10CFR2, 10,20,30,31 ,32,34,35,39,40, 50,61 A 
70 re slds (or proteclion against radiation Opposes rule 

PATTON,G A Santa Cfur, CA AA3B 2 86/04/29 Dockoling A Services Branch 2pp 
61664 057 61064 056 

-9204290093 Commenl on proposed rules 10CFR2, 10,20,30,31 ,32,34,35.39,40, 50,61 A 
70 ro stds for protoction agalrtsl radiation 

GERBER.J Affilialion Not Assigned AA3G-2 06/10/07 Office of the Secretory of Iho 
Commission Ip 61864 125-61864 125 

-9204290095 Comment on proposed rules lOCFR 2, 19,20,30.31 ,3 2,34,35, 39,40, 50,61 A 
70 re stds for pfotoclion againsl radiation ^ , 

HOLLAND.RT Affiliation Not Assigned AA3C 2 06/09/23 Docketing A Services 
Branch Ip 61864 OOQ 61864 OGO 

-9204290096 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40. 50,61 A 
70 ro stds for proteclion against radiation 

WJLL.O Affiliation Not Assigned AA3B 2 86/10/12 Office of the Socretaiy of the 
Commission Ip 61064 126-61864 126 

-9204200098 Comment on proposed rules 10GFR2, 19,20,30,31 ,32,34.35,39,40, 50.61 A 
70 ro slds for protection against radiation Opposes rule 

WELCH.M Redwood Alliance AA3B 2 88/04/20 Docketing A Sorvicos Branch 6pp 
61064 059 61864 064 

-9204290099 Commant on proposed rules 10CFR2, 19,20,30,31 ,32,34.35,39,40, 60,61 A 
70 re stds for protection agaSnal radiation 

GIORGI.FJ Afhllalion Not Assigned AA3a-2 06/09/24 Dockolm^ A Services 
Branch Ip 61 064 089 01664 089 

-9204299101 Commant on proposed rules 1<3CFR2,1 9,20,30,31,32,34.35,39,40. 60,61 A 
70 re side for protection against radiation. 

HALBERG.GP Affilialion Not Assigned AA3a 2 66/10/12 Office of the Socrelary of 
the Cemmlssian 1p 61864.127-81864 127 

-9204290102 Commenl on proposed rules 10CFB2, 19.20,30,31,32.34,35.39,40, 50,01 A 
70 ro stds for proteclion against radiation 

KARPEN.LR Affiliation Rot Assigned AA3a 2 08/09/26 Docketing A Services 
Branch Ip 61864 090 61804 090. 

-9204290104 Comment on proposed rules 10CFn2, 19, 20, 30,31, 32,34, 35, 39, 40, 50,61 A 
70 ro stds for protection against radiation Opposes rule 

TANASE,J Affiliation Not Assigned AA38-2 80/05/03 Docketing & Services Branch 
Ipp 61864 065 61864 065 

-9204290105 Cornmant on proposed rules 10CFH2, 19,20,30,31,32,34,35.39,40, 50,61 A 
70 re stds for protection against radiation 

* Affilialion Not Assigned AA3B-2 86/10/15 Office of the Secrolary of the Commis- 
sion Ip 61Q64 128 61664 128 

-9204290109 Comment on proposed ruTos 10CFR2, 19.20.30,31 ,32,34,35.39,40, 50,61 A 
7-0 re stds for protection against radiation Opposes rule 

SAEMANN.J Affilialion Not Assigned AA3a 2 86/05/05 Docketing A Services 
Branch Ipp 61064 OGO 61864 066 
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-9504290112 Commanl on proposed tulea IOCFR2, 19.20.30, 31 ,32.34,35,39,40, 50,61 & 
70 re slri^ lor protoction against radiatiori Opposes rule 

LADO.I ACfiliation Not Assigned AA3Q 2 GS^OS/OB NRC - No Detailed Affiliation 
Given 2pp 61064 067 610G4 06B 

--920429Q117 Comment on propoSaod rulea tOCFfl 2, 19.20^30,3 1,32,34. 35^39.40, 50, SI & 
70 ra stds for protection against radiation 

CHR1STIANOJ Affiliation Not Assigned AA38'2 06/10/16 Office of the Secretary ot 
the Comnnission ip 61664 129-61664 129 

-9204290132 Comment on proposed rules 10CFR2. 19.20,30. 31 .32,34.35.39.40, 50.61 & 
70 re stds for orotection against radiation Opposes rule 

MCCULLOM.W Affiliation Not Assigned AASB-S 06/10/14 Office ot the Sec rotary of 
the Commission ip 61664 130 61864 130 

-92042S0136 Comment on proposed rules 10CFH2, 19,20.30, 3 1,32.34, 35,30.40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

WELLMAN, G A Affiliation Not Assigned AA30-2 86/10/15 Office of mo Secretary of 
the Commission Ip 61864 131 61864 131 

-9204290138 Comment on proposed rules 10CFR2. 10,20, 30.31, 32, 34, 35,39.40, 50,61 & 
70 re slds for proteclion against radiation Opposes rule 

WELLMAN.CS Affiliation Not Assigned AA30-2 86/10/15 Office of tfio Secretary of 
the Commission Ip 618G4 132 61864 132 

“9204290140 Comment on proposed rules 10CFR2. 19. 20, 30.31, 32, 3 4, 35, 39, 40. 50,61 & 
70 re slds for protection against radiation 

* Afli hallo n Not Assigned AA38 2 86/10/17 Oflica ot iho Secretary of tho Commis- 
sion Ip 61864 133 61884 133 

“9204291)144 Comment on proposed rules 10CFF12. 19, 20,30 ,31. 32,34, 35, 39.40, 50,61 & 
70 ra slcfs for prelection against radiation 

SEPULVEDA.M Affiliation Not Assigned AA3B 2 08/09/29 Docketing & Services 
Branch Ip 61664 091 61864 091 

“9204290145 Comment on proposed rules 10CFR2. 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 & 
70 ro stds for proteclion against radiation Opposes mlo 

DALTO.C A Affiliation Not Assigned AA38 2 66/10/17 Office of the Secretory of the 
Commission Ip 61664 134 61864.134 

-9204290147 Comment on proposed rules 10CFR 2, 19.20, 30.3 1,32,34, 35, 39, 40, 50.61 & 
70 ro stds for protection against radiation 

RAYNIS.S Affilialion Not Assigned AA38 2. 69/09/29 Dockolmg & Services Branrh 
Ip 61864 092 61864 092 

“9204290152 Comment on proposed rules lOCFR 2, 19, 20. 30.3 1.32.34.35,30,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

SIMKINS.A Affiliation Not Assigned AA38 2 86/10/17 Otfico of the Secretary of Iho 
Commission Ip 61664 135 61864 135 

“9204290155 Comment on proposed rules 10CFn2, 1 9, 20,30, 3 1.32,34, 35.30, 40. 50,61 & 
70 /e stds for protection gainst radiation 

SAUTAN.L F Center for Farm & Food Rosearch.Inc AA3a 2 86/09/16 Docketing & 
Services Branch Ip 61864 093 61664 093 

“9204299157 Comment on proposed rutos 10CFR2,1&.20.30,31 .32.34,36.39. 40, 50,61 & 
70 re stds for protection against radiation 

ROBERTSON, E Affilialion Not Assigned AA3B*2 86/00/26 Docketing & Services 
Branch Ip 61864 094 61084 094 

“9204290160 Comment on proposed rules 10CFR2. 19,20,30,31,32.34,35,39.40, 50,61 & 
70 ro slda for proteclion against radiation 

GUNSELMAN.DJ Aflilsation Not Assigned AA3B-2 86/09/20 Docketing & Services 
Branch 1p 61064 095 01864 095 

“9204290165 Comment on proposed rulos 10CFR2, 10,20,30.31,32,34,35,30,40. 50,61 & 
70 ro slds for proteclion against radiation 

GITCHEL.B A Affiliation Not Assigned AA3fl 2 06/09/24 Dockolmg & Services 
Branch ip 61864 096 61864 096 

-9204290169 Comment on proposed rules 10CrR2, 10,20.30.31,32,34,35,39.40, 50,61 & 
70 re Bids for protoclion against radiation 

SMITH row N.M W Alfill alien Not Assigned 50FR51992 00568 86/00/30 Dockeling 
& Services Branch Ip 61864 007 61664 097 

-9204290172 Comment on proposed rules 10CFR2. 19. 20, 30.3 1,32,34.35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

LADRADOH.TE Affiliation Not Assigned AA3Q2 QC/09/30 Docketing & Services 
Branch tp 61864 096 61064 098 

-9204290176 Comment on proposed rulos 10CFR2,1 0,20.3 0,31 ,32.34,35,39, 40, 50.61 & 
70 re slds for proteclion against radiation 

EDWARDS, FH Affiliation Not Assigned AA38 2 86/10/02 Dockolmg A Services 
Branch ip 61064 090 61664 099 

-9204290163 Comment on proposed rules 10CFR 2, 19, 20, 30,3 1,32, 34, 35, 30, 40, 50.61 & 
70 ro stds lor protection against radiation 

COCHRAN, H Affiliation Not Assigned AA38 2 86/09/29 Dockoling & Sorvicos 
Branch 3pp 61864100 61864 102 

-9204290184 Commonl on proposed rules 10CFR2.1 9,20.30, 3 1,32 ,34. 35, 39,40. 50,61 & 
70 ro sWs for profeclicn against radiation Opposes rule 

TURNGR.G Affiliation Not Assigned AA30 2 88/10/17 Office ol the Secretary of Iho 
Commission Ip 61864 136 61864 136 

-9204290185 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32,34.35,39, 40. 50,61 & 
70 ro stds for protection against radiation Opposes rule 

lAPPIN.B Affiliation Not Assigned AA3fl.2 06/10/17 Off icq of the Secrotarv of tfio 
Commission Ip 61864 137-61064 137 

-9204290190 Commonl on proposed rutos 10CFR2, 19.20,30,31,3 2.34.35.39,40, 50,61 & 
70 re slds for proloclton against radiation Opposes rula 

* Affiliation Not Assigned AA30'2 86/10/17, Oflica of Iho Secretary of the Commis- 
sion Ip 61064 13861864 136 

-9204290195 Comment on proposed rulos 10CFR2. 19,20,30.31.32,34,35,39,40, 50, 01 & 
70 re slds for proteclion against radiation 

ZEIGLER.M AffiHatior^ Not Assigned AA30 2 86/10/15 Office of the Secrolarv of 
the Commission tp 61864 146 61064 146 


-•9204290200 Comment On proposed rules 10CFR2.1 9, 20.30.31. 32, 34,35.39.40. 50.61 & 
70 re slds for protecttor\ against radiation 

VALDINI.M Affiliation Not Assigned AA36-2 86/09/29 Docketing & Services Branch 
4pp 61664 103 61864 1 06 

“92042902D2 Comment an proposed rules 10CFR2.1 9, 20.30.31. 32, 34, 35,39,40. 50, Gl & 
70 re stds (or protection agams-t radiation Opposes rule 

STAPLETONJ Affiliation Not Assigned AA30.2 06/10/07 Office of the Secretary of 
tfre Commission tp 61864 14Q-61Q64 148 

-9204290206 Comment on proposed rules 10CFR2. 19, 20, 30,3 1,32, 3 4, 35, 39,40, 50.6! & 
70 fo sfds for proteefron against radrafion 

YOUNGER.P Affiliation Nol Assigned AAaa-2 86/10/03 Docketing & Sorvicos 
Branch ip 61864 107 61B64 107 

“9204290209 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32.34.35, 39, 40. 60,61 & 
70 ro stds for protection against radiation 

HORNUNGJ Affiliation Not Assigned AA3B-2 06/10/11 NRC - No Dotaited Affili 
alien Given Ip 61064 149 61864 149 

-9264290211 Comment on proposed rulos 10CFR2, 19, 20, 30, 31,32, 34,35, 39, 40, 50,61 & 
70 re slds for protection against radiation 

MCKENNEY.L Affiliation Not Assigned AA38-2 86/09/20 Docketing & Services 
Branch Ip 61864 108-61864 108 

-9204290212 Comment on proposed rules 10GFR2,19, 20, 30.3 1,32,34,35.39,40, 50,61 & 
70 TQ slds for protection against radiation Opposes rule 

LININHAN.T Affiliation Nol Assigned AA3Q-2 86/10/20 Offico of the Secrelary of 
the Commission Ip 61864 150 61864 150 

-9204290216 Comment on proposed rutos 10CFR2, 10, 20,30, 31.32,34.35, 39, 40, 50.61 & 
70 re stds for protection against radiation 

PASFIELO.F M Affiliation Nol Assigned AA38-2 86/09/28 Docketing & Senvtcos 
Branch Ip, 01864 109 61864 1 10 

-920429021B Comment on proposed rules 10CFn2, 19,20, 30, 31 .32,34,35.39,40, 50,61 & 
70 re slds for protection against radiation Opposes rulo 

STONE.E F Affiliation Nol Assigned AA38-2 86/10/80 Docketing & Sorvicos 
Branch Ipp 61864 13 9 61864 1 39 

-9204290221 Comment on proposed rules 10CFR2. 19, 20,30,3 1,32,34,35,39,40, 50,61 S 
70 ro stds for protection against radiation Opposes rule 

• Concorned Citizens ol Geauga County, OH AA38‘2 86/10/14 Ottico of the Socro 
lary of the Commission Ip 61864 151-61864 151 

-9204290223 Comment on proposed rules 10CFR2. 19,20, 30. 3 1.32, 34.35, 39, 40, 50,81 & 
70 ro stds for proloction against radiation 

BLACKBERRY, B Affiliation Not Asstgr^ed 5QFR5 1992 00575 86/10/03 DockoLmn 8^ 
Sorvices Branch Ip G1864 111 61864 111 

-9204290225 Comment on proposed rules 10CFR2. 19,20,30.3 1,32.34,35, 30,40, 50,61 & 
70 ro slds for protoclion agamst radiation Opposes rulo 

STAPLETON.S Affiliation Not Assinnod AA30 2 06/10/07 Office of the Soorotery of 
the Commission Ip 61664 152-61864 152 

-9204290227 Comment on proposed rules 10CFR2.19.20,30.3t, 32.34,35.39.40, 50.61 & 
70 ro stds for protection against radiation Opposes rule 

MOSS.K Affiliation Not Assigned AA38 2 B6/10/20 Dockoling & Sofvices Branch 
Ipp 61864 140 61064 140 

-9204290229 Comment on proposed rules 10CFR2,19.20.30.31, 32, 34,35.39,40. 50.61 & 
70 ro stds for protection against radiation 

KELLY.J Affiliation Nol Assigned AA38'2 86/09/28 Docketing & Services Branch 
Ip 6 1064- 11 2-6 1864 112 

-9204290230 Comment on proposed rules 10CFR2, 19.20, 30-,31 ,32,34.35,39,40. 50.6! A. 
70 ro stds for proteclion against radiation Opposes rule 

STAPLETON.JT Affiliation Nol Assigned AA3B 2 86/10/07 Offico of the Secrolnry 
of the Commission Ip 61864 153-61864 153 

-9204290232 Comment on proposed rules 10CFR2, 19,20, 30.3 1,32,34, 35, 35 ,40, 50,61 & 
76 ro Side for protection against radiation Opposes rule 

BURLING.G W Affiliation Not Assigned AA3B 2 86/10/14 Offico of the Secroiary ol 
the Commission Ip 61864 154-61864 154 

—9204299236 Comment on proposed rules 10CFR2,19,20, 30, 31 ,32,34.35,39,40, 59,61 & 
70 re stds for protoctiion against radiation Opposes rule 

RUNNION.M Affiltallon Not Assigned AA38.2 06/10/20 Docketing & Services 
Branch Ipp 61864 1 41-6106 4 1 41 

-9204290237 Comment on proposed rules 10CrR2.10.20.30.31. 32.34.35.39.40, 50.61 & 
70 ro stds for protection against radiation 

OWENS.M Affiliation Nol Assigned AA30-2 86/10/07 Dockoling & Services Branch 
Ip 61864 113 61664 113 

'*'*9204290236 Comment on proposed rules 10CFR2, 19,20,30,31,32, 34, 35, 39,40, 60,61 & 
70 re stds for protection againsl radiation Opposes rulo 

COLANDRA.A Affitiotion Not Assigned AA30 2 86/10/14 Office of the Secretary of 
the Commission Ip 61B64 155 61064 155 

-9204290240 Comment On proposed rules 10CFR2, 19.20, 30, 3 1,32,34,35,39.40, 50,61 & 
70 re stds for protection against radtalion Opposes rules 

RiCHARDSON,P Atf (Hallo n Nol Assigned 56FR23360 66/09/09 Docketing & Serv- 
ices Branch fp 61063 006 61863 006 

-9204290244 Comment on proposed rules 10CFR2,19,20,30.31. 38, 34.35,39.40. 50.61 & 
70 ro slds for proteclion against radiation Opposes rufo 

FOX, HA Affiliation Not Assigned AA30-2 86/10/20 Docketing & Services Branch. 
Ipp 81064 142 61664 142 

-92 04290247 Comment on proposed rules 10CFn2,19,20,30, 31, 32,34,35, 39,40, 50,61 & 
70 re slds for protection against radiation 

BOERRIGTER.E Affiliation Nol Assigned AA38-2 86/10/20 NRC - No Delailod Affitl 
alion Given Ip 61864 156 61064 156 
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•<9204290249 Comment on proposed rules 10CFR2,1 0,20, 30.0 1,32, 34, 35, 39,40, 50,61 & 
70 re stds for proteclion against radiation Oppose rules 

• Affiliation Not Assigned 56FR23360 86/09/16 Docketing & Services Branch Ip 
61863 007 61863 007 

••9204290252 Comment on proposed rules 10CFR2, 19,20,30^31 .32.34,35.39,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

O'NEIL, R A Affitialion Not Assigned AA38-2 86/10/20 Docketing & Services 
Branch Ipp 61864 143 61864.143 


-9204290342 Comment on proposed rules 10CFR2.1 9, 20,30.31i ,32,34,35,39.40, 50,61 & 
70 re stds for proteclion agannst radiation . 

ADAMS.M AfWtalion Not Assigned 50FR519B2 00595 86/10/01 Docketing & Serv 
tees Branch 2pp 61664 1 17’61864 1 18 

-9204290344 Comment on proposed rules 10CFR2, 19, 20, 30.31, 32, 34, 35, 39, 40, 50,61 A 

70 fo stds for proteclion against radratron . „ 

WESTFALL.R G Affiliation Not Assigr^ed AA38 2 86/09/28 Office of the Secretary 
of the Commission Ip 61864 159 61864 159 


■9204290257 Comment on proposed rules 10CFR2, 19,20 ,30, 3 1,32.34.35.39,40. 50,61 A 
70 re stds for protection against radiation Opposes rules 

STRAW J B Affiliation Not Assigned 5eFR23360 86/09/02 Docketing & Services 
Branch Ip 61663 008-61863 008 


-9204290347 Comment on proposed rti!as 10CFR2, 19.20.30,3 1,32, 34.35, 39,40, 50,61 A 
70 re stds for protection against radiation , ^ ^ 

PIEPEH.C Afhlialion Not Assigned AA3B-2 86/09/02 NRC - No Detailed Affiliation 
Given 1p 61064 160 61864 160 


—9204290258 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39 ,40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

O’NEIL.FE Affiliation Not Assigned AA30-2 86/10/20 Docketing A Services Branch 
ipp 61864 144-61864 144 

-9204290265 Comment on proposed rules 10CFB2, 19,2 0,30,31 ,32,34.35.39,40, 50,61 A 
70 re stds for protection against radiation Opposes rule 

LEWANSKI.J Atfilialion Not Assigned AA38 2 06/10/14 Docketing A Services 
Branch Ipp 61864 145-61864 145 

—9204290273 Comment on proposed rules 10CFR2, 19.20,30,31 ,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation 

ROSE.WT Affiliation Not Assigned AA38-2 86/10/10 Office of the Secrelary of the 
Commission Ip 61864 157 61864 167 

-9204290283 Comment on proposed rules 10CFR2, 19,20,30,31 ,32,34,35, 39,40, 50,61 A 
70 re slds (or protection against radiation 

AVERY Affiliation Not Assigned AA38-2 86/10/20 Office of Iho Secretary of the 
Commission Ip 61064 158 61004 158 


—9204290206 Comment on proposed rules 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation Oppose rules 

MELILLO.D Afflllalfon Not Assigned 5OFR51002 86/09/16. Docketing A Services 
Branch Ip 61863 009 61863 009 


•9204290297 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for protection against radiation „ , 

BlSHOP,D A Affiliation Not Assigned 56FR23360 86/09/09. Docketing A Services 
Branch 2pp 61863 010 61863 011 


■9204290301 Comment on proposed ruies 10CFR2,1 9,20,30,31 ,32.34,35, 39,40, 50,61 A 
70 re slds for protection against radiation Oppose rules 

* Affiliation Not Assigned 56FR23360 86/09/10 Docketing A Services Branch Ip 
61863 013 61B63 013 


—9204290303 Comment on proposed rules 10CFR2. 19,20, 30 ,31, 32, 34, 35,39, 40, 50,61 A 
70 re stds for proteclion against radiation. Oppose rules ^ 

CUNNINGHAM, V Affiliation Not Assigned S6FR23360 86/09/16 Docketing A Serv- 
ices Branch Ip 61063 01 4-0 1B63 014 

-9204290307 Comment on proposed rules 10CFR2»10,20,30,31,32,34,35,39,40, 60,61 A 
70 re stds for proteclion against radiation Oppose rules 

PECK.H Affiliation Not Assigned 56FR23360 86/09/12 Docketing A Services 
Branch Ip 61863 015 61863 015 

—9204290312 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,32, 34, 35,39, 40, 50,61 & 
70 re stds for protection against radiation Oppose rules 

SMITH.SJ Affiliation Not Assigned 50FR5ig92 86/09/tl ZECH,LW. Commission- 
ers (Post 7501 19) Ip 61863 016 61863 016 

-9204290316 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,32, 34, 35, 39, 40, 50,61 A 
70 re slds for proteclion against radiation Opposes rute ^ , 

COULIADES,J Affillaflon Not Assigned aA 38-2 86/08/21 Docketing A Sen/lces 
Branch Ip 61864.167 61864*167 

-9204290310 Comment on proposed rules 10CFR2, 19,80,30 ,31, 32,3 4, 36,39. 40, 60,61 A 
70 re stds for protection against radiation Opposes rule. ^ , 

BRADLEY.M Affiliation Not Assigned AA3B-2 86/08/27 Docketing A Services 
Branch Ip 61864 168 61 864' 160 


■9204290323 Comment on proposed rules 10CFR2.1 9, 20,30,3 1,32,34,35, 30,40, 50,61 A 
70 ro stds for protection against radiation Opposes rule. 

DARLINQ,0 Affiliation Not Assigned /\A3a-2 86/08/25 Docketing A Services 
Branch Ip 61864 169-61064*169 


-9204290327 Comment on proposed rules 10CFR2, 19, 20, 30,31, 32, 3 4, 35, 39, 40, 60,61 A 
70 re stds for protection against radiation 

KLUGE, H Lakeland Audubon Society, fnc. 50FR51992 06/09/10 Docketing A Serv- 
ices Branch 4pp 61863 017-61863.020 


-9204290326 Comment on proposed rules 10CFR2,19,20,30,31,32,34,35,39,40, 50,61 A 
70 re stds for proteclion against radiation 

LAFORGE.J Affiliation Not Assigned AA30-2. 86/10/01 Docketing A Services 
Branch Ip 61864 114 61864*114 


-9204290329 Comment on proposed rules 10CFR2, 19,20, 30,31, 32, 34, 35,39, 40, 50,61 A 
70 re stds for protection against radiation. Oppose rules. ^ . 

ZWIN,PW Affiliation Not Assigned. 56Fn23360 86/09/18 Docketing A Services 
Branch. Ip. 81863 021-61863 021 

-9204290331 Comment on proposed rules 10CFR2,1 0.20, 30, 3 1,32, 34,35, 39,40, 60,81 A 
70 re stds for protection against radiation 

STONE, CE, Affiliation Not Assigned 6QFR51992 005B2. 86/10/06. Docketing A 
Services Branch Ip 61864*115 61864 115 


-9204290332 Comment on proposed rules 10CFR2, 19, 20,30,31, 32,34, 35,30,40, 60,01 A 
70 re stds for protection against radiation.Opposes rute. 

ZWIN.P.T Affiliation Not Assigned 50FR51992. 86/09/18. Docketing A Services 
Branch Ip 61863 022-61663 022 


-9204290341 Comment on proposed rules 10CFR2, 19,20, 30, 3 1.32, 34,35, 39,40, 50,61 A 
70 re slds for protection against radiation Opposes rule * , 

LOHR.L Affiliation Not Assigned AA38-2. 86/08/26. Docketing A Services Branch, 
ip 61B64*170-61864'170 


-•9204290360 Comment on proposed rules 10CFR2. 19.20.30,31,32.34,35,39,40. 50.61 & 

70 re stds for protection against radiation Opposes ftile . . 

GOLDBERG. W C Affiliation Not Assigned AA3B-2 8 6/ OB/25 NRC No Detailed Af- 
filiation Given Ip 61 864 1 61-61864 161 

-9204290362 Comment on proposed rules 10CFR2, 19.20,30,31 .32,34.35,30,40, 50,61 & 
70 re stds for pfotoction against radiation Opposes rule 

SCHNEIDER.C House of Rep AA38-2 a6^B/19 2ECH,L.W Commissioners (Post 
750119) Ipp 61864171 81864 171 

-9204290357 Comment on proposed rules 10CFR2, 19.20.30, 31.32,34,35. 39, 40, 50,61 & 

70 re stds for protection against radiation ^ 

SCHROEDER.HA Affiliation Not Assigned AA38-2 86/09/02 NRC • No Delaitod Af 
filiation Given Ip 61864 162-61864.162 

-92042903B1 Comment on proposed rulos 10CFR2,1 9,20,3 0,31 ,32.34,35,39,40, 60,61 & 
70 re stds (or proteclion against radiation Opposes rule 

HALVORSON,A Affiliation Not Assigned AA3& 2 66/08/25 Docketing A Services 
Branch Ip 61864 173 618B4 173 

-920429D362 Comment on proposed riiles 10CFR2, 19, 20, 30, 31, 32, 34. 35, 39,40, 50.81 A 
70 re slds for protection against radiation . 

PULS.M Affiliation Not Assigned AA3B-2 86/09/01 Office of the Secretary of the 
Commission Ip 61864*163-61864 163 

-9204290364 Comment on proposed rules 10CFR2, 19,20,30, 31, 32, 34.35, 39,40, 50,61 A 
70 re stds (or proteclion against radiation Opposes rule , 

DAVIS Affiliation Not Assigned AA38-2 96/08/26 Docketing A Services Branch Ipp 
61864 1 74-61064 174. 

-9204290 365 Comment on proposed rules 10CFR2,1&, 20,30,31, 32,34, 35.39,40, 60,61 A 
70 re aids for protection against radiation 

FtECK,M Affiliation Not Assigned AA3B 2 96/00/30 NRC • No Oetailod Affiliation 
Givon 2pp 61864 164 6 1864 165 

-9204290373 Comment on proposed rules 10CFR 2. 19,20.30,31,32,34.35,39,40, 50,61 A 
70 ro stds for proteclion against radiation . . „ . . ,u . 

* Affiliation Not Assigned AA3a 2 86/00/29 Office of Iho Secretary of the Commis 
Sion tp 61864 166-61864:166 

-9204290376 Comment on proposed rulos 10CFR2, 19.20 ,30, 3 1,32, 34, 35,39,40, 50,61 A 
70 re slds for protection against radiation ^ 

BERG.W Affiliation Not Assioned, AA3B-2. 86/10/00 Dockoling A Services Branch 
Ip 61864 119 61864 119 

—9204290378 Comment on proposed rulos 10CFR2, 19,20,30,31 ,32.34,35,39,40, 50,61 A 
70 re stds for protection against radiation. « ^ « u 

BERNSTEIN, R Texas, Stale of AA3B-2 80/08/26 Docketing A Services Branch 
Ipp 61664*176 61064175 

-9204290380 Comment on proposed rulos 10CFR2, 19,20,30,31,32,34,35,39,40, 50,61 A 
70 ro slds for proteclion against radiation, , r, ^ u 

SUIECKI.J Affiliation Not Assigned AA30 2 66/10/09 Docketing A Services Branch 
Ip 81064 120 61864120 

-9204290367 Commonton proposed rules 10CFR2,1 9, 20,30, 31, 32,34,35,39, 40, 50,61 A 

70 re stds for protection against radiation Opposes rule , aicu 

MAtO.K Affiliation Not Assigned AA38-2 66/10/08. NRC • No Detailed Affiliation 
Given 1p 61864 201 61864.201 

“9204290393 Comment on proposed rules 10CFR2, 10,20,00,31,32,34,35,39,40, 50,61 A 
70 re stdo for protection against radiation Opposes rule „ r, , 

WILLI AMS, MC Affiliation Not Assigned. AA3e-2 86/08/19. Docketing A Services 
Branch 18pp 61864 176 61804*193 

-9204290395 Comment on proposed rules 1OCrR2,10, 20,30, 31 .32,34,35,39,40, 50,61 A 
70 re slds for protection against radiation . .u c i 

PEDERSEN.G Affiliation Not Assigned AA3B 2 86/10/09 Office of the Secretary of 
the Commission Ip 61664 202-61864 202 

—9204290401 Commonlon proposed lulea 10CFR2.19,20,30,31 ,32,34,35,39,40, 60,61 A 
70 re stds for protection against radiation Oppose rule. . ^ 

GOODE. M Affiliation Not Assigned. AA3B-2. 88/10/06 Oflico of the Secretary of the 
Commission. Ip 81864,203-61864 203. 

—9204290405 Comment on proposed rules 10CFR2, 19,20. 30,3 1,32,34,35,39,40, 50,61 A 
70 re stds for proteclion against radiation Opposes rule _ . , „ - , 

SK10BEE,PL. Affiliation Not Assigned AA38 2 86/10/10 Docketing A Services 
Branch Ip 61004 194 61864.194 

-9204290409 Comment on proposed rules lOCFR 2, 19, 20, 30,3 1,32, 34,35,39, 40, 50,81 A 
70 ro slds (or proloction against radiation Opposes rule , . „ , „ . 

OWEN.B Affiliation Not Assigned AA3a 2 86/10/09 Dockoling A Services Branch 
Ip 61864 195-61864 195 

-9204290411 Corn men I on proposed rules 10CFR 2, 19,20,30,31 ,32,34.35, 39,40, 60,61 A 
70 fo stds for protection against radiation. ^ j 

BRENNER, R/\. Affiliation Not Assigned AA38-2 66/09/00, NRC - No Detailed Affili 
ation Given Ip 61664,204 61864 204 
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-92O42a04i:j Comment on proposed rules 10CFR2, 10,20,30.3 1,32, 34,35, 39,40, 60.6l & 
70 re stds (or protection against radiation Opposes rule 

• Affiliation Not Assigned AAQ0-2 86/10/15 Docketing & Services Branch ip 
51864 196 61864 195 

•‘9204290414 ComiTient on proposed miss l0CFR2,19-,20,30,3t,32,34,35,39,4(l, 50,61 & 
70 re stds for protection against radiation 

MARTIN, C Affiliation Not Assigned AA38-2 86/10/06 NRC No Detailed Affiliation 
Given Ip 61854 205 61864 205 

“9204290418 Comment on proposed rules 10CFR2. 19,20,30.31,32.34,35.30,40. 50,61 & 
70 re stds for prolecUon against radiation 

HICKMAN,J B Afliltallon Not Assigned AA3a-2 66/10/06 Office of the Secretary of 
the Commission Ip. 61864 206 61864 245 

“9204290420 Comment on proposed rules 10CFR2.1 9.20,30.31 ,32.34,35.39,40. 50,61 & 
70 re stds for protection against radiation Opposes rule 

JOHNSON.E Affiliation Not Assigned AA38-2 86/10/09. Docketing & Services 
Branch Ipp 61864.197-61864 197 

••9204290425 Comment on proposed rules 10CFn2,1 9. 20.30. 3 1,32, 34,35.39,40, 50,61 & 
70 re stds tor protectfon against rad/afion Opposes wle 

* Affiliation Not Assigned AA3B-2 86/10/15 Docketing & Services Branch 1p 
61864 199-61864 199 

“9204290431 Commenlon proposed rules 10CFR2. 19, 20,30 ,31. 32,3 4,35.39,40, 50.61 & 
70 re stds for protection against radiation Opposes rxile 

LORD.WS Affiliation Not Assigned AA38 2. 88/10/15 Docketing & Services Branch 
Ip 61064 200 61864 200 

“9204300265 Discusses Commission meeting on finaljzation of radiation stds 
D'ARRIGO,D Nuclear Information & Resource Service, AA38 2 OB02 08/11/28 
ZECH.L Commissioners <Post 750119) Ip. 61864 253 61884 253 

“9205080156 Submits list of five iloms re draft SRM on Part 20 implementation dates 
MORRIS, B. NRC - No Detailed Alfiliaiion Given, AA38 2 0876 90/10/26 COOL.D 
NRC • No Detailad Affiliation Given 40pp 61856 280^61856 354 

“9205110208 Comment on proposed rules 10GFR 2, 19, 20,30,3 1,32, 34, 35, 39, 40, 50,61 & 
70 re stds for protection against radiation 

KOCHERY.I A. Affiliation Not Assigned 6QFR61fl92 86/05/13 Docketing & Services 
Branch Ip. 61871,211*61871 211 

“9205110209 Commoni on proposed rules 10CFR 2, 19,20,30,3 1,32, 34, 35.39, 4 9, 50,61 & 
70 re stds for protection against radiation Si^ports rules 

POTOC!K,D.P. Affiliation Not Assigned 50FH51992 86/05/13 Docketing a Servicos 
Branch Ip. 61871 212 61871 212 

“9206110211 Comment on proposed rules 10CFR2, 19, 20,30, 3 1,3 2, 34,35.39, 40, 50.61 & 
70 re stds for protection against radiation 

HERO.E Affilialion Not Assigned 50FR51992. 88/05/15 Docketing a Services 
Branch Ip 61B71 213 eie71'ai3. 

“9205110216 Comment on proposed rules 10CFR2, 19, 20, 30, 3 1,3 2, 3 4,35,39.40, 60,61 & 
70 re stds for protection against radiation 

STRONG,! fl. Washington, Stale ol 60FR51992 86/05/12. Docketing a Servicos 
Branch Ip 61871214 81871214 

“9205110220 Comment on proposed rules 10CFR2, 19,20 ,30,31 ,32.34.35.39,40. 50,61 & 
70 re 8ld$ for protection against radiation 

HORVATH.KJ Alfiilallon Not Assigned 50FR5199a 86/05/15 Office of the Secra 
tary of Uie Commission Ip 61871*215 31871 215 

“920S130Q14 Fonvards draft rev to 10CFR2O for review & commanl Rosponso roquosl* 
edby B80113W/O end 

NUSSBAUMER.DA Assistant Director for State Agreements Program AA3B 2 07/ 
12/23 Affiiiatlon Not Assigned. 1p 61046 31B-S1846 318 

9206010064 Comment supporllng proposed rule Ml SC (92-1) re convorslon to metric 
ays 

SIMARD.R Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 67FR4691 00004. 92/04/24 CHILK.S J Office of Ihe Secrelary of the 
Commission 2pp, 61499,110 61499 111 

9205040040 Comment on NRC proposed policy slalomont, "Convorsion to Metric Sys ’’ 
Licensee suaports Option 2 as acceptable method of Implementing metric sys (or use 
by fndusfry.Afso endorses NUMARC positfen & comments 

BECK.GJ Philadelphia Efectnc Co 57FR489t 00005 92/04/24 CHILK.S J Office of 
the Secretory of Ihe Commission Ip 61612 114-01512 114 

9206040053 Commenl on NRC policy stolement, Conversion to Metrio Sys Supports 
comments made by NUMARC re NRC decision to encourage but not require use of 
metric sys. 

BUR2YNSK1.MJ Tennessee Valley Aulhonty 67FR4e9'1 00006 92/04/27. 

CHILK.S J. Offtca ol the Secretory ol the Commission. 2pp 61512:141-01512 142, 

9206040059 Comment supporting proposed policy statomont, "Conversion to Metric 
Sys‘* Believes approach allows Induslsry to voluntarily convori lo metric sys as 
market forces dictate 

LIPARULO.NJ. WofltSnghOuso Electric Corp 57FR4891 00007 92/04/28 CHILK,SJ 
Office of Ihe Secretary of the Commission. lp 61512 101 61612*161 

9205040064 Comment on proposed rule changes, ‘'Licensing Requirements for Land 
Disposal of Radwaste.*’ Believes it ts undeslr^lo to promulgate rule which is applica- 
ble to facilities w/o Incorporating appropriate loclinical guidance 
ORTCIQERJW Illinois, Stalo of 57FR8093 00006, 92/04/24. Oocketine & Services 
Branch. 2pp. 61 51 2 257.61 6 1 a 258. 

9205060019 Forwards expanded comment on FHN 92-2663 (or inclusion In NRC long- 
term prooram for eliminating NRC requirmonts marginal to safety. 

BARKLEY, RS Office of Nuctear Reaclor Regulation, Director (Post 870411). 
57FR4166 92/05/64 JORDANjE.L Office for Analysis & Evaluation of Operational 
Data. Director Ip 61656 126 61558 153 

“9205060020 Comm-onls on NRC proposal to eliminate NRC requirements found mar- 
ginal to safety Encourages that Dbmrnission continue to support apodal review as on- 
going NRC program. 

BARKLEY, R.S Region 1 (Post 820201), 57FR4166 92/05/04 NRC -No Detailed Af- 
fllfaffon Giver) 27pp 61556127 61656*153 


9205060069 Comment on elimination of requirements marginal to safety Informs that 
industry will continue to support NRC efforts to improve effectiveness ol regulations 
w/goal of maintaining same high levels ol safety that currently exist 
RASIN.WH Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 57FR4166 92/05/04 MEYER, DL Regulatory Publications Branch 
29pp 61556 229 61656 257 

9205060234 Forwards statements submitted by public at regional meetings on below 
regulatory concern policy statement & background documents to be placed in PDR 
MCCAUSLAND.J M Radiation Protection & Health Effects Branch 92/04/30 
LANHAM,D Document Control Branch (Document Control Desk) 250pp 61593 001- 
61594 010 

9205060034 Comment on petition for rulemaking, "Elimination of Requirements Marginal 
to Safely " 

GATES.WG Omaha Public Power District 57FR4166 92/05/01 CHILK.S J Office of 
the Secretary of the Commission 3pp 61591 025 61591 026 

92050B0037 Comment supporting NUMARC comments on proposed 1 0CFR, Chapter 1 , 
"Elimination of Requirements Marginal to Safety '* 

BURZYNSKLMJ Tennessee Valley Authority 57FR4168 92/05/01 CHILK.S J 
Office of the Secretary ol the Commission 3pp 61591 027-61591 028 

9205000043 Comment supporting comments provided by NUMARC re ellmlnQlion of re 
quirements marginal to safety Believes that most significant outcome of review proc 
ess would be to establish sys for periodic reassessment of NrC roquiremonts 
REYNOLDS.N S , STENGER.D F , HORIN.W A Winston & Slrawn 57FR4166 92/05/ 
04 MEYER, DL Regulatory Publications Branch 13pp 61591 029 61591 041 

92DS0BOO54 Comment supporting NRC elimination of requirements Important to safely 
from 57FR4166,dld 920205 

JACKSON.MA Commonwealth Edison Co 57FR4166 92/04/28 Regulatory Pub I lea 
lions Branch 1p 61591 050 61591 050 

926S0B0088 Comment supporting EPA/NRC document, "Clartficalion of RCRA Hazard 
ous Waste Tesling Requirements (or Mixed Waste Draft Guidance, Mar 1992 " 
ENGLISH.B.L Idaho. State of. 67FR 10500 82/04/27 MEYER.DL Regulatory Publi 
cations Branch, 2pp 61591 052 61591 053 

9205110028 Comment on proposed rule re elimination of requirements marginal to 
safety 

KNUBEL,J General Public Utilities Corp, • GPU Service Corp 57FR4166 92/05/05 
Regulatory Publications Branch Spp 61609 024-61609 026 

6205110050 Comment supporting proposed rule (92-1) re conversion to metric sys 
JACKSON, F . PERSUT.K . LAY.C Affiliation Not Assigned 57FR4091 00009 92/05/ 
04 Docketing 8^ Servicos Branch 4pp 61609 069 61609 072 

9205110057 Comments opposing proposed rule 10CFR57 re program to eliminato re* 
quirements marginal to safety 

HIATT, SL Ohio Citizens for Responsible Energy 57FR4166 02/05/03 Office of Ad 
ministration (Post 690205) 4pp 61609 004-61609 087 

9205110062 Comment supporting NRC program to eliminate requlroments marginal to 
safety 

BEEDLE.R E Power Aulhonty ol the Stale ol Now York (New York Power Authority) 
57FR4166 92/05/04 Division of Freedom of Information a Publications Services 
(Post 890205) 03pp 61609 080 61609 171 

9205110071 Comment endorsing comments mado by NUMARC re proposed rule MISC 
(02-1), “Conversion to Metric Sys “ Concurs w/NRC position that staff will not allow 
licensees lo convert sys of units whore conversion might be detrimental to health. 
SKOLDS.JL South Carolina Electric a Gas Co 67FR4B91 00008 92/04/27 
CHILK,S J. Office of the Secretary of the Commission Ip 61609 180 61609,188 

9205110166 Drafl, "Regulatory Analysis Low-Level Waste Shipment Manifest Info a Re 
porting “ 

RiER.P H . MESHKOV, N K Arqonne National Laboratory 92/04/30 Office of Nuclear 
Regulatory Research (Post 860720) 5Gpp 61625 234 61625 292 

9205110181 Comments on proposed rule re elimination of requirements marginal to 
safety Supports NUMARC comments a Nuclear Util Backfilling a Reform Group sub 
miltals 

MARSHALL,J S Texas Utilities Co 57FR4166 02/05/04 Regulatory Publications 
Branch Ip 61600 304-61 609'304 

9205110186 Comment supporting proposed rule re program to elirninale regulatory re 
quirements marginal to safety 

BINZ,R D. BWR Owners Group 57FR4166 92/05/06 MEYER.D. Regulatory Pubilea 
lions Branch 7pp 61600 305 61609 311 

9205130103 Comment supporting NRC program re olimifialion of roquiremonts marginal 
to safety. 

OPEKA,JF Northeast Utilities 57FR41 66. 92/05/04 MEYER,D L Regulatory Publi 
catfona Branch 3pp 6f65f'(69 ef66t'f61 

9205180049 Comments supporting proposed rule re conversion to metric ays 
SKOLDS.J L South Carolina Electric a Gas Co 57FR4891 00000 92/04/27 
CHfLK.S.J Docketing a Services Branch Ip 61690,224-61690*224 

9205180061 Comment supporting proposed rule re elimination requirements marginal to 
safety 

STEWART, WL Virginia Power (Virginia Electric a Power Co). 57FR4166 92/05/08 
Regulatory Publications Branch Spp 61690.228 61690 232 

9205180087 Proposed rule tOCFR170 a 171, "Rev of Fee Schedules. 100% Fee 
Recoveiy,FY02 " Rule would Implement Public Law 101-508, which mandates that 
NRC recover approxlmaloly 100% of its budget authority In FY92 less amounts appro 
pfiated from Nw, 

TAyLOR,JM, Ofc of the Executive Director for Operations 67FR 18095 92/04/16 
133pp 61691 001-01691 133 

9205180070 Comment on proposed rule t0CFR31 a 32 re requirements for possession 
of industrial devices containing byproduct mail 

HARMON,L Safely Light Corp. 56FR6701 1 00026 92/04/20 Docketing a Services 
Branch 3pp 61690 234-61690.236 
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920516008Q Proposed rule 10CFFI50, "Receipt of Byproduct & Special Nuclear Mall” 
Rule would allow reactor licar^see to receive back byproduct & speciat nuclear mail 
produced by operating reactor after that waste has been sent offsite 
TAYLOR, J M Ofc ol tho Executive Director (or Operations 57FR15034 92/04/16 
epp 61690 244-61600 251 

9205160093 Comment endorsing comments made by MUM ARC on proposed rule 
10CFR2 re policy & procedure tor enforcement actions 

ORSER.WS Detroit Edison Co 57FR5791 00015 92/05/05 Docketing & Services 
Srarrch 2pp 61650 253^6 WOO S54 

9205160099 Proposed rule 10CFR26,7O & 73, *'FitnesS'For>Duty Requirements for Li- 
censees Who Possaas.Use, or Transport Category I Wall " Rule would provide greater 
assurance that employees who guard SSSNM do not have drug problem 
CHILK,SJ Office of the Secretary of the Commission 57FR16415 92/04/24 lepp 

61690 255 61690 272 

9205160106 Proposed rule 10CFR20 & 61. "LLW Shipment Manifest tnfo & Reporting*’ 
Rule would improve quality & uniformily of info contained in manifests required to con 
trol transfers of LLW Inlonded for disposal at land disposal facilities 
CHILK.S J Office of the Secretary of the Commission 57FR 14500 92/04/14 53pp 

61691 134-61691 186 

9205160111 Comment supporting proposed rules 10CFR26,70 & 73 re filaess-for-duly 
requirements for licensees possessing, using or transporting category I matt 
SCHULIN.SB Affitialion Not Assigned 57FRia415 00001. 92/05/04 docketing & 
Services Branch 1p 61691 187-61691 187 

9205180120 Proposed rule 10CFR110, "Import & Export of Radwasles" Rule would 
amend licensing requirements ro import & export of radwasles Rule reflects decision 
of general conference of Inti Atomic Energy Agency In Sept 1 990 
CHILK.S J Office of the Secretary of the Commission 57FR17a59, 92/04/22 35pp 
61690 275-61690 309 

9205180123 Comment opposing proposed rules 10CFR31 & 32 re requirements for pos- 
session of industrial devices containing byproduct matt 

WHITE.SB IsohtoCorp (formerly Trlluzco, Inc ) 56FR67011 00025 92/04/27 Dock- 
eting & Services Branch 2pp 61690 310 61690 311 

9205180135 Ack receipt of 920424 Hr commer^ting on NRC proposed rule changes to 
10CFR61, "Licensing Requirements for Land Disposal of Radioactive Wastes" 
SILBERBERG.M Waste Management Branch (Post 910B30) 57FRe093. 92/05/06 
ORTCIGER.TW Illinois, Slate of Ip 81690 316-61690.316 

9205180159 Final rule 10GFR2, *'Revs to Procedures to Issue Orders Challenges to 
Orders that are made Immediately Effective," revising rogulallons governing orders to 
provide for expeditious consideration of challenges to immediate orders 
CHILK.S J Office of tho Secretary of the Commission 65FR27645. 92/05/06 20pp 

61690 317 61690 336 

9205180161 Proposed rule 10CFR50, "Loss of all Alternating Current Power" Rule 
would require licensees to test 6 monitor EDQ against criteria that Indicate possible 
degradation from EDG target levels 

CHILK.S J Office of the Secretary of the Commission 57FR14514 92/04/16 20pp 
616D0.337-6ie90'356 

9205180169 Proposed rules 10CFn2.40.50.51 ,70,76,1 10.140,150 & 170, "U Enrichment 
Regulation " Rule would allow U enrichment facililios to bo licensed sub) (o provisions 
ol Act re source mail & SNM 

CHILK,S J Office ol the Secretary of the Commission 56Fn48739. 92/04/23. 46pp 

61691 186 61691,232 

9205190217 Comment on proposed rules 10CFR170 & 171 re license fees Licensoo 
should be charged for "storage license" Isotopes not used since 910611 
PAYTON.CJ Amoco Oil Co 57FR1B095 00002 92/05/14, Office ol the Secretary of 
the Commission Ip 61708-049-ei70B048 

9205 190220 Comment on elimination of roqulrsmenta marginal to safety Utii endorses 
NUMARC comments 

EOWARDS.DW Yankee Atomic Electric Co. 57FR4166 92/05/08 Regulatory Publi- 
cations Branch 10pp 61 70B 049 61708 050 

9205190221 Comment on proposed rules 10CFR17O & 171 re llcensejnsp & annual 
fees • FY92 NRC budget must decrease accompanied by decrease in personnel of 
10 - 20 % 

PRENDERQAST.W LFE Corp 57FR18095 00001 92/05/08 Docketing & Services 
Branch 2pp 61708 059-61706.060 

9205200005 Comment opposing proposed rules 10CFR170 A 171 re license, insp A 
annual fB05-FY92 

SAHADEVAN.V Dag Hammarskjold Cancer Treatment Center, Beckley, WV 
S7FR18095 00003 92/05/14 Office of the Secretary of tho Commission 2pp 
61717011-81717012 

9205200018 Comment opposing proposed rule ro elimination of requiremants marginal 
to safety 

ORTCIGER.TW Hlinois, Stale of 67FR4166 02/05/14. MEYER.D L Division of Free- 
dom of Information A Publications Services (Post 690205) 2pp 61717*044 61717 045. 

9205200019 Comments on proposed guidance document on testing of mixed radioac- 
tive A hazardous waste Believes regulated community needs enforcement relief for le- 
gitim ale mlsclassiflcalion errors that occur due to dictates of ALAR A 
REDINGTON.D B. Monsanto Co 57FR1Q5O0. 92/05/14. Regulatory Publications 
Branch 2pp 61717 046-61717.047 

9205200137 Informs that A HIrt comments on proposed rule enllllod, "Er^vlron Review 
for Renewal of OLs" being considered in Commissions preparation of final rule Repl 
ref A summarizing comments A attendant actions taken being prepared also. 

TAYLOR, J.M olc of the Executive Director for Operations CCS. 92/04/20, 
KAPTUR.M House of Rep Ip 61743,222 61743 224 

■*9205200146 Forwards request on behalf of A HIrt re proposed rule entitled, "Environ 
Review for Renewal of OLs" for response 

KAPTUR.M House of Rep CCS 92/04/03 RATHBUN.D K. Office of Congressional 
Affairs (Post 911117). Ip. 61743.223 61743*224 

9205210056 Comment on proposed rules 10CFR170 A 171 re 100% fee recovery for 
FY92 Believes licensing cost should be reviewed for small amounts of nuclear mail 
REYNOLDS, U.C Moore Business Forms, Inc.- 57Ffl18095 00005. 92/05/13, Docket- 
ing A Services Branch 1p 61723, 17B-61723-176 


9205210122 Comment on proposed rules 10CFR170 A 171 re 100% fee rocovory for 
FY92 

GILLIN.MT Wisconsin, Univ of, Milwaukee. W I 57Fnte095 00004 92/05/13 Ofltco 
of the Secretary of the Ccmmissiort ip 61723 341 61723 341 

9205210205 Responds to 920311 fir on behalf of constituent .Allegheny County Dept of 
Engineering A Const re request for exemption from annual foe raqulremenls of 
10CFR171 Copy of 920117 Itr denying licensee roquesi end 
TAYL.OR,J M Olc of tha Executive Director for Oporations CCS 92/04/02 

SPECTER.A Senate Ip 61756 305 61758 309 

-9205210207 Requests findings & views on Allegheny County request for exemption 
from license foe 

SPECTER.A Senate CCS 92/03/11 NHC - No Detailed Affiliation Given Ip 
61758 309-61766 309 

9205210215 Responds to 920316 Ur submitted on bohalf of consbtuent, F Weedon re 
concerns about NRC’s implementation of Omnibus Budget Reconciliation Act of 1990 
A recent proposed limited revs to 10CFR170 A 10CFR171 re license map fees 
TAYLOR.J M Ofc of the Executive Director for Operations CCS 92/04/09 

EDWARDS, M House of Rep 2pp 61758 296-61756 301 

-9205210233 Forwards constiluent F Weedon 920206 Itr expressing concerns re NRC 
proposed license loo schedule Rosponso roqueslod 

EDWARDS. M House of Rep CCS 92/03/16 THE CHAIRMAN, SELIN,! Commis- 
sioners (Post 7501 19). 4pp 61750 298 61 758 301. 

9205220064 Responds to 026402 Ur on behalf of constituent, CA Richard son. President 
of ABC Toslingjnc .expressing concerns re NRC implemenlalion of Omnibus Budget 
Roconcillation Act of 1990, 

TAYLOR, J M Ofc of tho Executivo Dlreclor (or Operations CCS 92/04/20 

M OAKLEY. J Housd ol Rep 2pp 61780 171-61780 181 

-9205220066 Forwards Itr from constituent re NRC user foes for roviow A advice on 
how boat to resolve dispute 

MOAKLEY,JJ. Housa of Rep CCS 92/04/02 RATHBUN.D K. NRC No Detailed At 
filiation Given 3pp 61780173-61760176 

-9205220072 Responds to 91 1030 Ur expressing concern over NHC new fee schedules 
for tOCFRt70 A 171 

SCROGGINS, n M. Office of lha Controllor (Posl 890205). CCS 92/01/04 

RICHARDSON.C A. ABC Testing 2pp 61760 177-61700178. 

-9205220076 Requests that NRC roview practlca of not charging annual foes to agree 
ment atatos In hope of establishing user fee (or twenty nine agroement states so that 
fees would be more equitable in fatty states. 

RICHARDSON.C A ABC Testing CCS 92/01/13 SCROGGiNS.RM Office of the 
Controllor (Post 890205) Ip 61760 179 61 7Q0 179 

-9205220079 Responds to 920113 Ur expressing concern re NRC not charging annual 
fees lo Agreemont States NRC boilovos that Commission foo regulalions represent 
fair & oquiTablo Implemontatlon of require mo nts of OBRA-OO 
SCROGGINS.RM Office of the Controller (Post 690295) CCS. 92/01/31 

RICHARDSON.C A ADC Testing 2pp 61780.180-61700 161 

9205220096 Comments on elimination of requirements marginal to safety Endorses 
effort & confident that NRC will proceed expeditiously w/rule making to accomplish 
goals of special review 

TUCKEn.HB Duko Power Co 57FR4166 92/05/04 Division of Freedom of Informa- 
tion & Pubticalions Services (Post 690205} 6pp 61735 209-61735 214 

9205220109 Responds to 920309 Ironsmlttal of Itr by constituent F Weedon.Prosldent 
Fronlior Logging Corp expressing concerns re NRC I mpio mentation of Omnibus 
Budget Reconciliation Act of 1090 A recent proposed rovs to 10CFR170 & 171 
TAYLOR, J M, Ofc of Ihe Executivo Director for Operations CCS 92/04/09 

NICKLES.D Senate 6pp 61772 352-61772 357 

9205270191 Comment on proposed guidance document on to sting of mixed radioactive 
hazardous waste 

ROBERTS.JS Westlnghouse Electric Corp 67FFI1050S 92/05/27 MEYERDL Reg- 
ulatory Publications Branch 3pp 61763 214-61763 216 

9205270195 Comment on proposed guidance document on testing roquiremonl for 
mixed wasto 

VILLARREAL, R Los Alamos National Le bora lory 67FR 10500 92/05/15 

MEYER.D.L, Regulatory Publicaliona Branch aQpp 51764 140-61764-167. 

9205270216 Comment on proposed rule re elimlnalion of requirements marginal to 
safety Supports NUMARC, B&W Owners Group & Nuclear Ulil Backlit & Reform Group 
comments 

LYSTER.MD, Conterior Energy. 57FR4166 92/05/15 Regulatory Pubticalions 

Branch 7pp 61764.012 61764-016 

9205290006 Comments on proposed guidance document enltled, "Clanficatlon ol 
RCRA Hazardous Waste Testing Requliemonls for Mixed Wasto 
HARVEY, JT International Technology Corp 5VFR1050B 02/05/19 MEYER.D L 
Regulatory Pubticalions Branch 3pp 81700*189-61790*191 

9205290009 Comments on proposed guidance document ontitled, "Clarification of 
RCRA Hazardous Waste Testing Requirement for Mixed Waste ” 

COLLINS,S,C II lino K Slate of 57FH 10508 92/05/22 WEYEH.D L Regulatory Publi- 
cations Branch 2pp 61790.102 61790 193. 

9205290011 Comments on proposed guidance document entitled, "Clarification of 
RCRA Hazardous Waste Testing Requirements for Mixed Waste *' 

SVYANSON.D.L Edison Eleclrio Institute. 67FR 1 0508. 92/05/26 MEYER.D L Regula- 
tory Publications Branch 7pp 61700.194-61700,200 

9206290014 Comment opposing proposed rule 10CFR61 re performance ol one GEIS 
for purpose of rellcensing nuclear facilities 

NAGLE, W.P Massachuselta, Commonwealth ol, 56FR47016 00-118 92/06/07 
CRA1G,J.W, License Rorvewal Pro)ecl Directorate (901216 920516) Ip 61790 223 
61790,223 
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9205290025 Comment opposing proposed rofo 10CFR170 & 171 re rev of fee scitedul© 
which would aigrificanlly increase annual license fee lor source mail hcenses w/mill 
iaiiings impoundmenls 

FERDINAND.B Rio Algom Mining Corp 67FRia095 00006 02/05/20 Docketing & 
Services Branch lOpp 61790 27^1-61790 283 

9205290032 Comment supporting draft guidance documenl, “Clarification of RCRA Haz 
ardous Waste Testing Requirements to; Mixed Waste " 

PELLETIER.R F Energy, Dapi of 57FR105Qa 92/05/26 MEYER, DL Division of 
Freedom ol Information & Publications Services (Post 890205) 21pp 61790 284- 
61790 304 


PPM PETITION FOR RULEMAKING 


920S010012 Comment opposing pelition for rulemaklrg PRMasiO filed by American 
College of Nuclear Medicine in treating paltonts w/doses of FIJI in oxcess of 30 mCi 
on outpatient basis 

BHATNAGARJ P , GLUCKSON.J M Mercy Hosp . Pittsburgh, PA 57FRB2az 00010 
92/04/22 Docketing & Services Branch 2pp 61499 061-61499 062 


9205010017 Comment opposing petilron for rulemaking PflM-35-tO ra radialton safety 
for patients who have received greater than 30 mCi on outpatient basis 
BONTE,FJ Texas, State of. 57FRa2a2 00007 02/04/25 CHILK.SJ Olfice of the 
Secretary of the Commission Ip 61499 063 61499 063 


9206010025 Comment opposing petition for rulemaking FRM-35 10 re release of pa- 
tients after treatment w/radiopnarms w/l ovals greater than 30 mCl 
JOHNSON, J A Kansas. State of 57FR82fi2 00096 92/04/16 Docketing & Services 
Branch 2pp 61499 064 61499 065 


9205010026 Comment supporting petition for rulemaking PflM-35-10 ro confinement for 
medical care Believes that w/rising cost of healh care, more radionuclide Ihorapy treat- 
ments should be offered on outpatient basis 

CULVER ,C William Beaumont Hosp, Royal Oak, Ml 57FRa2Q2 00011 92/04/20 
Docketing & Services Branch Ip 61499 066 61499 066 


92050 19066 Supplement to previous comment concornina petition for rulemaking PRM* 
35-10 re outpatient treatment regardless of radioactive dose administered 
WAnCUS,CS Affiliation Not Assigned 57FR6202 00001 92/04/12 CHILK.S Office 
of the Secretary of llie Commission 2pp 61490 112 61499 1 13 


6205019071 Comment opposing petition for rulomaklitg PRM35 10 re outpatient treat- 
ment for patients regardless of quantity of radio aclrve dose administered 
MABRY,/\ North Carolina* Stale of 57FRa2B2 00009. 92704/22 Office of Iho Secre- 
tary of the Commission 2pp 01499 114 61499 115 

9206019077 Comment opposing petition for rulemaking PRM3S 10 re outpatient treat- 
ment for patients regardless ol radioactive dose administered 

GOODRICH, J K Radiology Associates of Erie, PA 57Ffl82fl2 OOOOfl 92/04/22 
CHILK,S J Office of the ferctary of the Commission 2pp 61499.129-61499 130 


9205010951 Rcauests oxlonsion of comment period to 920608 concerning petition for 
rulemaking PRM 35-fO re outpatient treatment for patients regardless ol radioactive 
dose administered 

FRA ZEE, T C Washington, State of 57FR8282 92/04/10 Office of Iho Socrelary of 
the Commission tp 61499131 81409 131 

9205180023 Comment on petition for rulemaking PRM 35-10 re reloasing pallonts con- 
taining greater than 30 mCf of radiactivo matl to environ w7o institutionally supervised 
formalradiationprolectioncontrols 

CULLING,HM Affiliation Not Assigned S7FRB2Q2 00014 92/04/30 Docketing & 
Services Branch Ip 61690 179 61690 179 

9205180026 Comment opposing pelition for rulemaking PRM-35-10 ro 30 mCi body 
burden Recom mends that hospilalization be required for ambulatory patients receiving 
radiopharms In amounts greater than 30 rrCi 

ZENGGR.G H Humana Hosp Audubon, Lomsvillo, KY. 57FR0282 00016 92/05/05 
Docketing & Services Branch Ip 01690 182-01690 182 

9205100033 Comment opposing pctilion for rulemaking PRM 3S-10 ro release ol pa- 
tients recoivin-g radiopharms in amounts g-roalor than 30 mCi, 

WHATLEY.KE Alabama, State of 57FflB2fl2 00018 02/05/06 Office of the Secre- 
tary of the Commission 7pp. 81690202 61 590 20 8 

9205180038 Comment on petition for rulemaking 35 10 re mandated hospital ization for 
patient receiving radioactive treat men Is 

MALMUD,LS American College of Nuclear Physicians 57FR82B2 00012 92/04/24 
CHILK,S Office of the Secretary of the Commission 1p 61690 220-61690*220 

9205180039 Comment opposing petition for rulemaking PRM *35-10 re release of pa- 
tients receiving oral or Intraveneous radiopharms in amounts greater than 30 mCi> 
QUILLIN,R M Colorado, State of 57FR8282 00020 02/05/04 Docketing & Services 
Branch Ip 01690 221-61690 221. 

9205180054 Comment supporting pelifion for rulemaking PRM-35-10 re oulpalioni 
option for all patlerits receiving oral or inlraveneous radiopharms 
TODD,JS Amofican Medical Association 57FRa202 00022. 02/05/08 CHILK,SJ 
Office of the Secretary of Ihe Commission, 3pp. 61690 225 61690 227 

9205180060 Comment opposing potillon for rulemaking PRM-35-10 re amend regula- 
tions concerning confinement, safely inslructiona a precautions used for patfonts ro- 
ceiving radiopharm therapy fn amounts exceeding 30 mCf 

S7RZELCZYKJ Health Physics Associates, Lid 57FRa282 00017 92/05/00 Office 
of the Secretary of the Commlaaion Ip 6 1690 233 61690 233 

9205180074 Comment opposing petition for rulemaking PRM-35-10 allowing patients to 
recolve 30 mCi t-131 on outpatient basis 

DEYE,J A Fairfax Hosp , Falia Church, VA 57FR8262 00015 92/05/04. Docketing & 
Services Branch 2pp 61690237 61690 236 


9205180089 Comment supporting petition for rulemaking PRM 35 10 re resolution of 
American College of Nuclear Medicine to delete mandated hospitalization of patients 
undergoing radloiodine therapy w/more than 30 mCi for certain thyroid diseases 
BRUCER.M Bruccer, M, MD 57FR8282 00013 92/04/23 CHILK.SJ Olfice of Iho 
Secretary of the Commission Ip 61690 252-61690 252 

9205180116 Comment opposing petition for rulemaking PRM-35-10 re requests for au 
thorily to administer radloiodine in quantities of 400 mCi or loss to outpatients 
WfATROWSKI.W Texas. Univ of. San Antonio, TX 67FR8282 00021 92/05/07 
Docketing & Services Branch 2pp 61690 273-61690 274 

9205180129 Comment opposing pelilion for rulemaking PRM 35 10 requiring hospitaliza- 
tion of pationis receiving greater than 30 mCi of radiopharms be deleted 
lackered K Texas, Slate of 57FR8282 00023 92/05/08 Docketing & Services 
Branch 4pp 61690 31 2-6 1690 315 

920S18O2S7 Requests that end draft rule language,dtd 920417,entitled, ‘'Proposed Res- 
olution on PRM-35 9" be transmitted to PDR for placement in PRM 35-9 file 
TSE.A Division of Ragulatory Applications (Post 870413) 92/05/05 LANHAM.O 
Document Control Branch (Document Control Desk) 20pp 61713 264 61713 283 

920521 0147 Comment on petition for rulemaking PRM-35-10 re current 30 mCi hmLt for 
oulpatisnl administrations of 1-131 Believes current limit too restrictive 
ALORICH.R, Now York. Slate of 57FR8282 92/05/07 CHILK Office of the Socrotfiry 
of the Commission 2pp 61724 019-61724 020 

9205290056 Supports petition for rulemaking PRM-35-10A re confinoment, safety in 
struclions & precautions used for patients receiving radiopharms in amounts greater 
than 30 mCi 

WETZGL.R A Amoncan Collogo of Nuclear Physicians 92/04/14 CHILK, S J Office 
of the Secretary of the Commission 6pp 61791 001-61791 007 

-9205290120 Notice of receipt of petition for rulemaking 35 10 re confinement, aafoty 
Instrucllons & precautions used for patients receiving radiopharms in amounts greater 
than 30 mCl 

CHILK.SJ Office of Iho Secretary of the Commission 92/05/03 5pp 61791 003 
61791 007 

9205290069 Commonl supporting pelition for rulemaking PRM-170-3, "Limilod Rev ol 
Fco Schedules " 

BEVEN.T American College of Nucloar Physicians MALMUD.LS Society of Nuclear 
Modlcin© 57FR20211 92/02/10 Docketing & Services Branch 10pp 61701 008- 
61791 017 

9205290069 Nolico of receipt of petition for rulemaking 170 3 re amend of ronulations 
governing I iconsing, Insp & annual fees charged to licensees duo to reconl foo in 
crodSG 

CHILK.SJ Office of the Socrelary of the Commission 57FR20211 92/05/06 6pp 
61791 026 61791032 

9205290096 Notice of receipt of amended petition for rulemaking 35 10A ro 
confinement.safoty instructions & proacautions used for patients recleving radiopharm 
therapy in amounts greater than 30 cMi 

CHILK, SJ. Office of tho Secretary of the Commission 57FR21043 92/05/12 6pp 
61790 357 61790 361 


PROJ PROJECTS - PREDOCKET LICENSING 


9205010090 Summary of West Valley Sludge Wash Operational Readiness Review Ob 
servers meeting on 920416 to determine wholhar west Valley Nuclear Sves ready lo 
commence removal & treatment of sludge wash liquid from Tank 8 D-2 
ADAMS, M Low Level Waste Management Branch (Post 901230) 92/04/28 
LOHAUS.P. Low Level Waste Management Branch (Post 901230) 4pp. 61624 170- 
61624 173 

92050101D4 Informs of approval to commence Phase II sludge Wash Operations on or 
about 920427 

ROWLAND.TJ, Energy. Dopl of, Idaho Operations Office 92/04/22 POULSON.WG 
West Valley Nuclear Services Co , Inc Ip 61547 323-61547 323 

9205040196 Forwards revs to “Operational Safely Roquirements/Tochnical 
RoqutrQments.Vol VI " 

LINDBERGH.B E . SCHIFFHAUER.C West Valley Nuclear Services Co, trw 
HF 02.0473. 92/04/24 West Valley Nuclear Services Co. Inc 20pp 61553 001- 
61653 020 

9205050308 Forwards supplementary AP600 containment vol & heat sink Info as part ol 
AP600 conlainmont analysis dtd 920224 Info withheld (ref 10CFR2,700) 
LIPARULO.NJ Woslinghouao Electric Corp ET-NRC-92.3691, 92/04/29 MURLEY.T 
Document Control Branch (Document Control Desk) 2pp 61596 354 61596362. 

-9205050309 Requests that supplementary AP600 containment vol & heat sink Info bo 
withhold (rof tOCFR2 700) 

LIPARULO.NJ Westinghouse EJectric Corp. AW-02.29B. 02/04/29 MURLEY.T Doc- 
ument Conlrof Branch (Document Control Desk) 7pp 61696*356 61596 362 

9205060216 Forwards draft SER re EPRI advanced LWR requiremenls document for 
passive plants 

CRUTCHFIELO.D Advanced Reactors Project Directorate (901216 920516) 92/04/ 
24 KINTNER,E E. ALWR Utility Steering Committee 3pp 61581.302-61681304 

920B070011 Responds to questions posed lo B Mussler re metal storage casks used 
for spent nuclear fuel at Surry No differences exist in temp between cask surface & 
ambient air temp 

LEROY, DH Office of the United Slates Nuclear Waste Negotiator 92/04/29 
CLAYTON.L Affiliation Not Assigned 2pp 61600 243 61600 244. 


0205188063 Comment opposing petilion for rulemaking PBM35-1Q re administering 
doses of 1-131 which exceed 30 mCi 

STRU8LE,R E Veterans Admin Medical Center, Milwaukee, Wf (formerly listed at 
Wood, Wl) 57FRa282 00019, 92/05/03 Office of Ihe Secretary of the Commission 
5pp 61 690 239 61 690 24 3, 


9205070012 Discusses Stale of WY decision not to object lo Fremont County applica- 
tion lo DOE for Phase I grant money to assist in assessing feasibility & desirability of 
siting monitored retrievable storage facility in Fremont County 
SULllVAN.M. Wyoming. Stale of 91/12/11 URBIGKEIT.R Fremonl County. WY 
4pp. 61600 239-6 1600*242, 
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9205070115 Requests that decision on issue re location & frequency of split samples 
subsequent to Integrated Radwaste Treatment Sys be further delayed until sys in full 
operation using cement recipejncluding remaining sludge wash liquid 
COMFORD.G C Fuel Cycle Safety Branch 92/04/28 ROWLAND, T Energy, Dept of, 
Idaho Operations Office l p 61 599 336 61 599 336 

9205070160 Forwards Vola 1 & 2 of West Valley "Waste Form Qualification Program tor 
Cement Solidification of Sludge Wash Liquid" for info & comment 
ROWLAND,! J Energy, Dept of, Idaho Operations Office 92/05/01 COMFORT.GC 
NRC - No Detailed AffiKatlon Given 2po 61646 001*61646 300 

-9205070164 Vols 1 & 2 of "Waste Form Qualification Program for Cement Solidifica- 
tion of Sludge Wash Liquid," incorporating draft Process Control Plan (PCP) (PCP- 
002) & Waste Form Interim Qualification Rapt 

* West Valley Nuclear Services Co. Inc 92/05/01 300pp 61646 003*61646 300 

9205070180 Suggests recommendation to Fremont County Commissioners that certain 
specific understanding be set forth m event that Commissioners decide to apply for 
Phase II Grant, in addition to rapt of pros & cons assigned to make (o Commissioners 
THOM AS, R L Affiliation Not Assigned 92/04/22 MRS Citizens* Advisory Group 
tSpp 61674 348 61674 360 

9205070207 Suggests NRC use SSAR as basts for RFP to dosign.build & operate 
scaled low pressure tost facliity.in response lo NRC 920324 request for addi info 
ROBARE.DJ General Eloclric Co sLK- 9264 92/05/05 PIERSON.RC Standardiza- 
tion & Non-Power Reactor Project Directorate (870411-890729) Ip 61646 309* 
61646 309 

9205060155 Forwards Insp Rept 72-1007/92’01 on 920401*02 notice of nonconfor- 
mance 

MACOONALD.CE Transportation Branch 92/05/06 MASSEY ,JV Pacific Sierra Nu 
clear Associates 3pp 61665023*61665039 

-9206080157 Insp Ropt 72-1007/02 01 on 920401 02 Nonconformanco noted Mejor 
areas Inspected review of QA activities to determine whether QA procedures 
established, documented & expedited in fulfillments made in NRC-approved QA pro- 
gram 

0'CONNOR,S C , JANKOVICH,J P , LUSARDI.M E Office of Nuclear Material Safely & 
Safeguards 92/05/06 lOpp 61665 026 61665:035 

-92050B0158 Notice of nonconformance from insp on 920401*02, Nonconformance 
noted radiographic svcs provided by subcontractor Metals Evaluation & Tosting,lnc not 
performed per radiographic exam procedure 

MACDONALD,CE Transportation Branch. 92/05/06 4pp 61665036-61665039 

9205110009 Notification of 920606 meeting w/GE In Rockville, MD to discuss issues re 
testing of simplified BWR 

MCCREE,V M Standardization Project Directorate (901216*920516) 92/03/06 
MURLEY.TE. MIRAQLIA.F, RUSSELL, W NRC - No Detailed Affilrallon Given 3pp 
61650306-61650 306 

9205110174 Forwards draft PWR & BWR passive plant sys classification End submit- 
ted to facilitate preparations for 920514 meeting on regulatoiy treatment of nonsafety 
sys 

BOCKHOLD.Q Electric Power Research Institute 02/05/05 WILSON.J NRC - No 
Detailed Affiliation Given 8pp 61650'222*61650 229 

9205110249 Forwards mods for URD addressing general concern of NRC re vulnerabil- 
ity of advanced LWRs during shutdown & low power operation Changes will appear in 
Rev 5 of Vol il & Rev 4 of V^i III 

BOCKHOLD.G Electric Power Research tnstllule 92/05/05 WILSON.J NRC * No 
Detailed Affiliation Given 34pp 61667 001-61667 034 

9205130092 Discusses Phase II Sludge Wash Observers Meeting on 920416 at West 
Valley Demonstration Project item needing resolution re managers receiving oper- 
ational training listed 

COMFORT.GC Fuel Cycle Safety Branch 92/05/06 ROWLAND,! Energy, Dept of. 
Idaho Operations Office 3pp 61603 355 61683 357, 

9205130160 Forwards proposed certificate of compliance for ventilated storage cask for 
irradiated fuel 

STRURZ,FC Source Containment & Devices Branch (Post 911213) 92/05/05. 
MASSEY, J V. Pacific Sierra Nuclear Associates 43pp 61670 255 61676 297 

9205130166 Requests that TN-24 dry storage cask be noticed In rulemaking separate 
from other storage sys Certain proposed spent fuel storage sys could bo subf to pro- 
tracted & conlenious rulemaking process 

HANSON, AS Transnucloar, Inc. 92/05/07. HAUGHNEY.CJ Source Conlainmonl & 
Devices Branch (Post 911213) 3pp 61676 326*81678 328 

9205130169 Forwards agenda for 910610 & 11 CASTOR X mooting on stmclural & 
thermal Issues at LLL Preliminary meeting tentatively scheduled on 920522 In 
Rockville, MD, 

PAQUIN,PL Chem-Nuclear Systems. Inc 611-0312-92 92/05/11 SCHNEIDER, J, 
Fuel Cycle Safety Branch 7pp 61670 329 61678 335 

9205130172 Forwards Rev 3 to OSR/GP-1, "WVOP Operational Safety Requirements " 
LINDaERGH,B,E., SCHIFFHAUER,C West Valley Nuclear Services Co, Inc 92/04/ 
29 NRC - No Detailed Affiliation Given 6pp 61712 21 1-61712 237 

“9205130174 Rev 3 to OSR/GP-I, "WVDP Operational Safety Requirements" 
STEFFES.D R , ROBERTS.C J , HUMPHREY, R A West Valley Nuclear Services Co , 
Inc 92/04/24 22pp 61712.217 61712*237 

9206130280 Forwards responses to NRC questions on safety analysis rept for Stand- 
ardized NUHOMS sys & pfoprjotary Rev 1 to NUH-03-1O2, '^A Plan for Mfg & Instal- 
lation of Standardized NIJHOMS . , & addI proprietary {nfo.EncIs withheld 
LEHNERT,RA Pacific Nuclear Systems, Inc RAL-92-034 82/04/17 STUn2,F Fuel 
Cycle Safety Branch 46pp. 61731 001*61731 148 

9205130209 Forwards AECL-5914, "Confirmation of CANDU Shutdown Sys Design & 
Performance During Commissioning," AECL-5553, "Accuracy of Improved Quasistatic 
S|>ace-Time Method Checked W/Experfmant" & AECL-5181, "Space Time Kinetics 

SHIFLETT,D,R AECL Technologies 62/05/07 Document Control Branch {Document 
Control Desk), Ip. 61714 278*81715,005 


“9205130299 AECL-5914 "Confirmation of CANDU Shutdown Sys Design a Perform 
a rice During Commissioning ” 

DASTUR,AR, KUGLEH,G , ROUBEN.B Atomic Energy of Canada, Ltd 77/10/31 
25pp 61714 279 61714 302 

--920S130305 AECL-5553 “‘Accuracy of Improved Quasistic Space Time Method 
Checked W/ Exponment " 

KUGLER,G, DASTUB,An Atomic Energy of Canada. Ltd 76/10/31 IBpp 

61714 303 61714 320 

“9205130309 AECL-5161 "Space-Tirn© Kinetics of CANDU Sys" 

DASTUH.AR . BUSS.DB Atomic Energy of Canada. Ltd 75/07/31 46pp 61715001- 

61715 005 

9205140161 Summary of 920416 moating w/liconsees ro preview o1 studge wash 
cement waste form presentation 

ROWLAND,TJ Energy. Dapt of 92/05/07 POULSON.WG, VALENTI.PJ West 
Valley Nuclear Services Co , Ir^c 4pp 61 71 1 255-6171 1 258 

9206140185 Forwards SER, con eluding that based on review of "SAR for Ventilated 
Storage Cask (V SC) Sys. Rev 0." dtd 91 1 104.VSC meets requirement of 10CFR72 
STUR2.F C Source Contalnmenl & Devices Branch (Post 911213) 92/05/06 
MASSEY.JV Pacific Sierra Nuclear Associates 2pp 616B6 001-61686 1 22 

“9206140187 SER accepting "SAR for Venlilatad Storage Cask Sys, Rev 0," did 
911104 

* NRC - No Detailed Affiliation Gwen 92/05/06 1Q0pp 61686 003 61686 1 22 

020514018S Supports 020417 subiniltal & affidavit requesting that calculated 
cfata,resutts & dosign calculations & component design details & critical dimensions bo 
Withheld (ref 10CFfl2 700) QA manual will b© placed in PDR 

CUNNINGHAM,R E, Division of Industrial & Medical Nuclear Safety (Post 870729) 
92/05/06 LEHNERT,RA Pacific Nuclear Systems, inc 4pp 61704 316*61704 320 

9205150068 Forwards ALWR draft positions on addi technical & policy issues re passive 
& Gvolutionaiy plant designs irt paralleled w/Ulility Stooring Commilleo review 
BOCKHOLD.Q Electric Power Research Inslltule 92/05/08 CRUTCHF(ELD,0 Ofitce 
of Nuclear Reactor Regulation. Director (Post 870411) lipp 617ii 321 61711 331 

920515020B Responds lo 920417 request for withholding o1 documents per 
10CFR2.7BO Documents listed In end will be withheld w/ exception o1 "Pacific Nucle- 
ar Sys, Inc QA Manual Edition 2 '* 

CUNNINGHAM,R E Division of Industrial & Medical Nuclear Safety (Post 870729) 
92/05/08 LEHNERT.RA Pacific Nuclear Fuel Services, Inc 5pp 61713 356 
61713 360 

9205180350 Informs ©f topics under consideration for inclusion In Commission paper to 
discuss addi issues re future roactor designs Invites Industry to provide staff w/lndus- 
try positions Topics onci 

CRUTCHFIELD, D Division of Advanced Reactors & Special Projects (901218 
920516) 92/04/30 KINTNER.EE ALWR Utility Steering Committee KINTNER.E E 
Qanerai Public Utilities Corp - GPU Sorvico Corp 4pp 61710 070*61710 073. 

920519028B Notifioallon of 920603-04 mao ting w/Wostinghouse & JAERI In 
Rcckville.MD to discuss possible ROSA-IV mods ,to allow NBC high pressure confirm 
alory leatlng of AP600 design Meeting agenda end 

HASSELBERG.F.W Standardization Project Direcioralo (001210-920516). 92/05/12 
PIERSON,RC Standardization Prolect Directorate (001216 920516) 6pp 61722 019 
G1 722 024 

9205200197 Responds lo NRC verbal request re need for addi Info on anticipated 
schedule for PIUS design certification DosIgn certification process delayed from Apr 
1904 to CY94 or CY95 

BRINKMAN,CB General Electric Co BRtNKMAN,C B ASEA Brown Boverl, Inc. LD 
92-052. 92/04/22, DY£R,J E Advanced Reactors Project Difoclorato (901216 
920516). 2pp. 61754 358 61754 359. 

920 5200234 Advises that licensee will expand Chapter 13 0 of TSAR for NAC/STC stor 
age/transporl cask to Include comp let© listing & classification for all compononfs/ 
Items as items appear in final design agreed upon by NBC & vendor 
D)XON,G N Nuclear Assurance Corp 92/04/08 SPRAUL.J NRC - No Detailed Affili 
alion Given Ip 61772 300 61772 3l5o 

9205200235 Forwards proprietary draft Section 19AA of simplified BWR SSAR, In ref to 
920422 NBC/QE meoling in Rockville, MD End withhold 

DUA.SS General Eleclric Co MFN NO 109-92 92/05/13 PIERSON.R C Office of 
Nuclear Reactor Regulation. Director (Post 670411) 4pp 61772 265 61772 268 

9265210110 Revised Operational Safety Requiremanls (OSR)/TechnIcal Requirements 
West Valley Demonstration Project Index & cancelled Rev 1 to OSR-I RTS-10, "Cntl 
callly Control During Procosslng el HLW Through Ion Exchange Columns " 
UNDBERQH.be, SCHIFFHAUER.C West Valley Nuclear Services Co, Inc 92/05/ 
12 0pp. 61777 308 61777 315 

6205210227 Summary of 920407 moBling w/AECL CANDU & AECL Technologies lo 
discuss core physics of CANDU 3 roactor design 

KENNEDY, JL Advanced Reactors Projocl Direcioralo (901216-920516) 92/05/05 
Advanced Reaclors Project Directorate (901216 920516) 7pp 61756 277-61760 263 

9205220116 Forwards "ALWR Requiremenls Document" Vol III, Chapters 1-13 revision 
frisertfon instructions, 

KINTNER.E E. ALWR Utility Steering Commtilee, 92/05/13 Document Control Branch 
(Document Control Desk), tp 61827 001 61829 253 

•"-9205220117 "ALWR Requirements Document'* Vol III, Chapters 1-13 rev Insertion in- 
structions 

* ALWR Ulilify Steering Commillae 92/05/30 375pp 61027 003-61029 253. 

9205220153 Forwards nonpropriotary & proprietary responses to NRC comments on 
topical safely analysis repl for Castor X storage cask slructruol analysis & "Compros- 
aion Test of Sq^uoro Tubing " Proprietary responses withheld. 

PAQUIN.PL General Nuclear ^sterns, £nc 611-0332 92 92/06/18 STURZ.FC 
Source Containment & Devices Branch (Post 911213) 87pp 61766 102 61766.282 

—9205220165 "Compression Test of Square Tubing ” 

MARRIS.R.D. Engineering Design A Testing Corp 90/12/10 14pp. 61766 269 
61766-282 
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92052201 8-7 Forwards request for addi info on AP600 safofy related valves & vafvo 
operalors,lncluding valve & operator type, sizojunction & reliability lequiremonts 
HASSEIBERG.FW. Slandardi2alion Project Directorate (901216 920516). 92/05/07 
LIPARULO.NJ WasUngKouse Electric Corp 3pp 61756 358 61756360 

920S2700S4 Advises that Crilicatity Analysis of SAR for Ventilated Storage Cask & cal- 
culation package submitted by 920311 & 16 & alfidavit dtd 920422 will bo withheld, per 
lOCFRa 790Cb)(5) Subj affidavit end, 

CUNNIMQMAM,R E Division of Industnat & Medical Nuclear Safety (Post 870729) 
92/05/22 MASSEY.J.V Sierra Nuclear, Iric 6pp 61 B77 301-61877 306 

9205270220 Forwards Rev 1 lo *'Waate Form Interim Quahficatipn Bepl WVDP Stabi- 
lized Sludge Wash Cement-Waste" & Rev 0 to WVNS'PCP-002, "Process Conlrot 
Plan for Cement Solidification of Sludge Wash Liquid '* 

KrrOLA,WS energy, Oepl qL 92/05/21 GQMFORT.GC NRC - No Detailed Affili- 
alien Given 1p 61075009-61875 112. 

-9205276226 Rev 1 to "Waste Form Interim Qualificalloa Rept WVDP Stabilized Sludge 
Wash Cement Waste " 

MAHONEY, JL West Valley Nuclear Services Co.. Inc 92/05/31 37pp 61B75 010- 
61875 047 

-9205270230 Rev 0 to WVNS-PCP-002, "Process Control Plan tor Cement Solidification 
of Sludge Wash liquid " 

BAKER,MN, MEESS.OC, HAHWABO.D J West Valley Nuclear Services Co. (nc 
92/05/20 64pp 61876046-61875.112 

9205280022 Forwards affidavit of cdnfidantiality lor mall ^pec for CASTOR V/21 fuel 
basket.lransrmtted via 920228 Hr Affidavit attests that mall spec proprietary & should 
be withheld (ref 10C}FR2 790) 

PAQUIN,PL Chem Nuclear Systems, Inc 611-0302-92. 92/05/01 SCHNEIDER.J 
Fuel Cycle Safety Branch 3pp 61864 267-61684 269, 

9285200092 Notification of 920522 mealing w/GE,ANL,OBNL & DOE in San Jose.CA to 
discuss major components design, malls & fabdcalion methods In PRISM reactor to 
support ORNL as part of work requested in RES contract 

SANDS, SP Advanced Reactors Project Directorate (901216-920516). 92/05/12 
DYER,JE Advanced Reactors Project Oireclorate (901216-020516). 4pp. 01797:262- 
61797 265 

9205280101 Forwards addl info for FIN 1-1845 & FIN L-24472 lo support contracts for 
ays & thermal hydraulic research relative to PIUS design 

SCALETTI.DC. Advanced Reactors Project Directorate (901216-020-516> FIN L-1645 
FIN L-24472 92/05/08. KENNEDY.EH Con^busllon CnQlr^eering, Inc 3pp 

61797 269 61797 271 

9205280175 Responds to 920324 request for addl info to Investigate safety perform- 
ance of slmplffted BWR des/grrflev > to XVS347a75, "Test Reqa/remenfs A Test 
Specs for Gravity Driven Cooling Sys Integrated Sys Test" also end 
MARBIon.J.W General Electric Co. SLK-9270 92/05/22 PIERSON.RC DMsior> of 
Advanced Reaclora & Special Projects (901216 920516) 3pp 61823.060 61823.177 

"9205280177 XVSB41875 ROl "Test Requirements ■& Test Specs lor Gravity Driven 
CooWrrg Sys f/ifegrafed Test " 

GLUNTZ,DM. SAWYEFt.C D , JAMES.AJ General Etectilc Co 87/12/18 I14pp 
6W20 083-8^823:177 

9205290001 Responds to 920218 request that DOE provide plans & schedular Info for 
MHTGR prog ram, specifically, NRC priorities & resources for Issuance of final MHTGR 
preapplication SER Preliminary SER for MHTGR to be completed by Apr 1993. 
ROSHN.S Energy. Dept, of 02/05/29 CRUTCHFIELO.D Division of Advanced Roac- 
tors & Spaciai Projects (901216-920516) 2pp 61 912' 174 61912 176. 

920S290072 Notification o1 canceeiled 920522 meeting w/GE.ANL.ORNL & DOE in San 
Jose.CA to discuss major components design, mails & fabrication methods in PRISM 
reactor to support OHNL as part of work requested tn RES contract. 

SANDS, SP Advanced Reactors Project Directorate (901216-920516) 92/05/12 
DYER.JE. Advanced Reactors Project Directorate (901216-920516). 4pp 61797 325 
61797 32B 

9205290237 Summary of 920519 meeting w/Weslinghouse to discuss licensing of MC 
1 0 slofMe cask 

RAODATZ,MG. Source Containment & Devices Branch (Post 011213) 92/05/27 
HAUGHNEY.C J. Source Containment & Devices Branch (Post 911213) ip 
01909 357 61909 357 

9205290263 Discusses staff review for vendor test programs lo support design cerlifica- 
lion of advanced reactors W/o slated end 

CRUTCHFIELD.D Associate Director for Advanced Reactors & License Renewal 
(Post 9109-18). 92/05/08. MCINTYRE, fl.A Weslinghouse Eloctnc Corp 2pp 
61811 201-81811,202 kk 


PT21 NONCOMPUANCE REPORTS AND RELATED CORRESPONDENCE 

9205010230 Forwards Initial Part 21 rep! re detocltve inslallallon of bolting In emergency 
diesel generator bldg internal wall seismic aupports.per 920424 telcon. 

SPENCER, J.W. Carolina Power & Light Co. 92/04/27 Document Control Branch 
(Document ConUol Desk) 1 p, 61 548.350-61548 352 

-9205010234 Initial Part 21 rept re defectively Installed boiling in emergency diesel gen- 
erator bldo internal wall seismic supports Repairs to reestablish seismic qualification ol 
walls continuing & emergency buses declared inoperable. 

RICHEY.R B. Carolina Power & Light Co 92/04/24 Document Control Branch (Docu 
ment Control Desk) 2pp. 61548.351 -61 548 *352. 

9205040141 Part 21 rept re failure of Anchor Darling swing check vatve to move freely 
through entire range of moiion.Caused by insufficient clearance between swing arm & 
shaft Dushinps Valve repaired onaile by vendor. 

PELLETIER, 3 P Vermont Yankee Nuclear Power Corp BVY 92-49, 92/04/29, Docu 
ment Control Branch (Docu ment Conirol Desk) 2pp 61549'3B7-61549;36B 

920'S060014 Interim Part 21 repl re ability of control rods to scram.as necessary^during 
small break LOG A. Initially reported on 911220 Resulle of analyses for postufaled 
LOCA Will be provided by 920531 

LIPARULO.N Weslinghouse Electric Corp ET‘NRC>92-3e95. 92/04/30 Document 
Control Branch (Document Control Desk). 2pp 61690 349-61590 350 


9205050292 Part 21 rept re crack-like indications found in Monol 400 socket weld lee 
littifigs supplied by Tioga Pipe & Supply Co Fabrication suspended & metallurgical 
exams conducted Utit procurement process modified 

BOHIKE.WH Florida Power & light Co L-92-119 92/04/20 Document Control 
Branch (Oocumer^t Control Desk) 4pp 61500 303 61500 306 

9205060250 Part 21 rept re ASL dry typo transformers Purchasers affected notified of 
defect Weslinghouse concluded responatbitity per 10CFR21 

LIPARULO.NJ Woatmghouse Electric Corp ET-NRC-92-3682 92/04/30 

NORRHOLM,LJ Vendor Inspection Branch Ip 61596 310 61 596 31 B 

9205070124 Part 21 rept re improperly torminated wires on closing relay for 2,400-volt 
switchgear mfg by Allis Chalmers & refurbished by Sitek of Milwaukee Corrective ac 
lions not yet determined Palisades only facility w/subj defect 

SLADE.G Q Consumers Power Co 92/04/29 Document Control Branch (Documeni 
Conirol Desk) 6pp 61661 335 61661 340 

9205070221 Interim Part 21 rept re 920313 discovery of potential inaccuracios associat- 
ed w/using open callbr approach to measure closing stem thrust of MOVs Program for 
re- evaluation of previous test results in progress 

WIDAY.JA Rochester Gas & Electric Corp 92/05/04 Document Conirol Branch 
(Documeni Control Desk) 2pp 61623 259-61623 260 

92050B0124 LER 92 003 00 on 910508,DrossQr Industrioa issued tOCFR2l notification 
re positions of adjusting rlnos in MSSVs Valves similar lo ADVs reviewed to confirm 
calculated (low capacities W/920504 Itr 

SOKOLSKY.D Pacific Gas & Electric Co DCL-92-114 92/05/04 7pp 61667 325- 
61667 331 

9205130211 Part 21 rapt re crack-llka indications found In throe inch Monel 400 lea fit- 
ting supplied by Tioga Pipe Supply Co.Inc Fabrication suspended & metallurgical 
exams conducted Six addl tees returned to mat) supplier Actions completed 
aOHLKE.WH Florida Power & Light Co 92/04/01 NRC - No Detailed Affiliation 
Given 3pp 61700 292-61700 294 

9205130222 Forwards 10CFR21 rept re doficioncy noted In Eberline model AMS 3A 
bela padfeototo atr monitor W/o oncl 

CUNNINGHAM.L J Radiation Protection Branch 92/03/20 WELLS.J Ehorllne Instru 
ment Corp 2pp 61691 339-01691.340. 

9205140001 Interim Part 21 rept re erroneous calibr results for 0-5000 PSt pressure 
gauge Five affected customers will be notified by 920 40 3. Com pie I ion of evaluation 

ANDREWS, SW Consolldolod Pipe & Supply Co 02/03/31 NRC - No Detailed Aflili 
ation Given 3pp 61700 230 61708 232 

9205180005 Interim Part 21 rept re possible surge lino flooding when large pressunzof 
vent used to support reduced Inventory ope ratio ns, per Generic Ltr 80-17 Westing- 
house porforming analysis Evaluation to be completed by 920717 
SCHROCK.CA Wisconsin Public Service Corp NRC.92-059 92/05/11 Document 
Confmf Bran ch (Document Confrol Desk) flpp 6 f 739 3 1 2-fi f 739 3 1 9 

9205210231 Forwards Part 21 rept 10CFR21‘0062 re DG w/EMD series engines using 
turbochargers romanufacturod from May 1991 lo Jan 1902 

MITCHELL, MV M/K Systems, Inc 92/05/11 MURLEY.T E. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411) Ip 61777 347-61777 356 

"0205210236 Followup fo 920417 Part 2f Rept t0CFR2l.0062 re failed shaft m DG w/ 
EMD 645 series engines using turbochargers romanufacturod from May 1991 fo Jan 
1992 Turbochargers should be removed & returned to EMD for insp/repalr 
GALEAZZf.OD. MfTCHELL.MV M/K Systems, fnc WCFFtZI 0062 92/05/11 4pp 

61777 34a 61777 356 

9205220210 Part 21 rept re (allure of pressure swage fitting on exposure tube during 
crankout of lr-192 source, resulting in near hang-up condition All remaining source 
tubes pull tested & checked for corrosion or movement 

LUPO.M Westox Co. Inc 92/05/05 Region 5 (Post D20201) 2pp 61778 350* 

61778 351 

9205260160 Part 21 ropl fO Allis Chambers switchgear breakers refurbished by Sllek of 
Milwaukee Original procurement of breakers before IEEE stds wore 
developed Breakers sent to Sitek of Milwaukee for refurbishment 
SLADE, G B Consumers Power Go 02/05/15 Document Conirol Branch (Documeni 
Control Desk) 6pp 61802 321*61002 326 

9205290122 Advises that NRC finds vendor corrective actions which Includes vendor 
notification ol ell of AMS 3 A cuslomors.to be adequate to resolve deficiency problem. 
CUNNINGHAM.L J. Radiation Protection Branch 92/05/12, COOPER, RW Region 1 
(Post 020201) STOHR.J P Region 2 (Post 620201) NORELIUS.C E Region 3 (Post 
820201) 2pp. 61811*313 61811 332 

--9205290146 Ack reclepl of 020320 Ur re generic problem W/AMS-3A Bela Particulate 
Air Monitor Licensee reviewed use of vacuum reliel valve & found that it has only 
boon used on Models AMS-3 & AMS-3A & correcllve actions have been taken 
WELLS, J Thermo Electron Corp 02/04/00 CUNNINGHAM.L J. NRC - No Dolailed 
Affiliation Given, 3pp 61611 320 61811 322 

"9205290147 Forwards list of customers lo whom Itr on AMS 3/3A beta particulate olr 
monitor is being sent 

WELLS, J Thermo Electron Corp. 92/04/28 CUNNINGHAM.L J NRC - No Datailod 
Afiiliatlon Given 9pp, 61811*323 61811 332 

92 05290293 LER 92 012-00 on 920404,EDG bldg internal wall seismic support bolting 
defectively Inslailod by Brown & Root during plant const On 920421,4B0-vqll EDG bus 
E6 declared inoperable Also reported per Part 21.W/920522 Hr 
THEARLINQ.G M,. SPENCER, JW (Carolina Power & Light Co 92/05/22 8pp. 
61800.247-61888 265 


QAOQO QUALITY ASSURANCE INSPECTIONS 

9205040026 Advises that proposed rev to WCAP 8370, "QA Plan," reviewed against 
acceptance criteria ol NUREQ-OBOO.seclion 17 3, "QA Program Description" & ac 
ceplabbper 10CFR50,app B & 10CFR52, 

ZECH.GQ. Performance & QualUy Evaluation Branch (Post 890101) 92/04/23 
LIPARULO.NJ Weslinghouse Eleclnc Corp 9pp. 61612 098 61512.100, 
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9205070026 Ack receipt of 920408 Itr informing NRC of steps taken to correct noncon- 
formances noted m Insp repl 99900081/91-01 

NORRHOLMXJ Vendor Inspection Branch 92/05/01 VOLMER.CJ Siemens Nude 
ar Power Corp (formerly Advanced Nuclear Fuels Corp & Exxon Nude 2pp 
61573 034-61573 035 

9205070031 Forwards insp ropt 99901247/92-01 on 920406'09 & notice of 
nonconformance From Nov 1908 until Jan 1991 no independent engineering review 
design changes performed 

NORRHOLM,LJ Vendor Inspection Branch 92/04/30 CAMPBELL.G ABB Power 
Distribution, Inc 3pp 61573 001-61573 016 

-9205070Q41 Notice of nonconformance from insp on 92040609 Nonconformance 
noted procedures for controlling numerous activities alfecling quality were nonaxisleni 
or outdated 

• Vendor Inspection Branch 92/05/01 2pp 61573 004*61573 005 

-9205070044 Insp repl 99901247/92-01 on 920406 09,Nonconfofmar»ce nolod Major 
areas inspected design, mfg & testing activities conducted under OA program 
WILSON,RC. JACOBSON.J B Vendor Inspection Branch 92/04/30 lipp 
61573 006 61573016 

9205070223 Ack receipt of 920319 response to nonconformanco noted in tnsp Ropt 
99900369/91 01 

NORRHOIM.LJ Vendor Inspection Branch 92/05/05 KLUGE, JH Aulomallc Switch 
Co 4pp 61620 354 61620 357 

92050BQ069 Advises that licensee rescheduled insp at Wylo Labs, Huntsville, AL to 
920516-22 Insp assess adequacy of implementetion of commercial grade equipment 
dedication program at Wylo Labs 

NORRHOLM,LJ Vendor Inspection Branch 92/05/04 HOLBROOK.WW Wyla Lab 
oratories 2pp 61649 356 61649 357 

9205110097 Forwards Insp Rept 99900113/92 01 on 920414-16No 
violation 5, non con form an cos or unresolved items noted 

NORRHOLM,LJ Vendor Inspeclion Branch 92/05/04 MURPHY. R F ITT Barton 
(subs of ITT) 2pp 61666 317 61666 327 

-9205110226 Insp Repl 99900113/92 01 on 920414-16 No vioPotlons, nonconfor- 
mances or unresolvocl items noted Major areas Inspected actions taken on previously 
reported Part 21 items & observation of implementation of QA program 
NAIDU.KR, CWALINA.QvC Vendor Inspection Branch 92/05/04 9pp 61666 319 
61666 327 

9205220152 Submits addi info re proposed generic Itr consisting of info on current com- 
pany activities Both 1 h & 3 h fire resistive tests will be conducted on 36-lnch open 
top/adder back cable trays & small diameter conduits 

FELDMAN,R Thermal Scionco, Irtc 92/05/OB THADANI.AC Division of Systems 
Technology (Post 890827). 4pp 61778 305 61778 308 

92052B013B Requests that mailing label be changed to roffocl corract ofc 
address Corrected label end 

GOODWIN,LG Control Data Corp 92/06/21 Office of Nuclear Reactor Regulation, 
Director (Post 8704 11) 2pp 61884 147 01084 140 

9205280257 Responds to NRC 911010 itr re nonconformanco noted in Insp Rept 
99900839/91 01 Corrective actions supporting technical analysis of dedication pro- 
gram for nonmelalic parts completed by ABB rmpell 

ARNOLD, RH Rotork Controls, Inc 92/05/14 NORRHOLM.LJ Vendor Inspection 
Branch 2pp 61 884 242 61884 243 

920S290054 Forwards Insp rept 90900104/92 01 on 920406-10 & notices of violation & 
nonconformance 

NORRHOLM,LJ Vendor Inspection Branch. 92/05/21 SMELSTOYS.BR Westing 
house Electric Corp 2pp 61790 336-61790 366 

-9205290063 Notice of Violation from insp on 920406-10 Viofalion noted licensee failed 
to Implement adequate procedures to address evaluation of deviations & failures to 
comply 

• Vendor Inspection Branch 92/05/22 2pp 61790 338-61790 330. 

-9205290068 Notice Of nonconformance from insp on 920400 10 Nonconformanco 
noted licensee failed to follow instructions on quality release form & to dociimont devi 
alion 

• Vendor Inspeclion Branch 92/05/22 4pp 61700 340 61790.343 

-9205290083 Insp rept 99900104/92 01 on 920406-10 Violation & noncompliance 
noted Major areas assessed OA program & its Implementation in selected areas such 
as control of design process & Interfaces 

CAMPBELL.LL, POTAPOVS, U Vendor Inspection Branch 92/05/18 13pp 
61790 344 61790.356 

9205290104 Forwards draft suppl 1 to NRC Info Notice 91-052, “Nonconsarvalivo 
Errors in Overtemp Delta-Temp Setpoint Caused by Improper Gain Sellings,” for 
review & comment on technical content 

NORRHOLM.LJ Vendor Inspection Branch lEIN 91-052 92/05/16 MltLER.R B 
WeslinghousG Electric Corp 7pp 61791 033 61791 039 


REGGD REGULATORY GUIDES 

9204060310 Forwards Regulatory History AA38 2 for proposed rulemaking on stds for 
protection against radiation. 

ROECKLElW.A Radiation Proteclion & Health Effects Branch. 56Fn 23360 92/02/25 
LANHAM,D Office of Administration (Post B90205) 69pp 61840 001. 61871 215 

-9204060389 Requests papers for Health Physics Society mld-yr topical meeting on 
900204 08 In Atlantic Cily.NJ re risks Reg guides 8 29 ^ 8 13 will be revised as result 
of m^or rev of 10CFR20. 

ROECKLeiN,A K Radiation Protection & Health Effects Branch 56FR23360 89/02/ 
14 CHRISTMAN,EA Rutgers, New Jersey, Slate Univ of, Piscataway, NJ, Ip 
61B51 047-61851 047 

9204240063 Forwards safely evaluation re licensee reg guide 1,97 technical 
evaluation Requests status of remaining 12 instruments & technical jiusiificatlon for de- 
viations from reg guide 1 ,97 technical evaluation 

WANG, A Projacl Directorate I-4 TAG M79662 92/04/13 OPEKA.J F, Connecticut 
Yankee Atomic Power Co 3pp 61516 001-61615 013 


“9204240199 Modifies previous legal status of rogulalory guide 1 97. Rev 2 re provi- 
sions of 10CFR50 49(b)(3) requiring environ qualinoalicn of certain post accident mon- 
itoririg equiDmenl 

JAKEL.EE Office of the General Counsel {Post 860701) 92/01/16 NEWBERRY.S 
Inslrumenlalton & Control Syslams Branch 6pp 61515 008 61515 013 

9205010-013 Informs lhal NRC will conduct fad finding visits to licensees that represent 
good cross section of industry Plant specific programs for updating FSAR will be dis 
cussod 

HOPKINS, JB Proiect Directorate 111 3 GLB3-2G 92/04/16 SHELTON.DC Cenlanor 
Energy SHELTON.DC Tolsdo Edison Co 5pp 61516 032-61516 036 

9205010144 Informs that all elements of Reg Guide 5 66 implemented to satisfy require- 
ments of 10CFH73 56.in ref to 020415 Ur re incorporation ol 10CFR73 56 access au 
thonzation program Into physical socurrty plan 

SHETLER,JR Sacramento Municipal Utility District OAGM/NUC 92 097 92/04/27 
Document Control Branch (Document Control Desk) Ip 6154 9 325-61549 325 

9205010161 Forwards Rev 2 to artificial island security plan Change reflects incorpora 
tior^ of commitment to Rog Guide 5 66 into secirnly plan Rev withheld (ret 
10CFR 50 4(b)(4) 

LABRUNA.S Public Service Electric & Gas Co of New Jersey NLR‘Ne20S6 02/04/ 
27. Pocumont Control Branch (Document Control Desk) 3pp 61548 25B-61548 260 

9205010200 Advises that accoss authorization program implemented & became effec- 
tive on 920427 All. elements of Reg Guido 5 66 implemented per 10CFR73 56 
OPEKA.J F Connecticut Yankee Atomic Power Co B14125 92/04/28 Documenl 
Control Branch (Document Control Desk) 2pp 61549 346-61549.347 

62050 1021 7 Certifies lhal access authorizallon program implemenled per Reg Guide 
5 66 a 10CFR73 56 

PARKER, TM Northern States Power Co 02/04/27 Document Control Branch (Doc- 
umont Control Desk) 2pp 61548 336 61543 337 

9205010226 Discussea Implementing access authorization program that meets require 
ments of 10CFR73 56 by implementing all elomenlsof Reg Guide 5 66 
SIEBER.JD Ouquesne Llgnl Co 02/04/24 Document Control Branch (Document 
Control Desk) Ip 61548 348-81548 34B 

9205010228 Provides certification that util has implementod access authorization pro 
gram that meets requirements of tOCFR73 56 & Reg Guide 5 66 
NICHOLS.se Maine Yankee Atomic Power Co MN-92-45 92/04/28 Document 
Control Branch (Documonl Control Desk) Ip 0154B 340 61548 349 

9205010229 Forwards Revs IOC & 10D to physical socurily plan & provides certification 
that elements of Reg Guide 566 implemenlod lo satisfy 1 0CFR73 56 Revs v4lhheld 
(ref 10CFR73 21(c)Ca)) 

SPANGENBERG.F Illinois Power Co U-601069 92/04/27 Document Control Branch 
(Documonl Cor^trot Desk) Ip 61548 257 6 1546 257 

9205010235 Certifies implementation of access authorization program that meets re- 
quirements of 10CFR73 56 & all elemonts of Reg Guido SB&AcTdl guidance provided 
fay NUMARC to address clarification 2 lo reg guide 

CROSS, JE Portland General Electric Co 02/04/27 Oocumant Control Branch (Doc- 
ument Control Desk) 2pp 61548 353 61 546 354 

9205D4O027 Certifies lhal accoss authorization program moots requirements of 
10CFR73 56 Appropriate commitmof^l lo Rog Guido 5.66 wall bo added to security 
plan, per 10CFR50 Sdto) 

BEARD, PM Florida Power Corp 3F0492-01. 02/04/27 Documonl Control Branch 
(Document Control Desk) 3pp 61561 354 61561 356 

0205040106 Comment opposing draft reg guide □G-1022, “Emergency Planning & Pre 
parodness for Nuclear Power Plants *’ 

STEWART.WL. Virginia Power (Virginia Electric & Power Co) 57FR9462 92/04/23 
Division of Freedom of Information & Publications Services (Post 890205) Ip 
61512 340 61512 3 40 

9205040176 Forwards Rev 13 to physical securily plan Certifies that access aulhorrza 
lion program Implemenlod per industry guidellnos jn NUMARC 89-10 & guidance In 
Reg Guido 5 68 Rov withhold (10CFR2.790(d) & 73 21) 

BRAM.SB. Consolidated Edison Co ol New York, Inc 92/04/27. Documenl Control 
Branch (Document Control Desk) 2pp 61573 339 61 573 340 

9205040160 Forwards Rov 30 to security plan, deleting App 5 personnel screening pro 
gram & committing lo perform screening using ulll access authonzatfon 
program, Implomenledf por Rog Guide 5 66 Rev withhold (ref 10CFn73 21) 
TUCKMAN.MS Duka Power Go. 02/04/24 Document Control Branch {Document 
Control Desk) Ip ei573'341 61573 341 

920504023B Certifies that accoss authorization program meets requirements ol 
10CFR73 6 6AII elemonls of Reg Guido 5 66 will be Implemented to satisfy require- 
ments of 10CFR73 50 by 920427 

HORN.Q R. Nebraska Public Power Dlslricl NSD02O458 92/04/27 Document Con- 
trol Branch {Document Control Desk) Ip 01505 340 61695 349, 

9205040266 Ack receipt of 920331 Itr transmitting Rev 22 to physical security & contin 
gency plan Moat changes consistent w/ provisiorvs of t0CFR50 64(p) & acceptable for 
inclusion into plan All elements of Rog Guide 5 66 must bo clarified 
COLLINS, DM Region 2 (Post 820201) 92/04/26 HAIRSTON.WG Georgia Power 
Co 3pp 61 695.30B 61695310 

9205040268 Certifies completion of implementation ol accoss authorization program 
meeting requirements of 10CFR73,56 on 029427 All elerrients of Reg Guide 5,66 im 
plomontod lo satisfy requlremenls of 10CFR73 56, 

ANDERSON, R A Boston Edison Co BECO 92-050. 02/04/24. Documenl Control 
Branch (Document Control Desk), ip 61695 323-61595 323 

9205040320 Submits results of review of safety evaluation o! potential impact on Hope 
Crook from postulated accidental release of ammonium hydro:dde at Salom Toxic limit 
will not exceed Reg Guido 1 79 Table C-1 limits within 2 mfnules ol delecllon. 
LABRUNA.S Public Service Eloctric & Gas Co of New Jersey NLR N92059 92/04/ 
30 Document Control Branch {Documonl Control Desk) 3pp 61595‘294<B1595’290 
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920BD50t97 Ack receipt of 920409 tlr Irarsmilting Rbv 14 lo physical security plan Most 
cnangos censfsteni w/provislons of 10GFR60 54(p) s acooptable lor mctusion> Into 
plan Provisions m Reg Guido 5 66 must ba cfanfied 

COLLINS.DM flegioft 2 (Post 620201) 92/'04/30 WATSON.R A Carolina Power & 
Light Co 3pp &1S82a56 6lS823Sa 


9205130051 Commont on task DG6011. “Radiatiori Doso to Embrvo/Felus " Typo ra 
value specified for committed effoctive dose epuivalenl in section 1 1 concerning 
monitoring 

BECK.G J Philadelphia Electric Co 57FR7942 92/05/01 Regulatory Publications 
Branch 3pp 61651 093-61651 095 


9205050224 Ack receipt of 920409 Ur Ira ns milling Rev 21 to physical secunty plan Most 
changes conslaterl w/provislons of 10GFn50 54(p) & acceptable for inclusion into 
plan Provisions ol Reg Guide 5 66 must be clarified 

COLLINS.DM Region 2 (Post 820201) 92/04/30 WATSON.R A Carolina Power & 
Light Co 3pp 61562 359 61582 361 

access auihonzalion pfogram.meellng requirements ,of 
10CFR73 56,ifTip:emenlQd by util Program meets or exceeds all elements of Reg 
5 66 Physical secunly plan revised to raflecl program change 
TUCKEfl.H B Duka Power Co 92/04/27 Document uholrol Branch 'Document Con 
trolDesk) Ip 61585356-61505 356 

9205060001 Ccrnment supporting draft reg guides DG B0 10, "Criteria for Monitoring & 
Methods loi Summation of Internal &. External Occupational Doses.” & DG 801 1 . "Ra 
tfiation Dose to Embryo/ Fetus " 

SHELT0N.DC Cgntenor Energy 57FR7942. 92/04/27 Regulatory Publications 
Branch 2pp 61556004-61556 005 

920S070152 Forwards listing of Reg Guide 1 97 outstanding Homs, per NRG insp con- 
ducted dunng wk o! 920i 13-17 Outstanding items include.cahbr of Regi Guide 1 97 m- 
slrumenlalion & isolation of instrumentation from non-Class ItE components- 
SLADE, G B Consumers Powor Co 92/04/30 Document Control Branch (Document 
Control Desk) 8pp 6IS30 300 61599 307 

9205070246 Forwards SE approving relaxation of reg guide 1 97. "Environ Qualification 
Requiremertls ” 

PETEflSON.SR Prolect Directorate lV-1. 92/04/28 CARNS.NS Enterny Operations, 
fnc 5pp 61607093 61607 099 

->9205070250 Saioly evaluation approving relaxalion of reg guide 1.97. ’’‘Environ Oualifi- 
cafrorr'' requrrenienfs 

61^7oV°8iKo 99 Regulation, Director (Post 870411) 02/04/27 3pp 


9205130071 Forwards Rev 28 to security plan, adding commitments to Reg Guide 5 66 
& identifying changes In corporate security responsibilities Rev withheld (ref 
iOCFR73 2l) 

PArKER.T M Northern States Power Co 92/05/06 Document Control Branch (Doc- 
ument Control Desk) Ip 61682 240-61 6D2 240 

9205140003 Comment on draft reg guide DG-0011, "Radiation Dose to Embryo/Fetus " 
JUMP.WJ Houston Lighting & Power Co 57FR7942 92/05/08 Regulatory Publica- 
tions Branch Ip 61663 013 61663 013 

9205140011 Comment on draft reg guide task DG-OOlO re monitoring 
requirements Clarilicatien that monitoring requirements based on prospective dose 
only at licensee facitily greatly mjpreciatad 

JOHNSON.A Northern States Power Co 57FR7942 92/05/01 MEYER.D L Regula 
tory Publicalions Branch Ip 61663 031-61663 031 

9205 1400 IB Comment on draft reg guide DG-6010. "Critena for Monitoring & Methods 
for Summation of Internal & External Occupational Doses " 

JUMP.WJ, Houston Lighting & Power Co 57FR7942 92/05/00 Regulatory Publica 
tions Branch 2pp 61663 041-61663 042 

9205140027 Comment on draft reg guide task DG 8007 (proposed rev 1 to reg guide 
8 7) re Instructions for recording & reporting occupational ramalion exposure data 
DEPERSIA.DA Life Care Medical Center. Glassboro. NJ 56FR65276 92/02/03 
RADDATZ.CT Regulatory Publications Branch 1p 61663 045 61663 045 

9206140033 Comment on draft reg guide task DG B007 (proposed rev 1 to reg guide 
0 7) re inslrucltons for recording & reporting occupational radiation exposure data 
NICHOLSON.N A Virginia Power (Virginia tlaclric & Power Co) 56FR65270 92/04/ 
07. CUNNINGHAM.L J NRG • No Dolailod Affiliation Given 3pp 61663 046- 
61663 048 


9205070261 Forwards hsp Repl 60-256/02 04 on 020113 17,0212*14 & 0316 & nolice 
0l violation 

RINQ.M A Region 3 (Post B20201) 02/05/01 SLADE.G B Consumers Power Co 
2pp 6} 820308^1620 323 


-•920SQ70286 Nolice o1 violation from insp on 920113-17..0212-14 & 0316. Violation 
noted licensee failed to qualify various configurations of Raychom heal shrink lubinq 
used in ereclncal sptice as se mblies 

R1NG.M A Region 3 (Post 820201) 92/05/01, 2pp 61620 310-61620 311 

-«0507()292 fnsp Repl 50-265/92-04 on 920113-17.0212-14 & 0316 Violations 
noted Major areas inspected assessment of Implementation of post-accident monitor- 
Lno Instrum cntalion, per Reg Guide 1 97, Rev 3, 

' SCOTT.VVH, JABLONSKI.FJ Region 3 (Post B20201) 02/05/01 
12pp 61620312 61620 323 

Informs that development of full & comprehensive FSAR updale,including 
requires addl lime & that uhl 1 intends to meet schedule of 
updale.por Insp R^t 50 336/91-16 
Nuclear Energy Co OPEKAJF Northoasl Utilities 814126 
Documonl Control Branch (Document Control Desk) ip 61646 300- 

di64d 300 

9205080012 Commar^l on drall guido DG8011. "Radiation Dose lo Embryo/ Fotus" 
u appears to be appropriately focusod, however certain criteria 

ofoader guidance to achieve consisien-cy w/revised Part 20 
nl.K Nuclear Wanagomonl & Resources Council (NUMARC) (formerly Nuclear 

Rasulatoiy Publcalrans Branch Bpp 


9205140273 Advises lhal util dotermlnod that DG full load rejection testing is not being 
performed & that performance of subj tosling (1 8 month intervals) is necessary lo 
comply w/ Reg Guide 1 108 Amend to TS wilt be submitted by 920901 
CONWAY ,W F Arizona Public Service Co (formerly Arizona Nuclear Power Project) 
161-04762-WFC/O 92/05/08 Document Control Branch (Document Control Desk) 
2pp 61700 259 61708 260. 

9205160126 Comment on draft reg guido DG-BOIO, ''Cntorla for Monitoring & Methods 
For Summation of tniernol & External Occupational Doses " 

STEWART, WL Virginia Power (Virginia Electric & Powor Co) 57FR7042 92/05/00 
Hogulalory Publications Branch. 2pp 61676 351-61676 352 

920S1 50227 Advises that NRC finds revised research reactor emorgoncy plan meets 
10CFR50 roquiremonts & acceptable 

MICHEALS.T S Non Power Reactors, Decommissioning & Environmental Pro) Oir 
(001216 020516) 92/05/04 KEGEL.G Lowell, Univ of Lowell, MA 3pp 61683 118- 
61683 120 


9205190231 Fonwards safety evaluation accepting post accident instrumentation as Cat- 
egory 3 qualification since no operator action based on Instrumenlation & does not 
perform sefely function 

TRAMMELL.C M Project Directorate V GL-B2-33 92/05/05 CONWAY, W F Arizona 
Public Sorvice Go (formerly Arizona Nuclear Power Prolect) 3pp 61716 282 
61716 280 


-9206190234 Safely evaluation supporting posl-accldont monitoring of accumulator 
volume & prossuro Instrumentation as Category 3 qualification 
* Offico of Nuclear Reactor Regulation, Director (Post 870411) QL-02-33 92/05/05 
4pp 61716 285 61716 288 


9205080016 C^mmonf on draff guide DQ-0010, “Crltoria for Monllonng & Methods fo 
Inlerna) & External OccupalSonal Doses " Believes guidance in DG 
^ In determining Individual monilorina roquirernenls 
III iT ^ Management & Resources Council (NUMARC) (formerly Nuclea 

rI'IIqi J?^^N7942 92/05/04 Regulatory Publications Branch lOpp 

\}\ 7 SI59/ vSr 


92051 903Z6 Forwards proposed change to QA program doscrIption.FSAR Section 1 7 
re frequency ol procedure review QA program commilmonl will bo reduced lo comply 
w/Reg Guido 1 33, Rev 2 

BEARD.PM Florida Power Corp 3F0592 02 92/05/14 Document Control Branch 
(Document Control Desk) Bpp. 61740 141 61740 146 


9205080145 Ack receipt of 920304 llr transmitting Rev 29 lo security plan Changes con- 
sistent w/pra visions of IOCFR50 54 (p) & acceptable for fncIusJon m pJan subl fo modi 
fvibfi sections for agre o ment w/RagGuideSBe 

(Post 820201) 92-30 02/05/01 BARTON, J.J General Public 
Utlilles Corp ■ GPU Service Cor p 3pp 61665 008 61665,010 

Comment supporting draft reg guide DQ-aotO. '■Crileria for Monitoring & 
Meinods for Summation of Infernal & Extornat Occupational Doses,” & DG BOIl. "Ra- 
diation Dose to Embryo/ Folus." 

EOGAR.JB Siemens KWU, Inc. 57FR7942 92/05/04. Regulatory Pubficalions 

Branch 2pp 61636 061 61636 062 ^ uu.ii,a«una 


9206200051 Concludes II /)2 classification be confirmed using RG 1 155 & NUREG 
^032, evaluation of station blackout accidents at nuclear power plants In tables A 2 i 

TAM,P S Projocl Directorate M-4 (formerly TVA Project Directorate) (Post 900603). 
TAG M68624 92/05/04 MEDFORD, M O Tennessee Valley Aulhonly 4pp 

61741 356 61741 359. 

9205200120 Forwards SE accepting licensee response lo Generic Llr 82-33 concerning 
irnnlemianiallon of Reg Guide 1 07, rev 2 

BERGMAN.T.A Project Directorate lV-2 QL-82-33 92/05/06 CAHILL.WJ Texas 
Utilities Electric Co (TU Electric) 3pp 61722 299-61722 304 


Commenl on draft reg guide task DG 8010, "Criteria for Monitoring & Melh- 
OGS for Summation of Inlornal & External Occupational Doses," Current TLD lechnoto- 
accurata as sesame nt ol shallow dose oquwalont 
cSSJi Service Co. (fermerly Arizona Nuclear Power Projact) 

57FH7942 92/05/01 Regulatory Publications Brancti. 4pp 61 651. 01 3-61 65 V0 16 

fi^515(»42 Oomment on draft reg guide task DG 8007 (proposed rev 1 to reg guide 
inilifete recording & reporting occupational radiation exposure data 

JOHNSONA Northern States Powor Co 56FR6S270 92/04/20 MEYER.D L Regula- 
tory Publications Branch 3pp 61661*072 61651 074, 


“9205200135 Safely ovaluallon supporting licensee rosponso to Generic Ltr 82-33 con- 
cerning Implementation of Reg Guide 1 97.r8v 2, 

• Office of Nuclear Reactor Regulation, Director (Post 87041 1) GL-B2-33 92/05/06 
3pp. 61722 302-61722 304 

9205200305 Forwards amends 157 & 139 to licansea NPF-4 & NPF-?, respectively & 
safety evaluation Amends revise TS re operator training programs, in response to 
911107 ltr, 

ENGLE, UB Project Directorate 11-2 TAG M02148 92/05/06 STEWART, WL Virginia 
Powor (Virginia tleclric ^ Power Co) 3pp 61742 260-61742 273 


9205130047 Commant on draft reg guide DQ-8010. "Ciiteria for Monitoring & Methods 
for Summation of Internal & Extornal Ocuupational Doses " Slate ment re uso of ambi- 
concanfratfons should be removed from section 1 a, 

Co 57FR7942 92/05/01 Regulalory Publications 
Branch 3 pp 6165 V0Q3 61651 085 


9205210018 Suppis 920313 llr re Installation of environmentally qualified containment 
air temp RTDs during 1992 refuoting outage, per Reg Guide 1 97 & NUREG 
0737,Suppl 1 Testing expected to be comptet eel dunng Summer 1992 
MECREDY.R.C, Rochesler Gas & Electric Corp 92/05/08 JOHNSON.A R Project Di 
rec1orale|-3 Ip 61777 232-61777 232 
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9205220085 Comments on draft roq guides DG QOtO, ''Cfiterda for Monitoring & Math^ 
ods for Summation of fntemal & External Occupational Doses" & DG 801 1 , "Radi 
ation Dose to Embryo/ Fetus " 

MCGAHA,JR Entergy Operations Jnc 57FR70it2 92/05/12 CHILK.SJ Office of Ihe 
Secretary of the Commission 6pp 61735 202 61735 207 

9205220099 Comment supporting draft reg guide DG 1022, "Emergency Planning 4 
Preparedness for Nuclear Power Plants " 

ORTCIGERJ W Illinois, State of 57FR9462 98/05/14 Division of Freedom of Infor- 
mation & Publications Services (Post 090205) 2pp 61735 272-61735 273 

9205220243 Forwards SE accepting 920210 & 0317 responsos to station blackout 
rule Requests commitment lo emergency diosel program which contains five elemenits 
of section 1 2 of reg guide l 555 

BUCKLEY.0C Proiect Directorato 11-2 TAG M6Q611 92/05/12 STEWART.W L Vir- 
ginia Power (Virginia Etoclnc & Power Co) 2pp 61757 343-61757 350 

9205260046 Informs that rev 34 lo physical security plan consistent w/ provisions of 
10CFR50 54(p) & acceptable Commitments in chapter 13 re screening records should 
be aligned w/reg guide 5 66 

COLUNS.DM Region 2 (Post 820201) 92/05/12 HAMPTON JW Duke Power Co 
3pp 61751 333 61751 335 

9205270330 Forwards SE accepting use of Category 3 instrumentaHon for accumulator 
level & pressure monilonng 

LABRAGE.D E Project Directorate 11-4 (formerly TVA Project Directorate) (Post 
900603) GL-fl2-33 92/05/13 MEDFORD.MO Tennessee Valley Authority 3pp 
61773 321 61773 326 

•<9205270332 SE accepting use of Category 3 InstrumentaHon for accumulator level & 
pressure monitoring 

' Office of Nuclear Reactor Regulation, Director (Post 870411) GL-82-33 92/05/13 
3pp 61773 324-61773 326 

9205260086 Revised agenda for 920512 CRGR meeting 220 in NL/S Cor^ferenco Room 
B to review listed parages 

JORDAN, EL Committee to Review Generic Requirements GL 03-29. 02/05/t1 
ARLOTTO,G A Office of Nuclear Material Safety & Safeguards KANE.W.F Region 2 
(Post 820201), MIRAQLIA.FJ Office of Nuclear Reactor Regulation, Director (Post 
070411) 3pp 61794 299 61794 301 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 


9204060310 Forwards Rogulalory History AA3B-8 for proposed rulemaking on slds for 
protection against radiation 

ROECKLEIN.A. Radiation Protection & Heallh Effects Branch 56FR23360 92/02/25. 
LANHAM,D Office of Administration (Post 890205) 69pp 61B40 001 61071 215 

-9204070187 Forwards info re panicle size distributions & examplo calculation based 
on real data using proposed alternative to 10CFR20 205 presented during 090222 
mooting 

TIPTON, TE Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 56FR23360 09/06/08 MORRIS, W M Division of Regulatory Applica- 
tions (Post 870413) 43pp 61852 280 61852 322 

-9204080166 Fonvards for info, end to recent Cominission policy paper on 10CFH20 re 
NRC staff analysis of u fuel fabrication proposals for control of internal radionuclides 
MORRIS, B M Division of Regulatory Applications (Post 870113) 66FR233B0. 80/10/ 
06 TIPTON, T Nuclear Management & Resources Council (NUMARC) (formerty Nu- 
clear Utility Manage 7pp 61854 229-61854 235 

9204200106 Forwards ES 701, rev 6, administration of exams for SRO limited to fuel 
handilag,adding to examiner slds NUREG-1021 

ROE.J^W Division of Licensee Performance & Quality Evaluation (Post 870411) 92/ 
03/11 TIPTON, T E Nuclear Management & Resources Council (NUMARC) (formerly 
Nuclear Utility Manage 1p 61010 340-61810'3$D 

-9205260 13S Rev 6 to ES-701, "Administration of Exams for SROs Limited lo Fuel 
Handling " 

• NRC - No Detailed Affiliation Given 92/03/01 lOpp 618I0'349 61010 350 

9204290443 Forwards draft summary of Initial reaction to NUMARC 920330 guldanco 
document 

CORREIA, RP NRC - No Detailed Affiliation Given 92/04/21. SMITH.WJ Nucloar 
Management & Resources Council (NUMARC) (formerly Nuclear Utility Manage 3pp. 
61564'349 61564 351. 

9205010064 Comment supporting proposed rule MISC (92-1) re conversion to metric 
sys 

SIMARD.R Nuclear Management & Resources Council (NUMARC) (formerly Nucloar 
Utility Manage 57FR4891 00004. 92/04/24 CHILK.SJ Office of the Secretaiy of Iho 
Commission 2pp. 61499 110 01 499 111 

9205040008 Comment on draft NtJREG-1449, ‘’Shutdown & Low-Power Operation at 
Commercial Nuclear Power Plants in US" Believes thal Industry & regulatoiy actions 
to address shutdown issues can be complementary, effective & efficient 
RASIN.W H. Nuclear Management & Resources Council (NUMARC) (formerly Nuefear 
Utility Manage 57FH6740. 92/04/29 MEYER.DL Regulatory Publications BrancTi 
Bpp 61512 053 01512 061 

9206080043 Comment on proposed generic commumcalion NRC bulletin OOOOl.suppl 
1, "Loss of Fill Oil In Transmitters Mfg by Roaemount." Belioves adequate toasis has 
not be presented to support generic request for online monitoring ays 
RASIN.W H Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 57FR11732 92/05/01, MEYER,DL Office of Administration (Post 
890205) 8pp 01556 181-61556' 108 

9205060069 Comment on elimination of requirements marginal to safety Informa that 
industry will continue to support NRC efforts to Improve effectiveness of regulalions 
w/goal of maintaining same high levels of safety thal currently exist 
RASIN.WH Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 57FR4166, 02/05/04 MEYER.DL Regulatoiy Publloalions Dranch 
29pp 61556'229 61 556*267 


9205060104 Summary of 920423 meeting w/NUWARC & other industry representatives 
to discuss proposed rev of app A, "Seismic & Geological Siting Cnloria for Nucloar 
Powor Plant " 

MURPHY, A J Structural & Seismic Engineering Branch 92/04/28 SHAO,LC Division 
of Engineering (Post B70413) Opp 61592 297 61592 305 

92050601 8B Forwards "NRC Policy Issue Analysis & Recommendations,” position on 
impo riant ALWfl issues 

KINTNER.E E ALWR Utility Steering Commltleo 92/05/05 MURLEY.T Office of Nu 
clear Reactor Regulalion, Director (Post 870411) 25pp 61 596 282 61596 306 

9205080216 Forwards draft SER re EPRI advanced LWR roquiroments document for 
passive plants. 

CRUTCHFIELD, D Advanced Roaclofs Project Directorate (901216 920516) 02/04/ 
24 KtNTNER.EE ALWR Ulility Steering Committee 3pp 61581 302-61581 304 

9205070284 Notification of CRGR meeting 320 on 920512 Agenda listed 
JORDAN, EL Office for Analysis & Evaluation of Operational Data, Director 92/05/ 
01 ARLOTTO.GA Office of Nucloar Malerial Safety & Safeguards KANE.WF 
Region 1 (Post 820201) MIRAGLIA.F J Office of Nuclear Reactor Rcgulatron. Direc- 
tor (Post 670411) 3pp 61618336 61618 338 

9205070299 Summary of 920422 meeting w/NUMARC in Rockvillo.MD re development 
of guidance documents for implementation ol malr^tenarice rule (10CFR5065) List oi 
attendees and tentative meeting agenda end 

CORREIA.R P Performance A Quality Evaluation Branch (Post 890101) 92/04/30 
ZECH.GG Performance & Oualily Evaluation Branch (Post 890101) lOpp 
61616 347-01616 356 

920S070302 Notification of 920508 meeting w/NUMARC in Rockvilie.WD lo discuss 
NUMARC proposed outline for NE PA/SAM DA amends for ALWR 
SCALETTf.D Advanced Reactors Project Directorate (901216 920516) 92/05/01 
MURLEY,T, MIRAGLIA,F, RUSSELL, W NRC • No Detailed Affiliation Given 8PP 
61618 339 61610 343 

9205QB0012 Comment on draft guide DG 8011, "Radiation Dose to Embryo/ Fetus" 
Believes that guide appears to be appropriately focused, however cerlain criteria 
should be replaced w/ broader guidance to achisvo consislency w/revised Part 20 
TIPTON, TE Nuclear Management & Resourcos Council (NUMAmC) (formerly Nuclear 
Utility Manage 57FR7942 92/05/04 Regulatory Publications Branch 9pp 

6159V001-61591 010 

9205080016 Comment on draft guide DG-ODiO, "Criteria tor Monitoring & Methods for 
Summation to Internal & External Occupational Dosos ’’ Bolievos guidance in DG- 
8010 will be helpful in determining Individual monilorlng requirements 
TIPTON, T E Nuclear Managarnent & Resources Council (NUMARC) (formerlvr Nuclear 
Utility Manage 57FR7042 92/05/04. Regulatory Publications Branch tOpp 

61501.011-61591 021 

9205086051 Notification of 920511 meeting w/NUMARC in Rockvillo.MD lo discuss 
Issues & expected positions from LWR licensees in response to Gene no Ltr 92-01, 
"Reactor Vessel Structural Integrity " 

RICHARDSON.J E Project Dlroclorato hi GL 92-01 92/05/01 MURLEY.T, 

MIRAGLIA.F.. RUSSELL, W NRC - No Detailed Affiliation Given 4pp 61811 355- 
61611 350 

92051 10208 Summary of CRGR meoling 214 on 920213 List of attendees end 
JORDAN.EL Committee to Review Generic Requirements 92/03/03. TAYLOR, JM 
Otc ol the Executive Director for Operations 2pp 61654 341-61654.342 

9205120277 Forwards final technical repi, "Special Review Team for Review of 
Thermo Lag Fire Barnor Performance," per stated mooting w/NUMARC 
MURLEY,tE Office of Nucloar Reactor Regulation, Direclor (Post 070411) 92/04/ 
21. RUSSELL, WT Associalo Director for Inspoclion & Technical Assesamonl (Post 
670411) 2pp 61662 128 61682 192 

-0205120280 Final technical rept, "Special Review Team for Review of Thermo Lag 
Fire Barrier Performance " 

MIRAGLIA.F J, PLISCO.L R , WEST,K S OHice of Nuclear Reactor RegulatSon, Diroc 
tor (Post 870411) 92/04/17 63pp 61662 130 61662.192 

9205140243 Forwards draft version of "Industry Guidelines for Response lo Generic Ltr 
02-01." for review prior to 92051 1 NRC/NUMARC meeting 

GRIFFING.E.P. Nuclear Managomonl i Resources Council (NUMARC) (formerly Nu- 
clear Utility Manage QL-92-01. 92/06/01 W(GG1NS,JT Materials & Chemical Engi- 
neering Branch 22pp 61680 001-61680.025 

9205140291 Forwards draft industry paper Idled. "Role of ITAAG & Preoporallof>at Reg- 
ulatory Requlroments *’ 

NQ.R N Nuclear Managomenl & Resources Council (NUMARC) (formerly Nuclear Util- 
ity Manage, 02/05/07 CRUT(3HFIELD,D. Office of Nucloar Reactor Regulation, Direc- 
tor (Post 870411) 12pp 61708 347-61708 350 

92051B0276 Summary of 920416 moeting w/NUMARC re NUMARC efforts lo doveiop 
recommendations on possible mod to licensees security programs 
MCKEE.P.F Reactor Safeguards Branch 02/05/04 Q RIMES, B. Division of Reactor 
fnapoction & Safeguards (Post 070411) 4pp 61710 074-61710 077 

9205180326 Nolificallon of 920507 meoling w/NUMARC & BWROQ LER/JCO Commit- 
tee in Bolhesda.MD lo discuss public comments on draft NUREG-1822 ,Rqv 1 
(update) 

bArANOWSKY.PW Trends & Patterns Analysis Branch 02/05/01 NOVAK, TM Di- 
vision of Safety programs (Post 070413). 3 pp, 61710 344 61710 346. 

9205180350 Informs of topics under coi^s id oration for inclusion In Commission paper to 
discuss addi Issues re future reactor designs Invites industry to provide stall w/indus 
try positions Topics end 

CRUTCHFIELD, 0 Division ol Advanced Reactors & Special Projects (901216 
920516) 92/04/30. KINTNER.EE. ALWR Utility Steering Commiltee KtNTNER.EE 
General Public Utilities Corp - GPU Servico Corp 4pp 61710-070 61710.073 

9205180356 Responds to 929325 Hr posing add! questions ro NRC (mplem entail on of 
President 90-day moratorium on new regurations & roviaw of existing rogulations 
THE CHAIRWAN. SELIN, I Commissioners (Post 760119) 92/04/22. MILLER, G, 
Houso of Rep, Interior & Insular Affairs 0pp 61737 001 61730.156 
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”9205190335 Transcript of Commitlea lo Review Generic Requirements 920327 public 
naeetdng in Qettiesda.MDre special review of NRC regulations Pp 1-134 

• Committee to Review Generic Requirements 92/03/27 134pp 61737 334- 

61739 132 

920 SI 90266 Summary of 920508 meoting w/NUMARC to discuss topics re suggested 
outline for NEPA/SAMDA amends for advanced LWRs 

SGALETTI.DC Advanced Reactors Prolecl Directorate <901216-920516) 92/05/13 
Advanced Reactors Pjo)ecl Directorate <901216-920516) 3pp 61733 163 61733 183 

-'9205190300 Submil b document that outlines approach for addressing NEPA-SAMDA 
issue in context of licensing of fuluro NPPs 

NG,n N Nuclear Manaoement & Resources Council JNUMARC) (formerly Nuclear Util 
kty Manage 92/04/03 CRUTCHFIELD.O Office of Nuclear Reactor Rogulatron, Direc 
tor (Post 870411) Iflpp 61733166 61733 183 

020519D312 Summary ol 920422 & 23 meeting w/Owners Groups re now STS Lists of 
attendees & ^enda end 

GRIM ES.C I Technical Specifications Branch &2/05/t1 ROSSI.CE Division of Oper- 
ational Events Assossment (Post 070411) 31 pp 81733 184 61733 2 14 

9205209014 Forwards draft paper entitled, "Design Corlification Chango Provisions 
Under Two-Tier Approach " Perspectives offered in paper expected to support discus- 
sion of Part 52 imbfemenlation matters at 920514 meetmg w/NRC 
NG,R N Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Util- 
ity Manage 92/05/11 CRUTCHFIELD, D Office of Nuclear Reactor Regufalion. Direc- 
tor (Post 870411) IQpp 61755 100 61755 t09 

9205200093 Submits rapt on NRC acUons to eliminate duplccativo or inconsistent rogula- 
tory requirements as requested m 920126 memo 

THE CHAIRMAN, SELIN.I Commissioners (Post 750119) 92/04/27 President of U S 
a Execohve 0///ces 2pp 61747 260-6 1 74 7 320 

”9205200102 "Rept on Special Review of Existing NRC Regulations.By CRGR ’’ 

‘ Committee lo Review Ganenc Requirements 92/04/13 44pD 61747*262- 
61747 320, 

9205260138 Summary of 920409 meeting w/ NUMARC in Rockvihlo^MD re schodule for 
industry repis List ol allondees end 

PARKHILL,R Licenao Renewal Project Directorate (901216-920516) 92/05/19 Li- 
cense Renewal Project Directorate (901216*920516) 4p|) 61765 261 61765 264 

9205260(186 Revised agenda for 920512 CRGR meeting 220 in NL/S Conference Room 
B to review listed pa images 

JORDAN, E L Committee lo Review Genoric Requiroments, QL-89-20 92/05/11 
ARLOTTO,GA Office of Nuclear Material Safety & Safeguards KANE,WF Region 2 
(Post 826201) WIRAGLIA.FJ Office ol Ntideor Reactor Regulation, Director (Post 
970411) 3pp 61794 299 61794 301 

205289161 Forwards schedule for submitting revised industry ropts, reflectinQ resolj- 
tion of comments from 9204Q9 meeting ro ficonso renewal Flow chart illustrating pro 
diiclion & review process for following rapt & SER com plotiort also end 
RASIM,WH Nuclear Management & Resources Cour^cil (NUMARC) (formerly Nuclear 
Utility Manage 92/05/18 CRUTCHFIELD, D Division of Advanced Reactors & Special 
Projects (901216 920516) 4pp 61804 073-01804 076 

42052801 BO NRC 2673 "Rooulalions Governing Procedure for Investigating & Record 
mg Violations in the Operation of Nuclear Power Pjanta " 

* Union of Soviet Socialist Republics 02/05/31. fi4pp 61794 095-61794 222 

9203280219 Forwards Vol 1 of "Evaluation of Nonintrusive Diagnostic Tochnologies for 
Check Valves (NIC 01)" 

ROBINSON, WT Nuclear Industry Check Valve Group 92/02/20 GRUBELICH,F 
NRC- No Delalfed Affiliation Given ip 61793 001 61794 094 

-9205280223 Vol 1 of "Evaluation of Noninlrusivo Diagnostic Technologies for Chock 
Vfilvos (NIC-Of) " 

TULLI6.J P , flAHMEYER,W J Utah Glale Univ , Logan, UT TULLIS.J P ElecUlc 
Power Research Institute 92/02/29 300pp 61793 002-61704 094 

9265290086 Notification of 920521 meeting w/ NUMARC & EPR1 in Rockville. MD lo 
discuss statue of EPRI MOV toslinj program 

NOR BERG, J A Mechanical Engineering Branch 92/05/19 MURLEY.T , 
MlRAGLIA.F, RUSSELL,W NRC - No Detailed Affiliation Given 2pp 61797317* 
61797 319 

6205290124 Summary ol CRGR Meeting 2t7 on 920319 re proposed amend lo 
10CFR100,rodraflad suppi 1 to generic Ur 67-02 & SSER 2 on SQUG procedures for 
implementation of USI A 46 

JORDAN, E L Committee lo Review Generic Requirements GL-87 02, 92/04/13 
TAYLOR, J M Ofc of the Executive Director for Operations 2pp. 61811*147* 
8161 1 ,148 

9205290255 Ack receipt of NUMARC rept 92*01, '"process for Evaluating Accidenl-Mgt 
Capabilities," provided In 920S01 Itr 

CONGEL,FJ Division ol Radiation Proteclion & Emergency Preparedness (Post 
870411) 92/05/19 RASIN.W H Nuclear Management & Rosources Council 

(NUMARC) (formerly Nuctoar Utility Manage 2pp 61611 149 61611.150 

9205290277 Notification of 920526 moelng w/CRGR in Rockvillo.MD le discuss pro 
posed amend to 10CFR5055a & proposed rulemaking Inibative on safely require- 
ments for reactor coolant pump seals. 

JORDAN.E.t Committee lo Review Generic Requiremenls 92/05/18, ARLOTTO.G A 
Office of Nuclear Matenal Safety & Safeguards KANE,WF Region 2 (Post 820201) 
MIRAGLIA,FJ Office of Nuclear Reactor Regulation, Director (Post 070411) 3pp 
61811 198-61811 200 


SECY POSITION PAPERS BEFORE THE COMMISSION 

8B128G0235 SECY-80 325 flecommenefs thal Commission approve recommended 
policy statement on addi appitcations of loak-bef ore-break technology 
STELLO,V Ofc of the ExecuUve Director fox Oporalions, 68/11/22 93pp 61515 017- 
61515,1 10 

8910060085 SECY-fl9>290 Responds to Commission request on applicability of resource 
conservation & recovery act to high love! waste program 

TAYLORJM, Ofc of Ihe Executive Director for Operations 89/09/22 5pp 
61799 35Z61 709 356 


9003060143 SECY 90 051 Completes staff response to Commission request on applica 
bility of Resource Conservation & Recovery Act to high level waste program Staff rec 
ommands Option 1 of SECY 89 383 for area of high level waste 
TAYLOR.JM Ofc of the Executive Director tor Operations 90/02/15 25pp 

61801 28B61B01 310 

9203020258 SECY-92'065 Requests Commission approval of final NRC policy state- 
ment, "Guidelines for NRC Review of Agroemanl Stale Radiation Control Program " 
TAYLOR.J M Ofc of the Executive Director for Operations 92/02/26 74pp 

61749 240 61749 324 

9203190210 SECY-92'086 Requests approval lor issuance of license to C-E for export 
of (wo pressurized water roaefors lo Republic of Korea 

DENTON, HR Office ol International Programs (Post 911117) 92/03/13 lipp 
61515121-61516 131 

9203200079 SECY 92 089 Requests approval of final rule to provide for expeditious 
consideration of challenges to orders made immediately effective 
PARLEB.WC Office of the General Counsel (Post 860701) 92/03/16 32pp 

61772 206 81772 237 

9203200339 SECY-92'0B7 Requests approval to adopt/lmplement Ofc of Personnel Mgl 
Interim regulations governing portions of Federal Employees Pay Comparability Act 
provisions 

fAYLOR.JM Ofc ol the Executive Director lor Operations 92/03/16 Bpp 
61515 132 61515139 

92032B0214 SECY-02 099 Informs Commission of activities re proposed merger of 
PSNH w/Northeast Utils (NU) & acquisition of Seabrook Nuclear Station by NU & 
seeks authorization to approve necessary license changes 

TAYLOB.JM Ofc of the Executive Director for Operations 02/03/20 14pp 

61680 206 61680 309 

9204070130 SECY-92'115 Recommends that Commission approve end Itr lo llliiols 
Dept of Nuclear Safety re draft boiler & pressure vessel regulations 
TAYLOR, JM Ofc of the Executive Director for Operations 02/04/02 22pp 

61772 238 61772 259 

02O413O30Q SECY 92-1 18 Requests approval to publish, for public comment .proposed 
amend to extend Implemenlation date lor revised 1 0CFR2O 

TAYLOR.JM Ole of the Executive Director lor Operations 02/04/07 22pp 

61658 286 61668 307 

9204160070 SECY-92-130 Informs Commission of status of Implementation of integra- 
tion plan lor closure of severe accident issues, IPE process & severe acdcfenl re- 
search 

TAYLOR, JM Ofc of the Executive Director for Operations 92/04/13 26pp 

61658 308 61658 333 

9204160076 SECY*92-127 Provides draft rept containing proposed revised accident 
source terms for light water nuclear power plants to replace those of technical info 
document 14844 ^Informs Commission of plans lo issue ropt (or comment 
TAYLOR, JM Ofc of the Executive Director for Operations 92/04/10 72pp 
6151514061515211 

9204100200 SEGY-02-126 Recommends aulhonzalion of issuance of (icensos to Gerard 
Kluyskens Co, Inc to export rare earth polishing mails, primarily cerium oxides contain 
ing thorium and/or U above 0 05% to max of 0 26% 

DhNTON.HR Office of International Programs (Post 911117) 92/04/10 16pp 

61770 048 61770 063 

9204170190 SECY-92-131 Provides info requested by Commission in 020227 memo re 
operalion of diesel generators and associated instrumentation at plant 
TAYLOR, JM Ofc of the Executive Director for Operations 92/04/14 13pp 
01650 341*61658 353 

9204200063 SECY-92-133 Informs Commission of staff Intent lo issue draft safety oval 
uation repis on staff review ol Volume 1 & 3 of EPRI Advanced Light Water Reactor 
Requirements Document 

TAYLOR, JM Ofc of the Executive Director for Operations 92/04/14 1.334pp 
01655 001-61658 264 

9204200184 SECY-92-120 Informs Commission of intent lo establish formal review 
schedules for Westinghouse AP600 & GE BWR designs 

TAYLOR.J M Ofc of the Executive Director for Operations 92/04/07. 3pp 

61515 014 61515016 

9204200187 SECY -92-122 Informs Commission of plans to resolve differences between 
nrobablislic seismic hazard methodologies for eastern US 

TAYLOR, JM Ofc of the Executive Director for Operations 92/04/08 7pp, 

61658.334-61658 340 

9204200254 SECY 02-134 Informs Commission of staff current & planned actions for 
incorporating slgn-as-you-go process & 10CFR52 requirements for 

insps.tosis, analyses & acceptance criteria into NRC const insp program 
TAVLOR.JM Ofc of the Executive Director for Operations 92/04/16 14pp 

61656 265 61658 268 

9204200256 SECY-92- 135 Provides overview of generic issue mgl program 
TAYLOR.J M Ofc of the Executive Director for Operations 92/04/15 9pp 61658 354 
61658 362 

9204210306 SECY 92-140 Recommends that Commission approves Issuance of order 
approving licensee plan (or decommissioning facility. 

TAYLOR, J M Ofc of the Executive Director for Operations 92/04/17 lOpp 

61515 111 61515120 

9204210316 SECY-B2-141 Recommends that Commission approve end rapt on spociat 
review of existing regulations by commitlee lo review generic requirements 
TAYLOR,J,M Ofc of the Executive Director for Operations 02/04/17, 192pp 

61877 093 61877 283 

9204270097 SEGY-92-145 Lillgation Report 1992 07 
CORDES.JF Solicitor (Post 860701) 92/04/22, 42pp 61769 308 61769*349 
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920427050B SECY 92-144 Informs Commissiori of completed actions re finding of no 
Siam (leant chango per antitrust post-operating license roviow of facility 
TAYLOR. J M Ofc of the Executive Director for Operations A 92/04/20 47pp 
61770 001-61770 047 


■9204280074 Comniient on proposed rules 10CFR2,19.20.30.31 ,32,34.35,39.40, 50.61 & 
70 re stds for proteclion against radiation Opposes rule 

NELSON,J M Soutfr Dakota, State of /tA38 2 66/10/28 Docketing & Services 
Branch 2pp 61862 332-61862 333 


9204290351 SECY-92-151 Informs ol issuance of first NRC rept associated w/individuat 
plant exam (IPE) licensee submittal, NRC & licensee conclusions & process & sched- 
ule for remaining IPE reviews 

TAYLOR J M Ofc of the Executive Director for Operations GL 66 20 93/04/24 8pp 
61770 335 61770 342 

9204290370 SECY 92-150 Informs Commission on status of open Issues & facility 
rogress toward decommissioning 

AYlOR.J M Ofc of the Executive Director for Operations COMJC 92 002 92/04/24 
6pp 61658 260 6165B 265 

9205010142 SECY-92- 153 Informs Commission of staff intent to issuo Supplement 1 to 
generic Itr 67-02, "Verification of Seismic Adequacy of Mechanical & Electrical Equip- 
ment m Operating Reactors " 

TAYLOR J M Ofc of the ExocuUve Director for Operations GL-a7 02 92/04/26 
48pp 61770 256-61770 303 

9205010153 SECY-92- 154 Informs Commissionofs of staff guidance to be used in de- 
veloping dynamic simulator scenarios for NRC-administored requalificatlon exams 
TAYLOR ,JM Ofc of the Executive Director for Operations 02/04/28 34pp 
61770 304-61770 334 

9205040269 SECY-92-156 Recommends that NRC authorize Staff to approve transfer 
of util mgt.nole that annual stockholders meeting scheduled for 920514 & note that 
license condition will bo added if transfer Mproved 

TAYLOR, J M Ofc of the Executive Director (or Operations 92/04/29 Dpp 
61680 289 61680 295 

9205110254 SECY.02-164 Weekty info fopt for wk ending 920501 
BLAHA,JL Assistant for Operations (Post 890205) 92/05/07. 41pp. 61646 292- 
61648 332 

9205100299 SECY -92-1 78 Weekly info repl for wk ending 920508 
BLAHA,JL Assistant for Operations (Post 890205) 92/05/14 43pp 61697 296- 
61697 336 

9206210261 SECY-92-156A Recommends that Commission approve proposed transfer 
of Seabrook operations & partial ownership to Northeast Utils 
TAYLOR,J M Ofc of the Executive Director for Operations 92/05/15 15pp, 
61799 254 61709 26B 

9205260089 Approved notation vote response sheet w/ comments re SECY-92- 166 A, 
"Seabrook Station - Status of Acquisition by Northeast Ulit 

THE CHAIRMAN, SELIN, I Commissioners (Post 760119) 02/06/18. CHILK.SJ 
Office of the Secretary of the Commission 1p 61773 233 61773 233 

920S260120 SECY-92-170 Provides Commission of OQC prolimlnary identification & as- 
sessment of important issues w/ respect to procedures for design certification ruto- 
maklng 

PARLER.WC Office of the General Counsel (Post 860701) 92/05/08 116pp 
61787 173-61 7B7 301 

920S29005D SECY-92- 172 Informs Commission of stall intent to issue draft final SER In 
review of Vol II of EPRI ALWR Requirements Document 

TAYLOR, JM Ofc of the Executive Director for Operations 92/05/12 700pp 
61832 001*61 B34 144 


-9204280311 Comment on proposed rules 10CFR 2, 19,20.30, 3 1,3 2, 34, 35. 3 9, 40, 59,6 1 & 
70 ro stds for proteclion against radiation 

JOHNSON ,CJ South Dakota, State oi AA38-2 86/04/10 Docketing & Services 
Branch 4pp 61B63 201-61863 205 

-9204130252 Comment on proposed rules 10CFR 2,1 9.20.30.31,32,34,35,39,40. 50,61 & 
70 re stds for protection against radiation Proposed rules will provide subsidy to nucle- 
ar industry at expense of public health, environ & economic concorns 
HIGHTOWER, J Texas, State of. 50FR 5 1992 00747 86/tO/25 ZECH.LW Commis- 
sioners (Post 750119) 2pp 6 1859 30B 61859 309 

-9204290378 Comment on proposed rules 10CFR2,1 9,20.30.31,32,34.35,39,40. 50, 61 & 
70 re stds for prole cti on against radiation 

BERNSTEIN.R Texas. State of AA38-2 B6/0B/26 Docketing & Services Branch 
1pp 61864:175-61064 175 

-9204230217 Comment on proposed rulos 10CFR2, 19.20.30,31,32,34,35.39,40. 50,61 & 
70 re stds for prole cli on against radiation 

ABRAHAMSON.S Wisconsin, Stato of 66/05/07. Docketing & Services Branch 2pp 
61860 320 61860321 

-92Q4240195 Commont on proposed rules 10CFR2. 19,20,30.31,32,34.35,39.40. 50.61 & 
70 re stds for proteclion against radiation 

CLARE, W Wisconsin, Stale of AA3a-2 G6/05/09 CHILK.S Office of Iho Secretary 
of the Commission. Ip 61861*254-61861 254 

9285010017 Comment opposing petition for rulemaking PRM-35 10 re radiation safety 
for patients who have received greater than 30 mCl on outpatient basis 
BONTE.FJ Texas. State of 57FRB282 OOOQ7 92/04/25 CHILK.SJ Office of the 
Secretary of the Commission 1 p 61499 063 61499 063. 

0206010025 Comment opposing polHIon tor rulemaking PRM35 18 re release of pa- 
tients after treatment w/radioptiarms w/love!s greater than 30 mCi 
JQHNSON,J A Kansas, Slala of. 57FnB292 00006 92/04/16 Docketing & Services 
Branch 2pp 61499 064-61499:065 

9205010071 Comment opposing petition for rulemaking RRM-35 10 re outpatient treat- 
meni for patients regardless of quantity of radioactive dose administered 
MABRY, A North Carolina, Stale of 57FRB2S2 00009 02/04/22 Office ol the Secro- 
taiy of the Commission. 2pp 61499 1 1 4 61499 1 1 6 

0205010111 NPDES noncompliancG notification on 9203 2 2, cooling lower blowdown 
water discharged Into Possum Hollow Creek Caused by procedure deficiency Sys Op- 
orating Procedure S09 4 A expected to ba revised hy 920501 
DOER1 nG,J Philadelphia Electric Co 02/04/23 BAUER, R Pennsylvania, Common- 
weallhof 3pp 61547 324-61547 326 

9205010138 Discusses open & formal p relic© ns Ing relation ship between NRC & 
DOE, per 920323 Hr Efforts for ongoing constructive dialogue w/Slat© of NV will con- 
tinue 

THE CHAIRMAN, SELIN,I Commissioners (Post 750110) 92/04/02 LOUX,RR. 
Nevada, State of Ip 61516 324-61516 332 

9205010275 "NPDES Discharge Monlloring Rept for Mar 1992 for Salem Generating 
Plant " W/020422 Hr 

VONDRA.CA Public Service Eloclric & Gas Co. of New Jersey. 92/03/31. 
CAPOBALE.G Now Jersey. State of 33pp 61652 206 61 55 2 238. 


9205290276 SEGy-g2-18B Weekly info ropt for wk ending 920516 
BLAHA,JL Assistant for Operations (Post 890205) 92/05/21, 30pp 61011:159- 
61811.107 


STATE PROG STATE PROGRAMS 


9204060310 Forwards Regulatory History AA38-2 for proposed rulemaking on stds for 
protection against radiation 

ROECKLEIN,A Radiation Protection & Health Effects Branch B6FR23360 02/02/25 
LANHAM,D Office of Administration (Post 890205) 69pp 61040 001 61071-216 

-9204090215 Informs that more than half of agreement programs will not be able to 
Implement new regulations by implementation date of Jan 1992 for revised 10CFR20 
DiCUS.GJ. Arkansas. State of 66Ffl23360 90/08/07 KAMMERER.C Stale Pro 
grams (900112-911 116) 2pp 61856 025 61856 026. 


9205640064 Comment on proposed rule changes, "Licensing Requirements for Land 
Disposal of Rad waste" Believes it Is undos! r Ale to promulgate rule which is applica- 
ble to facilities w/o incorporating appropriate lochnical guidance, 

ORTCIGER.TW Illinois. Slate of. 57FRB093 Q0006 92/04/24 Docketing & Servlcos 
Branch 2pp 61612 267-61512 258 


9205040100 Comment opposing NUREG-1324, "Proposed Method for Regulating Ma|or 
Malls Licensees 

COLUNS.se. Illinois, Stale c( 57FR6077. 02/04/07. BERNERO.R.M Office of Nu- 
clear Material Safety 8 Safeguards 2pp 61512 317-61512 316 


9205040296 NPDES noncomplianca notification on &20322,Unlt 1 cooling lower basin 
drain water discharged to unmonitored discharge point On 920321. water discharged 
from manhole on cooling lower blowdown fine Sys operating procedure lo be revised. 
DOERING, J Philadelphia Electric Co. 92/04/23 BAUER.R Pennsylvania, Common- 
wealth of app* 61594 312 61594 314 


-9204100001 Responds to G Djeus 900807 Itr ro Implementation dato of revs lo 
10CFR20 Commission approved delay In required imptemenlation dale for ro vised part 
20 for NRC Hcensoes from Jan 1992 to Jan 1993 

KAMMERER.C State Programs (9001 12-91 1116) 56FH2a360 90/12/10 HILL.T Or- 
ganization of Agreement Stales 1p. 61856 350 61856*358. 

-9204100017 Forwards ttrs to D Tefft & T Hill ro implementation dates of 
10CFR20 Commission approved delay in required Implementation date for revised part 
20 for NRC licensees from Jan 1992 \o Jan 1993 

KAMMERER.C State Programs (900112-911116). 56FR23360. 90/12/10 Affiliation 
Not Assigned Ip. 61856*359 61858 359 

-9204240085 Comment on proposed rules 10CFR 2, 19,20 .30.3 1,3 2. 3 4. 3 5, 39, 40, 50,61 & 
70 re stds for protection against radiation Opposes rule 

MGCRORY.P H Louisiana, State of AA38 2 86/05/06 Docketing & Services Branch, 
2pp 61861*272-61861 -273 

-9204280233 Comment on proposed rules 10CFR2, 19. 20.30.3 1,32, 3 4, 3 5. 39. 40. 60.61 & 
70 re stds for protection against radiation. 

ANDERSON.N Maine, Stale of AA38-2 86/10/30 Docketing & Services Branch 
2pp 61863*001-81863.002 

-9204240270 Comment on proposed rules 10CFR2, 19, 20 ,30 ,31. 32.34, 35,30,40. 60,61 & 
70 ro stds for proteclion against radiation 

BORCHERT.KR. Nebraska, Slate of. AA38-2 86/05/16, Office of the Secretary of 
the Commission 2pp 61862.002-61862 093 


920SO40327 Forwards update for notebook for ref re conlont of Las Vegas library, 
WHITE.N J Nevada. Stale of. HLWR. 92/04/30. GARCIA.N J Repository Licensing & 
Quality Assurance Project Directorate (Post 6611 20) 16pp, 61 601 004-61 601 .01 fl 


9205050010 Forwards commer^ts ro adequacy, completeness & technical accuracy of 
study plan, "Characterization of Yucca Mountain Unsaluraled-Zono Gaseous -Phase 
Movement " 

LOUX,RR Nevada, State of, HLWR 92/04/27. BARTLETT.JW Energy, Dept, of 
11pp. 61601’317 61601 327. 


9205050063 Forwards insp ropt 50-166/02-01 dtd 920410 tnsp concerned shipment ol 
irradiated reactor fuel from l/niv of Missouri to DOE.W/o encL 
QREGER.LR Region 3 (Post B20201) 02/04/29 RUNYON.T llhnols, Stale of, Ip 
61539.134-61539.134 


9205050240 Forwards final raviow plan for DOE rapt of Early Site Suitability Evaluation 
of potential repository site at Yucca Mountaln,NV, por 920206 technical exchange be- 
tween DOE & NRC, 

HOLONICH.JJ. Repository Licensing & Quality Assurance Project Directorate (Post 
881120). HLWR 92/05/01. LOUX.R R Nevada, Slate of 26pp 61601,020- 
61601*117 


92QS050275 Requests approval to use Clam trol CT-1 as replacemont for gaseous chlo- 
rine used to treat microbioloolcalfy Induced corrosion In CWS.Uso of Clam-trol CT-1 
for Zebra mussels & Asiatic clams treatment approved Related info end 
FJELDS.J S Pennsylvania Power & Light Co PLE- 15525 92/04/23 SWERDON.P.M 
Pennsylvania, Commonwealth of. 49pp. 61608.179 61600*226. 
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9206080224 Submits Mar 1992 signfjcant intergovernmental activities & monthly issue's 
rent 

TAYLOR.JM Ofc of the Executive Director tor Operations 92/04/t7 THE CHAIR 
MAN. SELINJ , ROGERS Commissioners (Post 750119) 1 1pp 6165&260 61658 27G 

9205070012 Discusses State of WY decision not to obiect to Frernont County applica- 
tion to DOE for Phase t grant money to assist in assessing feasibility & desirability of 
siting monitored retnevabTe storage facility in rremont County 

SULLIVAN, M Wyoming, Stale of 91/12/11 URBtQKElT.R Fremont County, WV 
4pp 61600 239 61600 242 

9205070264 Submits results of review of 9203 SO Itf re formal sys to allow NRC Ofc of 
Slate Programs & Low Level Waste Mgt Branch to notify low tevel radwasto host 
stales of reg^LjIalofy problems & lessons learned 

BANGART.RL Division of Low Level Waste Manaqameni & Oecommtssioning {Post 
8704131 KAMMEREfl.CC Office of Stale Programs (Post 911117) 92/05/05 
WEAVER.KL Colorado, Slate ol 2pp 61623 360 61623 361 

92050G00S7 Forwards (nsp Repl 1500001 7/92-01 on 920225 Violations noted 
CAILAN.LJ Region 4 (Post 820201) 92/05/05 LAN DRY, R RDL X-Ray Services, 
Inc 3pp 61623 050-61623 057 

-9205080060 Insp Repl 1SOOOO 17/92-01 on 920225 Violations noted Major areas 
inspected personnel radiation prelection, rad loativo mall handling & storage proce 
dures & transportation of radioactive mati 

ENNIS.JD. HOSEy,CM Region 2 {Post 820201) 92/05/04. 5pp 61623 053 
61623 057 

9205080147 Forwards listed documents providing info applicable to State of NJ activi 
lies in site screening, site seleclion & sue characterization W/o oncts 
ULECK.R DiwsLon of Low-Level Waste Management & Decommissioning (Post 
G70413) 92/05/06 ENG.J New Jersey, Stale of 1p 61647 217-61647 217 

9205110076 Forwards insp rept 15000004/92 05 on 920409-10 Violations noted 
PATE.RJ Region 5 (Post 820201) 92/04/24 BAILEY^E California. Slalo of 2pp 
61609 169-61609 196 

-9205110083 fnsp repl 15000004/92-05 on 920409-10 Violations noted Major areas 
I ns pec tod radiographic operations by licensee w/o Iknowlodge 
PANG,JF, PATE.R J Region 5 (Post 620201 ) 92/04/22 6pp 61C09 101-61609 196 

0205110143 Forwards list of documents re info to support eslablishmont of public read- 
ing room in Calieme to provide residents opportunity 1o review Info re proposed nucle- 
ar waste repository at Yucca Mountain in NV 

VIRGILIO.RO Office of Slate Programs (Post 911117) 92/04/03 FOREMASTER,J 
Nevada, State of 2pp 01651 356 6I6S1 357, 

9205110168 Forwards "Radiological Site Remediation Plan for Korr-McGoo Corp 
Cushing, OK Site ” 

LUX,J Kerr McGee Corp 92/05/08 ROOD.F ONIahoma, Slate of ip 61665 051- 
61665 072 

9205110104 Forwards cu/rent emergency response plan.consi sting of Rov 6 did Dec 
1990 & lists currenUy posted at reactor w/proper state emergency contacts W/o 
ends 

VERNETSON.WG Florida. Univ of. Gainesvifle, FL 02/04/20 EAKINS,J Florida, 
State of tp 61647 330-61647 330 

9205110241 Expresses appreciation for 920323 Itr which end hr to J Linolmn summariz- 
ha S dscussfng 9Z02O6 NRC/OOE staff mgf meeting 

SCHWART2,SA Assistant Director lor State. Local & Indian Relaltons 92/04/08 
LOUX.RR Nevada, Stale of Ip 61647 356 61647'366 

9205120001 Confirms arrangements for 920519 meeting in Columbus, OH re Chemetron 
Corp docommissionlng options (or Bert Avenue & Harvard Avonue facilities 
NORELIUS.C E Region 3 (Post 620201) 92/05/0S DAWSON. M Ohio. Slate of. 2pp 
81635 00^61635 002 

9205120143 PNO 11-92-020 on 920427.Stale Of FL noliflod NRC that on 020423 River- 
side Clinic relumed 226 mCi Gd 163 sealed source to Amer^ham Corp, by Federal 
Er^ress.lmproperlypacl^aged 

H08EY.C Rogion 2 (Post 620201) 92/04/29 2pp 61636 001-61636 002 

9205130076 Followup NPDES noncompliance notification ro fire pump lest dischafoos 
to storm dram due to damaged test (me valve Confirms lhat repair of fire protection 
lino valve compleled & discharges returned to circulating water sys 
FtELDS.JS Pennsytvar^ia Power & Ugh! Co PLE-16549 92/05/04 WILKES.JJ 
Pennsylvania, Commonwealth of Ip 61678 325 61678 325 

0205130109 Responds to 920323 Itr commenling on 920200 prellcenaing consultation 
meeting Bnef fist of points of clarification ancl.Vwo oncL 

LiNEHANJJ Division of Hlgh-Love! Waste Management (Pesl 870413) HLWR 92/ 
05/06 LOIIX.RR Nevada, State of 2pp 61718014 61718015 

9205130199 Forwards progress repl (or Apr 1992.por Section IX 2 of consent order on 
tored in State of OK vs Kerr McGee Corp "Kerr McGee Corp Cushing Sitg Surface 
Water OuafrJy Evafuafion" also end 

OSTMEYER.J. Kerr-McGee Corp 92/05/04 ROOD.F R Okfahoma, Slate of 4pp 
61724193 61724 216 

9205130269 Responds 1o State of NV commonts on lifling of sitechafaclenzatlon analy- 
sis Objection 2 re effectiveness of OA programs Decision to lift obloclion correct 
based on listed actions 

BERNERO.R M Offico of Nuclear Materia) Safety & Safeguards HLWR 92/0S/08 
LOUX.RR Nevada. Slate of 3pp 61718 034-61718036 

9205140007 Discusses roviBw of Permit 693 concerning monitoring plan rev to acoom 
mode le section 14 haulway.TFN 2 3/233 Commonts roouo&led 
CASH.GA Wyoming. State of 02/64/17 KEARNEY, B Power Resources Corp Ip 
61674 275 61674 276 

9205140031 Forwards rapt delalllag de lection, analyiica) data, miligative action & results 
of actions taken to correct leak in liner of Pond D at Irigaray Ranch Mine 8ilo.p0r fl 
cense condition 35 of license SLIA-1341. 

CHAPMAHWJ Total Minerals Corp 92/04/16 MOONEY, G Wyoming, State of aop 
61674 25 7 61674 259 » jr y. hh 


9205140061 Requests posting o1 surety 30 days prior to commencement of const & ap- 
proval of surely arrangement from State of WY 

WiCHERS.DL Pathfinder Mines Corp 92/03/16 HALL.R E Uranium Recovery Field 
Ofc, R4 2pp 616B2 261-61602 262 

0205140073 Discusses review of 920330 submittal re monitoring frequency Submittal 
acceptable w/exceplion of Pago RP-1 1 ,4 6 on stability monitoring 
CASH.GA Wyoming, Slate of 92/04/17 KEARNEY.B Power Resources Corp Ip 
61677 316 61677 318 

9205140078 Forwards preliminary licensing statement for facility W/o end 
SIMPSON, DH Colorado. Slate of 92/02/14 HALL.R T Uranium Recovery Field Ofc. 
R4 fp 61699033-61609033 

9205140084 fonvards addi surety related correspondence w/State of WY 
HILDENBRAND.P Power Resources, Inc (formerly Sparkling City Nuclear Corp ) 92/ 
01/02 HALL.R E Uranium Recovery Field Ofc. R4 5pp 61682 251-61682 255 

92051400Q6 Informs that bond amount for North Butte ISL project.periwl 632 have been 
approved 

HEMMER.D Wyoming, Slate of 92/04/08 WICHERS.D Pathfinder Mines Corp Ip 
61677 349 61677 349 


92Q51 40008 Submits summary of mechanical Integrity tests conducted at Total Mineral 
Corp Wyoming Operations during first quarter of 1992 

CHAPMAN.WJ Total Minerals Corp 92/04/08 LUCHT.B Wyoming. Stale of 5pp 
61677 319 61677 323 

9 205140098 Requests amend to monitoring requirements for facility discharge plant 
(DP-169) to include listed calculatlons.par 920326 telcon 

OHRBOM.R New Mexico. State of 92/03/26 FERDINAND.B Oklahoma. Stato of 
tp 61674 097 61674 097 

9205140130 Discusses 920331 market value of FirM Interstate Trust, permit 362 Figures 
for end of March listed 

SHAFFER, R Wyoming, Slate of 92/04/06 CARPENTER,SA Amoncan Nudeor 
Corp Ip 61674 080-61 674 080 

9205140157 Cfarifles info in 920407 tlr re ERDS data transmission proposal, discussed In 
NRG 920326 ttr Raw data, working info & conjectural scenarios should be shared at 
technical working level on as-received basis 

MOBLEY, MH fennesseo. Slate of 02/05/05 HEBDON.FJ Division of Reactor 
Projecls - I/ll (Post 870411) 4pp 61706 170 61708 173 

9205140236 Responds to request for NRC certification concurrence on vicinity property 
completion rept 

HAWKINS.EF Uranium Recovery Field Ofc. R4 92/04/03 CHERNOFF.A R New 
Mexico, State of 3pp 61674’303 61674 305 

0205140263 AcK receipt of 920312 request that NRC & licensee commit to biomonitof- 
ing plan prior to rested authorization & that facility operations bo conditioned on out- 
come of biomonitoring tests 

HICKEY.JW Fuel Cycle Safely Branch 02/05/00 CANTRELL.B H Oklahoma, State 
of Ip 61704 303 61704 303 

9205150032 Authorizes release of input data files for plant PRA study conducted by 
Sandbo to State of ILpor 920429 tekon Util does not fully endorse use of data since 
into does not reflect current plant design & performance 

PIET.PL Commonwealth Edison Co 92/05/05 NIZIOLEK.F Illinois, Slate of Ip 
61708 274 61708 274 

92051600B2 PNO-l-92-024 on 92051 1 .technologist at Sharon Hosp roportod to Region I 
that f 0 Cl Mo g9/Tc-99M generator brought to hosp by focal potfeo who found gener- 
ator on street Genorator was betng carried by Ool Med when it was lost in transit 
COSTELLO.F Region 1 (Post 920201) 92/05/12 3pp 61675 358 61675 360 

9205160033 Comment opposing petition for rulemaking PRM 35-10 ro release of pa- 
Uents receiving radiopharms In amounts greater than 30 mCl 
WHATLEY.KE Alabama, State of 57FRD2e2 00018 92/06/06 Office of ihe Secre- 
tary of the Commission 7pp 61690 202 81690 208 

92051B003D Comment opposing petition for rulemaking PRM 35-10 re release of pa- 
tients receiving oral or Intraveneous radiopharms In amounts greater than 30 mCi 
QUILUN.R M. Colorado, Slate of 57FR8282 00020. 02/05/04 Docketing & Services 
Branch Ip, 61690 221-61690“221. 

9205180129 Comment opposing petition for rulemaking PRM-35-10 requiring hospllaliza 
lion of pattenis receiving greater than 30 mCi of radiopharms be deleted 
LACKER.D K. Texas, Stale of 57FR0282 00023 92/05/08. Docketing & Services 
Branch 4pp 61690*312 61690 315 

9205180135 Ack receipt of 920424 Hr commenting on NRC proposed rule changes to 
10CFR61, "Licensing Requirements for Land Disposal of Radioactive Wastes " 
SILBERQERG.M Waste Management Branch (Post 910630), 57FROOg3 92/OS/06, 
ORTCIGER.TW Illinois, Slate of Ip 61690 316-61690 316 

9205180178 Fonvards motion of Seacoasl Anti Pollution league to join in appeal of Ofc 
of Consumer Advocate for filing w/court re useful life of plant 
BACKUS, R A Seacoasl Anil-Pollution League BACKUS, R A Backus, Meyer & Solo- 
mon 92/05/04 ZIBEUHJ New Hampshire, State of 6pp. 81716 347-61 7 16352 

9205180220 Informs that NJ Dept of Environ Protection & Energy Bureau of Nuclear 
Engineering (BNE) reviewed util 920327 TS Change Request 207 re standby liquid 
control sys surveillance & QNE has no comments 

TOSCH,K New Jersey, State ot 92/05/07 Document Control Branch (Documonl 
ConlrolDosk) Ip 61717 355 61717.355 

9205180232 Notifies of main! cleaning of river silt & sediment from Inside plant intake 
bay 5 diffuser pipe during June 1992 No sill & sediment will be dredged from river in 
front of Intake structure 

FIELOS.JS Pennsylvania Power & Light Co PLE-15576 92/05/12 COUNSIL,EE 
Pennsylvania, Commonwealth ef 1p 61717 357-817l7'357, 
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02O51GO235 Forwards Stale ol OH EPA Initial Pollution Response Hopl During Feb 
1990, three individuals taken to hosp lor chemical inhalation of vandium 
pentoxido Incident not reported by licensee to NRC or Stole of OH 
HUNT.D Ohio, Slate of 92/05/08 HARVEY.M NRC • No Detailed AffilFation Gtvan 
2pp 61719 292*61719 293 

9205160321 Forwards revised pages to silo characterization rent, Phase I did Nov 
1991 W/o end 

H(JFFERT,A M Decommissioning ^ Rogulalory Issues Branch (Post SOI 230) 92/05/ 
06 OWEN.RE Ohio, Slate of Ip 61717 302-61717 302 

S2 OS 1900 18 Forwards New Hampshire Yankee response to Soacoast Antipolluhon 
League motion lo join (n appeal of Ofc of Consumer Advocate Ming before Slate of 
NH Supreme Court during Mar 1992 session 

HAFFER.EA Sheehan, Phinney, Bass & Green. PA 92/05/07 ZIBEL.H J New 
Hampshire, Slate of 5pp 61743 357 61743 361 

9205190092 Forwards FR notice requesting public comment on two proposed guidance 
documents & associated staff analysis by 920612 

SURMEIER,JJ Uranium Recovery Branch (Post 901230) 92/05/13 MILLER.VL 
Office of State Programs (Post 911117) tOpp 61 749 344-61749 353 

9205190149 Confirms arrangements for 920520 meatmg on Chemelron decommission 
Ing status 

CAN1ANO.RJ. Region 3 (Post 620201) 92/05/08 OWEN,R Ohio. State oL 2pp 
61707 351-61707 352 

9205190166 Discusses insp ropt 15000017/92-01 on 920225 & forwards noUco of 
violation NRC elected not to issue citation for RDL failure to equip radiography per- 
sonnel w/afarm ratemelers 

CALLAN.LJ Region 4 (Post 820201) EA.g2 079 92/05/15 LANDRY, R. RDL X-Ray 
Services, Inc 2pp 61700 009 61708 013 

-9205190171 Notice of violation from insp on 920225.Vlolation noted on 920225.ticen3- 
ee did not enter emergency response lelophone number on shipping paper & licensee 
did not enter tetters "HQ” on shipping papers used lo transport fr-192 
* Region 4 (Post 820201) 92/05/15 3pp 61708 012-61706 013 

9205190172 Forwards constituent S Penny (Pharmacia Blosystoma.Inc) Hr re timeliness 
In Issuing licensing foes associated w/Llcense 29-13915 05 

ZIMMER, D House of Rep CCS 92/03/23 RATHBUN.D Office of Congressional Af- 
fairs (Post 911117) ip 61761 315-61761.328 

92051 9Q205 Responds to 920325 Itr concerning constituent A Hart Hr expressing con 
earns about possible nuclear waste disposal facility being sited in Sterling, CT 
TAYLOR, JM Ofc of the Executive Director for Operalions CCS 92/04/16 
MACHTLEY.R House of Rep 3pp 61760 351-61750 356 

-9205190213 Requests info re proposed nuclear dump silo on RI/CT line In 
Slerfing.CT 

MACHTLEY,R House of Rep CCS 92/03/25 THE CHAIRMAN Commissioners {Post 
750119) 3pp 61750 353 61750 356 

9205190229 Responds to 920408 Hr forwarding constituent B Erdridge 920320 Itr raising 
Questions re NRC policy for storage of low level radwaste at nuclear power reactors 
TAYLOR, J M Ofc of the Executive Director for Oporatlons CCS 02/04/27 
DOOD.GJ Senate 2pp 61740 307-61740.309 

-9205190232 Forwards constituent 6 Eldridge 920320 Itr requesting that inquiry be Inill 
ated into onsite storage of radwaste Process needs to be more open w/lruo public 
participation In policy-making process 

DODD.CJ Senate CCS 92/04/08 RATHBUN.DK Office of Congressional Affairs 
(Post 911117) 2pp 61740 30Q-61 740 309 

9205190236 Forwards revised pages of Chemetron Corp revised site characterrtzation 
rept (Phase l),dtd Nov 1991 from vendor contractor, Dames & MooroCopy of revised 
pages being sent lo OH Depl of Health for Info.W/o end 

HUFFERT.A M Decommissioning & Regulatory Issues Branch (Post 001230) 92/05/ 
06 JONES.K Ohio. State of Ip. 618B8 203 61088.283 

0205200018 Comment opposing proposed rule re elimination of requirements marginal 
to safety 

ORTCIGER.TW Illinois. State of 57FR4ie6 92/05/14 MEYER.D.L Division of Free 
dom of Information & Publications Services (Post 890205) 2pp 81717 044-61717 046 

9205200303 Submits results of 920508 site visit to stabilization site In Washington.Wood 
County, WV Areas reviewed induded.woll monltorlng.physical conditions of site & drain- 
age area Radiological data listed on ends 

DEBOARD, B West Virginia, State of 92/05/08 KERR1QAN.J E AMAX. Inc 6pp 
61764 223-61754 228 

9205200309 Forwards MOD re agreement between State of North Carolina & NRC con 
cernlng ERDS 

TAYLOR.J M. Ofc of the Executive Director for Operations 92/05/03 MyERS,J F, 
North Carolina, Stale of 0pp 61725 037-61726 044 

9205210126 Forwards order suspending general license in response to Panhandle NDT 
& Insp Inc having deliberately viofatod requirements of 10CFK160 20(b)(1) 
LIEBERMAN.J Ofc of Enforcement (Post 870413). EA-92-077 92/05/18. Panhandle 
NDT & Inspection. Inc 2pp 61724 030-61724'046. 

-9205210138 Order suspending general license TX-L02627 
LIEBERMAN.J. Ofc of Enforcement (Post 670413) EA-92-077 92/05/16 7pp 
61724 040 61724 046 

9206210147 Comment on petition for rulemaking PRM'35-10 re current 30 mCi limit for 
outpallent administrations of 1-131 Believes curranl limit loo restrictive 
ALDRICH.R New York. State of 67FR8282. 92/05/07. CHILK Office of the Socretary 
of the Commission 2pp. 61724.018 61724*020 

9205220017 Discusses 920312 briefing w/ representatives of State of SC. Pfekona & 
Oconee Counties & util re state outreach program consisting of overview of NRC inci- 
dent response program List of attendees & outline of topics discussed end W/o end 
CLINE.W.E Region 2 (Post 820201), 92/04/23 HAMPTON .J.W. Duke Power Co, 3pp 
61735 081-61735 063 

9205220099 Comment supporting draft reg guide DG-1022, "Emergency Planning & 
Preparedness for Nuclear Power Plants," 

ORTCtQER.T.W Illinois. Stale of 67FR9462, 92/05/14 Division of Freedom of Infor- 
mation & Publications Services (Post 890206). 2pp. 61735'272-ei735 273 


9205260104 Forwards signed original of order suspending general license TX-L02627 
(effective immediately) to ofc of FR for publication 

VAN DEN BURGH, C Ofc of Enforcement (Post 670413) eA-92-077 92/05/22 

LESAR.MT Regulatory Publications Branch ip 61752 109-61752 109 

9205270165 Submils comments on 920326 Itr re approval of conceptual plans & specs 
on recycle sys mods, per VPOES Permit VA000369 7 Recycle water ays moddisd in re- 
sponse to NRC violation re unauthorized release of stormwater runoff 
STEVENS, OD Babcock & Wilcox Co. 02/05/12 BELINSKY.T Virginia, Common- 
wealth of 18pp 61909 197-61909 214 

92052702 87 Notice of Issuance of final MOU between NRC & State of OH. MOU pro 
vides bash for mutually agroeable procedures whereby Stale of OH Emergency Mat 
Agency may utilize NRC ERDS lo receive data during emergency at commercial NPP 
TAYLOR.J M Ofc of Iho Execulive Director for Operations 92/03/09 7pp 
61786 316-61786327 


-9205280112 MOU between NRC & State of Ohio providing basis for mutually agree- 
able procedures whereby Ohio Emergency Mgt Agency may uiihze NRC Emergency 
Response Data Sys to reclova data during emergency at commerical nuclear power 
ptant In Ohio 

TAYLOR.J M Ofc of the Executtva Direclor tor Operations ALEXANDER.R C Ohio, 
Slate of 92/03/09 6pp 61786 3 23 61786 32/ 

92052702 93 Forwards mooting agenda for R Wight of I DNS 920505 visit to 
Washington.DC 

SCHWARTZ, S Assistant Director for State, Local & Indian Relations 92/04/27 
KAMMEHER.C Office of Stale Programs (Post 01 1 1 1 7) 2pp 61773 239-61773 240 

9205270308 Transcript of 911026 all agreement slates meeting in Sacramento.CA Pp 
92 231 W/ related documentation 

* Office of Govornmonlal & Public Affairs (e7€413-0H116) 91/10/28 t39pp 
61787 001-61 7B7 172 


920527 0 321 Transcript of 91 1027 all agreement etates moeting Pp 1-91. W/rolated doc- 
umentetion 

* Office of Govornmonlal & Public Affairs (070413-911116) 91/10/27 01 pp 
61773 001-61773136. 


9205270324 Transcript of 911026 all agreement states meeting In Sacramento.CA Pp 
232-540 W/ related documontalion 

* Office of Governmental & Public Affairs (870413-911110) 91/10/29 318pp 
617B6 001-61766 313 

92052801S2 Responds to 900507 Itr expressing concerns re Salem RMR & RHR incl- 
dent at Braid wood when relief stuck open A pressurize r virtually dried out 
STONE.J.C Project Directorate 1-2 JAC M7071L 02/05/13 TOSCH.K New Jersey, 
Stale of. 5pp 61794*276-61794 289. 

9205280201 Forwards plant pressurized thermal shock interim safety ovaluatlonpor 
920506 letcon request 

GAMBERONI.M Project Directorate 1 1 1-1 92/05/14 WHALE.R Wicfilgan, State of 
2pp 61794 324-61794 333 

92052 802S4 Extends appreciation for attending State of OR Energy Facilities Siting 
Council subcommiUeo 920408 & OD meetings 

SMITH-STEWART Oregon, Slate of 92/06/21 VfRGILIO.M NRC - No Detailed Affili 
alien Given, Ip 618B4 257-6l884'267 

9205290009 Comments on proposod guidance document o milled. "Ctanflcatlon of 
RCRA Hazardous Waste Testing Requirement for Mixed Waste " 

COLLINS, SC Hfinols. Slate of. 57FR 10508 02/05/22 MEYER.D L Regulatory Publi 
cations Branch 2pp 61790 l92-ei 790 103. 

92052 90014 Comment opposing proposed rule 10CFR51 re performance of one GEIS 
for purpose of rellco rising nuclear fadlilies 

NAQLE.WP. MassachuseUs. Commonwealth of 56FR47016 00110. 92/05/07 
CRAIG. J.W. License Renewal Projocl Directorate (901216 920516) Ip 61790 223 
61790 223 

9265290017 Extends appreciation for opportunity to testify before Slate of Mt Subcom- 
mittee on Low Level Radwaste on 920505,in response to questions posed In 920414 
Itr 

BANG ART, R L Division of Low-Lovol Waste Management & Decommissioning (Post 
670413) 92/05/22 ALLEY, T Michigan, Sleto oL 2pp 61912 228 61012 229 

9205290135 Discusses com men la of NRC staff on Commonwealth of Massachusetts 
Dept of Health proposed regulations for emission standards for radLenuclicIo amissions 
from commercial nuclear power alatione (105 CMR 123 000) 

BEnNERO,R.M Office of Nuclear Material Safety & Safeguards 92/05/18 
MALUSEY.RH Massachusotle, Commonwealth of 16pp 61894 346 61694 361. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


9010230264 Forwards reformatted STS Chapter 3.3 for analog & digital reactor p/otec- 
tion sys Pane B 3 3-9QD not end. 

STERLING.G C. C-E Operating Plants Owners Group CEOG -90*725 90/10/10. Docu- 
ment Control Branch (Document Control Desk) 363pp 61 698 001-61699 032. 

9205010264 Notlficallon of 020512 meotinn w/QE & BWROQ in RockvlIlo.MD le dis- 
cuss proposed topical rept on extension of calibration Intervals on selected inslmmenl 
channels from 16 to 36 months 

NEWBERRY.S Instrumentation & Control Systems Granchi 02/04/23 THADANI.A 
Dwislon of Systems Tocbnology (Post 89DB27) 2pp 81 516 226-61516 227. 

9205040026 Advises that proposed rev to WCAP 6370, "QA PJan." reviewed; against 
acceptance crilena of NUREQ-OOOO.secllon 17 3, "QA Program Dosciipllon" 6 ac- 
c^table per tOCFRSO.app B & 10CFR52 

ZfcCH.Q.Q. Porformanco & Quality Evaluation Branch (Post 690101), 92/04/23 
LIPARULO.N J- Westlnghouse Elociric Corp. 3pp 61512 096 61512 100 
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9205040204 Forwards changos to Rev 7 to Topical Rept CENPD-210. inilially submitted 
to NRC vm 920312 Jtr Cbanges cavor OA prograro.QA policy & responsibilities of QA 
organization 

BRINKMAN, C a Combustion Engineering, Inc BRINKMAM.CB ASEA Brown Boven. 
Inc LD'92*0S2 92/04/30 Document Control Branch (Oocument Control Desk) Opp 
61550116 61550 122 

920504021 B Forwards Rev 1 to Vols 1 A 2 of WCAP 12932, “Full RCS Deconlaminalion 
Program Generic Topical Program Real " Rept withheld <ref 10CFR2.790) 

BANKS, LT Westinghouse Elednc Corp WOG CD*92-07 92/04/15 WIGGINS, J T 
Materials & Chemical Engineering Branch 3pp 61553 0B4-61 653 097 

-9205040221 Requests that Rev 1 to Vols 1 & 2 of WCAP- 12932, “Full RCS Decon 
laminatcen Program Generic Topical Program Rept" be withheld (ref 10CFR2 790) 
LIPARULO,NJ Waslinghouse Electric Corp CAW-92-2go 92/04/02 Document Con 
trol Branch (Document Control Desk) lOpp 61553 087-61553 097 

9205040241 Informs that ficensee 920204 submiltaf of BAW‘2118P, ‘Tow Upper Shelf 
Toughness Fracture Analysis of Reactor Vessels of Turkey Point Units 3 & 4 for Load 
Level A & B (DondUions/' wll be withheld tref 10CFR2 7&0(b(5)) 

RAGHAVAN.L Pro |ecl Oireclorale 11-2 92/04/21 TAYLOaJ H Babcock & Wilcox 
Co 3pp 61549 028 616401030 

9205040297 Forwards CDC-92 076, '■Salem Unit 1 Cycle 1 1 Peaking Factor Lfmlt 
prepared by Waslinghouse per guidance in Topical Rept WCAP 8385 dtd Sept 1974 
LABRUNA.S Public Service Electric S Gas Co of New Jersey NLR N 92054 92/04/ 
24 Document Control Branch (Document Conlrol Desk) 2pp 61594 316-61694 319 

92050502B1 Forwards proprietary response to NRC 011203 request for addi info on 
WCAP-12910, *'Pressunzer Safely Valve Set Pressure Shift ” Enel addresses remain- 
ing NRC comments I through 12, 15 & 16 End withheld 

HbRRMANN,T E , SHOEMAKER, E M Westinghouse Operating Plants Owners Group 
OG 92 24 92/03/31 NORBERG.J A Mechanical Engineering Branch 2pp. 

61596 352 61695353 

9205050287 Forvirards safety evaluafiort accepting licensee 910203 & 911029 submittals 
of WCA P-1 2928 & WCAP 12929 plant specific analyses of thermal siratificalion of- 
focts on plant pres&urizer surge line, per NRC bulletin 

JOHNSON, A R Pro^ecl Direclorale 1-3 TAG M72135 92/04/21 MECREDY.RC 
Rochester Gas S Electric Corp. 4pp 61566 343 61668 354 

“9205050301 Topical rept evaluation of WCAP- 12 928 & WCAP*12929 plant specific 
analyses of thermal stratification effects on plant pressurizer surge line 
* NRC . No Detailed Affiliation Given fEB 88 011 92/04/21 Opp 61566 347- 
61566 354 

9205060023 Forwards Rev 10A to Topical Rept PCCOAPD, ”QA Program Deacription,” 
including acceptance itr did 920410 

ANDREWS,R R Power Computing Co. 92/04/30 NRC - No Dolaifed Aflilrahon Given 
1p 61634 306 61634 355 

-•9205060026 Rev 10A lo Topics? Rept PCC QAPD, "QA Program Description." 
ANDREWS.R,R Power Com puling Co 02/-04/30 49pp 61634 307 61634 355 

S205060232 Forwards nonproprielary WCAP-13327 & proprietary WCA P-1 3326, "Norlh 
Anna Oniit 1 1992 SG Operating Cycle Evaluation," per 920302 mooting re Unit 1 rrid 
cycle SQ insps Propriolary WCAP- 13326 wilhhcld (ref 10CFB2 780) 

STEWART,WL Virginia Power (Virginia Electnc & Power Co) 92-141A 82/05/01 
Document Conlrol Branch (Documont Conlrol Desk) 2pp 61680 029-61680 166 

•*9285069239 Requests that proprielary WCAP-13326, "North Anna Unit 1 1992 SG Op- 
erating (^de Evaluation" be wjlhheld (ref 10CFR2 78CI) 

LIPARULA,NJ Westinghouse Electric Corp CAW-92-300 92/05/91 MURLEV.T 
Docciment Conlrol Branch (Documenl Control Desk) 8pp 61680 031-61660 038 

-9205060240 WCAP 13327 Nonprop fietary "North Anna Unit 1 1992 SG Operating 
Cycle Evaluation " 

WOOTTTEN.M J Westinghouse Electric Corp SG-92-04 023 92/04/30 125pp 
61680 039 61680 166 

9206060269 Forwards License Amend Request 91-11 to License NFF-86 for code 
safety valve setpoint tolerance relaxation & Topical Repi YAEC-1847, "Seahrook Sta- 
tion Code Safety Valve Setpoint Tolerance Relaxation 

FEIGENBAUM,tC Public Service Co of New Hampshire NYN-92059 92/05/05 
Document Control Branch (Document Conlrol Desk) 2pp 61630 240 61630 297 

-9205060276 YAEC-te47 "Seabrook Station Code Safety Valve Selpoinl Toleranco Re- 
laxation " 

ABDELGHANY.J,M . DISTEFANOJ . SALVO, J M Yankee Atomic Efeciric Co 92/03/ 
08 32pp 61630 266-61630 297 

9205060270 Forwards completed section 3 10 for BWR/4 & BWR/6 versions of new 
STS Changes from draft NUREGs 1433 & 1434 have been Incorporated in accord- 
ance w/comment resolulion process, 

GRIMES,CI Technical Specifications Branch flZ/04/22 BUSH.L Commonwealth 
Edison Co WUNOERLY.B Babcock A. Wilcox Co. 135pp 61582 167 61582 301 

9205070008 Comments on draft Branch Technical Posllion PDLR D-1, "Fatigue Evalua- 
tion Procedures (Drall) " Proposed environ factors overly conservative & 
unwarrantod.based on most recent lest data 

BINZ,R D. BWR Owners Group BWROG-g203B. 92/04/20. RUSSELL.WT Associate 
Director for Inspection & Technical Assessment (Posi 670411) 5pp, 6160D263- 
61600 267 

0205070020 Forwards draft Sys 80+ Tier 1 design descriptions & Insps, lesls,ana1yses 
& acceplance critena for Sys 80+ std design Meeting requested on 920512 lo dis- 
cuss end design descnpltons 

BRINKMAN,CB Combustion Engineering, fnc BHINKMAN.CB ASEA Brown BovorJ. 
Inc LD92 060 92/04/30, Document Control Branch (Documenl Conlrol Desk) 66pp. 
61631 165 61631 232 

9205070024 Forwards Info to supplement 920325 responses to NRG request for addi 
info re analysis of ruptured reactor coolant pump seal cooler tuba •& single failure as- 
sumptions for analysis of moderate-energy-line break 

BRINKMAN, CB Combustion Engineering, Inc BR IN KM AN^C B, ASEA Brown Boverl, 
Inc ID 92-063 92/04/30 Document Control Branch (Documenl Control Desk) 29pp 
61600 141 61600 169 


920 5070032 Forwards viewgraphs presented by BWR Owners Group at 910917 meoltng 
to review BWR Owners Group Emergency Procedure Guidelines Task Force process 
lo identify & resolve differences between EOF & licensing basis 
BINZ.R 0 8WR Owners Group BWROG-92034 92/04/21 RUSSELL,W T Associate 
Director for Inspection & Technical Assossmenl (Post 870411) I8pp 61599 345- 
61599 363 

9205070039 Forwards draft Section 7 of dlslnbulmn sys design guide, discussed at me- 
chanical & piping sys audit meeting on 920422 23 in Charlotte, NC, per commitment m 
vendor 92032S Mr 

BRINKMAN, C B Combustion Engineering, Inc BRINKMAN, C B ASEA Brown Boven, 
fnc LD 92-057 92/04/30 Document Conlrol Branch (Documenl Control Desk) 73pp 
61619 001 61619 082 

9205070045 Forwards comploled chaplar 3 0 for each version of new STS re changes 
from draft NUREG 1430 Ihrough 1434 incorporated in accordance w/comment roso fu- 
ll on process 

GRIMES, Cl Technical Specifications Branch 92/04/20 BUSH.L Westinghouso 
Electric Corp 83pp 61607 252 61607 348 

9205070085 Forwards Westinghouse nonproprielary repts WCAP-13003 & WCAP- 13067 
A proprietary repts WCAP- 13002 & WCAP'13056 re margin to overfill analysis for 
SGTR for Lfml 3 three loop & four-foop operation Proprietary repts withheld 
OPEKA.JF Northeast Nuclear Energy Co OPEKA.JF Northeast Utilities B14096 
92/04/28 Document Control Branch (Documenl Control Desk) 6pp 61647 001- 
616A7 OQO 

“9205070069 Requests that proprietary rept WCAP-13002, "Margin to Overfill Analysis 
for SGTR for Millstone Nuclear Power Station Unit 3 Four Loop Operation" be wUh- 
hetd (ref 10CFR2790) 

DIPIAZZA.RP. Westinghouse Efectnc Corp CAW-91-202 91/08/29 MURLEY,T Doc- 
ument Control Branch (Documont Control Desk) 9pp 61647 007 61647 015 

“9206070070 Requests that proprielary rept WCAP-130S6, "Margin (o Overfill Analysis 
for SGTR (or Millstone Nuclear Power Station Unit 3 Three-Loop Operation" bo wilti 
held (ref 10CFR2 790) 

DIP I AZZA.R P. Westinghouse Electric Corp CAW-91-216 91/10/22 MURLEY.T Doc- 
umenl Control Branch (Document Conlrol Desk) Opp 61647 016 61647 024 

“9266070077 WCAP-13003 Nonproprietary "Margin to Overfill Analysis for STGR for 
Millstone Nuclear Power Station Unit 3 Four-Loop Oporalion " 

STACKHOUSE.J L . LEWIS, R N Westinghouse Eteclnc Corp 91/08/31 32pp 

61647 025 61647 057 

“9205070080 VlfCAP- 13057 Nonproprietary "Margin to Overfill Analysis for SGTR for 
Millstone Nuclear Power Station Unit 3 Three Loop Operation " 

STACKHOUSE,JL. LEWIS.RN Westinghouse Eleclnc Corp 91/10/31 32pp 

61647 058 61647 090 

9205070169 Requests timely feedback on full roactor coolant sys chemical decontami 
nation qualificahon program generic topical rept WCAP- 12 932, Rov 1 
BHAM,S B Consolidated Edison Co of Now York, Inc 92/04/27 Documont Control 
Branch (Document Control Desk) 2pp 61662 069 61662 070 

9205070245 Fonwarda position on offgas monitors (secondary sys radiation monitors), to 
facifitato owners group response 

GRIMES, Cl Technical Spociftcalions Branch 92/03/04 BUSH,L Weslinghouso 
Electric Corp 21pp 61663 265 61663 30S 

“9103280047 Offers comments on review of final draft of new std loch specs proposed 
by different owners groups Believes it is difficult lo conduct meaningful review of mat) 
w/o dufficfent time or readily available point of ref 

CUNNINGHAM, LJ Radiation Protection Branch 91/03/20 CAL VO, J A Technical 
Spedficafions Branch 47pp 61663 288 61663 294 

“8907960091 Discusses roviow of STS proposed by Westinghouse Owners 
Group Recommends that accident range noble gas affluent monitors be included in 
STS 

CUNNINGHAM.LJ Radiation Protection Branch GL-83-37 89/06/23 CALVO,JA 
Technical Specifications Branch 4pp 61663 295 61663 301 

••8702240034 Forwards A IF rept, "Tech Spec Improvements " NRC endorsement of 
recommended criierra should be obtained as soon as possible Rulemaking reconn- 
menefed 

EDELMAN.MR Atomic Industrial Forum 85/10/08 DENTON, H R Office of Nuclear 
Reactor Regulal ion (800420-851 124) 2pp 61663 302-61663 305 

9205070272 Informs that version of WCAP-13181. "RTD Bypass Elimination Rept for 
Saabrook Nuclear Station" will be withheld from public disclose re ,per 9201 1 7 request 
ED)SON,G Prolect Directorate 1-3 92/04/28 DIPIAZZA, B P Westinghouse Electric 
Corj> 5pp 61607 106-61 607-1 10 

9205070290 Notification of 920512 meeting In RockvIlle.MD to update status & progress 
to dale of 0&WOG Alloy 600 Program 

WIGGINS.JT Materials & Chemical Engineering Branch 92/05/04- 
RICH ARDSON,J E Division of Engineering Technology (Post 890827) 2pp 
61616 357-61616 358 

9205980108 Forwards completed Section 3 5 for each version of STS Changes from 
draft NUREG-1430 through 1434 incorporated per comment resolution process 
GRIMES, Cl Technical Specificalions Branch 92/04/23 BUSH.L Westinghouse 
Electric Corp ROBERTSON, J L General Public Ulililles Corp - GPU Service Corp 
WUNDERiY,B Babcock & Wilcox Co 200pp 61622 001 61622 217 

9205110012 Notification of 920519 rneeting w/Sfemens Nuclear Power Corp in 
RockvIlle.MD lo discuss small break LOCA evaluation model 

ORB.PR Reactor Systems Branch 92/05/05 JONES, RC Reactor Systems Branch, 
2pp 61650.304-61650.305 

9205110060 Forwards completed Section 3 4 for each version of new Std TSs Changes 
from draft NUREGs 1430 through 1434 have been incorporated in accordance w/ 
commoni resolution process W/o end, 

GRIMES.C I Technical Specifioabons Branch 92/04/28 WOODS,8, Combustion En 
glneermg, Inc 3pp, 61650 295 61650 297. 
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9205110111 Advises that repl CE-NPSD692 P, "Crocked CEA Failure Analysis & Eval* 
uation of Highly Irradiated CEA Matls," wi[] be withhold from public disclosure, per 
920323 request 

TflOTTIER.EH Project Directorate t-S 92/04/28 FRIZZLE^CO Mama Yankee 
Atomic Power Go 5pp 61654 336-61654 340 

9205110117 Forwards summary of agreements reached during 920414 mcetirig on 
format changes to new STS & samples of new format for table of contents & Chap 
(ers 2 0,3 0.4 0 & 5 0 List of changes to STS sections after review meeting also end 
GRIMES.C I Technical Specifications Branch 92/05/05 BUSH.L Weslinghouse 
Electric Corp 8pp 61650 194 61650 221 

920S1 10174 Forwards draft PWR & BWR passive plant sys classificaliorv End submit- 
ted to facilitate preparations for 920514 meeting on regulatory treatment of nonsafely 
sys 

eOCKHOLD.G Electric Power Research Institute 92/05/05 WILSON, J NFIC - No 
Detailed Affilialfon Given 8pp 61650 222 61650 229 

9205110249 Forwards mods for URD addressing general concorn of NRC re vulnerabil- 
ity of advanced LWRs during shutdown & fow power operation Changes will appear In 
Rev 5 of Vol II & Rev 4 of Vol III 

BOCKHOLD.G Electric Power Research Inshtute 92/05/05 WILSON, J NRC - No 
Detailed Afitliation Given 34pp 61667 001-61667 034 

9205110275 Forwards proprietary BAW-10184P, "GDTACO • Urania Gadotinia Fuel Pin 
Thermal Analysis Code " Rept describes computer code B&W will use to analyze ther- 
mal performance of sub] fuel for future reload fuel cycles Repl withheld 
TAYLOR. J H Babcock & Wilcox Co JHT/92 90 92/04/30 Document Control Branch 
(Document Control Desk) 9pp 61647 320 61647 320 

9205130046 Discusses toch spec change request IDB.suppI 1 & suggests (hat changes 
be utilized as alternate technical basis for approval re BSWOG topical repl B/W/- 
2149, "Evafuatron of Replacement Rods in BWhC Fuel Assemblies*' 

BEARD, PM Florida Power Corp 3F0592-03 92/05/06 Document Control Branch 
(Document Control Desk) 4pp 61651 078-61651 082 

9206130085 Transmits revised analysis of Refueling (Bundle Drop) Accident considering 
new GE NF-500 circular cross-seclion maslGE Intends to update NEDE-24011-P'A to 
incorporate revised analysis 

KUPPROTH,JF General Electric Co MFN 098-92 92/04/24 JONES,RC Reactor 
Systems Branch 4pp 61663 351 61683 354 

9205130123 Forwards copies o1 listed WCAPa describing AP600 testing 

E iogram Proprietary repls withheld (ref 10CFR2 790) 

IPARULO.N J Weslinghouse Electric Corp ET-NRC 92-3680. 92/04/30 MURLEY.T 
Document Conlrol Branch (Document Control Desk) 6pp, 61744 001*61747 236. 

“9205130149 Requests that proprietary WCAPs describing Wostinghous© AP600 Test- 
ing Program be withheld ref 19CFR2 790 

UPARULO.NJ Weslinghouse Electric Corp AW-92-204 92/04/30 Document Con 
Ire! Branch (Document control Desk) 9pp 61744 006 61744 015 

-9206130161 WCAP-13268 R01 Rev 1 to “Tost Specification Largo Scale Passive Con 
lainmeni Cooling Test ” 

* Weslinghouse Electric Corp 92/05/13 55pp 61744 01061744.071, 

“920S130164 WCAP-13283 ROO Rev 0 to “AP600 Long Term Cooling Test Specilica 
lion “ 

' Weslinghouse Electric Corp 92/05/13 24pp, 61744 073 61744*097. 

-92051 301 65 WCAP- 13285 ROO Rov 0 to “Test Plan For Passive Coro Cooling Sys 
Chock Valve Tost “ 

’ Weslinghouse Electric Corp 91/02/20 16pp 61744 098 61744*114. 

-9205130167 WCAP- 13207 ROO Rev 0 to “AP600 Passive Coro Cooling Sya Chock 
Valve Tesl Final Rept ’’ 

DELOSE.F, LAU.LK Weslinghouse Electric Corp 91/11/30. 4Bpp 61744*116- 
61744 164 

“9205130160 WCAP-13289 "Passive Coro Cooling Sys Chock Valve Tost ** 

* Weslinghouse Electric Corp 02/05/13 16pp. 61744 165 61744,180 

“9205130214 WCAP- 13291 ROO Rev 0 to "Passive Containment Cooling Sys Water 
Distribution Test Specification “ 

" Weslinghouse Electric Corp 90/11/09 49pp 61744 181 61744 227 

-9205130220 WCAP'13293 ROO Rev 0 to "Conslrucllon/Tost Plan For Passive Contain 
ment Cooling Sya Tost Articles *' 

PETERS,F E Weslinghouse Electric Corp 91/04/11. 29pp. 61744 220-61744*267 

-9205130227 WCAP.ia295 “Phase I Wind Tunnel Testing For Weslinghouse AP600 
Reactor " 

LYTHE.GR. SURRY,D Wostinghouso Electric Corp 01/09/30 4lpp 61744 260- 
61744 299. 

-9205130240 WCAP-13297 "PCS Water Dlslrlbution Test Phase II Tost Data Ropi '■ 
QILMOVe,JE Weslinghouse Electric Corp 92/03/31. 51 pp 61744 300-61744:352. 

-920S 130245 WCAP-13299 "RCP Air Model Test Rept “ 

HEILMAN, WB Wostinghouse Electric Corp 91/08/16 71pp. 61744:353 01746 062 

-9205130250 WCAP-13306 "Studies of Hydraulic Phenomena in Reactor Vessel Lower 
Plenum Region “ 

JOHNSON, W S , PARSONS, J R , RADCLIFF,T D Weslinghouse Electric Corp 92/05/ 
13. 15pp 61745 063.61745:078. 

-920S 130255 WCAP-1330B "Condensation in Presenca of Noncondeosable 
Qas.Experimentel Investigation." 

HUHTtNIEMU., PERNSTEINER,A , CORRADINI.M.L Weslinghouse Electric Corp. 01/ 
04/30 20pp 61745 079 81746*099 

-9205130260 WCAP-13310 “Journal Bearing Test-Task 1 Tesl Specification.'' 

♦ Weslinghouse Electric Corp. 90/06/13 34pp 61746.100 61745:134 

-9206130204 WCAP-13312 ROO Rev 0 to “Journal Bearing Test-Task 2 Test Specifica- 
tion AP600 DOC #MP01 T1P 003." 

EKEROTH.D, PIPLICA.E.J. Weslinghouse Electric Corp 92/04/14, 25pp 61746.135- 
61745*162. 


—9205130270 WCAP 13314 “Journal Bearing Tesl-Tes-l Plan for DOE Phase II High In 
erila Rotor Test Program “ 

’ Wostinghouse Electric Corp 90/06/08 12pp 61745 163-61745 175 

-9205130273 WCAP- 133 16 ROO Rov 0 to "Integral Containment Cooling Tesl Ext on 
slon-Test Specification “ 

PIPLICA.EJ Weslinghouse Electric Corp 90/06/29 23pp 61745 176 6174 5 200 

“9205130276 WCAP-13320 *'AP600 High Inlortia Rotor Testing Phase 2 Repl " 
JOHNSON.RL, RAIMONDI.AA V^slinghouse Eleciric Corp 91/08/26 76pp 
61745 206 61745 276 

“9205130278 WCAP* 133 IQ ROO Rav 0 to "Passive Conlainmjenl Cooling Sys Wind 
Tunnel Tesl SpocdJcallon AP600 DOC ^PCS Tl P-004 '* 

FANTO,SV. PIPLICA.EJ Weslinghouse Efeclnc Corp 90/07/18 18pp 61745278 
61745 298 

“92051 3028S WCAP 13354 "Passive Containmenl Cooling Sys Water 
Distribution.Phase 1 Test Data Rept '* 

FANTO.SV Weslinghouse Electric Corp 92/04/30 39pp 61745 299 61745 342 

“9205130290 WCAP- 13352 ROO Rev 0 to ''Studies of Hydraulic Phenomena in Heaclor 
Vessel Lower Plenum Region " 

JOHNSON.W S, PARSONS, J R , RADCLIFF.T D Woslinghouse Eleciric Corp 91/04/ 
16 73pp 61745 343 01746 062 

“9205140013 WCAP-13345 R02 Rev 2 to “AP600 Core Makeup Tank Teat Specifica- 
tion AP600 DOC //PXS TIP 005 

CONWAY.LE Wastinghouse Eleciric Corp 91/11/27 3Bpp 61746063 61746 101. 

-9205140017 WCAP-13343 ROO Rev 0 lo "APfiOO Automatic Depressurization Sys 
Tesl '' 

* Weslinghouse Electric Corp 01/01/23 66pp 61746 102-61746 158 

-9205140022 WCAP- 1 3341 R01 “Tests of Heal Transfer & Water Film Evaporation on 
Heated Plate Simulating Cooling of AP600 Reactor Containmenl.” 

STEWAHT.WA, PIEC2YNSKI.AT . CONWAY.LE Weslinghouse Eloclnc Corp 92/ 
05/14 56pp 61746 159-61746 215. 

“9205140026 WCAP-13340 ROI “Test of Heat Transfer & Water Film Evaporation From 
Simulated Containment to Oemonslrat© AP60O Passive Containmenl Cooling Sys '' 

* Weslinghouse Efeclric Corp 92/05/14 54pp 61746 216-61748 260 

-9205140930 WCAP1333I “Natural Convection Cooling of AP60 8 Containment'' 
ANTHONY.CE Westinghause Electno Corp. 07/04 A27 54pp 81746 269-61746 323 

“9205140034 WCAP- 13329 ‘Test of Air Flow Palft for Cooling AP600 Reactor Conlain 
ment *' 

THOMPSON, FT Woslinghouse Electric Corp 88/03/26 31pp 61746.324-61746.356 

“9205140041 WCAP-13322 "AP600 Incoro Inslrwmontalion Sys Electromag ©lie Inlorfer- 
©nco Tost Rept." 

* Wostinghouso Electric Corp 02/05/14 22pp 61746 367 61747 016. 

“9205140046 WCAP-13321 R01 “AP600 High Inertia Rotor Testing Phase 1 Tesl 
Repl “ 

* VVestInghouso Electric Corp 92/05/14 143pp 61747 019 61747 236 

9205140004 Forwards response to four concerns noted In NRC 020324 Itr to license a 
re team audit of GE11 fuel design compliance w/ Amend 22 of NEDE-24011-P- 
ARecommendod evaluation scheduled lo be completed on 920616 
KLAPPROTH.J.F. General Eloclnc Co JFK02-0(i2 02/04/30 JONES, R.C Reactor 
Systems Branch 7pp 61708*222 81708 228. 

9206140262 Forwards proprietary presenlelion matl from 920501 mooting w/NRC in 
Rockvillo.MD re status of topical re pis In roview, review priorities & topical repls la bo 
submitted Mail withhold (ref 10CFR9 5(4)) 

UPARULO.NJ Weslinghouso Electric Corp ET-NRC-Q2-3696 92/05/08 

JONES,R C, Reactor Systems Branch Ip, 61711.26B 61711:266 

--920S14O253 Requests that propnotary presontallon matl froin 020501 meeting w/NRC 
in Rockvillo.MD re review status of topical ropts bo withheld (rof 10CFRO 6(<yj 
UPARULO.N J Weslinghouse Electric Corp AW-92-304. 92/05/08. JONES, R C Re- 
actor Sysloms Branch. Ip 61711.266 61711 266 

92051B0057 Forwards Rov 9 to “Core Operating Llmils Rept for Reload 3, Cycle 4." 
Identifies minor error in previously rovlawed & approved overpressurizalion analysis 
presented fn NEDC-3154P, "Wax Extended Operatino Domain & Feedwater ’’ 
SPANGENBERG.F lliinols Power Co 1/601977 92/05/08. Document Conlrol Branch 
(Documonl Conlrol Desk) 2pp 61730 283 61730 300. 

9205180326 Notificalfon of 920507 meeting w/NUMARC & BWROG LER/JCO Commit- 
tee in Bolhesda.MD to discuss public commenla on draft NUnEG-1022,Rev 1 

SISrAnI^WSKY.P W Trends S Patterns Analysis Branch, 02/05/01 NOVAK.T.M. Di 
vision of Safely Programs (Post 870413) 3pp 61710 344-61710346 

9205190035 Forwards Weslinghouse authorization Itr & accompanying affidavit & copy 
right nolle© for WCAP-1277 r© structural avalualion of pressurizor surge 
linea,considering effects of Ihermal alrallficatlon.per NRC Bulletin 88 011 
MUSELER.W.J. Tonnessoo Valley Aulh only. IEB-86 011 92/05/07 Document Control 
Branch (Document Conlrol Desk). 2pp 61739 239 61739,249, 

-9205190038 Requests withholding of WCAP- 12777, ''Structural Evaluallon of Se- 
quoyah & Walls Bar Unlls 1 & 2 Preasurizer Surge Lines, Considering Effects of Ther- 
mal StratificBtion," (ref tOCFR2,700tb)(4)). 

UPARULO.N, J Wostinohousd Electric Corp CAW-92-296. 92/04/21 MUHLEY.T. 
Document Conlrol Branch (Document Conlrol Desk) 9pp 61739*241 61739 249, 

9205100288 Notification of 920603 04 meeting w/Wes ting house & JAER! in 
Rockville, MD to discuss possible ROSA-IV mods ,to allow NRC high pressure confirm- 
atory testing of APSOO design Meeting agenda ©ncl. 

HASSELBPIQ.F.W. Standardization Prelect Direclorat© (901216-920516). 92/05/12 
PIERSON, RC Standardization ProlecI Dlrecloralo (901216-920510) 6pp 61722,019 
61722 024. 
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9205190302 Application for amenda lo Itconses DPR-70 & OPR-75,favising reactor trip 
sys & &SFAS Instrumentation sections & associated bases & allowed outage 
t[mes.per NRG approved changes in Sup pi 1 to WCAP-1027t & SuppI 2 to WCAP' 

LABRUNA.S Public Service Elec Inc S Gas Co of New Jersey, NLR N91115 92/05/ 
It Document Control Branch (Document Control Desk) 14pp 61749 106 61740 119 

9205190312 Summary ol B20422 & 23 meeting w/Owners Croups re new STS Lists of 
attendees & ^ertda encf 

GRIMES, C! Tachnicat SpecJjcations Branch 02/a5/11 ROSSI.C.E Division of Oper- 
ational Events Assessment (Post 870411). 31pp 61733,184-61733 214. 

9205200006 Forwards WCAP.131B2. “Analysis of Capsule V From HL&P Co South 
Texas Unit 2 Reactor Vessel Radiation Surveilfar^ce Program" & WCAP-13251, "Eval- 
uation of PTS for South Texas Unit 2," IOCFR50,App H 

JUMP.WJ Houston Lighting & Power Co ST-HU-AE4082 92/05/04 Document Con 
trot Branch (Document Control Desk) 2pp 61 748 001 61748 198 

-9205200009 WCAP- 131 82 “Analysis of Capsule V From HL&P Co South Texas Unit 2 
Reactor Vessel Radiation Surveillance Program "■ 

CHICOTS.JM» WRIGHT, G,N, MEYER.TA Westinghouse Electric Corp 92/02/29 
lOOpp 61748 003-61748.182, 

*-9205200011 WCAP-132S1 "Evaluation of Pressunzar Thennal Shock lor Soulh Texas 
Unit 2 

CHICOTS.JM, TEREK, E. MEYER.T A Westinghousa Etectric Corp 92/03/31 lOpp 
61748:184 61748 m 

9205200130 Forwards nonpropnetaiy WCAP-13347 & proprlatary WCAP-1334e, "San 
Onofre Nuclear Generating Station - Unit 1 Main Steamline Break Analysis lor Revised 
Moderator Density CoelficTenls/' PropifeUry rept withheld 

ROSENBLUWpR M, Southern California Edison Co 92/05/18 Documant Control 
Branch (Document Control Desk) 4pp 61743 029 61743 0B8 

-9-205200133 Requests that WCAP- 13 346, "San Onofre Nuclear Generating 
S1ation.Unit 1 Main Steamlino Break Analysis for Revised Moderator Density CoeCfi- 
cienls," bo withheld from public disclosure, per 10CFR2 790 

LlPARULO,N J General Electric Co CAVW92-305 92/05/07 MURLEYJ. Documant 
Control Branch (Document Control Desk). 7pp. 61743 0-33 61743039 


9205260122 Notitication o1 920529 meeting w/BWR Owners Group in Rockville, MD to 
discuss comments on Shutdown Risk (Draft NUBEG-1449) 

DESAI,KD Reactor Systems Branch 92/05/19 JONES.R C Reactor Systems 
Branch 2pp 61765 265 61765 266 

9205280154 Notification of 920527 meeting w/util in Rockville, MD lo discuss Westing 
house initiatives In malnt, reliability assurance & human factors areas 
CORBEIA.RP Performance & Quality Evaluation Branch (Post 890101) 92/05/19 
ZECH,GG Performance & Quality Evaluation Branch (Post QG0101) ipp 61765 267- 
61765 267 

9205270159 Forwards revised TS & list of commilments,per 920513 lelcon agreement 
to submit results of steam line break analysis prior to Cycle 13 Commitments incorpo- 
rate criteria from WCAP-13l87,App A into plant procedures 

FITZPATRICK.E Indiana Michtoan Power Co (formerly Indiana & Michigan Electric 
Co) AEPNRC1166C 92/06/21 MURLEY Document Control Branch (Document 
ConlrotDesk) 2pp 61031 345 61831 352 

92O52600B0 Summary of 920416 meeting w/B&W re proposed B&W Star sys & manner 
In which It could be used for digital backfits List of attendees also end, 

NEWBERRY^S Instrumentation & Control Systems Branch 92/05/11 THADANI,A 
Division of Systems Technology (Post 890827) 28pp 61797 234 61797 261 

9205280097 Informs that document entitled, “Hydraulic Tost Rept For 15x15 Low Pres 
sure Drop & Intermediate Flow Mixer Grids," will bo withheld (ref 10CFR2 790(b)(6)) 
PATEL.CP Prolect Directorate 111-2 92/05/14 LIPARULO.NJ Westinghouse Electric 
Corp 3pp 61797 266 61707 280 

9205290098 Folwards completed Chapter 2 0 for each version of new STS re changes 
from draft NUREGs 1430 1434 Informs that chapter will be issued as rev 0 to 

NUREG repls for proof & review In June 1992,w/addl formal changes Incorporated 
GRIMES,GI Tecnnical Specifications Branch 92/04/20 BUSH.L. Westinghouse 
Electric Corp 200pp 61708 083 61798 163 

9205280111 Informs that document entitled, “Zion NSSS Setpoint Evaluation Protection 
Sys Channels,EAGLE-21 Version,'* will be withheld (ref 10CFR2 790(b)(5)) 

PATEUCP Project Directorate tll-2 92/05/14 LIPARULO.NJ Westinghouse Electric 
Corp 3pp 61797 281 61797 283 


-9205200136 WCAP-13347 Nonpropnetary “San Onofre Nuclear Generating 
Station.Unit 1 Main Steamlma Break Analysis for Revised Moderator Density Ceaffi- 
clant^ * ' 

AMENT.QQ, DOMINICIS,D P , HONE.M.J. General Electric Co 92/04/30 50pp 
61743 040 61743 088 


9205200157 Forwards list of issues lo be discussed w/vendor re Seolion 6 to SSAR 
NINH.S NRC - No Detailed Affiliation Given 92/05/18 FOX.J General Electric Co 
24 pp 61774 327 61774 349 

9205200107 Submits Stage 2 RPS ITAAC comments Calihr & setpoint verification de- 
scnplicn will be Included as separate ganenc ITAAC rather than as part of each sys 
STEWAnT,J instrumentation & Control Sysioms Branch 92/04/29 ROSS.M, 
SIMQN,B„ SIEMER.R General Electric Co. 2pp 61772 302-61772 302 

9205200205 Forward B&WOQ nonpropnetary rept BAW-214e,Rev 1 A proprietaiy rept 
BAW-214BP,Rev 1 re reactor vessel upper shelf energy, per lOCFRSO.App 
Q Proprielary rept BAW-214eP, Rev 1 withheld (reJ 10CFR2 790) 

CHRZANOWSKI.D Commonwealth Edison Co 92/05/11 MURLEY.TE Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 8pp 61774 001-61774 109 

-9205200209 0AW'2t4B R01 Nonpropnetary “Low Upper-Shelf Toughness Fracture 
Arsalyals of Reactor Vessels of Zion Units 1 & 2 for Load Level A & B Conditions “ 
* Babcock & Wilcox Co. 92/04/30. lOIpp 61774-009 61774 109 

9205200297 Application for amend to Llcerise DPR- 52, consisting of TS Change Re- 
quest TVA-BFN-TS-317T, revising notes to TS Table 3 2 C & TS 3 6 K/4 5 K to allow 
continued power operations Inoperable & WCPR within apecitied limits Rept withheld 
BARON .R fl Tennessee Valley Authority, 92/05/13 Document Conlrol Branch (Docu- 
ment Control Desk) 3pp 61775 001 61775 019. 

9205200313 Forwards WCAP-1 3256, Rev 1 & WCAP-t3255,Rev 1 Repls provide non 
proprietaiy & proprietary versions of facility 920302 SG startup approval meeting pres- 
entation ma11a,r©speclively Proprietary WCAP-13255.Rev 1 withheld (raf 
10GFfl2,790). ' 

STEWART.WL Virginia Power (Virginia Electnc & Power Co). 92-254 92/05/08 
Document Coalrol Branch (Document Conlrol Desk) 2 pp 61774:110-6177 4 201 

-9206200317 Reoussts that Rev 1 to WCAP-13255. "North Anna Unit 1 SG Startup Ap- 
proval Meeting Presentation Malls*' be withheld (ref 10CFR2.790). 

LIPARULO.NJ Westinghouse Etecljtc Corp CAW’92-28B. 02/03/24 MURLEYJ. 
Document Conlrol Branch (Document Conlrol Desk) 1 1pp 61774 1 12-61774'122 

-920 B 2003 19 WCAP-1 3256 R01 Nonproprietary “North Anna Unit 1 SG Startup Approv- 
al Meeting Presentation Mails *' 

WOOTT^.MJ. Westinghouse Efeclric Corp SQ-92.04 017 92/04/30 79pp, 

61774.123-61774 201 


9205220121 Provides responses to CSFR questions In 920317 memo re digital reactor 
protection sys 

SNIE2EK.JH. Dep Exec Dir for Nuc Reactor Reg, Regional Operations & Research 
(Post 890205) 92/03/25. DENTON, H R. Office of International Programs (Post 
911117) 3pp 61749 325 61749 320 


-9205220136 Discusses CSFR questions re digital reactor protection sys. Stresses im- 

S orfanca that alaff respond quickly, w/lucid explanation of positions re questions on 
/esiinghouae Eagte 21 sys. 

DENTON, HR. Oihca of International Programs (Post 011117). 92/03/17 
TAYLOR, J.M Ofc of the Executive Director for Oparatfons 2pp 61749 328- 


9205280194 Forwards completed Chapter 1 0 for each version of now STS re changes 
from draft NUREGs 1430 • 1434 Informs that actions will be issued as Rev 0 to 
NUREG repls for proof & review in June 1992 

GRIMES, Cl Technical Specifications Branch 92/04/16 BUSH,L Westinghouso 
Electric Corp lOOpp 61700.041 61709 187 

9205260204 Forwards completed Section 3 1 for each version of new STS re changes 
from draft NUREGs 1430 • 1434 Informs that soclions will be Issued as Rav 0 to 
NUREG repls for proof & review In June 1992 

GRIMES, Cl Technical Specifications Branch 92/05/07 BUSH.l Westinghouso 
Electric Corp 400pp 61796 002 61797-138 

9205280219 Forwards Vol 1 of “Evaluation of Nonintmsivs Diagnostic Technologies for 
Check Valves (NlC-01) “ 

flOBINSON.MT Nuclear Industry Check Valve Group 02/02/20 GRUBELICH.F 
NRC No Detailed Affiliation Given Ip 61793 001-61794 094 

-9205280223 Vol t of “Evaluation of Nomnlrusive Diagnostic Technologies for Check 
Valves (NIC-OI) “ 

TULLIS.jp, RAHMEYER.WJ Utah Stato Univ . Logan, UT TULLIS.J P Gloctric 
Power Research Institute 92/02/29 300pp 61 793 002-61 794 094 

9205280232 Extract from "SBWR Technical Description for NRC Staff “ 

* General Electric Co 89/12/31 2epp 61792 330 61792 356 

9205280270 Speech enlitlad "Modular Construction Approach For Advanced Nuclear 
Plants,” presented at 081030 1104 ANS.ENS International Conference In 
Washington, DC 

JOHNSON.F T , ORR.R S Westinghouse Electric Corp BOUDREAUX, C P Avondale 
Industries, Inc 88/10/30 2gpp 61B10001 81810029 

9205290086 Notification of 920521 meeting w/NUMARC & EPR1 In Rockville, MD to 
discuss status of EPRl MOV testing program 

NORBERG.JA Mechanical Engineering Branch 92/05/19 MURLEY.T , 
MIRAGLIA.F. RUSSELL.W NRC - No Detailed Affiliation Given 2pp 61797 317- 
61797 319 

9205290200 Application lor amends to Licenses NPF-35 & NPF-5?, changing TS lo 
permit use of B&W kenellc sleeving process .described In Rev 1 to BAW-2045P 
TUCKMAN.MS, Duke Power Co 92/05/19 Document Conlrol Branch (Document 
Control Desk) 4pp 61910 348 61910 359 

9205290203 Forwards “GOLR for Perry Nuclear Plant, Unit 1, Reload 2, Cycle 4 & Rev 0 
lo 23A7147, “Supplemental Reload Licensing Rept for Perry Nuclear Power Plant Unit 
1. Reload 3.Cycl0 4 " Rev 0 to 23A7147AA withheld (ro( 10CFR2 790) 

LYSTER.M D, Centerior Energy Py-CEI/NRR-1495 92/05/22 Document Control 
Branch (Document Control Desk) 5pp 61916 307-61916 363 

-9205290315 23A7147 ROO Rev 0 to “Supplemental Load Licensing Rept lor Perry Nu 
clear Plant, Unit 1, Reload 3, Cycle 4 *' 

JONES, GG General Electric Co, SAVOIA.PJ Centerior Energy. 92/03/31 24pp 
61916 313 61916 363 

9205290298 Discusses selection of power plant sites for gathering background Info on 
recycling & concentration of fow level radioactive liquid eftluent project 
HAYES,J J. Radiation Protection Branch 92/05/07 YABUSAKl.S 0 Battelle Momorlot 
InaUtute, Pacific Northwest Laboratory 4pp 6181 1 143 61811,146 


6205220232 Summary of 920423 meeting w/BWR Owners Group In nockvillo,MD lo 
discuss generic Itr 92-01, "Reactor Vessel Structural Integrity” 

MCDONALD, OG Project Directorate l-l GL-92-01. 92/05/05. RICHARDSON, J E. Di- 
vision of Engfnaanng Technology (Post 890827) 44pp 61765 046-61765 088 

9205220257 Summary of 920512 meeting w/BWROG to discuss proposed TR on exten- 
sion of instrumenf loop cslibr intervals from Ifl to 36 months List of attendees end 
NEWBERRY, S. In struma ntallon & Control Systems Branch 92/05/15 THADANI.A. 
Division ol Systems Technology (Post 890827^ 29pp 61765 157-61 765.1 B5 


WASTE MQT NUCLEAR WASTE MANAGEMENT 

9204270133 Responds to 920314 Itr opposing blanket, extended long term on-slle stor- 
age of low-level radwaste NRC encourages through Generic Ltr 81 -38, licensees wish- 
ing to store for longer than five yrs to apply for T0CFR30 byproduct license for slor- 

bIrneror M Office of Nuclear Material Safety & Safeguards GL-61-38 92/04/21 
KLINE.C, Affiliation Not Assigned 3pp 71261 001-71261 003 
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9205040129 Trip repi of 920121-23 visit to Irvine.CA to give presentation on ongoinn 
seismic rocK mechanics research repi ” 

HSIUNG.S . CHOWOHURY.A H , PATRICK, W C Center for Nuclear Waste Requiatorv 
6^550 001 61^550 0^8 Nuclear Waste Regulatory Analyses 18pp 


9205050298 Forwards ''NRG Observation Audit Repl 92 09 for Yucca Mountain QA Div 
Audi t VMP-92- f 2 0 f LANL ’ 

HOLONICH.J J Repository Licensing 4 Quality Assurance Proiecl Directorate (Post 
88^120J4^HLWR 92/04/30 ROBE RTS J P Energy, Dept of &pp 61601 238 


9206040140 Trip rept of 920210-14 visit to Sydney. Australia to increase undorstandinp 
of how physical phenomena important to determmtr^g transport a tale of radionuclides 
in subsurface can be described by mathematical models 

SAGAR.B . PATRICK, W Center for Nuclear Waste Regulatory AnaCyses D2/03/30 
Cenier for Nuclear Waste Regulatory Analyses 64pp 61680 171-61680 208 


9205Q40169 Fon/vards “Ofc of Civilian Radwaste Mgl Yucca Mountain QA Piv QA Sur* 
v&llanco R^t of Neutron Access Borehole Sample Handling Surveillance Reol YMP- 
SR 92 008 Conducted 920407- 09 ” No corrective action roquosts issued 
HORTORD^G^ E^ner^y, Dept of HLWR 92/04/27 GERT2.C P Energy, Dept of Ip 


“9205040179 YMP-SR-92-000 “Ofc of Civilian Radwaste Met Yucca Mountain OA Div 
QA Surveillance Rept of Neutron Access Borehole Sample Handlina Surveillance Heol 
YMP-SR-92 008 Conducted 920407-09 " Activities survoilted staging & packautno of 
sarnples ^ ^ 

MARTIN,JS. HOnTON,DG Energy, Dept o1 HLWR 92/04/24 5pp 61547 015- 
61547 019 


9205040305 Provides general comments on NRC stall rocommonded changes to vicini- 
ty property mgt & implemonlalion manual, Rov DEncI 2 contains marked up panes 
from vicinity properly mgt S implementation manual w/suggasted changes 
SURMEIER.JJ Uranium Recovery Branch (Post 60123(5 92/04/30 

CHERNOFF.AR Energy, Dept of 22pp 61594 322-61594 343 


9205040307 Forwards list of conlammaled sites & focalions.in response to 020413 
reauesl W/o end 

JOHNSON,! C Docommisiioning & Regulatory Issues Branch (Post 901230). 92/04/ 
30 SMITH, A R ALARON Corp 1p 61594 344-81594 344 


9205040318 Trip rept of 920416 visit to West Valley, NV re DOE roadlnoss review lor 
resumption of operations for sludge wash process at West Valley 
NAIR.P K , PATRICK, W C Center for Nudoar Waste Regulatory Analyses HLWR 92/ 
04/27 Center for Nuclear Waste Regulatory Analyses 3pp 61594 357-61594 350 


9205040327 Forwards ijpdato for notebook for ref re content of Las Vonas library 
WHITE.N J Nevada. State of HLWR 92/04/30 GARCIA, N J Repository Licor^slno & 
Quality Assurance Project Directorate (Post 881120). 16pp 61 601 '004-01601. 01 9 


9205050010 Forwards comments re adequacy .completenoss & technical accuracy of 
study plan, “Characterization of Yucca Mountain Unsaturatod-Zono Gaseous Phaso 
Movement '' 

LOUX.RR Nevada, Slate of HLWR 92/04/27 BARTLETr.JW Energy, Dept of 
11pp 61601 317-61601 327 


92C5050114 Forwards listed SIrtpa Project Technical Ropts published by Stripo Proiecl 
Ihls year W/o end / k i 

LEVfCH.R A Energy, Dept of HLWR 92/04/29 STABLEIN.N K NRC - No Detailed 
Affiliation Given 2pp 616D1 328 61601 329 


92950S0244 Informs that NRC plans to only videotape objects & features during silo 
characterization aclivittoa at Yucca Mountain, jn response to 920326 Itr discusslnn es 
lablishment of protocol between DOE & NRC.w/respoct to sub) activities 

Licensing & Quality Assurance Project Oirodorato (Post 
92/05/01 nOBERTS.J P Energy, Dept of, 2pp 61601233 

61601*234 


“9205050296 92-00 “NRC Observation Audit Repl 92 09 for Yucca Mountain OA D;v 
Audit YMP-92 12 of LANL “ 

BELKE.W L . BROOKS.P P Heposilory Licensing & Quality Assurance Proiecl Diroc 
torato (Post GBtl20) COLEMAN, N M Hydrology & Syslerns Performance Branch 
(POS1 91050G) HLWR 92/04/24 15pp 61601 240 61601 249 

9206050299 Forwards detallod planning info (or developing liconso applicalion review 
plan Biweekly tonm meetings & periodic structural task force meaUngs will be schod 
uled to provide addL guidance First meoUng scheduled on 920504 
YOUNGBLOOD, BJ Division of High Level Waste Management (Post 8704131 HLWR 
•- Qeo'OflY & Engineering Branch (Pest 910506) 
Hydrology & Systems Performance Branch {Post 910506) 
HOLONICH,J J Repository Licensing & Quality Assurance Pro eel Directorate (Post 
881120) 25pp 61601 257-61601 281 


9205059305 Forwards Ofc of Geologic Disposal weekly highlights for wk ending 920410 
& Yucca Mountain Site Ofc field activity ropl for wks ending 020410 & 17 

GII-HAY,JW NRC - -No Detailed Affitialion Given HLWR 92/04/ 
29 HOLONICH,j Repository Licensing & Quality Assurance Proiecl Dirocloralo (Post 
801120) 51 pp 61605 181 6160 5 231 


920^50320 Infornts that DOE has issued “Rept of Early Site Suitability Evaluation 
(eSSE) of Potential Reposilory Site al Yucca Mounlain,NV'' for 9D-day public com 
mont period.ending 920616 Review plan for review of ESSE end 
YOUNQBLODD.B J. Office of Nuclear Maloria) Safely & Safeguards HLWR 92/04/ 
29 BALLARO.R Geology & Enginoering Brar^ch (Post 919506) FEDERLINE.M Hy 
drology & Systems Performance Branch (Post 910596) HOLONICH.J J Repository Li 
constng & Quality Assurance Project Direcloralo (Post 881120) S7pp 61601 118 


920SO 50343 Rev 0 to Study Plan 8 3 1 2 2 5, ‘“•Dif fusion Tests In Exploratory Studies Fa- 
cjljly “ 

• Los Alamos National Laboratory 92/04/22 4(3pp 61 592 1 4B 61592 191 

920SOi50346 Rov 0 to Study Plan 831 2 3 2, “Characlcrizalion of Yucca Mountain Satu- 
rated Zeno Hydfochomtslry." 

* Interior. Depl of, Geological Survey 92/04/15 60pp 01067 151-61667 256 


9205060051 Forwards draft “Technical Evaluation Root for Proposed Remedial Action 
of Monumonl Valley, AZ & Mexican Hai.UT U Mill fallings Sites" Open 
issues, including goology.surface water liydroCogy & hydro gDolagy.ldQntifiod 
SURMEIER.JT Uranium Recovery Branch (Post 901239) 92/05/91 

CHERNOFF^AR Energy, Dept of. Ip 61616 096 61616 173. 


“9205060054 Draft "Technical Evaluation Rept for Proposed Remodral Action o1 Menu 
mont Valley. AZ & Mexican Hai.UT U Mill Tailings Sites “ 

- Division of Low-Level Waste Managemom & Decommissioning (Post 870413) 92/ 
OS/91 77pp, 61616 097-61616 173 


9 295060065 Responds to 920408 Hr forwarding B Etclridgo Ur wJiich raised questions 
about NRCs policy for onsite storage of low lovol radwaato ai nuclear power 
reactors NRC rospondod to B Eldndgo Ur on 920421 

TAYLOR,JM Ofc of the Executive Director for Operations 02/04/27 DODD.CJ 
Senate 5pp 61600 280 61 600 287 


9205050248 Forwards final review plan for DOE rept of Early Site Suitability Evaluallon 
of polonlial repository site al Yucca Mountain, NV. per 920206 technical exchange be 
tween DOE & NRC 


Licensing & Quality Assurance Project Olrcctorato (Post 
02/06/01 LOUX.RR Nevada. Slate of 26pp 61601 920- 

61601 117 


-9205060070 Expresses concerns ro NRC actions on on-sito storage at nuclear power 
fad Hties.specifically, Millstone Requests lhat process bo opened to support line public 
participation. 

ELORIDGE.B Affill alien Not Assigned 92/04/20 BERNERO.R Office of Nuclear Ms 
tonal Safety & Safeguards Ipp 61600 285-61600 287 


9205050255 Forwards Woods Hole Oceanographic Inst & Varlan/Bovorly Microwavo Div 
nnancwl assurance submiltafs (or review Action (akon wilhfn scope of curront con 
tract (FIN L-1650). W/o ends 

^ Decommissioning & Regulalory Issues Branch (Post 001230) FIN L 
165B 92/04/21. BAILEY.P (CF, Inc Ip. 61596 351 61596 351 ^ 

92050502^ Discusses part time parliclpetion as observer in Mgl & Oporaling (M&O) 
internal Readiness Review by DOE Nuclear Waste Mgt Sys M&O on ^408,00 & 19 
!? readiness of MAO to execute reponBlbfJflioa 

nofinm i .5 Assurance Project Directorate (Post 

801120) HLWR 92/05/01 HOLONICH.J, J Repository Licensing & Quality Assurance 
Project Directorate (Post 881120) 3pp 61601 235-01601 237 

Requests documents listed In end, per complolion of Phase I review of 
DOE study plan for “Water Resource Assossmem of Yucca Mounfa’n.NV ” Expresses 
^^hcern w/slatement on page 1-1 of plan re groundwater & polenllal for human infru- 

Licensing & Quality Assurance Projoci Dfroctoralo (Post 
92/05/04 ROBERTS.jp Energy, Dept ol 4pp, 61601 W 

□1601 360 

9205050270 Forwards "Phase I Ravlew.DOE Study Plan for Climatic Interprolations ol 
grresfriaf Pafeo ecology, (Study Plan 8 3 15 1 3.Rov 0) “ 

^ Systems Performance Branch (Post 910506) HLWR 92/ 
(Post 88^?2S jSp: 61667.T2^^^ * Assurance Prolect Dlrectotale 

'"tewstottons ol Ter,as1«t 

S/27^12pp 61667 fio 616^7^37 Brmdy (Post 019506) HLWR 92/ 

Forwards rept on openness of Interactions between NRC & DOE in HLW 
racfwasie ragt repository program ,in response to quest! oris raised re adequacy of ex- 
& procedures for Involving state of NV In Inloractlons 
PARLER.WC Office of Iho General Counsel (Posl 660701) TAVLOR,J M. Ofc of fho 
Executive Director for Operations HLWR, 92/04/08. THE CHAIRMAN, SELIN, I. Com- 
misaioners (Post 760119) 32pp 61592 001-61592 032 


9206070003 Tnp ropl of attendance at 020324-27 DOE Environ Hesloralion & Waste 
Mgt Conforonco on Oecommlsslonina Technology In Isle of Pa!ms*SC. 

JfjHNSON.T C OacommPssioning & Regulatory Issues Branch (Posl 901230) 92/05/ 
01 AUSTIN.JH Docommissioning & Rogulatory Issues Brancn (Post 901230) 3pp 
61590 347-61590 349 

9205070004 Responds to 011 102 Itr ro UMTRAP guidelines for comralnglod waste mgt 
at vicinity proportles UMTRAP fully Inlends to receive NRC concurrence for any non 
iroated hazardous waste placed In UMTRA disposal cell 

CHERNOFF.AR Energy. Dept of. 02/04/30. SURMEIER.JJ Uranium Recovery 
Branch (Post 901230) 6pp. 61598 3SD 6 1598 355 

9206070019 Forwards Burrel) Vicinity property site complolion rept ro monitoring activi- 
ties for seeps discovered in Jul 1090 

CHERNOFF.AR. Energy, Dept of 92/04/10 SURMEIER.JJ Division of Low-Level 
Waalo Manegemonl & Decommissioning (Post 870413) 79pp. 61620,160-61620 237 

9205070111 Forwards summery of 911 129 meeting w/DOE to set schedule & topics for 
inloracHon mootings for period Jan- June 1002 

DESELL.LJ Energy, Dept of HLWR 02/04/27 HOLONICH.J J Roposiloiy Licens- 
ing & Quality Assurance Project Directorate (Post 881120) Ip 61668'046 61668 055 

-'9205070119 Summary of 911120 meeting w/DOE to set schedule & topics for intorac- 
tton moelings for period Jan-Juno 1902 Altendanco list end 

CARLSON, R Roposilory Licensing & Quality Assurance Project Direcloiate (Post 
061120) DESELL.LJ, Energy, DepL of HLWR 92/03/31 Repository Dcensing & 
Quality Assurance Project Directorate (Posl 881 120) 8pp 61668 048-61668 055 

9205070211 Forwards additions or changes for potenllnt Interactions that US DOE will 
nSc° propose 920510 interactions planning meeting between DOE A 

ROBERTS. J P Energy. DepL of HLWR 92/05/06, HOLONICH.J J Division of High 
Level Waste Management (Pest 870413) 4pp 81620 350-61620 353 

92D5O70236 Forwards info to aid in review of revs to Green R(ver,UT, UMTRA dratt 
ComplQtion RepLper 920416 Hr 

CHERNOFF.An Energy, Dept ol 92/05/01 SURMEIER.JJ Uraniurii Recovery 
Branch (Post 901230), 150pp, 61644 008-61 6 4 172, 
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9205070284 Submits feaults of review of 920320 itr re formal sys to allow NHC Ofc of 
Slate Programs & Low Level Waste Mg I B/anch to nolify low level radwasl© host 
states of regulatory problems & lessons learned 

BANGART.RL Division of Low Level Waste Manage/neni & Decommissioning! {Post 
8T0413) KAMMERER.CC Office of Stele Programs (Post 911117) 92/05/05 
WEAVER, K L Colorado, State of 2pp 61623 360-61623 361 

9205080015 Informs of CNWRA plans to conduct internal audil of CNWRA OA Propram 
dunng wk of 920602-05 in San Anlonio-.TX Auditors will review Crileria 
J,ll.llMV,V.VI.VII.VIII,IX,Xfel,Xlli. XV.XVIl & XVIII of lOCFRSO.App B 
BUCKLE Y.J Repository Licensing S QuBlity Assurance Protect Directorate (Post 
8&1120) HLWR 92/05/05 NAT ARAJA.M , WELLER.R Geology & Engineering 
Branch (Post 910506) COPLANDS Hydrology & Systems Performance Branch (Post 
910506) 9pp 61680310-616B0 318 

9205089020 Nolificaiion of 920519 mealing w/DOE & State of NV in Rockville.MD to 
discuss & schedule technical inleraction meslings for Jul Nov 1992 
CARLSON, fl D Repository Licensing & Quality Assurance Project Directorate (Post 
081120) HLWR 92/05/06 JOHNSON,R L Repository Licensing & Quality Assurance 
Project Directorate (Post 881120) 2pp 61667345 61667346 

9205000028 Informs that NRC has completed Phase 1 review of Study Plan 83 1 2 1 4. 
"Regionaf Hydrologic Sys Synthesis & Modolinp" No objections w/aclivities proposed 
noted NRC plans to proceed w/Oetailed Technical Review of plan 
HOL0NICH.JJ Repository Licensing & Quality Assurance Project Directorate (Post 
081120) HLWR 92/05/06 ROBERTS, J P Energy, DepL of 2pp 61667 347- 
61667 348 

9205080032 Forwards CNWRA Repl CNWRA 92 002, "Sensilivity &. Uncerlainly Analy 
ses Applied to One Dimensional Transport in Layered, Fractured Rock Part 2 Evalua 
lion of Limit Stale Approach ■ Iterative Performance Assessment Phase 11" for info 
HOLONICH.JJ Repository Llcensma & Quality Assurance Project Directorate (Post 
881120) HLWR 92/04/29 ROSERTS,J P. Energy. Dept oL Ip 61667 257- 
61667 324 

9205080036 Forwards refs from "Rept of Pear Review Panel on Early Site Suitability 
Evaluation of Potential Repository Site at Yucca Mountain, NV," for info, per C Abrams 
920420 request 

DESELL.LJ Energy. Dept of HLWR 92/04/27 HOLONICH.JJ Repository Licens- 
ing & Quality Assurance Project Direeforat© (Post QB1120J, 2pp 61647 091- 
61647 214 

-9205080042 Rev 3 to Technical & Mgl Support Sves (TMSS) TMSS/PM 91/001, "Im- 
plementation Plan for Developing &. Implementing Method for Early Evaluation of Site 
Suitability ” 

YOUNKERJL, HARPERJB . NELSON.JH Science Applications Inlernalional Corp 
(formerly Science Applications, Inc ) HLWR 91/10/31 4flpp 61647 093 61647141 

-9205080044 Rev 1 to Technical & Mgl Support Sves Sid Praclice (SP) Procedure SP 
1 62, "Peer Review " 

NELSON,JH, JOHNSON.KB Science Applications Inlernalional Corp (formerly Sci- 
ence Applications, Inc ) HLWR 91/05/21 Cpp 61647 142*61647 147. 

-920S060048 Rev 0 to "Peer Review Plan for Early Site Sui lability Evafualton " 
VOUNKER,JL, VOEGELE,MO, NELSON,J H Science Applications International 
Corp (formerly Science Apphcations, Inc) HLWR 01/06/30 25pp 61647 149 
61647 172 

**9205080050 Rov 3 to Technical & Mgt Support Sves Std Practice (SP) Procedure SP 
1 36, "Records Mgl Record Sourco Implemenlation " 

JOHNSON.KB Science Applications International Corp (formorly Scienco Apptica 
lK>ns. Inc) HLWR 90/12/31 IBpp 61647173 61647.190 

“9205080052 Rev 7 to Technical & Mgt Support Sves Std Practice (SP) Procedure SP 
1 36, "Records Mgt Record Source Implementation " 

JOHNSON.KB Science Applications Internaliona! Corp (formerly Science Applica- 
lions, Inc) HLWR 92/02/28 24pp 61647 191 61647 214 

9205080085 Forwards final remedial action plan revisod pages addressing Issues trans- 
mitted In 920129 Ur.Rcv I to Calculation FCRA2 & UMTRA Projocl-Falls City Books I 
& II 

CHERNOFF.AR Energy, Dept of 92/05/06 SURMEIER.JJ Uranium Recovery 
Branch (Post 901230), lOOpp 61659 001*61662 048 

•*9205080080 Rev 1 to "Human Health Risk Assessment " 

' Jacobs Engineering Group, Inc 92/02/25 lOpp, 61659 174 61659 163 

-9205080090 "UMTRA Project - Falla City Books i & II " 

* Jacobs Engineering Group, Inc 92/05/06 GOOpp 61659.184-61660 325 

-9205110072 Vol IV of "UMTRAP Falla Clty.TX FCT Calculations Final Design (or 
Const ■' 

' Morrison Knudsen Co. fnc 91/07/31 300pp 61660 326 61662 046 

9205080147 Forwards listed documents providing Info applicable to Slate of NJ activi- 
ties in site screening. SI la selection & sito characterization W/o ends 
ULECK,R Division of Low Lovol Waste Management & Decommissioning (Posl 
8704f3) 92/05/0B ENGJ New Jersey, Slate of Ip 61647 217-61647 217. 

9295110143 Forwards list of documents re mfo to support establishment of public read 
Ing room in Callenle to provide residents opportunity to review Info re proposed nucle- 
ar waste repository at Yucca Mountain in nV 

VIRGILIO.RO Office of State Programs (Posl 911 117) 92/04/93 FOREMASTER. J 
Nevada, Slato of 2pp 61651 356 61651 357 

9205110241 Expresses appreciation for 920323 Itr which end Itr to J Linehan summariz- 
ing & discussing 920206 NHC /DOE staff mgt meeting 

SCHWARTZ, S A Assisfanl Director for State, Local & Indian Relallons 92/04/08 
LOUX.R R Nevada, State of 1p. 61647 356 61647 356 

9205120293 Forwards final connplelfon rept & DOE certification summary of surfaco re- 
medial action al Lakevlew.OR.UMTRA p/oiect disposal site 

CHERNOFF.AR Energy, Dept of 92/05/12 HALL,R E Uranlur?! Recovory Reid Ofc. 
R4 145pp 61648001-61648140 

9205130109 Responds to 920323 Itf commanling on S20206 prellcenslng consultation 
meeting Brief list of points of clanfication enc! W/o end 

LINEHAN,JJ Division of High Level Waste Management (Post 870413) HLWR 92/ 
05/06 LOUX,RR Nevada, Slat© of 2pp. 61710 014 61718015 


9 205130177 Approves request for extension of due dale for Corrective Action Request 
CAR YM 92-027 resulting from Yucca Mountain QA div Audit YMP-92 12 until 
920601. per 920429 request 

SPENCE.RE Energy, Dept of HLWR 92/05/07 GERTZ.C P Energy. Dept of Ip 
61718018 61718018 

0205130101 Preliminary "Yucca Mountain Proiecl Summary of Geochemistry Support 
Activities Oct 1909 - Sept 1990 " 

* Mifflin & Associates, Inc HLWR 91/02/20 200pp 61702 001 61702 207 

9205130106 Forwards recently revised UMTRAP QA.heallh & safety, environ & radio logs 
cal sves audit /surveillance activities schodute Schedule revised as result of annual 
audil/sun^oillancG scheduling meeting on 920430 

LARSON.NB Jacobs Engineering Group, Inc 92/05/06 CHERNOFF.A Energy, 
Oopt of 4pp 61700 208 61700 291 

9205130220 Forwards DOE UMTRA Pro]ect Ofc revised narrative iuslificalion for appli 
cation of supplemental stds lo 4 4 acre area of Colorado River floodplain for review & 
concurrencG 

CHERNOFF.A R Energy, Dept of 92/05/07 SURMEIER.J J Uranium Recovery 
Branch (Post 901230) 27pp 61720 127 61720 153 

9205130262 Forwards notice of upcoming HLW mGelinos on 920511 through 
920603 Interactions scheduling meeting beiweon NRC/DOE will be held in 
Rockvilto.MD on 920619 NRC/OOE procedural agreement meeting will be held cn 
920602 in Rockville.MD 

HOLONtCH.J J Repository Licensing & Quality Assurance Project Directorate (Posl 
881120) HLWR 92/05/11 NRC - No Detailed Affiliation Given 2pp 61718 032- 
61718 033 

9205130269 Responds to State of NV comments on lifting of site characlenzafion analy- 
sis Objection 2 ro effectiveness of QA programs Decision to lift objeclion correct 
based on listed actions 

BERNERO.R M Offico of Nuclear Maloriat Safely & Safeguards HLWR 92/05/00 
LOUX.R R Nevada, State of 3pp 61718 034 01718 036 

9205130271 Record of felcon w/M Kalin of DOE re facility remedial action plan 
GRIMM, J P Uranium Recovery Field Ofc, R4 92/04/16 Uranium Recovery Field Ofc, 
R4 2pp 61673 289 61673 290 

9205130277 Forwards CNWRA Rep^t CNWRA-9 1-010, "Sensllivily & Uncerlainly Analy 
ses Applied lo One Dimensional Transport In Layered Fractured flock Part 1 Analytic 
Solutions & Local Sensitivities " 

HOLONICH.J'J Repository Licensing & Quality Assurance Project Directorate (Post 
881120) HLWR 92/05/07 ROBERTS, J P Energy. Dept of Ip 61703 001- 
61703 174 

9205130207 Forwards Survoillanco Repl YMP-SR-92-007. "Ofc of Civilian Radwasl e 
Mgt Yucca Mountain QA Div QA Surveillance Repl of Neutron Access Borehole 
Records Generated As Result of fmplemenlalion of Job Package 91*09," conducted 
920401*15 

HORTON.DG Energy, Dept of HLWR 92/05/06 GERT2.C P Energy, Dept of Ip 
6171G037 61718 047 

-9205130291 YMP-SR-92-007 "Ofc of Civilian Radwasto Mgl Yucca Mountain OA Div 
QA Surveillance Repl of Neutron-Access Borehole Records Generated As Result of 
Implomonfalton of Job Package 91-09," conducted 920401*15 
H^NEY.G , HORTON.DG, SPENCE.RE Energy, Dept of HLWR 92/05/06 10pp 
61 710 03D 61 710 047 

9205130295 Advises of verification of corrective action & closure of Corroclivo Action 
Request YM 91 008 resulting from Yucca Mountain QA Div Audit YMP-91 04 of Rayth- 
eon Sves NV Corrective action request end 

SPENCE, H E Energy, Depl of HLWR 92/05/05 0ULLOCK.R L Raytheon Service 
Co 8pp 61716 048 61718 053 

9205130297 Advises that responses lo Corrective Action Requosls YM-92 025 & YM- 
92*026 resulting from Yucca Mountain QA Div Audit YMP-92- 11 of Raytheon Sves NV 
determined to be satisfactory 

SPENCE.R E Energy. Depl of HLWR 92/05/05 BULLOCK.R L Raytheon Servfc© 
Co 9pp 61702 208-61702 218 

9205130304 Informs that Rev 2A of Remedial Action tnsp Plan for Ambrosia Lake U Mill 
Tailings Remedial Action Project silo in NM adequately incorporates provisions for 
(osling of subcontractor proposed rock sources 

HALL.RE Uranium Recovery Field Ofc, R4 92/04/10 CHERNOFF.AR. Energy, 
Dept of ip 61671 330 61671 330 

9206140037 Requests approval of remedial action design package utilizing suppi stds 
for landmark refinery in Fruiia.CO Approval requested before 920510 
VIRGONA.J E. Energy, Dept of 92/04/16 HALL.R. Uranium Recovery Field Ofc, R4 
2pp, 61674 255 61674 256 

92 05140042 Requests approval of remedial action design package ulilizmg suppi slds 
•for Riverfront Dike area in Grand Junction.CO Concurrence requested before 920510 
VIRGONA.J E. Energy, Depl of 92/04/16 HALL.R Uranium Recovery Field Ofc, R4. 
2pp 61 674 237 61 674 238. 

0205140009 Forwards DOE EA of remedial aclion at facility W/o end 
CHERNOFF.AR Energy, Dept of 92/04/21 NRC - No Detailed Affiliation Given 
2pp 61691 336 61691 337. 

920514007S Forwards preliminary licensing alalemenl for facility W/o end 
SIMPSON, DH. Colorado, State of 92/02/14 HALL,R T Uranium Recovery Field Ofc, 
R4. Ip 61699033-61699 033 

92(95140094 Ack receipt of Sept 1991 rept entitled, "Groundwater Sampling from 1987 - 
1991 at Bodo Canyon Disposal Site," submitted by Ilf did 920127 
HALL, RE Uranium Recovery Field Ofc, fl4 92/04/29 CHERNOFF.AR Energy, 
Dept of 2pp 61874 105 61674 106 

9205140160 Fomards Rev D to Remedial Action Insp Plan, "Testing & Insp" 
CHERNOFF.AR Energy, Depl of 92/05/12 SURMEIER.JJ Uranium Recovery 
Branch (Posl 901230) Ip 61713 247-61713.263 

-9205140171 Rev D to Remedial Action Insp Plan. "Tosling & Insp " 

• MK-Ferguson Co 92/05/11 16pp 61713 248 61713 263 
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9205140205 “Civilian Radwasle Mgl Sys Mat & Operating QA Reatiiness Review for 
NRC" 

» TRW Environmental Safely Systems. Inc HLWR 92/04/22 300pp 61701i OOl 
61701 355 

&205140219 Forwards listed documents comprising preliminary Cinal remedial acton 
plan for listed sites Requests NRC review & draft technical evaluation rapt 
CHERNOFF.A R Energy, Dept of 92/01/10 HALL, RE Uranium Recovery Field Ofc, 
R4 2pp 61682 257-61602 258 

92Q5140224 Forwards copies of Rev 1B to remedial action rnsp plan lor listed sites 
CHERNOFr.A R Energy, Depl of 92/01/16 HALL,R E Uranium Recovery Field Ofc, 
R4 2pp 61682 269 61662 260 

91205140235 Responds to request for NRC certificalion concurrence on vicinity property 
completion rept 

HAWKINS,E F Uranium Recovory Field Ofc, R4 92/04/03 CHERNOFF.A R Now 
Mexico. Slate of 3pp 61674 303 61674 305 

92051 402B0 Fonvards (isted Stnpa Proiect technical ropis W/o onci 
LEVICH.R A Energy. Oopl of HLWR 92/05/00 STABLHtN.N K NRC * No Oolalled 
Affiliation Given 2pp 61718104 61718 105 

92051 4030B Provides verilication of correclive action & informs of closure of Corrective 
Action Request YM-92'018 resulting from Yucca Moun1alr> QA Div Audit YMP'92'05 of 
LLNL Corrective action satisfactory 

SPENCE.R E Energy. Dept of HLWR 92/05/08 CLARKE, W L Lawrence Livermore 
National Laboratory 5pp 6171B 106 61718 110 

9205150058 Forwards “Yucca Mountain Site Characlonzatilon Project Technical Data 
Catalog." did 920331 Catalog contains data collected in course of characterizing 
Yucca Mountain, NV as polonlial site for high level radwaste repository 
RO0ERTSJP Energy, Dopt of HLWR 92/05/11 HOLONICH.JJ Reposilory U 
censing & Quality Assurance Projoct Directorate (Post 881120) 2pp 61732 203 
61732 341 

•*9205150062 “Yucca Mountain Site Characterization Project Technical Data Catalog" 
•Energy, Dept of 92/03/31 134pp 61732 205.61732 341 

9205150142 Informs that DOE final romedial action plan submitted 920224 acceptable 
& NRC conditionat concurrence issued 901230, remains in effect 
HALL.RE Uranium Recovery Field Ofc, R4 02/04/10 CHERNOFF.A R Energy. 
Depl of 2pp 61683 121 61683 122 

9205 1502 16 Forwards May 1992 issue of monthly topical rept tracking sys, consisting of 
single page summary listing activo.non- active topical ropts & dispositions 
DAVIS, J Low Level Waste Management Branch (Post 901230) 92/05/11 

LOHAUS.P Low-Level Waste Managomonl Branch (Post 901230) Iflpp 61722 197- 
61722 214 

9205180008 YMP-91.04 “Ofc of QA Audit YMP-91-04 of Raytheon Svca.Novacfa " 
HORTON.DG En orgy, Dept of HLWR 91/07/01. 135pp 61729 001 61720 132 

9205160021 Forwards notice of request for public comments on proposed llco using 
guidance for operating U mills for submission to FR Notice ravlowed & approved by 
Commission as indicated in end SRM,dtd 920430 

SURMEIER.JJ Uranium Recovery Brar^ch (Post 001230) 92/05/07 LESAR.MT, Di- 
vision of Freedom of Information & Publications Services (Post 690205) Ip 
61761 001 61761 109 

"9206180027 Notice of request for public comments on revised guidance on disposal of 
Non Atomic Energy Act of 1954, Section 116(2) byproduct mall In tailings Impound- 
ments & position on use of U mill feed malts other than natural ores 
SURMEIER.J Uranium Recovery Branch (Post 901230), 02/06/07 42pp 61761 002- 
61761 060 

"9205180034 Staff requirements memo re COMSECY.02.OO7,SECY.91.243 & SECY* 
91.347, submittal of two guidance documents & staff analysoa to FR lor public com 
ment 

CHILK.S J Office of the Secrelary of the Commission 92/04/30 TAYLOR, J.M Ofc of 
the Executive Director for Operations 59pp 61761 051.61 76V 109 

9205180024 Forwards draft response to four Gunnison draft technical evaluation ropt 
comments re preliminary final remedial action plan 

MCBEE.J NRC - No Detailed Affiliation Given 92/05/11 BRUMMETT.E Uranium Re 
covery Branch (Post 901230) 14pp 61750 335 61750 346, 

9205180079 Forwards Rev 2 to “Technical & Mgt Support Sves for Yucca Mountain Site 
Characterization Project Peer Review Plan for Early Site Suitability Evaluation " 
PflESTHOLT.P T. NRC - No Detailed Affiliation Given 92/05/ ABRAMS.C. NRC - 
No Dotaited Affiliation Given Ip 61720.011 61720 126 

"9205180086 Rev 2 to "Technical & Mat Support Sves for Yucca Mountain Site Char- 
acterization Project Peer Review Plan for Early Site Suitability Evaluation” 

YOUNKER.J L . VOEQELE.M D , NELSON, J H NRC - No Detailed Affillalion Given 
91/10/31 27pp 61720 016-61720.126. 

9205180101 Forwards meeting rept on Joint Annual Independent Research Institutions 
for Seismology Workshop & Annual Seismological Society of America meeting in 
Santa Fe.NM on 920411-14 & 16. 

RUSSELL.J L Center for Nuclear Waste Regutalory Analyses, NRC 02-89 005, 02/ 
04/30 BROOKS.D NRC - No Detailed Affiliation Given. 21pp 61724 316 61724:336 

9205180108 Notification of 920527 meeting In Rockville, MD to discuss annotated out* 
line for DOEs first topical rept re extreme erosional conditions in relation to waste iso- 
(ation potential at Yucca Mountain site Agenda end 

ABRAMS.C.G Reposilory Licensing & Quality Assurance Project Directorate (Post 
881120) HLWR 92/05/12 HOLOl^CH.JJ Repository Licensing & Quality Assuranca 
Project Directorate (Post 681120) 3pp 61757 005 61767.007 

92051601 10 Forwards notice of upcoming meetings related to NRC high faval viraste 
mol program. 

HOLONrCH,JJ Repository Licensing & Quality Assurance Project Diraclorale (Post 
881120). HLWR 82/05/18 Repository Licensing & Quality Assurance Project Oirec- 
torale (Post 881 120), 2pp 61757008-61757.009. 


9205180122 Ccmmsnls on repts presented at Second Annual Conforenco on High 
Level Radwasle Mgt in Las Vegas Comments specifically address temporal nature of 
volcanic activity & geochemistry of carbonates near Yucca Mountain 
Poland, K Ami ration Not Assigned 91/06/24 ABRAMS.C Advisory CommiUeo on 
Nuclear Waste 3pp 61724 306 G1724 308 

9205180206 YMP~92-12 “Los Alamos Natl Lab Software OA Plan for Yucca Mounatin 
Project Audit YMP 92-12” 

* Los Alamos National Laboratory * Enemy, Dept of HLWR 92/03/16 450j>p 
61726 052-61727 117 


9205180217 Forwards comments on supplemental stds application for satellite cell at 
Cannonsburg.PA 

S)URMEIER,JJ Decommissioning & Regulatory Issues Branch (Post 901230) 92/05/ 
12 CHERNOFF.AR Energy. Depl of 2pp 61719 339 61719 340 

9205100237 Forwards Surveillance Repl YMP SR*92-011, “OGRWM Yucca Mountain 
QA DiV QA Surveillance Rept of Records Genera tod as Result of ImpIsmentalLon of 
Administrative Procedure AP-64Q Conducted 920427 0504 '* 

HORTON.DG Energy. Dept of HLWR 92/05/13 GERTZ.CP Energy, Depl of Ip 
61757 010-61757 014 

"9206180240 YMPSR-92-011 Surveillance Repl YMP SR-92-01 1, “OCRWM Yucca 
Mountain QA Olv QA Surveillance Rept of Records Generated as Result of fmpJeman 
tallon of Administrative Procedure AP 6 4Q Conducted 920427-0504 “ 

WEEKS.RL, HORTON.DG Energy, Dept of HLWR, 02/05/12. 4pp 61757 011- 
61757*014 

9205180255 Forwards Audit Rept YMP.92-12, "OCWRM Ofc QA Audit Ropt for Limited 
Scope Audit of LANL,Lo5 Alamos, NM 920317-20” 

HORTON.DG Energy, Dopt of HLWR 92/05/13 CANEPA.J A Lawfonco Livermore 
National Laboratory 2pp 61757 019 61757 044 

--92 05180258 YM P-92.1 2 Audit Repl YMP-92-12. "OCRWM Ofc of OA Audit Rept for 
Limited Scope Audit of LANL,Los Alamos, NM 920317-20" Primary olementa 
evaluated scientific Investigation control & aoJtwaro &. instructions.procecCures.plans & 
drawings 

DANA.SR, HORTON.DG Energy, Dept of HLWR 02/05/12 24pp 61767 021- 
61757 044 

9205180300 Requests copy of listed documents if current version other than dates 
listed availablaOfc can provide requested updalo of Ad min is Ira live Proesduro AP- 
5 IQ 

PFESTHOLT.PT, NRC - No Detailed AHiJialion Given 92/05/12 JONES.SB Enorgy, 
Dopt o-f Ip 61717 273-61717 273 

9205180309 Forwards CNWRA 02-004, “Eifocls of Layering, Dipping Anglo & Faulting 
on Two Oimonslonal.Varfabiy Saturated Flow “ 

HOLONPCH,JJ Repository Licensing & Quality Assurance Project Diroctorato (Post 
GD1 120) HLWR 92/05/08 ROBERTS, JP Energy, Dept of Ip 61757 062- 
61767 134 

6205100329 Forwards info notices & generic Itrs Issued by NRC on storage of low level 
radwasto.pof roque^l at May 1992 (poelmg o1 California Radioactive Malls Mgt 
Forum W/o ends. 

BRACH.E.W Division of Low Love! Waste Managomont S. DGcommiasfonlng (Post 
870413) 02/05/16 ASARCH,K,B Diagnostic Products Cerp. Ip 61724 216 

61724 216 

6205190001 Responds to 920407 Hr & confirms 020429 tetcon request lo arrange visits 
foremptoyoos of Preussen Eloklra to outstanding waato mgt facilities IN PO willholpto 
arrango tour of US nuclear plants 

BERNERO.RM Office of Nuclear Material Safely & Safeguards 92/06/08 
JUNGMANN.CR Germany. Federal Republic of 5pp 61730 354-61730 356. 

9206190074 forwards Ofc of Geologic Disposal weekly highlights for wks ending 
020417 & 24, Yucca Mountain Site Ofc field activity repl for wxs ending 920424 fi 
0501 & Yucca Mountain Site Character izal Ion Projecl Monthly Activity Repl for 
Feb, 1092. 

PRESTHOLT.P.T., GILRAY.JW NRC - No Detailed Affiliation Given 92/05/13 
HOLONICH,J Division of High-Level Waste Managomont (Post 870413), 33pp 
61764 201-61764 276 

"9205190077 “Yucca Mountain Sito Charactenzatiorii Project Monthly Activity Rept for 
Feb 1 992 " 

• Los Alamos National Laboratory 92/02/29 47 pp. 61764 234 61764 278 

9205190092 Forwards FR notice requesting public comment on two proposed guidance 
documents & associated staff analysis by 920612, 

SURMEIER.JJ Uranium Recovery Branch (Post 901230), 92/06/13 MILLER, VL 
Office of Slate Programs (Post 91 1 1 1 7). l opp 61 749 344 61740 353 

9205190205 Responds to 020325 Ur concerning constituent A Hart Itr expressing con- 
cerns about possible nuclear waste disposal facility being sited in Sterling, GT 
TAYLOR, J.M Ofc o( the Executive Director for Operations CCS 62/04/15 
MACHTLEY.R House of Rep 3pp 61750*351-61750 356 

"9205190213 Requests info re proposed nuclear dump silo on Ri/CT line in 
SlorlinmCT 

MACHTLEY.R House o1 Rep CCS 92/03/25 THE CHAIRMAN Commlssionors (Post 
750119) 3pp 81750 353-61750356 

9205190229 Responds to 920408 Itr forwarding const if uont B Etdridge 020320 Hr raising 
quoshons re NHC policy for storage of low level radwaalo at nuclear power reactors 
TAYLOR.J M, Ofc of Ihe Executive Director for OperaWons CCS. 92/04/27. 
DODD.CJ Senate 2pp 61740307-61740 300 

"9205190232 Forwards constilueni B Eldndgo 020320 Itr requesting that inquiry be Inlll- 
ated Into onsite storage of radwaato. Process needs to be more open w/truo public 
participation In policy making process 

DODD.CJ Sonate CCS 92/04/08 RATMBUN.D K Office of Congressional Affairs 
(Post 0 1 1 1 1 7). 2pp 6 1 740 308 0 1 740 309 
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9205190249 Towards Rev 1 to OA I mp’ementjng Procedure OAIP 1 2, Organization’' 
& Sandia QA requirements matnees . „ 

ROBERTS JP Energ/ Dept of HLWR 92/05/05 HOLONICH.JJ Repository Li 
censing & Quality Assurance Project Directorate (Post 881120) 3pp 61799 269 
6l7&gi35l 


9205220038 Foiwa«)s CNWRA repi enWIect, "Usa ol Lonsaf-Term Data m Ro^ 
Technical Licensing Issues” for info Rept may bo useful in DOb analysis or oaiiy 

HOLONIcffij^Repository Ucensiri^ & Quality ^^surai^o Project Dlroctornie (Post 
881120) HLWR 92/05/13 ROBERTS.J P Energy. Dept of ^SPP 61701 2G2- 




-9205190252 Rov 1 to QA tmplement'ng Procedure OAIP 1 2. “Organization” 

'* Sand.a Nat'onal Laboratories HLWR 92/05/31 98pp 61799 271-61799 351 

9205 190316 Towards Auda Repl YMP92 13 DOE Ole of Civilian Radwaste Mgt Ofc 
of QA Audit Rept for Audil of USGS Mcrcury.NV & Denver CO,” conducted 920401 
10 Three CorrccLve Action Requests were issued as result of audit 
HORTON OG Energy Dept of HLWR 92/05/14 HAYES LR Intenor, Dept of. Ge- 
ological Survey Ip 6175? 235 61757 272 

-9 205 1903 IB YMP-92-13 Audit Rept “DOE Ofc of Civilian Radwaste Mgl Ofc 0l QA 
Audit Repl for Audit of USGS Mercury.NV & Denver, CO." conducted 920401-10 
WARREN CC, HORTOrVDG, SPENCE.R E Energy. Dept of HLWR 92/06/13 
37pp 6175? 237-61757 272 

9205190340 Forwards 92Q513 FR notice requesting public comments on two guidance 
documents re disposal of mall in U mill tailings impoundment & use of U mill feed mall 
other than natural ores Requests review & comments on subj documents 
BERNERORM Off'ce of Nuclear Material Safety & Safeguards 92/05/14 
LOWRAflCE.SK Environmental Protection Agency 9pp 61733 351 61733 359 


9205220135 Forwards "Ofc of Civilan Radwaste Mgt QA Aucfil YMP'02-ia of Raytheon 
Sves NV Las Vdoas.NV,” tor period 920622-26 ^ 

HORTON, DG ffiwgv.OepI of HLWR 92/05/18 BULLOCK RL Haythoon Somico 
Co HOOKS, K.R NRtJ - No Detailed Affiliation Given 2pp 61814 043-61014 049 

-9205220140 "Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP 02-10 of 
Raytheon Sves NV.Las Vegas NV," for period 920622-26 ^ 

MCFALL,KT , HORTON, OG Energy, Dept of HLWR 92/05/12 5pp 61814 Q4 5- 
61814 049 

9206260094 Forwards Audit Repl HQ 92-02, "DOE Ofc of Civilian Radwaslo Mgl Ofc ol 
QA Audit Repl of Oak Ridge Natl Lab Activities,” for period 920224-26 
HORTON, DG Energy. Dept ol HLWR 92/05/20 COLLIER.R 
Laboratory BELKE.B NRG - No Detailed Affiliation Given 2pp 61814 101 61 81 4 123 

-9205260100 HQ 92 02 "US DOE Ofc of Civilian Radwaste Mgt Ofc QA Audit Ropt of 
ORNU Aclivilles Audit HQ-92-02," for period 920224-26 

BROWN.RD, HOnTON,DG Energy, Dopl of HLWR 92/05/20 21pp 61814 103- 
61814 123 


9205190351 Requests that appropriate staff be made available for discussions w/C 
Jurwrnan & S APbrect of German util, Preussen Elektra on 920625 Agenda end 
BEFNERORM Office of Nuclear Material Safety & Safeguards 92/05/13 
YOUNGBLOOD.B J Division of H.gh Level Waste Management (Post 070413) 
CUNNINGHAM.R E Divtson ol industnal & Medical Nuclear Safely (Post 870729) 
BANGAHTRL Division of Low Level Waste Management & Decommissioning (Post 
870413) 4pp 61740 214 61 740 220 

-9205190355 Requests info on burned fuel storago.condilioning of burned fuel for direct 
disposal.dtrect dispo^Lwaste conditioning, interniediate storage of waste & final dis- 
fM>sal of waste S AJbrechl & CR Jungman to be in US in Juno. 1992 for tours 
* PreussenEIektra 92/04/07 Office of Nuclear Maienal Safety & Safeguards 3pp 
61740 218 61740 220 

9295200055 Forwards FR nobce published on 920513 soliciting public comments on 
two proposed guidance documents & associated staff analysis by 920612 
BANGART.RL Division of Low-Lcvel Waste Management & Decommissioning (Post 
870413) 92/05/14 WHITFIELO.RP Energy. Dcpt of Itpp 61774 303 61774 326 

-9205200061 Submits partial response to 891005 Ur to JE Baubhtz on disposal of 
sereci wastes such as naturally occurnng & accelerator produced radwaste 
malls Supports transfer of commerciai mJling site to DOE 

WHITFIELD, RP Energy Dept of 90/11/16 BANGART.RL Division of Low-Level 
Waste Management & Dccoirtmissiorung (Post 870413) 2pp 61774 314 61774 315 


9205260108 Forwards guidance for implemBnting UMTRA project long-term survolllonco 
program.dtd Apr 1992,for review & comment 

CHERNOFF,AR Energy, Dept of 92/05/14 SURMEIER.JJ Uranium Rocovory 
Branch (Post 901230) 3pp 61787 317-61787 320 

9205260119 Forwards licensing implementabon plan for Canonsbury & BurroU.PA.U Mill 
Tailings Disposal Sites 

CHERNOFF.AR Energy. Dept of 92/05/18 SURMEIER,JJ Uranium Rocovorv 
Branch (Post 901230) &pp 61786 353-61 786 358 

9205260123 Forwards draft proposed rulemaking for lOCrnso. "Dosign Basis Evonla 
for Geologic Repository Operations Area " Briefing to ACNW on sub) scheduled for 
020529. 

YOUNGBLOOD.B J Division of High Level Waste Management (Post 670413) HLWR 
92/05/21 FRALEY.RF Advisory CommlUeo on Nuclear Waste 23pp 61088 013- 
61888 035 

9205260139 Trip repl of 920507 visit to Nevada Test Silo/ Yucca Mountain & atlond* 
ance at American Soc for QC 920503-06 conferanco in Las Vegas, NV ro QA aclivflloa 
associated w/ neutron access borehole core drilling at test si to 
HOOKS.KR Repository Licensing & Quality Assurance Pfojocl Oiroctoralo (Post 
881120) HLWR 92/05/21 HOLONICH.J J Repository Licensing &. Quality Assuranco 
Project Directorate (Post 681120] 2pp 61888 036 61888.037 


-9012280051 Responds to issues raised at 901211 meeting asking for clarification on 
several points re 901116 response from Whitfield to Bangarl on non by product waste 
malls being placed in mill tajhngs impoundments 

LIGHTNER.RG Energy, Dept of 90/12/24 LOHAUS.P H Operations Branch 
(870413 901229) 1p 61774 316 61774 326 


9205200140 Responds to 920228 request for response to questions resulting from 
rpoelings w/iicensees m Northwest Compact Issues cover U decay chain, return of 
waste water after treatment & disposal of low level radwaste 
BANGART.RL Division of Low Level Waste Management & Decommissioning (Post 
870413) 92/05/07 CARUN.E Northwest Interstate Compact on Low-Level Radioac- 
tive Waste Management lOpp 61743 227-61743 236 


9205200160 Verifies corrective action & closure of corrective action request YM 92-021 
resufting from Yucca Mountain QA DjV Audit YMP 92-09 of SANL Results satisfactory 
SPENCE.R E Energy, Dept of HLWR 92/05/12 BLEJWASJE Sandia Nabonal 
Laboratories 3pp 61791 232-61791 234 


Civilian Radioactive Waste Mgt QA Audit Plan for Audit 
92(»C6 12 Eiectneat & Engineering Co.Inc Las Vegas.NV." for penod 

HORTON.DG Energy. Dept of HLWR 92/05/11 PRITCHETT.R F Reynolds Efectn- 
f ^ hooks, K R NRC No Detailed Affiliation Given 2pp 

61766 142-81766 147 


9206260166 Forwards announcement for fourth & final mil symposium on OEOO/NEA 
Stripa Project to be held in Stockholm, Sweden. 921014*16 

ISAACS, TH Energy, Oopt of HLWR 92/06/15 Energy, Dept of Gpp 61088 030- 
61808 043 


9205280002 Forwards first draft of Workingpaper entitled, ‘Technical AasIstancQ to EPA 
on 40CFR191 " Draft supports DOE commonis on EPA ropromutaallon of MLW dis- 
posal std 

GUNTeR.JW Energy, Dept of, HLWR 92/05/15 YOUNGBLOOD.B J Division of 
High-Level Waste Management (Post 070413) 2pp 

-9205200084 Draft Workingpaper enlilled, "Technical Assistance to EPA on 
40CFni91 " 

* Energy, Oepl of HLWR 92/05/11 100pp. 


9205280131 Forwards final "Mods to Remedial Action Plan S Sito Design for Slablliza- 
tion of Inactwo U Mill Tailings Site at Green River, UT " 

CHERNOFF.AR Energy. Dept of 92/05/19 SURMEIER.JJ Uranium Rocovory 
Branch (Post 901230) ip 61908 271-61900 290 


•9205280132 Final "Mods to Remedial Action Plan & Site Design for Stabilization of 
Inactive U Mill Tailings Site at Green River.UT ” 

* Energy, Dept of 92/02/29 19pp 61908*272 61908 290 


-92052W180 “Ofc of Cwlian Radioactive Waste Mgt OA Audit Plan for Audi! YMP-92- 
Engineering Co, (nc Las Vegas.NV," for period 920608 12 
Energy, Dept o! HLWR 92/05/11 4pp 61766144 

D 1 /OO 

92052 103(M Notification of 920602 meeting w/OOH & Slate Of NV in RockwIJe MO (0 
NRC/DOE procedural agreement 

1 Licensing & Quality Assurance Project Directorate (Post 

881 1 20) HLWR 92/05/14 JOHNSON.R L Repository Licensing & Quality Assurance 
Project Directorate (Post 8B1 120) 2pp 61791 263 61791 264 

9205210312 Submits Phase I review of Study Plan 83 1 173 1. "Relevant Earthquake 
Sources Appears that conduct of acUvities desenbed in study plan will not have 
major impacts on respository performance 

Assurance Project Directoralo (Post 
92/05/12 ROBERTS.JP Energy. Dept of 3pp 61791 265- 

9205220028 Urges DOE to jxowde NRC w/updaled version of Waste Acceptance Proc- 
forms.[n response to DOE Itrs dtd 910821.1 106 & 1209 

8^^1201 HLWR^‘^9?m?7in*^Dnl^ Directorate (Post 

61791^0^^'^” 92/05/19 ROBERTS.JP Energy, Dept of 3pp 61791 266- 


9205280136 Notification of 920603 technical exchange w/DOE to discuss NRC plans 
lor contiriued development of draft Reg Guide. "Formal & Content of Lfconso Appiicn- 
Ifon for HLW Repoailory " 

& Quaiily Assurance Project Directoralo (Post 
R L Repository Liconstog & Quality Assurance 
61884 161-61084 163 


DELLIGATTI.M S Repository Licensing 
891120) HLWR. 92/05/20 JOHNSON 
Project Directorate (Post 981120) 3pp 


r mriw iiu¥v iiiyi prugruin. jjwr 


roiwaros notice 01 upcoming meetings 
FRN 840827. » a 

Licensing & Quality Assurance Project Directoralo (Post 
8B112(J]i HLWR 92/05/26 Repository Licensing & Quaiily Assurance Proioct Direc- 
torate (Posi 881 1 20) 2pp, 61 888 1 29-6 1 8BB*1 29 


9205280222 Fowards "Final TER for Proposed Remedial Action of Rifle.CO U Mill Tail- 
mgs Site to documefTt review of final Remedial Action Plan & Site Dosign & Romodial 
Action losp Plan, Rev C for site, 

Recovery Branch (Post 001230) 92/05/20 

CHERNOFF,AR Energy, Dept of Ip 61900 216-61909 282. 


Proposed Remedial Action of Rifle, CO U Mill Tailings 
OSrtTwpp 6?90e27M1M928a"°®®'"°"' * (P®*' 870^13) 02/ 


9205220033 Ferwards SECY-92- 167, “Quarterfy Progress Repl on Pre- Ucansina Phase 
ScSSIffn Radwaste Mgt PrewraS' for info^ ^ 

of Nuclear MateriaJ Safety & Safeguards HLWR 92/05/19 
BARTLETTJW Energy Dopl of lipp 61791 271 61791 281 


DOE responses to four open Issues in 
evaluation rept on Gunnison. CO preliminary final remedial action 
gan Open Issues cover placement of tailings 

Recovery Branch (Post 901230) 92/05/27 

CHERNOFF,A R. Energy, Dept of 1 p. 61884 245-61894 245 
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9205260230 Responds to 920501 Ur providing cornments on NRC ptans to- issue rev lo 
1 983 technical position on radwaste dassdication Dratt of revised position wtll be pub 
Ijshaci in FR for comment 

AUSTIN, J H Decommissioning & Regulatory Issues 9ranctt (Post 901230) 92^05/24 
ALISSf,M S Edison Electric Institute 1p 618Q4 244 61 004 244 

9205280231 Trip rept of attendance at first public meeting of Federal FaciJilies Environ 
Restoration Dialogue Committee m Washington, DC on 920430 
WeBER.M F Decommissioning S Regulatory Issues Branch (Post 901230) 92/05/21 
AUSTIN. J H Decommissioning & Regulatory Issues Branch (Post 901230) 5pp 
61884 347 61884 351 

9205280233 Forwards trip rept of attendance at IAEA consultants meeting on 920406- 
10 in Keswick, Engl and, prepared by Sandia Key points raised at meeting included 
write up & results from test case 1 problem W/o end 

THAGGARD.M Low-Level Waste Managemonl Branch (Post 901230) FIN A-1764 
92/05/22 LOHAUS.PH Low Level Waste Management Branch f Post 9012301 Ip 
61884 264 61084 264 

Q205280240 Submits results of review of three scenarios proposed by MK Ferguson for 
moviHig tailings at Fall City.TX site prior to NRC formal concurrence in remedial action 
activities No remaining issues noted to impact scenario implomonlation 
SURMEIER.JJ Uranium Recovery Branch (Post 9012301 92/05/21 

CHERNOFF.AR Energy, Dep I of 2pp 61 884 262 61884 263 

9205280261 Responds to Itrs ra concerns on listing American Medical Sysjnc in NRC 
site decommissioning mgt plan SECY-91 -271 re strategy for enforcing financial assur- 
ance requirements of decommissioning rule for matia licensees end 
BERNERO.R M Office of Nudear Material Safety & Safeguards 92/05/20 STEIN.S 
Advanced Medical Systems, Inc 13pp 61084 169 61884 101 

920529000B Confirms attendance of R Nelson & L Person at 920612 Roglon I Power 
Reactor Radiation Protection Managers meeting to address subj of inlenm low level 
radwaste storage issues 

LOHAUS.PH Low Level Waste Management Branch (Post 901230) 92/05/27 
JOYNER.JH Region 1 (Post 820201) 3pp 61912 232-61912 234 

9205290017 Extends appreciation for opportunity to testify before Stale o1 Ml Subcom- 
mittee on Low Level Radwaste on 920505.in response to questions posed In 020414 
Itr 

BANG ART, R L Division of Low Level Waste Management & Decommissioning <Post 
870413) 92/05/22 ALLEY .T Michigan, Stale of 2pp 61912 226 61912 220 

9205290034 Advises that NRC preparing document to address potential allernalo con- 
centralion limits for Title II U mills for cases requiring considerations different than 
cases In technical position 

TAYLOR. J M Ofc of the Executive Director for Operations 92/95/16 FRALEY.R F 
Advisory Committee on Nuclear Waste 5pp 61875 340 61875 353. 

9205290135 Discusses comments of NRC staff on Commonweal lb of Massachusalts 
Dept of Health proposed regulations tor emission standards for radionuclide omissions 
from commercial nuclear power stations (105 CMR 123 000) 

BERNERO.R M Office of Nudear Material Safely & Safeguards 92/05/16 
HALLISEY,RH Massachusetts, Commonwealth of 10pp 61094 346 61894 361 

9205290171 Submits info re status of NRC reviews of study plans & rotated DOE silo 
characterization repts Requests that DOE provide schedule w/dales when study plans 
A olhor documents will be sent lo NRC for review In FY93 

HOLONICH.JJ Repository Licensing & Quality Assurance Proioct Directorate <Post 
081120) HLWR 92/05/26 R08ERTS.J P Energy. Dept of Cpp 61G08 176- 

61888 182 

9205290176 Responds to 920424 Itr transmitting "Mined Goologlc Disposal Sys Anno 
taled Oullme Skeleton Text for Preparation of License Application " 

HOLONICH.JJ Repository Licensing & Quality Assurance Projecl Directorato (Post 
881120) HLWR 92/05/22 ROBERTS.J P Energy, Dept of 2pp. 61886 163- 

61888 184 

9205290187 Forwards "Yucca Mountain Site Characlenzalion Projacl Technical Data 
Base Quarterly Rept," for period Jan - Mar 1992 

ROBERTS.jp Energy, Dept of HLWR 92/05/22 HOLONtCH.JJ Roposilory Li- 
censing & Quality Assurance Projecl Diroctorato (Post 881120 2pp 61011 194- 
61912 042 

-9205290191 "Yucca Mountain Site Characterization Project Technical Data Base 
Quarterly Rept,” for period Jan - Mar 1992 

* Energy, Dept of HLWR 92/03/31 200pp 61911 196 61012.042 

9205290195 Forwards "Yucca Mountain Site Characterization Projecl, Monthly Aclivily 
Rc^L”l Ma^^1992 & Ofc of Geologic Disposal Weekly Hightighta for wits ending 

PRESTHOLT.PT, GILRAY.JW NRC - No Delalfod Affiliation Given HLWH 02/05/ 
21. HOLONICH.J Repository Licensing & Quality Assurance Pro] act Directorate fPosI 
881120) 24pp 61912.043 61912 139 

-92'95290197 "Yucca Mountain Site Characterization Project.Monlhly Aclivily Rept," 
Mar 1992 

* Los Alamos National Laboratory HLWR 92/03/31 70pp 61912 066 61012,139 

9205290208 Forwards "Technical Assistance to US EPA on 40CFR101,'' 

ROBERTS, JP Energy, Dept of HLWR 92/05/21 HOLONICH,J.J Repository Li- 
censing & Quality Assurance Project Directorate (Post 881120). 2pp 61895 001- 
61895 145. 

-9205290215 "Technical Assistance to US EPA on 40CFR191 " 

^ Energy, Dept of. HLWR 02/05/11 150pp 61895 003-61895145 

9205290214 Forwards Program Managers Periodic Rept (PMPR) PM PR 02-08, 
"CNWRA Program Managers Periodic Rept on Activities of CNWRA" for 020411- 
0508 

STILTENPOLE,B NRC - No Detailed Affiliation Given HLWR 92/0S/27. LINE HAN, J 
Divisfon of High Level Waste Management (Post 870413) 8ALLARD.R Geology & 
Engineering Branch (Post 910506) BROWN, W Program Manage meml. Policy Devel- 
opment & Analysis Staff (Post 870413) 2pp 61888 185 61808 220 


“9205290218 Forwards Program Managers Periodiic Rept (PMPR) PMPR 92 08. 
"CNWRA Program Manager Periodic Rept on Activillos of CNWRA" for 920411-0508 
LATZ.JE Center for Nuclear Waste Regulatory Analyses HLWR 92/05/20 
KNAPP.M R Division of High-Level Waste Management (Post 870-413) Ip 
61868187-61808 187 

“9205290221 PMPR 92-00 “CNWRA Program MeJTagars Periodic Repl orv Activities of 
CNWRA" for fiscal reporting period 92041 1-050B 

• Center for Nuclear Waste Regulatory Analyses HLWR 92/05/22 NRC - No De- 
tailed Affiliation Given 42pp 61888 180 61888 229 

9205290266 Forwards Rev 4 to Version 4 of "Yucca Mountain Site Characterization 
Project Rof Info Base." Rev 0 to Procedure OMP 04-03 & Rev 1 to Procedure AP- 
6 170 

GILRAY.JW NRC - No Da tailed Affiliation Giver> HLWR 92/05/19 HOOKS.K Re- 
posttory Licensing & Quality Assurance Protect Diroctorate (Post 381 120) Ip 
61896011 61896 310 

--9266290275 YMP/CC-0002 H04 Document Change Notice 5 lo Rev 4 lo Version 4 of 
"Yucca Mountain Site Charactcn-zation Project Ref Info Base" 

• Energy. Dept of. HLWR 92/04/01 200pp 61696012-61896 255 

“9206290280 RevO to Procedure QMP04 63, "Technical Directives " 

BLANCHARD.M Energy. Dept of HLWR 92/04/24 24 pp 61896 256 61896278 

“9205290282 Rev 1 lo Procedure AP-6 17Q. "Classificalion of Stems Important to 
Salety & Waslo Isolation " 

GERTZ,CP. HORTON.DG Energy. Dept of HLWR 92/04/23 32pp 61896 279- 
61896 310. 

9205290341 Forwards executed Mod A01 1 to Cooperalive Agreement DE FC04- 
fl3AL1626B between DOE & Navajo tribe of Indians 

THOMAS, MJ Enorgy, Oopt of 02/05/14 SURMEIER.J Uranium Recovery Branch 
(Post 901230) 3pp 61875 356 61875 353 


WASTE RES WASTE MANAGEMENT RESEARCH REPORTS 


9206650255 Forwards Woods Hole Oceanographic Inst & Vanan/Boverly Microwave Div 
financial assurance submittals for review Action taken wtthin scope of currenl con- 
tract (FIN L-1650) W/o ends 

BYKOSKI.LM Decommissioning & Regulatory Issues Branch (Post 901230) FIN t- 
1658 92/04/21 BAILEY, P IGF, Inc Ip C1596 351-61596 351 

9205280238 Forwards trip rept of attendance at IAEA consultants moollng on 020406- 
10 tn Keswick.Encland.pmparod by Sandia Key points raised at meeting Included 
write up & results Irom test case 1 problem W/o end 

THAGGARD.M Low -Level Wasla Management Branch (Post 001230) FIN A-1764 
92/05/22 LOHAUS.PH Low-Level Waste Managemonl Branch (Post 001230). Ip 
61884 264-61864 264 


XPORTLIC EXPORT AND IMPORT LICENSES 


9203190218 SECY-92 006 Requests approval for Issuance of Ifconae to C E for export 
of two pressurized water reactors lo Republic of Korea 

DENTON.HR Office of International Programs (Post 011117) 92/03/13 lipp 
61515121-61515 131. 

9204160200 SECY-92'126 Recommends authorization of Issuance of licenses to Gerard 
Ktuyskens Co,(nc lo export rare earth polishing mails, primarily cerium oxides contain- 
ing thorium and/or U above 005% lo max of 0 26% 

DENTON, KR Office of International Pronrama (Post 911117) '92/04/10. IGpp 
01770040-61779063 

9205010042 Approved notation volo response shoot re SECY-92 086, "Proposed Li- 
conso lo Export Two Reactors (Ulchin Units 3 & 4) lo Republic of Korea (XRIBS)" 
DE PLANQUE Commlsa loners (Post 7501 19) 92/03/20 CHILK.S J Office of the Soc- 
rolary of the Commission 1p 61516 230 61613 230 

9206010046 Approved notation vo-le response sheet w/commenls re 6ECY-92-086, 
"Proposed License to Export Two Reactors (Ulchin Units 3 & 4) lo Republic of Korea 
(XRlSaj" 

CURTISS Commissioners (Post 750119) 92/03/24. CHILK.S J Office ef the Soc/o- 
tary oUhe Commission Ip 61516 231 61516 231 

9206010048 Approved notation vole response sheet re SeCY-92-0fl6, "Proposed Li- 
cense lo Export Two Roaclorfi (Ulchin Units 3 & 4) to Republic of Korea (Xni53) " 
THE CHAIRMAN, SELIN.I Commissioners (Post 750119) 02/03/25 CHILK.S J 
Oifico of the Secretary of the Commission Ip 61516 232 61516 232, 

920SQ 10050 Staff requfroments memo re SEGY-92 086, "Proposed License to Export 
Two Reactors (Ulchin Units 3 & 4) to Republic of Korea (XR153)." Commission op- 
proved Issuance of export license to C E tor export of reactors to Korea 
CHILK.SJ Offico of the Secretary of the Commission 92/04/06 DENTON.HR 
Office of rnlemalional Programs (Post 911117) Ip. 61516 233 61516 233. 

9205010116 Confirms transfer iloms listed In attachment per Note 89 will bo held sub- 
ject to Agreomont upon entry Into territorial jurisdiction of Japan & that proposed re- 
ceipents ara authorized persons in Japan. 

‘Japan 92/03/12 US Embassies 4pp 81516 168-61516171 

9205010173 Application for amend to llconso, Increasing quanlltlos of SNM for U'235 as 
listed & extending expiration date of license to 951231 

MURBAY.DL General Electric Co DLM9228 92/04/14 Office of Intornallonal Pro- 
grams (Post 91 11 17) 2pp 61516:104 61516 195 

9205070053 Application to amend license, XR-01 26 to allow for shipment of spare parts 
In support of TRIG A Mark II research reactor delivered to Bangledesh 6 to extend 
ported of license by six years. until 8BQB23 

ASUMUSSEN.K E General Atomics (formerly GA Technologies, Inc /General Atomic 
Co) SHP-ie92. 92/04/09 PETEFSOM.MR, Office of Internalionel Programs (Post 
911117) Ip 61592^351-61592,351 
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&205Q70057 ApplicaKon Jor license to export natural & enriched UF& to Japan 
MATSUOKA.T Mitsui & Co (USA), Inc MBK*T2 FI13 92/04/10 Ip 61592 345^ 
61592 345 

9205070072 Fonwards check In amount of $50000 to cover license extension toe for 
import carlificate mad a. requesting period of 60 mos 

WOODRUFF.MB Poco Graphite. Inc PGI-92L-5aMBW 92/04/14 WFIIGHT.B Oftice 
of International Programs (Post 911117) tp> 61592 349 61592 349 

9205070073 Forwards check in amount of $580 for exlei^sion ol license XMAT 0343, per 
telco n 

PIZZO.B N Aldrich Chemical Co. fnc (subs of Sigma Aldnch Corp) 02/04/20 
WHITE, B NFC - No Detailed Adiliation Given Ip 61592 350 6 1S92 350 

9205070113 Advises lhal embassy has requasted for Govt of Japan assuranco tor co 
opo ration re license XSNM-2669 

*US Embassies 92/04/07 Slate. Depl of Ip 61592 260 61592 260 

9205070123 Requests response to question re general licensing under l0CFR1lO25b 
concernirg Finland govt need lo provide no re export assurance 
JOHNSON.GA Pennsraph. Inc 92/01/07 WRIGHT,Q L Office of fnler national Pro- 
grams (Post 9111 17) ip 61592 344 61592 344 

9205070(27 Requests response to question re generalliconsing under 10CFR110 25b 
concerning Finland govt need lo provide no re export assurance 
JOHNSON.GA Ponngraph. Inc 92/01/07 WRIGHT, 8 1 Office of International Pro 
grams (Post 911117) Ip 61592 343 61502 343, 

9205070132 For^va^ds 920422 lir ffom Penngr 0 pli>,lnc requesting withdrawal of export 
llconse appllcallons XMAT 0395 & XMAT 0366 

HAUBER.RD Office of International Programs (Post 011117) 92/04/27 

THORN E,CE State, Oepl of. Buroau of Oceans & Inti Envifonmontat & Scientific Af- 
fairs. Ip 61603 320-61603 321 

-920SOS0105 Requosls withdrawal of export license applicaUona XMAT-0305 S XMAT- 
03B6 for Finland 

JOHNSON, Q A Ponngraph, Inc 02/04/22 WRIGHT. B L Office of fnlernatlonal Pro- 
grams (Post 911117) Ip 61603 321 61603,321 

9206080192 Ucenso for Ediow Inti Co to export 1,935 0 kg U 235, contained In 51,577 0 
kg UJo Koraa 

HAUBER.n D Assistant Director for Exporls, Securily & Safety Cooperation SAMDO- 
E 6/7. 92/05/06 2pp. 61605 355 61605 358. 

9205110165 Forwards check in payment for end applicallon for license lo export low 
enriched U to Japan 

UEMIYA.S Marmon Industrial 02/04/20 WRIQHT.B L Office of Intornational Pro 
grams (Post 911117) 1p 61654 343 61654 344 

-9205110169 Application for license to export 27,192 kg UF0 conlalning 1,00B kg U- 
235, to Japan 

UEMIYA,S Marmon Induslrial JJ5747 92/04/20 Ip 61654344 61654 344 

9205110218 Requosls Itr of assurance that add I mall in end amend request for export 
licenso XSNM-1630,will bo sub) to lorms & conditions of agroemenl for cooperation 
HAUBER.R D Assistant Direcior for Exports, Socurity & Safoly Cooporation 92/04/ 
29 ROONEY, J Energy, Dept of 3pp 61654*265 61654 237 

920S1 10234 Appltcalion to amend licenso XCOM 1055.10 change quantity from four to 
eight lubes, change lolaJ pounds from approx 475 lb to approx 625 lb & change total 
dollars from $27,504 to $36,0-96Chock in amount of $580 one) 

AERNI.B.L Teledyre Wait Chang Albany (formerly Wah Chang Corp) 92/04/26 
WRIGHT ,B Office of International Programs (Post 911117) Ip. 01647 360 61647 360 

9205150134 Forwards 920414 llr from util requesling amend to export llconse XMAT- 
0326 lo extend expiration dale lo 070508 

Assistant Director (or Exports, Socurily & Safoty Cooporation. 92/05/ 
91 TKORNE.CE Stale, Depl of, Bureau of Oceans & intl. Environmental & Sclenlific 
Affairs Ip 61712307 61712 308 

9205160182 License for Transnuclear.Inc to export 68 30 kg U 235 cenloEnocI In 73 164 
kg U fn form of mela! ploces.lo Canada 

HAUBER.R 0 Assisianl Direcior for Exporls, Socurily & Safoly Cooperation 92/05/ 
05 2pp 61703 347-61703 340 

9205160184 Forwards application for export license XSNM-2687,lo expert low onrichod 
U (0 Japan 

HAUBER.R D Assisianl Director for Exporls, Socurily & Safety Cooperation 92/05/ 
04 THQrnE.CE Slate, Depl of, Buroau of Oceans & Inll Envuronmenlal & Scionlific 
Affairs Ip 61703 344 61703 346. 

-9205160160 Application for license to export onnchoct UFO lo Canada 
UEMIYA.S. Marubcrl America Corp. JJ574 7 02/04/20 2pp 61703 345 61703 346 


9205160190 Responds lo 9202 is Ur requesting au(hofi7a1ion to re export Toledyno sup- 
P.'L® from Federal Republic of Germany lo Finland 



-9205150192 Discusses cladding tubes mfg from mall included in fuel order being pre- 
pared for shipment to Finland 

BUCKLEY, WH Toledyno Wah Chang Albany (formerly Wah Chang Corp) 92/02/10 
WRIGHT, B L Assistant Director for Exporls. Security & Safely Cooporation 2pp 
61703 337-61 703 336 

9205150196 Ur of assurance certifying that terms & conditions of addi agreomonl for 
cooporaliorr did 600725, as amondeo.will apply to application lo export 30,555 kg U* 
235 contain od in U to London 

FLtNGOU.C European Communilies, Commission of 92/05/04 DEDIK,T Energy, 
Dept of ip 61702 320 61702 320 

9205100363 Llr of assurance re export of UFO lo Korea 
CHO.C Korea, Republic of (South Korea) 92/04/10 DEDIK.T Energy, Depl of Ip 
61712 309-61712 309 

9205200072 llconse for Gamma Metrics to export 3,569 54 g U-235, conlainad in 
3,032 9 g U.to Belgium, Federal Republic of Germany, France, Spa In & U K 
HAU8ER,R D. Assistant Direcior for Exports, Security & Safely Cooperation 92/05/ 
13 3pp 61742 355-61742 357 

920520-0079 Amend 1 to license for Aldnch Chemical Co to extend expiration date to 
940430 

HAUBEH.R O Assistant Director for Exporls, Security & Safely Cooperation 92/05/ 
15 Ip 61742 360-61742 361 

9205200287 Forwards repl fisting ait export actions completed by NRC during Apr.oll 
new e^orl applications received In Apr & all cases pending as of 020430 
HAUBER.R D Assistant Director for Exporls. Security & Safety Cooporalion 92/05/ 
08 DELABARRE.R. State, Depl of 4pp 61725 003 61725 006 

9205200292 Executive Branch position re Manufacturing Sciences Corp application to 
export 38,555 kg of depleted U to UK Recommends that license be issued 
MCGOLDRICK.F Stale, Depl of. Bureau of Oceans & Inti Environmental & Scientific 
Affairs 92/05/07 DENTON.HR Office of International Programs (Post 91 1 1 17) 2pp 
61742 277-61742 270 

9205210234 Approved notation vole response ahoel re SECY-92- 126, proposed li- 
censes to export source mail lo all destinations except Cuba, Cambodia 
(Kamipuchoa), North Korea, Vietnam, China & Iraq 

DE pLaNQUE Commissioners (Post 750119) 92/04/21 CHILK.S J Office of the Sec- 
rotary of the Commission Ip 61756 203 61756 293 

9205210238 Approved notation vole response sheet re SECY-92-120, proposed li- 
censes to export source mall to all dostlnalions except Cuba.cJambodia 

(Kampuchea), North Kore 0 .Vielnam,China & Iraq 

RE MICK Commissioners (Post 750119) 92/04/24 CHILK.S J Office of the Secretary 
of the CommissEon Ip 61766 294 61756 294 

9205210-242 Approved notation vole response sheet re SECY-02- 126 on proposed li- 
censes to export source mail to all dostmations except (buba .Cambodia 

(Kampuchea), North Korea, Vietnam, China, fraq & Libya lo Ropubllce of Koroa & 
Japan 

ROGERS Commissioners (Post 750119) 92/04/15 CHILK.S J Office of the Soora 
tary of Iho Commission Ip 61756 154 61756 154 

9205219249 Approved notation vote response sheet re SECY-92- 126 re proposed li- 
consGS lo export source mat! to all destinations except Cuba.Cambodie 

(Kampuchea),North Korea.Vielnam,China, Iraq & Libya lo Republic ol Korea & lo 
Japan 

THE CHAIRMAN Commissioners (Post 750119) 92/04/24 CHILK.S J Olfico of the 
Secretary ol the Commission Ip 61756 150 61756 156 

9205210252 Staff requirements memo ro SECY-92- 126, "Proposed Licenses to 
Export Mall to all Desttnalions Except Cuba, Cambodia, (Kampuchea).Nortti 
Korea, Violnann.GhlnaJraq & Libya to Republic of Korea & lo Japan 
CHILK.S J Office of the Socrolary of the Commission 92/04/24 DENTON, H.R 
Office of Intornational Programs (Post 911117), Ip 61756 155 61756 155 

9206270254 Forwards 820420 Hr requesting amend to export license XCOM-1055 to m- 
creasQ quantity from four to eight tubes & increase weight from 475 lbs lo 525 lbs 
HAUBER,R D, Assistant Director for Exports, Security 8 Safoly CooperaUon 92/05/ 
07- THORNE.CE Stale, Depl of. Bureau of Oceans & Inll Environmental & Scientific 
Affairs 2pp 61785 305 61 785 30B 

9205290016 Amend 06 lo license for General Electric lo export 13,850 0 kg of U-235 
contained In 435.000 0 kg of U enriched to 5 0 w/o max. to Madrid, Spain 
HAUBER.RD Assistant Director for Exports, Security & Safely CJooperation 02/05/ 
22 Ip 61797 342 61707 342 

9206290023 ttconse for Marubeni America Corp lo export 1,571 0 kg of U 235 con 
tainod in 41 ,093 0 kg U.enriched to 4 45 w/o max to Japan Canadian origin mall sfilp 
ment also authorized 

HAUBER.n D Assistant Director for Exports, Security & Safely Cooperalion JJ5742 
92/05/20 2pp. 61 709 252-61799 253 
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50 458 

Q 

BECKJORD.E S 

BEACH.A & 

9205040056 

50 458 

Q 

BECKJORD.E S 

BEACH.A 3 

9205050091 

50-446 

A 

BECKJORD.E S 

BEACH.A S 

9205050093 

50*382 

Q 

BECKJORD.E S 

BEACH.A a 

9205060010 

50*456 

Q 

BECKJORD.E S 

BEACH.A a 

9205060017 

50-382 

F 

beckjord.es 

BEACH.A a 

9205060028 

50 482 

0 

BECKJORD.E S 

BEACH.A a 

9205060041 

50 445 

0 

BECKJORD.E S 

BEACH.A a 

9205060045 

50 458 

o 

BECKJORD.E S 

BEACH.A 8 

9205070204 

50-313 

o 

BECKJORD.E S 

BEACH.A 8 

9205130020 

50 382 

o 

BECKJORD.E S 

BEACH.A B 

9205130134 

50*313 

o 

BECKMAN.W 1 

BEACH.A 6 

9205150096 

50-313 

o 

BECKMAN.W L 

BEACH.A 8 

9205150106 

50 458 

Q 

BECKMAN.W L 

BEACH.A B 

9205150112 

50*382 

O 

BECKMAN.W L 

BEACH.A B 

9205150117 

50 445 

Q 

BECKMAN.W 1 

BEACH.A B 

9205150160 

50-267 

Q 

BECKMAN.W L 

BEACH.A B 

9205190116 

50 482 

0 

BECKMAN.W L 

BEACH.A e 

92061 BO 124 

50 298 

Q 

BECKMAN.W L 

BEACH.A B 

9205160148 

50 458 

0 

8ECKNER.W D 

BEACH.A 6 

92051 601 S3 

50 382 

Q 

BEEOLE.R E 

BEACH.A B 

9205160185 

50 298 

Q 

8EE01E.R E 

BEACH.A B 

9205190189 

50-462 

Q 

BEEDLE.R E 

BEACH.A B 

9205200003 

50-462 

Q 

BEEOIE.R E 

BEACH.A e 

9205200013 

50*498 

P 

BEEOLE.R E 

BEACH.A B 

9205200017 

50*482 

Q 

BEEDIE.R E 

BEACH A B 

9205220014 

50 498 

Q 

BEEOLE.R E 

BEACH A B 

9205220091 

50*285 

Q 

BEEOLE.R E 

BEACH A B 

9205260070 

50 313 

F 

BEEOLE.R E 

BEACH A B 

9205260074 

50 498 

V 

BEUNGER.J L 

BEACH A B 

9205260076 

50 498 

Q 

BEUNGER.J L 

SEACHAB 

9205270017 

50 458 

Q 

BELISLE.G A 

BEACHAB 

9205270026 

50 298 

Q 

BELISLE.G A 

BEACHAB 

9205270038 

50 285 

Q 

BELISLE.G A 

BEACH, A 8 

9205270255 

50-382 

0 

BEUSLE.G A 

BEACH.A B 

9205290005 

50*445 

Q 

BELISLE.G A 

0EACH.A B 

9205290013 

50 445 

Q 

BELISLE.G A 

BEACH,A B 

9205290015 

50 498 

Q 

aElKE.W L 

0EACH,A B 

9205290024 

50 498 

Q 

0ELKE.W L 

BEACH.A B 

9205260050 

50 445 

Q 

BELL,E K 

BEACHAB 

9205290074 

50 482 

Q 

BELL.J C 

BEACH.B 

920515009S 

50-462 

Q 

BENNECHE.P E 

BEACH, W D 

9205150241- 

CONTRACT 


BENNETT.KN 

BEAHM.EC 

9205150087 

NUREG 


BENSON.M 

BEARD,P K4 

9205040027 

50*302 

F 

6ERQ.R T 

BEARD, P W 

9205060204 

50-302 

1 

BEHG.W 

BEARD.P W 

9205080022 

50-302 

H 

BERG.W L 

BEARD,P W 

9205130046 

50-302 

P 

BERGEflJ 0 

BEARD.P M 

9205130163 

50-302 

Q 

BERGERJ D 

BEARD.P M 

9205190326 

50-302 

P 

BERGMAN.TA 

BEARD.P M. 

9205220112 

50*302 

Q 

BERKOW.H N 

BEARO.RM 

9205150029 

50 321 

R 

BERKOW.H N 

BEAUIIEU.O 

9205120208- 

50 302 

Q 

BERKOW.H N 

BEAVERJ R 

9205140316 

50 289 

F 

BERKOW.H N 

BECHHOEFERC 

92050B0055 

40 6989 


BERKOW,H N 

0ECHHOEFER.C 

9205220034 

50 312 

G 

BERKOW.H N 

BECK.GJ 

9205040040 

PR 


BERKOW.H N 

BECK.G J 

9205050177 

50 277 

F 

BERKOW.H N 

BECK.G J 

9205060005 

NUREG 


BERLINGER.C H 

BECK.G J 

9205070001 

50 277 

P 

BERLINGER.C H 

BECK,G J 

9205110092 

50*277 

P 

BERLINGER.C H 

BECK.G J 

9205130047 

REGGD 


BERLINGER.C H 

BECK.G J 

9205130051 

REGGO 


BERMUDEZ,H 

BECK.GJ 

6205140212 

60 352 

P 

8ERMUDEZ.H 

BECK.GJ 

9205140297 

50 352 

F 

BERNERO.R M 

BECK.G J. 

6205150130 

l&E 


BERNERO.n M 

BECK.GJ 

9205150155 

50 352 

P 

BERNERO.R M 

BECK.G J. 

9205210007 

50*277 

P 

BERNERO.R M 

BECK.G J 

920522013a 

50-352 

P 

BERNERO.R M 

BECK.GJ 

9205260178 

50*352 

P 

BERNERO.R M 

BECK.G J, 

9205260246 

50 277 

P 

BERNERO.R M 

BECK.G J 

9205270243 

50 277 

F 

BERNERO.R M 

BECK.GJ 

9205280160 

50 277 

F 

BERNERO.R M 

BECK,J 

9204280321“ 

PR 


BERNERO.R M 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGOnV 

9204280196* 

PR 


BERNERO.R M 

9205280261 

WASTE MGT 

6204270143' 

PR 


BERNERO.R M 

9205290135 

WASTE WGT 

8902090466' 

PR 


DERNSTEIN.R 

9204290370* 

PR 


9204080216' 

PR 


BERRY. R L 

9205190003 

50-29 

FI 

9204150013* 

PR 


BERT 

9204280038* 

PR 


9204150058* 

PR 


BERT.B 

9204270533* 

PR 


9204270275' 

PR 


BERT.G J 

9204200186* 

PR 


9204270337* 

PR 


BERTELL.R 

9204280431* 

PR 


9205260221 

50 321 

S 

BESSETT.P 

9205010281 * 

50-33 1 

P 

9204070231* 

PR 


BETHKE.GW 

9205220230* 

CONTRACT 


9204060250* 

PR 


BETTENHAUSEN.L 

9205150091 

50-277 

P 

9204080256* 

PR 


BETTENHAUSEN.L 

9205150150 

50 307 

Q 

9204100073* 

PR 


BETTENHAUSEN.L 

9205210099 

60-219 

O 

9204100140* 

PR 


BETTENHAUSEN.L 

9205260019 

50-244 

V 

9204100330* 

PR 


BETTENHAUSEN.L 

9205260026 

50*336 

V 

9204140335* 

PR 


BETTENHAUSEN.L 

9205260045 

50-220 

P 

9204160002* 

PR 


BETTENHAUSEN.L 

9205260059 

50-309 

a 

9204270415* 

PH 


BETTENHAUSEN.L 

9205270133 

50-354 

V 

9205010065 

NUREG 


BEVEN.T 

9205290069 

PRM 


9205010075 

NUREG 


BEYEA.J 

9204240076* 

PR 


9205040210 

ORG 


BEYEA.J 

9204240076* 

PH 


9205040298 

NUREG 


BHATNAGAR.J P 

9205010012 

PRM 


9205070090 

ORG 


BHAYANA.G K 

9205260109* 

50-461 

p 

9205140238 

NUREG 


BICKHAM.J 

9205210044 

50-237 

r- 

9205210176 

NUREG 


BICKHAM.J 

9205210033 

50 237 

p 

9205060053 

50 155 

R 

BICKHAM.J 

9205210040 

50 237 

p 

9205070021 

50 155 

P 

BICKHAM.J 

9205210056 

60 237 

p 

9205070025* 

50 155 

P 

BICKHAM.J 

9205210075 

50 237 

r 

0205080112 

50 165 

R 

BICKHAM.J 

9205210081 

50-1(0 

F‘ 

9205130195 

50*155 

Q 

BICKHAM.J 

9205210087 

50-10 

F 

9205210196 

50-165 

F 

BICKHAM.J 

9205210101 

50-10 

F 

9205290127 

50*155 

F 

BICKHAM.J 

0205210103 

50-10 

F 

9205290266 

50-155 

S 

BIDEN.J R 

9205280213* 

50-272 

U 

9205190274 

52*1 


BIGALBAUM E 

9205210084* 

50-213 

R 

9205110062 

50 286 

H 

BILLINGS, J 

9204240160* 

PR 


9205180095 

50 286 

P 

BINKOWSKt.J A 

9205190076 

50-302 

t\ 

9205190244 

50 286 

1 

BIN2.R D 

9205070008 

TOPREP 


9205260199 

50 333 

P 

BINZ.R D 

9205070032 

TOPREP 


9205260207* 

50 333 

P 

BINZ.R D 

0205110186 

PR 


9205260266 

50 286 

P 

BINZ.R D 

9205130066 

l&E 


9205200140 

50 206 

P 

BIONDl.G 

9204240157* 

PR 


9205280141* 

SO 286 

P 

BIRCHLEY.JC 

9205140254 

NUREG 


9206010245* 

50 286 

P 

BISCHOFF.G C 

9205210194* 

52-2 


9205050044* 

50 461 

0 

BISHOP.O A 

9204290297* 

PR 


9205270182* 

50 295 

Q 

BISSETT.P 

9205260022* 

50-244 

V 

9205050215* 

50 369 

Q 

BISSETT.P 

9205260030* 

50 336 

V 

9205120054* 

50 321 

Q 

BISSETT.P H 

9205210048 

50 300 

V 

9205270024* 

50 369 

Q 

BLACK.R E 

9204230260* 

PR 


9205270066* 

50 369 

Q 

BLACK.R E 

9204230260* 

PR 


9205270093* 

50*369 

Q 

BLAGK.S C 

9205200031 

50 498 

P 

9205270169* 

60 413 

Q 

BLACK, S C 

9205200043 

50 402 

r* 

9205050257 

WASTE MGT 

BLACK.S C 

9205200054 

50 445 

p 

9205050296* 

WASTE MGT 

BLAGK.S C 

9205200086 

50 482 

r> 

9204270421* 

PR 


BLACK.S C 

6205200121 

50 458 

r> 

9205040301 

50 397 

R 

BUCK S C 

9205210197* 

50 498 

p 

9205110188 

50 62 

P 

aUCKBERRY.B 

9204290223* 

PR 


9204150003* 

PR 


8LAHA.J L 

9205070136* 

50-336 

p 

9205130100 

50 254 

R 

aiAHA.J L 

9205110231 

COMMISSION 

9205140057 

40 8696 


0UHA.J L 

0205110254 

COMMISSION 

9204290375* 

PR 


BUHA.J L 

0205180299 

COMMISSION 

9205040287 

50 409 

F 

BLAHA.J L 

0205290276 

COMMISSION 

9205190082* 

70 1113 


BLAKE.J J 

9205050120* 

50 327 

o 

9205260159 

70 734 


BLAKE, J J 

9205050179* 

50-400 

Q 

9205200129 

50 445 

P 

BLAKE.J J 

9205120038* 

50 327 

o 

9205110235* 

50 302 

P 

BLAKE.J J 

9205120097* 

50 330 

a 

9205140089 

50 338 

P 

BLAKE, J J 

9205120159 

50-369 

s 

9205190336 

50 260 

P 

BLAKE.J J 

9205120179* 

50 348 

Q 

9205200080 

50 302 

P 

BLAKE.J J 

9205270062* 

50-261 

o 

9205200087 

50-260 

P 

BLAKE. J J 

92052701 58* 

50-200 

a 

9205200131* 

50*302 

P 

BLAKEMORE.M 

9205110236 

50-237 

s 

9205200306* 

50*338 

P 

BLANCH.P M 

9205080046 

l&E 


9205270281* 

50*338 

P 

BUNCHARD.M 

9205200280* 

WASTE MGT 

9205080064 

l&E 


BLIND.A A 

9205010170 

50 316 

s 

9205110067 

l&E 


BLIND, A A 

9205130192 

50 315 

s 

920520C029 

ORG 


BLIND.A A 

9205190275 

60 315 

Q 

9205290246 

ORG 


BLIND, A A 

9205190365 

50-316 

s 

9205Q50089 

(&E 


BLIND.A A 

9205270001 

50-315 

s 

9205190099 

(&E 


BLOCK.M L 

9205200026 

50 207 

n 

8906290452* 

PR 


BLOMBERQ.P F 

9205210169 

50*245 

s 

9204090012* 

PR 


BLOOM, P 

9204270402* 

PR 


9204270133 

WASTE MGT 

BLOSSER.J D 

9205150207 

50*403 

a 

9205080008 

40 8027 


BLOSSER.J D 

9205190330 

50 403 

R 

92051301 80 

70*135 


8LOSSER,J D 

9205210002 

50 403 

Q 

9205130269 

WASTE MGT 

BLOUGH.A R 

9205270031 

50 213 

Q 

9205190001 

WASTE MGT 

BLOUGH.A R 

9205270083 

50-213 

Q 

9205190340 

WASTE MGT 

BLOUGH.A R. 

9205200102 

50*322 

Q 

9205190351 

WASTE MGT 

BLOUGH.R 

9205070267 

50*219 

S 

9205220033 

WASTE MGT 

BLUM.M 

9204270489* 

PR 
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AUTHOR 


BLUWBERG.NJ 

BLUMBERG.NJ 

BOCANEGRA.R 

BOCANEGRA.R 

0OCKHOLD.G 

BOCKHOLD.G 

BOCKHOLO.G 

BOERRIGTER.E 

0OGER.BA 

BOQEfl.BA 

aOGER.BA 

BOQER.BA 

BOGER.BA 

BOGER.BA 

BOHER.BA 

BOHLKE.W H 
BOHLKE.WH 
BOHLKE.W H 
BOHLKE.W H 
BOHLKE.W H 

BOHLKE.W H 
BOHLKE.W H 
BOHLKE.W H 
BOHLKE.W H 
BOHLMAN,J f 

B01CE,J D 
BOLAND.A T 
BOLAND.A T 
aOLANDAT 
BOLDT.Q L 

BOLOT.G L 
aOLDT.G L 
BOLOT.G L 
BOLDT.G L 
BOLOT.G L 

BOLLWERK.G P 
BOLLWERK.G P 
BOLLWERK.G P 
BOLLWERK.G P 
BOLLWERK.G P 


BONSER.BR 
BONTE.FJ 
BORCHERT.H R 
BOREN.DL 
GORE8.RJ 

BORES, R J 
BORES.nJ 
BORES, RJ 
BORES, R J 
BOUCHER.B 

BOUDREAUX.C P 
BOULEHE.E T 
BOUflGO.E 
BOWER.FL 
BOWIE.R C 

fiOYCE.T H 
BOYO.CC 
BOZARTH.R 
8RACH.E W 
BRADFUTEJ O 

BHADFUTE,JO 

BRADI8H.T.R. 

B HADLEY, E 
BRADLEY, M. 
8RAGD0N,P W 

BHAM,SB 
B RAM, SB 
BHAM.SB 
B RAM, SB 
BRAM.SB 

BRAM,S B 
BRAM,S B 
BRAM.S B 
BRAM.S B 
BRANCH.M W 

BRANDT.RJ 
BRAY,M F. 
BREEN, JJ. 
BREIJNER.R.A 
BRELIERJ 

BBEY.H L 
BRIAN.LO 
BRIDGES, M. 
BRIDGES, M L, 
BRINKMAN.C B. 

BRINKMAN, CB, 
BRINKMAN.C B, 
BRINKMAN.C 6 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


9205150151* 

50-387 

Q 

BRINKMAN,CB 

9205070020 

52-2 


BURZYNSKI.M J 

9205260065* 

50 309 

Q 

BRINKMAN^CB 

9205070024 

52-2 


BUR2YNSKI.M J 

92050S0006* 

50 526 

Q 

BRINKMAN.C B 

9205070024 

52-2 


BURZYNSKI.M J 

9205270022* 

50 528 

0 

BRINKMAN.C B 

9205070039 

52-2 


BURZYNSKI.M J 

9205110174 

PROJ 


BRINKMAN.C B 

9205070039 

52-2 


BURZYNSKI.M J 

9205110249 

PROJ 


BRINKMAN.C B 

9205070104 

52 2 


BUSCHBAIIW.D E 

9205150068 

PROJ 


BRINKMAN.C B 

9205070104 

52-2 


BUSCHBAUM.D E 

9204290247* 

PR 


BRINKMAN.C B 

9205070134 

52-2 


BUSH.TE 

9205120290 

50 254 

Q 

BRINKMAN.C B 

9205070134 

52-2 


BUSS.D B 

9205200122* 

50 344 

P 

BRINKMAN.C B 

9205180324 

52-2 


BUTCHER.RC 

9205210178 

50-346 

P 

BRINKMAN.C B 

9205100324 

52-2 


BUTCHER,HC 

9205260253 

50-498 

P 

BRINKMAN.C B 

9205190154 

52-2 


BUTCHER, R C 

9205280267 

50-498 

P 

BRINKMAN.C B 

9205190154 

52-2 


BYAN,J B 

9205290336 

50 267 

P 

BRINKMAN.C B 

9205200197 

PROJ 


BYE,M 

9205180202* 

50 461 

P 

BRINKMAN.C B 

9205200197 

PROJ 


BYKOSKI.L M 

9205050292 

50 335 

S 

BRINKMAN.C B 

0205210180 

52-2 


BYRNE.J J 

9205080080 

NUREG 


BRINKMAN.CB 

0205210189 

52-2 


BYRON, B B 

9205130211 

50 335 

S 

BRINKMAN.C B 

9206220133 

52-2 


BYRUE.EG 

9205140026 

t&E 


BRINKMAN.CB 

9205220133 

52-2 


CADE.M S 

9205180119 

60 250 

P 

BRINKMAN.C B 

9205280060 

52-2 


CADENA.DG 

9205220188 

50-250 

P 

BRINKMAN.C S 

9205060171 

50-220 

P 

CAHILL.W J 

9205260225 

50-260 

P 

BRINKMAN.C S 

9205100358 

50-220 

P 

CAHILL, WJ 

9205260231 

50-250 

P 

BRINKMAN,0 S 

9205290163 

50-220 

P 

CAHILL.WJ. 

9205270036 

50 250 

P 

BRODY.M. 

9204280240' 

PR 


CAHILL,^4^ J. 

92042400B5* 

PR 


BROERSMA.D 

9204270423* 

PH 


CAHILL,WJ 

9204150224* 

PR 


BROHM.K R 

9205140192 

50-254 

S 

CAHILL.W J 

9205050163* 

50 250 

Q 

BRONS.JC 

9205180042 

60-322 

G 

CAHILL.W J 

9205120119* 

50 324 

Q 

BROOKS, B 

9204270360* 

PR 


CAHILL.W J, 

9205270009* 

70-143 


BROOKS.P P. 

9206050296* 

WASTE MGT 

CAHILL.W J 

9206040001 

50 302 

S 

BROTT.N K 

9205200223 

60-255 

F 

CAHILL.W J 

9205040020 

50-302 

S 

BROUGHTON.TG 

9205010210 

60 210 

1 

CAHILL.W J. 

9205120209 

50-302 

s 

BROUQHTONJ G 

9205070145 

50 289 

Q 

CAHILL, WJ 

9205130259 

50-302 

R 

BROUQHTONXG, 

9205190052 

50 289 

R 

CAHILL.W J 

9205190076 

60-302 

R 

BROUGHTON,! G 

9205190226 

50-209 

P 

CAHILL.W J 

9205220205 

50-302 

S 

BROUGHTON .T.G. 

9205190227* 

60-289 

P 

CAHILL.W J 

9205080063 

50 348 

Q 

BROUGHTON ,T,G 

9206270027 

50 269 

P 

CAHtLUWJ. 

9205110106 

50 346 

G 

BHOUGHTON.T.G 

9205270035* 

60-289 

P 

CAHILL.W J. 

9205150045 

50 348 

Q 

BROWN, B 

0204260105* 

PR 


CAIN.C L 

9205150054 

50-348 

G 

BROWN, BW 

9205080157* 

72-1007 


CAIN.C L 

9205290064 

50 340 

G 

BROWN.C M 

9204290067“ 

PR 


CAIN.C L 

9205120244* 

50 424 

Q 

BROWN.NG 

0204270168* 

PR 


CAIN.C L 

9205010017 

PRM 


SROWN.PT 

9204260140* 

PR 


CAIN.C L 

9204240270* 

PR 


BROWN.R B. 

0205260063 

40 8794 


CAIN.C L 

0205220027* 

40-8027 


BROWN, R D 

0205260100* 

WASTE MGT 

CAJKAiW Q 

Q205040015* 

50-277 

Q 

BROWN.R W 

9204240129“ 

PR 


CALDERON, C 

9205040049* 

50-277 

Q 

BROWN.SC 

92050 60022 

50-155 

F 

CALOWELL.CW 

9205040104* 

50-225 

Q 

BROWN. SC. 

9205200199 

60-155 

F 

CALDWELL, J 

9205080134* 

50-334 

Q 

0ROWN.S.W 

9205140208 

50 312 

P 

CALDWELL.J.L 

9205270202* 

50-300 

Q 

0ROWN,a W. 

9205160186 

60 312 

P 

CAL DWELL ,J L 

9204270478* 

PR 


BRUCE R.M 

9205180009 

PRM 


CALDWELL.J L 

9205280270 

TOPREP 


BRUST.F. 

9205200073 

NUREG 


CALDWELL JL 

9205160173 

50-293 

R 

BUA.M J. 

0205040255 

50-312 

R 

CALLAGHAN, P 

9205200125 

50-275 

R 

BUCHANAN.S 

9204280403“ 

PR 


CALLAN.L J 

9205260065* 

50 309 

Q 

BUCKLEY.QC 

9205010211 

50-280 

P 

CALLAN.L J 

9205140044 

70 093 


BUCKLE Y.BC 

0205140264 

50-280 

P 

CALLAN.L J 

9205210314 

62-2 


BUCKLE Y.BC 

9205220243 

50 200 

P 

CALLAN.L J 

9205220010 

70-824 


BUCKLEY.B C, 

9205260259 

50 280 

P 

CALLAN.L J. 

9204270527* 

PR 


BUCKLEY.J. 

9205080015 

WASTE MGT 

CALLAN.L J 

9205180320 

WASTE MGT 

BUCKLEV.W H 

9205150192* 

XPORTLIC 


CALLAN.L J 

9205070143 

50 206 

P 

BUNGE.MC 

9204230030* 

PR 


CALLAN.L J 

9205110291 

50-206 

V 

BURBA, L 

0205290212* 

60-369 

K 

CALLAN.L J 

9205200208 

50 525 

S 

BURDA.AJ 

0204240223* 

PR 


CALLAN.L J 

9206210251 

60-219 

R 

BURKE.BA 

9205160268 

50-410 

S 

CALLAN.L J 

9204290319’ 

PH 


BURKE. J P. 

9205060218* 

60-362 

n 

CALLAN.L J 

9204200498* 

PR 


BURKE, S, 

02042900BO* 

PR 


CALVO.J 

9205040176 

50-3 

F 

0UnKL1N.R,K 

920407026?* 

PR 


CALVO.J.A 

9205050002 

50-3 

R 

BURLING, GW. 

9204290232* 

PR 


CAMPBELL, L.L 

9205070189 

60-247 

P 

BURNETT.P.T. 

9205050022* 

50-269 

Q 

CANIANO,R J. 

9205110138 

50-3 

R 

BURNETT, PT 

9205050036* 

50-160 

Q 

CANIANO.R J 

9205140251 

60 247 

F 

BURNETT.P.T 

9206050174* 

50-369 

Q 

CANT.Q 

9205180287 

60-247 

P 

burnett.pt 

9205260169* 

60-396 

Q 

CANTOR.J A 

9205220169 

60-247 

S 

BURNETT ,R.F. 

9206130162 

71-4986 


CANTRELL, F S 

9205260197 

50-247 

R 

BURNS, LR 

9204230203* 

PR 


CANTRELL.F S 

9205270274 

60-247 

S 

BURNS. M F. 

9204200162* 

PR 


CANTRELL.F S 

9205190103* 

50-200 

Q 

BURRIS.S P. 

9206120161* 

70-143 


CAPHTON.D. 

92O420OSO6* 

PR 


BURRIS.S P. 

02051901&r 

70-1161 


CAPOZZI.A P. 

9205260272* 

50-213 

P 

BURSKI.R F. 

9205040042 

50-382 

1 

CAPRA, R A 

9205190078 

50-335 

R 

BURSKI.R.F. 

9205060215 

50-302 

Q 

CAPRA.R.A 

9204290411* 

PR 


BURSKI.R F. 

9205060217 

50-382 

R 

CAPRA ,R A 

9204280298* 

PR 


BURSKI,R.F 

9205060264 

50 382 

Q 

CAPRA,R.A 

9204230239’ 

PR 


BURSKI.R.F. 

9205110229 

60-362 

F 

CAPRA.R A. 

9204270259* 

PR 


BURSKI.R.F. 

9205120130 

S0-3B2 

H 

CAPRA, n A 

9205290151 

50-254 

S 

BURSKI.R F. 

0205120175 

50-362 

J 

CAPRA.R A. 

9205050232 

60-254 

s 

BURSKI.R F. 

9205159025 

50 302 

R 

CAPRA ,R 1 A 

9205010195 

62-2 


BURSKI.R F. 

9205200020 

69 382 

Q 

CAPnA,R,A 

9205040204 

52-2 


BUR2YNSKI.MJ. 

9205040053 

PR 


CAPBA.R A. 

9205040204 

52-2 


BURZYNSKLMJ 

9205060003 

NUREG 


CAREY, W E 

9206070020 

52-2 


BURZYNSKI.MJ 

9205060132 

50 259 

F 

CAREY ,W E 


ACCESS80N 

HUMBER 

9205080037 
9205150077 
9205180029 
9205210011 
92052 90326 

9205050241 
9205120291 
9204270057 ‘ 
9205130309* 
9205120003* 

9205120168* 

9205220029* 

9205040246 

9204240172* 

9205050255 

9205190258’ 

9205200155* 

9204270142* 

9205010005* 

9204230162* 

9205050062 

9205050071 

0205050241 

6205050242 

9205060115 

6205070216 

9205070296 

9205060176 

9205120291 

9205130005 

6205180179 

9205190250 

0205190308 

0205190321 

9205270229 

9205280024 
9205290239 
92050501 13* 
9205060061* 
9205070210 

9205130078* 

0205130310* 

9205220055* 

9205270006 

9204270402* 

0205120131 
9205260030* 
920511 0066* 
9205220024* 
0205260220* 

6205200262* 

9205200272* 

9205050100 

6205000014 

9205060067 

9205080057 

9205130074 

9205130077 

6205100166 

9205220035 

9205220047 

9205220062 

9205260085 

9205260227 

9205010286 

9205260229 

92052900B3* 

9205120122* 

920519D149 

9205070270 

0205160160 

9205050067* 

9205120253* 

9205270145* 

9205160161* 

9205060123* 

9205150212 

9205160228 

9205160239 

9205150242 

9205200023 

9205200285 

9205210179' 

9205210226' 

9205200175* 

9205200240' 

9204240112’ 

9204240112' 


SUBJECT 


CATEGORY 

50 327 

H 

50 259 

F 

50 327 

P 

50 399 

H 

59 259 

F 

50 445 

S 

50 445 

PR 

PROJ 

S 

50 335 

o 

50 250 

o 

50 250 

Q 

50 348 

PR 

F 

WASTE RES 

50 320 
ORG 

PH 

71 6400 

PR 

P 

50-445 

Q 

50-445 

O 

50-445 

S 

50-445 

P 

50-445 

R 

50-445 

Q 

50-445 

P 

50-445 

F 

50-445 

S 

50-445 

F 

50 446 

S 

60 445 

S 

50 445 

R 

60-446 

A 

50 445 

P 

50 445 

P 

60 445 

40 6927 
40 8927 
40 8027 

40 8027 
40 8027 
40 8027 
NUREG 
PR 

Q 

50-362 

S 

50-2 

V 

50-166 

V 

50-59 

V 

50-128 

V 

60-2 

V 

50-213 

40-8027 

I^E 

40 8027 

p 

STATE PROG 

40-8027 

40-0027 

STATE PROG 

60-120 

40-8027 

40-0027 

40-8027 

40-8027 

Q 

60-443 

P 

50-272 

QA999 

40-3392 

40-8724 

l&E 

NUREG 

P 

50-416 

Q 

50-395 

Q 

50-416 

Q 

60-367 

Q 

50-390 

A 

50 333 

P 

50 266 

P 

50 247 

P 

50 317 

P 

60 229 

P 

59 286 

P 

59 288 

P 

60-333 

P 

50 220 

P 

50-286 

PR 

PR 

P 
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AUTHOR 


CARLSON.R 
CARLSON.R D 
CARLSON.R D 
CARNES.W- 
CARNS.NS 

CARNWALT.M 
CARPENTER, CE 
CARPENTER.CE 
CAflPENTER.CE 
CAnPENTER.CR 

CARRASCO, J F 
CARRIGG.J A 
CARRION.R P 
CARSON.LC 
CARTE AUX,P.F 


CARY.M L 
CASEY,DG 
CASH.G A 
CASH,G A 
CASSSNGHAM,M 

CASTO,C A 
CASIO, C A 
CASIO, C A 
CASTRO,C 
CATACOSINOS.W 

CAVANAUGH.G R 
CAWLEY.JT 
CENTOUNZI,P M 
CERVEN}<A,P 
CHABOT.G E 

CHABOT.G E 
CHAFFEE,A E 
CHAFFEE.A 6 
CHAMBERS, R H 
CHAMBERS, R H 

CHAMBERS.RH 

CHAMBERS,RH 

CHAMBERS.RH 

CHAMBERS.R.H 

CHAMBERS.RH 

CHAMBERS.RH 
CHANDLER.S 
CHANEY.H D 
CHAPLICM M 
CHAPLICM M 

CHAPLtCM M 
CHAPMAN.WJ 
CHAPMAH.WJ 
CHAPMAN.WJ 
CHARNESKI.R 

CHARNOFF.D B 
CHARNOFF.DB 
CHATTERTON,M 
CHAVET.K A 
CHEN.SY 

CHENG.C 

GHERNOFF.AR 

CHERNOFF.AR 

GHERNOFF.AR 

CHERNOFF.AR 

CHERNOFF.AR 

CHERNOFF.AR 

CHERNOFF.AR. 

CHERNOFF.AR 

CHERNOFF.A.H 

GHERNOFF,A R 
CHERNOFF,A R 
GHERNOFF,A R 
CHERNOFF.AR. 
GHERNOFF.H K 

GHERY.D I 
GHICOTS.J M. 
CHlCOTS,J M 
CHILDS, WV 
GHtLOS.WV 

CHILDS.WV 

CHILK.SJ 

CHILK,SJ, 

CHILK,SJ 

GHILK.SJ, 

CHILK.SJ 

CHILK,SJ 

CHILK.SJ 

CHILK.SJ 

CHILK.SJ 

CHILK.SJ 

CHILK.SJ 

CHILK.SJ 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


9205070119* 

WASTE MGT 

CHILK.S J 

9205180106 

PR 

CLINE.W E 

9205080020 

WASTE MGT 

CHILK.S J 

9205180120 

PR 

CLINE.W E 

9205210309 

WASTE MGT 

CHILK.S J 

9205180146 

10CFR 

CLINE.W E 

9205200261* 

CONTRACT 


CHILK.S J 

9205180159 

PR 

CLINE.W E 

9205180226 

50-36B 

P 

CHILK.S J 

9205100161 

PR 

CLINE.W E 

9204270474* 

PR 


CHILK.S J 

9205180169 

PR 

CLINE.W E 

9205010076 

50-461 

P 

CHILK.S J 

9205180333 

10CFR 

CLINE.W E 

9205180115 

50-461 

P 

CHILK.S J 

9205200281 

10CFR 

CLINE.W E 

9205180167 

50-461 

P 

CHILK.S J 

0205210252 

10CFR 

CLINE.W E 

9205290241 

50-461 

E 

CHILK.S J 

0205210269 

10CFR 

CLINE.W E 

9205150147* 

50-336 

Q 

CHILK.S .1 

9205210290 

lOCFR 

CLINE.W E 

9205280199* 

50-220 

1 

CHILK.S J 

020521 0296 

lOCFR 

CLINE.W E 

9205120236' 

50-250 

Q 

CHILK.S J 

9205260107 

lOCFR 

CLINE.W E 

9205110098' 

50-397 

Q 

CHILK.S J 

0205290052 

50 443 P 

CLINE.W E 

9205040036 

50-315 

V 

CHILK.S J 

9205290057 

50 443 P 

CLINE.W E 

9204290028 * 

PR 


CHILK.S J 

9205290059 

50 443 P 

CLINE.W E 

9205260272* 

50-213 

P 

CHILK.S J 

9205290089 

PRM 

CLINE.W E 

9205140007 

40-8857 


CHILK.SJ 

9205290096 

PRM 

CLINE.W E 

9205140073 

40-8857 


CHILK.SJ 

9205290100 

50 443 P 

CLONINGER.T H 

9205080151' 

CONTRACT 


CHILK.S J 

9205290120* 

PRM 

CLOVIS, H D 

9205150129* 

50-348 

V 

CHISHOLM.T. 

9204280366* 

PR 

COATES, K L 

9205220093* 

50-324 

V 

CHO,C 

02051 00363 

XPORTLIC 

COBLENTZ.L 

9205270223* 

50-250 

V 

CHOU.R C 

9205120179'^ 

50 348 Q 

COBLENTZ.L 

9205120083* 

50-324 

Q 

CHOWDHURY.A H 

9205040129 

WASTE MGT 

COCHRAN.H 

9205280203* 

50-220 

1 

CHRISTENSEN.E 

9204150122* 

PR 

CODY.P 

9205150170 

50-285 

R 

CHRISTENSEN.H 

9205050111* 

50 400 Q 

COGGINS, T A 

9205140217* 

50-238 

R 

CHRISTENSEN.H 

9205120108* 

50-325 Q 

COGNIZANT. A R 

9205150026 

50-302 

R 

CHRISTENSEN.H 

9205120118* 

60-324 Q 

COHEN.D J 

9205260167 

50-219 

S 

CHRISTENSEN.H 

9205120221* 

50 400 Q 

COHEN.D J 

9204280497* 

PR 


CHRISTENSEN.H 

9205220019* 

50-261 Q 

COHEN, JJ 

9204280497* 

PR 


CMRISTENSON.B 

9204230260* 

PR 

COHEN, L K 

9205080016 

50-324 

S 

CHRISTWNO.T 

9204290117* 

PR 

COHEN.S 

9205260146 

50-219 

S 

CHRISTNOT.E 

9205120227* 

50 259 Q 

COLANDRA.A 

9205120099 

50-261 

R 

CHRZANOWSKI.D 

9205040126 

50-455 P 

COLBURN, T G 

9205120264 

50-261 

S 

CHR2ANOWSKI.D 

9205200205 

50 295 P 

COLBURN,! G 

9205130063 

50-261 

S 

CHRZANOWSKI.D 

9205220211 

50 454 P 

COLBURN, T G 

9205210003 

50-261 

0 

CHUNG, B D 

9205140233 

NUREG 

COLE.R F 

9205210066 

50-261 

S 

CHURILLA.M 

9205110233 

50 237 S 

COLEMAN, A D 

9205210239 

50-261 

S 

CHURILLA.M 

0206130115 

50 249 S 

COLEMAN.B D 

9205260009 

50-261 

S 

CIALKOWSKI.M J 

9205180001 

50 373 R 

COLEMAN, D.E 

9205270100 

50-261 

R 

CILLIS.M 

0205150144* 

50-275 Q 

COLEMAN, N M 

9204240308' 

PR 


CINOUEMANLD K 

9204280281 * 

PR 

COLEY, J L 

9205130056* 

50-208 

Q 

CISNEROS, JG 

9205220126 

40-8948 

COLLINS,D M 

9204280232' 

PR 


CLAGETT.K 

9204290024* 

PR 

COLLINS, D M 

9204280232* 

PR 


CLARE, W 

0204240195* 

PR 

COLLINS.D M 

9204280486* 

PR 


CLARIDGE.O L 

9205110195 

SO 344 S 

COLLINS.D M 

9205140031 

40-8502 


CLARIDGE.D L 

9205210017 

50 344 S 

COLLINS.D M 

9205140086 

40-8502 


CLARK. AT 

9205130182 

40 8820 

COLLINS.D M, 

9205140090 

40-8502 


CLARK.D 

9205060164 

CONTRACT 

COLLINS.D M 

9205210071 

50-265 

S 

CLARK.D 

9205070071 

CONTRACT 

COLLINS.D M. 

9205110159 

50-346 

M 

CLARK.D 

9205080024 

CONTRACT 

COLLINS.D M 

9205110159 

50-346 

M 

CLARK.D. 

9205080029 

CONTRACT 

COLLINS.D M 

92050701 61 

ORG 


CLARK.D 

9205080035 

CONTRACT 

COLLINS.D M 

9205150222 

50-528 

R 

CLARK.D 

9205150198 

CONTRACT 

COLLINS.D M 

9204240327' 

PR 


CLARK.D 

9205180112 

CONTRACT 

COLLINS.D M 

0205040245 

50-275 

R 

CLARK.D 

9205180193 

CONTRACT 

COLLINS.D M 

9205070004 

WASTE MGT 

CLARK.D 

9205200057 

CONTRACT 

COLLINS.D M 

9205070019 

WASTE MGT 

CLARK.D 

0205200123 

CONTRACT 

COLLINS.D M 

9205070236 

WASTE MGT 

CLARK.RJ 

9205210161 

50-277 P 

COLLINS.D M 

9205080085 

WASTE MGT 

CLARK.R J 

9205260206 

50-352 P 

COLLINS.D M 

9205120203 

WASTE MGT 

CLARKE, R 

9204280279* 

PR 

COLLINS.D. M 

9205130226 

WASTE MGT 

CLARKE, R 

9204280279* 

PR 

COLLINS.D M 

9205140069 

WASTE MGT 

CLAYTON..B 

92051 S0071 

50-237 Q 

COLLINS.D M 

9205140168 

WASTE MGT 

CLAYTON, B 

9285050030 

50 295 S 

COLLINS.D M 

9205140219 

WASTE MGT 

CLAYTON.B 

0205050154 

50-295 S 

COLLINS.D M 

9205140224 

WASTE MGT 

CLAYTON.B 

9205150008 

50-373 Q 

COLLINS.J F 

9205260106 

WASTE MGT 

CLAYTON.B 

020515 0013 

50-456 Q 

COLLINS.L 

9205260119 

40-6500 


CLAYTON.B 

920515 0014* 

50-373 Q 

COLLINS.S C. 

9205260131 

WASTE MGT 

CLAYTON.B. 

9205150028* 

50-456 Q 

COLLINS.SC, 

9205070232 

50-344 

P 

CLAYTON.B 

9205160073* 

50-237 Q 

COMFORD.G C 

D205050272* 

WASTE MGT 

CLAYTON.B 

9205160026 

60-249 S 

COMFORT, G C 

9205200009* 

50-499 

P 

CLAYTON.B 

9205270134 

50-454 Q 

GONANT.J F 

9205200011* 

50-499 

P 

CLAYTON.B 

9205280003 

50-254 Q 

CONANT.J.F. 

9205140006 

50-333 

S 

CLAYTON.B 

9205280004* 

60-254 0 

CONG EL, FJ 

9205140176 

50-333 

5 

CUNE,W.E 

9205050039 

50-269 F 

CONGEL.F J 

9205200231 

50-333 

S 

CUNE.W E 

9205050047 

50-335 F 

CONGEL.FJ 

9204070174* 

PR 


CLINE, W E 

9205050067 

50 424 F 

CONGEL.F J 

9204090096* 

PR 


CLINE.W E 

92050 50059 

60-327 Q 

CONICELLA.N F 

9205010036 

10CFR 


CLINE,W E 

9205050065 

60 321 F 

CONICELLA.N F 

9205010050 

lOCFR 


CLINE.W E 

9205050102 

50 413 Q 

CONKIN.C 

9205060130 

50 322 

G 

CLINE.W E 

92050 50124 

50-369 F 

CONLY.L 

9205120259 

10CFR 


CLINE^W E 

9205050126 

50-250 F 

CONNEL.LG 

9205140310 

10GFR 


CLINE.W.E 

9205050131 

50 413 Q 

CONNER.J A 

9205140313 

10GFR 


CLINE.W E 

9205050134 

50-395 F 

CONRAD, J C 

9205140314 

10CFR 


CLINE.W E 

9205050142 

50-269 Q 

CONSTABLE, G L 

9205180034* 

WASTE MGT 

CLINE.W E 

9205050143 

50-395 Q 

CONTE.J R 

9205180035 

50 312 

Q 

CLINE.W E 

9205050147 

50 416 F 

CONTE, R J. 

0205180099 

PR 


CLlNE^W E 

0205 050159 

50-250 Q 

CONWAY.J 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9205120041 

9205120124 

9205120151 

0205120156 

9205120160 

9205120164 

0205120166 

0205120184 

9205120201 

9205120220 

9205120220 

9205120234 

0205190032 

9205190072 

9205100104 

9205190120 

9205220017 

02052700D5 

9205060123' 

9205200280 

9205010282 

9205050173' 

9205050206* 

9204290103* 

9204270306' 

9205200120* 

9205220216' 

9204280477' 

9204280519* 

9204150221* 

9205200107 

9205010200 

9204290238' 

9205050345 

9205110213 


50 62 F 

50*259 Q 

70 1 1 1 3 
50-160 F 

50413 F 

50 269 F 

50 260 F 

50-261 F 

50-369 O 

50-302 O 

50-269 P 

50-250 O 

50 260 F 

70 1 1 1 3 
50-269 Q 

50 360 Q 

50 269 P 

70-143 

50-390 A 

70-1374 

50 410 S 

50 344 Q 

50 344 Q 

PR 
PR 

CONTRACT 
50 285 P 

PR 
PR 
PR 

50 331 
50-245 
PR 

50-341 
50 341 


9205290105 50 341 P 

9205110152 70 3070 

9204270060' PR 

9204280128* PR 

9205200333 50 220 R 


9205050296* 

9205120038* 

9205010037 

9205040256 

9205050027 

9205050001 

9205050098 

9205050197 

9205050224 

9205070126 

9205070195 

9205120026 

9206120056 

9205120080 

9205120154 

9205120202 

9205120229 

9205130079 

9205180077 

9205180081 

9205180087 

9205190132 

9205190179 

9205260046 

9205280031 

9205110086* 

9204270398* 

9205040100 

9205290009 

9205070115 

9205130092 

9205210280 

9205210280 

8802260117* 

8901300338* 


WASTE MGT 
50-327 O 

50 280 Q 

50 424 F 

70 27 

50 400 F 

70 143 

50 324 F 

50 261 F 

50-250 F 

70-734 
70 1113 
50 186 Q 

50 369 Q 

70 143 

50 390 O 


60-413 F 

60-259 F 

50 369 F 

70-143 
70-1151 
50-269 F 

50 413 Q 

50-166 V 

PR 

NUREG 

PR 

PROJ 

PROJ 
70-36 
70 36 
PR 
PR 


9205010117 

9205290255 

9205210168 

9205290243 

9205260043* 


ORQ 

REVIEW GR P 
50 286 P 

50 286 P 

50-277 Q 


9204270402* 

9205180064 

9205040112 

9205180222 

9205150165* 

9205070215* 

9205270160 

9205060082 


PR 

71-9032 
70-27 
40-7604 
50-267 Q 

60-245 V 

50-245 V 

50 410 S 


*6*3 Wn 



PERSONAL AUTHOR INDEX 469 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

CONWAY.J 

9205200257 

50 410 

S 

CONWAY. J T 

9205260077 

50410 

S 

CONWAY.L E 

9205140013* 

TOPREP 


CONWAY, L E 

9205140022* 

toprep 


CONWAY, W F 

9205040217 

50 528 

P 

CONWAY.W F 

9205050157 

50 528 

F 

CONWAY.W F 

9205000025 

50 520 

P 

CONWAY.W F 

9205130012 

REGGD 


CONWAY.W F 

9205140273 

60-520 

P 

CONWAY.W F 

9205150079 

50-520 

R 

CONWAY.W F 

9205200206 

50 528 

O 

CONWAY.W F 

9205220166 

50 528 

J 

CONWAY.W F 

9205260052 

50 520 

F 

CONWAY.W F 

9205200167 

50 528 

S 

COOL.D A 

9204000071* 

PR 


COOUD A 

9204080152* 

PR 


COOL.D A 

9204090066* 

PR 


COOL.D A 

9204100166* 

PR 


COOL.D A 

9204100199* 

PR 


COOUD A 

9205140249 

ORG 


COOLING.R 

9204280100* 

PR 


COOPER, R D 

9204090294* 

PR 


COOPER. R D 

9204090328* 

PR 


COOPER.R W 

9205110096 

50-245 

Q 

COOPER.RW 

9205210054 

50-352 

Q 

COOPER.TA 

9205050215* 

50-369 

Q 

COOPER, T A 

9205270024* 

50-369 

Q 

COOPER.TA 

9206270065* 

50-369 

Q 

COOPER.TA 

9205270093* 

50-369 

0 

COHDES.J F 

0204270097 

SECY 


CORHADINI.M L 

9205130265* 

TOPREP 


CORREIA, R P 

9204200443 

REVIEW GR P 

CORREIA.R P 

9205070299 

REVIEW QR P 

COflRElA.R P 

9205260154 

TOPREP 


COSTELLO.F 

9205150062 

l&E 


COTE.N 

9204270334* 

PR 


COTTER.B P 

9205180002 

50-312 

G 

COHLE.W T 

9205010080 

50-416 

F 

COHLE.WT 

9205040215 

60-416 

R 

COTTLE, WT 

9205040202 

50-416 

P 

COTTLE.W T 

9205040204* 

50 416 

P 

COHLE.WT 

9205040313 

50-416 

Q 

COHLE.WT 

9205050004 

60 416 

P 

COTTLE.W T 

9205130023 

50 416 

P 

COTTLE.W T 

9205130109 

50 416 

F 

COTTLE.W T 

9205160208 

60-416 

S 

COTTLE.W T 

9205190013 

50-416 

R 

COHLE.WT . 

9205270057 

50 416 

S 

COTTLE.WT 

9205270318 

50 416 

S 

COTTLE.W T. 

9205200055 

50 416 

P 

COTTLE.WT 

9205280057 

50-416 

s 

COTTLE,WT 

9205280173 

50 416 

p 

COULIADES.J 

0204290316* 

PR 


COUNSIUWG 

9204130341* 

PR 


COURTEMANCHE.S 

9205270163 

l&E 


COWGILUC J 

9205070269 

60-247 

Q 

COWGILUCJ 

9206210036 

50-317 

Q 

COWGILL.C J 

9206210076 

60 333 

Q 

COWGILUC J 

9205260037 

50-286 

Q 

COX.C 

9205120122* 

40 3392 


COX.C 

9205270153* 

50-254 

Q 

COYLE, D 

9204240152* 

PR 


craft.fr 

9205120296 

40-8903 


CRA1B.E 

9204270170* 

PR 


CRAIG.J W 

9205150201* 

50-312 

P 

CRAMPTON.S A 

9205200156 

CONTRACT 

CRAMPTON.S A 

9205200243 

CONTRACT 

CRAMPTON.S A 

9205210153 

CONTRACT 

CRANFORD.G F 

9205060131 

ORG 


CRANFORD.G F. 

9205060133* 

ORG 


CRANFORD.G F 

9205060156 

ORG 


CRANFORD.G F. 

9205180223 

ORG 


GRANSTON.A 

9205190225* 

ORG 


CRASe.A. 

9205180294* 

CONTRACT 

CRAWFORD.A C 

9205270120 

50-267 

P 

CREED.J R 

9205050044* 

50-461 

Q 

CREED.J R 

9205150114* 

60-266 

Q 

CREED.J R 

9205190133 

50-346 

Q 

CREED.J R 

9205190137* 

50-346 

Q 

CREED.J R. 

9205270167 

60-295 

Q 

CREED.J R. 

9205270182* 

60-296 

0 

CREED.J R 

9205200017* 

60-373 

Q 

CREEUG.C 

9205010272 

50-317 

P 

CREEL, G C. 

9205060085 

60-317 

Q 

CREEUGC 

9205060152 

50-317 

P 

CREEL.G C 

9205110032 

NUREG 


CREEUGC 

92051 4004B 

50-917 

Q 

CREEL.G C. 

0205200233 

60 317 

J 


AUTHOR 


CREEL.GC 

CREEUGC 

CHEEUGC 

CREEL.GC 

CRENSKAW.A 

CRICLER.P 
CRirCHFIELD.J 
CRLENJAK.R 
CRLENJAK.RV 
CRLENJAK.R V 

CRLENJAK.RV 
CRLENJAK.RV 
CRLENJAK.RV 
CROCK ETT.S 
CROOK.R D 

CROOK.ft O 
CROOK.R D 
CROSS.J E 
CROSS.J e 
CROSS.J.E 

CROSS.J E 
CROSS.J E 
CROSS.J E 
CROSS .J E 
CROSSLEY.N A 

CROWLEY.B n 
CRUTCHFIELD, D 
CRUTCHFIELD.D 
CRUTCHFIELD.D 
CUCURA.J 

CULLING.H M 
CULVER.C 
CUNNINGHAM.G E 
CUNNINGHAM.L 
CUNNINGHAM.LJ 

CUNNINGHAM.L J 
CUNNINGHAM.LJ 
CUNNINGHAM.LJ 
CUNNINGHAW..L J 
CUNNINGHAM.L J 

CUNNINGHAM.LJ 
CUNNINGHAM.LJ 
CUNNINGHAM.L J 
CUNNINGHAM.LJ 
CUNNINGHAM.LJ 

CUNNINGHAM.L J 
CUNNINGHAM.R E 
CUNNINQHAM.n.E 
CUNNINGHAM.R.E 
CUNNINGHAM.R E 

CUNNINGHAM.R E 
CUNNINGHAM.R E 
CUNNINGHAM.R E 
CUNNINGHAM.R E 
CUNNINGHAM.R E 

CUNNINGHAM.R E 
CUNNINGHAM, V 
CURflAN.O 
CURTISS 
CURTISS 

CURTISS, J n 
CURTISS.J R 
CURTISS.JR, 
CURTISS.J.R 
CWALINA.G C 

O'ANTONIO, J 
D'ARRIGO.D 
D'ARRIQO.D 
D'ARRIGO.D 
D’AURIA.F 

DAHL.G 
OAHLDERQ.K 
OAHLBERG.K A 
DAHLBERG.K A 
DAHLBERG.K A 

DAHLBERG.K A 
DAHLBERGLA, 
DAHLMAN.L. 
DALANO.M.E 
DALTO.C A 

DALTROFF.S L 
DANA.S R 
DAHLINQ.D 
DASTUR.AR 
DASTUaAR 

DASTUR.AR. 
DAUBITZ.P- 
DAUQHTERY.L F. 


Accession SUBJECT 
NUMBER CATEGORY 


AUTHOR 


0205200300 

9205270209 

9205270306 

9205290254 

9205190036 

92051 10273* 
9205060211* 
02051190091* 
0205050022* 
9205050036* 

9205050174* 
9205190123* 
9205260169* 
9204270121* 
9 205 130063 

0205210239 

9205260009 

9205010179 

0205010235 

9205040250 

9205040256 

9205050000 

9205180241 

0205260099 


50^317 
50-317 
50-317 
50-317 
50 400 

50-440 

50-302 

50-33B 

50-259 

50-160 

50-369 
50 416 
50-395 
PR 

50-261 

50-261 
50-261 
50-344 
50-344 
50 344 

50 344 
50-344 
50-344 
50-344 


9204270161* PR 

9205270166* 60 200 

9205060210 PROJ 
9205100350 
9205290203 
9205180201 


Y 

Y 
Q 
Q 
R 

P 

1 

O 

Q 

Q 

Q 

Q 

Q 


S 

S 

P 

F 

n 

R 

p 

p 

o 


PROJ 

PROJ 

CONTRACT 


9205100023 
0205010026 
9205210273 
9204270527* PR 
8701280265* PR 


PRM 
PRM 
69 73 


DAVIS 
DAVIiS.A B 
DAVIS. A B 
DAVIS, A B 
DAVIS.A Q 

DAVIS, A 0 
DAVIS, A B 
DAVIS. A B 
OAVIS^A 0 
DAVIS.A 0 

DAVIS.A B 

DAV1S.G 

DAVIS.J 

DAVIS.J 

DAVIS.J 

DAVIS, J M 
DAY.E B 
DAY,M 

DE AGAZIO,AW 
DE PLANQUE 

DE PLANQUE 
DE PLANQUE 
DE PLANQUE, E G 
DE PLANQUE, E G 
DE PLANQUE.EG 

DE PLANQUE.E G 
DE PLANQUE, E Q 
DEAN.J J 
DEAN.WM 
DEAN.VV M 

DEAN.W M 
DEAN.W M 
DEAN.WM 
DEAN.W M 
DEAN.W M 


8009220021* 

PR 


DEAN.WM. 

8903210080* 

PR 


DEAR.T M 

0907060001* 

NUREG 


DEBOARD.B 

6912220043* 

PR 


DEBY.F M 

9006210135* 

PH 


DECKER.T R 

9101220141* 

PR 


DECKER.! R 

9103200047* 

NUREG 


DECKER.T R 

9105230087* 

PR 


DECKER.T n 

9204000006* 

PR 


DECKER.T R 

0205130222 

60 5 

P 

DECKER.T R 

020 5290122 

PT21 


DECKER.T R 

8603300401* 

PR 


DEFAYETTE.RW 

0910120217* 

PR 


OEGRACIA.A 

0005200081 * 

PR 


DELAWRENCE.JL 

9204080084* 

PR 


DELAWnENCE.JL 

0204090331 * 

PR 


DELEZENSKLJ 

0204230092* 

PR 


OELEZGNSKI.J 

0205140100 

72-1004 


DELLIGATTI.M S 

92051 B0208 

72-1004 


DELOSE.F 

0205160053 

40 8020 


DEM8EK,S 

0205270054 

72-1004 


DEMBEK.S 

9204200303* 

PR 


DEMBEK.S. 

0204200076* 

PR 


DEMBEK,T 

0205810046 

COMMISSIO N 

DEN NY, M 

0205210258 

COMMISSIO N 

DEN TON. H H 

D2051 10266 

COMMISSION 

DENTON, H R 

9205140126 

COMMISSION 

DENTON.H H 

0205140162 

COMMISSION 

DENTON, H.H 

0205140206 

COMMISSION 

denton.hr. 

0205110226* 

QA950 


DENTON, HR 

0205260022* 

60 244 

V 

DENTON, H H 

9204240077* 

PR 


DENTON, R E 

9204300265* 

PR 


DEPERSIA.DA 

9204300317* 

PR 


DESAI,B B 

9205100166 

NUREG 


DESAI.K 0 

9206270274 

60 247 

s 

DESELL.LJ 

9205060074 

60 229 

R 

DESELL.LJ 

0205060070 

60 220 

S 

DESELL, LiJ. 

9205080056 

50 229 

R 

DEYE.JA 

9205200333 

50-220 

n 

DICK.Q F. 

9205290028 

50-220 

s 

DIGK.G F 

9205010224 

50 220 

F 

OICK.GF. 

9205270228* 

60 282 

p 

D1CK,G.F 

0204270145* 

PR 


DICK,Q F 

9204200145* 

PR 


DICK.G F. 

0204210300* 

PR 


DICUS,G J 

0205160256* 

WASTE MGT 

diederichgj. 

9204280323* 

PR 


DIEDERICH,Q.J 

0205130299* 

PROJ 


DIEDERICHGJ 

9205130305* 

PROJ 


DIEDERICHGJ. 

9205130309* 

PROJ 


DIEDERICHQ J 

0204270150* 

PR 


DIEDERICHGJ. 

Q2DS1 90013 

50-410 

R 

DIEDERICH.Q J 


ACCESSION 

NUMBER 


9204290364* 

9205049300 

920S050020 

9205050020* 

9205070297 

9205070301* 

9205150004 

9205150040 

9205270021 

920527000B 

0205270112* 

0205100308 

0204280212* 

9204280212* 

9205150216 

0205180336* 
0204280522* 
0204270431 * 
0205070130 
9205010042 

9205210234 

9205220207 

9205110259 

9205140155 

9205140215 

9205210163 

9205220239 

9205290037 

9205130185 

9205150210 

9205180140 

9205100341 

9205260093 

0205260142 

9206280126 

0205290226 

9204270454* 

9206200303 

9205200322* 

9205050109* 

9205070191 
9205120110* 
92 051 20204* 
0205120224* 
0205120236* 

0205270069* 

0205050064* 

9205280102 

02051C0313* 

9205100307 

9205180002 

0205100012 

9205280130 

9205130167* 

9205200089 

9205210305 

0205280270 

9205270322 

9206180313* 

9203100213 

9204070251 * 

9204160200 

9205010221 

9205040229* 

9205210180* 

9205220130* 

9205200325 

9205140027 

0205120005* 

9205260122 

92050701 1 1 
9205070119* 
92050 0003B 
9205160074 
9205019147 

9205050347 

9205080165 

9205210195 

9205270312 

9205270333 

920409021 B* 
020 50301 77 
9205100001 
9205200316 
9205210013 

9205210070 

0205280043 

9205200315 


SUBJECT 

CATEGORY 

PR 

l&E 

50 454 Q 

50 454 Q 

50 331 Q 

50 331 Q 

50 305 Q 

50 315 Q 

50 403 O 

50-306 Q 

50-306 Q 

50-445 R 

PR 
PR 

WASTE MGT 

50-269 F 

PR 

PR 

50-412 P 

COMMISSION 

COMMISSION 
50-443 P 

COMMISSIO N 
COMMISSIO N 
COMMISSIO N 

COMMISSION 

COMMISSION 


50 49B 

P 

50 307 

P 

50 307 

P 

60 397 

P 

50 307 

P 

50 307 

0 

50-307 

V 

50 397 

p 

50-397 

PR 

40-8320 

p 

50-274 

F 

50-413 

Q 

70-1151 

50-324 

Q 

60-369 

Q 

50-302 

Q 

50-260 

Q 

70 143 

50 165 

Q 

50 410 

S 

50*213 

Q 

50*213 

S 

50-312 

J 

60-312 

R 

WASTE MGT 
TOPREP 

60-272 

P 

60-354 

P 

60 354 

P 

60-245 

F 

60-213 

SECY 

PR 

SECY 

Q 

50 317 

ORQ 

NUREG 

R 

TOPREP 

50*317 

REGGD 

R 

50*269 

TOPREP 

Q 

WASTE MGT 

WASTE MGT 

WASTE MGT 
PRM 

50 498 

P 

60-49 B 

P 

50-498 

P 

50 496 

P 

50 498 

P 

50-498 

Q 

PR 

60 373 

S 

50-373 

R 

60-374 

S 

60-373 

s 

50-373 

s 

50-374 

s 

50-373 

s 



**/u mno^riMU mu i riUM iNUtA 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

DJEDRICKCJ 

9204260468* 

PR 


EDISON.G 

9205070272 

50-443 

P 

FEIGENBAUM.T C 

9205120162 

50-443 

Q 

DlEDRICaCJ 

920428051 r 

PR 


EDISON .G 

9206140306 

50-443 

P 

FEIGENBAUM.T C 

9205180018 

50 443 

S 

DIERAUER.C 

9204270295^ 

PR 


EDISON.G E 

9205280002 

50 443 

Q 

FEIGENBAUM.T C 

9205100187 

50 443 

F 

OIET2.C R 

9205200289 

50 261 

Q 

EDMONDS.H 

9205080169* 

50 311 

Q 

FEIGENBAUM.T C 

9205190255 

50 443 

Q 

DILLON, P, 

9205270322 

50 245 

F 

EDSON.O.V 

9204260285* 

PH 


FEIGENBAUM.T C 

9205190353 

50 443 

R 

DIPIAZZA.R P 

92050700G9* 

50 423 

P 

EDWARDS.C 

9204270366* 

PR 


FEIGENBAUM.T C 

9205210229 

50-443 

F 

DIPIA2ZA.R P 

9205070070* 

50 423 

P 

EDWARDS, DC 

9204080314* 

PR 


FELDMAN.R 

9205220152 

QA999 


DIPUTRO.G 

9204270307* 

PR 


EDWARDS. OL 

9205140047 

40 3453 


FENNER.C R 

9204280156’ 

PR 


D^STEFANO,J 

92050-80276* 

50 443 

P 

EDWARDS. DW 

9204280086* 

PR 


FENTON.R T 

9204280221* 

PR 


DIXON.GN 

9205200234 

PHOJ 


EDWARDS. DW 

92050400B3 

60-20 

H 

FERDINAND.B 

9205120301 

40-8064 


DOOD.C J 

9205190232* 

STATE PROG 

EDWARDS, 0 W 

9205190220 

PH 


FERDINAND.a 

9205140064 

40 8084 


DODGE.R E 

9205150037 

50 244 

R 

EDWARDS.F H 

9204290175* 

PR 


FERDINAND.B 

9205140146 

40 8905 


DOERFLEIN.L 

9205260016 

50-213 

O 

EDWARDS.M 

9205 2 10233* 

PR 


FERDINAND.B 

9205290025 

PR 


DOERFLEIN.l T 

9205270059* 

60213 

O 

EHILE.D 

9206190322 

50 454 

R 

FERLAZZO.SC 

9204200112* 

PR 


DOERFLEIN,t T 

9205270092* 

50213 

O 

EHMI.R 

9204270501* 

PH 


FEST.J 

9205210237 

50 311 

R 

DOERFLEIN.L T 

9205290108* 

50 322 

Q 

EKE ROTH. D 

9205130264* 

TOPREP 


FEST.J 

9205210244 

50-272 

n 

DOERFIIEN.L T 

9205070280* 

50 352 

0 

£UDER,J H 

9204240120* 

PR 


FEY.F L 

9205040205 

50-282 

F 

DOERING^J 

9205010111 

SO 352 

S 

ELDRIDQE.B 

9205060070* 

50-245 

H 

FEY.F L 

9205040207 

50-263 

F 

DOERING.J 

9205040295 

SO 387 

s 

ELLETT.W H 

9204090294* 

PR 


FEY.F L 

9205040209 

50 263 

F 

DOERING.J 

9205180168 

60 352 

s 

ELLETT.W H 

9204090326* 

Pfl 


FEY.F L 

9205050119 

50 263 

F 

DOERING.J 

9205180172 

60-352 

s 

ELUOTT.W P 

9205120237* 

70 27 


FEY.F L 

9205070203 

50-263 

R 

DOERING.J 

9205160053 

SO 352 

s 

ELLIS, D 

9205200141* 

CONTRACT 


FIEDLER.P B 

9205040240 

50-289 

n 

DOMINICIS.D P 

9205200136* 

SO 206 

p 

ELLIS.DW 

9205130241 

50-293 

S 

FIELDS, H 

92051 10246* 

70 1113 


DONLON.WJ 

9205280192* 

SO 220 

1 

ELLIS, K 

9205200285 

50-400 

S 

FIELDS.H M. 

9205110247* 

70-1113 


DON NELLY, J L 

9205210281 

60 458 

1 

ELLIS, W B, 

9205160262 

50-213 

1 

FIELDS, J 

9205010090 

CONTRACT 


DONOVAN. M. 

9204270437* 

PR 


ELMS.A L 

920514020B 

50 423 

H 

FI ELDS, J 

9205080058 

CONTRACT 


DOUGHERTYJ C 

9204270120* 

PR 


ELROD.SA 

9205120083* 

50 335 

Q 

FIELOS.J 

9205120247 

CONTRACT 


DOUGHERTY.S 

9204270152* 

PR 


ELTAWILA.F 

9205180264* 

50 285 

P 

FIELDS. J S 

9205050275 

50-387 

P 

DOUGLAS.M H 

9204240137* 

PR 


ENCH.J R 

9205200199* 

71-260 


FIELDS, J S 

9205130076 

50-387 

s 

DOYE.S 

9204280215* 

PR 


ENCISO.S 

9205150094 

NUREG 


FIELDS.J S 

9205180226 

50-387 

P 

DRADE.J L 

9204270297* 

PR 


ENDRIES.J M 

9205280192* 

50-220 

1 

FIELDS.J S 

9205180232 

50 387 

P 

DRAGONETTE.K, 

9204060346* 

PR 


ENDRUSICK.TL 

9204270272* 

PR 


fields, M B 

9205150240 

50 206 

P 

DRAGONETTE.K. 

9204070014* 

PR 


ENGLAND.L A 

9205050246 

50-458 

S 

FIELDS, M B 

9205200044 

60 206 

p 

DRAGOUN J F 

9205040104* 

50-225 

Q 

ENGLANO.LA 

9205070182 

SO 458 

S 

FIELDS, M B 

9205290311 

50-206 

p 

DHAKE.G A 

9204240069* 

PR 


ENGLAND.L A 

9205110179 

50-458 

S 

FIES.CL 

9205260154 

50-397 

s 

DRAWBRIDGE, 8 L 

9205060272* 

60-443 

P 

ENGLAND,! A 

9205130224 

60 458 

s 

FIRLIT.J 

9205060082 

50-410 

s 

DRAWBRIDGE.BL 

9205290027 

60-443 

K 

ENGLE, L B 

9205070087 

50 336 

Q 

FIRLIT.J.F 

9205010282 

50-410 

s 

DRESCHERpR 

9204280433* 

PR 


ENGLE.L B 

9205120215 

50 338 

P 

FIHLIT.J F 

9205150059 

50-410 

s 

DRESSEN.JD 

9205160196 

60-305 

S 

ENGLE.L B. 

9205200091 

60 338 

P 

FIRLIT.J F 

9205200215 

50 410 

s 

DHESSEN.JD 

9205270002 

50-305 

S 

ENGLE.L D 

9205200159 

50 338 

P 

FIRDT.J F 

0205200257 

50 410 

s 

OROMERICKAW 

9205110170 

60-219 

P 

ENGLE.L B. 

9205200179* 

60-338 

P 

FIRUT.J F 

9205280077 

50 410 

s 

OROMERICKAW 

9205190328 

50-219 

P 

ENGLE.L B. 

9205200305 

50-338 

P 

FIRLIT.J F 

6205280102 

50-410 

s 

PROMERICK.AW 

9205220193 

50 219 

P 

ENGLE.L B, 

9205270264 

50-336 

P 

FISCHER.A M 

9204230282* 

PR 


DROMERICK.A W 

9205260201 

50 210 

P 

ENGLISH, B L. 

9205080068 

PR 


FISCHER, R E 

9205070128 

70-1151 


PRUM.D E, 

9204230338* 

PR 


ENNFS.J D 

9205080060* 

STATE PROG 

FISCHER. R E 

9205210295 

70-1151 


PRUnY,K 

9204280132* 

PR 


ERICKSEN.D 

9204280304* 

PR 


FISICARO.J J 

9205050260 

50 368 

p 

DRYSDALB.JA 

9205270006 

NUREG 


ERICKSON.DL 

9205040236 

50 280 

R 

FISICARO.JJ 

9205050310 

50 368 

Q 

DUA.S S 

9205209235 

PROJ 


ERICKSON.P 0 

0205260247 

50 267 

P 

FISICARO.J J 

9205110261 

50-313 

s 

Duaois,M 

9204280447* 

PR 


ERICKSON.R A 

9205060021* 

60-382 

F 

FISICARO.J J 

9205180320 

50 366 

p 

Duaois,M 

0204280517* 

PR 


ERICKSON.R A 

0205100198* 

50-206 

F 

FISICARO.J J 

9205180353 

50 313 

p 

DUBOIS.T 

9204270232* 

PR 


ERLANDER.RH 

9204290001* 

PR 


FISICARO.J J 

9205190313 

50-368 

R 

DU BOSE, BJ 

920501-0121 

CONTRACT 


ERLANDER.R H 

9204290081* 

PR 


FISICARO.JJ 

9205190334 

50-313 

R 

DUflOSE.B J 

9205160293 

50 333 

Q 

ERNST ES.M E 

9205270223* 

60 250 

V 

FISICARO.JJ 

9205220202 

50*368 

s 

DUQSTAO.D 

9205120103 

50 262 

ft 

ESELGROTH.PW. 

9205080017 

60-443 

V 

FISICARO.J J 

9205270155 

50 313 

Q 

DUNCON.J 

9205290002 

62-1 


ESELGROTH.PW. 

9205110124 

50-289 

V 

FISICARO.J J 

0205270258 

50-313 

S 

OUNCON.J 

9205290049 

52 1 


ESELGROTH.PW. 

9205200262 

50 247 

V 

FISICAROJJ 

9205270267 

50-313 

s 

OUNN.J 

9204260134* 

PR 


ESHOM.MJ 

9204270484* 

PR 


FISICAROJ J 

9205200205 

50-368 

s 

OUR KIN, M 

9204240069* 

PR 


ESSERMAN.R 

9204280220* 

PR 


FITZPATRICK.E 

9205050144 

50-316 

P 

DVORAKS 

9204230009* 

PR 


ESSIQ.T 

9204080232* 

PR 


FITZPATRICK, E 

9205050329 

60-315 

P 

DWORKIN.HJ, 

920421004G* 

PR 


ESTRELLA, D 

9205280034 

60 237 

S 

FITZPATRICK, E 

920S050334 

50-315 

p 

EAPEN.P.K 

9205260054* 

50-289 

Q 

EVANS.O J 

9204150018* 

PR 


FITZPATRICK.E 

9205060000 

NUREG 


EAPEN.P K, 

9205260069* 

60-244 

Q 

EVINGER,L K 

9204280201* 

PR 


RT2PATRICK.E 

9205070099 

50-315 

p 

EAPEN.P.K 

9205270154* 

50-247 

Q 

EVLETH.n M 

9204280260* 

PR 


FITZPATRICK.E 

9205070183 

50-315 

p 

EBNETER.S 0 

9205050105 

60-269 

Q 

EYLER.N 

9204280069* 

PR 


FITZPATRICK.E 

9205180176 

50-315 

p 

EaNETER.S D 

9205050151 

50-302 

Q 

EZZELL.PF 

9205130259 

50-302 

R 

FITZPATRICK.E 

9205180191 

50-315 

p 

EBNET£R,S D 

9205050171* 

50-269 

Q 

FABER, M 

9205150038* 

50 456 

Q 

FITZPATRICK.E 

92051 B0279 

50-316 

p 

EBNETER.S 0 

9205050185 

50-413 

P 

FAIRTILE.M B 

9205290323 

50 29 

P 

FITZPATRICK.E 

9205200237 

50-316 

f 

EBNETER.S 0 

9205050209 

50-324 

Q 

FANTO.S V 

9205130278* 

TOPREP 


FITZPATRICK.E 

9205270169 

50 315 

F 

EBNETER.S D 

0205190048 

70-1113 


FANTO.SV 

9205130205* 

TOPREP 


FITZPATRICK.E 

9205290182 

50 315 

F 

EBNETER,SD 

9205190113 

50-424 

Q 

FARBER.M, 

9205050030 

50-295 

S 

RTZPATRtCK.J 

9205050170 

50-333 

F 

EBNETER.S D 

9205220087 

50-390 

A 

FARBER.M 

9205050154 

50-295 

S 

FLACK.E D 

9205150167* 

70-1113 


EBNETER.S D 

9205270201 

50-280 

P 

FARBER.M 

92051 90166 

50 304 

S 

FLAGG, R 

9205190011 

50 333 

n 

ECKERMAN.K F 

9204240171* 

PR 


FARBER.M 

9205260106 

50 304 

S 

PLATER, D A 

9204240084* 

PR 


ECKERMAN.K F. 

9204270058* 

PR 


PARISH, S 

9205280144 

71-40 


FLECK.M. 

9204290365* 

PR 


ECKERT.L 

9205190056* 

50 333 

Q 

FARLING.R J. 

9205110200* 

50-334 

1 

FLEMING J A 

9205130054 

50-293 

F 

ECONOMOS.N 

9205120097* 

50 338 

O 

FARLfNG.R J 

9205120090* 

50 346 

1 

FLEMING.R F. 

9205060095 

50-2 

F 

EPDINS.RA 

9204270211* 

PR 


FARMER .WS 

9205200263 

ORG 


FLINGOU.C. 

9205150196 

XPORTLIC 


EODLEWAN.W 

9204240058* 

PR 


FARR.M M 

9205260162 

50-361 

ft 

FLOREK.D 

9205070215* 

50-245 

\ 

EPDLEMAN.W 

9204240058* 

PR 


FARRAR.D U 

9204260245* 

PR 


FLYNN.R M 

9205190244 

50-286 


EPELMAN.M R 

8702240034* 

NUREG 


FARRAR. J P 

9205130217 

50 62 

R 

FOGGE.J F 

9205130094 

50-29 

F 

ePELMAN.M R 

9204230337* 

PR 


FAY.CW. 

9204230331* 

PR 


POLAND, K 

9205180122 

ADVCM 


EOQAR.J.B 

9205040102 

70-1257 


FEDERLINE.M, 

9205050270 

WASTE MGT 

FOUND.K 

92051 801 26 

ADVCM 


EDGAR.JB 

9205060179 

70-1257 


FEOERLINE.M V 

9205260060 

60-113 

P 

FOUND. K A 

9205180114 

ADVCM 


EDGAR.J 8 

9205070184 

70-1 257 


FEIGENBAUM.T 

9204070165 

50-443 

R 

FONTAINE, CW 

9205210194* 

52-2 


EOGAR,J B 

9205080072 

NUREG 


FE1GENBAUM.T 

9205040008 

50 443 

S 

FORBES, J 

9204090023* 

PR 


EDGAR, J.B, 

9205120195 

REGGD 


FEIGENBAUM.T 

9205290251 

50-443 

J 

FORD.M 

9205150005 

60-265 

£ 

EDGAR, J B 

9205130061 

71-9248 


FEIGENBAUM.T C, 

92 05050046 

50 443 

R 

FOHO.M 

9205290333 

50-264 

£ 

EDGAR, J B, 

9205140040 

70-1257 


FEIGENBAUMJC 

9205060269 

50 443 

P 

FORREST, B N 

9205210243 

50-423 

£ 


AUTHOR 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR 


accession 

NUMBER 


SUQJE 

CATEG< 


POSTER R C 

9204270201 * 

PR 


GALYEAN.W J 

r Uw 1 tfT ■ w 

FOSTER. R F 

9205080055 

40-8989 


GALYEAN.WJ 

FOULKE.J 0 

9204130042* 

PR 


GAMBERONI.M 

FOWLEB.S L 

920424029B* 

PR 


GAMBERONI.M 

FOX.B M 

9205180262 

60 213 


GANGI.B F 

FOX.H A 

9204290244* 

PR 


GANGI.D S 

fox!h E 

9204230283* 

PR 


GANQI.L E 

FOXJ 

9204290244* 

PR 


GANQI.V A 

FOxij 

9205190282 

52-1 


GAHCIA.E 

FOxij 

9205190285 

52-1 


GARCIA, E 

FOX.J 

9205200150 

52-1 


GAFtClA.LJ 

fox!j 

9205200161 

52-1 


GARCIA.PJ 

FOX.J 

9205200180 

52-1 


GARCIA,PJ 

FOXJ 

9205200192 

52-1 


GARCIA,PJ 

FOXJ 

920520021 1 

52-1 


GARCIA.PJ 

FOXJ 

9205200210 

52-1 


GARCIA.P J 

FOXJ 

9205200241 

52-1 


GARDNEH.R L 

FOXJ 

9205280180 

52-1 


GARDNER.R L 

FOXJ 

9205260226 

52-1 


GARDNER.R L 

FOX.M F 

9204270522* 

PR 


GARDNER.R L 

FOX.R H 

9204230283* 

PR 


GARDNER.R N 

FOX.R W 

9205210010 

71 6717 


GARDNER.R N 

FOX.S H 

9204230283* 

PR 


GARDNER.R N 

FflAIN,8 G 

9205210166 

70-1257 


GARDNER.R.N 

FRAIN.R G 

9205290002 

70-1257 


GARDNER.R N 

FHALEY.R F 

9204270359* 

PR 


GARNER, LW 

FRALEY.R F 

9205180136 

AOVCM 


GARRITYJ H 

FRALEY.R F 

9206100140 

AOVCM 


GARRITYJ H 

FRALEY.R F 

9205180142 

ADVCM 


GARRITY.J H 

FRALEY, R F 

9205180144 

ADVCM 


GARRITY.J H 

FRALEY.R F 

9205180215 

ADVCM 


GARRITYJ H 

FRALEY.R F 

9205180246 

ADVCM 


GARRITYJ H 

FRALEY.R F 

9205100277* 

ADVCM 


GARRITYJ H, 

FRALEY.R F 

9205190017 

ADVCM 


GARRITYJ R 

FRALEY.R F 

9205100233 

ADVCM 


GATES.WG 

FRANCE.G M 

9205120122* 

40-3392 


GATES.WG 

FRANCE.G M 

9205260132 

70 925 


GATES.WG 

FHANCINI.R 

9205200073 

NUREG 


GATES.W G 

FRANCIS.B 

9204200095* 

PR 


GATES.WG 

FRANCIS.D L 

9204280047* 

PR 


QATES.WQ 

FRANKJ 

9204200204* 

PR 


GATES.WG 

FRANZJ F 

9205010279 

50-331 

P 

QATES.WQ 

FRANZJ F 

9205060205 

50-331 

P 

GATES.WG 

FRANZJ F 

9205060231 

50 331 

P 

GATES.WG 

FRANZJ F 

9206060260 

50 331 

F 

GATES.WG 

FRANZJ F 

9205070010 

50 331 

P 

GATES.W G 

FRANZJ F 

9205120270 

50 331 

R 

QATES.WQ 

FRANZJ F 

9205180186 

50 331 

P 

GATES.WG 

FRANZJ F 

9205260230 

60 331 

1 

GATES.W.G. 

FRANZJ F 

9205200056 

50 331 

F 

QATES.WQ 

FRA2EE.TC 

9205010001 

PRM 


GATES.WG 

FREDRICKSON, P 

9205190103* 

50-280 

Q 

GATES.WG 

FREEMAN.DW 

9205040001 

60-123 

n 

QAVULAJA 

FREEMAN.R H 

9205100250* 

60 320 

p 

GEIGER, E L 

FREUDENBERGER 

9205120208* 

50-302 

Q 

GEIGER, E L 

FREY.L 

0204230180* 

PR 


GEIGER, WS 

FRIES.EV 

9205270049 

50-213 

S 

QEKLen,WC 

FRIESEN.B S 

0204240093* 

PR 


GEKLER,WC 

FRIESEN.B S 

9204240003* 

PR 


GEKtER,W.a 

FflISCO.DC 

0204240237* 

PR 


QEKLEn,WC 

FRISCO.DC 

0204240237* 

PR 


GEORGE.D 

FRIZZLE, C D 

9205130033 

50-309 

V 

QER0ERJ 

FRIZZLE, C D 

9205150211 

60 309 

p 

QERTM,Q 

FfllZZLE.C D 

9205210286 

50 309 

p 

GERTMANAI 

FROEHLICH.C H 

9205070176 

ORQ 


GERTMAN.ai 

FUGERE.OL 

9205200221 

50 265 

F 

GERTMAN.DL 

FULCHER, J E 

9204160243* 

PR 


GERTZ.CP 

FULD.R B. 

9205210194* 

52-2 


QESCHWENDERJ 

FULLER, E 

02042B0202* 

PR 


GHADIALI.N, 

FULLER, L L 

9205190010 

60-307 

n 

GID0,W. 

FULLER.R E 

9206180160 

NUREG 


QIDBS.V 

FULLER, R.E 

9205200219 

60-397 

s 

QIDSON,A F 

FULVIO,A A 

9205010041 

60 277 

s 

GIBSON,AF 

FULVIO.A A 

0206110159 

60 277 

s 

GIDSON.AF 

FULVIO.A A 

9205110162 

50 277 

s 

QIDSON,A F. 

FURfA.J 

9205190039* 

50 220 

Q 

GIBSON, A F 

FUTRELL,R 

9206050286 

50-413 

S 

GiDSON.A F 

FUTRELL.R 

9205180302 

60 413 

S 

GIBSON, J, 

GAG LIAR DO J E 

0205010080* 

50-446 

Q 

QIL0ERT,W.V 

GAINTY.C A 

9205050080* 

60-255 

Q 

GILIESPIE.FP 

GALASSI.G M 

9205180166 

NUREG 


GILLESPIE.F.P. 

GALEAZZI.D D 

9205210236* 

50-263 

S 

GIILIN,M.T 

GALLO.R M 

9205110082 

60-166 

V 

QILMOVEJ E 

GALLO.R M 

9205220013 

60-69 

V 

QILRAYJ W 

GALLO.R M. 

9205260203 

50-128 

V 

GILRAYJW. 

GALLO.R M 

9205200010 

50-2 

V 

GILRAYJ W 

GALLO.R M 

9205280248 

60-2 

V 

QILRAYJ W. 

GALYEAN.W J, 

9205270010 

NUREG 


QINZOURG.L 


9205270067 

NUREG 


GIOHGI.F J 

9204290099" 

PR 

9205270071 

NUREG 


GIPSON.D R 

9205180043 

50-341 

9205280201 

50 255 

P 

GIRARD.M 

92042402 00* 

PR 

9205290110 

50 255 

P 

GISCLON J M 

9205110035 

50 275 

9204270251* 

PR 


GISCLON J M 

9205140232 

50-275 

9204270389* 

PR 


GISCLON J M 

9205180214 

50-275 

9204270377* 

PR 


GISCLON J M 

9205180270* 

50-275 

9204270260* 

PR 


GISCLON J M 

9205280090 

50-275 

9205040109 

50 133 

S 

GITCHEUBA 

92042901 65* 

PR 

9205200028 

50 206 

s 

GLEASON.J P 

92051501 02 

40-8724 

9204270492* 

PR 


GLEASON, J P 

9205220036 

40-0027 

9205070022 

40 8903 


GLISSMEYERJA 

9111140109* 

50-250 

9205120309 

40 8902 


GLOERSEN.W B 

9205270089* 

70-143 

9205130294 

40 8903 


GLOERSON.WB 

92051201 32* 

50-259 

9205130298 

40 8905 


GLOWIK.D 

9204270532* 

PR 

9205140080* 

40 8903 


GLUCKSON.J M 

9205010012 

PRM 

9205070177* 

71-506 


GLUNTZ.DM 

9205280177* 

PROJ 

9205110171 

50 29B 

s 

GODDARD C S 

9205010293 

50-293 

9205140209 

50 29B 

R 

GODWIN.A V 

9204240053* 

PR 

0205260160 

50 298 

s 

GODY.A 

9205270075* 

50-361 

9205050084* 

50 315 

o 

GODY.A T 

92051502 35 

50-461 

9205210062 

50 295 

0 

GOLD.W J 

92042805 23* 

PR 

9205210100 

50 440 

o 

GOLDBERG J H 

9205050009 

50-335 

9205210118 

50 266 

Q 

GOLDBERG J H 

92051402 59 

50-2S0 

9205210130 

50 305 

O 

GOLDBERG J H 

9205220150 

50-335 

9205220019* 

50 261 

Q 

GOLDBERG J H 

9205290306 

50-250 

9205010164 

50 390 

S 

GOLDBERG, MC 

9204290350* 

PR 

9205010276 

50 390 

R 

GOLDBERG, R 

9205290078 

50-346 

9205050252 

50 390 

A 

GOLDBERG.R 

9205290076 

50-346 

9205060313 

50 390 

Q 

GOLDEN.R 

9204270041 * 

PR 

9205060120 

50 390 

A 

GOLLER.K R 

9204090396* 

PR 

9205080006 

70 2910 


GOLLER.K R 

9204180077* 

PR 

9205080009 

50 390 

A 

GONZALES.R 0 

9205110020* 

40-6084 

9205080019 

50 390 

S 

GOODE.M 

9204290401* 

PR 

9205060210 

60 285 

P 

GOODEN.H 

9204270490* 

PH 

9205070094 

50 285 

F 

GOODHICH.JK 

9205010077 

PRM 

9205080034 

50 285 

H 

GOODWJN.LG 

9205280138 

OA909 

9205120307 

50 285 

S 

GORE.B F 

9205140204 

50 250 

9205150170 

50 285 

R 

GORE.B F 

9205140207 

SO 305 

9205180260 

50 285 

P 

GOSSOM.M B 

920427040 B* 

PR 

9205180301 

50 285 

S 

GRACE J M 

9204100100* 

PR 

9205190046 

50 285 

s 

GRACE J N 

9204160065* 

PR 

9205100060 

50 285 

F 

GR ADEPT, W A 

9205140032 

40 601 

9205210034 

50 285 

P 

GRAHAM, P D 

9205040211 

50 458 

9205210151 

50 285 

F 

GRANTJ 

9205040150 

50-29 

9205220170 

50 285 

S 

GRANTJ 

9205060256 

60-29 

9205220175 

so 285 

S 

GRAY.E H 

9205040043* 

50-387 

0205220215 

50 285 

P 

GRAY.EH 

9205070201* 

50-317 

0205260006 

50 285 

0 

GRAY.E H 

9205120125* 

50-317 

9205260057 

60-285 

P 

GRAY.E H 

9205150147* 

50-335 

0205270034 

50 285 

s 

GRAY.E H 

92051 D0O84* 

50-244 

0205270279 

50-285 

P 

GRAY.E H 

9205260051* 

60-271 

9205120122* 

40-3392 


GRAY.E H 

9205270221* 

50-309 

9204240168* 

PR 


GRAY,J R 

9205290033 

60 444 

0204240168* 

PR 


GRAY.M A 

920514028 5* 

50 213 

9204230328* 

PR 


GRAY.M A. 

9285140280* 

50213 

9205050230 

40 6027 


GRAY, PA 

9205070027 

71 &240 

0205130053 

40 8027 


GRAZIO.R e 

9205260163 

60 250 

9205150116 

40 B027 


GRECOJ M 

9205050201 

70 1703 

0205270171 

40 6027 


GREEN, B 

9205010174* 

COMMISl 

9204230087* 

PR 


GREENFIELD, M 

9204270361* 

PH 

0204290093* 

PR 


GREENMAN.EG 

9205040006 

50 255 

0205100178 

NUREG 


GREENMAN.EG 

9205050031 

60-237 

9205270010 

NUREG 


GREENMAN.EG 

9205050106 

50-306 

0205270067 

NUREG 


GREENMAN.EG 

9205050194* 

50-306 

9205270071 

NUREG 


GREENMAN.EG 

9205120009 

50-315 

9205290262* 

WASTE MQT 

GREENMAN.EG 

9205120170 

60-237 

0205270034 

50-285 

s 

GREENMAN.EQ 

9205120194 

50-305 

9205200073 

NUREG 


GREENMAN.EG 

920512021 f 

50-237 

9204270163* 

PR 


GREENMAN.E G 

9205150003 

60-305 

92042802B9* 

PR 


GREENMAN.EG 

9205180025 

50-295 

9205050092 

50 416 

Q 

GREENMAN.EG 

9205190060 

50-456 

9205120004 

50-324 

Q 

GREENMAN,E.G 

9205190212 

50-237 

9205120028 

50-327 

O 

GREENMAN.EG 

9205210144 

50-295 

9205120051 

50-324 

Q 

GREENMAN.E G 

92052 200S0 

60-305 

9205220012 

50-324 

Q 

GREENMAN.EG 

9205220060* 

50 305 

9205220078 

60-324 

V 

GREENMAN.E G 

9205220002 

50 341 

9205150009 

50-336 

R 

GREENMAN.EG 

9205270014 

50 461 

9204270027* 

PR 


GREENMAN.E,G 

9205270168 

60 237 

6809280108* 

PR 


GREENMAN.EG 

9205270103 

SO 440 

0906220065* 

PR 


GREENMAN.EG 

0205270238 

50-237 

9205210122 

PR 


GREENMAN.EG. 

9205260008 

50 315 

0205130240* 

TOPREP 


GREEVESJ T. 

92051 3030 B 

40 &027 

9205050305 

WASTE MGT 

QREGER.Lfl 

9205050023 

70 36 

9205100074 

WASTE MGT 

GREGER.LR 

9205050037 

50 341 

9205200196 

WASTE MQT 

GREGER.UR 

9205050043 

50 155 

9205290266 

WASTE MGT 

GREGER.LR. 

9205050063 

50 186 

9205290340* 

CONTRACT 

QREGER.LR 

9205050172 

50 454 
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GREGER.L R 

0205070 I&2 

50-461 

Q 

HALL.R E 

9205130244 

40 650? 


HAUSWAN.G M 

9205120061* 

50-255 

Q 

GREGER.L R 

9205070103* 

50 461 

Q 

HALL.R E 

9205130253 

40-1 16? 


HAVERKAMP.D R 

9205210090* 

50-333 

Q 

GREGER.L R 

9205070209 

50 305 

Q 

HALL.R E 

92051 30257 

40-390? 


HAVERKAMP.D R 

9205260040* 

50 286 

O 

QREGER.L R 

9205070226 

50 341 

0 

HALL.R E 

9205130258* 

40-1168 


HAWKINS.E F 

9205120274 

40-8981 


GREGER.L R 

9205100140 

50 305 

0 

HALL.R E 

9205130268* 

40-8981 


HAWKINS, E F 

9205120282* 

40 6981 


GREGER.L R 

0205100116* 

50 305 

Q 

HALL.R E 

9205130272 

40-0057 


HAWKINS.E F 

9205120297 

40-8943 


GREGER.L R 

020526001 i 

50 373 

Q 

HALUR E 

9205130276 

40-8057 


HAWKINS.E F 

9205120303* 

40 6943 


QREGERIR 

92050 5003B 

50 461 

Q 

HALL,R E 

9205130261 

40-8904 


HAWK1NS,HF 

9205120313 

40 8084 


GREGG, DR 

0204270409* 

PR 


HAIL.R E 

92051 3Q203 

40-8502 


HAWK1NS,E F 

9205120315* 

40 8084 


GREGG.HI 

0205260051* 

SO 289 

O 

HAU.RE 

9206130284* 

40-8981 


HAWKINS.E F 

9205130022 

40 8502 


GREGG.BJ 

0206260035 

70 371 


HALL.R E 

0205130300 

40-8452 


HAWKINS.E F 

9205130121 

40 8452 


QREGORY.R D 

0204230124* 

PR 


HAl L.R E 

0205130304 

WASTE MGT 

)HAWKINS.E F 

9205130130* 

40 0452 


GRirflN.R 

02042701 30* 

PR 


HAl L.R E 

0205140024 

40-6622 


HAWKINS,E F 

9205130248 

40-8903 


GRIFFIMG.EP 

9205110243 

REVIEW GR 

; P 

HALL.R E 

9205140039 

40-6681 


HAWKINS,E,F 

9205130251 

40 8857 


GniMES^C 1 

9104250030* 

ORG 


HALL.R E 

9205140043* 

40 0681 


HAWKINS.E F 

9205140072 

40 8903 


QRIMES.C 1 

9204300002* 

ORQ 


HAl L.R E 

0206140053* 

40 8904 


HAWKINS.E F 

9205140074* 

40 8903 


GRIMES.C 1 

9205060270 

NUREG 


HAl L.R E 

0205140094 

WASTE MGT 

HAWKINS.E F 

9205140228 

40 8681 


GRIMES .Cl 

9205070045 

NUREG 


HALUR E 

0205140302 

40 8043 


HAWKINS.E F 

9205140235 

WASTE MGT 

GRIMES .Cl 

9205070245 

NUREQ 


HALUR E 

9205150142 

WASTE MGT 

HAWKINS.E F 

9205150193* 

40-8502 


QRIMES.C 1 

9205080106 

NUREG 


hall.s L 

0205150171 

50 309 

R 

HAWKINS.TF 

9204270523* 

PR 


QRIMES.C 1 

9205110060 

NUREG 


haltiwanger.j 

0205000117 

50 3D5 

R 

HAWLEY ,H G 

9204270510* 

PR 


GRIMES.CI 

9205110117 

NUREG 


halvorson.a 

9204290381 * 

PR 


HAWLEY.M E 

92050B0033* 

CONTRACT 


GRIMES.CI 

&205190312 

TOPREP 


hamilton.b 

9204280176* 

PR 


HAYES, J J. 

9205280075 

50 220 

P 

QRIMES.C 1 

9205260008 

NUREG 


hamilton.le 

0204270079* 

PR 


HAYES, J J 

9205200296 

TOPREP 


GRIMES.CI 

9205200194 

NUREG 


HAMILTON.R B 

0204270340* 

PR 


HAYES. K R 

9205210052* 

50-313 

R 

GRIMES.CI 

9205280204 

NUREG 


HAMPTON. J W 

9205040183 

50 260 

F 

HAYES.K R 

9205210067* 

50-313 

R 

GRIMM, ^P. 

9205120292 

40-8943 


HAMPTON, J W 

0205040197 

50 270 

P 

HAYNES.H F 

9205060127 

50-245 

5 

qrimm.jp. 

9205130271 

WASTE MGT 

HAMPTON,J W 

0205040190 

50 269 

P 

HAYNES, H F 

9205060127 

50-245 

S 

GRIMM, JP. 

92051 402 IQ 

40-8943 


HAMPTON.JW 

9205040201 

50 269 

Q 

HAYS.J A, 

9205190245 

50 275 

F 

QRIMSLEY.DH 

92040603 G7* 

PR 


HAMPTON.JW 

9205040271 

50-260 

R 

HAZARD.J 

9204270338* 

PR 


GRIMSLEY.DH 

0204220110* 

PR 


HAMPTON.J W. 

9205080159 

50-269 

P 

HAZARD, R L 

9204270280* 

PR 


QRIMSLEY.DH 

9204240191* 

PR 


HAMPTON,JW 

0205140275 

50-269 

F 

HAZLE.AJ 

9204230027* 

PR 


QROOMS,J 

9205120099 

50 261 

R 

HAMPTON.JW 

0205150202 

50-269 

F 

HEANEY, G 

9205130291* 

WASTE MGT 

GROOMSJ 

0205270107* 

50 261 

R 

HAMPTON.J W, 

9205150220 

50-268 

S 

MEBDON.F J 

9205200247 

50-328 

P 

GRUMME.l L 

9205200226 

50 307 

Q 

HAMPTON, JW 

0205180016 

50-269 

P 

HEBDON.F J 

9205280190 

50-259 

P 

QUENTRHER.H. 

9204280205* 

PR 


HAMPTON.J W. 

9205180052 

50-270 

Q 

HEGRAT.KL 

9205180244 

50 440 

S 

GULASCH.C 

0204200298* 

PR 


HAMPTON, J.W 

0205220118 

50-269 

P 

HEGRAT.H L 

9205190008 

50 440 

R 

GUUCK.L 

020426 0069* 

PR 


HAMPTON.J W 

0205280157 

50-260 

P 

HEGRAT.H L. 

9205260217 

60 440 

S 

QUHSELMAN.DJ 

9204290160* 

PR 


HANDLOVITS.S M 

9205150012 

50 255 

R 

HEHL,C W 

9205010010 

50-245 

P 

GUNTER.>I W 

9204300234* 

PR 


HANEY.L N 

9205100177 

NUREG 


HEHL.C W 

9205040041 

50 336 

Q 

GUNTER.JW 

92052Q0DQ2 

WASTE MGT 

HANEY.LN 

0205180180 

NUREG 


HEHL.C W 

9205040067 

50 220 

Q 

GUTIERREZ.MR 

9205060216* 

&0 3B2 

R 

HANG.D F 

0205260208 

60-161 

P 

HEHL.C W 

9205040086 

50-271 

P 

HAAG.R C 

9205120253* 

50 395 

Q 

HANNON.J H 

0205010082* 

50 461 

P 

HEHL.CW 

9205040089 

50 219 

Q 

HAERTJENS.0 L 

9205060144 

70 135 


HANNON,J N 

0205150225 

60 346 

P 

HEHL.C W 

9205040168 

50 333 

Q 

HAERTJENS.D L 

02-05130196 

70 135 


HANNON J N 

0205150236* 

50 461 

P 

HEHL,C,W 

9205140008 

50*219 

O 

HAERTJENS.B L 

9205200262 

70-135 


HANSEN, C 

0204280447* 

PR 


HEHL.CW, 

9205190101 

50-277 

O 

HAERTJENS.0 L 

0205210262 

70-135 


HANSON.A S 

9205130166 

72-1006 


HEILMAN.W B 

9205130245* 

TOPREP 


HAERTJENS,0 L 

0205220116 

70-135 


HARA.K 

9205280242 

MISC 


HELLMAN.J 

9204280368* 

PR 


HAERTJENS.B L 

9205220206 

70-135 


HARDEN, P A 

0205050234* 

60-255 

P 

HELTEMES.J 

9204090088* 

PR 


HAERTJENS.B L 

9205260137 

70-135 


HARDEN.P A 

9205050230* 

50-255 

P 

HEMMER.D 

9205140086 

40 8981 


HAFFEfl.EA 

9205190018 

60-443 

G 

HAROGROVE.TW. 

9205140120 

40-2259 


HENDL.G F 

9205210269 

50 456 

R 

HAGAN.JJ 

9205190361 

50-364 

S 

HARDY.I 

92O42QO1O0* 

PR 


HENKENIUS.M A 

9205120147 

1&E 


HAGAN.JJ 

9205200001 

50-354 

R 

harlan.p 

9204280526* 

PR 


HENKIN.R,E. 

9205270247* 

COMMISSION 

HAGEV.K 

9205220127 

CONTRACT 


HARMON.B 

9204240311* 

PR 


HERBENICK,G D 

9205190327 

50-260 

R 

HAGUE.R L 

9205070234* 

50-331 

Q 

HARMON.L 

9205 180070 

PR 


HERD.e 

0205110211* 

PR 


HAGUE^R L 

9205120198* 

60-305 

Q 

HARMON.P E 

9205120005* 

50-269 

Q 

HERDT.A R 

9205050026 

50 321 

Q 

HAGUE.RL 

9205190150* 

50 305 

Q 

HARPER.J 0 

0205080042* 

WASTE MGT 

HERDT.A R 

9205050052 

50-269 

Q 

HAIQHT.DW 

9205060002 

50 213 

I 

HARRELL.P H 

9205040051* 

50 468 

Q 

HERDT.A R 

9205050054 

60 269 

Q 

HA!RSTON,WG 

9205010300 

50 321 

P 

harrelup H, 

9205190144* 

50 288 

Q 

HERDT.A R 

9205050110 

60-413 

Q 

HAIRSTON ,W.G 

9205040219 

50 321 

S 

HARRELL.P H 

0205220005* 

60 285 

Q 

HERDT.A H 

9205050205 

SO 369 

Q 

HAIRSTON, WG. 

9205160029 

60 321 

n 

HARRELUP H 

9205270125 

50 458 

S 

HERDT.A R 

9205120002 

50 269 

Q 

HAIRSTON.WG 

9205160226 

60 321 

p 

HARRIS.R D. 

9205820155* 

PROJ 


HERDT.A R 

9205120047 

50-321 

Q 

HAIRSTON.W G 

92051 50232 

60 360 

s 

HARSHAW.F 

0204840204* 

PR 


HERDT.A B 

9205120238 

50-424 

Q 

HAIRSTON, WG 

9205180011 

50-321 

p 

HARTNETT.S 

0204880146* 

PB 


HERDT.A R 

9205190105 

50 321 

Q 

HAIRSTON WG 

0205100015 

50 368 

3 

HARVEY, C L 

9205890037 

50 49B 

P 

HERDT.A R 

9205270060 

50-369 

Q 

HALOERQ.Q P 

9204290101* 

PR 


HARVEY.JT 

0205890006 

PR 


HERDT.A R. 

9205270086 

50-369 

O 

HALL,D P 

0205260184 

SO 490 

P 

HARVeY,M 

9205160310 

40 6948 


HERDT.A R 

9205270149 

50-269 

Q 

HALL,J R 

9205060169 

50 440 

P 

HARWARD,D J 

9205270230* 

PROJ 


HERDT.A B 

9205270166 

50-413 

Q 

HALL.K R. 

020513Q039 

50 129 

Q 

HASELTINE.J 0 

9205130170 

50 29 

P 

HERNAN.BW 

9205010030 

50 219 

F 

HALLR.E. 

0205110023 

40 0084 


HASLEY,P 

9204270527* 

PR 


HERNAN.R W 

9205200299 

50-219 

P 

HALUR.E, 

9205110028* 

40 9094 


HASS ELBE RG,F.W 

0205190280 

PROJ 


HERRING.N 

9204270163* 

PR 


HALL.R.E, 

9205120306 

40 0622 


HASS ELBE RG,F W. 

9205220187 

PROJ 


KERRMANN.TE 

9205050281 

TOPREP 


HALL,R E, 

9205120311 

40-0903 


HASTY,R L 

9205160130' 

50-369 

F 

HERRON.R 

9205190349 

50 295 

R 

HALL,R E 

9205130084 

40-1162 


HAUBER,R D 

9205070132 

XPORTUC 


HEYSEK.W G 

9205190052 

50-289 

R 

HALL.R E, 

9205130089 

40-299 


HAUBER,R D 

9205080102 

XPORTLIC 


HIATT.S.L 

9205110057 

PR 


HALL,R E 

0205130104* 

40-1162 


HAUBER.n D 

9205110218 

XPORTLIC 


HIATT.S L, 

9205140036 

l&E 


HALL.R E, 

0265130111 

40-6659 


HAUBER.R.D 

9205150134 

XPORTUC 


HICKEY.J N 

9205080077 

50 332 

A 

HALL,RE 

0205130114* 

40-6659 


HAUBER,R D 

0205150102 

XPORTUC 


HICKEY, J N 

9205150162 

70-1113 


HA LURE, 

0205130132 

40-0004 


HAUBER.n D 

0206150184 

XPORTLIC 


HICKEY.J N 

9205150166* 

70-1113 


HA LURE 

0205130193 

40-0857 


HAU0ER,R 0. 

0206150190 

XPORTUC 


HICKEY.J.N 

9205150169* 

70 1113 


HAL UR E 

9205130207 

40 Q690 


HAUBER.BD 

9205200072 

XPORTLIC 


HICKEY.J W 

9205010001 

70-1257 


HAL UR E. 

0205130210* 

40-8690 


HAUBEft.R D 

9205200079 

XPORTLIC 


HICKEY.J W 

9205040280 

70 734 


HAL UR E 

0205130216* 

40-1162 


HAU8ER,R D 

9205200287 

XPORTLIC 


HICKEY.J W 

9205050041 

40 6940 


HALL.R E 

0205130218 

40-8004 


HAUBER.B D 

02052702B4 

XPORTLIC 


HICKEY.J W 

9205060084 

70-734 


halure 

0205130221* 

40-1162 


HAUBEft.R D 

92052D0016 

XPORTUC 


HICKEY.J W 

9205140263 

40 8027 


HAL UR E 

9205130226* 

40 0004 


HAUBEft.R.D 

9205200023 

XPORTLIC 


HICKEY .J-W 

9205150069 

70-734 


halure 

9205130239 

40-8004 


HAUSMAN.Q 

9205040081* 

50 255 

Q 

HICKEY.J W 

9205200070 

70-27 


halure 

9205130242 

40 2250 


MAUSMAN.GM 

9205070292* 

50 255 

Q 

HICKEY ,J W. 

9205200071 * 

70-27 
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HOCKEY .JW 

9205200076* 

70-27 


HOOGHEEN.D 

HICKEYJ W 

9205210001 

40 8027 


HOOGHEEN,0 

HICKEY .J W 

9205220130 

40-8027 


HOOKER, C A 

HICKEY, J W 

9205220177 

70-3070 


HOOKER, C A 

H^CKEy,J W 

9205220182 

70-734 


HOOKS, K R 

HICKEY.JW 

9205220105’ 

70-734 


HOOPER. G L 

HICKEY.JW 

9205220191* 

70-734 


HOPKINS, J B 

HICKEYJW 

9205260013 

40 8027 


HOPKINS, J B 

H[CKEY,JW 

9205280215 

70 3070 


HOPK1NS.J D 

HICKEY,JWN 

9205010298 

40 0027 


HOPKINS.PC 

K1CKMAN.J B 

9204290418* 

PR 


HOPKINS, PC 

H1CKWAN.J 8 

9205200217 

50-295 

P 

HOPKINS. R J 

HICKMAN.J H 

9204270441* 

PR 


HOPKINS. R J 

HIR.H 

9204280361* 

PR 


HOPKINS.S 

HIGGINS.J 

9205280258 

52*1 


HORD.R L 

HIGHTOWER.J 

9204130252* 

PR 


HOR1N,W A 

HIGHTT.S L 

9204280138* 

PR 


HORN.G R 

HiLDEN8RAND,P 

9205130266* 

40 8857 


HORN,G R 

HILDENSRAND.P 

9205140050 

40-8057 


HORN.G R 

HILDENBRAND.P 

9205140084 

40-0857 


HORN.G R 

HILDENBRANO.P, 

9205140143 

40 0857 


HORN.G R 

H1LL,L M 

9205270310 

71-6601 


HORN.G R 

HlLl.S 

9205260118* 

50 282 

S 

HORN.G R 

HiU.WM 

9203050134 

40 0027 


HORN.G R 

HILL.WM 

9205000030 

50-322 

G 

HORN.G R 

HILL WHILTON.N 

9204290065* 

PR 


HORN,M 

HILLMAN.CT 

9205010265 

50 255 

S 

HORN.M 

HILLMAN.C T 

9205040202 

50*255 

S 

HORNUNQ.T 

HtLLMAN.CT 

9205110155 

50-255 

S 

HORTON, D G 

HILMAN.CT 

9205260144 

50-255 

S 

HORTON, D G 

HIMMELFARB.J 

9204280102* 

PR 


HORTON, D G 

HIND, J A 

9204220207* 

PR 


HORTON, D G 

HINNANT.CS 

9205290285 

50 400 

S 

HORTON. D Q. 

HIPPE.M 

9205130069 

50 263 

s 

HORTON. D G 

HIRBAUR.KA 

9204270406* 

PR 


HORTON, D G 

HOBBS.T G 

9204230222* 

PR 


HORTON, D,G 

HO BE, M A 

9205200127 

50-155 

F 

HORTON.D G 

HOCKER.C L 

9204240224* 

PR 


HORTON.D G, 

HQDGDON,AP 

9205140295 

50-275 

F 

HORTON.D G. 

HODGES, M W 

9205070213 

50-245 

V 

HORTON.D.G 

HODGES, M W. 

9205080004 

50-219 

Q 

HORTON.D G 

HODGES, MW 

9205130034 

50-293 

Q 

HORTON.D G 

HODGES,MW 

9205260061 

50 244 

Q 

HORTON.D G 

HOEL,D Q 

9204090204* 

PR 


HORTON.D G 

HOFFMAN,D P 

9205040031 

50-155 

r 

HORTON.D G 

HOFFMAN,ST 

0205200264 

50-348 

p 

HORTON.D Q 

HOFFMAN,S T 

9205260091 

50-340 

P 

HORVATH, K J 

HOFFMAN, ST 

9205270305 

50-340 

p 

HOSEY.C 

HOGG.R C 

9205070007 

27-48 


HOSEY.CM 

HOQG.R C 

9205070009 

27-48 


HOUSE, J E 

HOGG,RC 

9206070096 

27-48 


HOUSTON, R W 

HOLBERT.E K 

9205110261 

50 313 

s 

HOUSTON.RW 

HOLBERT,E K 

9205270267 

50 313 

s 

HOWELL.AT 

HOLBROOK,B L 

9205220093* 

50-324 

V 

HOWELL.A T 

HOLIAN.B 

0205200145 

50 440 

A 

HOYLE ,J. a 

HOLLANBD.W E 

9205120265* 

50-327 

Q 

HSIA.A 

HOLLAND.R T 

9204200095* 

PR 


HSIA.A 

HOLLAND,W R 

9205110197* 

50 334 

1 

HSIA.A H 

HOLLER, E. 

9206150123 

50-348 

G 

HSIA,A H 

HOLLOMONJJ 

92052B0193 

50-327 

R 

HSIA,A H 

HOLM.R L 

9205260208 

50-151 

P 

HSIA.A H, 

HOLMAN,R. 

9205210021 

50-10 

F 

HSIA.A H 

HOLMAN,R. 

9205210028 

50 to 

F 

HSIA.A H 

HOLMAN, R 

9205210095 

50-10 

F 

HSIUNG.S 

HOLMES,JA 

9205150002* 

60 263 

Q 

HUDSON.S. 

HOLMES RAY,P 

9205120209* 

50-302 

Q 

HUEBNER.LG 

HOLODY.D, 

9205040306 

l&E 


huebner.lq 

HOLONICH,J J 

9205050244 

WASTE MQT 

HUEBNER.LG 

HOLONICH.JJ 

9205050248 

WASTE MGT 

HUFFEFIT.A.M 

HOLONICHJJ. 

9205050265 

WASTE MGT 

HUFFERT.A M 

HOLONICH.JJ 

9205050288 

WASTE MGT 

HUQ.M.6, 

HOLONICH,J.J. 

9205080028 

WASTE MQT 

HUG.MT. 

HOlONICH,J J 

9205080032 

WASTE MGT 

HUQ.M T 

HOLONICH,JJ 

9205130262 

WASTE MGT 

HUQHES.A. 

HOLONICH,JJ, 

9205130277 

WASTE MGT 

HUGHES.A 

HOLONICH,J J, 

9205180110 

WASTE MGT 

HUGHES, A 

HOLONICH,J J 

9205180309 

WASTE MQT 

HUGHES, A, 

HOLONlCKJvl 

9205210312 

WASTE MQT 

HUGHES, A 

HOLONICH.JJ 

920S22002B 

WASTE MGT 

HUQHES,A. 

HOLONICH,J J 

9205220038 

WASTE MGT 

HUQHES.A. 

HOLONlCH,J J 

9205280148 

WASTE MQT 

HUGHES.A 

HOLONICH,JJ 

9205290171 

WASTE MGT 

HUGHES,0 

HOLONICH,JJ 

9205290176 

WASTE MGT 

HUGHE S.0 

HOM.S R, 

9205110122 

50-346 

M 

HUGHEV.C A 

HaNE,MJ 

9205200136* 

50-206 

P 

HUQHEV.C.A. 

HONE,M.J. 

9205260262* 

50-403 

P 

HUHTINIEMM 

HOOD,0 8 

9205050331 

50-424 

P 

HULL,J,r. 

HOOD,H 

9205150219 

60-275 

P 

HULL.J.T 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

9205210139 

50-254 F 

HULME,N D 

9205120294 

50 423 

S 

9205280070 

50-264 F 

HUMPHREY.R A 

9205130174* 

PROJ 


9205190042* 

70-754 

HUNSTAD.A 

9205010094 

50 306 

S 

0205270141* 

50-133 Q 

HUNSTAD.A 

9285010193 

50-282 

S 

9205260139 

WASTE MGT 

HUNSTAD.A A 

9205010103 

50-282 

S 

9265150166 

50-424 R 

HUNT.D 

9206180235 

40 8948 


9205910013 

50-346 P 

HUNT.MD 

9205270078* 

50 369 

Q 

920514O24S 

50-346 F 

HUNTINGTON.D 

0204270521* 

PR 


9205100134* 

50-461 P 

HUTCHISON.H 

9205130152 

70 135 


92050501 16* 

50-413 Q 

HUTCHISON,H 

9205190164 

70-135 


9205270169* 

50-413 Q 

HUTCHISON.L 

9205210296 

50-397 

R 

9205130286 

40-6622 

HYVARINEN.J 

920 5140246 

NUREG 


920514031 1 

40-6622 

IHDE.RH 

9205070177* 

71-506 


9205290304 

CONTRACT 

IHNEN.K D 

9205260030* 

50-336 

V 

9205060209* 

50-302 1 

IM0RO.E V 

9205060172* 

50-213 

0 

9205080043 

PR 

IMBRO.EV 

9205120295* 

50-254 

Q 

9205040236 

50 296 F 

IMBRO.EV 

9205280261 * 

52-1 


9205050263 

50 208 1 

INGLE.S 

9205140110 

40-8857 


9205060271 

50-208 J 

INGRAM, F 

9204090340* 

PR 


9205120266 

50-208 P 

ISAAC.P 

0205220024* 

50-59 

V 

9205130095 

50 298 P 

ISAAC,P 

9205260220* 

50-128 

V 

0205130105 

SO 208 F 

ISAAC 5, TH 

9205260186 

WASTE MGT 

9205140015 

NUREG 

ISELEN.C 

9204280226* 

PH 


0205160145 

60-298 P 

ISELIN.C 

9204150010* 

PH 


92052801 27 

50-298 F 

JA0QOUB.KN 

9205070050 

50-321 

P 

9205110022 

40 8027 

JABBOUR.K N 

9205260095 

50-321 

P 

9205220189* 

79 734 

JABBOUR.K N 

9205270262 

60-321 

P 

9204290200* 

PR 

JABBOUR.K N 

9205270325 

50 321 

P 

9205040169 

WASTE MGT 

JA0BOUR,K.N 

9205290237 

50 321 

P 

92050401 79* 

WASTE MGT 

JABLONSKI.FJ 

9205040081* 

50 255 

Q 

9205130287 

WASTE MGT 

JABLONSKLF X 

9205070292* 

50 255 

Q 

9205130201* 

WASTE MQT 

JABLONSKI.F X 

92051 2 0081* 

60-255 

Q 

0205180000 

WASTE MGT 

JABLONSKI.FJ 

9205150002* 

50-263 

Q 

9205180237 

WASTE MGT 

JACKSON.F 

9205110050 

PR 


9205180240* 

WASTE MGT 

JACKSON, M A 

9205080054 

SO 254 

H 

9205180255 

WASTE MGT 

JAGKSON.M A 

9205200152 

50-374 

P 

920S 180258* 

WASTE MGT 

JACKSON.M A, 

0205280236 

SO 237 

P 

0205190316 

WASTE MGT 

JAGKSON.R L 

9205120265* 

70 1113 


9205190316* 

WASTE MGT 

JACKSON ,WV 

9206130067* 

71-9248 


9205200175 

WASTE MGT 

JACKSON .WV 

9205130072* 

71 9248 


0205200160* 

WASTE MQT 

JACOBS, R 

92042702B4* 

PR 


0205220135 

WASTE MGT 

JACOGSON.J fi 

9205080172* 

50 213 

Q 

9205220140* 

WASTE MGT 

JACOBSON.J B 

0205070044* 

QAogo 


9205260QD4 

WASTE MGT 

JACOBSON.J M 

0205040074* 

50 455 

0 

9205260100* 

WASTE MGT 

JACOBSON.J M 

9205050051 ‘ 

50 461 

Q 

0205290282* 

WASTE MGT 

JACOBSON.J M 

020505008B* 

50-255 

Q 

9205110220* 

PR 

JACOaSON.J M 

0295070225* 

50-483 

0 

9205120143 

l&E 

JACOBSON.J M 

0205210060* 

50-295 

Q 

9295000066* 

STATE PRO G 

JACOBSON.J M 

9205210113' 

50-440 

Q 

9205070104* 

60 461 Q 

JACOBSON.JM 

9205210120* 

50-266 

Q 

9205040235* 

ORQ 

JACOBSON.J M 

0205210133* 

50-305 

Q 

9205210193* 

NUREG 

JACOaSON.N 

9204230292* 

PR 


0205100122* 

50 402 Q 

JACOBY, OX 

9205110028* 

40-0084 


9205290060* 

50 496 0 

JACOBY, DX 

9205130140' 

40-0452 


9205220051* 

ADVCM 

JACOBY, D L 

9205130238 

40-8452 


9205120 168 

60 237 P 

JACOQY.DX 

9205130202 

40-2250 


0205120193 

60-237 P 

JAKEL,E E. 

9204240199* 

50-213 

P 

0205160017* 

50-373 Q 

JAMES.A J 

9206280177* 

PROJ 


9205160075* 

60-237 Q 

JAMES.Y S 

0204280266* 

PR 


0205100150 

60 304 S 

JANQ.J C 

920B050986* 

50 528 

Q 

9205260186 

59 304 S 

JANQ,JC 

9205080134* 

50 334 

Q 

9205270140* 

50 454 0 

JANKOVICIUP 

9205080157'^ 

72-1007 


9205280023 

50 237 P 

JANKOVICH.JP 

9205208250* 

71 02 


9205040129 

WASTE MGT 

JANUSKA,AG 

9205070228* 

60-341 

Q 

9204280235* 

PR 

JANUSKA,AQ 

9205280013* 

60 254 

O 

9205040003* 

60-331 R 

JAN20W.E F 

9205280001 

70 3025 


9205040004* 

50-331 R 

JAPE.F. 

9205120019* 

60*336 

Q 

9205079205* 

50 263 R 

JAPE.F 

9205120040* 

50 321 

Q 

9205160321 

40*8724 

JAPE.F 

0205120042* 

50 250 

Q 

9205190236 

40 8724 

JAPe,F 

92051 2Q0B4* 

50-260 

0 

9205120206 

80*275 S 

JAPE,r 

9205270053* 

50 261 

Q 

9205040024 

50-323 S 

JAPE.F 

9205270078* 

50 309 

Q 

9205040039 

50-276 S 

JEHLE.P 

0904190297* 

PR 


9205060174 

50*344 V 

JENKINS, E J 

9204240201* 

PR 


9205060220 

50 424 V 

JENNINQS.C 

9205100330* 

50 269 

F 

9205210241 

60 466 V 

JOHN SON, A 

9205130042 

REGQD 


9205210277 

CONTRACT 

JOHNSON.A 

9205140011 

REQGD 


9205220227 

CONTRACT 

JOHNSON.A.R 

9205050207 

50 244 

C 

9205220251 

CONTRACT 

JOHNSON.Q. 

0204200101* 

PR 


6206260196 

50-285 V 

JOHNSON.BJ. 

0201240139* 

PR 


0206290075 

60-483 V 

JOHNSON, CJ 

0204280311* 

PR 


9206280030* 

60-2 V 

JOHNSON, CJ. 

0204300242* 

PR 


9206200262* 

60-2 V 

JOHNSON.C R 

0205220108 

70-143 


0205050007* 

50-416 Q 

JOHNSON.e. 

9204290420' 

PR 


9205270146* 

50-416 Q 

JOHNSON.FT 

9205280270 

TOPREP 


0206130255* 

TOPREP 

JOHNSON.G A 

0205070123 

XPORTLIC 

9205110095 

50-322 G 

JOHNSON.G A 

9205070127 

XPORTLIC 

9205110203* 

50-322 G 

JOHNSON.GhA 

9205080105^ 

* XPORTLIC 


474 PERSONAL AUTHOR (NDEX 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGOHY 


AUTHOR ACCESSiON SUBJECT 

NUMBER CATEGORY 


AUTHOR 


JOHNSON J A 

9205010025 

PRM 


JOHNSON.K 8 

9205060044* 

WASTE MGT 

JOHNSON.K B 

9205080050* 

WASTE MGT 

JOHNSON.K B 

9205080052* 

WASTE MGT 

JOHNSON.K T 

92040B0023* 

PR 


JOHNSON, MR 

92042B0303* 

PR 


JOH.NSON.P E. 

9204280144* 

PR 


JOHNSON.PH 

9205050132* 

50 276 

Q 

JOHNSON. PH 

0205050136* 

50-275 

Q 

JOHNSON.PH 

9205150120* 

60 344 

Q 

JOHNSON.PH 

9205270043* 

50 275 

O 

JOHNSON.R 1 

9205130276* 

TOPREP 


JOHNSON.R S 

9205270057 

50 416 

S 

JOHNSON.S B 

9205060201 

71-9222 


JOHNSON,! C 

9205040307 

WASTE MGT 

JOHNSON.T C 

9205070003 

WASTE MGT 

JOHNSON, WO 

9205070208* 

50-313 

o 

JOHNSON.W S 

9205130250* 

TOPREP 


JOHNSON.WS 

9205130290* 

TOPREP 


JOHNSRUD.J H 

9204130234* 

PR 


JOHNSTON,J R 

9205060112 

50-155 

R 

JONES.A 

9204280375* 

PR 

JONES, 8 G 

9205260206 

50-151 

P 

JONES, D G 

9205210308* 

CON f PACT 


JONES.OT 

9206150015 

50 334 

R 


JONES.OW 
JONES.OW 
JONES.Q. 
JONES, G G 
JONES.R E 

JONES, we 
JONES, WJ 
JONES, WR 
JORDAN, Et 
JOROAN.EL 

JORDAN.EL 
JORDAN,El 
JORDAN.EL 
JORDAN.El 
JORDAN,! J 

JORGENSEN.B L 
JORGENSEN.B L 
JORGENSEN.B L 
JOY.D R 
JOY.DR 

JOY,JM 
JOY.J M 
JOYCE .K 
JOYCETP 
JOYCE, TP 

JOYCE,! P 
JOYCe.T P 
JOVCE.TP 
JOYCE.T P 
JOYNER, JH, 

JOYNER, JR 
JOYNER. JH, 
JOYNERJa 
JOYNER. JH 
JOYNERJH 

JOYNERJH, 
JOYNER.JH 
JOVNER.JH 
JOyNER.JH 
JOYNER. JH 

JOYNER.J H 
JOYNER. JH 
JOYNERJH 
JOYNER, JH 
JOYNER.J H 

JOYNERJ H, 
JOYNERJH 
JOYNERJH 
JOYNERJH 
JOYNERJH, 

JOYNER, XH 
JOYNER, J,a 
JOYNER JR 
JOYNER.JH 
JOYNERJ H 

JOYNERJH 
JOYNER.J H. 
JOYNERJH 
JOYNERJ H 
JOYNER. JH, 

JOYNERJH 
JOYNER. JH 
JOYNERJ.H 


0205050 109* 50.413 Q 

9205120204* 50-369 O 

9205060212 50 206 F 

9205290316* 60 440 P 

9205190012 50 312 R 

9205210112* CONTRACT 

9205200141* CONTRACT 

9205140177 ORG 

9205110268 REVIEW GBP 

92Q5Q70284 REVIEW GRP 

6205140055 ORG 

9205280006 REVIEW GH P 

9205290124 REVIEW GR P 

9205290277 REVIEW GR P 

9205210004 50 49D O 


9205050092* 50 282 
9205050200* 50-306 
9205150065* 50 255 
9205080049* 70 143 
9205120265* 70.1113 

9205120300 50-341 

9205260257 60-341 

9204270357* PR 
9205050282 50-295 

9205070230 50 295 


O 

O 

o 


9205070289 
920S1 20264 
9205190349 
9205200002 
9205010061 

920S04000S 

0205040012 

9205040030 

920504004$ 

9205040t0t 

92050401 10 
9205070222 
9205070256 
9205070277 
$205060130 

9205060145 
9205080149 
9205080150 
9205 J 10018 
9205130018 

9206130001 

9205130147 

920S160137 

9205150154 

9205160131 

920510002$ 

9205190050 

9205190059 

9205190061 

9205160076 

9205180277 

0205190304 

9205210096 

9205220162 

9205220167 


SO 295 
50 295 
50 295 
50.295 
50 333 

50-219 
50 277 
50-277 
60 387 
60-226 

50-220 
50 260 
60-317 
60 362 
60-334 

60-2191 
50 245 
60-219 
50-308 
50-244 

50 213 
60-213 
60-289 
60 272 
50 334 

50 220 
60 333 
60-309 
50 334 
50-333 

60-24S 
50-309 
50-309 
BO 280 
50 352 


S 

S 

S 

Q 

S 

R 

R 

S 

0 

o 

Q 

Q 

Q 

Q 

0 

Q 

Q 

Q 

Q 

f 

F 

F 

F 

F 

F 

F 

Q 

Q 

F 

Q 

Q 

F 

O 

Q 

F 

F 

F 

F 

F 


JOYNER, JH 
JOYNERJH 
JOYNERJH 
JOYNERJH 
JOYNERJ H 

9205260024 

9205260039 

9205260050 

9205270089 

0205270120 

50 309 
50-277 
50 309 
60.286 
70-33 

Q 

O 

F 

Q 

KEIMIG.R B 
KEIMIG.H.R 
KEIMIG.R.R 
KEISER.H W 
KEISER.H W 

9?0‘5070224' 

9205100079’ 

9205260020' 

9204230324* 

9205010053 

JOYNERJ H 

JULIAN,CA 

JULIANAA 

JULIAN,CA 

JULIAN,CA 

9205270200 

9206050117 

9206050175 

9206120007 

9205120020' 

50 300 
50 327 
60-400 
50-338 
‘ 50-324 

Q 

Q 

Q 

Q 

Q 

KEISER.H W 
KEISER.H W 
KEISER.N W 
KEISER.H W 
KEISER.H W 

9205070060 

9205100252 

9205100270 

9205100204 

9205190010 

JULIAN,CA 
JULIAN,C A, 
JULIAHCA- 
JULIAN,C A 
JULIAHC A 

9205120030 

9205120037 

9205120057 

9205120067 

9205120006 

50-250 

50-321 

50 280 
50 336 

50 413 

O 

Q 

Q 

Q 

Q 

KEISER.H W 
KEISER.H W 
KEISER.H W 
KEISER.W H 
KELBER.CN 

9205220122 

9205200016* 

9205290270 

9205280014 

9205150102 

JULIAHCA 
JULIAN,CA 
JULIAN,CA 
JULIAHCA 
JUL1AN.C A. 

9205120171 

9206190068 

9205100003 

9205190117 

9205270048 

50 348 

50 250 
50-355 

50 400 
50-261 

Q 

O 

O 

Q 

0 

KELLEHEH.WJ 
KELLERJ 
KELLER.LA 
KELLEfl.B N 
KELLOQG.PJ 

9204240059* 

9205260107 

9205120253* 

9205140190 

9205050160* 

JULIAN.CA 
JULIAN.C A 
JULIAN,CJ^ 
JULIAHCA 
JULIAN.C A 

0205270055 
020527006$ 
9205270090 
0205270099* 
9205 2 I'D 147 

50-261 

60 369 
50-413 

50 413 
50-2G0 

Q 

a 

Q 

a 

0 

KELLOGG.P J 
KELLOGG.P J 
KELLOQG.PJ 
KELLOQG.PJ 
KEILY.DL 

9205120110 

0205120227* 

9205120255* 

9205190120* 

0205160177 

JUUAN,E.L 
JUUAN,S B. 
JUMP,WJ 
JUMP,WJ 

JUMP,W J 

9205220016 

9205060212 

9205040029 

9205040195 

9205040293 

50 348 

50 206 

50 108 
50408 

50 498 

G 

F 

F 

Q 

R 

KELLY.OL 

KELLY, E 

KELLV.EM 

KELLY.G 

KELLY.G 

9205160100 
9205080110 
020521003 V 
9205130098 
92051 D0271 

JUMP,WJ, 

JUMP.WJ 

JUMP.WJ 

JUMP.WJ. 

JUMP.W J 

9206050108 

0205050126 

9205050237 

9205110176 

9205110190 

50-409 

50-490 

50 490 

60 400 

50 498 

S 

R 

F 

Q 

F 

KELLY.G 

KELLY.G 

KELLY,J 

KELLV.L 

KELLY, L 

9205100276* 

9205190201 

9204290220* 

9205060195 

9206120106 

JUWP.W J 
JUMP.WJ 
JUWP,WJ 
JUMP.WJ 
JUMP.WJ 

92Q51 10192* 

9205130021 

9205130073 

0205140003 

9205140010 

50 490 

50-490 

60-498 

flEGGD 

REGGO 

F 

P 

F 

KENNEDY, E H 
KENNEDY.E H 
KENNEDY J L 
KENNYJ 
KENSINGER.R L 

9205110180 

9206110109 

9205210227 

02042C0447* 

9205110100* 

JUMP.WJ 

JUMP.WJ 

JUMP.WX 

JUMP.WJ 

JUMP.IVJ. 

9205140130 

0205140173 

0205150034 

0205160049 

0205200006 

50-490 

60.498 

60.499 

50 408 

50 499 

Q 

R 

S 

s 

P 

KENT.AP 

KENT.G 

KERR J D 
KERVINEN.T 
KESSLER.D A 

9206140173 
0205010227 
0205000103 
92061 4024D 
0205010156 

JUMP.WJ. 
JURASEK.O M 
KALFUL 

KALMAN.G 
KALTHOFF.B H 

9205260001 
9205140062' 
9204280452' 
92OS20O1 10 
9205130087' 

60-490 

SO 289 

PR 

60 206 
71-0240 

p 

p 

p 

KE1CHUM,W 
KETOLA.W S 
KHERA,S S 

KIER.P H 

KILfNSKl.T 

9204240147* 

0205270220 

9204270069* 

9205110156 

9205200073 

KALTHOFF.B H 

KAWEN.S. 

KAMMEREB^C 

KAMMERER^C 

KAMMERER,C 

9205130072* 

9P04200440* 

9204000226* 

0204030244* 

9204090207* 

71-0248 

PH 

PR 

PR 

PR 


KILLAR.F M 

KIM.HJ 

KIM.H J 

KIM.HJ 

KIM.SH 

020421 01B2* 

0205140233 

0205140240 

0205150101 

9205150101 


9205260002 60-293 F 
9205260003 60 272 F 
9205200004 50-277 p 


KAMMERER.C 
KAMMEflER,C 
KAMMERER,C 
KAMMERER,C C 
KANe,G E 

KANE.QE 
KANE.O e, 
KANRG e 
KANRG E. 
KANH>0 E 

KANEUJIA 
KANSLER.M.R 
KANSTER.M R, 
KANSLER.M R 
KANSCEH.MR 

KAPLAN,HJ 
KAPLAN, HJ 
KAPTUR,M. 
KARAM.R.A 
KARAM.RA 

KARPEN,L.R 

KASNICKI.D. 

KASUGA,RW 

KAUL.ac 

KEARNEY.JJ. 

KEABNEY.W F. 
KEARNEY.WF 
KEARNEV,W.F 
KEARNEY, WF 
KBARNEY.WF 

KEARNEY. WF 
KEARNEY.WF, 
KEARNEY, W.F 


9204100001* PR KING.OA 

0204100017* PR KimOA 

9204100027* PR KINGIda 

0205070264 WASTE MGT K/NG D L 

920504032 J 50 338 S KING, EG 


9205070166 

9205140255 

9206100051 

9205200298 

9206260174 

0205280242 
9205320098 
8205050298 
92051401 B6 
9205220071 

920S040040* 

920527022V 

9205200146* 

0205120285 

9205270300 

9204290102* 
9205050090* 
9206290216 
920427028 V 
9304260063* 

0205140010 

9205140016 

0205140020 

9206140023 

9205140077 

620514QOB1 

9206140149 

9205140199 


50 339 S KING.E B 

50-330 S KING,t 

50-338 R KING.C P 

^330 S KINGSIEY.O D 

50 330 S KfNNEMAN.Ja 

Wise KINN6Y.P 

50.280 5 WNTNER.EE 

§ KiNTNEaee 

gO'Zai S KIHK.WF 

60-200 S KIRKWOOD.A 

60-387 Q KITTLE.W 

60 309 Q KLAPPROTH.J.F 

KLAPPROTH.J.F 
60-160 H KUSKY,M 

60-160 R KLASKY.M L 

KLEjNHAROT,S 
KLEINSORGE.WP, 
50 213 S Kt1NE,E 

KLINE,J,R 

PR KLUGE, H 

40 8B57 KLUGE, H. 

40 8857 KNAPP,Q E 

40 8857 KNECHT.P D. 

S'SSK KNICELEYJ R 

40-0857 KNIGELEYJ.R 

KNOCHE,AJ. 

KNOD6>R 

40-0857 KNOP.R, 


ACCESSION SUBJECT 
NUMBER CATEGORY 


50-289 0 

50 333 O 

50-309 Q 

PR 

50 387 p 

50-387 R 

50 3B7 0 

50-387 p 

50-387 Q 

50 387 H 


50 387 
50-387 
50 387 
50-387 
40 8724 


PR 

50-247 R 

50-395 0 

50 423 S 

50-259 0 


50-327 
50 269 
60-327 
50-259 
NUREG 

NURECi 
50 271 
50-271 
50-293 
52-1 


S 

0 

Q 

Q 


S 

Q 

P 


9205130311 

9205160073 

0205210100 

920519D067 

0205070224* 

9205190079* 

0205120064* 

9205190123* 

9204240090* 

9206130052 

9205060247 
9205060188 
02052201 15 
9205 1301 35 
0205080095 

9205080169* 

9205130085 

9205140004 

0205200074* 

92060B0214 

9205200316 
0206050179* 
92052101 U 
9205150102 
9204290327* 

920429Q327* 

0206140108 

9205200162 

9205190137* 

9205280017* 

9206H0318 

9205140134 

0206180028 


52-1 

52-1 

PR 

50 286 R 

50 286 R 

52-2 

52-2 

PROJ 

PR 

SO 334 1 

50 408 n 

50-344 S 

50-331 s 

NUREG 
COMMISSION 

PR 

PROJ 

PR 

PR 

NUREG 

PR 

NUREG 

NUREG 

NUREG 

NUREG 

CONTRACT 
CONTRACT 
CONTRACT 
50 397 S 

50 289 Q 


O 

O 

O 


50-333 
50-200 
50 410 
PR 

40-6940 


CONTRACT 

REVIEW Gn P 

PROJ 

71-e 

l&E 


60-011 
TOP REP 
TOPREP 
70 27 
70-754 

50-374 

60-400 

l&E 

40 8724 
PR 

PR 

50«565 
52-1 
60 348 
50 373 


S 

Q 


G 

C 


50-290 F 

40-8913 
50-240 * 



PERSONAL AUTHOR INDEX 475 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


HUMBER 

CATEGORY 

KNOP.R C 

9205050050 

50 440 

Q 

LABRUNA.S 

9205100184* 

50 272 

P 

LESSER, M 

9205120083* 

50-335 

0 

KNOP.R C 

9205070231 

50 331 

0 

LABRUNAS 

9205100203 

50-354 

P 

LESSER, MS 

9205120174* 

50-33B 

Q 

KNOP.R C 

9205280005’ 

50-254 

Q 

LABRUNA.S 

9205190302 

50-272 

P 

LESTER, K S 

9205130117 

71-6206 


KNOnRJ E 

9205040292 

50-251 

S 

LABRUNA.S 

9205220001 

50-272 

0 

LESTER. K S 

9205130153 

70-1201 


KNORR,J E 

9205220124 

60-251 

S 

LABRUNA.S 

9205270135 

50-31 1 

P 

LESTER, K S 

9205290194 

70-1201 


KNDX-DAVJN.E 

92051 B031 5 

CONTRACT 


LABRUNA.S 

9205270237 

50-272 

Q 

LEVA.J R 

9205010210 

50-219 

1 

KNOX^DAVIN.E 

9205200099 

CONTRACT 


LABRUNA.S 

9205200189 

50-311 

P 

LEVICH.RA 

9205050114 

WASTE MGT 

KNUBEL.J 

9205080062 

50-219 

H 

LABRUNA,S 

9205290022 

50-272 

S 

LEVICH.RA 

9205140280 

WASTE MGT 

KNUBEL,J 

9205110026 

PR 


LABRUNA.S 

9205290200 

50-354 

P 

LEVINE, J 

9204210321 * 

PR 


KOBER.R W 

9204130315* 

PR 


LACKER.D K 

9205160129 

PRM 


LEVINE, J M 

9205120053 

50-530 

S 

KOBER.R W 

9205280195* 

50-220 

I 

LADD.l 

9204290112* 

PR 


LEVINE.J M 

9205150222 

50-528 

R 

KOCH.G A 

9205120125* 

50 317 

Q 

LADRADOR J E 

9204290172* 

PR 


LEVINE.J M 

920520020 B 

50-520 

S 

kocher,dc 

9204200425* 

PR 


LAFFELY,S A 

9204270369* 

PR 


LEVINE.J M 

020527031 1 

50-530 

P 

KOCHERY.t A 

9205110208* 

PR 


LAFORGE.J 

9204200320* 

PR 


LEWANSKI.J 

9204200265* 

PR 


KODNER.J L 

9204290053* 

PR 


LAKE.L 

9205080169* 

50-311 

Q 

LEWIS.M 1 

9204240060* 

PR 


KOESTER.G L 

9204240174* 

PR 


LAMBROS.S 

9205200274 

50-10 

F 

LEWiS.R N 

9205070077* 

50 423 

P 

KOFRON.K L 

9205040192 

50 456 

S 

LAMBROS,S 

9205200290 

50-10 

r 

LEWIS.n N 

9205070080* 

50 423 

P 

KOFRON,KL 

9205040213 

50 456 

R 

LAMBROS.S. 

9205200295 

50-10 

F 

LIBBY.M 

9204270-512* 

PR 


KOFRON.K L 

9205130110 

71-9073 


LAMONTAGNE.M 

0205270000 

NUREG 


LIEBERMAN.J 

0701280280* 

PR 


KOFRON.K L 

9205140014 

50-456 

R 

LANDIS.K 

9205120200* 

50-302 

Q 

LIEBERMAN.J 

9204100167* 

PR 


KOH.B 

9205010108* 

40 0724 


LANDIS, KD 

9205050025 

50 250 

Q 

LIEBERMAN,J 

9204170116* 

PR 


KOH.Y 

9205180165* 

CONTRACT 


LANDIS.K D 

9205050046 

SO 250 

P 

LIEBERMAN.J 

920424 0212* 

PR 


KOKAJKO.LE 

9205110085 

50-344 

P 

LANDtS.KD 

92050501 1 2 

so 335 

Q 

IIEBERMAN,J 

9204270104* 

PR 


KOKAJKO.LE 

9205180213 

50-344 

P 

LANDIS.K 0 

9205120166* 

50 260 

Q 

LIEBERMAN.J 

9205060037 

56 324 

Q 

KOKAJKO.LE 

9205200113 

50-344 

P 

LANDIS.K D 

9205220029* 

50-250 

0 

LIEBERMANJ 

0205070270 

lOE 


KOKAJKO.L E 

9205280200 

60-344 

P 

LANDOW.M 

G205200073 

NUREG 


LIEBERMAN.J, 

0205210114 

l&E 


KOKAJKO.LE 

9205280260 

50-344 

P 

LANDRUM, R E 

9204240170* 

PR 


LIEBERMANpJ 

9205210126 

STATE PRO G 

KOLTAY.PS 

9205120295* 

50-254 

Q 

LAN DRY. AC 

9205200119* 

50 373 

P 

LIEaERMAN.J 

9205210130* 

STATE PRO G 

KONWINSKI.G R 

9205130263* 

40-1162 


LANQSTAFr,R A 

9205050040* 

50 315 

Q 

LIEBERMAN.J 

9205280100 

50 331 

Q 

KONWINSKI.G R 

9205130270 

40-4492 


LANKSBURY.R D 

9205050070* 

50 440 

Q 

LIEBERMAN.J 

0205200114 

50-306 

Q 

KONWjNSKI.G R 

9205130310* 

40 0027 


LANKSBURY.R D. 

0205200012 

50 461 

Q 

UEBERMAN,J 

0205260116 

50 206 

Q 

KOON.K 

9204270166* 

PR 


LANKSBURY.R D 

9205200015* 

50 401 

Q 

LieaERMAN.J. 

0205280121 

50-220 

Q 

KOONTZ.S E 

9204280161* 

PR 


LAPOINTE, SP 

9205270006 

NUREG 


LIENS.H 

0204270033* 

PR 


KOSTMAYER.P H 

9205010174* 

COMMISSION 

LAPPIN.B 

9204200186* 

PR 


LIQHTNER.R G 

9012200051* 

WASTE MGT 

KOTTAN.J J 

9205040015* 

50-277 

Q 

LARKINS, J T 

9205050222 

50 416 

Q 

LINCOLN.R 

9205070209 

50-295 

S 

KOUP.E 

9205040247 

50 3 

P 

LARKINS, J T 

9205070133 

50 360 

P 

LINDBERQM.BE 

9205040106 

PROJ 


KOVACH.T J 

920504022b 

50 373 

Q 

LARKINS ,J T 

9205180004* 

50 300 

P 

LINDBERQH.B E 

9205130172 

PROJ 


KOVACH, TJ 

9205040228 

50 4b6 

0 

LARKINS.J T 

9205180356 

50 205 

P 

LINDBERGH, 0 E 

9205210110 

PROJ 


KOVACH, T J 

9205110142 

ORG 


LARKINS.J T 

9205190305 

50 205 

P 

LINDQUIST.S 

9205220175 

50-285 

S 

KOVACH.TJ 

0205120235 

50 237 

P 

LARKINS.J T 

9205100362 

50 416 

P 

L1NDQUIST.S A 

9205120307 

50-205 

S 

KOVACH J J 

9205100063 

50-237 

Q 

LARKINS.J T 

9205200004 

50-302 

P 

LINEHAN.J J 

9205130109 

WASTE MQT 

KOVACH ,T J 

9205190016 

50 454 

Q 

LARKINS.J T, 

0205200010 

50-290 

P 

LININHANJ 

9204200212* 

PR 


KOVACH, T J 

9206260000 

50-295 

Q 

LARKINS.J T 

0205200025 

50-313 

P 

LINK.B 

9205220160 

50-266 

F 

KOVACH,! J 

0205200324 

50-456 

F 

LARKINS.J T 

0205200143* 

60-313 

P 

LINK.n E 

9205216270 

50 266 

H 

KOVACH,! J 

0205290331 

50 10 

F 

LARKIN S.J.T 

0205270329* 

50-410 

P 

LINVILLE.J C 

0205070-275 

50 29 

Q 

KOZAK,! J 

9205100051* 

50-331 

Q 

LARSON.N B 

0205130106 

WASTE MQT 

LINVILLE,J G 

D205 120072 

60 300 

Q 

KOZIOL.J J. 

0205220216* 

50-206 

P 

LATZ.J.E 

0205200218* 

WASTE MQT 

LINVILLE.J G 

9205120139 

50 443 

Q 

KRAMER.F E 

9204280139* 

PR 


LAU.L K 

9205130167* 

TOPREP 


LINVILLE.JC 

9205160133 

50 271 

Q 

KRESS,! S 

9205150007 

NUREQ 


LAUSON.N P 

9204200250* 

PR 


LINVILLE.J C 

02051 00069 

60 244 

Q 

KRIEGER.JW 

9205130106 

50 206 

V 

LAWYEn,L L 

0205050090* 

60-416 

Q 

LINVILLE,J C 

0205190153 

50 300 

Q 

KRIEGER.R W 

9205040167 

50 206 

P 

LAY.C. 

9205110050 

PR 


UNVILLE,J C 

9205210020 

60 271 

Q 

KRIEGER.RW 

9205200204 

50 361 

V 

LAZARUS, W. 

G2051 20067 

50 309 

S 

LINVILLE.J C 

9205210100 

60*309 

Q 

KRIEGER.RW 

9205200326 

50-206 

F 

LAZARUS, W J 

9205120079* 

50 309 

0 

LIPARULA.M J 

9205060230* 

60 330 

P 

KRIEGER,R W 

0206210268 

50-361 

S 

LAZARUS.W J 

0205120 UO* 

50 443 

Q 

IIPARULA.NJ. 

9205U0276* 

50 213 

0 

KRIEGER,R W 

9205260006 

60-361 

S 

LAZARUS.WJ 

9205130113 

80 300 

F 

LIPARULA.N J 

9205140201* 

60 213 

Q 

KRIEGER,R W 

9205260254 

50 361 

s 

LAZARUS.W.J. 

9205100071* 

50 244 

Q 

LIPARULO.N 

92050-40033 

NUREG 


KREQER.R W 

9205280051 

60 206 

p 

LAZO.R M 

9205080086 

40 8724 


LIPARULO.N 

9205050014 

PT21 


KRISHNASWAMY,P 

9206200073 

NUREG 


LE.N 

9205210171 

60-261 

P 

LIPARULO.N J 

9205040059 

PR 


KROLLJ 

9204200217* 

PR 


LE.ND 

9205010207 

50 324 

P 

LIPARULO.N J 

9205640221* 

TOPREP 


KUCZYNSKU 

9205200336 

50-10 

F 

LE.NB 

9205000260 

50 324 

P 

LIPARULO.N J 

9205650300 

PROJ 


KUCZYSNKI.J. 

9205210095 

50 10 

F 

LE.N 9 

0205070062 

60 324 

P 

LIPARULO.N J 

9205050309* 

PROJ 


KUGLER.G 

9205130209* 

PROJ 


LE.ND 

0205110164 

50-324 

P 

LIPARULO.N J 

9205060250 

PT21 


KUGLER.Q 

9205130305* 

PROJ 


LEE.D. 

0204090070* 

PR 


LIPARULO.N, J 

□205130123 

TOPREP 


KUHNS, WG. 

9205010210 

50-219 

1 

LEE,EJ 

0205140233 

NUREG 


LIPARULO.N J 

9205130149* 

TOPREP 


KUKSUK,! 

9205140189 

50-266 

S 

LEE.S 

0205140240 

NUREG 


LIPARULO.N J. 

0205140252 

T OPR EP 


KUNOWSKLM A 

0205220031* 

50-440 

Q 

LEE.! a 

0205100153 

70 27 


LIPARULO.N J 

9205140253* 

TOPREP 


KURTZ, E F 

9204160060* 

PR 


LEEK.K 

0204200134* 

PR 


LIPARULO.N J 

0205190038* 

50-390 

Q 

KUZO.G B 

9205050103* 

60-250 

Q 

LEESMAaS E 

0204240104* 

PR 


LIPARULO.N, J 

9205200133* 

60 206 

P 

KWIATKOWSKI.D 

9204030164* 

50-395 

F 

LEHNERT.R.A 

0205130200 

72-1004 


LIPARULO.N J. 

9205200317* 

60 336 

P 

KWiATKOWSKI.D 

9205080024* 

50 382 

F 

LEITCH.Q M 

0205100014 

50 352 

R 

LIPPARO.l M 

0205110020* 

70 3070 


KWIATKOWSKI.D, 

9205060102* 

50-245 

F 

LENAMAN.J J 

0205050120* 

60 327 

Q 

UTTLE.M 

9205080142 

CONTRACT 

KWIATKOWSKI.D 

0205190006* 

50-309 

F 

LENAHIAN,J J. 

0205270062* 

50 261 

Q 

LITTLE.W S 

0205120217* 


u 

KWIATKOWSKI.D 

9206100204* 

60-206 

F 

LEONAnaAJ 

0204270307* 

PR 


LIU.L 

0205260242* 

50 33 1 


LA FORCE.N 

9204270041* 

PH 


LEONARD, N B 

0204270464* 

PR 


UU,T.H. 

0205140205* 

50 213 

Q 

LABARGE,D E 

0205110202 

50 327 

P 

LERCan M. 

0205160080* 

50-155 

Q 

LIU.T H 

02051 4O2D0* 

50 213 

Q 

LA0ARQE.D E 

0206260224 

60-327 

P 

LERNER.M S 

0204200436* 

FJR 


LLOYD^M. 

0205150233* 

ORG 


LABRAGE,D E 

9205270330 

60-327 

P 

LERNER.M S 

9204200436* 

PR 


LlOYD.R C 

0205140207 

50 365 

0 

LABRUNA.A 

9205180103 

50-272 

P 

LEROY, O H. 

0205070011 

PROJ 


LLOYD.B L 

6205120020* 

50 324 

Q 

LABRUNA,S. 

9205010123 

50-272 

P 

LEROY, P.Q 

0205070035 

70-3070 


LO.R.H 

0205040273 

60-201 

P 

LABRUNA.8 

9205010161 

50-272 

F 

LEROY, P.G 

0205070048 

70-3070 


LOHAUS.P 

0205070006 

27 48 


LABRUNA.S 

6205010215 

50-272 

R 

LEROY, PQ, 

0205070052 

70-3070 


IOHAUS.P H 

9205070007 

27-40 


LABRUNA,S, 

9205040073 

50-272 

P 

LEROY, PG 

0205110027* 

70-3070 


LOHAUS.P H. 

9205070000 

27-40 


LABRUNA,S 

9205040297 

60-272 

P 

LEROY.PQ 

9205200095 

70-3070 


LOHAUS.P.H, 

9205200000 

WrtO 1 1 MU 1 

LABRUNA.S, 

9205040302 

60-272 

F 

LEROY.PG 

0205220050* 

70-3070 


LaHMEIER,A 

0205070201* 



LABRUNA.S, 

9205040320 

50 272 

P 

LEROY,PG. 

0205220050* 

70 3070 


LOHR.L 

9204200341* 

PR 


LABRUNA.S 

9205050011 

60-272 

P 

LEROY.P.Q 

9205270126 

70*3070 


LONQ.A 

9205060115 

50-250 

S 

LABRUNA.S 

9205060213 

50-272 

P 

LESAH,M T 

0204100210* 

PR 


LONG.n L. 

9205130137 

50-320 

P 

LABRUNA.S 

92060B016B 

50-311 

Q 

LESCHEK.W 

02050G0167 

ORQ 


L0NG.H L 

92051 5061 9 

50-289 

R 



*ti w 


f\u I nwn iriuHA 


AUTHOH 

ACCESSION 

! SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

LONG.R L 

9205 t 90257 

50 320 

P 

MACDONALD.CE 

9205210287 

71-478 


MASNIK.M T 

9205060083 

SO-320 P 

LONG .WO 

9205070260 

50 282 

P 

MACDONALO.C E 

9205210299 

71-479 


MASNYK.O M 

9205070196' 

70-734 

LONG .WO 

92051 t02&5 

60-263 

P 

MACDONALO.C E 

9205270012' 

71 5362 


MASNYK.O M 

9205120059' 

50-183 Q 

LONG.WO 

9205120308 

50 282 

P 

MACDONALD.C E 

0205280054 

71 9073 


MASNYK.O M 

9205120210' 

50-390 U 

LONG, WO 

9205280198 

50 203 

P 

MACDONALD.C E 

920S200149 

71-6581 


MASON.C 

9204280211* 

PR 

LONG.WO 

9205260207' 

50-283 

P 

MACDONALD.C E 

9205280150' 

71 6581 


MASSE, F 

9204230181' 

PR 

LOOMIS.L E 

9205010223 

60-423 

S 

MACDONALD.C E 

9205200151 

71-5607 


MASSE.F 

9204230101' 

PR 

LOPEZ.A E 

9205270154' 

50-247 

Q 

MACDONALD.CE 

9205290206 

71-9035 


MASSINO.W 

9204280386' 

PR 

LORD.WS 

9204290431' 

PR 


MACDONALD.C E 

9205290220 

71-9068 


MATHISJ L 

9205050087' 

50 416 0 

LOSKE.K R 

9204150208* 

PR 


MACDONALD.C E 

9205290222' 

71-9068 


MATHIS.J L 

9205270145' 

50 416 Q 

loliden.pl. 

9205070212* 

50-305 

Q 

MACDONALD.C E 

9205290232 

71 9067 


MATHNEY.D C 

9205290210 

50 382 S 

LOUDEN, PL. 

9205100062' 

50-295 

Q 

MACDONALD.C E 

9205290233' 

71-9067 


MATSUOKA.T 

9205070057 

XPORTLIC 

L0UX.R R 

S20505Q010 

WASTE MGT 

MACDONALD.C E 

9205290274 

71 6717 


MATTHEWS, D B 

9205180357' 

50 269 p 

LOWEN.S 

9204270213' 

PR 


MACE.M H 

9205080146' 

CONTRACT 

MATTHEWS.D B 

0205180368' 

50 413 P 

LOYSEN,P 

9204230038* 

PR 


MACE.M H 

9205210308* 

CONTRACT 

MATTHEWS, D 0 

9205190223' 

50 369 P 

LUEB0E.D 

0205140195 

50-265 

S 

MACHTLEV.R 

9205190213* 

STATE PRO G 

MATTHEWS.D B 

9205200331* 

50 269 P 

LUEBBE.D D. 

9205290320 

50-265 

S 

MACK.J E 

0205280202* 

50-220 

1 

MATTHEWS.D 0 

9205220233 

50 413 P 

LUEHMAN.J. 

9205280114 

50 306 

Q 

MACLEAN.RA 

920429037B* 

PR 


MAHHEWS.D B 

9205220237 

50 260 P 

LUKE,L L 

9204270221' 

PR 


MACNULTY.iJ 

9204230230' 

PR 


MATTHEWS.D B 

9205220240 

50 369 P 

LUPO.M 

9205220210 

PT21 


MADEDA.T.J 

9205150114' 

50 266 

Q 

MATTHEWS.D B 

9205220244 

50 321 P 

LUSARDJ.M E 

9205080157* 

72 1007 


MAOJSON.K 

9204230254' 

PR 


MATTHEWS.D 8 

9205260086 

50 260 P 

LUXJ 

9205110166 

70 3073 


MADSEN.G J 

9205180168 

60 352 

S 

MATTHEWS.D 0 

9205260260' 

50 269 P 

LYASH.J J 

9205210030* 

50-277 

Q 

MADSEN.G J 

9205180172 

50 352 

S 

MATTHEWS.D B 

9205270272' 

50 321 P 

LYASH.J J 

9205260031 

50-352 

F 

MADSEN.G J 

0205190053 

50-352 

S 

MATTHEWS.D B 

9205290294' 

50 321 P 

LYASH.J J 
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P 

MXLER.M E 

9205110019 

50-346 

M 

50 244 

P 

MILLER.M H 

9205050136* 

60-275 

Q 

50-244 

R 

MILLER.MJ 

9204270331* 

PR 


50 244 

F 

MILLER.RA 

9205110200* 

50-334 

1 

50 244 

R 

MILLER.RA 

9205120090* 

50-346 

1 

50 244 

P 

MILLER, V L, 

0204090337* 

PR 


50 244 

O 

MILLER.VL 

9204100103* 

PR 


50-244 

o 

MILLER.V L 

9204100123* 

PR 


60-244 

p 

MILLER.W 

9205120169 

50-369 

s 

50-244 

s 

MILLER.W.H 

9205120054* 

50-321 

0 

60-244 

s 

MILLER CORBEn 

9205120305 

40-6905 


CONTRACT 

millis.nl 

9204280395* 

PR 


PH 


MILLS, W A 

9204150164* 

PR 


PROJ 


MILSTEIN,F 

9205220073* 

70-3070 


PR 


MILTENBEflGER,R 

9204160268* 

PR 


PR 


MILTENBERGER.S 

9205010201 

50 272 

s 

PR 


MILTENBERQEfl.S 

920504031 1 

50 272 

0 

PR 


MILTENBERGER.S 

9205040317 

50-354 

R 

CONTRACT 


MILTENBERGER.S 

92C5050006 

50 311 

Q 

50-410 

s 

MILTENBERGER.S 

9205050016 

50-272 

Q 

50 410 

p 

MILTENBERGER.S 

9205060157 

50 272 

R 

50-380 

Q 

MILTENBERGER.S 

9205110059 

50 354 

P 

PR 


MILTENBERGER.S 

9205290012 

50 272 

P 

PR 


MINNIOH.N R 

9204280316* 

PR 


PR 


MINOGUE.R B 

8603250275* 

PR 


PR 


MINOGUE.RB 

8603250381* 

PR 


PR 


MINaGUE,HB 

0204070071* 

PR 


PR 


MINOGUE,R B 

9204070132* 

PR 


PR 


MIRAGLIA.F J. 

0205010087* 

SO 423 

P 

PR 


MIRAQLIA.F J 

9205120280* 

REVIEW GR P 

40-7604 


MITCH ELL. M V, 

9205210231 

50 263 

s 

PR 


MITCHELL.M,V 

9205210236* 

50-263 

S 

50-307 

S 

MITTL.R L 

9204150247* 

PR 


PR 


MLYNAREK,M G 

9205160012 

50-255 

R 

PR 


MOAKLEY.J J 

0205220066* 

PR 


PR 


MOBERQER.J C. 

9204270496* 

PH 


60-277 

Q 

MOBERQER.M R 

9204270493* 

PH 


60-262 

s 

MOBLEY.M H 

9203140157 

50-259 

F 

60-409 

p 

MOELLER.DW 

9205120243 

ADVCM 


50-499 

p 

MOELLER.DW 

9205120246 

AOVCM 


PR 


MOELLER.D.W 

9205120251 

ADVCM 


PR 


MOELLER.DW 

9205120236 

AOVCM 


60-2 

p 

MOELLER.D.W. 

9205120257 

ADVCM 


40-6659 


MOELLER, aw 

9205180248 

ADVCM 


40-1162 


MOELLER.D.W. 

9205180254 

ADVCM 


40-8081 


MOELLER.D.W 

9205180239 

ADVCM 


60-223 

F 

MOELLER.DW 

9205180267 

ADVCM 


50-200 

P 

MOELLER, aw 

92051 B0269 

ADVCM 


50-387 

P 

MOELLER, aw. 

9205180271 

ADVCM 


50-277 

P 

MOELLER.D.W 

9205180274 

ADVCM 


60 272 

P 

MOFFITT.N E, 

9205140204 

50-250 

Q 

50 387 

P 

MOFFITT.N E. 

9205140207 

50-305 

Q 

60 277 

P 

MOHRBACHER.JA 

9205210006 

71-9185 


50 354 

P 

MOON.B P. 

9204280162* 

PR 


60 367 

P 

MOORE.a L 

9205040246 

50-348 

F 

60 352 

P 

MOORE.B L 

9205220149 

50-340 

F 

PH 


MOOREJ 

9204290052* 

PR 


60-277 

Q 

MOORE,JC 

9205050153 

40-209 


50-277 

R 

MOORE.J.E 

0205110073 

40-8724 


60-277 

F 

MOORE.JE 

9205150110 

40-8724 


60-277 

R 

MOORE.V. 

0204280130* 

PR 
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AUTHOR 

ACCESSION SUBJECT 
NUMBER CATEGORY 

MOPSIK.F 1 
WORALES.E M 
MORAWETZ.J S 
WOREY.DN 
MOREY.D N 

9205200296’ ORG 
920514Q139 40 6907 

9204210315’ PR 
9205150176 50 340 

9205150178 50-364 

R 

fl 

NAGLE, W P 
NAIDU.KR 

NAIR.P K 

NARBUT.P 

NARBUr.P 

9205290014 

9205110226 

9205040316 

9205050162 

9205110052 

PR 

* QA909 

WASTE MGT 

* 50-206 Q 

* 50-397 0 

NORELIUS.C E 
NORELIUS.C E 
NORELIUS.C E 
NORELIUS.C E 
NORELIUS.C E 

92051 200Q1 
9205120034 
9205120115 
9205120286 
9205190057 

40-8724 
50 34) 
40-3392 
50-454 

50 205 

P 

P 

0 

MORGAN.H E 
MORGAN.MJ 
MORRIS, B 
MORRIS.B 
MORRIS.B 

9205180335 
9205220067' 
9204170212' 
9204240 MB' 
9205000156’ 

50 2oe 
' 50 346 

‘ Pfl 
‘ PP 
' PR 

V 

Q 

NARDI.AJ 
NARDLAJ 
NARDLAJ 
NARDONE.P 
NARTIN.R 0 

9205010002 

9205280234 

9205290019 

9205190353 

9205040314 

71-6400 
50-22 
NUREG 
50 443 
laE 

R 

R 

NORELIUS.C E 
NORKIN.DP 
NORKIN.D P 
NORHHOLM.LJ 
NORRHOLM.LJ 

9205270146 

9205060172* 

9205120295* 

9205070036 

9205070031 

50-264 

50-213 

50-254 

OA999 

QA999 

0 

Q 

Q 

MORRIS.B M 
MORRIS.B M 
MORRIS.B M 
MORRIS.B M 
MORRIS.B M 

9204070140’ 
9204070164* 
9204060059’ 
9204080185’ 
9204080271 ’ 

' PR 

PR 

PR 

PR 

PR 


NASH.D A 
NAUGHTON.PJ 
NEAL.K H 

NEAL.K H 

NEASE.R L 

9205190338 

9204200045* 

9205180276 

9205260173 

9205050164 

60 263 

50 339 

50 237 
50-237 
52-1 

1 

Q 

S 

S 

NORRHOLM.LJ 

NORRHOLM.LJ 

NORRHOLM.LJ 

NORRHOLM.LJ 

NORRHOLM.LJ 

9205070233 

9205060069 

9205110097 

9205200054 

9205200104 

OA9fl9 

QA9gO 

OA999 

QA099 

QAggo 


MORRIS.B M 
MORRIS.B M 
MORRIS.B M 
MORRIS.B M 
MORRIS.B M 

9204090006’ 

9204100173* 

9204170036* 

9204270096* 

9204270177’ 

PR 

PR 

PR 

PR 

PR 


NEEL.R B 

NEFF.D 

NEFF.D. 

NEFF.D 

NEFF.D 

9204080129* 

9205200165 

9205200314 

9205210221 

9205220220 

PR 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

NORRIS.B S 
NORRISJ A 
NORRY.P G 

NORTH, D L 

NORTH.D L 

9205290106* 

9205130131 

9204130122* 

9204230245* 

9204230245’ 

50-323 

50 389 

PR 

PR 

PR 

Q 

P 

MORRIS.B M 
MORRIS,J 

MORRIS.L 
MORRIS.R E 
MORSE, M 1 

9204270202’ 

9204290047’ 

9204240128’ 

9204090328’ 

8204270147’ 

PR 

PR 

PR 

PR 

PR 


NEFF.D 

NEFF.D. 

NEFF.D. 

NEGRO N.M A 
NELKENS.S 

9205220238 

0205220253 

0205260172 

9205190002 

9204270053* 

CONTRACT 

CONTRACT 

CONTRACT 

SO 260 R 

PR 

NOVAK, T M 
NUQENT.E 1 
NUGENT.E L 
NUNAMAKER.R A 
NUNAMAKER.R A 

9205060277 

9205050319 

9205140070 

9206130067* 

0208130072* 

ORG 

40 2269 
40 2259 
71-9240 
71-9240 


MORSE, S 
MORTlMER,WH 

MOSS. K 

MOST, M L 

MOSTEJ<.( L 

9204270174* 

9205140005 

9204290227* 

9205010293 

9204280243’ 

PR 

40 8057 
PR 

50 293 

PR 

R 

NELSON.DJ 
NELSON.DR 
NELSON, D R. 
NELSON.DW 
NELSON, J H 

9205120100* 

0204270304* 

9204270304* 

9205150053* 

9205080042* 

60-325 Q 

PR 

PR 

60 463 0 

WASTE MGT 

NUSSBAUMER.D A 
NUSSBAUMER,DA 
NUSSBAUMER.D A 
NUSSBAUMER.D A 
NUSSBAUMER.D A 

9204220246* 

9204230014’ 

9204240042* 

0204240072* 

9205130014* 

PR 

PR 

PR 

PR 

PR 


MOTT,M 

MOrTOLA.P 
MOULTON, JP 
MUELLER.R 0 

mulder.ru 

9204280415’ 

9204270073* 

9205210223 

9205270224 

9205060203 

PR 

PR 

60 312 

50 409 

50 62 

P 

1 

P 

NELSON J H 
NELSON, J H 
NELSONJ H 
NELSON.JM 
NELSON.MA 

9205060044* 

9205060048* 

9205160086* 

9204260074* 

9205140316 

WASTE MGT 
WASTE MGT 
WASTE MGT 

PR 

50 289 F 

0'BRIEN.A 

O’BRIEHA 
O’BRIENXF 
0’CONNELL.P 
O'CONNOR, PW 

9204270235* 

9204290210* 

9204270265* 

0205150139* 

9205220069 

PR 

PR 

PR 

50-289 

50-416 

Q 

P 

MULDER, R U 
MULDER,fi U 
MULLER.E R 
MULLIKIN.MS 
MUNRO.PS 

92051 101 66 
9205140005 
9205200191 
9205060202 
3205270006 

50 62 

50 62 
40-7455 

71 6717 
NUREG 

P 

P 

NEMETHY.E 

NERSES.V 

NERSES, V 
NERSES.V 
NEnSES.V 

9204280510* 

9205040279 

9205150224* 

920516022? 

0205160230 

PR 

50-309 

50 271 

50 293 

50 244 

P 

P 

P 

P 

0’CONNOR,P W 
O'CONNOR.PW 
O'CONNOR.P W 
O’CONNOR, P W 
O'CONNOR.P W 

9206200)46 

9205260209 

9205270263 

9205270270* 

9205270326 

50-418 

50-416 

50 416 
60-416 

50 416 

P 

P 

P 

P 

P 

MUNRO.W. 

MUNRO.W 

MUNRO.W 

MUNZING.L.W 

MURDOCK.D 

9205150173 

0205180020 

9205180022 

9205270261 

9205260244’ 

50-293 

50-293 

50-293 

50 219 

60 331 

R 

S 

S 

S 

NERSES.V. 

NERSES.V 

NERSES.V 

NERSES.V 

NERSES.V 

9205190364 
9205 160366 
9205200030 
9205200092 
9205260239 

50-309 

60-271 

50-271 

50 443 

50 244 

P 

P 

P 

P 

Q 

0‘CONNOR.S C 
O’CONNOR.S C 
O’CONNOR.SC 
O’HARA, J 

O’HARA J C 

9206060157’ 

9205150146* 

0205200260* 

9205280258 

9205120288* 

72-1007 

71-706 

71-62 

52-1 

50-160 

H 

MUniEY.T E 

murley.t E 

MURIEYJ E 
MURLEY.T E 
MURLEY.T B 

9205280119 

9205010277 

9205080113 

9205120277 

9205130139 

ORG 

50 322 P 

ORG 

REVIEW GR P 
ORG 

NESEWICH.N L 
NETTLES.K.W. 
NEWBERRY, S 
NEWQERRY.S 
NEWBERRY.S 

0204200308* 

9205100314 

92050)0264 

0205220257 

9205260080 

PR 

50-395 

TOPREP 

TOPREP 

TOPREP 

F 

O'HEAR.DM 

O’NEIL.F E 

O'NE/L.RA 

0'NEILL.DL 

0'SULLIVAN.E 

9205080031* 

9204200258* 

92Q42D0252* 

92Q4270520* 

9204240323* 

CONTRACT 

PR 

PR 

PR 

PR 

MURLEY.T E 
MURLEY.T E 
MURLEY.T E 
MURLEY.T E 
MURPHY. A J 

9205270271 

9206260121 

9205290166 

0205290295 

9205060104 

ORG 

50 443 P 

50-361 P 

ORG 

REVIEW GR P 

NEWBURGH.G. 
NEWELL, P R 

NG.C 

NG.RN 

NG.RN 

9205190004 

9204200069* 

0205140285* 

9205140201 

9205100300* 

50 245 R 

PR 

60-213 Q 

REVIEW GR P 
REVIEW GR P 

OCONNOR.A 
OCONNOR.P W 
ODELL, WH 

ODELUW H 

ODELUW H 

0204210144* 

9205280032* 

0205040311 

9205050346 

9205070182 

PR 

50 416 
50-458 

50 458 

50 4S8 

P 

n 

s 

s 

MURPHY.G 
MURPHY.J P 
MURPHY.J P 
MURPHY.J P 
MURPHY.W P 

9204270515’ 

9205110159 

3205110159 

9205110159 

9204230330* 

PR 

50-346 

60-346 

50 346 

PR 

M 

M 

M 

NQ,RN 

NICHOLLS.S.A 

nichols.se 

NICHOIS.S E 
NICKOLS.S E 

0205200014 

9205040255 

0205010226 

9205150171 

9205100006 

REVIEW GR P 

50 312 R 

50 300 r 

50-309 R 

50-309 R 

ODELL, W H 

ODELL, W H 
ODELL.WH 
ODELUW.H 

ODELUW H 

92Q51 10179 
0205130324 
02051 BOOOO 
9205180100 
9205200386 

50 458 

60 458 

50 456 

50 458 

50 458 

s 

s 

0 

Q 

P 

MURPHY.W.P. 
MURPHY. WP 
MURPHY.W P 
MURPHY.W P. 
MURRAY, B 

9205060103 

3205140284 

9205160140’ 

9205210190 

9205150106’ 

60-271 

S0’271 

50-271 

50 271 

50 313 

F 

R 

Q 

F 

Q 

NICHOLS, S,E 
NfCHOLS.S E 

nichols.se 

NICHOLS.S E 
NICHOLSON.L E. 

9205200207 

9205220042 

0205220160 

9205280172 

0205070273* 

50 309 

50 309 
50-309 
50-309 
50-247 

Q 

R 

S 

P 

Q 

ODELL, W H 
ODELL.WH 
ODELL.WH 
ODELL.W.H, 

ODELUW H 

0205210281 

9205210289 

9205260041 

0205270204 

0205270302 

60-468 

60-458 

60-458 

50-468 

60 45D 

1 

R 

S 

0 

s 

MURRAY.B, 

MURRAY, B. 
MURRAY.B. 
MURRAY.B, 
MURRAY.B 

9205190152* 

9205190187* 

0205220022* 

9205270125 

9205270297* 

50 456 

50 362 

50 498 

50 468 

50 362 

Q 

0 

Q 

S 

0 

NICHOLSON.L E, 
NiCHOLSON^LE 
NICHOLSON.N A 
NIEHILLESJ 
NlKK1tA.AM. 

9205210046* 

9205260002 

0206140033 

9204200192* 

0204280509* 

50 317 

60 317 
REGGD 

PR 

PR 

Q 

Q 

OHRBOM.R 

OKASHITA,H 

OKUDA.y 

OLANDER.R.E. 

OLDAK.B 

9205140098 

0205280115* 

9205280242 

9204270444* 

9204270462* 

40-8905 

COMMISSION 

MISC 

PR 

PR 

MURRAY.B. 
MURRAY.B. 
MURRAY.D L 
MUSELER.WJ 
MUSELER.WJ 

9205200029* 

9205290065* 

9205010173 

3205110008 

9205110080 

50-498 
50-4B2 
XPORTLIC 
50 390 
50-390 

Q 

Q 

K 

K 

NiMITZ.n L 

NINH.S 

NINH.S.Q 

NINHSO 

NINH.S Q 

0205150168* 

9205200157 

9205060274 

9205070265 

9205110268 

50-272 

TOPREP 

52-1 

52-2 

52-1 

Q 

OLSEN. A F 

OLSEN. A F 

OUSEN.A F. 

OLSHAN.L N. 
OLSHAN.LN 

9205050102 

9205070141 

9205150016 

0205140231 

9205160109 

70-27 

70-27 

70-27 

50 237 

50 265 

p 

p 

MUSELER.WJ 

MUSELER.WJ 

MUSELER.WJ 

MUSELER.WJ 

MUSOLINO.S.V 

9205190035 

9205260255 

9205270Q05 

9205270327 

9204240176* 

60 390 
60-390 
50-390 
50-390 

PR 

Q 

Q 

A 

S 

NOCE.CD 

NOGQLE.J 

NOQGiEJ, 

NOONAN.TP 

NOONAN.TP 

9205040236 

020S040Q64* 

9205190065’ 

9205010274 

9205010299 

50-280 

50-387 

50-334 

50-334 

60 334 

R 

Q 

Q 

S 

R 

OLSHAN.L N 
OLVER.J.W 

OPEKA,J F 

OPEKA.J F 

OPEKAJ.F 

9205280118 

0205280122* 

9204160167* 

9204150167* 

9204150167* 

60-254 

50 20 

PR 

PR 

PR 

p 

p 

musser,r,a 

MUSSEfl.R A 

MYERS, J.R. 
MyER3,J,R, 

MYERS.TJ 

9206050034* 

9205190193* 

8205110171 

9205260160 

9205120259* 

60 321 
60-321 
50-208 
60-298 

50 346 

Q 

Q 

$ 

S 

P 

NOONAN.TP 
NOONAN.T P 
NOONAN.TP. 
NOONAN.TP. 
NORBERG J A 

9205040108 

9205060233 

9205150010 

0206290164 

9205220134 

50 412 

50 334 

50 412 

50 334 

ORG 

8 

8 

S 

R 

OPEKA.J F 

OPEKA.J.F. 

OPEKAJ.F 

OPEKA.J F 

OPEKA.J F 

9205010119 

0205010119 

9205010131 

9205010131 

9205010131 

60-245 

50-245 

50 213 

60 213 

60 213 

p 

p 

p 

p 

p 

MYERS, TJ. 

MYERS.TJ, 

MYERS.TJ, 

9205120266* 

9205130002* 

9205130184* 

50 346 
50*346 
50S46 

P 

P 

P 

NORBERG J A 
NORDERHAUG.L. 
NOHDERHAUG.L R 

0205290086 

92052G0028 

9205270175* 

REVIEW QR P 
60-206 S 

50-344 Q 

OPEKAJ F. 

OPEKA.J F 

OPEKAJ F 

0205010200 

9205010200 

9206010200 

60-213 

59-2)3 

50-213 

F 

F 

F 
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OPEKAJ F 

920501 025 t 

50 213 

P 

OPEKAJ F 

9205010251 

50-213 

P 

OPEKA.J F 

9205040260 

50 423 

P 

OPEKA.J F 

9205040260 

50-423 

P 

OPEKA.J F 

92050601 B7 

50-213 

K 

OPEKA,J F 

9205060187 

50-213 

K 

OPEKA,J F 

9205060261 

50-213 

R 

OPEKAJ F 

9205060261 

50-213 

R 

OPEKA.J F 

9205070013 

50-245 

R 

OPEKA.J F 

9205070013 

50-245 

R 

OPEKA.J F 
OPEKA.J F 
OPEKA.J F 

9205070033 

9205070033 

9205070051 

71-9244 

71-0244 

50-245 

R 

OPEKAJ F 

9205070051 

50-245 

R 

OPEKA.J F 

9205070065 

50-423 

P 

OPEKA.J F 

9205070065 

50 423 

P 

OPEKAJ F 

9205070293 

50 336 

Q 

OPEKAJ F 

9205070293 

50 336 

Q 

OPEKAJ F 

9205070298 

50 423 

P 

OPEKAJ F 

9205070208 

50 423 

P 

OPEKAJ F 

9205080005 

50 245 

P 

OPEKAJ F 

92O5O0QDO5 

60 245 

P 

OPEKAJ F 

9205110017 

50-213 

P 

OPEKAJ.F 

9205110017 

50-213 

P 

OPEKAJ F 

9205110017 

50-213 

P 

OPEKAJ F 

9205110030 

50 423 

P 

OPEKA.J F 

9205110030 

50-423 

P 

OPEKAJ F. 
OPEKAJ F 

9205120249 
92051 300BO 

NUREG 

50-213 

P 

OPEKA.J F 

9205130060 

60-213 

P 

OPEKAJ F 

9205130082 

50-213 

P 

OPEKAJ F 

9205130062 

50-213 

P 

OPEKA J F 

9205130102 

50*336 

P 

OPEKAJ F. 

9205130102 

50 336 

P 

OPEKAJ F 

9205130103 

60 213 

H 

OPEKAJ F 

0205140000 

60 213 

P 

OPEKAJ F 

9205140009 

50 213 

P 

OPEKAJ F 

92051 4000D 

50-213 

P 

OPEKAJ F 

9205140271 

60-213 

Q 

OPEKAJ F. 

0205140271 

50-213 

Q 

OPEKAJ F 

9205140271 

50*213 

Q 

OPEKAJ F 

9205140282 

60 213 

F 

OPEKAJ F 

9205140282 

50 213 

F 

OPEKAJ.F 

0205160220 

50-245 

P 

OPEKAJ F 

9205150220 

60-245 

P 

OPEKAJ F 

0205180003 

60 213 

Q 

OPEKAJ F 

9205160003 

60 213 

Q 

OPEKAJ F 

9205180163 

50 213 

P 

OPEKAJ F 

6205100319 

50 213 

V 

OPEKAJ F 

9205190319 

50-213 

V 

OPEKA. J F 

9205190310 

60-213 

V 

OPEKAJ F 

0205220106 

60-245 

p 

OPEKAJ F 

0205220106 

50 245 

p 

OPEKAJ F 

9205220163 

60 336 

p 

OPEKAJ F 

0205220163 

50 336 

p 

OPEKAJ F 

0205220214 

60 213 

R 

OPEKAJ F 

0205220214 

60-213 

R 

OPEKAJ F 

0205260008 

60 213 

P 

OPEKAJ F 

9205260008 

50 213 

P 

OPEKAJ F 

9205260010 

60 123 

P 

OPEKAJ F 

0206280010 

50 423 

P 

OPEKAJ F. 

9205260103 

50 245 

P 

OPEKAJ F 

9205260103 

60-245 

P 

OPEKAJ F 

0206260270 

60-213 

P 

OPEKAJ F, 

92052G0270 

60-213 

P 

OPEKAJ F, 

0205260270 

60-213 

P 

OPEKAJ F 
OPEKAJ.F 

OPEKA J F 

0205270058 

0206270060 

9205270232 

71-0244 

71-9244 

60 213 

P 

OPEKA J F 

0205270232 

60-213 

P 

OPEKAJ.F. 

0205260046 

60 423 

P 

OPEKAJ F 

920528004B 

60-423 

P 

ORDERS.WT. 

9205050116* 

60-413 

Q 

ORDERS.WT 

9205270169* 

60 410 

Q 

ORNELAS, R 

9206050318 

60-206 

S 

ORNELAS, R 

9205260 168 

60-206 

R 

onn,Ffl. 

ORR.R S 

ORRIS.EF 
ORSER.W S, 

9206110012 

0205280270 

9204270107* 

9205040120 

TOPREP 

TOPREP 

PR 

50 341 

H 

ORSER.W.S. 

0205040100 

50-341 

Q 

ORSEn,W S. 

0205040231 

60-341 

R 

ORSER.W.S. 

0205040249 

60-341 

R 

ORSER.W.S 

9205050007 

50-341 

P 

ORSER.W.S, 

9205060139 

60-341 

P 

ORSER.W S 

G2061 20300 

50-341 

S 

ORSER.W.S, 

0205180003 

60-341 

hi 

ORSER.W 8, 

9205100041 

60 341 

R 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


ORSER.W S 

9205260257 

50 341 

S 

ORSER.W S 

9205260260 

50 341 

P 

ORraGER,TW 

9205040084 

PR 


ORTCIGERJ W 

9205200018 

PR 


ORTCIGER.TW 

9205220009 

REGGD 


ORTH.S K 

9205180044* 

SO 440 

Q 

ORTH.S K 

9205280013* 

50-264 

Q 

ORTLIEB.O W 

9204130327* 

PR 


OSBORN.TG 

9205140135 

40-8004 


OSGOOD.N L 

9205210066 

71-9244 


OSIECKLL M 

9205110137 

50-213 

F 

OSNERJ 

9204270393* 

PR 


OSTMEYERJ 

9205130199 

70-3073 


OWEN.B 

9204200409* 

PR 


OWEWS.M 

9204290237* 

PR 


PACKER.DF 

9206290210 

50-302 

S 

PAINE.D 

9205010262 

70-143 


PAINE.D 

9205050219 

70-143 


PAINE.D 

9205060173 

70-143 


PAINE.D 

9205130155 

70-143 


PAINE.D. 

9205130234 

70-143 


PAINE A 

9205140035 

70-143 


PAINe.D 

9205180291 

70-143 


PAINE.D 

9205100202 

70-143 


PAINE.D 

9205210115 

70-143 


PAINE.D 

9205200030 

70-143 


PAIS.G 

920-1270114* 

PR 


PALLEY.M K 

9204280251 * 

PR 


PALMER, RC 

0204280108* 

PR 


PANG J F 

92061 100B3* 

STATE PROG 

PAQUIN.P L 

9205130169 

PROJ 


PAQUIN.P L 

9205220163 

PROJ 


PAQUIN.P L. 

9205280022 

72 1000 


PARKER.G W 

9205150087 

NUREG 


PARKER,! M. 

0205010094 

50 306 

S 

PARKER.T.M. 

0205010103 

50 282 

S 

PARKER.TM 

9205010193 

SO 202 

S 

PARKER.T.M 

9205010217 

50-203 

F 

PARKER.TM 

9205040233 

50-203 

P 

PARKER.TM 

9205050200 

50-202 

Y 

PARKER.! M 

9205050316 

50-262 

P 

PARKER.! M 

92051 10020 

50 262 

F 

PARKER.! M 

9205120103 

50 262 

R 

PARKER.! M 

0205130069 

50 263 

S 

PARKER.! M 

0205130071 

50 262 

F 

PARKER.TM 

0205140105 

50 262 

P 

PARKER,! M 

9285180164 

50-262 

P 

PARKER,! M 

62051 B0100* 

50 262 

P 

PARKER.T.M, 

9205100000 

50 263 

R 

PARKER.TM 

9205270227 

50 262 

P 

PARKHIiL.R 

9285260138 

REVIEW GR P 

PARLER.WC 

0203200070 

SECY 


PARLER.WC 

0284080078* 

PR 


PARLER.WC 

9284270193* 

PR 


PARLER.WC 

9204270224* 

PR 


PARLER.WC 

0205050276 

WASTE MQT 

PARLE R.W.C. 

9205200120 

SECY 


PARRISHJ.V 

9205010255 

50 397 

V 

PARSONS, J n 

0205130260* 

TOPREP 


PARSONSJ.R, 

9205130290* 

TOPREP 


PARTLOW.J Q 

0602120516* 

PR 


PARTLOWJ.G. 

0605160527* 

PH 


PARTLOW.J Q 

0704150096* 

PR 


PARTLOWJ G 

0206080070 

ORQ 


PASCfAK.W. 

9205010069* 

50-333 

0 

PASCIAK.W. 

920C040064* 

50 387 

Q 

PASCIAK.W. 

0205070282* 

60 352 

Q 

PASCIAK.W 

9205150139* 

60 280 

Q 

PASCIAK.W. 

9205160158* 

60-272 

Q 

PASCIAK.W 

9205100039“ 

50 220 

Q 

PASCIAK.W. 

9205190065* 

50-334 

Q 

PASCIAK.W 

0205218002* 

60-352 

Q 

PASCfAK.W 

0205270076* 

50-266 

Q 

PASCIAK.W J, 

0205270132* 

70 33 


PAS FIELD. F.M, 

0204290216* 

PR 


PASSWATER.AC. 

92051 40 051 

NUREG 


PASSWATER.AC. 

02051 00 170 

l&E 


PATE.nj 

0205070029 

70-734 


PATE.FIJ. 

0205110076 

STATE PRO G 

PATE.RJ 

9205110063* 

STATE PROG 

PATE.RJ. 

9205130048 

70-1267 


PATE.RJ. 

9205190020 

70-754 


PATE.RJ. 

0205190042* 

70-754 


PATEUCP. 

9205280007 

50-295 

P 

PATEL, C.P. 

0205200111 

60-295 

P 

PATNAIKP 

0205260051* 

60-271 

Q 

PATRICK, W. 

0205040140 

WASTE MQT 

PATniCK,W.C 

0205040129 

WASTE MGT 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


PATRICK.W C 

9205040318 

WASTE MGT 

PATTERSON.C 

0204280240* 

PR 


PATTGRSON.CA 

9205050160* 

50-259 

Q 

PATTERSON.C A 

0205120227* 

50 259 

Q 

PATTEHSONC A 

9205190128* 

50 259 

Q 

PATTON.G A 

9204290090* 

PR 


PATTON.G A 

92042G0090* 

PR 


PAUL,R A 

9205070212* 

50 305 

Q 

PAUSTIAN.H H 

0205190009 

50-263 

R 

PAWLOWSKI.W R 

9205080067* 

CONTRACT 

PAYNE.D C 

8205150129* 

50 348 

V 

PAYTON.CJ. 

9285190217 

PR 


PEART.C 

9205220169 

50 247 

S 

PECK.H 

9204290307* 

PH 


PEDERSEN, G 

G204290395* 

PR 


PEDERSEN.! L 

9206050320 

50-370 

S 

PEDERSEN.! L 

9205110269 

50-370 

s 

PEDERSENJL 

9205260109 

50-369 

s 

PEDERSORC 

0205120180 

50-282 

S 

PEDERSON .CD 

9205840300 

l&E 


PEDERSON. C D 

9205150050 

50-463 

0 

PEDERSON ,CO 

9205150109 

50-266 

Q 

PEDERSORC D 

920S1B0032 

50-440 

O 

PEOERSON.C D 

9205180037 

50-331 

Q 

PEDERSON.C D 

9205180045 

50-295 

F 

PEDERSON .C D 

92051 BO 195 

50-341 

F 

PEOERSON.C D 

9205180206 

50-483 

F 

PEDERSON.C 0 

9205180212 

50-315 

F 

PEDERSON. CD 

9205180216 

50-254 

F 

PEDERSON.C D 

9205180219 

50-10 

F 

PEDERSON.C a 

9205190209 

60-10 

F 

PEDERSON.C D 

9205200253 

50-315 

F 

PEDERSON.C D 

9205200259 

50-341 

F 

PEDERSON.C D 

9205210094 

50-440 

F 

PEOERSON.C D 

9205220004 

50-440 

Q 

PEDERSON.CD 

9205260240 

50-373 

0 

PEDERSON.C D 

9205270081 

50-295 

F 

PEDERSON.C D 

9205270095 

50-341 

F 

PEDERSON.C D 

9205270086 

50 461 

Q 

PEDERSON.C D 

9205260009 

50 254 

Q 

PEEBLES.! A 

9205050018 

50-259 

O 

PEEBLES.TA 

9205050033 

50-160 

Q 

PEEBLES.! A 

9205050060 

SO 424 

V 

PEEBLES.TA 

9205050070 

50-327 

V 

PEEBLES.TA 

9205050096* 

50 416 

Q 

PEEBLES.TA 

9205050087 

50 261 

V 

PEEBLES.TA. 

9205050101 

60 269 

V 

PEEBLES.! A 

92050501C7 

50 369 

Q 

PEEBLES.! A 

9205120063* 

50 324 

Q 

PEEBLES.TA 

9205150126 

50 346 

V 

PEEBLES.TA 

9205100090 

50 330 

Q 

PEEBLES.TA 

9205100121 

50 416 

Q 

PEEBLES.! A 

9205260168 

50 395 

Q 

PEEBLES.TA 

0205270222 

50 250 

V 

PEHL.TL 

9205060123* 

50-390 

A 

PELCHAT.J 

9205120066 

l&E 


PELLETIER J P 

9205040141 

50-271 

S 

PELLETIER J P 

9205040193 

50 271 

P 

PELLETIER. R F. 

9205280032 

PR 


PELUSO.L 

9205270202* 

50 309 

Q 

PELUSO,L.A, 

0205040040* 

50 277 

Q 

PENAJJ 

9205160094 

NUREG 


PENNELL.W E 

9205150011 

NUREG 


PENNINQTON.WS 

9204240034* 

PR 


PENNINGTON.W S 

9205210243 

70 143 


PERHING.G 

0204270376* 

PR 


PERNSTEINEH.A 

0205130255* 

TOPREP 


PERRAULT.R 

9204270522* 

PR 


PERRY.M K. 

0204150177* 

Pfl 


PERSHEY.CE 

0205140014 

60 456 

R 

PERSUTK 

9205110050 

PH 


PESCHELJ M 

0205040006 

60 443 

S 

PESCHELJ M 

9205160010 

60-443 

S 

PETERS.F E, 

9205130220* 

TOPREP 


PETERSON, D C 

9205120093 

50 266 

R 

PETERSON.H 

920424Q008* 

PR 


PETERSON.H T, 

9204070052* 

PR 


PETERSON.H T, 

9204070120* 

PH 


PETERSON, RT, 

9204060052* 

PR 


PETERSON.H T, 

9204080140* 

PH 


PETERSON ,H T. 

9204090361* 

PH 


PETERSON.H T 

9204130295* 

PR 


PETERSON.H T 

9204240179* 

Pfl 


PETERSON, RT 

9204270160* 

PR 


PETERSON.R J 

9205200105* 

50 373 

P 

PETERSON.H J 

9205200106* 

60-373 

P 

PETERSON.R J 

9205200100* 

50-373 

P 

PETERSON.R J 

0205200112* 

50-373 

P 



480 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

PETERSON, R J 

9205200115* 

50 973 

P 

PROFFITT.J W 

02052801 G9 

50 327 

S 

PETEHSON.S n 

9205010072 

50 360 

P 

PUQH.R 

0205140207 

50 305 

Q 

PETERSON.SR 

9205010157 

50 313 

P 

PULS.M 

0204200362* 

PR 


PETERSON.S R 

9206070246 

50 313 

P 

PULSITER.R M 

0205150191 

50 454 

P 

PETERSON.S R 

92051B0075 

50 308 

P 

PULSIFER.RM 

9205150206 

50 454 

P 

PETERSON.S R 

9205200111 

50 313 

P 

PULSirCR.R M 

0205150221 

50 450 

P 

PETERSON.S R 

9205200130 

50 313 

P 

PULSIFER.R M 

0205190235 

50 237 

P 

PETTEY.L 

9204270354* 

PR 


PULSIFER.n M 

920521025/ 

50 454 

P 

PETTY.E 

9204280224' 

PR 


PULSITER.R M 

9205210274 

50 454 

0 

PHARR.EB 

9205050146* 

50 396 

Q 

QUAY.TR 

9205110090* 

50 344 

P 


AUTHOR 


REHMJA 

nBCMARD.T 

nEinmo w 

REID.O 

REIODA 

RLID.DA 
REID.D A 

nr»D,DA 
nEJD,DA 
REID.O A 


PHILIPS ,J 

9204100004' 

PR 


QUAY.T R 

PHILLIPS.MP 

9205050049' 

50 315 

Q 

QUAYJ R 

PHILLiPS.MP 

9205150089’ 

50-155 

Q 

QUAY.T R 

PICKETT,DV 

9205060056 

50 458 

P 

QUAYJ R 

PIECZYNSKLAT 

9205140022* 

TOPREP 


QUAY.T R 

PIEPER.C 

9204290347* 

PR 


QUIGG.C 

PIERCE.J 

9204150003* 

PR 


QUIGGC 

PIERSON.RC 

9205230244 

521 


QUILLIN.R M 

PfERSON.RC 

9205230255 

521 


OUINN.D M 

PIET.PL 

9205040189 

50-237 

P 

QUINN.SM 

piet.pl 

9205130062 

50237 

Q 

QUINHS M 

PIET.PL 

9205150032 

50 373 

P 

RADCLIFF.T D 

PIET.PL 

9205190022 

50-23? 

P 

RAOCLIFF.T D 

PIET.P L 

9205190034* 

50 237 

Q 

RADCLIFFEJJ 

PIET.PL. 

9205200201 

60 237 

P 

RADCLIFfEJJ, 

PIPHCA.e J 

9206130264* 

TOPREP 


RAODATZ.M Q 

PiPLICA.EJ 

9205130273* 

TOPREP 


RADER.M J 

RPLICA,E.J 

9205130276* 

TOPREP 


RADER.MJ 

PITCHFOHD.T L 

9204240136* 

PR 


RADER.R M 

PITCHFORD.T L 

9204300274* 

PR 


RADEan/J 

P1TKAT,J 

0204280369* 

PR 


RADER.R M 

PIZZO.BN 

9205070070 

XPORTLIC 


RADER.R fvl, 

PLANK, W 

9204240120* 

PR 


RADER.R M. 

PIAPPERT.R D 

9205260048 

50206 

F 

RAFrERy,R P 

PLATOV.M 

9204230326* 

PR 


RAGHAVAN.L 


PLEASONTON,AK 
PLENlEWiCZ.R 
PLENlEWfCZ.R 
PLENiEWICZ.R 
PLISCO.L R 

9204240176 

0205060227 

0205060240 

9205180322 

9205120200' 

• PR 

50 455 S 

50 454 S 

50 454 R 

‘ REVIEW GR P 

RAGHAVAN.L 

RAGHAVAN.L 

RAGHAVAN.L 

RAGHAVAHL 

RAGHAVAN.L 

PLOSKf.T 
PLUECKER.TC 
PLUNKETT, T F 
PLONKETT.TF 
PLUNKETTJ F 

9205270153^ 

9205200335’ 

9205040060 

9205040186 

9205040202 

' 50 254 0 

' CONTRACT 

60 250 R 

50 250 S 

50 251 S 

RAHMAN.S 

RAHMEYCR.WJ 

RAIMONDJ.AA 

nA1NSDEnRY,J.L 

RALEIQ1UJ 

PLUNKETTJF 
PLUNKEnj F 
PLUNKETTJ F 
PLUNKETTJF 
PLUNKETTJF 

9205110145 

9206140002 

9205180327 

9205200056 

0205220124 

50 250 P 

50 250 V 

50 250 n 

60 250 P 

50 251 S 

RALe(GH.J,J 
RALEIGI1.JJ 
RANDALL.MA 
RANDIS.M. 
RANKIN, W.H 

POERTWeaWK 

POLEHN.JL 

POLICH.J 

POLLACK.MJ 

POIUCK.MJ 

9205120005* 

9204200502* 

9204210136* 

0205050189 

9205070042 

60 269 Q 

Pfl 

PR 

60 311 S 

50 272 S 

RANKIN.W.M 

RANSOM.R 

RAO.P.S 

RAO,P S 
RASIN.Wit. 

POLLACK.MJ 

POLLOCK.M 

POPE.TC 

POSLUSNY.C 

POSLUSNY.C 

9206190024 

0205110258 

9205060208* 

9205010062 

9205140241 

50 272 S 

60 280 F 

60 302 1 

62-1 

62 1 

RASIN.WH 
RASiaWH 
RASIN.W H 

rathsun.ok 

rathbun.dk 

POSLUSNY.C 

POSLUSNY.C 

POST.H 

POTAPOVS, U 
POTOCIK.DP 

020S200060 

9205260196 

9205120283* 

9205290003* 

9205110209* 

52-1 

52-1 

CONTRACT 

QA909 

PR 

RATlIFTSA 

RAY.H,a 

RAY,HR 

RAYJiO. 

RAY .HO 

POnER.J P 
POTTEajP 

POHER.J P 
POTTBR.JP, 

POTTS ,T. 

920S050140* 

9205050163* 

9205120119* 

9205270009* 

0204280308* 

50 3Q5 Q 

50 250 Q 

SO 324 Q 

70-143 

PR 

RAY, MS. 

RAY.H 0 
RAYN»S,S, 

razvlj. 

RECKLEY.W.O 

POWER S.K 

POWERS.K 

POWEHS,K 

PRENDEI^GASr.W 

PRESS.F 

9205010041 
92051110158 
9205110162 
9Z0S1 90221 
9205060184* 

60-277 S 

50 277 S 

50 277 S 

PR 

COMMISSION 

RECKLEY.W.D 

reckletwo 

REOINGTON,OB 

REED.C 

REED.M 

PflESS,P 

prestholt.pt 

prestholt.pt 

prestholt.pt. 

phestholt.pt. 

prestholt.pt. 

PREVATTE,R L 
PH1MO.J P 

PRINCE.A 

PRiNTZJ 

PRIVIDY.LJ 

PROBASCO.rc 

PROaST.J, 

9206070114* 

9205050305 

9205100079 

9205100300 

9205100074 

9205290195 
92051201 1B’ 
9204290003* 
9204290007’ 
9205050202 

9205260009* 

9205210160 

9205220001 

COMMISSION 
WASTE MGT 
WASTE MOT 
WASrE MGT 
WASTE MGT 

WASTE MQT 

SO 324 O 

PR 

PR 

50 205 S 

60-244 0 

70-1257 

50 331 S 

RGED.RP 

REEOJA 

reedja 

REESE.JH 

REESE, J[| 

REeSE.J.H. 

REESE.JK 

REESE.JH 

REESe,JH 

reese.jh 

REESE, JH 

REESE, J,H 
REESE.J.H 


0205190347* 
9205290170* 
92052001 14 
9205200132* 
0205200220* 

0204230205* 

0204240300* 

0205100030 

9204270074* 

0204280404* 


50 397 P 

50 397 P 

50 397 P 

50 206 P 

50 397 P 

PR 

PR 

PRM 


REILLY, 0 W 
REII LY.E H 
REIMER.E r 
REJNER.L P 
REISER, N T 

REMICK 
REWICK 
REMJCK 
REPKA.D A 
REPKA.D A 


0204200520* PR 
0205130250* TOPREP 
0205130200* TOPREP 
9204230210* PR 
0204230219* PR 


REPKA.O A 
REPKA,DA 
ntPKA,QA 
REPKA.D A 
nCPKA,DA 


0205200237 72 1001 

0205060120* 40 9724 

9205080 120* 10 8/24 

0205010140 40 0724 

92050 JOliJA 40 0724 


REPKA.D A 
REPKA.D A 
REPKA.D A 
REPLOGLE.G ID 
RESIOENT.l T 


0205010163 40 0724 

0205060114 40 0724 

02050G0114 40-0724 

9205200105 52- f 

920504024 1 50 250 P 


REVENTOS.K 
REVES.L A 
REYES.L A 
REYCS.L A 
REYES.L A 


0205110009 50 250 P 
0205130100* 50 300 P 
0205210210 50 200 P 
9205210220* 50 250 P 
92052801 13 50 250 P 


REYES, L A 
nCYCS.L A 
RCYfcS.L A 
nevPS.L A 
REYES.L A 


0205200072 NURCQ 
0206200223* REVIEW GRP 
9205130276* lOPREP 
0205260162 50 361 R 

0205260070 50 307 P 


f^EYCS.1 A 
REYES.l A 
REYES, I A 
REYES, I A 
REYESJ A 


0205260114 50 307 V 

02052G0251 50 307 P 

0204270215* PR 

02042/0040* PR 

9P050S0005* 50 327 O 


REVES.L A 
RGYNOIDS.H 
REYNOlOS.l C 
RCYNCH DS.NS 
REVNOt DS.NS 


02051201 10* 50 324 
0204270155* PR 
0204230214* PR 
9204230214* 
9205040000 NUREG 


Q nHu:*sj 
nilOOES.P T 
niiopES.rT 
nuoDES.rr 
RHODES.I-T 


0205000043 l&E 
0205060060 PR 
0205260101 REVIEW QR P 
9205220032* 40-6027 
9205220040 AOVCM 


RMOOES.r T 
niCHARDS.S 
niCMARDS.S 
ninn AROS.8 A 
niCHARDS.SA 


0205100330 50 259 R 
0205040220 60-200 P 
0205040222* 60-200 P 
0206050003 60 361 P 
0205050010 50 206 P 


niCI lARDSON.A 
niCIIARDSON.OA 
niCHAROSONJ 
niCHAROSON.J [) 
RJCHARDSONJ D. 


0205050035* 60 208 
0205140205 60-381 

8204200147* PR 
0205060226 60-163 

82050(0021 50 402 


P RICHARDSON.J D 

0 RICHARDSON.J D 

^ RICHARDSON.J D 

S niCHARDSON.J D 

P RICHARDSON.J D 


9205010023* 50 402 

0206270301 ORG 
0205200010 PR 
02050 to tQ7 60-237 
9206040211 60 450 


P RICHARDSON.J D 

RICHARDSON.J D 
ntCl lARDSON.J D. 
P RICHARDSON.J D 

n niCHARDvSON J D 


0204290001* PR 
8205000001 50 309 

9205190219 60-300 

9205010230 60-206 

O2OBO0OO3O 50-276 


RICHARDSON. J E 
Q niCHARDSON.P 
P HJCJIEY.RD 

E niCHTPH.D 

r RlCMTEfl.D 


0205070056 
0206110054 
02051 10003' 
9205130000 
8205150127 


50 344 
60 275 
60-276 
50-275 
60-276 


0 

Q 

D 

O 

P 


RICKETT.DL. 
RlDGEl L.E M 
niEGLE,DW, 
niEMAN.C n. 
RIGNEY.P e 


0205270172 60 344 
9205270175* 60 344 
020S270m 60-200 


a 

Q 

F 


RILLY.M G. 
niNGKEL.J M 
niNG.M A 


ACCESSION 

NUMBER 


SUBJECT 

CATEQCRT 


92040700 JtJ* 

9204270004* pR 
9204 150122* PR 
0204280351* PR 
9205060105 50 271 S 


020506023U 

0205180305 

8205200104 

9205200202 

9205200205 


50 2/1 
50.?/ 1 
50 ?/l 
50 in 
50 ?/1 


D204270204* PR 
82042000 75' PR 
0204280305* PR 
82042003/4' Pfi 
0204240055* PR 


S 

S 

S 

S 

S 


0205110204 

9205210230 

8205220140 

0205060008 

9205060068 

0205110034 
02051)0114 
9206110114 
92051 50088 • 
8205(50092 

9205150092 

9205220030 

02052200:i0 

9205050086* 

fl2052?00?0' 

02051 600 iM 
92060S0013 
0205050021 
0205050104 
0205120100 

020512010/ 

1)205120114 

0206120134 

020512016.5 

0206120210 

0205120260 
0206 100 138 
02052200PO 
0206220046 
9203270109 

02052/0101 
020425044/ ' 
9206210050 
020501)004 1 
0206110100 

02062200136 

0205010200 

9205040200 

0?050li033t) 

0206270033 

02062/0101 

0205130006 

02051300/6 

0205050123 

0205150110 


r-OMMiF-SDN 
COMM'SS^O N 
(19 441 P 

■>(1 318 G 

60 348 G 

fiO'J46 G 

'-0 m O 

!i()31b a 

*'^0 346 O 

'-9 m G 

(>irjtn 0 

50 148 G 

50 148 Q 

50 a 

f.0 J'-.O Q 

NUKI R 
50? 50 F 

50 410 S 

511 m c 

50 V 4 c 

fiO.J'R F 

60 374 C 

60 :ilDf) C 

60 '1 18 C 

mn) < 

HiVt ( 

M) .1/4 t 

mvi < 

fril 37/ { 

50 11, J ( 

60 VA ( 

PR 


60,! >7 


50 -in? 
60 4f[J 
60 A\y/ 
60 4fM 

60 4)M 
fiO 6 
(.8 6 10 
60 

!jfl 1U 


0204270200" 

92052200/0' 

PR 

PR 

0205280100 

18 

0205040204 


0205050130 


920505022/ 

4fl 

02050001 10 

498027 

0205000130 

4ft K'// 

02051 3(K)!>9 

4(HS8J/ 

020513000-1 

4(180?/ 

0205140029 

49 

0205180200 

40 

9205180322 

48 r*?/ 

02052702/5 

40 

0205270291 


9205000051 

IlfcV-L W GR 

9204200240* 

PR 

02050102,74* 

¥) 

0204240141' 

PH 

0204240290’ 

Pit 

02041003^8* 

P» 

920501 02{>I3 


0205210250* 

iyOi'W 

G2052B0078 

40Jift2 

0205270334 


920427024:3* 

0205290300* 

0205040072 

PR 

m 4 to 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


HUMBER 

CATEGORY 

RING, M A 

9205050042 

60-461 

Q 

ROSZTOCZY.Z R 

9204070285* 

PR 


SAMWORTH.R B 

9205070285 

50 266 

P 

RING, M A 

9205050082 

50-255 

Q 

ROTH.J 

9205270132* 

70 33 


SAN80RM.G 

9Z05040314 

l&E 


RING.MA 

9205070217 

50 483 

Q 

ROUBEN.B 

9205130299* 

PROJ 


SANBORN, Q 

9205070018 

l&E 


RING, M A 

9205070281 

50*255 

Q 

ROUGHAN.C 

9205210009 

71-6717 


SANBORN, 1 M 

92042704D3* 

PR 


RING, M A 

9205070286* 

50*255 

Q 

ROWLAND.TJ 

9205010104 

PROJ 


SANOERS,C F 

9205150172 

71 9230 


RING,MA 

920512006V 

50-255 

Q 

ROWLAND.TJ 

0205070160 

PROJ 


SANDERS.C F 

9205200052 

71-9230 


RING.M A 

9205120144 

50 456 

Q 

ROWLAND.TJ 

9205140161 

PROJ 


SANDERS, D P 

9205070137* 

70 1151 


RING,M A 

9205150001 

50-263 

Q 

RUEGER.A P 

92051 B0349 

50 275 

Q 

SANOERS.R 

9205060159* 

COMMISSION 

RIOS,L R 

9205260262* 

50 4B3 

P 

RUEQER.G M 

9205040024 

50 323 

S 

SANDERSON .R E 

9204150006* 

PR 


RITARDI.A r 

9205200185 

50*332 

A 

RUEGER.G M 

0205040039 

50 275 

S 

SANDS, SP 

0205200092 

PROJ 


ROBARE,DJ 

9205070207 

PROJ 


RUEGER.G M 

9205040046 

50 323 

S 

SANOS.S.P 

9205290072 

PROJ 


ROQERTS,CJ 

9205130174* 

PROJ 


RUEGER.G M 

920504016b 

50 275 

Q 

SAPORlTO,MJ 

0205130150* 

50*244 

Q 

R08ERTS,J P 

9205070211 

WASTE MGT 

RUEGER.G M 

9205040232 

50 275 

R 

SARBANES, PS 

0204200524* 

PR 


ROBERTS.J P 

9205150058 

WASTE MGT 

RUEGER.G M 

0205040245 

50 275 

R 

SARBANES, PS 

9204280524* 

PR 


ROBERTS, J P 

9205190249 

WASTE MGT 

RUEGER.G M 

9205070167 

50 275 

S 

SARBANES.P S 

0205210263* 

ORG 


ROBERTS.J P 

9205290187 

WASTE MGT 

RUEGER.G M 

9205080124 

50 275 

s 

SARSOUR.B 

9205190040 

50 346 

R 

ROBERTS.J P 

9205290208 

WASTE MGT 

RUEGER.G M 

9205120206 

50 275 

s 

SARTOR.W M 

9205050135* 

50 413 

Q 

ROBERTS.J S 

9206270191 

PR 


RUEGER.G M 

0205130086 

50 275 

p 

SAUER, R E 

9205200196 

71 258 


ROBERTS, W.L 

9205010259 

50 255 

S 

RUEGER.G M 

920514026B 

50 275 

0 

SAUNDERSON.R 

9205200335 

50 410 

R 

ROBERTS.W L 

9205040144 

50 255 

S 

RUEGER.G M 

9205180004 

50 133 

n 

SAV01A,P J 

9205290316* 

50 440 

P 

ROBERTS, W L 

9205070046 

50 255 

S 

RUEGER.G M 

9205260156 

50 275 

s 

SAWYER, C D 

9205280177* 

PROJ 


ROBERTS.W L 

9205070142 

50-255 

s 

RUEGER.G M 

9205260176 

50-275 

p 

SAXENA.U 

9205190281 

521 


ROBERTS.W L 

9205260141 

50*255 

S 

RUEGER.G M 

9205260235 

50 275 

p 

SBAR.C 

9204270227* 

PR 


ROBERTSON.E 

9204290167* 

PR 


RUEGER.G M 

0205270334 

50-133 

s 

SCACE.SE 

92050 1020B 

50 245 


ROBERTSON. J A 

9205070107* 

COMMISSION 

flUlTER.G H 

9205120112 

50 305 

R 

SCACE.SE 

9205010208 

50 245 


ROBINSON, M T 

0205280219 

REVIEW GR P 

RULAND.WH 

9205040094* 

50 219 

0 

SCACE.SE 

9205010223 

50 423 


ROBINSON.W R 

9205010227 

60*344 

s 

RULAND.WH 

9205070254* 

SO 289 

Q 

SCACE.SE 

920501 0223 

50 423 


ROBINSON, W R 

9205110195 

50-344 

s 

RUMPLE.R 

0206190031* 

50 324 

R 

SCACE.SE 

9205040316 

50 245 


ROBINSON.W R 

9205110198 

50 344 

s 

RUMPLE, R 

9205190037* 

50 324 

R 

SCACE,SE 

9205040316 

50 245 


ROBINSON.W.R 

9205150176 

50 344 

R 

RUMPLE.R 

9205190044* 

50 324 

R 

SCACE.SE 

9205060111 

SO 336 


ROBINSON.W R 

9205210017 

60 344 

S 

RUNNION.M 

9204200235* 

PR 


SCAGE.S E 

9206060111 

59 336 


ROBINSON.W R 

9205210202 

50 344 

s 

RUPERT.WM 

0205070105 

40 7604 


SCACE,SE 

9205060134 

59 245 

S 

ROE,J W 

9204200106 

REVIEW QR P 

RUSSEUS 

9204280310* 

PR 


SCACE.S E 

9205060134 

59 245 

s 

ROE.JW 

9205260073 

l&E 


RUSSELL,JE 

9205050002 

50 3 

R 

SCACE.S E 

9205060191 

SO 423 

s 

ROECKLEIN.A 

9204060310 

PR 


RUSSEUL.J E. 

0205050002 

50 3 

R 

SCACE.S E 

9205060191 

SO 423 

s 

ROECKLEIN.A 

920407002V 

PR 


RUSSELL.J E 

9205060195 

50 265 

R 

SCACE.S E 

9205120294 

50 423 

s 

ROECKLEIN.A K 

9204060389* 

PR 


flUSSELUJ e 

9205120105 

50 266 

R 

SCACE.S.E 

9205120294 

50 423 

s 

ROECKLEIN.A K 

9204070042* 

PR 


RUSSELL, J E 

9205200266 

50 265 

S 

SCACE.S E 

9205140190 

50 423 

s 

ROECKLEIN.A K 

9204070085* 

PR 


flUSSElL.J e. 

0205210270 

50*266 

S 

SCACE.S E 

9205140100 

50 423 

s 

ROECKLEIN.A K 

0204270230* 

PR 


RUSSELL, J E 

0205270143 

50 266 

S 

SCACE,S E 

02051402BB 

50 423 

R 

ROGERS 

9205210242 

COMMISSION 

RUSSELL. J.L 

9205180101 

WASTE MGT 

SCACE,S E. 

9205140288 

50 423 

R 

ROGERS. J T 

9205110197* 

50 334 

I 

RUSSELL, WIT 

0205260107 

50-354 

F 

SCACE.S E. 

9205150009 

50 336 

R 

ROGERS. JT 

9205110109* 

50 334 

J 

RUTHERFORD, P 0 

0205010078 

70 25 


SCACE.S E. 

9205150009 

50 336 

R 

ROQERS.K C 

0205010185 

COMMISSION 

RUnER.VB 

9204270440* 

PH 


SCACE,8 E 

9205100004 

50 245 

R 

ROGERS, K G 

9205110271 

COMMISSIO N 

RYOER.T.S 

0205270003 

50 388 

S 

SCACE.S E 

9205190004 

50 245 

R 

ROGERS, K C 

0205140132 

COMMISSION 

SABO.AT 

0204240076* 

PH 


SCACE.S E 

9205210169 

50 245 

S 

ROQERS.K C 

9205140196 

COMMISSION 

SAEMANN.J 

9204290100* 

PR 


SCACE.S E 

9205210169 

50 245 

S 

ROGERS.K C 

9205210254 

COMMISSIO N 

SAQAR.B 

9205040140 

WASTE MGT 

SCACE.S E 

9205210243 

50 423 

S 

ROQERS.KC 

9205210264 

COMMISSION 

SAGER, 0 A 

0205010133 

50 360 

S 

SCACE.S E 

9205210243 

50 423 

S 

ROGERS.K C 

9205220154 

50 443 

p 

SAGER, DA. 

9205040230 

60-335 

S 

SCACE.S E 

9205210283 

59 246 

S 

ROGERS.K C 

9206270210 

COMMISSION 

SAGER, DA 

0205080007 

SO 335 

F 

SCACE.S E 

9205210283 

50 245 

S 

ROGGE.J 

9205260027 

50*334 

Q 

SAGER, DA 

9205180007 

50 335 

F 

SCACE.S E 

9205290229 

59 336 

s 

ROGOVIN.J A 

9205110100 

50 322 

G 

SAGER.DA 

0205180005 

50*335 

P 

SCACE.S E 

9205290229 

59 336 

s 

ROGOVIN.J A 

9205110100 

SO 322 

G 

SAGER, DA 

9205100236 

50 389 

S 

SCALEHI.D 

9205070302 

REVIEW GR P 

ROHRIG.N 

0204230200* 

PR 


SAGER.DA 

92051D0027 

50 335 

P 

SCALETTI.DG 

9205190286 

REVIEW 

GR P 

ROHRIG.N. 

9204230280* 

PR 


SAGER.DA 

9206100033 

50 335 

P 

SCALETTI.O.C, 

9205280101 

PROJ 


ROLFES.J 

9205110238 

50-265 

S 

SAGER.DA 

0206100046 

SO 389 

P 

SCARANO,RA 

0204220227* 

PR 


ROOD.H 

9205010118 

50*275 

P 

SAGER,O.A 

9205190076 

50 335 

R 

SCARANO.R A 

9205180340 

70-1257 


ROOD.H 

9205070103 

50-275 

P 

SAGER.DA 

0205260165 

50 389 

S 

SCARANO.R A 

9205190230 

50 275 

F 

ROOD.H. 

9205070163 

50-275 

P 

SAGER.OA 

9205280241 

SO 389 

P 

SCARANO.R A 

9205190241 

50 397 

F 

ROOD.H 

9205070238 

50-275 

Q 

SAGER.DA 

9205290125 

50 335 

F 

SCARANO.R A 

9205270018 

70 1257 


ROOD.H 

9205200085 

50-275 

P 

SAHADEVAN.V 

9205200005 

PR 


SCARANO.R A 

9205270123 

50 275 

Q 

ROONEY.V L 

0205190348 

50*423 

P 

SALACH.T 

0204200376* 

PR 


SCHADT.W W 

9204280238* 

PR 


ROONEY, V L 

9205290174 

50-423 

P 

SAUMON.a 

9205040186 

50 250 

S 

SCHADT.W W. 

9204280238’ 

PR 


RORREJ F 

9205070283* 

60-29 

Q 

SALEHI.K. 

9206050049* 

50 015 

Q 

SCHAFER.R R 

9205200039 

70 3080 


ROSA.P. 

920526024V 

50-272 

P 

SALISQURY.WC 

9205050307 

40 4402 


SCHAPKER,J F 

9205DS005V 

50 491 

Q 

ROSA.F 

9205280245* 

50-244 

Q 

SALISBURY.WC, 

0205130293 

40 4492 


SCHAPKER,J F 

9205210120* 

50 266 

O 

ROSE.WT 

9204290273* 

PR 


SALISBUHY.WC 

9205140137 

40 4492 


SCHAPKER,J F 

9205210133' 

50 305 

0 

ROSEN.S 

9205290001 

PROJ 


SALITAN.LF 

0204290155* 

PR 


SCHEELER,J M, 

9205290229 

50 338 

S 

ROSEN, S L 

9205050340 

60-408 

P 

SALMON, H P. 

0205060186 

50*333 

R 

SCHEIDE.RH 

9205270250 

50 313 

s 

ROSENBLUM.R M 

9205040286 

60-206 

R 

SALMON.H P. 

9205140006 

50 333 

S 

SCHIERMAM.SJ 

9205130049 

40 8081 


ROSENBLUM,R.M. 

9205050223 

50-206 

F 

SALMON, HP. 

0205140176 

50 333 

S 

SCHIERMAN.S L 

0206120275 

40 8081 


ROSENBLUM.R M 

9205180240 

50 206 

P 

SALMON.H P 

0205180332 

50 333 

S 

SCHIFFHAUER.G 

9205040196 

PROJ 


ROSENBLUM.R M 

9205200130 

60-206 

P 

SALMON.HP. 

9205190011 

50 333 

R 

SCHIFFHAUER.C 

9205130172 

PROJ 


ROSENBLUM.R M. 

0205200277 

50 206 

S 

SALMON.H P. 

D205200231 

50 333 

S 

SCHIFFHAUER.C 

0205210110 

PROJ 


ROSENBLUM,R M 

9205210270 

50-361 

P 

SALMON.R F. 

0205040022 

50331 

P 

SCHIN.R P 

9205120083* 

50 335 

Q 

ROSENBLUM.R.M. 

920526001 1 

50 361 

P 

SALMON.! J 

9205010261* 

50331 

P 

SCHMtOT.J S. 

0205040299* 

50*272 

P 

ROSENTHAI.J E 

0205260116 

60*282 

S 

SALSBURY.WC 

920423029D* 

PR 


SCHMtOT.W. 

0205270166 

50*220 

S 

ROSINE.D 

9204230137* 

PR 


SALTZMAN.D. 

9204280510* 

PR 


SCHNEBLI.Q 

0205120042* 

50-250 

Q 

ROSLONIEC.DJ 

9205220170 

60-286 

S 

SALVO, J M 

920S060276* 

50 443 

P 

SCHNEBLI.Q 

0205190151' 

60*400 

Q 

ROSS.M, 

6205280186 

52-1 


SALYERS.Q 

9205050065* 

50 327 

Q 

SCHNE0LI.QA 

9205120168* 

50-250 

Q 

ROSS.M 

9205280226 

62-1 


8AMMARCO.H 

9205100003 

50*29 

R 

SCHNEBLI.GA 

9205220020* 

60-250 

Q 

ROSS.TM. 

0205120174* 

50-338 

Q 

SAMPIES.M,D. 

9205260129 

50 445 

M 

SCHNEIDER, C 

9204290352* 

PR 


ROSS.T.M, 

9205140244 

50 260 

P 

SAMPSON,J.fl. 

9205130102 

50315 

S 

SCHNEIDER,C 

9204290352* 

PR 


ROSSER.F.W. 

9204280298* 

PR 


SAMPSON, J.R. 

02D52700Q1 

50315 

S 

SCHNELL.O F 

9204280118' 

PR 


ROSSI.C E. 

9205010009 

60 3 

O 

SAMUALS.SW 

9204130310* 

PR 


SCHNELL.O.F 

9205040261 

50-403 

R 

ROSSI.C E 

9205010046 

50 3 

Q 

SAMUELS.SW, 

9204290076* 

PR 


SCHNELUO F 

9205180204 

60-483 

Q 

ROSSI.C E 

9205040265 

60 3 

0 

SAMWORTH.RB 

9205060067 

50-266 

P 

SCHNELL.0 F. 

9205100263 

50 483 

R 
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SCHNELl.DF 

92052602&1 

50 483 P 

SEARS.P M 

SCHOEPFilN,A E 

9204280151* 

PR 

SEARS.P M 

SCHOLZ.R J 

9205040151* 

50 277 R 

SECKER.J R 

SCHOMMER.K 

9205260223 

50-305 S 

SECKER.P A 

SCHRADER, 0. 

9204280225* 

PR 

SEDAM.S H 

SCHRAOER.D 

9204240292* 

PR 

SEJKORA.K J 

SCHRAGE.J L 

9205010135 

50 254 F 

SEKIMOTO.H 

SCHRAGE.J L 

9205180132 

50-265 Q 

SELIN 

SCHRAGE.J L 

92052101 5B 

50 254 P 

SELIN 

SCHRAGE.J L 

9205210297 

50 237 P 

SELIN, 1 

SCHRAGE,J L 

920S260249 

50 254 P 

SELIN, 1 

SCHROCK.C A 

9205040021 

NUREG 

SELINJ 

SCHRCXJK.C A 

9205040268 

50 305 P 

SELIN.I 

SCHROCK.C A 

9205040315 

50-305 V 

SEtIN.I 

SCHROCK.C A 

9205120112 

SO 305 R 

SELIN.I 

SCHROCK.C A 

9205140117 

50 305 J 

SELIN.I 

SCHROCK.C A 

9205140119 

50 305 R 

SELIN.I 

SCHROCK.C A 

9205140303 

50 305 F 

SELIN.I 

SCHROCK.C A 

9205180005 

50 305 S 

SELINJ 

SCHROCK.C A 

9205180196 

50 305 S 

SELIN.I 

SCHROCK.C A 

9205180247 

50-305 V 

SELIN.I. 

SCHROCK.C A 

9205200310 

50-305 S 

SELINJ 

SCHROCK.C A 

9205260223 

50 305 S 

SELIN.I 

SCHROCK.C A 

0205270002 

50 305 S 

SELIN.I 

SCHROCK.C A 

9205270176 

50 305 F 

SELIN.I. 

SCHROEOER.CW 

9205110233 

60 237 S 

SELIN.I 

SCHROEDER.CW 

9205110236 

50 237 S 

SELIN.I 

SCHROEDER.CW 

9205130115 

50 249 S 

SELIN.I 

SCHROEDER.CW 

9205140267 

50 10 R 

SELIN.I 

SCHROEDER.CW 

9205180276 

50 237 S 

SELIN.I 

SCHROEDER.CW 

9205220065 

50 249 S 

SEMINARIO.M 

SCHROEDER.CW 

9205260173 

60 237 S 

SEMINARIO.M 

SCHROEDER.CW 

9205260179 

50 237 S 

SEPULVEDA.M 

SCHROEDER.CW 

9205280034 

60 237 S 

SERRA,P L 

SCHROEDER.HA 

9204290357* 

PR 

SERRA,P L 

SCHRUM.D 

9205040061* 

50 255 Q 

SETTLES.AC 

SCHRUM.D L 

9205120061* 

50-255 Q 

SEYMOUR, DA 

SCHUUN.S B 

9205180111 

PR 

SEYMOUR, D A 

SCHULTZ, L 

9204290093* 

PR 

SHAFER, W 0 

SCHULTZ.S P 

9205290045 

50 29 F 

SHAFER, WD 

SCHUMACHER.M C 

9205070228* 

50 341 Q 

SHAFER, W D 

SCHUMACHER.M C 

9205220031* 

50 440 Q 

SHAFER, W D 

SCHUMACHER.M C 

9205280013* 

50 254 Q 

SHAFER.WD 

SCHUMER.CE 

9205010174* 

COMMISSION 

SHAFFER.R 

SCHUSTER.T K 

9205050066 

60 373 F 

SHAH.N 

SCHWARTZ^R 

9204280246* 

PR 

SHANBAKY.M 

SCHWARTZ.S 

9205270293 

STATE PROG 

SHANLEY.L 

SCHWARTZ.SA 

9205110241 

WASTE MGT 

SHANNON, M 

SCHWINK.W 

9204070016* 

PR 

SHANNON.M 

SCIANGULA.T L 

9204270528* 

PR 

SHANNON, W E 

SCOTT.C M 

9204270063* 

PR 

SHARKEY.T P 

SCOTT.L M 

9204230199* 

PR 

SHARP.O R. 

SCOTT.L M 

9204230199* 

PR 

SHARPER, 0. 

SCOTT, W A 

9205120083* 

50 335 Q 

SHARPER, D, 

SCOTT.ML 

9205010126* 

CONTRACT 

SHARPEH.D. 

SCOTT, ML 

9205060182* 

50-344 V 

SHARPER, 0. 

SCOTT,ML 

9205060228* 

50 424 V 

SHARPER.D 

SCOTT.M L 

9205070066* 

CONTRACT 

SHARPER, 0 

SCOTT.M L 

9205000151* 

CONTRACT 

SHARPER.D. 

SCOTT.M L 

9205130286* 

CONTRACT 

SHARPER.D 

SCOTT,M L 

9205130303* 

CONTRACT 

SHARPER.D. 

SCOTT.M L 

9205130312* 

CONTRACT 

SHARPER.D. 

SCOTT.M L 

9205140054* 

CONTRACT 

SHARPER.D. 

SCOTT.M L. 

9205140222* 

CONTRACT 

SHARPER.D, 

SCOTT.M L 

9205160094* 

CONTRACT 

SHARPER.O. 

SCOTT.M L 

9205180186* 

CONTRACT 

SHAW.A B 

SCOTT.ML 

9205160216* 

CONTRACT 

SHEAR.G.L 

SCOTT.ML 

9205160283* 

CONTRACT 

SHEDLOCK.M, 

SCOTT.M L 

9205180294* 

CONTRACT 

SHEOLOCK,M 

SCOTT.M L 

9205180319* 

50-333 Q 

SHEIBANI.M, 

SCOTT.M L 

9205200184* 

CONTRACT 

SHEIBANI.M, 

SCOTT.M L 

9205210112* 

CONTRACT 

SHEIBANI.M. 

SCOTT.ML 

9205210160* 

CONTRACT 

SHEIBANI.M. 

SCOTT.ML. 

9205210218* 

50 219 Q 

SHEIBANI.M. 

SCOTT.ML 

9205210253* 

50 45B V 

SHEIBANI.M. 

SCOTT.ML 

9205270266* 

CONTRACT 

SHEIBANI.M 

SCOTT, P 

9205200073 

NUREQ 

SHEIBANI.M 

SCOTT.T F, 

9205220202 

50 368 S 

SHEIBANJ.M 

SCOTT.T F 

9205290205 

50 368 S 

SHEILDS.J M 

SCOTT.W.H. 

9205070292* 

50*255 Q 

SHELTON.B J 

SCOVILLE.J J 

9205200199* 

71-268 

8HELTON.B J. 

SCnOGGINS.R.M 

9205220072* 

PR 

SHELTON.B J, 

SCROGGINS.R M 

9205220079* 

PR 

SHELTON, D, 

SE AG RAVES, S 

9204260466* 

PR 

SHELTON.D.C 

SEARS.P M 

9205010091 

50 271 P 

SHELTON, O.C 

SEARS, P M 

920501 02B3 

60 271 Q 

SHELTON.D C 

SEARS, P M 

9205060254 

50-271 P 

SHELTON.D.C 

SEARS, P.M 

9205150218 

50-271 P 

SHELTON.D C 


ACCESSION 
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9205100295 

50-271 

P 

SHELTON.D C 

9205130001 

50 346 

P 

9205190363 

50 271 

P 

SHELTON.D C 

9205130002* 

50 346 

P 

0205260262* 

50 483 

P 

SHELTON.D C 

9205130183 

50 346 

P 

9205140278 

50 113 

S 

SHELTON.D C 

9205130223 

50-346 

P 

9204150149* 

PH 


SHELTON.D C 

9205130220* 

50-346 

P 

9206010293 

50 293 

R 

SHELTON.D C 

9205200007 

50 346 

H 

9205280249 

MISC 


SHELTON.P 

9204270378* 

PR 


9205140197 

COMMISSION 

SHEPPARD.J J 

9205050245 

40-8027 


9205140210 

COMMISSION 

SHEPPARD, J J 

9205190311 

40 8027 


9205010029 

COMMISSION 

SHEPPARD.J J 

9205220056* 

40 8027 


9205010046 

COMMISSION 

SHERBINI.S 

9205010069* 

50 333 

Q 

9205010101 

COMMISSION 

SHERBINI.S 

9205070282* 

50 352 

Q 

9205010136 

COMMISSION 

SHERBINI.S 

9205210092* 

50 352 

Q 

9205060151 

COMMISSION 

SHERBINI.S 

9205270076* 

50-286 

0 

9205060181 

COMMISSION 

SHERMAN.R N 

92051 1019B 

50-344 

S 

0205060236 

COMMISSION 

SHERB.T S 

9205060125 

70-27 


9205070085 

COMMISSION 

SHERR.T S 

9205080027 

70-143 


9205070102 

COMMISSION 

SHERRJ S 

9205080039 

70-1257 


9205070122 

COMMISSION 

SHERR.T S 

9205080045 

70-143 


92051 10278 

COMMISSION 

SHERRJ S 

9205080120 

70 1151 


9205180358 

COMMISSION 

SHERR.T S 

0205120262 

70 1113 


9205190237 

COMMISSION 

SHETLER.J R 

9205010144 

50 312 

F 

9205200082 

COMMISSION 

SHETLER.J R 

9205040255 

50 312 

R 

9205200093 

COMMISSION 

SHETLER.J R 

9205190332 

50-312 

P 

9205260089 

50-443 

P 

SHIELDS.J M 

9205100010 

50-373 

0 

9205270242 

COMMISSION 

SHIELDS, J M 

9205180141 

50-373 

0 

9205270244 

COMMISSION 

SHIELDSJ M 

9205100162 

50-373 

0 

9205260100 

COMMISSION 

SHIELDS.J M 

9205290217 

50-374 

P 

9205280104 

COMMISSION 

SHIFLETT.D R 

9205130289 

PROJ 


0205260209 

50-272 

U 

SHILLINGLAW.F 

9205060076* 

50-266 

P 

9204200065* 

PR 


SHILUNGLAW.F 

9205220129 

50-266 

P 

0204280005* 

PR 


SHIPMAN.W B 

9205290257 

50 424 

F 

9204290144* 

PR 


SHIRAKI.C Y 

9205050264 

50 331 

P 

02051402B3 

50-331 

F 

SHITBEE.J R 

9204270250* 

PR 


9205180348 

50-331 

F 

SHOEMAKER.E M 

9205050281 

TOPREP 


0205010201 

50-341 

J 

SHOLLER,R 

9205060127 

50 245 

S 

9205120119* 

50-324 

Q 

SHON.FJ 

9205080055 

40 8989 


9205120224* 

50-302 

Q 

SHON.FJ 

9205110152 

70-3070 


9205050024 

50-282 

Q 

SHOOP.M 

9204230234* 

PR 


9205050056 

60-155 

Q 

SHUKLA.S 

9204280280* 

PR 


0205050200* 

50-306 

Q 

SHUM.EY 

9205060214 

70-754 


9205150057 

50-255 

Q 

SHURLOW.W L 

9205290297 

50-461 

S 

9205150064* 

50-255 

Q 

SIEBER.J D 

9205010226 

50 334 

F 

9205140130 

40-4492 


SIEBER,J D 

9205010294 

50 334 

n 

9205070228* 

50-341 

Q 

SIEBER.J D 

9205110194 

50 334 

1 

9205270163 

l&E 


SIEBER.J D 

9205130175 

50-412 

p 

9205200325 

50-317 

R 

SIEBER.J 0 

9205130254 

60 412 

K 

9205050111* 

50-400 

0 

SIEBER,J 0 

9205150015 

50 334 

R 

0205120221* 

50-400 

Q 

SIEBER.J D 

9205180286 

50-334 

R 

9205270006 

NUREG 


SIEBER.J 0 

9205180342 

50-344 

Q 

9205150207 

50-483 

S 

SIEBEn,J D 

9205260110 

50 334 

Q 

0205270011 

71-6362 


SIEBERT.G W 

0204240231 * 

PR 


0205200336 

50-10 

F 

SIEGEL.B L 

9205150185 

50 237 

P 

9205210021 

60-10 

F 

SIEGEL, BL 

9205270296 

50 254 

P 

9205210028 

50-10 

F 

SIEGEL, B L 

0205280068 

50-373 

P 

9205210033 

50-237 

F 

SILBERBERQ.M 

9205180135 

PR 


9205210040 

50-237 

F 

SILBERMAN.R G 

9204090001* 

PR 


9205210044 

50-237 

F 

SILVER.H 

9205010016 

60-302 

S 

9205210058 

50-237 

F 

SILVER.H. 

0205050226 

50-302 

Q 

9205210075 

50-237 

F 

SILVER.H 

9205110214 

50 302 

P 

9205210081 

50-10 

F 

SILVER.H 

9205200075 

60-302 

P 

9205210087 

50-10 

F 

SILVER.H 

9206200126 

50-302 

P 

9205210095 

50-10 

F 

SILVER.H 

9205200224 

50-302 

P 

9205210101 

60-10 

F 

SILVER.H 

9205260250 

50-302 

P 

9205210103 

50-10 

F 

SILVERTHORNE.D 

9205050055* 

70-1113 


9204270452* 

PR 


SIMARD.R 

9205010064 

PR 


9205190136 

70-3068 


SIMKINS.A 

9204290152* 

PR 


9205210237 

50-311 

R 

SIMMONS.NC 

9205190102* 

SO-413 

R 

9205210244 

50-272 

R 

SIMMONS.NC 

0205190114* 

60-369 

R 

9205010014 

50-425 

S 

SIMMONS.NC 

9205200332* 

50-269 

R 

9205150195 

50-426 

s 

SIMPKIN.TW 

9205040034 

50-456 

n 

9205150205 

50-424 

s 

SIMPKIN.T.W 

9205110140 

60-454 

P 

9205100325 

50-424 

s 

SIMPKINJW 

9205140287 

50-454 

P 

9205210015 

50-425 

s 

SIMPKINJW 

9205180350 

50-237 

P 

9205220178 

50 424 

s 

SIMPKIN.TW 

9205220002 

50-237 

P 

0205220186 

50 425 

s 

SIMPKIN J W 

9205270152 

50-454 

P 

0205220192 

50 424 

s 

SIMPSON.D H 

9205140078 

WASTE MGT 

9205220199 

60-426 

s 

SIMPSON, E C. 

9204160077* 

PR 


9205200103 

50-373 

p 

SINCLAIR.M 

9204280405* 

PR 


0204090366* 

PR 


SINKULE.M V 

9205120070 

50 335 

0 

9204090375* 

PR 


SINKULE.MV 

9205120163 

50-260 

0 

9204100192* 

PR 


SINKULE.M V. 

9205120199 

50-250 

Q 

9205290321 

50-341 

F 

SINKULE.M.V, 

9205120203 

50-302 

Q 

9205040303 

50-346 

R 

SINKULE.M V 

9205190094 

50-280 

Q 

9205060001 

50-346 

H 

SINKULE.M V 

9205190142 

50-335 

Q 

9205120074 

50-346 

1 

SINKULE.MV 

9205220025 

50-250 

Q 

9205120254 

50-346 

P 

SIPLER.R 

9204280100* 

PR 


9205120281 

60-346 

P 

SKIBBEE.P L 

0204290405* 

PR 
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ACCESSION 
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AUTHOR 

ACCESSION 
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AUTHOR 

ACCESSION 
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NUMBER 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

skibbel.pl 

9204270207* 

PR 


SPAKN. J A 

9204070076* 

PR 


STEVENS.O D 

9205270165 

70 27 


SKINNER, P 

9205120244* 

50 424 

Q 

SPANQENBERG.F 

9205010229 

50-461 

F 

STEVENS, T R 

0205070177* 

71-508 


SKINNER.P 

92052701 20 

60 424 

S 

SPANGENBERG.F 

9205040098 

NUREG 


STEWART.J 

9204240205* 

PR 


SKINNER, PH 

9205050034* 

50 321 

Q 

SPANGENDERG.F 

9205040304 

50-461 

Q 

STEWART.J 

9205200187 

TOPREP 


SKINNER,PH 

9205190193* 

50-321 

Q 

SPANGENBERQ.F 

9205040319 

50-461 

P 

STEWART.J H 

9205220216* 

50 265 

P 

SKOLDS.J L 

9205070017 

NUREG 


SPANGENBERG.F 

9205050326 

50-461 

R 

STEWART.WA 

9205140022* 

TOPREP 


SKOLDS.J L 

9205000093 

50-395 

F 

SPANGENBERG.F 

9205140175 

50-461 

F 

STEWART.W L 

9205060279 

50 339 

p 

SKOLDS,J L 

9205080117 

50-395 

R 

SPANGENBERG.F 

9205160057 

50-461 

P 

STEWART.W L 

9204030005 

50 339 

Q 

SKOLDS.J L 

92051 10071 

50 395 

H 

SPANGENDERG.F 

92051B00&0* 

50-461 

P 

STEWART.W L 

9205040106 

50 339 

H 

SKOLDS.J L 

9205110187 

50 395 

K 

SPANGENBERG.F 

9205 160 105 

50-461 

Q 

STEWART.W L 

9205040154 

50 280 

Q 

SKOLDS,J L 

9206180049 

50 395 

H 

SPANGENBERG.F 

9205190005 

50 461 

R 

STEWART.W L 

9205040236 

50 280 

n 

SKOLDS.J L 

9205260004 

50 395 

K 

SPANGENBERG,F 

9205260106 

50-461 

P 

STEWART W L 

920504025 1 

50 280 

p 

SKOLDS.J L 

9205260130 

l&E 


SPANGENBERG,F 

9205260109* 

50-461 

P 

STEWART.W L 

9205050061 

50 338 

n 

SKOLNICK.F 

9204230237* 

PR 


SPANGENBERG.F 

9205290297 

50-461 

S 

STEWART.W L 

9205050068 

SO 338 

p 

SKRABLE.K W 

9204280344* 

PR 


SPARKS.S 

9205120040* 

50-321 

Q 

STEWART.W L 

9205050302 

50 336 

R 

SKRABLE.KW 

9204280344* 

PR 


SPARKS.S 

9205120042* 

50-250 

Q 

STEWART.W L 

0205060232 

50 336 

p 

SLADACK.L 

9204240123* 

PR 


SPARKS.S 

9205120242 

50-321 

S 

STEWART.W L 

9205070005 

50 336 

p 

SLADE, G B 

9205120272 

50-265 

S 

SPECTER.A 

9205210207* 

PR 


STEWART.W L 

9205070149 

50 330 

p 

SLADE, G B 

9205010259 

50-255 

S 

SPENCE.R E 

9205130177 

WASTE MGT 

STEWART.W L 

92051 10041 

NUREG 


SLADE, G B 

9205010265 

50-255 

S 

SPENCE.R E 

9205130291* 

WASTE MGT 

STEWART.W L 

9205140101 

SO 260 

P 

SLADE.G B 

9205040144 

50-255 

S 

SPENCE.R E 

9205130295 

WASTE MGT 

STEWART.W L 

9205140145 

50 339 

p 

SLADE, G B 

92050401 40 

50-255 

S 

SPENCE.R E 

9205130297 

WASTE MGT 

STEWART.W L 

0205160128 

REG GO 


SLADE.G B 

9205040202 

50-255 

S 

SPENCE.R E 

9205140303 

WASTE MGT 

STEWART.W L 

9205160061 

PR 


SLADE, Q a 

9205060231 

50 255 

P 

SPENCE.R E. 

9206190318* 

WASTE MGT 

STEWART.W L 

0205190002 

50 280 

ft 

SLADE.G B 

9205070046 

50 255 

S 

SPENCE.R E 

9205200160 

WASTE 

MGT 

STEWART.W L 

9205190030 

50 336 

S 

SLADE.G B 

9205070124 

50-255 

s 

SPENCER .J W. 

9206010230 

50 324 

S 

STEWART.W 1 

9205190051 

50 338 

R 

SLADE.G B 

9205070142 

50-256 

s 

SPENCER.J.W. 

9205040272 

50 325 

S 

STEWART.W L 

0205190266 

50 280 

P 

SLADE.G B 

9205070162 

50-255 

p 

S FENCER .J W 

9205060109 

50 325 

& 

STEWART.W L 

9205190269 

50-338 

Q 

SLADE.G B 

9205070170 

50 255 

p 

SPENCER ,J W. 

0205190023 

60-324 

R 

STEWART.W L 

9205200313 

60 338 

P 

SLADE.G B 

9205110155 

50 255 

s 

SPENCER .J W 

9205190026 

60 324 

S 

STEWART.W L 

0205210131 

50-260 

Q 

SLADE.G B 

9205120035 

50-255 

s 

SPENCER .J W. 

0205220174 

50 324 

Q 

STEWART.W L 

0205220123 

50 33B 

p 

SLADE.G B 

9205260141 

50-255 

s 

SPENCER, J W 

0205290293 

50 325 

S 

STEWART.W L 

9205220145 

50 260 

F 

SLADE.G B 

9205260144 

50-255 

s 

SPIRO.H 

9205290007 

40 7580 


STEWART.W L 

0205270174 

50 260 

P 

SLADE.G B 

9205260150 

50-255 

s 

SPOONER, N 

9205260179 

50 237 

S 

STEWART.W L 

9205270183 

50 260 

Y 

SLADE.G B 

0205200020 

50-255 

s 

SPRINGER,! J 

0204230306* 

PR 


STEWART.W L 

9205280147 

50 338 

F 

SLATEN.NG 

9204240303* 

PR 


SPRUNG, BL 

020428051 5* 

PR 


STEWART.W L 

9205290198 

50 336 

P 

SLATEN.N Q 

9204240303* 

PR 


ST LAURENT.N N 

9205130171 

50 29 

S 

STICKNEV.W E 

9205070129* 

COMMISSION 

SLAYMAKER.J P 

9204240214* 

PR 


ST LAURENT.N N 

920619026B* 

50-20 

V 

STILLER.M A 

9205190337 

50 483 

F 

SLECHTA.A 

9204270410* 

PR 


ST LAURENT.N N 

9205190270* 

50 29 

V 

STILTENPOLE.B 

9205290214 

WASTE MGT 

SMEDLEY.R W 

9205120272 

50-265 

s 

STACKHOUSE.J L 

0205070077* 

50 423 

P 

STtWAC.S 

9205200224 

50 295 

P 

SMIALEK.LJ 

9204280395* 

PR 


STACKHOUSE.J L 

0205070080* 

60 423 

P 

STIMAC.S F 

9205200231 

50 304 

P 

SMITH.B 

9204280447* 

PR 


STACKHOUSE.W J 

9205010181 

50 324 

P 

STIRW.RC 

9205010292 

521 


SMITH, B 

9204280517* 

PR 


STAFFORD, D B 

0204280353* 

PR 


STinN,nc 

9205050240 

52 1 


SMITH.B 

9205220041* 

50 245 

H 

STANG.J 

02052G0246 

50 315 

P 

STIRN.HC 

0205050247 

521 


SMITH.B M 

9205260134* 

70-925 


STANG.J F 

0205010080 

50 31G 

P 

STOHH.J P 

9204240012* 

PR 


SMITHS M 

9205260135* 

70-925 


STANG.J F 

0205070007 

50 315 

P 

STOHH.J P 

9205010040 

50 324 

Q 

SMITH.C 

9205120049* 

50-321 

Q 

STANQ.J F, 

0205080194 

50-315 

P 

STOHH,J P 

9205050053 

70 1113 


SMITH.C 

0205190161* 

60 400 

Q 

STANG,J F. 

0205200103 

60 315 

P 

STOHH.J P 

9205050060 

70143 


SMITH.D B 

0205200021 

50-274 

F 

STANG,J F, 

0205210162 

SO 2SS 

P 

STOHR.J P 

9205050118 

70 27 


SMITH,D0 

9205200318 

50-274 

F 

STANLEV.H G 

9205110164 

50 307 

S 

STOHH,JP 

9205120062 

50 324 

Q 

SMITH.D B 

9205220195 

71-302 


STANLEY, H G 

0205270003 

50 306 

S 

STOIZ.J F 

0205010051 

50 423 

P 

SMITH.D R 

9205200267 

40-0948 


STANLEV.H G 

0205270028 

60 307 

S 

STOLZ,J F 

9205070140* 

50412 

P 

SMITH.GC 

9205070224* 

50-209 

Q 

STANS BERRY, WW 

0205010049* 

50 324 

Q 

STOtZ,J F 

9205130230* 

50 213 

P 

SMITH.J F 

9205050000* 

50-255 

Q 

STANS BERRY.WW 

9205130000* 

so 336 

Q 

STOL2.J F, 

9205190264 

50213 

P 

SMITH.LP 

9205120263* 

CONTRACT 


STANSBUny.PS 

0204000237* 

PH 


STOLZ,J F. 

0205190315 

50 289 

P 

SMITH.L R, 

9205220105 

NUREG 


STANSFIELD.E 

9204270111* 

PR 


STOLZ.JF 

9205200034 

50 334 

P 

SMITH, R E 

9205130145 

60-244 

Q 

STAPLtTON,J 

9204200202* 

PR 


STOLZ,J F 

0205200116 

50 245 

P 

SMITH.R E 

9205130154 

50-244 

Q 

STAPLETON, J T 

9204200230* 

PR 


STOL2.J F. 

9205260056 

50 219 

P 

SMITH, R E 

9205140277 

50-244 

Q 

STAPLETON.S 

0204200225* 

PR 


STOLZ.J F 

9205260202* 

50 219 

P 

SMITHS J 

9204290312* 

PR 


STARK.C 

9204280100* 

PR 


STOL2.JF 

920527D31C* 

50 336 

P 

SMITH! 

9204270204* 

PR 


STARKEY, R B 

9205160078 

60-400 

P 

STOLZ.J F 

9205290176* 

50 423 

P 

SMITH STEWART 

9205200254 

50 344 

P 

STARKEY, R B 

0205190317 

60-261 

P 

STONE .BJ 

9205190041 

50 341 

R 

SMiTHTOWN.MW 

9204290169* 

PR 


STARKEY, R.D 

9205120244* 

60-424 

Q 

STONE ,CE 

9204290331* 

PR 


SNELL.W 

9205070194* 

50-461 

Q 

STAUTER.JC 

9205060142 

70-025 


STONE, C F 

9204290216* 

PR 


SNELL.W 

9205070212* 

50-305 

Q 

STEFFES,D R 

0205130174* 

PHOJ 


5T0NE.J C 

9205050303 

50 272 

P 

SNELL.W 

9205120180 

50-202 

S 

STEINKE.W 

9205260110* 

50-2B2 

S 

STONE.J C 

9205280182 

50 272 

P 

SNELL.W 

9205150053* 

50-403 

Q 

STELLO,V. 

8603240369* 

PR 


STORZ.L F 

9205050235 

50 346 

S 

SNELL.W 

9205100051* 

60-331 

Q 

STELLO.V. 

8812060285 

SECY 


STORZ.L F 

9205110260 

50 346 

S 

SNELL.W 

9205190062* 

60-295 

Q 

STELLO.V, 

8902270444* 

PR 


STORZ.L F 

9205130045 

50 346 

S 

SNIEZEK.J H 

9205220121 

TOPREP 


STELLO.V* 

9204070274* 

PR 


STORZ.L F 

9205190040 

50 346 

R 

SOKOLSKY.D 

9205000124 

60-275 

S 

STELLO.V* 

9204160104* 

PR 


STORZ.L F 

9205270073 

50 348 

S 

SOONG.S 

0205060252 

70-36 


STELLO.V 

9204270217* 

PR 


STHANSKY.R 

9205050342 

50-155 

P 

SOONG.S 

9206220125 

70-1201 


STENGEH.D F 

9205080048 

PR 


STRANSKY.R 

9205220247 

50-155 

P 

SORENSEN.G C 

9204150143* 

PR 


STEORTS.T 

9204270174* 

PR 


STRANSKY.R 

9205260096 

50 155 

P 

SORENSEN.G C 

9204230130* 

PR 


STEPHENSON.J D 

9205120138 

60-302 

F 

STRANSKY.R J 

0205180100 

50 155 

Q 

SORENSEN.G.C 

9205040157 

50-397 

V 

STEPHENSON. J D 

9205130126 

60-302 

F 

STRANSKY.R J 

9205210265 

50 341 

P 

SORENSEN.G C 

9205050000 

50-397 

Q 

STEPHENSON.J.D, 

0205280264 

50-302 

F 

STRATTON.K 

9204230277* 

PR 


SORENSEN.G C 

9205130060 

60-397 

R 

STEPHENSON.W A 

0205040001 

50 302 

S 

STRAW.J 0 

9204290267’ 

PR 


SORENSEN.G C 

9205130249 

50-397 

R 

STEPHENSOHWA. 

9205040020 

50 302 

S 

STROM.DJ 

9204240060* 

PR 


SORENSEN.G C 

9205180065 

60-397 

P 

STEPHENSON,W,A 

9205120299 

50-302 

S 

STROM.DJ 

9204240050* 

PR 


SORENSEN.G C 

9205200041 

60-397 

P 

STEPHENSON.W,A. 

9205220205 

50-302 

S 

STRONG.! n 

9205110216* 

PR 


SORENSEN, G.C 

9205200270 

50-397 

P 

STERLINQ,EC 

6010230264 

TOPREP 


STROTHER ,C a 

9205200070 

50 346 

M 

SORENSEN.Q.C 

9205200301 

50-397 

K 

STETKA.T F. 

6205150103* 

50 4B2 

Q 

STROTHER ,C D 

9205290078 

50 340 

M 

SORENSEN.G C 

9205210038 

50-397 

P 

STETZ.J.P 

6205180256 

50 213 

Q 

STnUBLE,RE. 

9205160003 

PRM 


SORENSEN.G C 

9205270307 

60 397 

P 

STETZ.J P 

9205100307 

50-213 

S 

STRURZ.FC 

9205130160 

72-1007 


SORENSEN.G C 

9205290190 

50 397 

P 

STETZ,J P 

9205190342 

50 213 

R 

STR2ELCZyK,J 

9205180069 

PRM 


SORRELL.W H. 

9205210276 

60 286 

S 

STETZ,J P. 

9205270049 

60-213 

S 

STUCHINSKI.V.L 

9204240110* 

PR 


SOUBY.J M 

9205010125* 

COMMISSIO N 

STETZ.J.P 

0205290216 

50-213 

s 

STURZ.F.G 

9205070167 

50 312 

Y 
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STUR^.FC 

9205140185 

72 1007 


STURZ.FC 

9205220147 

60 317 

Y 

stutsmanae 

9204280292* 

PR 


STWEART.W L 

9205270213 

l&E 


STYLES.M M 

9204150045* 

PR 


SUAN.S K 

9204290145* 

PR 


SUIECKIJ 

92042003 &0* 

PR 


SULIMA.JK 

9204230185* 

PR 


SULLIV/AN.E J 

9205010115 

ORG 


SULLIVAN.M 

9205070012 

PROJ 


SUL LI VAN, M R 

9204280096* 

PR 


SULLIVAN.M R 

9204260489* 

PR 


SURMglER.J 

9205180027* 

WASTE MGT 

SUftMeiEfl.J J 

9205040305 

WASTE MGT 

SUfl MEIER, J J 

92050600S1 

WASTE MGT 

SURMEIER,J J 

9205180021 

WASTE MGT 

SURMEIER.JJ 

9205180217 

WASTE MGT 

SUflMeiER,JJ 

9205190092 

WASTE MGT 

SURMEIER.J J 

9205190296 

40-8909 


SURMEIERJ J 

9205280222 

WASTE MGT 

SUnWEIEfl.JJ 

9205280228 

WASTE MGT 

SUflME^ER,J J 

9205280240 

WASTE MGT 

SURRY,D 

9205130227* 

TOPREP 


SUSAN, T 

9204280140* 

PR 


SWANK. DA 

9205200222 

50 397 

S 

SWANKED A 

9205260162 

50-397 

S 

SWANSON, D L 

9205290011 

PR 


SWANSON.PA 

9204270149* 

PR 


SWEENEY.CJ 

9204290056* 

PR 


SWEENEY.E 

9204290051* 

PR 


SWETLANaP 

9205080095 

J&E 


SWIFT,J 

9204100180* 

PR 


SWIFT,J J 

9205130157 

40 8984 


SWINTH.KL 

9204090031* 

PR 


SYLV/A,B R 

9205010212 

50-220 

P 

SYLVIA,B R 

9205010218* 

50 220 

P 

SYLVIA ,8 R 

9205040075* 

50 220 

Q 

SVLV/A.B R. 

9205040172* 

50-220 

Q 

SYLVIA.0 R 

9205210292 

50-220 

P 

SYLVIA.B R 

9205260007 

50-410 

Q 

TABOR, S F 

9205060199 

50-325 

S 

TAM.PS 

9205060106 

50-390 

A 

TAM,P S 

9205000071 

60-390 

A 

TAM,PS> 

9205140225 

50-390 

A 

TAW, PS 

9205200051 

50-390 

A 

TAM.P S 

9205220249 

50-390 

A 

TAM.P.S 

9205200021 

50-390 

Q 

TANAKA,W 

9205280249 

Wise 


TANASE,J 

9204290104* 

PR 


TARNER.D 

9205200166* 

CONTRACT 


TARNEaO 

9205200261* 

CONTRACT 


TAYLOR. DR, 

9205120174* 

50-336 

O 

TAYLORJ H 

9205110275 

TOPREP 


TAYLOR. J M 

9204200256 

SECY 


TAYLOR.J M 

9205060168 

70 135 


TAYLOR, J M 

6910060005 

SECY 


TAYLOR, J M 

9003060143 

SECY 


TAYLOR.J M 

9203020258 

SECY 


TAYLOR, J M 

9203200339 

SECY 


TAYLOR, J M 

9203250214 

60-443 

P 

TAYLOR.J M 

9204070130 

SECY 


TAYLOR.J M 

9204130360 

SECY 


TAYLOR.J M. 

9204160070 

SECY 


TAYLOR.J M 

9204160076 

SECY 


TAYLOR.J M 

9204170190 

50 424 

P 

TAYLOR.JM 

9204200063 

SECY 


TAYLOR, J M 

9204200184 

SECY 


TAYLOR, J M 

9204200187 

SECY 


TAYLOR, J M 

9204200254 

SECY 


TAYLOR, J M 

9204210306 

50 322 

P 

TAYLOR.J M 

9204210316 

SECY 


TAYLOR.J M 

9204270508 

50-444 

M 

TAYLOR.J M 

9204290351 

60-443 

P 

TAYLOR.J M 

9204290370 

50-322 

P 

TAYLOR, J M 

9205010142 

SECY 


TAYLOR.J M 

9205010153 

SECY 


TAYLOR.J W 

9205040269 

50-443 

P 

TAYLOR. J M 

9205050276 

WASTE MGT 

TAYLOR,J M 

9205060065 

50-245 

H 

TAYLORJ W 

9205060224 

STATE PRO G 

TAYLOR.J*M 

9205070131 

50-336 

P 

TAYLOR,J M. 

0205140174 

ORG 


TAYLOR.J M 

9205180067 

PR 


TAYLOR.J M 

9205180086 

PR 


TAYLOR, J M 

9205190205 

STATE PRO G 

TAYLOR. J.M 

9205100222 

ORG - 


TAYLOR, J,M 

9205190229 

STATE PRO G 

TAYLOR, J M 

9205200137 

PR 



AUTHOR ACCESSION SUBJECT 


TAYLOR.J M 

NUMBER 

9205208151 

CATEGORY 

ORG 

TAYLOR.J M 

9205200309 

STATE PRO G 

TAYLOR ,J M 

9205210205 

PR 

TAYLOR.J M 

9205210215 

PR 

TAYLOR.J M 

9205210245 

50-255 H 

TAYLOR .J M 

9205210256 

ORG 

TAYLOR .J M 

9205210261 

50 443 P 

TAYLOR ,J M 

9205210272 

ORG 

TAYLORJ M 

9205220023 

40 8027 

TAYLORJ M 

9205220039 

50 245 H 

TAYLOR.J M 

9205220064 

PR 

TAYLOR.J M 

9205220109 

PR 

TAYLOR.J M 

9205270207 

STATE PROG 

TAYLORJ M 

9205280103 

SO 29 U 

TAYLORJ M 

9205280112* 

STATE PRO G 

TAYLORJ M 

9205260113 

50-245 P 

TAYLOR J M 

9205280233 

COMMISSION 

TAYLORJ M 

9205290034 

WASTE MGT 

TAYLOR.J M 

9205290058 

SECY 

TAYLOR. P 

9205120042* 

50-250 Q 

TAYLOR.P 

92051901 SI* 

50 400 Q 

TAYLOR.R F 

9204280140* 

PR 

TAYLORS 

9205140020 

50-289 P 

TAYLOR.S 

9205080053 

CONTRACT 

TAYLOR.SM 

9205050321 

CONTRACT 

TAYLOR.S M 

92051 S023B 

CONTRACT 

TAYLOR.SM 

9205180157 

CONTRACT 

TAYLOR.S M 

9205200110 

CONTRACT 

TAYLOR.S M 

9205290326 

CONTRACT 

TAYLOR.S M 

9205290339 

CONTRACT 

TAYLORS M 

9205290342 

CONTRACT 

TEONOWJ 

9205120221* 

50 400 Q 

TEDROWJ 

9205050111* 

50 400 Q 

TEFFT.OE 

9204090231* 

PR 

TENNYSON.M 

9205080177 

50-373 S 

TERAO.D 

9110220297* 

52*1 

TEREK.E 

9205200011* 

50 499 P 

TERRY.C D 

9205160303 

50 220 P 

TESSIER.R. 

9205060078 

50 220 S 

TESSIER.R L 

9205290026 

50 220 S 

TESTAE D 

9205120119* 

50-324 Q 

THAOANf.M C 

02050701 OB 

50 43B A 

THADANI,M C. 

9205140202 

50 438 A 

THAGGARD.M 

9205260238 

WASTE RES 

THAYER.D 

9204270522* 

PR 

THAYER, J K 

9205180297 

50 29 P 

THAYER J K 

9205190267 

50 29 V 

THE CHAIRMAN 

9205010020 

COMMISSION 

THE CHAIRMAN 

9205010048 

COMMISSION 

THE CHAIRMAN 

0205010101 

COMMISS10 N 

THE CHAIRMAN 

9205010136 

COMMISSION 

THE CHAIRMAN 

9205060236 

COMMISSION 

THE CHAIRMAN 

9205070085 

COMMISSION 

THE CHAIRMAN 

9205070102 

COMMISSION 

THE CHAIRMAN 

9206070122 

COMMISSIO N 

THE CHAIRMAN 

9205110278 

COMMISSION 

THE CHAIRMAN 

9205140140 

COMMISSION 

THE CHAIRMAN 

9205140197 

COMMISSION 

THE CHAIRMAN 

9205140210 

COMMISSION 

THE CHAIRMAN 

92051 B0358 

COMMiSSfON 

THE CHAIRMAN 

9205190237 

COMMISSION 

THE CHAIRMAN 

9205200082 

COMMISSION 

THE CHAIRMAN 

9205200093 

COMMISSION 

THE CHAIRMAN 

0205210249 

COMMISSION 

THE CHAIRMAN 

9205210267 

COMMISSION 

THE CHAIRMAN 

9205260080 

60 443 P 

THE CHAIRMAN 

9205270244 

COMMISSION 

THE CHAIRMAN 

9205280104 

COMMISSION 

THE CHAIRMAN 

920S280209 

50-272 U 

THEARLINQ.G M 

9205048272 

50*325 S 

THEARLINQ.G M, 

0205290293 

50 32S S 

THIERRY.R L 

9205040046 

50 323 S 

THIERRY.R L 

9205070167 

50*276 S 

THIERRY.R L 

9205260156 

60-275 S 

THIERRY.R L. 

9205270240 

50-276 S 

THOMASJA 

9204280195* 

PR 

THOMAS, J A 

9205190258* 

60*320 P 

THOMASJT, 

9205270006 

NUREG 

THOMAS.LL 

920504001 1 

NUREG 

THOMAS.M 

9205120064* 

50 280 Q 

THOMAS,M 

9205270070* 

50-369 Q 

TROMAS.M J. 

9205290341 

WASTE MGT 

THOMAS.R L. 

9205070180 

PROJ 

THOMPSON.CM 

9205140242 

50 529 P 

THOMPSON.C M 

9205160204 

50 528 P 

THOMPSON.D 

9205120084* 

50-369 0 

THOMPSON.F.C 

9204230156* 

PR 

THOMPSOW.FX 

9205140034* 

TOPREP 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 

THOMPSON.H L 

8B09300170* 

PR 


THOMPSON, H L 

9204090110* 

PR 


THOMPSON.H L 

9204140346* 

PR 


THORNTON.E M 

9204270330* 

PR 


THORPE.J R 

9204210091* 

PR 


THULL.T S 

9205060134 

50-245 

S 

THULL.T S 

9205210203 

50-245 

s 

TIDMORE.J L 

9205210160* 

CONTRACT 


TIERNAN.J A 

9204130301 * 

PR 


TIETZ.G 

9205180346 

50 254 

n 

TIETZ.G C 

9205130100 

50 254 

8 

TILLMAN.A 

9205010056* 

50 280 

0 

TING.P 

9205080040* 

70 143 


TING.P 

9205120265* 

70 1113 


TINGEN.S 

9205120040* 

50 321 

0 

TINGEN.S G 

9205190103* 

50 280 

0 

TIPPS.SB 

9205040219 

50 321 

s 

TIPPS.S B 

9205050271 

50 360 

5 

TIPPS.S B 

9205150232 

50 380 

s 

TIPPS.S B 

9205260221 

50 321 

s 

TIPTON.T E 

92040701 B7* 

PR 


TIPTON.T E 

9205080012 

REGGD 


TIPTON.T E 

9205000016 

REG GO 


TOBIN, WJ 

9205010049* 

60-024 

Q 

TOBIN.WJ 

9205280033* 

50 413 

0 

TODDJ S 

9205100054 

PHM 


TODD.W E 

9204280339* 

PR 


TODD.WE 

9204280339* 

PR 


TOKAR.M 

9205150200 

70-1151 


TOKAR.M 

9205220179 

70-398 


TOKAR.M 

9205220109* 

70-734 


T0LAN,J H 

9204280174* 

PR 


TOLAN J H 

9204200174* 

PR 


TOSCH.K 

9205070178 

50-210 

P 

TOSCH.K 

9205180220 

50-210 

P 

TOWNSEND.J D 

9205200125 

50-276 

H 

TOWNSENDJ D 

9205270240 

50-276 

S 

TRACOKAS.M G 

9204270373* 

PR 


TRAMMELL.C M 

0205190231 

50-528 

P 

TRAN.H 

9205190047 

50-331 

n 

TRAPP J M 

0205130041* 

60-203 

Q 

TREBY.S A 

0906150045* 

PR 


TREBY.S A 

9003060277* 

PR 


TREMBLAY.L A 

9205040291 

50-271 

R 

TREMBLAY, LA 

92052201 1 1 

50-271 

p 

TROCiNE.L 

9205120160* 

50-250 

0 

TROSKOSKI.W 

9205260109 

50 331 

0 

TROSKOSKI.W 

9205280116 

SO 2Q6 

Q 

TROSKOSKI.W 

9205260121 

50 220 

a 

TROTTIER.E H 

9205110111 

50 300 

p 

TROrriER.E H 

9205110130 

50 300 

p 

TROUP .G L 

9205120045* 

70 1113 


TRUSKOWSKLEJ 

9205220110 

70 607 


TRUSSELL.R R 

9204270300* 

PR 


TSAI.R W 

9205220226* 

50 237 

p 

TSE.A 

9205180257 

PRM 


TUCKER.H B 

0206050233 

50-269 

F 

TUCKERvH B 

0205130235 

50-269 

F 

TUCKER, H B 

9205140300 

50-269 

F 

TUCKER, H B 

9205180121 

50-269 

P 

TUCKER.H B 

9205220098 

PR 


TUCKMAN.MS 

9205010008 

50-414 

S 

TUCKMAN.M S 

9205010151 

50 413 

P 

TUCKMAN.M S 

9205040180 

50 413 

F 

TUGKMAN.M S 

0205040242 

50 413 

n 

TUCKMAN.M S 

9205180307 

50 414 

p 

TUCKMAN.M S 

9205190292 

50 413 

p 

TUCKMAN.M S 

9205190301 

50-413 

0 

TUCKMAN.M S 

9205270317 

50 413 

s 

TUCKMAN.M S 

9206290200 

50 413 

p 

TULLIS,J P 

9205280223* 

REVIEW GR P 

TULLISJ P. 

9205200223* 

REVIEW GR P 

TURKAL.M A 

9205050235 

50*346 

s 

TURKAL,M A 

9205110280 

50 346 

s 

TURNER, Q 

9204290164* 

PR 


TURNER.K 

9205110223 

71-677 


TYLER.M 

9205 110273* 

60 440 

p 

UEMIYA,S 

9205110165 

XPORTUC 


UEMIYA.S 

9205110169* 

XPORTUIC 


UEMIYA.S 

9205150188* 

XPORTUC 


ULBRICHT.T M 

9205200144 

50 206 

1 

ULECK.R 

9205080147 

WASTE MGT 

ULMER.FJ 

9205150175 

50-344 

R 

URGENTO.L L 

9204280159* 

PR 


UTTAL.S L 

9205220021 

70-3070 


UTTAL,SL 

9205220068 

70 3070 


UTTAL,S L 

9205290035 

40 8027 


UTTAL,S L 

9205290043 

40 8027 
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UTTAL,S L 

9205290143 

70 3070 


WALKER,N M 

9205110133 

70 3070 


WELSH. J C 

9205060209* 

50 302 

1 

VALASEK.L M 

9205140290* 

50 213 

Q 

WALKER, N M 

0205110133 

70 3070 


WENSLAWSKI.F 

9205040109 

50 133 

S 

VALDINI.M 

9204290200* 

PR 


WALKER, N M 

9205220062 

70 3070 


WENSTRAND.J 

9205260244* 

50 331 

1 

VAN BRUNT, C F. 

9205140058 

40 2269 


WALKER.N M 

9205220062 

70 3070 


WENZiNGEae 

9205210023 

50 277 

O 

VAN DOORN.PK 

9205050215* 

50 369 

0 

WALKER.N M 

9205290139 

70 3070 


WENZINGER.EC 

9205040025 

50-289 

o 

VAN DOORN.P K 

9205270065* 

50 360 

Q 

WALKER.N M 

9205290139 

70 3070 


WEN ZINGER, EC 

9205040006 

50-219 

o 

VAN HORN.R A 

9205140153 

40 0681 


WALKER, R 

9205220054 

50 446 

F 

WENZINGER.EC 

9205070251 

50-289 

o 

van horn.r a 

9205140160 

40 0681 


WALKER.R D 

9205050242 

SO 445 

P 

WENZINGER.EC 

9205150125 

50-352 

o 

VAN SICKLE.M C 

9204290197* 

PR 


WALLIN.GA 

9205140284 

50-271 

R 

WENZINGER.EC 

9205260012 

50 245 

P 

VANDENBURGH.C 

9205260104 

STATE PRO G 

WALPOLE. J W 

0205070101 

40-7604 


WENZINGER.EC 

9205260073 

50 245 

o 

VANDOORN.P K 

9205270024* 

50 369 

0 

WALPOLE.J W 

9205070110* 

40 7604 


WENZINGER.EC 

9205270056 

50 31 1 

o 

VANDOORN.P K 

9205270093* 

50 369 

O 

WALRATH.C 

920b040l92 

50 456 

S 

WER.T.L D 

9205050034* 

50 321 

o 

VARGA S A 

9205070235 

50 443 

P 

WALSH, H N 

9204270271* 

PR 


WERT.L D 

9205190193* 

50 321 

0 

VARGA, S.A 

9205050274 

50 324 

P 

WALSH, 1 

9204280134* 

PR 


WESCHER.D 

9204230322* 

PR 


VARGA, S A 

9205010100 

50-390 

A 

WALSH.MJ 

9204280491* 

PR 


WEST.K S 

9205120280* 

REVIEW GR P 

VARGA, S A 

9205060160 

50-213 

Q 

WALT J D 

B20505000B 

50 344 

P 

WESr.n A 

9205180313* 

50 213 

0 

varga.s a 

9205070161 

50-280 

P 

WALTJ D 

9205120182 

so 344 

F 

WESTBERG.R A 

9205050084* 

50 315 

o 

VARGA.SA 

9205200294* 

50-286 

P 

WALT.T D 

9205180241 

50 344 

P 

WESTERMAN.T F 

920504005 B* 

50 458 

Q 

VARGAS A 

9205210200 

50-245 

P 

WALT.T D 

9205200142 

50 344 

Q 

WESTERMAN.T F. 

9205270041* 

50 285 

Q 

VARGA.S A 

9205210262 

50-277 

F 

WALT.T D 

9205260099 

50 344 

Q 

WESTFALUR G 

9204290344* 

PR 


VARGA.S A 

9205220242 

50-369 

O 

WALTON, G A 

02051 20140* 

50 390 

Q 

WETMILLER.RJ 

9205270006 

NUREG 


VAUGHAN, C M 

9204080260* 

PH 


WAMBACH,TV 

9205070073 

52-2 


WETTERHAHN.M J 

9205010158 

40 8724 


VAUGHN, G E 

9205130202 

50 400 

R 

WAMBACH.TV 

9205070244 

52-2 


WETTERHAHN.M J 

9205010150 

40 8724 


VAUGHN.G E 

9205140108 

50 400 

S 

WAMBACH.TV 

9205070265 

52-2 


WETTERHAHN.M J 

9205010183 

40 8724 


VAUGHN, G E 

9205180198 

50 400 

F 

WAMBACH.TV 

9205190203 

52-2 


WETTERHAHN.M J 

9205010133 

40 8724 


VAUGHN.G E 

9205190036 

50 400 

R 

WAMBACH.TV 

9205270269 

52-2 


WETTERHAHN.M J. 

9205110073 

40-8724 


VAUGHN.G E 

9205190297 

60 400 

O 

WANG, A 

9204240063 

50213 

P 

WETZEL. R A 

9205200055 

PRM 


VENE2IA.C 

9204280325* 

PR 


WANG.A 

920S06Q13B 

50213 

P 

WHARTON, L R 

9205200038 

50-403 

P 

VENEZIA, C 

9204280325* 

PR 


WANG, A 

9205280271 

50 213 

P 

WHATLEY, K E 

920518D033 

PRM 


VER STEEG.CJ 

9205180330* 

CONTRACT 

WANG.A B 

9205130215 

50 213 

P 

WHIPPLE.J A 

9204270291 * 

PR 


VERMONT, K 

9204270404* 

PR 


WARO.D A 

9205270064 

ACRS 


WHITE.D 

9204270504* 

PR 


VERNETSON.W G 

9205110184 

50 83 

F 

WARO.D A 

9205270072 

ACRS 


WHITE.J R 

9205260021 

50-272 

P 

VERPLANKE.Y 

9204270030* 

PR 


WARD.D A 

9205270081 

ACRS 


WHITE.NJ 

9205040327 

WASTE MGT 

VERRELU.D 

9205050094 

50-261 

S 

WARO.D A 

9205270004 

ACRS 


WHITE. SB 

9205180123 

PR 


VERRELLI.D 

9205120029 

50-324 

S 

WARO.D C 

9205120190 

40 1162 


WHITENER.HL 

0205120019* 

50-338 

Q 

VERRELU.D M 

9205050017 

50-416 

Q 

WARD.D C 

9206120316* 

40 8084 


WHITENER.HL 

0205270053* 

50-261 

Q 

VERRELU.D M 

920S0500Q3 

50-416 

Q 

WARD.D C 

9205130201 

40 1162 


WHITFIELD. RP 

9205200061* 

WASTE MGT 

VERRELLI.D M 

9205050137 

50-261 

Q 

WARD,OC 

9205130208 

40 8084 


WHITT, M S 

9205100313 

50-36B 

R 

VERRELU.D M 

9205120214 

50-400 

Q 

WARD.OC 

9205130231* 

40 8084 


WHITTEMORE.CH 

0205180116 

50-328 

S 

VERRELLI.D M 

0205120245 

50-395 

Q 

WARD.OC 

9205130252 

40 8002 


WIATROWSKI.W 

9205180118 

PRM 


VERRELLI.D M 

9206220016 

50-261 

Q 

WARD.OC 

9205130302 

40-8452 


WICHERS.D L 

9206140061 

40 0981 


VERRELLI.D M 

0205220049 

50-348 

Q 

WARD.OC 

0205140066* 

40-8681 


WIDAY.J A 

9205070221 

50 244 

S 

VERRELLI.D M 

0205270137 

50-416 

Q 

WARD.KO 

9205040074* 

50-455 

Q 

WIDEMAN.S G 

9205260200 

50 482 

S 

VETTER.RJ 

9204230316* 

PR 


WARD.K D 

0205070225* 

50-483 

Q 

WIDEMAN.SG 

9205270042 

50 4B2 

S 

VlLLA.n 

9204240188* 

PR 


WARD.K D 

9205210069* 

50-295 

Q 

WIENS.L A 

920S010222 

50 269 

Q 

VILLARREAL.R 

9205270195 

PR 


WARD.K D 

9205210113* 

50-440 

Q 

WiENS.L A 

0205070117 

50 269 

P 

VltLFORTH,J C 

9204210276* 

PR 


WAREMBOURG.DW 

0205040206 

60-267 

fl 

WIENS. LA 

9205140294 

50 289 

P 

VINVARD.H T 

9205290315 

60-373 

3 

WAREMBOURG.O.W 

9205060200 

50-267 

P 

WIENS.LA 

0205180343 

50 289 

P 

VIRGILIO.R 0 

9205110143 

WASTE MGT 

WAREMBOURG.D.W 

9205130081 

50-267 

Y 

WIENS.LA 

9205200327 

50-269 

P 

VIRGONAJ E 

9205140037 

WASTE MGT 

WAREMBOURG.DW 

9205180273 

50-267 

F 

WIENS.L A 

9205260264 

50 269 

P 

VIRGONA.J E 

9205140042 

WASTE MGT 

WAREMBOURG.DW 

9205200026 

50-267 

R 

WIENS.LA 

0205270225 

50 269 

P 

VIROSTEK.C 

9205060148 

70 135 


WAREMBOURG.DW, 

0205200329 

60-267 

F 

WIENS.LA 

0205270255 

60-260 

P 

VISSINQ.G S 

9205040259 

50 336 

P 

WAREMBOURG.DW 

9205270249 

50-267 

P 

WiQGINGTON.J 

9204080232* 

PR 


VISSING.G S 

9205130194 

50 336 

P 

WARREN.CC 

9205190318* 

WASTE MGT 

WtGGINS.e 

9205220131* 

CONTRACT 


VISSING.G S 

9205200109 

50 336 

P 

WARSH.H E. 

0204280424* 

PR 


WIGGINS, EJ 

9205290308* 

CONTRACT 

VISSING.G S 

9205270309 

50-336 

P 

WARSHAW.DA. 

0204270419* 

pa 


WIGGINS.J r 

9205070290 

TOPREP 


VITKUS.TJ 

9205160236 

40-7604 


WASHINGTON, R O 

9205200166* 

CONTRACT 


WIGGINTON.D L 

9205210156 

50-285 

P 

VITO.D 

9205070267 

50-219 

S 

WASHKO.J. 

9205280043 

50-374 

S 

WIGGINTON.D L 

9205220086 

ORG 


VinUM.SL 

9205260150 

50 206 

R 

WATERS ,M A 

0204280357* 

PR 


WIGGINTON.D L 

9205220241* 

50-286 

P 

VOJV 

9205140204 

50 250 

Q 

WATKINS.RW 

9205050263 

50-208 

1 

V/IGGINTON,DL 

9205280001 

50-235 

P 

VO, TV 

9205140207 

50 305 

Q 

WEBB.T. 

0204150205* 

PR 


WiGGlNTON.J 

8803210352* 

PR 


VOEGELE.M D 

9205080048* 

WASTE MGT 

WEBBJJ 

0206200310 

50-305 

s 

WIGGINTON.J 

8805250382* 

PR 


VOEGELE,M D 

9205180086* 

WASTE MGT 

WEBER.C F 

9205150087 

NUREG 


WIGGINTONJ E 

9204090115* 

PR 


VOGT.J F 

9205220172 

71-9085 


WE8ER.GA 

9205010170 

60 316 

s 

WIGGINTON.J M 

9204000055* 

PR 


VOGT,J F 

9205280256 

71-397 


WEBER.GA 

9205190365 

50-316 

s 

WILCZEK.S W 

9205010224 

50-220 

F 

VOIGT.H.H 

9205070037 

50 423 

P 

WEBEH.M F 

0205280231 

WASTE MGT 

WIICZEK.S W 

9205280101 

50-220 

1 

VOIGT.H H 

9205070037 

50 423 

P 

WEBER^NA 

0204270135* 

PR 


WiLEV.RA 

9205040209* 

50-272 

P 

VOLPICELL.J 

9204280192* 

PR 


WEEKS.R L 

9205180240* 

WASTE MGT 

WILKOWSKI.G M 

9206200073 

NUREG 


VON SCHACK.W W 

9205110190* 

50-334 

1 

WEGENER, C 

9204270284* 

PR 


WILLED 

9204200096* 

PR 


VONDRA,C A 

9205010275 

60-272 

R 

WEGNER.M S 

9205070061 * 

ORG 


WILL.L 

9204280229* 

PR 


VONDRA,C A 

9205050189 

60-311 

S 

WEGNER.B 

0205060227 

50 455 

s 

WILL.R 

9204280301* 

PR 


VONDRA.C A 

9205070042 

50 272 

S 

WEQNER,R 

0205060248 

50^464 

s 

WilLIAMS.D C 

9205290123 

COMMISSION 

VONDRA,CA 

9205100006 

50 272 

P 

WEGST.WF 

0204280295* 

PR 


WILLIAMS.D C 

9205290133 

COMMISSION 

VONDRA.C A 

9205190007 

50-272 

s 

WEGST.WF 

9204280295* 

PR 


WILLIAMS.D R 

9205290078 

50-346 

M 

VONDRA.C A 

9205190024 

50-272 

s 

WEHRY.R R 

0ZO527OO2B 

50 3B7 

s 

WILLIAMS.F J 

92051B0133 

50-247 

P 

VONDRA.C A 

9205210237 

50-311 

R 

WEISS.S H 

9205010079 

50 267 

p 

WILLIAMS.FJ 

9205280237 

50-247 

P 

VONDRA,C A 

9205210244 

50-272 

R 

WEISS,S H 

9205010185 

60 210 

p 

WILLIAWS.JF 

9205190207 

50-250 

P 

VONDRA.C A 

9205270097 

50-272 

S 

WEISS,S H 

9206010246* 

60-210 

p 

WILLIAMS, J F 

9205190218 

50-259 

P 

VOSS.KA 

9205190046 

50-285 

s 

W£ISS,S H 

0205110075 

50-322 

G 

WILUAMS,J F. 

9205100299 

50-269 

P 

WACHTER.K J 

9205130150* 

60-244 

Q 

WEISS.S H 

0205 11 0207* 

50 2 

P 

WILUAMS.J F 

0205210148 

50-296 

P 

WAGNER, EJ 

92051 B001 2 

50 293 

R 

WEISS.S H 

0205210224* 

50 312 

P 

WILLIAMS. J F 

92052200BO 

50 260 

P 

WAGNER, E J 

9205200111 

50 293 

R 

WEISS.S H 

0205290330* 

50 29 

P 

WILLIAMS, J F 

9205220088* 

50 260 

P 

WAGNER, P C 

9205150103* 

50 4B2 

Q 

WELCH, M 

9204290090* 

PR 


WiLUAMS.J.G 

9205140278 

50-113 

S 

WALHOUT.J 

9204240164* 

PR 


WELL.J 

9204280270* 

PR 


W1LLIAMS.M, 

9205180045 

50 402 

R 

WALHOUT,J 

9204240164* 

PR 


WELLMAN,C3 

9204290138* 

PR 


WILLIAMS, M C 

9204290393* 

PR 


WALKER, C L 

9205180160 

NUREG 


WELLMAN, G A 

9204290136* 

PR 


WILLIAMS.n 

0204270200* 

PR 


WALKER,NM 

9205110055 

70-3070 


WELLS, J 

9205200146* 

PT21 


WILL1AMS.R 

9204270200* 

PR 


WALKER,N M 

9205110055 

70-3070 


WELLS, J 

9205200147* 

PT21 


WILLIAMS.RA 

9205190098* 

60 413 

R 
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WlLLtAMS.R A 

9205190110’ 

50 369 

R 

WILLIAMS .R A 

020520032B’ 

50-269 

R 

WILLI AWS.T P 

02042^0460’ 

PR 


WILLIAMS M A 

9204270454* 

PR 


WILLIFORD.CC 

9204280372* 

PR 


W|LLIS,CA 

B204090179* 

PR 


WiLSON.B A 

9205050012 

50-327 

Q 

WILSQN.8 A 

0205050129 

50-259 

P 

WILSQN.B A 

0205050156 

50-259 

Q 

WILSON 3 A 

0205120033 

50-259 

P 

WILSQN.B A 

9205120166 

so 327 

P 

WILS0N3 A 

9205120212 

50 436 

Q 

WILSQN.B A. 

9205190110 

SO 269 

O 

WILSON 3 A 

9205220007 

50 327 

O 

WILSON, D L 

9205040002 

60-331 

R 

WILSON.DL 

9205060243 

50 331 

S 

WILSON.D L 

9205060183 

50 331 

s 

WILSON D L 

9205190047 

50-331 

R 

WILSON, 01 

9205220061 

50 331 

S 

WILSON. J L 

0205040234 

50 327 

Q 

WILSON, J L 

9206040263 

50-327 

R 

WILSON.J L 

9205050001 

50 327 

S 

WILSON.J L 

9205110147 

50 326 

P 

WILSON,^ L. 

9205110163 

50-327 

S 

WILSON, J L 

9205130124 

50-327 

P 

WILSON.J L. 

9205180116 

50-320 

S 

WILSON,JL 

9205180127 

50-328 

s 

WILSON, J.L 

9205190043 

50-327 

s 

WILSON.J L 

9205210012 

50-327 

F 

WILSON ,J L 

9205260005 

50-327 

S 

WILSON.J L 

9205260193 

50-327 

R 

WILSON, J L 

9205270315 

60-327 

F 

WILSON. J L 

9205260169 

50 327 

S 

WILSON. J L 

9205290234 

50 327 

P 

WILSON.J L 

92052S0303 

50-327 

P 

WILSON.J L 

9205290312 

50 327 

P 

WlLSON,M 

9204270509* 

PR 


WILSON.RC 

920507OQ44* 

QA999 


WILSON. R 6 

9205060214 

70-754 


WiLSON.TA 

9204270185* 

PR 


WINSLOW,! P 

9204270077* 

PR 


WINSLOW.TP 

9205040030 

71 4986 


WINSLOW.! P 

9205050175 

70 113 


WINSLOW,! P 

9205110037 

NUREG 


WINSLOW.! P 

9205110242 

70 1113 


WINSLOW J P 

9205140124 

70-1113 


WINSLOW,! P 

9205190055* 

70-1113 


WINSLOW,! P. 

9205190242 

70-1113 


WISeNBURG.M R, 

9204240264* 

PR 


WISHAM.CL 

9205010019 

70-734 


WISSINK.RG 

9204240060* 

PR 


WISSINK,RG 

9204240080* 

PR 


WISSINK.R G 

92042400 BO* 

PR 


WI!HEnS.BD 

9205080162 

50-482 

P 

WI!HERS,BD 

9205180045 

50 462 

Q 

WI!HERS.B D 

9205190197* 

50 482 

Q 

WONG.C 

9205270008 

NUREQ 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

WONG.H 

9205120153 

50 530 

S 

WONG.K J 

9206120131 

50-362 

S 

WOODARD, J D 

9205010253 

50 364 

S 

WOODARD, J D 

9205040216 

50 346 

P 

WOODARD. J D 

92Q5040296 

50 348 

R 

WOODARD, J D 

9205050267 

50 364 

P 

WOODARD. J D 

9205060026 

50 348 

H 

WOODARD, J D 

9205120176 

50-348 

Q 

WOODARDJ 0 

9205120261 

50 364 

Q 

WOODARD.J D 

9205150007 

50 346 

P 

WOODARDJ D 

9205150176 

50-348 

R 

WOODARD.J O 

9205150170 

50-364 

R 

WOODARD.J D 

9205190175 

50 346 

H 

WOODLAN.D R 
WOODLAN.D R 

9205060115 

9205150113 

SO 445 
l&E 

n 

WOODLAN.D R 

9205190308 

50 445 

R 

WOODUN.D R 
WOODRUFF.M Q 
WOODY.C O 

9205270229 

9205070072 

9204130204* 

60-445 

XPOBTLIC 

PR 

P 

WOOnCN.M J 

9205200319* 

50-338 

P 

WOOTTTEN.MJ 
WORTH, E 
WRENN.ME 

9205060240* 

9204260254* 

9204230271* 

60 338 

PR 

PR 

P 

WRIQHT.G C. 

9205050040 

50 315 

Q 

WRIGHT.G C, 

9205190019 

50-268 

P 

WRIGHT, G C, 

9205190021 

60 237 

V 

WRIGHT.G C 

9205190025 

50-10 

P 

WRIGHT.G C 

9205190054 

50-341 

P 

WRIGHT, G.C 

9205190115 

50 315 

P 

WRIQHT.G C 

9205210025 

50-266 

V 

WRIGHT.G C. 

9205220001 

50 262 

V 

WRIGHT.G C 

9205260170 

9205200009* 

9204130334* 

50-254 

V 

WRIGHT.G N 

WRIGHT, MJ 

50 4 99 

PR 

P 

WRIGHT.RW 

0205220067* 

50-346 

Q 

WUNDER.G F 

0205290047 

50 3 95 

P 

WUTZ.G 

9205010101 

50-324 

P 

YANDELL.L A 

9205150124* 

50-445 

Q 

YANOELL.L A 

9205290010* 

50 445 

Q 

YANDELL.LA 

9205290064* 

50 445 

Q 

YAROSZ.W L 

9205140175 

50 461 

F 

YAROSZ.W L 
YBARROJ'JDO.LJ 
YEAST .0 

9205210173 

9204300306* 

9204200300* 

50 461 

PR 

PR 

F 

YEATES.E J 

9205000030 

50-322 

G 

YEROKUN.J 

9205070201* 

50-317 

Q 

YHIT 

9205150089* 

50-155 

Q 

YORK.J.W 

YOUNG, A E 

9205100109* 

9204270342* 

50-200 

PR 

Q 

YOUNO.B N 

9205040140 

50-265 

S 

YOUNG, B N 

YOUNG, F 

9205120035 

9204260309* 

60 265 

PR 

S 

YOUNG, R J 

9205260 165 

50-380 

S 

YOUNOBLODD.BJ 

9205050320 

WASTE MG! 

YOUNGBLOOD, BJ 

9205050209 

WASTE MG! 

YOUNGBLOOD.B J 
YOUNGER.P. 

9205260123 

0204290206* 

WASTE MG! 

PR 


AUTHOR 
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NUMBER 

CATEGORY 

YOUNKER.J L 

9205080042* 

WASTE MG! 

YOUNKER.J L 

9205080048* 

WASTE MGT 

VOUNKER.J L 

92051 800Q6' 

WASTE MGT 

YU HAS, G P 

9205040125 

50 344 

Q 

YUHAS.G P 

9205050073 

50-520 

Q 

YUHAS.G P 

92050500B6* 

50-520 

Q 

yUHAS.G P 

9205050 J6S 

50 344 

0 

YUHAS.G P 

9205050173* 

50-344 

Q 

YUHAS.G P 

9206050183 

50-344 

0 

YUHAS.G P 

9205050206* 

50-344 

Q 

YUHAS.G P 

9205070023 

50 520 

o 

YUHAS.G P 

9205110009 

50-397 

O 

YUHAS.G P 

9205110098* 

50-397 

o 

YUHAS.G P 

9205130007 

50 208 

o 

YUHAS.G P 

9205130056* 

50-206 

Q 

YUHAS.G P 

9205150143 

50-275 

Q 

YUHAS.G P 

9205150144* 

50-275 

Q 

YUHAS.G P 

920SZ700W 

50-526 

Q 

YUHAS.G P 

9205270022* 

50-528 

Q 

YUHAS.G P 

9205270136 

60-133 

Q 

YUHAS.G P 

9205270141* 

50 133 

Q 

ZABIELSKI.V 

9205200001 

50-354 

R 

ZACH.JJ 

9205040212 

50-301 

Q 

ZACH.J J 

9205120093 

50 266 

R 

ZACH.J J 

9205220003 

50-266 

Q 

ZAFRIS.J 

9204280250* 

PR 


ZAFR1S.J L 

9204270266* 

PR 


ZAHIRIEH.S 

020529030B* 

CONTRACT 


ZECH.G G 

9205040026 

QA999 


ZECH.G G 

92052Q0279 

/0-3070 


ZEIGLER.M 

9204200195* 

PR 


ZEILER.J 

9205050116* 

50-413 

O 

ZEILER.J 

9205270070* 

50 369 

Q 

zeiLER.J 

9205270169* 

50-413 

Q 

ZELLER,! 

9204230180* 

PR 


ZEN6ER.G H 

9205100026 

PRM 


ZERINGUE.OJ 

9205010266 

50-260 

S 

ZERINGUE.OJ 

9205040322 

50 259 

P 

ZERINGUE.OJ 

9205050199 

50-259 

P 

ZERINGUE.OJ 

9205070118 

50-259 

0 

ZERINGUE.O J 

9205110253 

50-259 

P 

ZERINGUE.OJ 

9205180050 

so 260 

Q 

ZEniNGUE,OJ 

9205180210 

50-259 

P 

ZERINGUE,OJ 

9205220171 

50-259 

Q 

ZERINGUE.OJ 

Q205270253 

50 259 

P 

ZIEUNSKI.C 

0205280064 

50 255 

F 

ZIELINSKI.K 

9205200216 

50-255 

F 

Z1MMGR.D 

9205190172 

STATE PRO G 

ZIMMERMAN, R 

9205130043 

50 530 

P 

ZIMMERMAN.R P 

92050401 10 

50-520 

O 

ZIMMERMAN.R P 

9205050128 

50-275 

o 

ZIMMERMAN.R P 

9205060073 

50 206 

p 

ZIMMERMAN.R P 

0205270032 

50-275 

Q 

ZIMMERMAN.R P 

9205270115 

50 528 

Q 

ZIMMERMAN.R P 

0205270119 

50-275 

Q 

ZIMMERMAN.R P 

9205270124 

50-206 

P 

ZIMMERMAN.R P 

9206270210 

50 307 

Q 

ZIMMERMAN.S R 

9204240201 * 

PR 


2W1N.PT 

9204200332* 

PR 


ZWIN.P W 

9204290329* 

PR 




CORPORATE SOURCE INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example.50-232 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symboi; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to 
Principal Documents.” 


AUTHOR AFFILIATION 


ABB Atom, Inc (formerly ASEA Alom, Inc 

) 


ABB Impell Corp (formerly Impell Corp) 
ABC Testing 
AECL Technologies 
AFL CIO 


ALWfl Utilily Steering Committee 


ASEA Brown Boven, Inc 


Aba! one Alliance 

Accord Research & Educational Associates 
Inc 


Agriculture, Dept of 
A(*T©x Inspection 
Alabama Power Co 


Alabama, Slate of 

Albert Eirtslein Medical Center, 
Philadelphia, PA 

Aldnch Chemicat Co , Inc (subs of 
Sigma Aldrich Corp ) 

Allied General Nuclear Servicea 

Aluminum Co of America 

American College of Nuclear Physicians 


American Electric Power Co , Inc 
American Lung Association 

American Medical Association 
Amen can Nuclear Corp 


American Nuclear Insurers 
American Nurses* Association, Inc, 
Amencan Welding Institute 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

9205100154 

52-2 

9205210180 

52-2 

9205210260 

70-36 

9205220008* 

52-2 

9205220133 

52-2 

9204150065* 

PR 

9205220076* 

PR 

9205130289 

PROJ 

9204130310* 

PR 

9204280005* 

PR 

9204290070* 

PR 

9205060100 

REVIEW Gfl 

9205220115 

PROJ 

9205220117* 

PROJ 

9205010195 

62-2 

9205010196* 

52-2 

9205040204 

52 2 

9205070020 

52 2 

9205070024 

52 2 

9205070039 

62-2 

9205070104 

52-2 

920S070134 

52-2 

9205110177 

62 2 

9205110189 

52 2 

9205180324 

52-2 

9205 200 197 

PROJ 

9204270479* 

PH 

9204280069* 

PR 

9205270011 

71-5362 

9205210010 

71-6717 

9205060060 

50 348 

9205070173 

60 34B 

9205070173 

60 34B 

9205110034 

50-348 

9205110034 

50-348 

9205110114 

50-346 

9205150081 

50-340 

9205150081 

50-340 

9205160086'' 

50-348 

9205150066* 

50-348 

0205150092 

60-348 

9205220030 

50-348 

9205260102 

50-340 

9206260182 

50-348 

9204240053* 

PR 

0205100033 

PHM 

9204200279* 

PR 

9205070078 

XPORTLIC 

9205200185 

50 332 

9205140032 

40 501 

9204210046* 

PR 

9205180038 

PRM 

9205290055 

PRM 

9205290069 

PRM 

9206070183 

60 315 

9204280211* 

PR 

02OB1 80054 

PRM 

9205050307 

40 4492 

9206050314* 

40-4492 

9205130293 

40 4492 

9206140137 

40 4492 

9204090023* 

PR 

9204160045* 

PR 

9205130266* 

COMTRACT 


P 


Q 

F 

F 

Q 

G 

G 

G 

G 

G 

Q 

Q 

G 

F 

F 


A 


P 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

Amersham Corp 

Amoco Oil Co 

Analytical & Research Technology, Inc 
Antl-vivlsoclion Socioly of America, (nc 

Anvil Corp 

9205210009 

9205190217 

9205070084* 

9204240311* 

9206110223 

71 6717 

PR 

CONTRACT 

PR 

71 677 

Apollo, PA 

Applied BioMalhemaltcs, !nc 

Argonno National Laboratory 

Arizona Public Service Co (formerly 

Anzona Nuclear Power Pro]ecl) 

9205060140 

9205290340* 

0205110156 

9205040217 

70-135 

CONTRACT 

PR 

50-523 


9205040217 

9205040217 

9205040223* 

9205040223* 

9205040223* 

50-528 

50-528 

50-528 

50-528 

50-528 


9205050157 

9205050157 

9205060157 

0205060025 

9205060035* 

50-520 

50 528 

50 528 

50 528 

50 528 


9205060061 

9205120053 

9205130012 

9205140273 

9205150079 

50 526 

50 530 

REGGD 

50 626 
so 528 


9203150079 
9205150079 
8205150004* 
0205160222 
92051 S0222 

50 528 

50 528 

SO 528 

50-528 

50-523 


9205150222 

9205200206 

0205200200 

9205220166 

9205220166 

50-528 

60-523 

50-528 

60-528 

60-528 


0205220166 

9205270311 

9205280052 

9205260062 

9205260052 

50-628 

50 530 

50 628 

60 528 

EO 520 

Arizona, Uni V of, Tuc8or», AZ 

Arkansas, Stela of 

Army, Dept, of 

9205260167 

9205260167 

9205140278 

9204090215* 

9204230087* 

50-528 

SO 628 

60-113 

PR 

PR 

Associaled Universities, Inc, 

Atlas Corp 

Atomic Energy of Canada, Ltd 

9205050330* 

9204260441* 

9205140047 

0205130299* 

9205130305* 

CONTRACT 

PR 

40 3453 

PROJ 

PROJ 

Alomio Indoslrfal Forum 

Avondale Industnes. Inc, 

B&W Fuel Co, 

0205130309* 

0702240034* 

9205280270 

9205070172 

9205070177* 

PROJ 

NUREG 

TOPREP 

71-606 

71-606 

B Koh & Associates, Inc 

BEMW, Inc (formerly Binder. Elsler, 

9205130153 
9205130159* 
9205290194 
020501 0168* 
0205080140* 

70-1201 

70 1201 

70 1201 

40 8724 
CONTRACT 

Mendelson & Whealer, Ino) 

BP America, fnc 

BP Chemicals tnlarfiatlonal 

0205180222 

8205070101 

0205070105 

0205070110* 

40-7004 

40-7604 

40-7604 

40-7604 

BWH Owners Group 

9205130144 

9205070008 

9205070032 

40-7604 

TOPREP 

TOPREP 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 



92051 lOtBe 

PR 



9204280302* 

PR 



92051^0066 

f&E 



9204200441* 

PR 


Babcock & Wdcox Co 

920S040112 

70-27 



920528025Q 

52-1 



9205050162 

70 27 


Biuccor. M , MD 

9205100089 

PRM 



9205060144 

70 135 


C-E Operating Plants Owr^era Group 

9010230264 

TOPREP 



9205070141 

70 27 


CEXEC. Inc 

0205060257* 

CONTRACT 



9205110275 

TOPREP 


CYGNA Eriorgy Services 

9205060123* 

50-390 

A 


9205130117 

71 6206 


California Polytechnic State Univ , San 

0205180221* 

50 275 

F 


9205130120* 

71-6206 


Luis Obispo, CA 





9205130196 

70 135 


California State Umv . Hayward 

9205080151* 

CONTRACT 



920513019a* 

70 135 


Foundation, Inc , Hayward. CA 





0205150016 

70*27 


California. State of 

0204240126* 

PR 



9205100153 

70-27 


California, Univ of, Los Angeles, CA 

9204280295* 

PR 



9205200209* 

50-295 

P 

California, Univ of. Santo Barbara. CA 

9205210300* 

CONTRACT 



9205200202 

70-135 


Calspan Corp (subs Arvm Industries/ Fr 

9204240327* 

PR 



9205200264* 

70-135 


anWm Research Cerrler) 





0205210262 

70-135 


Canada 

9205070107* 

CQMMISSIO 

N 


9205220910 

70-824 



9205270006 

NUREG 



9205229116 

70-135 


Canadian Commorciat Corp 

9205270006 

NUREG 



0205220206 

70-135 


Cap Rock Electric Cooperative. Inc 

9205080153 

50 446 

M 


9205270165 

70-27 



9205280164 

50 446 

M 


9205280137 

70-136 


Carolina Power & Light Co 

9204240201 * 

PR 


Backus. Mayor & Sotomon 

9205180178 

50 443 

G 


9205010181 

50 324 

P 

Balch & Blnoham (formerly Balch. Bingham 

9205060068 

50-348 

G 


9205010230 

50 324 

S 

Baker. Hawthorn o, Williams & Ward) 





9205010234* 

50 324 

S 


9205160001 

50-348 

G 


9205040272 

50 325 

S 


920S1500B1 

60 346 

G 


9205060193 

50 400 

F 


9205160066* 

50 346 

Q 


9205000109 

50 325 

S 


9205150086* 

50 346 

O 


9205120099 

50-261 

R 


9205220030 

50-348 

G 


9205120204 

50 261 

S 

Baltimoro Gas & Electric Co 

9204130301* 

PR 



9205130063 

50 261 

a 


9204280395* 

PH 



9205130202 

50-400 

R 


9205010821 

50-317 

R 


9205130203* 

50 400 

R 


9205010221 

50-317 

R 


02051 4010B 

50 400 

S 


9205010272 

50-317 

P 


0205180068 

50 324 

Y 


9205010272 

60-317 

P 


0205180058 

50 324 

Y 


0205060035 

50-317 

Q 


9205180058 

50-324 

Y 


Q20S060152 

50-317 

P 


9205180078 

50-400 

P 


9205050159* 

50-317 

P 


9205180080' 

50 400 

P 


0205060240 

50-317 

F 


9205180198 

50 400 

F 


9205110032 

NUREG 



9205190023 

50 324 

R 


9205140040 

50 317 

Q 


0205100023 

50 324 

R 


0205140226 

50 317 

F 


9205100026 

50-324 

S 


0205140260 

60 317 

F 


9205100031* 

50 324 

R 


0205160117 

60 317 

F 


9205190036 

50 400 

R 


9205100125 

60 317 

F 


0205100037* 

50 324 

R 


9205200233 

50317 

J 


9205190044* 

50 324 

R 


0205200300 

60 317 

Y 


9205190207 

50 400 

Q 


0205200325 

50 317 

R 


9205100317 

SO 261 

P 


9205210150 

50-317 

F 


9205200280 

50-281 

Q 


9205270209 

50-317 

Y 


0205210003 

60-261 

Q 


9205270269 

60-317 

Y 


9205210085 

80 261 

S 


Q205270269 

50-317 

Y 


9205210230 

50-261 

S 


9205270292“ 

50-317 

Y 


9205220174 

50 324 

0 


0205270292* 

50-317 

V 


9205260009 

50-261 

S 


9205270202* 

50-317 

Y 


9205270100 

50-261 

R 


9205270306 

SO 317 

Q 


9205270107* 

50 261 

R 


9205290254 

50 317 

Q 


9205200285 

50 400 

S 

Battel io Momonal Instituto 

9205200073 

NUREG 



9205290293 

50 325 

S 


0205210112* 

CONTRACT 


Center (or Farm & Food Research, Inc 

9204200155* 

PR 


Battolle Memorial InstHute, Columbus 

0205100200* 

CONTRACT 


Center for Nuclear Waste Regulatory 

9205040129 

WASTE MGT 


Laboratories 




Analyses 




Battel ] 0 Memorial InstUuto, Pecltlc 

9111140109* 

50 259 

Q 


0205040140 

WASTE MGT 


Northwest Laboratory 





9205040318 

WASTE MQT 



0204090031* 

PR 



9205180101 

WASTE MGT 



9204160121* 

PR 



9205200218* 

WASTE MGT 



9204170070* 

PR 



0205200221 * 

WASTE MGT 



9204240021 * 

PR 


Conlorior Energy 

9205040303 

50-346 

R 


0204240067“ 

PR 



0205050277 

60-440 

S 


9204240119* 

PR 



9205060001 

50 346 

H 


9204240301 * 

PR 



0205060013 

50-440 

F 


9204270128* 

PR 



9205060013 

50 440 

F 


92042 7Q1 95* 

PR 



0205060071 

60-440 

F 


9205140204 

50-260 

O 


9205080071 

50 440 

F 


9205140207 

50-305 

Q 


0205060100 

50-440 

F 

Bechtel Corp 

9205050005* 

60 418 

P 


0205060100 

50-440 

F 

Bedford County Environmontat Commiltae 

9204240120* 

PR 



0205110068 

50 440 

F 

Bothlehom Stool Corp 

9204260506* 

PR 



9205110200* 

50-334 

1 

Boston Edison Co 

0205010293 

50-293 

R 


9205110200* 

50 334 

1 


0205040163 

60 203 

S 


0205110270 

50 440 

P 


9205040260 

60-293 

F 


9205110273* 

50-440 

P 


9205130241 

50 293 

S 


0205120074 

50-346 

1 


0205160173 

50 203 

R 


0205120090* 

50-346 

1 


9205180012 

50-203 

R 


9P061 20254 

50 340 

P 


0205100020 

50-293 

S 


9205120259* 

50-346 

P 


9205180022 

50-293 

S 


9206120260* 

60-346 

P 


9205260111 

60-293 

R 


0205120201 

50 346 

P 

Brigham & Woman's Hosp . Boston. MA 

0204230336* 

PR 



0205120286* 

50-346 

P 

Brookhaven National Laborolory 

9204230280* 

PR 



0205120289* 

50 340 

P 



AUTHOR AFFILIATION 


Conlral Bucks Claan Energy Collective, 
Doylestown, PA 

Central Hudson Gas & Electric Cerp 
Central Iowa Power Cooperative 
Centronic, Inc 

Chem Nuclear Syslems, Inc 


Chemetron Corp 


Cintichem, Irtc 

Ctlizons Action for Safe Environment 
Citizens Against Nuclear Trash 


Citizens Energy Council 
Cleveland Electric Illuminating Co 
Cleveland, OH 

Coalition for Nuclear Power Plant 
Postponement 

Colorado, Slate of 


Comtiuaiion Engineering, Inc 


Co max Corp 

Commonwealth Edison Co 
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ACCESSION 

SUBJECT 


AUTHOR AFPiLIATfOH 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

9205130001 

50-346 

P 


9206040228 

50 456 

9205130002* 

50-346 

9 


9205050066 

50 373 

9205130003* 

50-34C 

P 


9205050074 

50454 

9205130107 

50-440 

R 


9205050225 

50 254 

9205130183 

50-346 

P 


9205050230 

50 254 

9205130101* 

50-346 

P 


9205050230 

50 254 

9205130180“ 

50-346 

P 


9205050232 

50 254 

9205130223 

50-346 

P 


92050502B2 

50-205 

9205130229“ 

50-346 

P 


9205060227 

50 455 

9205130233“ 

50 346 

P 


9205060248 

50 454 

9205100244 

50 440 

S 


&205070230 

50 295 

9205190008 

50 440 

R 


92050702B9 

50 295 

9205260157 

50 440 

P 


92050B0054 

50-254 

9206260217 

50 440 

S 


9205000177 

50-373 

9205270216 

PR 



92Q51 10142 

ORQ 

9205280153 

50 440 

P 


9205110149 

50-454 

9205290203 

50 440 

P 


9205110149 

50-454 

9205290300* 

50 440 

P 


9205110149 

50-454 

9205290316* 

50 440 

P 


9205110149 

50-454 

9204240172* 

PB 



9205110233 

50-237 





9205110236 

50-237 

9205200202* 

50 220 

1 


9205110238 

50-265 

9205260244* 

50 331 

1 


0205120235 

GO-237 

9205200007 

50-346 

K 


9205120235 

60-237 

9205070040* 

71-9244 



9205120204 

50 295 

9205130169 

PROJ 



9205130062 

50-237 

9205280022 

72-1000 



9205130100 

60-254 

9205010140 

40-8724 



9205130110 

71-9073 

9205010168 

40-8724 



9205130115 

50 249 

9205010163 

40-8724 



0205140014 

50-456 

9205060114 

40-8724 



9205140014 

50 4S6 

9206060129“ 

40 8724 



0205140189 

50 265 

9205110073 

40-8724 



0205140192 

50-254 

0205220119 

70-607 



9 205 1401 95 

50 265 

0204150003* 

PR 



9205140198 

50 265 

9205110055 

70-3070 



0205140239 

50-20S 

0205110133 

70-3070 



9203140267 

50-10 

9205220062 

70-3070 



9205140267 

50-10 

9205280139 

70-3070 



0205140267 

50-10 

9204230230“ 

PR 



9205140267 

50-454 

9204230337“ 

PR 



9205140287 

50-454 

9205110169 

60 346 

M 


9205140267 

50-454 

9205280076 

50-346 

M 


9205140287 

50-454 

9204240237“ 

PR 



9205150005 

50 265 





9205150032 

60 373 

9204230027* 

PR 



0205160001 

50 373 

920514007B 

WASTE MQT 



9205160001 

50 373 

9205160039 

PRM 



9205180010 

50 378 

9205010195 

62*2 



9205160010 

50 373 

9205010196* 

52-2 



9205160063 

50 237 

9206040204 

52-2 



6205180063 

50-237 

9205070020 

52-2 



9205180132 

50 255 

9205070024 

52 2 



9205160141 

50-373 

9205070039 

52-2 



9205100141 

50-373 

9205070104 

52-2 



92051G0162 

50-373 

9205070106* 

52-2 



D205160162 

60-373 

9205070134 

52-2 



02051 B0276 

60-237 

9205110169 

52-2 



02051B0346 

50-254 

9205160324 

62-2 



9205100359 

50-237 

9205190154 

52-2 



9205180359 

50-237 

9205210189 

52-2 



9205100359 

50-237 

9205210192* 

52-2 



92051BD359 

60-237 

9205210194* 

62-2 



9205160359 

60-237 

0205210280 

70-36 



92051B0359 

50-237 

9205220133 

52-2 



9205100359 

60-237 

9205220144“ 

62-2 



9205180359 

50-237 

0205220216* 

50-285 

P 


920516D369 

60-237 

9205200060 

62-2 



9205160359 

50-237 

9205220230* 

CONTRACT 



9205160359 

50-237 

0204280245* 

PR 



9205180359 

50 237 

9205010135 

60-254 

F 


0205160364* 

50 237 

9205010135 

60 264 

F 


D20S180364* 

50 237 

0205010107 

60 237 

F 


9205180384* 

50 287 

9205010197 

69 237 

F 


9205160364* 

50 237 

9205010187 

50-237 

F 


9205 160364* 

50 237 

0205010197 

50-237 

F 


9205100364* 

50 237 

9205010197 

50 237 

F 


9205180364* 

50 237 

9205040034 

50 466 

R 


8205180364* 

60 237 

9205040126 

50 455 

P 


9205100364* 

50 237 

9205040128* 

50-455 

P 


9205160364* 

50-237 

9205040169 

60 237 

P 


9205100364* 

50-237 

9205040160 

60 237 

P 


9205180364* 

50-237 

9205040190* 

50-237 

P 


0205190016 

50-454 

9205040190* 

60-237 

P 


9205190022 

60-237 

9205040192 

50-456 

S 


9205190034* 

50-237 

9205040213 

60-450 

R 


9205190034* 

50-237 

9205040225 

50-373 

Q 


9205190119 

60-264 

0205040225 

50-373 

Q 


9205100119 

50 254 

9205040228 

60-466 

Q 


9205190125 

60 254 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY NUMBER CATEGORY 


9505190125 

50 254 

F 


9205210075 

50-237 

9205190130 

50 254 

F 


9205210075 

50-237 

9205190130 

50 254 

F 


9205210079 

50-373 

9205190134 

50 254 

F 


9205210081 

50 10 

9205190134 

50 254 

F 


9205210081 

50 10 

9205190243 

50 10 

F 


9205210081 

50-10 

9205190243 

50 10 

F 


9205210087 

50-10 

9205190243 

50 10 

F 


9205210087 

50-10 

9205190247 

50 10 

F 


9205210087 

50-10 

9205190247 

50 10 

F 


9205210095 

50-10 

9205190247 

50'10 

F 


9205210095 

50-10 

9205190251 

50-10 

F 


9205210095 

50-10 

9205190251 

50-10 

F 


9205210101 

50-10 

9205190251 

50-10 

F 


9205210101 

60-10 

92051 90256 

50-10 

F 


9205210101 

50-10 

9205190256 

50-10 

F 


9205210103 

50 10 

9205100256 

50-10 

F 


9205210103 

50 to 

9205190261 

50-10 

F 


9205210103 

50-10 

9205190281 

50-10 

F 


9205210139 

50-254 

9205190261 

50*10 

F 


9205210158 

50-254 

9205190263 

50*10 

F 


9205210158 

50-254 

9205190283 

50-10 

F 


9205210163* 

50-264 

9205190263 

50-10 

F 


9205210163* 

50-254 

9205190264 

50-10 

F 


9205210226 

60-373 

9205190264 

50-10 

F 


9205210297 

50 237 

0205190264 

50-10 

F 


9205210297 

50 237 

9205190265 

50-10 

F 


9205210297 

50-237 

9205190265 

50-10 

F 


9205220002 

50-237 

9205190265 

50-10 

F 


9205220002 

50-237 

9205190322 

50-454 

R 


9205220002 

50-237 

9205190322 

50-454 

R 


9205220002 

50-237 

9205190349 

50-295 

H 


9205220002 

50 237 

9205200002 

50-295 

S 


9205220002 

50 237 

9205200103 

50-373 

P 


9205220002 

50-237 

9205200105* 

50-373 

P 


9205220002 

60-237 

9205200105* 

50-373 

P 


9205220002 

50-237 

9205200106* 

50-373 

P 


9205220002 

50 237 

9205200106* 

50-373 

P 


9205220065 

50 249 

9205200108* 

50-373 

P 


9205220132 

50 456 

9205200108* 

50-373 

P 


9205220132 

50-456 

92052001 12* 

50-373 

P 


9205220211 

50-454 

9205200112* 

50-373 

P 


0205220226* 

50 237 

9205200115* 

50-373 

P 


9205260090 

50 295 

9205200115* 

50-373 

P 


9205260173 

50-237 

9205200119* 

50*373 

P 


0205260179 

50-237 

9205200119* 

50*373 

P 


9205260236 

SO 237 

9205200152 

60-374 

P 


9205260249 

50 254 

9205200201 

50-237 

P 


9205260249 

50-254 

9205200202* 

50-237 

P 


9205270162 

50-454 

9205200205 

50-295 

P 


9205270152 

50-454 

0205200205 

50-295 

P 


9205280034 

50-237 

9205200225 

50-237 

F 


9205280043 

50 374 

9205200225 

50-237 

F 


9205280070 

50 254 

9205200229 

50-237 

F 


9205280070 

60 254 

0205200229 

50-237 

F 


9205290151 

50-254 

92Q520026S 

50-237 

F 


9205290202 

50-456 

9205200265 

50-237 

F 


9205290217 

50-374 

9205200270 

50-237 

F 


9205200224 

60-295 

9205200270 

50-237 

F 


9205290231 

50-304 

9205200274 

50-10 

F 


9205290315 

50-373 

9205200274 

50-10 

F 


9205290320 

60-265 

9205200274 

50-10 

F 


9205290322 

60-456 

9205200290 

50-10 

F 


9205290324 

50 456 

9205200295 

50-10 

F 


9205290324 

50-456 

9205200295 

50-10 

F 


9205290331 

50-10 

9205200295 

50-10 

F 


9205290333 

50 254 

9205200295 

50-10 

F 


9205290338 

50-295 

9205200316 

50-374 

S 

Concerned Gilizens of Geauga County, OH 

9204290221* 

PR 

9205200336 

50-10 

F 

Conneclicul Yankee Atomic Power Co 

9204150167* 

PR 

9205200336 

50-10 

F 


9205010109 

50-213 

9205200336 

50-10 

F 


9205010131 

50-213 

9205210013 

50-373 

S 


9205010131 

50-213 

9205210021 

60-10 

F 


9205010131 

50-213 

9205210021 

50-10 

F 


9205010200 

50-213 

9205210021 

50-10 

F 


9205010200 

50-213 

9205210028 

50-10 

F 


9205010200 

50-213 

9205210028 

50-10 

F 


9205010251 

50-213 

9205210028 

50-10 

F 


9205060062 

50-213 

9205210033 

50-237 

F 


9206060187 

50-213 

9205210033 

50-237 

F 


9205060261 

50-213 

9205210040 

50 237 

F 


9206110017 

50-213 

9205210040 

50-237 

F 


9205110017 

50-213 

9205210044 

50 237 

F 


9205110137 

50-213 

9205210044 

50 237 

F 


9205130080 

50-213 

92Q5210053 

50 237 

F 


9205130082 

50-213 

9205210053 

50 237 

F 


9205130063* 

50 213 

920521005Q 

50-237 

F 


9205140009 

50-213 

9205210050 

50-237 

F 


9205140271 

50 213 

9205210071 

50-265 

S 


9205140282 

50-213 


F 

F 

S 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

F 

r 

F 

F 

P 

P 

? 

P 

F 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

S 

F 

F 
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CORPORATE SOURCE INDEX 491 


AUTHOR AFFILIATION 


Conseco de Seguridad Nucloar (Spam) 
Consolidalod Edison Co ol New York. Inc 


Consolidated Pipe & Supply Co 
Consumers Power Co 


CorMrol Data Corp 

C^fal River, FL 

ODL Omni Engineering Corp. 

DQE 

Dag Hammarskjold Cancer Treatment Center 
Backloy, WV 

Dally land Power Cooperative 


ACCESSION SUBJECT 

NUMBER CATEGORY 


02051 80003 

50 213 

Q 

92051 80256 

50-213 

0 

9205100313* 

50 213 

0 

92051 90307 

50 213 

S 

0205190319 

50213 

V 

9205100342 

50213 

R 

9205210084* 

50213 

R 

9205210091* 

50213 

R 

9205220214 

50 213 

R 

9205260008 

50 213 

P 

9205260270 

50 213 

P 

9205260270 

50 213 

P 

9205270049 

50 213 

S 

9205270232 

50213 

P 

9205270233* 

50213 

P 

9205270235* 

50-213 

P 

9205290216 

50 213 

S 

9205290247 

50213 

F 

9205150004 

NUREG 


9204270074* 

PR 


9205040176 

50 3 

F 

9205050002 

50 3 

R 

9205070109 

50 247 

P 

9205110130 

50 3 

R 

92051 10139 

50 3 

R 

9205140251 

50 247 

r 

9205140260* 

50 247 

F 

9205140274* 

50 247 

F 

9205180207 

50 247 

P 

9205180208* 

50 247 

P 

9205220169 

50 247 

S 

0205260197 

50 247 

R 

0205270274 

50 247 

S 

9205140001 

PT21 


0205010269 

50 255 

S 

9205010265 

SO 255 

S 

9205040031 

50 155 

F 

9205040031 

50 155 

F 

9205040144 

60 255 

S 

9205040148 

60-255 

S 

0205040202 

50 255 

S 

9205050231 

60 255 

P 

0205050234* 

50 255 

P 

0205050236* 

50 255 

P 

9205050238* 

50 255 

P 

9205060022 

50-155 

F 

9205060053 

50-155 

R 

9205070021 

60-160 

P 

9205070025* 

50-156 

P 

0205070046 

60-255 

S 

9205070116 

50-255 

F 

0205070124 

50-255 

S 

9205070142 

50-255 

s 

9205070152 

50-255 

p 

9205070170 

50 255 

p 

9205070190 

50-256 

F 

9205000112 

60-155 

n 

9205080138 

50-255 

F 

9205110155 

60-255 

s 

0205120935 

50-255 

s 

9205120272 

60-265 

s 

9205I301Q5 

50-155 

Q 

9205140200 

50-255 

r 

0205150012 

50-265 

R 

9205200127 

50-165 

F 

0205200210 

50-255 

r 

9205200221 

60-265 

r 

0205200223 

60-255 

r 

9205200227 

50-255 

F 

9205200232 

60-256 

r 

9205210120 

50-255 

r 

9205210132 

60 265 

r 

0205210196 

60-155 

F 

0206260141 

60 255 

s 

0205260144 

50 255 

s 

0205260150 

50 256 

s 

0205280020 

50 266 

s 

9205280064 

60 255 

F 

020B2800G7 

60 255 

F 

0205200127 

60*165 

F 

0205200199 

60-155 

F 

920520O26B 

50-156 

s 

0205280130 

QA009 


9205200281 * 

CONTRACT 


9205100160 

NUREQ 


02051 101 00* 

60-334 

1 

0205200006 

PR 


020504 02B7 

60 400 

F 


AUTHOR AFFILIATION 


Defense. DopI ol 

De-mocralic Women’s Association ol the 
Desert 

Detroit Edison Co 


Dow, Lohnes & Albertson 


Duke Engineering A San/icas 
Duke Power Co 


ACCESSION SUBJECT 
NUMBER CATEGORY 

9205270224 50 409 ( 

9204240231* PR 

9204240t60* PR 

9205010291 50 341 J 

9205040120- 50 341 

9205040199 60 341 

9205040231 50 341 

9205040249 50 341 

9205050007 50 341 

9205060139 50 341 

9205060140* 60 341 

92050701 G& 60 341 

9205120300 50 341 

9205160043 50 341 

9205160093 50 341 

9205190041 60 341 

9205260257 50 341 

9205260260 60 341 

9205290321 50 341 

9205D60090 50 322 

92051 1009-1 50 322 

9205110199 50 322 

9205290004 50 322 

9205220058* 70 3070 

9205010008 50 414 

9205010151 50 413 

9205010151 50 413 

9205010154* 50 413 

9205010154* 50 413 

9205010184 50 369 

92050 101 84 50 360 

0205040085 50 369 

9205040180 50 413 

0205040183 50 269 

0205040183 50 269 

9205040183 50 269 

9205040197 50 270 

9205040108 60 269 

9205040201. 50 269 

9205040201 50 269 

9205040201 50 269 

9205040242 50 413 

9205040271 50*269 

9205050233 50 269 


0205050233 50 269 F 
0205050233 50 269 F 
9205050233 50 269 F 
0205050233 50 260 F 
0205050233 50 269 F 

9205050266 50 413 S 
020505032B 50 370 S 
9205060169 50*269 P 
9205060159 50'2&9 P 
9205060159 50*269 P 

0205110043 50-369 P 
0205110043 60*369 P 
0205110047* 50*369 P 
0205110047* 50*369 P 
02051 10209 50*370 S 

0205130235 50 269 F 
9205130235 50 269 F 
0205130235 50 269 F 
9205130235 50 260 F 
0205130235 50 260 F 

0205130235 60 260 F 
0205130236 60 269 F 
0205130243* 50 269 F 
0205130243* 60 269 F 
0205130243* 50 269 F 

0205130243* 50 269 F 
0205130243* 50 269 F 
0205130243* 50 269 F 
9205130243* 60 269 F 
0205140275 50 269 F 

0205140296 50 369 F 
02051402GG 60*369 F 
0205150177 60*369 F 
9205150103* 50-369 F 
9205150202 50*269 F 

0205160202 50-269 F 
9205150202 50-269 F 
0205150206* 50-269 F 
9205150209* 50-269 F 
9205160209* 60*269 F 

9205150214* 50*289 T 
9205150214* 50-289 F 
0205160214* 50-289 F 
0205160220 60-269 S 
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AUTHOR APPILIAT10M 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 


NUMBER 

CATEGORY 


NUMBER 


9205150220 

50-269 

S 


9205290164 


9205160220 

50-269 

s 

EG&G Idaho, Inc 

9205160177 


9205181)016 

50-269 

p 

9205180180 


9205180016 

60-269 

p 


9205270010 


9206160016 

50-269 

p 


9205270067 


9205180017* 

50-269 

p 


9205270071 


9205160052 

50-270 

0 

Eatlh Firal! 

9204280212* 


92051 BOl 03* 

50-269 

F 

Eastman Kodak Co 

0205050291 


9205180103* 

50-269 

F 

Ecology Contcr of Southern California 

9204270111* 


92051 BOl 03* 

50 269 

F 

Ecology /Alert 

9204280510* 


9205180103* 

SO 269 

F 

Eddteman, W 

9204240058* 


9205180121 

SO-269 

P 

Edison Electric Institute 

9204280063“ 


92 051 BOl 21 

50 269 

P 


920529001 1 


9205180121 

50 269 

P 

El Cerrito Democratic Club, El Cornto, 

920427004 1 * 


9205180130* 

50-369 

F 

CA 



9205100130* 

50 3G9 

F 

Electric Power Research Insiitule 

9205110174 


9205180201 

50 369 

Q 


9205110249 


9205180201 

50 369 

Q 


92051 5006Q 


9205160302 

50 413 

S 


9205280223* 


9205180307 

50 414 

P 

Enecolech, Inc 

9205120279 


9205160333* 

50 269 

F 

Er^ergy, Dopl ol 

9012200051* 


9205190095 

50 413 

R 

9205040169 


920519009B* 

50 413 

R 


9205040179* 


9205190098* 

50 413 

R 


9205050114 


9205190102* 

50-413 

R 


9205070004 


9205190107 

50 369 

R 


9205070019 


9205190107 

50-369 

R 


9205070111 


9205190110* 

50 369 

R 


9205070119* 


9205190114* 

50-369 

R 


9205070178 


9205190292 

50-413 

P 


9205070211 


9205190292 

50 413 

P 


9205070236 


9205190293* 

60 413 

P 


9205080036 


9205190203* 

50413 

P 


9205080085 


9205190301 

50413 

Q 


9205120203 


9205190301 

50 413 

Q 


9205130177 


9205200324 

50 269 

R 


9205130228 


9205200324 

50 269 

R 


9205130287 


9205200324 

50 269 

R 


9205130291* 


9205200328* 

50-269 

R 


9205130295 


9205800320* 

50-269 

R 


0205130297 


9205200328* 

50-269 

R 


9205140037 


9205200332* 

50-269 

R 


9205140042 


9205210000 

50-369 

a 


9205140069 


9205210008 

50-369 

0 


9205140161 


9205280098 

PR 



920514016B 


9205220118 

50-269 

P 


9205140219 


92Q52201 to 

60 269 

P 


9205140224 


920S220118 

50 269 

P 


9205140280 


020 5260 109 

50 369 

S 


9205140300 


9205270000 

50 369 

P 


9205150058 


9205270009 

60 369 

P 


9205150082* 


9205270266 

50 369 

S 


0905180008 


0205270317 

50 413 

S 


9205180206 


9205270317 

50 413 

S 


9205180237 


9205260157 

50 269 

P 


9205100240* 


9205280157 

50-269 

P 


9205100255 


9205280157 

50-269 

P 


9205180250* 


9205280150* 

50-260 

P 


9205100249 


9205280158* 

50-269 

P 


9205190316 


9205260158* 

50-269 

P 


9205100310* 


9205250200 

60-413 

P 


0205200061* 


9205200200 

50-413 

P 


9205200160 


9205290201 * 

59 413 

P 


9205200175 


9205290201* 

50 413 

P 

« 

9205200100* 


02052 &02Q4 

50-369 

K 


9205220135 


9205290204 

60-369 

K 


9205220140* 

Ouquesne Ught Co 

9206290212* 

50-369 

K 


9205260094 

9205010226 

50 334 

F 


9205260100* 


9205010274 

50-334 

S 


9205260108 


9205010294 

50-334 

B 


9205260119 


9205010295* 

50-334 

R 


0205260166 


9205010290* 

SO 334 

R 


9205270220 


9205010296* 

50 334 

R 


0205280082 


9205010297* 

50-334 

R 


9205280084* 


9205010297* 

50-334 

R 


9205280131 


9205010299 

50-334 

F 


9205280132* 


9205040109 

50 412 

S 


9205290001 


9205060233 

50-334 

S 


920529D032 


9205110194 

50-334 

1 


9205290187 


9205130175 

50-412 

P 


9205290191* 


9205130176* 

50 412 

P 


9205200208 


9205130254 

50 412 

K 


9205200215* 


9205150010 

50 412 

S 


0205290275* 


0205150015 

50-334 

R 


9205290280* 


9205150015 

SO 334 

R 


9205290282* 


0205160266 

50 334 

R 


9205290341 


9206160342 

60 344 

Q 

Energy, Depl oL Idaho Operations Otfic 

9205010104 


9205200110 

50-334 

Q 

9205070160 


9205290164 

SO 334 

H 

Engineering Dosign & Testing Gorp 

9206220155* 


SUBJECT 

CATEGORY 

50 334 n 

NUREG 

NUREG 

NUREG 

NUREG 

NUREG 

PR 

?0 4703 

PR 

PR 

PR 

pn 

PR 

PR 


PROJ 

PROJ 

PROJ 

REViEW GR P 

40 8634 

WASTE MGT 
WASTE MG r 
WASTE MGr 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
50-219 P 

WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
PROJ 

WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WAS'^e MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
40 6500 

WASTE MGT 
PROJ 

WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 

pnoj 

PR 

WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
PROJ 
PROJ 
PROJ 





AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



number 

CATEGORY 

Entergy Corp 

9206270057 

50-416 

S 


9205080080 

NUREG 

Eaiergy Operalions. Inc 

9205010088 

50-416 

F 


9205110145 

50-250 


9205040042 

50-382 

1 


9205110145 

50-250 


9205040215 

50^416 

R 


9205130211 

50-335 


0205040282 

50-416 

P 


0205140002 

50-250 


9205040284* 

50 416 

P 


9205140002 

50-250 


9205040265* 

50-416 

P 


92051 400P6 

f&E 


9205040313 

SO 416 

0 


9205140259 

50-250 


9205050004 

50416 

P 


920518D087 

50-335 


9205050067 

50 313 

F 


9205160085 

60-335 


9205050260 

50 368 

P 


9205130119 

50 250 


9205050261 * 

50-360 

P 


9205180236 

50 389 


9205050310 

50 36B 

Q 


9205190027 

50 335 


9205060004 

NUREG 



0205190033 

SO 336 


9205060201 

71-9222 



9205190049 

60 380 


9205060215 

50-382 

Q 


9205190078 

50-335 


9205060217 

50-302 

R 


9205190078 

50 335 


9205060210* 

50-382 

R 


9285100327 

60 250 


9205060264 

50-382 

Q 


9205200056 

50 250 


9205070143 

50-382 

P 


9205200059* 

50 250 


9205070153* 

50-382 

P 


9205220124 

50 251 


9205110229 

50 382 

F 


9205220150 

50 33$ 


9205110261 

50 313 

S 


9205220188 

50 250 


9205120130 

50-362 

H 


9205220188 

50 250 


9205120175 

50 362 

J 


9205260163 

50 250 


9205130023 

50 416 

P 


9205260165 

50-369 


9205130025* 

50 416 

P 


9205260225 

50-250 


9205130189 

50416 

F 


9205260225 

50-250 


9205130191* 

50416 

F 


9205260227* 

50-250 


9205150025 

50 382 

B 


9205260227* 

50-250 


9205160220 

50 368 

P 


9205260231 

50-250 


9205180229* 

50-368 

P 


0205260331 

50-250 


0205180234 

50-302 

P 


920527O03S 

5D-250 


9205180239* 

50 382 

P 


9205270036 

50 250 


0205180266 

50 416 

S 


9205270035 

SO 2S0 


9205180320 

50-368 

P 


9205280241 

50 389 


9205180353 

50-313 

P 


9205290125 

50 335 


9205190013 

50-416 

R 


9205290125 

50 335 


9205100313 

50-368 

R 


9205290306 

50 250 


9205190334 

50-313 

R 

Florida Power Corp 

9204150077* 

PR 


9205200020 

50-382 

Q 


9205040001 

50 302 


9205210052* 

50-313 

R 


9205040020 

50-302 


9205210067* 

50 313 

R 


9205040027 

50 302 


9205220085 

REGGD 



9205060204 

50-302 


9205220202 

50*368 

S 


9205080022 

50-302 


9205270155 

60313 

Q 


9205120138 

50-302 


9205270160* 

50313 

Q 


9205120299 

50-302 


920S270258 

50313 

S 


9205130046 

50-302 


9205270267 

50*313 

S 


9205130125 

50-302 


9205270316 

50 416 

s 


9205130163 

50 302 


9205280055 

50 416 

p 


9205130259 

50 302 


9205280057 

50-416 

s 


9205190076 

50 302 


9205200173 

50-416 

p 


9205190326 

50 302 


9205290106 

50-313 

F 


9205220112 

50 302 


9205200205 

50-368 

S 


9205220t14* 

50 302 


9205290210 

50-382 

S 


9205220205 

50 302 

Environmenlal Coalilior^ on Nuclear Power 

9204130234* 

PB 



8205200264 

50-302 

Ervironmenlal Protection Agency 

9204150008* 

PR 


Flonda Progrosa Corp 

920506021 r 

50-302 


9204300234* 

PR 


Florida, Unw of, Gainesville, FL 

9205110184 

5D-aa 


9205220126 

40 8948 


Ftuor Corp 

9205070054* 

70-3070 

Equal Em ploy mem Opportunity Commission 

9204090001 * 

PR 


Food & Drug Administration. 

9204210276* 

PR 


9204270330* 

PR 



9205210160* 

CONTRACT 

European Communities, Commission ot 

9205160190 

XPORUIC 


Foaior G McGaw Hosp , Loyola Unlv, ol 

9205270247* 

COMMlSSIO 

Fairfax Hosp , Falls Church, VA 

9205180074 

PRM 


Chicago, Maywood, 1L 



FetJoial Emergency Management Agency 

9204030164* 

50-395 

F 

Fiaclofo Tectinotogy Assoclaloa 

9205210135* 

50-280 


0204280272* 

SO 302 

P 

Frontier Technology Coip 

9205280091 

70 3025 


9205060024* 

60-382 

F 

GTE SyWania, lac 

9204280325* 

PR 


9205060102* 

50 245 

F 

Qalnosvillo Regional Uklitles 

9205080209* 

60-302 


9205060259* 

50 245 

F 

General Atomics (formerly GA Technologlo 

9204130352* 

PR 


9205070098* 

50-309 

F 

a, Inc./Gonoral Atonnlc Co) 




9205070129* 

COMMlSSIO 

N 


9204150056* 

PR 


9205190086* 

50-309 

r 


0205010019 

70 734 


9205190204* 

50-206 

F 


9205060225 

50 163 


9205190206* 

50-206 

F 


9205070034* 

70 734 

Ferret Exploration Co of Nebraska, Inc 

9205140134 

40-8943 



920S070047 

70 734 

Fertilizer Institute 

92040Q0023* 

PR 



9205070040* 

70 734 

Rlchburg Gas & Electric Light Co 

9205070037 

50 423 

P 


9205070053 

50 585 

Florxla tnslllute of Technology, 

9205140044 

70 003 



92050B0001 

50 602 

Melbourne, FL 





9205220058* 

40-8027 

Florida Power & Light Co 

9204130204* 

PR 


General Electric Co 

9204080237* 

PR 


9205010133 

50 389 

S 


9204080268* 

PR 


9206040080 

SO 250 

R 


9204240183* 

PR 


9205040186 

SO 250 

S 


9204270077* 

PR 


9205040230 

50-335 

s 


0205010173 

XPORTLIC 


9205040292 

50 251 

s 


9205010292 

52-1 


92050S0OD6 

50-335 

Q 


9205040030 

71-4986 


9205050292 

50-335 

S 


9205050055* 

70 1113 


9205060007 

50-336 

F 


9205050240 

52-1 


9206060007 

50-335 

F 


9205050247 

52 1 
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494 


CORPORATE SOURCE INDEX 


AUTHOn AFFILIATION 

ACCESSION 

SUBJECT 

AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


9205060175 

70-113 



9205040219 

50-321 

9205070207 

PROJ 



9205050271 

50 366 

9205110037 

NUREG 



9205060042 

50 424 

020-51 10119* 

NUREG 



0205110024 

50 321 

9205110242 

70-1113 



9205110024 

50-321 

020S1 10246* 

70-1113 



9205110024 

50-321 

9205110247* 

70 1113 



0205110024 

50 366 

9205130085 

TOPREP 



9205130097 

50-424 

9205140004 

TOPREP 



9205150029 

50 321 

&205140124 

70-1113 



9205150029 

50-321 

9205190055* 

70 1113 



9205150160 

50 424 

9205190242 

70-1113 



9205150168 

50 424 

9205100200 

52-1 



9205150195 

50-425 

9205190281 

52-1 



9205150199 

50 425 

9205190282 

52-1 



9205150205 

50-424 

9205190285 

52-1 



9205150226 

50-321 

02051 902B7 

52-1 



9205150226 

50-321 

9205200133* 

50-206 

P 


9205150232 

50-366 

9205200136* 

50-206 

P 


9205180011 

50-321 

92052001 50 

52-1 



9205160011 

50 321 

9205200161 

52-1 



0205180015 

50 366 

9205200162 

52-t 



9205180092 

50 424 

9205200162 

52-1 



9205190180 

50-321 

9205200163 

52-1 



9205190325 

50 424 

0205200188 

52-1 



9205210015 

50 425 

9205200192 

52-1 



9205220170 

50 424 

92Q5200194 

52-1 



0205220186 

50 425 

9205200197 

PROJ 



9205220192 

50-424 

9205200211 

62*1 



9205220199 

50 425 

9205200218 

62-1 



9205260067 

50-424 

9205200235 

PROJ 



9205260067 

50-424 

92052002'! 1 

52 1 



9205260221 

50-321 

9205210273 

60-73 

P 


9205270164* 

50 424 

9205260175 

PROJ 



9205270164* 

50-424 

9205280177* 

PROJ 



9205200131 

50 424 

9205260185 

52-1 



9205200257 

50 424 

9205280188 

62 1 



9205200257 

50 424 

9205280226 

52-1 


Gibson Erlandor, Inc 

9204290081* 

PR 

9205260232 

TOPREP 


Goldberg, Fieldman & Lelhom, PC 

9205290078 

50-346 

9205290002 

52*1 


Governor Dummar Academy, Byfiald, MA 

9204280498* 

PR 

9205290049 

52-1 


Gull Coasi Testers, Inc 

9205280144 

71-40 

9205290316* 

50 449 

P 


9205280144 

71-40 

Goneral Nuclear Systems, Inc. 9205220153 

PROJ 



9205280145* 

71-40 

Genera! Public Utilities Corp * GPU 9204210091* 

PR 



9205280145* 

71-40 

Service Corp 



Gulf Stelea UlilUies Co 

9205040211 

50 458 

9205010210 

60 219 

1 


9205050246 

50-458 

0205010210 

60 219 

1 


9205070162 

50 458 

9205010210 

SO 219 

1 


9205110170 

50 458 

9205040240 

50 280 

R 


9205130224 

60-458 

9205040240 

50-289 

R 


9205180009 

50 458 

9205040274 

50-219 

Q 


9205180109 

50 458 

0205070145 

50*209 

Q 


9205200266 

50-458 

92050B0062 

50*210 

H 


9205210281 

50 458 

0205060125 

50-219 

R 


9205210269 

50-458 

9205110026 

PH 



9205260041 

50 458 

9205130137 

50-320 

P 


9205270294 

50 458 

9205130141* 

50-320 

P 


9205270302 

50 458 

9205130306 

60 219 

Q 

Halliburton Co 

9205150090* 

50 528 

9205130307* 

50 219 

Q 

Haworth. Inc, 

9205150203* 

CONTRACT 

9205140316 

50-289 

F 

Health & Human Sorvioes, Oepl of 

9205010156 

COMMISSIO 

9205180019 

50-289 

R 

Hoallh Physics Associates, Ltd 

9205180009 

PRM 

92051 6005 5 

60-219 

S 

Health Physics Society 

02042401 2B* 

PR 

9205190052 

50-280 

R 


9204240296* 

PR 

9205190226 

50*289 

P 

HomaslaKe Mining Go 

9205120296 

40-8003 

9205190227* 

50*289 

P 

House of Rep 

0204290352* 

PR 

0205190228* 

50-269 

P 


9205010174* 

COMMISSIO 

9205190257 

60-320 

P 


0205160233* 

ORG 

0205190258* 

50-320 

P 


9205190172 

STATE PRO 

9205200273 

60 219 

Q 


0205100213* 

STATE PRO 

9205200276* 

50-219 

Q 


0205200146* 

PR 

9205210261 

50 219 

R 


9205200155* 

ORG 

9205210265 

60-219 

Q 


9205210233* 

PR 

9205220200 

50-219 

Q 


9205220066* 

PR 

9205260167 

60-219 

S 


9205280122* 

50-29 

920527000 B 

50 219 

P 

Housoof Hepo Interior & Insular Affair 

9205190239* 

COMMISSIO 

9205270027 

50-289 

P 


9205190290* 

COMMISSIO 

9205270035* 

50 289 

P 

Houston Lighting & Power Co, 

9204240284* 

PR 

0205270039* 

50-289 

P 


9205040029 

50-498 

920S270251 

60-219 

s 


9205040028 

50-408 

9205260045 

50-210 

p 


9205040195 

50-498 

Gcorgeiown Uriv Medical Center, 9204280238* 

PR 



9205040195 

50 498 

'Washington, DC 




9205040293 

60-498 

Georgia Instilule of Technology, Allanta 9205120285 

60-160 

H 


9205040293 

50 408 

GA 




9205050108 

50-499 

0205270280 

50-160 

R 


9205050126 

50-498 

9205270282* 

50 160 

R 


9205050126 

50-498 

Georgia Power Co 920501 0014 

60 425 

S 


0205050237 

50 498 

0205010034 

50-426 

s 


9205050237 

50-406 

0205010300 

60 321 

p 


9205050340 

50 498 
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AUTHOR AFFILIATION 


Humana Hosp Audubon. Louisville, KY 

InTERA, (nc . Auslin. TX (formerly INTER 

Tochnolooies. Inc ) . ^ , 

Idaho Nalional Engineering Laboratory 

Idaho Stale Unlv , Pocatello, ID 
Idaho, Slate of 

lllmols Power Co 


ILLinois Safe Energy Alliance 


Illinois, State of 


IlflGnois, Unlv of, Chicago, IL 
Illinois, Univ. of, Uibana, IL 


Indiana Michigan Power Co (formerly 
Indiana S Michigan Electric Co ) 


accession subject author affiliation 

NUMBER CATEGORY 


9205050340 50 4 OB P 

9205110176 50*498 O 

9205110190 50-498 F 

9205110192* 50-406 F 

9205130021 50-490 P 

9205130073 50-496 F 

9205140003 REGGD 

9205140018 REGGD 

9205140138 50-49B Q 

9205140173 50-498 R 


9205140173 50 49B R 
9205150034 50 499 S 
9205150049 50-49& S 
9205200006 50 499 P 
9205210004 50 496 Q 


tndiara, Stale of , _ 

Information Systems & Network. Corp 


9205260001 50 498 
92052601 04 50 496 
9205260104 50 498 
9205260187* 50 408 
9205260107* 50 498 


p Institute of Nucloar Power Operations 

p Interior, Dept of. Bureau of Indian 

P Affairs , , . 

P Interior, Dopl of, Bureau of Land 

P Management 


9205290037 

9205290037 

9205180026 

9205200184* 

9205140135 


50 496 
50 496 
PRM 

CONTRACT 

40-B904 


P 

P 


Interior, Depi of. Geological Survey 


0205000157* 72-1007 

9205260118* 50-262 

9205200288 70-1374 

92050000GO PR 


S Inlornaiional Association of Machinists 

Aerospace Workers 
International Atomic Energy Agency 


9205010229 60 461 

9205040096 NUREG 

9205040304 50 461 

9205040310 5 0 461 

9205050326 50 461 


F I me rnaiion a1 Chemical Workora Union 

Q Inlernaional fnslilule of Concern for 

p Public Health , , 

R Inlernati-onal Welders & Allied Workers 


9205140175 50 461 
9205160057 50 461 
9205180060* 50 401 
9205180105 50 461 
92051 90005 50-461 


F Union 

p 

p International Technology Coij 

Q lov/a Eleclric Light & Power Co 


9205210173 50-461 F 
9205260106 50-461 P 
9205280109* 50*461 P 
9205290297 60-461 S 
9204230295* PR 


9204240300* 

9204270304* 

9205040084 

9205040100 

9205200018 


PR 

PR 

PR 

NUREG 

PR 


9205220099 

9205290009 

9205140222* 

9205260200 

0205260210* 


REGGD 

PR 

CONTRACT 
60 151 
50 151 


P 

P 


9205010170 50 318 


9205040036 50-315 V 
9205040036 50-316 V 
9205050144 60-315 P 


9205050144 60*316 
9205050155* 60*316 
9205050155* 50-316 
9205050329 50-315 
9205050329 60-315 


P 

P 

P 

P 

P 


0205050333* 60 315 
0205050333’ 50 315 
9205050334 60-315 
9205050334 50 315 
9205060337 * 50 315 


P 

P 

P 

P 

P 


9205060337* 

9205060330* 

0205050338* 

0206060006 

9205070099 


60315 
50 315 
50 315 
NUREG 
50-315 


P 

P 

P 

F 


9205130192 50-316 S 
9205180175 50-316 P 
92051 B01 75 60-316 P 
9205180191 50-315 P 
9205180191 60-315 P 


Iowa Southern Utititios Co 
Iowa, State ol _ , ^ 

Isolite Corp, (formerly Triluzco, Inc) 

J C Computer Services, Inc (formerly 
JC Services) 

Jack Faucell Associates. Inc 
Jacobs Enginoonng Group, Inc 


Japan 


Japan Atomic Energy Research Institute 
KOH Systems, Inc 

Kansas Gas &. Eleclric Co- 
Kansas, Stole of we 

Kansas, Unlv of, Kansas City, KS 
Kerr- McQoe Corp 


9205180194* 50-315 
9205180194* 50-315 
92051 B0270 60 316 
9205180280* 60-316 
9205190275 50-315 

9205190365 50 316 
0205200237 50-316 
9205200237 50 315 
9205270001 £0 315 


P 

P 

a Keyboard Communlcallons, Inc 

p Klsslmmoa Utility Aulhorily 

Q Kodnof, J L. 

S Korea Atonnic Energy Research Inslitulo 

p Korea Institute o* Nuclear Safely 

F 
S 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


9205270169 50 315 
9205270159 50 315 
9205270161* 50 315 
9205270161* 50-315 
9205290031 50-315 


P 

P 

P 

P 

F 


9205290081 50-315 
9205290088 50-315 
9205290088 50-315 
920529M95 60-315 
9205260095 50-315 


F 

F 

F 

F 

F 


9205290099 

0205290099 

9205290182 

9204230009* 

0205290343* 


50-315 

50-315 

50-315 

PR 

CONTRACT 


F 

F 

F 


9205100330* CONTRACT 
9205140063 4 0 6968 


9205140095 40 8857 


9205140099* 

9205140103* 

9205050346 

9205200021 

9205200318 


40 8857 
40-8857 
WASTE MGT 
50-274 
50-274 


F 

F 


0205200322* 50-274 F 

9205220195 71-382 

9204210144* PR 


8712100314* PR 


9204130327* PR 
9204150177* PR 
9204200431* PR 


6204210316* PR 


9204210321* PR 
9205290006 PR 
9205010279 50 331 

9205010281* 60 391 


P 

P 


9205040002 

9205040022 

9205040023* 

9205050243 

9205060206 


50-331 

50-331 

60-331 

50-331 

50-331 


9205060231 50-331 
9205050241* 60 331 
9205060260 50 331 
9205070010 50-331 
0205080163 50 331 


9205120276 
92051 402B3 
9205180139* 
9205160186 
9205180346 


50 331 
50-331 
50-331 
50-331 
60-331 


0205180351* 

0205190047 

9205220061 

0205260230 

0205280056 


50-331 
60-331 
50 331 
50 331 
50 331 


I 

F 


0205260242* 

9204240004* 

0205180123 

0205060168* 


50 33t 

PR 

PR 

CONTRACT 


I 


0205000033* 

9205000041* 

92050800BB* 

02050B0090* 

9206130188 


CONTRACT 
CONTRACT 
WASTE MGT 
WASTE MGT 
WASTE MGT 


9205010116 

9205280242 

0205280240 

9205280115* 

9205180165* 


XPORTLIC 

MiSC 

Wise 

COWMISSIO N 
CONTRACT 


0204240174* 

9205010026 

9204240093* 

9205060142 

9205U0160 


PR 

PRM 

PR 

70 925 
70 3073 


0205110173* 

9205130199 

9205220131* 

9205060209^ 

9204200053^ 


70 0073 
70 3073 
CX)NTRACT 
50-302 
PR 


9205160101 

9205140233 

9205140240 

9205160101 


NUREG 

NUREG 

NUREG 

NUREG 


-n-p-nm3J OT-D-n-enJ 


4^0 uunruriMic: duui-fut: inuha 


AUTHOR AFFILIATION 


Korea, Republic of {South Korea) 

LFE Corp 

Lakeland Audubon Society, Inc 
Lawrence Livermore National Laboratory 
LeBoouf, Lamb, Lejby& MacRae 

League of Women Voters, Palm Springs, CA 
Lev^s, M 

Lite Cara Medical Conler, Glassboro, NJ 
Long Island Lighting Co 
Long Island Power Authority 


Los Alamos National Laboratory 


Louisiana Energy Services 


Louisiana Power & Light Co 

Louisiana State Unlv, Baton Rouge, LA 
Louisiana, State of 
Lowell, Univ of, Lowell, MA 

M/K Systems, (nc 


MITRE Corp 
WK Ferguson Co 

Maine Labor Group Ort Health, Inc 
Maine Yankee Atomic Power Co 


Maine, State of 
Maflory Capacitor Co 

Manpower, Inc 
Marmon Industrial 

Marubeni Amenca Corp 
Maryland, Slate of 

Massachusetts Institirto of Technology, 
Cambridge, MA 

Massachusetts, Commonwealth ol 
Mayo CliniCf Rochester. MN 
Mazour Associates, Inc 

Medi-Physics, Inc 

Mercy Hoap , Pittsburgh, PA 

Michigan, Univ of, Ann Arbor, Ml 

Middle South Service, Inc 

Middle South Sorvicos, Inc 
Mifflin & Associates, )nc, 

Miller, Sells & O'Neil 

Minnesola Mir>ing & Manufacturing Cg (SM 
Co) 

Minnesota Public Interest Research Group 
Miriam Hosp , Providence, Rl 
Mississippi Power & Light Co, 

Missouri, Univ of, Columbia. MO 

Missouri, Unk of. Rolls, MO 
Mitsui & Co (USA). Inc 
Molycorp, fne 


Monsanto Co 

Moore Business Forms, Inc. 
Morrison-Knudsen Co , Inc, 
Municipal Leasing Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9205180363 

XPORTLIC 


9205190221 

PR 


9204290327^ 

PR 


920504001 1 

NUREG 


9205070037 

50 423 

P 

9204240157* 

PH 


9204240068* 

PR 


9205140027 

REGGD 


9205280203* 

50-220 

1 

9205110100 

50 322 

G 

9205270310 

71-6601 


9205050343 

WASTE MGT 


9205180206 

WASTE MGT 


9 2051 90077* 

WASTE MGT 


920S270195 

PR 


9205290197* 

WASTE MGT 


9205070035 

70 3070 


9205070048 

70 3070 


9205070062 

70 3070 


9205110025 

70 3070 


9205110027* 

70 3070 


9205110029* 

70-3070 


9205110031 

70-3070 


9205200095 

70 3070 


9205220015 

70 3070 


9205220044 

70 3070 


92052200SB* 

70 3070 


9205270126 

70 3070 


9205270127* 

70 3070 


9205040042 

50-382 

1 

9204230190' 

PR 


9204240065- 

PR 


9204260344* 

PR 


9204260497* 

PR 


9205210231 

50-263 

S 

9205210231 

50-263 

s 

9205210236* 

50-263 

s 

9205210236* 

50-263 

s 

92050 B0067* 

CONTRACT 


9205140171* 

WASTE MGT 


9204270504* 

PR 


9205010228 

50-309 

F 

9205130033 

50-309 

V 

9205160171 

50-309 

R 

9205150211 

50-309 

P 

9205150213* 

50-309 

P 

92051 B0006 

50-309 

R 

9205200207 

50 309 

Q 

9205210266 

50 309 

P 

9205220042 

50-309 

R 

9205220156 

50-309 

S 

9205280172 

50-309 

P 

9205290046 

50 309 

F 

92042B0233* 

PR 


9204240120* 

PR 


9205140307* 

CONTRACT 


9205110165 

XPORTLIC 


9205110160* 

XPORTLIC 


9205150186* 

XPORTLIC 


9204150224* 

PR 


9204230181* 

PR 


9205290014 

PR 


9264230316* 

PR 


9205180160 

NUREG 


9204230306* 

PR 


9205010012 

PRM 


9205060095 

50-2 

F 

9205060098* 

50 2 

F 

0204210162* 

PR 


9204230171* 

PR 


9205130181 

WASTE MQT 


9205080163 

50 446 

M 

9205280164 

60 446 

M 

9204240080* 

PR 


0204240139* 

PR 


9204230245* 

PR 


9204240096* 

PR 


9204260174* 

PR 


9205040061 

50 193 

R 

9205070057 

XPORTLIC 


9204270169* 

PR 


9204270185* 

Pfl 


9205280063 

40 8704 


9205200019 

PR 


9205210056 

PR 


92051 10072* 

WASTE MQT 


9205080031 * 

CONTRACT 



AUTHOR AFFILIATION 


NJ S‘E‘ A Alliance 
National Academy of Sciences 

National Archives & Records Administrah 
on 


National Association of Radiation 
Survivors 

National Audubon Society 

National Council on Radiation Protection 

& Measurements 

National Institute of Environmental 
Health Sciences, HHS, Dept of 
National Institute of Standards & 
Technology (formerly National Bureau of 

National Research Council 

Natural Resources Defense Council 
Nebraska Public Power District 


Nebraska, State of 
Nevada, Stale of 

Now England Coalition on Nuclear 
Pollution 

New Jersey. Slate of 

Now Mexico. Slate of 

New Orleans, Umv, of, New Orleans, LA 

New York Slate Electric & Gas Corp 

Now York, Slate of 


Niagara Mohawk Power Corp 


Nordlon Intornational, Inc 

North Carolina Citizens Research Group 

North Carolina, Stale of 

North Texas, Univ, of, Denton, TX 

Northeast Nuclear Energy Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9204280281 * 

PR 


92050601 84* 

COMMISSIO 

N 

9205070114* 

COMMISStO 

N 

0204100218* 

PR 


9204240200* 

PR 


9204230156* 

PR 


9204240076* 

PR 


9204070076* 

PR 


9204090294* 

PR 


9205200296* 

ORG 


9204090294* 

PR 


9204090328* 

PR 


9204150122* 

PR 


920504023B 

50 298 

F 

9205050263 

50 298 

1 

9205060271 

50-298 

J 

9205110171 

50-298 

S 

9205120266 

50-298 

P 

9205120267* 

50 208 

P 

9205130095 

50 298 

P 

9205130105 

50-298 

F 

9206140015 

NUREG 


9205140209 

50 299 

R 

9205140217* 

50 298 

R 

9205140223* 

50 296 

R 

9205140227* 

50 206 

R 

9205180145 

60 298 

P 

9205180155* 

50-298 

P 

9205260160 

50-298 

S 

9205280127 

50 296 

F 

0204240270* 

PR 


9205040327 

WASTE MGT 


9205050010 

WASTE MGT 


9204150010* 

PH 


9205180220 

50-219 

P 

9205140096 

40-8905 


9205200166* 

CONTRACT 


9205280109* 

50-220 

1 

9204240059* 

PR 


9205210147 

PRM 


9205010212 

50 220 

P 

9205010214 

50-410 

R 

9205010218* 

60-220 

P 

9205010210* 

50-220 

P 

9205010224 

50-220 

F 

0205010224 

50-220 

F 

9205010282 

50 410 

S 

9205040075* 

60 220 

Q 

9205040172* 

50 220 

Q 

9205060074 

50-220 

R 

9205060074 

50-220 

R 

9205060078 

50-220 

S 

9205060082 

50-410 

S 

9206080056 

50-220 

R 

9205080056 

50 220 

R 

9205160069 

50-410 

S 

9205180303 

50-220 

P 

9205200257 

50-410 

S 

9205200333 

50-220 

R 

9205200335 

60-410 

R 

9205210292 

50-220 

P 

9205210294* 

50-220 

P 

9205260007 

50 410 

Q 

9205280077 

60 410 

5 

9205280102 

50-410 

S 

9205280191 

60-220 

1 

9205280192* 

50-220 

1 

9205200192* 

SO 220 

1 

9205290026 

50 220 

s 

9205070027 

71-9240 


9204240058* 

PR 


9205010071 

PRM 


9205280039 

70-3080 


9204150167* 

PR 


9205010119 

50 245 

p 

9205010131 

50-213 

p 

9205010131 

50-213 

p 

9205010131 

50-213 

p 

9205010131 

50-213 

p 

9205010200 

SO 213 

F 

9205010200 

60-213 

F 

9205010200 

50-213 

F 

9205010208 

50-245 

S 



AUTHOR AFFILIATION 


NorthQQSt Utililios 


CORPORATE SOURCE INDEX 497 


ACCESSION SUBJECT 

NUMBER CATEGORY 


author AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOOny 


9205010223 

60*423 

S 

9205040260 

50-423 

P 

9205040261* 

50-423 

P 

9205040316 

50-245 

S 

9205060111 

50-330 

S 

9205060127 

50-245 

S 

9205060134 

50-246 

S 

9205060191 

50 423 

S 

9205070013 

50 245 

R 

9205070013 

50 245 

R 

9205070013 

50 245 

R 

9205070014* 

50 245 

H 

9205070033 

71*9244 


0206070051 

50 245 

R 

9205070051 

50*245 

R 

9205970065 

50 423 

P 

920S070293 

60 336 

O 

9205070298 

50*423 

P 

0205080005 

50*245 

P 

9205110017 

50*213 

J> 

92051 10030 

50*423 

P 

9205110033* 

50 423 

P 

0205120294 

60 423 

s 

9205130102 

50 330 

p 

0205140009 

60 213 

p 

0205140009 

so 213 

p 

0205140190 

50-423 

s 

0205140271 

50*213 

Q 

9205140271 

60 213 

Q 

9205140206 

50 423 

R 

9205150009 

50 336 

n 

0205160220 

50 245 

p 

9205100004 

60 245 

R 

9205100319 

50 213 

V 

9205210169 

50*245 

S 

9205210243 

50*423 

S 

9205210203 

50*245 

S 

9205220106 

60-245 

P 

9205220163 

50-336 

P 

9205260010 

50-423 

P 

9205260103 

60-245 

P 

0205260270 

60-213 

P 

0205270058 

71-0244 


9205270322 

50*246 

F 

0205280046 

50 423 

P 

O2052Q0O4G* 

60*423 

P 

9205200229 

60-330 

S 

0204160107* 

PR 


9205010110 

60-245 

P 

0205010131 

60-213 

P 

9205010131 

50-213 

P 

9205010131 

50-213 

P 

©205010200 

50-2V3 

F 

9205010200 

60 213 

F 

9205010200 

50 213 

F 

9205010208 

50 245 

S 

9205010223 

50 423 

S 

9205010261 

50 213 

P 

9205040260 

50 423 

P 

9205040318 

50*245 

s 

9205060111 

50*338 

s 

9205060127 

50 246 

s 

920S060134 

50*245 

s 

9205060187 

50 213 

K 

0206060191 

50 423 

S 

9205000261 

60213 

R 

9205970013 

60*246 

R 

0205070013 

50 245 

R 

9205070013 

50 245 

fl 

G20S070016* 

60 245 

R 


Northern Slates Power Co. 


9205130103 

50 213 

H 

9205130103 

50 213 

H 

9205130103 

50 213 

H 

9205140009 

50*213 

P 

9205140190 

50 423 

S 

0205140271 

50 213 

Q 

9206140271 

50213 

0 

9206140282 

50 213 

F 

9205140288 

50 423 

R 

9205150009 

50-336 

R 

9205160229 

50 245 

P 

9206180003 

50 213 

Q 

9205180163 

60*213 

P 

9205160163 

50*213 

P 

9205180163 

50*213 

P 

9205180163 

50*213 

P 

920518D262 

50*213 

f 

9205160262 

50*213 

1 

9205100262 

50*213 

1 

9205180282 

50*213 

1 

0205100004 

50-245 

R 

9205100319 

50-213 

V 

9205210169 

50-245 

S 

0205210243 

50 423 

S 

9205210283 

50 245 

S 

9205220106 

50 245 

P 

9205220163 

50 333 

P 

9205220214 

50*213 

R 

9205260008 

50*213 

P 

9205260010 

50 423 

P 

9205260103 

50*245 

P 

0205260270 

50 213 

P 

9205260272* 

50*213 

P 

9205270058 

71 0244 


9205270232 

50 213 

P 

0205200046 

50 423 

P 

0205200229 

50 306 

S 

9205010094 

50 306 

s 

9205010103 

50 282 

s 

9205010193 

50 282 

s 

9205010217 

50-263 

F 

9205010217 

50*263 

F 

9205010217 

50*263 

F 

9205040205 

50 262 

F 

9205040207 

50 263 

F 

9206040209 

60 263 

F 

9205040233 

50 263 

P 

020S050I19 

60 263 

F 

0205050289 

50 262 

Y 

9205050289 

50 282 

Y 

0205050289 

50 282 

Y 

9205050316 

50 262 

P 

9205050318 

50 282 

P 

0205070203 

60 263 

fl 

0205110020 

50*282 

F 

9205120103 

60*282 

R 

9205130042 

REGGD 


9205130069 

50-263 

S 

9205130071 

60-282 

F 

9205140011 

BEGGD 


9205140105 

60-282 

P 

0205140105 

50*202 

P 

9205180164 

50-282 

P 

9205180164 

50-282 

P 

0205100190' 

60-282 

P 

0205100190* 

60-282 

P 

0205100192* 

50 282 

P 

92OSIO0192* 

50 282 

P 

9205100009 

50 203 

R 

9205200216 

50410 

S 


9206070016* 60*245 

9206070016* 60 245 

9206070033 71-0244 

9205070051 60-246 

9205070051 60*245 


R 

R 

R Nuclear Assurarreo Corp. 

R Nuclear Energy Services* Inc 


0205200257 50*410 S 

0205270227 50 2&2 P 

9205270220* 60*262 P 

0205200234 PROJ 

02051 40062* 50*260 P 


0206070051 

B0-24B 

R 

Nuclear Fuel Services, Inc 

9205070065 

60-423 

P 


0206070293 

60*330 

Q 


920607029B 

50*423 

P 


9206080005 

60-245 

P 



9204300242* PR 

9205010262 70*143 

9205050210 70 U3 

9205000173 70 143 

02051 30165 70*143 


9205110017 50*213 P 
9205110017 60*213 P 
9205110017 60-213 P 
92051 10030 50*423 P 
9205120240 NUREG 


9205130234 70 143 

9205140035 70 143 

6205180291 70 U3 

9205180292 70 143 

9205210116 70 143 


9205120204 60-423 
92051 300BO 60-213 
9205130062 50-213 
9205130102 60-336 


S 

P 

P Nuclear Indus try Chock Valve Group 

P Nuclear Inlormation & Resource Service 


0205220106 

9205290030 

9205280210 

9204240077* 


70*143 

70*143 

review 6R 

PR 


P 
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AUTHOR AFFILIATION 


Nuclear Management & Resources Council 
(NUMARC) {formerly Nuclear Utility Mana 


Nuclear Products Co 
Nuclear Free Berketey Committee 
Nulech, fnc 
O'Melveny & Myers 

Oak Ridge Associated Universities 


Oak Ridge National Laboratory 


Office of the United States Nuclear WasI 
Negotiator 

Ohio Citizens for Responsible Energy 


Ohio Edison Co 

Ohio State Unlv , Columbus, OH 
Ohio, Stale of 


Ohio/OSHA Environmoittal Network 
Oil, Chemic&l & Atomic Workers Intornati 
onal Union 

Omaha Public Power Dislrict 


On-Line Computer Systems, Inc 

Orange County Alliance for Survival 
Oregon, Slate of 
Orlando Utilities Commfsslort 
PLG, Inc (formerly Pickard, Lowe & 
Garrick, Inc.) 


Pacific Qaa & Electric Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


920dG00265* 

PR 


920^300317* 

PR 


920d070187* 

PR 


9204090076* 

PR 


9205010064 

PR 


92O504Q0QS 

NUREG 


9205060043 

l&E 


9205060069 

PR 


9205080012 

REGGD 


9205080016 

REGGO 


9205140243 

REVIEW GR 

P 

9205140291 

REVIEW GR 

P 

9205190300* 

REVIEW GR 

P 

9205200014 

REVIEW GR 

P 

9205280161 

REVIEW GR 

P 

9204280260* 

PR 


9204270402* 

PR 


9205070176 

ORG 


9205110100 

50-322 

G 

9204150164* 

PR 


9205180236 

40-7604 


9205190082* 

70-1113 


9205260134* 

70-925 


9205260135* 

70-925 


9206260159 

70-734 


9204240171“ 

PR 


9204270058* 

PR 


9205150011 

NUREG 


92051 S0087 

NUREG 


920507001 1 

PROJ 


9204280130* 

PR 


9205110057 

PR 


9205140036 

r&E 


9205110159 

50-346 

M 

9205110197“ 

50-334 


9204240112* 

PR 


9205180114 

ADVCM 


9205180235 

40-8948 


9206260112“ 

STATE PRO 

G 

9204160149“ 

PR 


9204080314“ 

PR 


9204130167* 

PR 


9205060210 

50 265 

P 

9205070094 

50 285 

F 

9205080034 

50 285 

H 

9205120307 

60-2 D5 

S 

9205150170 

50-285 

R 

9205180260 

59 285 

P 

9205180301 

60 285 

S 

9205190046 

50 285 

S 

9205190060 

SO 285 

F 

9205210034 

50 285 

P 

9205210151 

50 265 

F 

D205220170 

50 2B5 

S 

9205220175 

50-265 

S 

9205220215 

50-265 

P 

9205260006 

50 285 

Q 

9205260057 

50 265 

P 

0205260062* 

50 265 

P 

9205270034 

50 265 

S 

9205270279 

50 265 

P 

9205200114* 

CONTRACT 


9204230254* 

PR 


9205260264 

50-344 

P 

9205060206* 

50-302 

1 

9205050239 

40-8027 


9205130053 

40-8027 


9205160116 

40-8027 


9205270171 

40-6027 


9205040924 

50-323 

S 

9205040039 

50-276 

s 

9205040040 

50-323 

s 

9205040165 

50-275 

Q 

9205040165 

50*276 

Q 

9205040232 

50 276 

R 

9205040232 

60-276 

R 

9205040245 

50 276 

n 

0205040245 

60-275 

R 

9205070167 

50-276 

S 

9205080124 

50-275 

S 

9205110035 

50-275 

H 

9205120206 

50 275 

S 

6205130068 

50 276 

P 

62(^5130068 

SO 275 

P 

6205140232 

SO-275 

F 


AUTHOR AFFILIATION 


Pacific Nuclear Systems, Inc 

Pacific Science & Engineering Group, Inc 

Pathfinder Minos Corp 


Peace Educatiort Center 
Penngraph, Inc 


Pennsylvania Power & Light Co 


Pennsylvania Power Co 
Pennsylvania Stale Univ,. Univarsily 
Park, PA 

Philadelphia Efectric Co 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 


9205140232 

50 275 

F 

9205140268 

50 275 

0 

9205140205 

50 275 

F 

9205140295 

50 275 

f 

92051B0004 

50 133 

R 

9205180214 

50-275 

F 

9205100278* 

50 275 

F 

9205180278* 

50 275 

F 

9205100347* 

50-275 

F 

9205100347* 

50-275 

F 

9205100349 

50 275 

Q 

9206190245 

50-275 

F 

9205200125 

50-275 

a 

9205200142 

50-344 

Q 

9205260156 

50-275 

s 

9205260176 

50-275 

p 

9205260176 

50-275 

p 

9205260177* 

50 275 

p 

9205260177* 

50 275 

p 

9205260235 

50-275 

p 

9205260235 

50-275 

p 

9205270240 

50-275 

s 

9205270334 

50 133 

s 

9205200099 

60 275 

F 

9205200099 

50-275 

F 

9205280105* 

50 275 

F 

9205280105* 

50 275 

F 

9205130280 

72-1004 


9205070066* 

CONTRACT 


9205050319 

40-2259 


9205050327* 

40-2259 


9205130288 

40 6622 


9205140058 

40 2259 


9205140061 

40 8981 


9205140070 

40 2250 


9205140120 

40-2259 


9205140311 

40 6622 


0204230149* 

PR 


9205070123 

XPORTLIC 


9205070127 

XPORTLIC 


9205080105* 

XPORTLIC 


0204230324* 

PR 


9205010053 

50 387 

P 

9205050275 

50 307 

P 

9205060079 

50-307 

F 

0205070060 

50 387 

R 

9206070060 

50 307 

R 

9205070063* 

50*307 

R 

9205070063* 

50-387 

R 

9205070067* 

50-387 

R 

9205070067* 

50 307 

R 

9205110154 

50 307 

S 

9205130076 

50-307 

S 

9205140317 

50-387 

F 

0205180226 

50 387 

P 

9205100226 

50 387 

P 

9205100232 

50-30/ 

P 

9205100232 

50 307 

P 

9205180252 

50 307 

Q 

9205180252 

50 307 

Q 

9205180270 

50-307 

P 

9205180204 

50 387 

0 

9205180284 

50 387 

0 

9205190010 

50 387 

R 

9205190010 

50 387 

R 

9205220122 

50 307 

P 

9205270003 

50 380 

S 

0205270028 

50 307 

s 

9205280014 

60-307 

p 

9205280016* 

50-307 

p 

9205290278 

50-387 

p 

9206120159* 

50 387 

p 

9205110199* 

50-334 

1 

9205270266* 

CONTRACT 


9204210300* 

PR 


9205010041 

50-277 

s 

9205010111 

50-352 

s 

9205010258 

50-277 

Q 

9205010258 

50-277 

Q 

0205040040 

PR 


9205040149 

60 277 

R 

9205040149 

50-277 

n 

0205040161* 

60-277 

R 

9205040151* 

50*277 

R 

9206040295 

50 387 

S 

9205050177 

50 277 

F 

9206050177 

50-277 

F 

9205050177 

50 277 

F 


CORPORATE SOURCE INDEX 499 


AUTHOR AFFILIATION 


Pillsburgh, Univ of, Piltahurgti, PA 

Plateau Roaources, Ltd. 

Poco Graphite. Inc 
Portland General Electric Co. 


Power Authority of the State of New York 
(New York Power Authority) 


ACCESSION SUBJECT 
NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

HUMBER CATEGORY 


9205050177 50-277 F 

9205050104* 50-277 F 

9205050104* 50-277 F 

9205050193* 60-277 F 

9205 0501 03* 50-277 F 


9205180095 50 286 
9205180332 50 333 
9205190011 50 333 
9205190244 50-206 
9205190244 50-286 


9206050193* 50-277 F 

9205050193* 50-277 F 

9205060005 NUREG 

9205060118 50-277 F 

9205070001 50-277 p 


9206200231 50-333 
9205200266 50-286 
9205210276 50-286 
9205260193 50-333 
9205260207* 50-333 


9205070001 50-277 P 
9205070002* 60-277 P 
9205070002* 50-277 P 
92051 10092 50-277 P 
9205110158 50-277 S 


0205260212* 50-333 
9205260266 50-280 
9205260267* 50-280 
9205270143 50-288 
9205280140 50 288 


9205110162 

60-277 

S 


9205130047 

REGQD 


9205130051 

REGGD 



9205140212 

9205140212 

50 352 

SO 352 

P 

P 

Power Computing Go 


9205280141* SO 286 

9205280143* 50 206 

9206010245* 50-288 

9205060023 TOP REP 
0205060026* TOPREP 


9205140214* 50 352 
9205140214* 50 352 
0205140297 50 352 
9205140297 50-352 
9205140304* 50-352 


P 

P 

F 

F 

F 


Power Hosources, Inc (lormerly SparkIJn 9205130266* 40 8857 

City Nuclear Corp ) 

9205140010 40 8857 

9205140016 40 8857 

9205140020 40 8857 


9205140304* 

50 352 

F 

9205 150 ISO 

[&E 


9205150165 

50 352 

P 

9205150165 

50 362 

P 

9205150167* 

50 352 

P 

9205 150 157* 

60-362 

P 

9205100166 

50 352 

s 

9205180172 

60 352 

S 

0205190014 

50 352 

R 

9205190014 

60 352 

R 

9205190016* 

50 352 

R 

9205190016* 

50 352 

R 

92051 90053 

50-352 

S 

9205190306 

50-277 

R 

9205190306 

50-277 

R 

9206210007 

60 277 

P 

9205210007 

60 277 

P 

9206210176 

SO 277 

F 

9205220130 

50 362 

P 

9206280178 

50 362 

P 

9205260178 

60 362 

P 

9205260188* 

50-352 

P 

9206260180* 

60-362 

P 

9205260204 

50 277 

R 

9205260204 

50 277 

R 

92052 G0245 

50 277 

P 

9205260245 

60-277 

P 

9205260262* 

50-277 

P 

9205260262* 

50-277 

P 

0205270243 

50-277 

F 

0205270243 

60-277 

F 

9205280158 

60-277 

Q 

0205280160 

50-277 

F 

9205290337 

60-352 

F 

9204240050* 

PR 


9205140057 

40-8608 


9205070072 

XPORTLIC 


0205010170 

60-344 

P 

9205010227 

60-344 

S 

9205010235 

50-344 

F 

9205040260 

60-344 

R 

0205040256 

60-344 

n 

9206050008 

60-344 

p 

0205070232 

50-344 

p 

0206110105 

50-344 

s 

9205110196 

50-344 

s 

9205120162 

50-344 

F 

9205160176 

50 344 

n 

9205180241 

50 344 

p 

0205180243* 

50 344 

p 

9205210017 

50-344 

S 

9205210202 

60-344 

s 

9205260099 

60 344 

Q 

9205260102* 

50 344 

Q 

0205050002 

50-3 

R 

92060601 70 

00-333 

F 

9205060186 

50 333 

R 

9205060195 

50 280 

R 

9205110062 

60-286 

H 

92051 2010 S 

50-286 

fl 

9205140000 

60-333 

S 

0205140176 

60 333 

S 

9206180042 

60-322 

G 


President of U S & Exoculiva Offices 

ProuseenEloktra 

Public Service Co. of Colorado 


Public Service Co, of New Hampshire 


Public ServicG Eleclnc & Gas Co of Now 
Jersey 


9205140023 

40 8857 


9205140050 

40 8857 


9205140077 

40 8857 


9205140081 

40 8857 


9205140084 

40 BB57 


9205140110 

40-8057 


9205140143 

40-8057 


9205140149 

40-8857 


9205140100 

40-8857 


9205100356* 

COMMISSIO 

N 

0205100355* 

WASTE MGT 


0204230239* 

PR 


920S0 40200 

50-267 

R 

0205060200 

50-267 

P 

9205060207* 

50-267 

P 

9205130081 

50-267 

Y 

0205180273 

50-257 

F 

9205200026 

50-287 

R 

Q205200329 

50-267 

F 

D2D5270129 

50-287 

P 

9205270131* 

50-267 

P 

0205270249 

60-267 

P 

9204070165 

60-443 

n 

0204220185* 

50 443 

R 

0205D40006 

50 443 

s 

02O5OSOO46 

50 443 

R 

0205060269 

60 443 

P 

9205060272* 

60 443 

P 

9205060273* 

50 443 

P 

9205120162 

50 443 

Q 

92051 BD01 8 

50 443 

S 

9205180187 

50 443 

F 

9205190265 

60 443 

0 

9205190353 

50 443 

R 

9205210229 

50443 

F 

9205290027 

50 443 

K 

9205290261 

50-443 

J 

9204150247* 

PR 


0205010123 

50-272 

P 

0205010123 

50 272 

P 

G205010124* 

60 272 

P 

0205010124* 

50-272 

P 

9206010161 

50 272 

F 

9205010161 

50 272 

F 

9206010161 

50 272 

F 

9206010201 

60 272 

S 

9205010215 

50 272 

R 

9205010215 

50 272 

R 

9205010215 

60 272 

R 

9206010275 

50 272 

R 

9205040073 

60 272 

P 

9205040073 

60 272 

P 

9205040076* 

60 272 

P 

9205040076* 

50 272 

P 

9206040207 

50-272 

P 

9205040302 

50«272 

F 

9206040302 

50 272 

P 

9205040302 

50 272 

F 

9205040311 

50-272 

O 

9205040311 

60 272 

O 

9205040311 

50-272 

Q 

9205040317 

50-354 

R 

0205040320 

60 272 

P 


*0-0-a ‘oCn-C'CtJ TJTJWCOC/J 3WC 



500 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Pulau Electronics Corp 
Pulsar Data Systoms, Inc 
Quivira Mining Co 
fladcliffe Tecnnlcal Service 
Radiology Associates of Erie, PA 

Rao. P S , MD 
Redwood Alliance 
Reed College, Portland, OH 
Rfcliard Williams Archileclure 
Rio Afgom Mining Corp 


Rochester Gas & Eleciric Corp 


Rockford College. Rockford, IL 
Rockwell Inlernatlonal Corp 

RosemounI, Inc 
Rolork Conirofs, fnt? 
SCIENTECH, Inc 
SEC Donohue 


ACCESSION SUBJECT 

HUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


9205040320 

50-272 

P 

0205040320 

50 272 

P 

9205050006 

50 311 

Q 

920505001 1 

50 272 

P 

9205050016 

50-272 

0 

9205050016 

50 272 

Q 

9205050189 

50 311 

S 

9205060157 

50-272 

fl 

9205060167 

50 272 

R 

9205060213 

60 272 

P 

9205060213 

50 272 

P 

9205070042 

50-272 

S 

9205030168 

60 311 

Q 

9205030169* 

60 311 

Q 

9205110059 

50 354 

P 

9205180183 

60 272 

P 

9205180183 

50 272 

P 

9205180184* 

50 272 

P 

9205180184’* 

SO 272 

P 

9205180185’* 

60 272 

P 

020518ai65* 

50 272 

P 

9205180203 

50-354 

P 

9205180207* 

50-354 

P 

9205180304 

50-272 

F 

9205180304 

50-272 

F 

9205180341 

50-354 

F 

9205190006 

50-272 

P 

9205190007 

50-272 

S 

92051 9 0024 

50-272 

s 

9205190302 

50-272 

p 

9205190361 

50-354 

s 

9205200001 

50*354 

R 

9205200244 

50-272 

F 

9205210154 

50-272 

F 

9205210154 

60-272 

F 

9205210169 

50-272 

F 

02052 tOI 59 

50-272 

F 

9205210237 

50-311 

R 

9205210244 

60 272 

R 

9205220001 

50 272 

Q 

0205270097 

50-272 

S 

920527O13S 

50 311 

P 

0205270237 

50 272 

Q 

9205280061 

50 272 

F 

9205280169 

60 311 

P 

9205290012 

50-272 

P 

9205290022 

50*272 

S 

9205290022 

60 272 

S 

9205290209 

50 354 

P 

9205290211* 

50 354 

P 

9205180283* 

CONTRACT 


9205200141 * 

CONTRACT 


9205140146 

40 8905 


9204230219* 

PR 


9205010077 

PRM 


9204230214* 

PR 


9204290098* 

PR 


9205110250 

50 268 

F 

9204270200* 

PR 


9205120301 

40 8064 


9205140064 

40-8084 


B20S290026 

PR 


9204130315* 

PR 


9205060105 

50-244 

P 

9205060108* 

50-244 

P 

9205060110* 

50-244 

P 

9205060117 

50-244 

P 

9205060119 

50-244 

R 

9205070221 

50-244 

S 

9205130145 

60-244 

0 

9205 130 ISO* 

50-244 

Q 

9205130164 

50-244 

Q 

9205130187 

50-244 

F 

0205140277 

50-244 

Q 

9205150037 

60-244 

n 

9205180059 

50 244 

p 

9205200210 

50-244 

Q 

9205210005 

50-244 

0 

0205210016 

50-244 

p 

92052Q0129 

59 244 

s 

0205280195* 

50 220 


9205280195* 

50-220 

1 

0205290003 

50-244 

a 

9204240164* 

PR 


9205010078 

70-25 


9205120147 

1&E 


9205280257 

QA999 


9204300306* 

PR 


9205070137* 

70-1161 



Sacramento Municipal Utility District 


Safety Light Corp 
San Juan Capistrano, CA 
Sandia National Laboratories 
Santa Cruz. CA 

Sargent & Itindy, Inc 
Sassafras Audubon Society 
Science Applications Inlernationat Corp 
(formerly Science Applications, Inc ) 


Scfonlists & Enginaors for Secure Energy 


Seacoasi Anti Pollution League 
Senate 


Senate, Banking. Housing & Urban Affairs 
Sequoyah Fuels Corp 


Shaw, Pittman, Potts & Trowbridge 

Shoehan. Phlnney, Bass & Green, P A 
Shleldalloy Metalfurglcal Corp 


Shoreham-Wading River Central School 
District, NY 


Siemens AG • Berefch Energleorzeugung 
(KWU) 

Siemens Gammasonics, Inc 
Siemens KWU, fnc 

Siemens Nuclear Power Corp (formerly 
Advanced Nuclear Fuels Corp & Exxon 


Sierra Cfub 


Sierra Club Legal Defense Fund, Inc 


Smaf Samaritan Medical Center, 
Milwaukee, Wl (formerly Mt Slnaf Medic 

Sinclair, M P 

Small Business Administration 


9205010144 

50 312 

F 

9205040255 

50 312 

R 

9205110079 

50 312 

G 

9205180002 

50 312 

J 

9205190012 

50 312 

H 

9205190332 

50 312 

P 

9205180070 

PR 


9205060212 

50-206 

F 

9205190252* 

WASTE MGT 


9204290090* 

PR 


9205200117* 

50 373 

P 

9204230180* 

PR 


9204270281* 

PR 


9205080042* 

WASTE MGT 


9205080044* 

WASTE MGT 


920508004B* 

WASTE MGT 


9205080050* 

WASTE MGT 


9205080052* 

WASTE MGT 


9205060090 

50 322 

G 

9205110001 

50-322 

G 

9205110139 

50-322 

G 

9205180178 

50 443 

G 

9204150018* 

PH 


9205190225* 

ORG 


9205190232* 

STATE PRO 

G 

9205210207* 

PR 


9205210250* 

50 255 

H 

9205210263* 

ORG 


9205220027* 

40 8027 


0205220041* 

50-245 

H 

9205280213* 

50-272 

U- 

9204280524* 

PR 


9205040264 

40-0027 


9205050130 

40 8027 


9205050227 

40 0027 


9205050245 

40 8027 


9205060009* 

40 8027 


0205060116 

40 0027 


9205060130 

40 8027 


9205130059 

40 0027 


9205130064 

40 8027 


9205140029 

40 0027 


0205180296 

40 8027 


9205180322 

40-8027 


9205190311 

40 0027 


9205270275 

40-8027 


0205270291 

40-8027 


9205270300* 

40-8027 


920528016B 

40 0027 


9205110079 

50-312 

G 

9205110159 

50-346 

M 

9205100018 

50 443 

G 

9205200267 

40 8948 


9205200076 

40-7102 


9205060090 

50 322 

G 

9205110091 

50-322 

G 

9205110139 

50-322 

G 

9205180173 

NUHEG 


9204280339* 

PR 


9205000072 

NUREG 


9205120195 

REGGD 


9205040102 

70-1257 


9205060179 

70-1267 


9205070184 

70-1267 


9205130061 

71.0240 


9205130067* 

71-9240 


0205130072* 

71-9248 


9205140040 

70-1267 


92051 8006B* 

50 397 

P 

9205210166 

70 1257 


9205290073 

70-1257 


9205290092 

70-1257 


9204230234* 

PR 


0204280205* 

PR 


9204280232* 

PR 


9205110055 

70-3070 


9205110133 

70 3070 


9205220062 

70-3070 


9205290139 

70-3070 


9204230260* 

PR 


9204280405* 

PR 


9205010097* 

CONTRACT 


9205060166* 

CONTRACT 


9205060257* 

CONTRACT 



CORPORATE SOURCE INDEX 501 


AUTHOR affiliation 


Society of Nucloar Medicine 
South Carolina Electric & Gas Co 


South Carolina. Univ of, Columbia, SC 
South Dakota, State of 

Southern California Edison Co 


Southern Nuclear Oporallng Co 


Southwest Flosoarch Institute 
Squire, Sanders & Domps(^ 

Stale, Dept of, Bureau of Oceans & Inti 
Environmental & Scientific Affairs 
Stafislica, Inc, 


Stover & Associates, Ino 
Structural Mechanics Associates 
Susquehanna Valley Atfiance, Lancaster, 

PA 

System Improvements, Inc 

TRW Environmental Safety Syaioma, Inc. 

Technical Research Centre of Finland 


ACCESSIDN SUBJECT 

NUMBER CATEGORY 


9205000065* 

CONTRACT 


0205120263* 

CONTRACT 


9205200060* 

CONTRACT 


9206200141* 

CONTRACT 


0205290308* 

CONTRACT 


9205290069 

PRM 


9205070017 

NUBEG 


9205000093 

50 395 

F 

9205000117 

50 395 

R 

9205110071 

50 305 

H 

9205110107 

50 395 

K 

9205180049 

50 395 

H 

9205190314 

50 395 

F 

9205260084 

50 395 

K 

9205260130 

l&E 


9205200120* 

CONTRACT 


9204200074* 

PR 


920420031 1 * 

PR 


9204230140* 

PR 


9204240132* 

PR 


9205040167 

50 208 

P 

9205040220 

50 206 

P 

9205040222* 

50 206 

P 

0205040224* 

50-206 

P 

92050402 06 

50-206 

R 

0205050003 

50 361 

P 

9205050010 

50 205 

P 

9205050035* 

50-205 

P 

0205050045* 

50-205 

P 

9205050223 

50 206 

F 

9205050223 

50 206 

F 

9205050318 

50 206 

S 

9205130106 

SO 206 

V 

9205140265 

SO 361 

Q 

9205100249 

60 206 

P 

9205160335 

60 206 

V 

9205190214 

50 206 

F 

9205200130 

50 206 

P 

0205200144 

60 206 

1 

9205200144 

60-206 

1 

9205200144 

50-206 

1 

9205200144 

50-206 

1 

0205200204 

60-361 

V 

9205200277 

50-206 

s 

0205200326 

50-206 

F 

9205200320 

50-206 

F 

920520032G 

60-206 

F 

920521 0260 

60-361 

8 

9205210270 

60-361 

P 

9205260011 

50-361 

P 

9205260040 

50-206 

r 

0205260040 

50-206 

F 

0205260096 

50-361 

S 

92052601 50 

50-206 

R 

9205260162 

60-361 

R 

92Q5260264 

50-361 

a 

9205280051 

60-206 

p 

9205010253 

50 364 

s 

9205040216 

50 34G 

p 

9205040216 

50 346 

p 

0205040246 

60 346 

F 

9205040248 

50 346 

F 

0205040296 

50 346 

R 

9205050267 

50-364 

P 

0205000026 

50-346 

H 

9205000026 

50 340 

H 

9206120176 

60-340 

Q 

0206120176 

50-348 

Q 

0205120261 

50-364 

Q 

0205160007 

60 346 

P 


0205160007 60'34a P 

0205160176 60'34a B 

9206160170 60 364 R 

9206190175 60'340 H 

9205220149 60-348 F 

0204230162* PR 

6205110150 50 346 M 

0206200292 XPORTLIG 

9205010097* CONTRACT 

0206000065* CONTRACT 
0206120263* CONTRACT 
0205130200^ 70-3073 

0205070040* 71-0244 

0204230237* PR 


6206140064* CONTRACT 
0205140205 WASTE MGT 
9205140240 NUREQ 


AUTHOR AFFILIATION 


tVTT) 

Technical Speclallies, Inc 
Tcledyne Energy Systems 
Teledyne Isotopes 


ToJedyne Wah Chang Albany Cfo/marJy Wah 
Chang Corp ) 

Tennessee Valley Authority 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


9205290395* 

CONTRACT 


9205280256 

71 307 


9205040003* 

50 331 

R 

9205040004* 

50 331 

R 

9205070205“ 

50 263 

R 

9205110234 

KPORTLIC 


9205150192* 

xportlic 


9205010154 

SO 390 

S 

02060 102 56 

50-260 

S 

9205010276 

50-390 

R 

9205040053 

PH 


9205040122 

50-259 

R 

0205040234 

50-327 

Q 

9205040263 

50-327 

R 

9205040322 

50-259 

P 

9205040322 

50-259 

P 

9205050001 

50-327 

S 

0205050199 

50-259 

P 

9205050109 

50 259 

P 

9206050199 

60 259 

P 

9205050252 

50 390 

A 

0205050252 

50 390 

A 

9205050313 

50 390 

O 

9206060003 

NUREG 


9205060099 

50 269 

F 

9205060120 

50 390 

A 

9205060120 

50 300 

A 

9205060132 

50 250 

F 

9205060132 

60 259 

F 

9205060132 

50 259 

F 

9205060132 

50 259 

F 

9205060132 

50 259 

F 

9205070116 

SO 269 

Q 

9205080006 

70-2910 


9205060009 

50-390 

A 

9205060019 

50-390 

S 

0205060037 

60-327 

H 

0205110006 

SO 390 

K 

0205110006 

50-391} 

K 

9205110000 

50-390 

K 

02051100 BO 

50-390 

K 

9205110147 

60-326 

P 

0205110182 

50-259 

P 

9205110103 

50-327 

a 

9205110103 

50-327 

a 

92051 1D253 

50-259 

p 

9205130124 

50-327 

p 

0205140183 

50 327 

K 

0205150077 

50 259 

F 

9205150077 

SO 259 

F 

9205160029 

50-327 

P 

0205160028 

50 327 

P 

8205160031* 

50 327 

P 

9205180031* 

50-327 

P 

9205100050 

50 260 

Q 

9206160116 

50 32B 

S 

9205160127 

50 320 

S 

9205180210 

50 259 

F 

9205180210 

50 259 

F 

9205190035 

50-390 

Q 

9205190043 

50 327 

S 

9205190339 

50 259 

R 

9205190339 

50 259 

R 

9205190339 

60-259 

R 

9205200297 

50 260 

P 

9205200307* 

50 260 

P 

9205210011 

50 390 

H 

9205210011 

£0 390 

H 

9205210012 

60 327 

F 

9205220171 

60 259 

Q 

02O52&t>t)O5 

50 327 

S 

0205200005 

so 327 

S 

0205200193 

50 327 

R 

0205260193 

50-327 

R 

9205260255 

50-300 

Q 

0205260255 

50-300 

Q 

0205270005 

60-390 

A 

0205270007' 

50-390 

A 

€205270253 

50-259 

P 

0205270253 

60-259 

P 

9205270253 

BO-259 

P 

9205270315 

60-327 

F 

0205270327 

60-390 

S 

9205280169 

50-327 

S 

9205200234 

50-327 

P 

9205290234 

50-327 

P 

0205290236* 

60-327 

P 



502 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATtON 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


920529023S* 

50-327 

P 


9205150207 

50 483 


9205290303 

50-327 

P 


9205180204 

50 483 


9205290303 

50 327 

P 


9205180263 

50 483 


9205290305» 

50 327 

P 


9205180265* 

50 483 


9205290305* 

50-327 

P 


9205180266* 

50 483 


9205290312 

50 327 

P 


9205190170 

)&E 


9205290312 

50 327 

P 


9205190330 

50-483 


9205290313* 

60-327 

P 


9205190337 

50 483 


9205290313* 

50 327 

P 


9205210002 

50 483 


9205290326 

60 259 

F 


9205260261 

50 483 


9205290326 

50 259 

F 


9205260262* 

50-483 


0205290326 

50-250 

F 

Union of Concerned Scientists 

9204280078* 

PR 


9205200332 

50 259 

F 

Union of Soviet Socialist Republics 

9205280180 

REVIEW GR 

Tennessee, Slate of 

9205140157 

50 259 

F 

United Kingdom Atomic Energy Authority 

9205140254 

NUREG 

Texas ASM Univ , Coflege Station, TX 

9205130039 

50 126 

Q 

United Nuclear Corp (subs of UNC, Inc 

9205130135 

71 6 

Texas UlEilies Co 

9205110181 

PR 



9205140139 

40-8907 


9205150113 

fAE 



9205260035 

70-371 

Texas Utifilies Electric Co (TU 

9204130341^ 

PR 


United Stales Testing Co , Inc 

9205210006 

71-9185 

Electric) 




United Steelworkers of America 

9204130334* 

PR 


9205050062 

50-445 

0 

United Transportation Union 

9204240085* 

PR 


9205050062 

50-445 

Q 

Universal Testing, Inc 

Universita' Degli Sludi Di Pisa, Pisa, 

9205060202 

71-6717 


9205050071 

50-445 

Q 

92051 QO 166 

NUREG 


9205050071 

50-445 

0 

Italy 




9205050241 

50-445 

S 

University Hosps of Cleveland, 

9204230214* 

PR 


9205050242 

50-445 

P 

Cleveland. OH 




9205060116 

50-445 

R 

Utah State Univ , Logan, UT 

9205200223* 

REVIEW GR 


9205070216 

50-445 

Q 

Vermont Yankee Nuclear Power Corp 

9204230330* 

PR 


9206070296 

50-445 

P 

9205040141 

50-271 


02050B0176 

50-445 

F 


9205040193 

60-271 


9205120201 

50-445 

S 


9205040291 

50-271 


9205130005 

50-445 

F 


9205050195 

50-271 


9205180179 

50-446 

S 


9205060103 

60-271 


9205190250 

50-445 

S 


9205060230 

50 271 


0205190308 

50-445 

R 


9205140204 

50 271 


9205190321 

50-446 

A 


9205150140* 

50 271 


9205220054 

50-445 

F 


9205180305 

50-271 


9206220054 

50-445 

F 


9205210190 

50-271 


9205270229 

50-445 

P 


9205220111 

50 271 


9206270229 

50*445 

P 


9205260194 

60 271 


9205270231* 

50-445 

P 


9205290262 

50 271 


9206270231 * 

50-445 

P 


9205200265 

50 271 


9205260024 

50-446 

P 

Veterans Admin Medical Center, 

9205180003 

PRM 


9205250024 

50-445 

P 

Milwaukee, Wl (formerly listed at Wood, 
Virginia Power (Virginia Electric & Powe 



Texas, Slate of 

9205290239 

50-445 

Q 

9204030005 

50 339 

9204130252* 

PR 


Co) 




9204200378* 

PR 



9204200045* 

50-339 


9205010017 

PRM 



9205040106 

50-336 

Texas, Univ. of, San Antonio, TX 

9205180129 

PRM 



9205040154 

50-280 

9205180118 

PRM 



9205040154 

50-260 

Thermal Science, Inc. 

9205220152 

QA999 



9205040154 

50-280 

Thermo Electron Corp 

9204240158* 

PR 



9205040236 

50-260 


9205200 H 6* 

PT21 



9205040251 

50-200 

Three Wife fsfancf Alert 

9205200147* 

PT21 



9205040251 

50-260 

9204240110* 

PR 



9205040321 

50-33B 

Toledo Edison Co 

9204160256* 

PR 



9205050061 

50-336 


9205050235 

50 346 

S 


9205050061 

50-338 


9205110150 

60-346 

M 


9205050068 

50-338 


9205110204* 

50-334 

1 


9205050076* 

50-338 


9205110280 

50-346 

S 


9205050076* 

50-338 


9205130045 

50-346 

S 


9205050208 

50-200 


9205100040 

50 346 

R 


9205050302 

50-330 

Toial Minerals Corp 

9205270070 

SO 346 

S 


9205050302 

50-338 

9205140031 

40 8502 



9205060232 

50 338 


0205140088 

40-8502 



9205060279 

50 338 


9 2051 40090 

40-8502 



9205060270 

50 338 

Touche Rosa & Co 

9205150241* 

CONTRACT 



9205070005 

50-338 

Transnucleer, Inc 

0205130166 

72-1005 



9205070005 

50-338 

Trans wall Corp 

9205100124* 

CONTRACT 



9205070006* 

50 336 

U S Ecology, Inc (formerly Nuclear 

0205050133 

27-48 



9205070006* 

50-338 

Engineering, Inc.) 





9205070149 

50 339 


9205050139* 

27-46 



9205070166 

50 339 


0205180294* 

CONTRACT 



9205110041 

NUREG 


0205200196 

71-268 



9205140033 

REGGD 

US Embassies 

9205200199* 

71-268 



9205140101 

50-280 

9205070113 

XPOHTUC 



9205140145 

60-339 

U.S Postal Service 

92042B0226- 

PR 



9205140147* 

50-339 

UMETCO Minerals Corp 

92042B0436* 

9205050153 

PR 

40 299 



92051401 B6 
9205140255 

50-281 

50-339 


9205120275 

40 8661 



9205150128 

REGGD 


9205120304 

40 299 



9205180061 

PR 


9205130049 

40 0661 



9205190002 

50 280 


9205140052 

40 299 



9205190002 

50-280 


9205140153 

40 8661 



9205190030 

50-330 

US Council for Energy Awareness 

9205140160 

40 8661 



9205190051 

50-338 

9205220105 

NUREG 



9205190051 

50-33B 

Union Efectric Co 

9204240303* 

PR 



9205190266 

60-280 


9204280116* 

PR 



9205190269 

50 338 


9205040281 

50-403 

R 


9205190269 

50 338 


9205140051 

NUREG 



9205200296 

50 339 
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CORPORATE SOURCE INDEX 503 


AUTHOR AFFILIATION 


Virgino, Univ of, Charlottesville, VA 

W n Grace & Co 

Wadman & Associates 

Washington Public Power Supply System 


Washington, State of 

West Valley Nuclear Sorvicos Co., Inc 


West Virginia, State of 
Western Governors' Association 
Wo stern Nuclear, Inc 


Woslex Co , Inc 
Weslinghouso Efeclnc Corp 


ACCESSION SUBJECT 
NUMBER CATEGORY 


9205200313 

50O3B 

P 

9205210131 

50-280 

Q 

9205210131 

50-230 

Q 

9205210131 

50-280 

Q 

9205220071 

50 230 

S 

9205220096 

50 230 

S 

9205220123 

50 338 

P 

9205220145 

50 230 

F 

9205260174 

50 330 

S 

9205270174 

50 230 

P 

9205270174 

50 230 

P 

9205270163 

50 230 

Y 

9205270213 

l&E 


9205280147 

50 338 

F 

0205290193 

50 338 

P 

9205060203 

50 62 

P 

9205110163 

50 62 

P 

9205130217 

50 62 

R 

9205140005 

50 62 

P 

920424029 B* 

PR 


9204070260* 

PR 


9204150143* 

PR 


9204230130* 

PR 


9204270403* 

50 397 

n 

9205010255 

50 397 

V 

9205010256* 

SO 3D7 

V 

9205040157 

SO 397 

V 

9205040301 

50 397 

R 

9205050080 

50 397 

0 

9205110193 

60 397 

F 

9205130060 

50 397 

R 

9205 130249 

50 397 

R 

920S1800G5 

50 397 

P 

9205190067 

50 397 

S 

9205200041 

50-307 

P 

9205200219 

50-397 

S 

9205200222 

50-307 

S 

9205200226 

50-397 

Q 

9205200279 

50-307 

P 

9205200301 

50-397 

K 

9205210030 

50-397 

P 

9205210290 

50-397 

R 

920S270307 

50-397 

P 

9205260154 

50-397 

S 

9205260162 

60*397 

S 

9205290100 

50-307 

P 

9205290103* 

50-397 

P 

0205010081 

PRM 


9205110216* 

PR 


9205040196 

PROJ 


9205070164* 

PROJ 


9205130172 

PROJ 


9205130174* 

PROJ 


9205210110 

PROJ 


9205270226* 

PROJ 


9205270230* 

PROJ 


9205200303 

40 8820 


9205010125* 

COMMISSIO 

N 

9205050230 

40-1162 


9206050294 

40 1162 


9205130262 

40 1162 


9205 1400 83 

40 1162 


9205140104 

40-1162 


9205220210 

PT21 


9204070267* 

PR 


9204240076* 

PR 


9205010002 

71 6400 


920501000 5* 

71 6-100 


9205040033 

NUHEG 


9205040059 

PR 


9205040210 

TOPREP 


9205040221* 

TOPJIEP 


9205040299* 

60-272 

P 

0205050014 

PT21 


9205050306 

PROJ 


9205050309* 

PROJ 


9205060236* 

50 33B 

P 

9205060240* 

50 338 

P 

920S06025D 

PT2t 


9205070069* 

50 423 

P 

9205070070* 

60 423 

P 

9205070077* 

50 423 

P 

92050700BO* 

50 423 

P 

9205070128 

70-1151 


9205110119* 

NUREG 


9205130123 

TOPREP 


9205130149* 

TOPREP 


920B130161* 

TOPREP 


9206130164* 

TOPREP 



AUTHOR AFFILIATION 


Woslinphouse Oporalmg Plants Owners 
Group 

Wheaton Medical Clinic, Wheaton, IL 
Whilakor Foundation 
William Beaumont Hosp , Royal Oak. Ml 
Winalon* Slrawn 


Wisconsin Electric Powor Co 


Wisconsin Public Service Corp 


WiaconsFn, Slate of 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

9205130165* 

TOPREP 

9205130167* 

TOPREP 

9205130168* 

TOPREP 

9205130214* 

TOPREP 

9205130220* 

TOPREP 

9205130227* 

TOPREP 

9205130240* 

TOPREP 

9205130245* 

TOPREP 

9205130250* 

TOPREP 

9205130255' 

TOPREP 

9205130260* 

TOPREP 

9205130264* 

TOPREP 

9205130270* 

TOPREP 

9205130273* 

TOPREP 

9205130276* 

TOPREP 

9205130278* 

TOPREP 

9205130265* 

TOPREP 

9205130290* 

TOPREP 

9205140013* 

TOPREP 

9205140017* 

TOPREP 

9205140022* 

TOPREP 

92Q51 40025* 

TOPREP 

9205140030* 

TOPREP 

9205140034* 

TOPREP 

9205140041* 

TOPREP 

9205140046* 

TOPREP 

9205140252 

TOPREP 

9205140253* 

TOPREP 

9205140276* 

50 213 

9205140201* 

50 213 

92051 402B5* 

60 213 

9205140260* 

50 213 

9205150172 

71-9239 

9205190038* 

SO 390 

9205200009* 

50 499 

9205200011* 

50-499 

9205200052 

71-9239 

9205200317* 

50 33B 

9205200319* 

50-33B 

9205210295 

70-1151 

920S270191 

PR 

9205280234 

50-22 

9205280270 

TOPREP 

9205290019 

NUREG 

9205050261 

TOPREP 

0205130303* 

CONTRACT 

9205200191 

40-7456 

9265010026 

PRW 

9205010158 

40-0724 

9205010183 

40-0724 

9205030068 

50-34B 

9205060114 

40-8724 

9205030129* 

40-8724 

6205080043 

PR 

0203110025 

70-3070 

6205 110031 

70-3070 

62051 101OO 

50-322 

6206110114 

50-348 

6205150092 

50-348 

6205220015 

70-3070 

6205220030 

50 348 

0205220044 

70-3070 

0204230331* 

PR 

9205040212 

50-301 

9205040214* 

50-301 

6205120003 

50-266 

0205210270 

50-260 

9205220003 

50-266 

9205220168 

50 266 

6205220168 

50-266 

6205220173* 

60-266 

9205220173* 

50 260 

G206040021 

NUREG 

D205D40288 

60-305 

0205040315 

60 305 

9205120112 

60 305 

9205140117 

50-305 

6205140119 

50 305 

6205140121* 

60 305 

9205140303 

50-305 

9205160005 

50-305 

9205160196 

50-305 

9205160247 

50-305 

9205200310 

50-305 

9205260223 

50-305 

9205270002 

50-305 

9205270178 

50-305 

9204230030* 

PR 
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AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFF1UATION 

NUMBER 

CATEGORY 




S20423021?* 

PH 




9204240195* 

PR 


X Ray Inspeclion. Inc 

Yankee Alomic Electric Co 

Wisconsin, Univ of, Milwaukoe, Wl 

9205210122 

PR 


Wolf Croek ^^u-cEear Oporaling Corp 

9205010054* 

50 482 

0 

920501 0260 

50 432 

J 



9205D40200 

50 462 

R 



9205050339 

50 402 

R 



9205060162 

50 402 

P 



9206160048 

50 402 

Q 



9205190045 

50-402 

R 



9205190197* 

50-482 

0 



9205260200 

60-402 

S 



9205270033 

50-482 

P 



9205270042 

50-402 

s 



9205270100 

50-402 

p 



920&2902B1 

50 482 

s 


Worsham, Forsytho. Samp els S Woolnd^a 
(tormorly Worsham, ForsyUno & Sarjip&lsj 

9205260129 

50 445 

PROJ 

M 


Wyommg, Siale of 

9205070012 



9205140007 

40 6857 




9205140073 

40 6857 




ACCESSION 

NUMBER 

9205140006 
9205140130 
02051 B0064 
92042000B6‘ 
9205040063 

9205040150 

9205040161’ 

9205040294’ 

9205060256 

9205060276’ 

9205070023 

9205130170 

9205130171 

9205140162 

9205140203 

9206180207 

9206190003 

9205190220 

9206190267 

9206190260* 

9205190270’ 

9205290045 


CAT£«ony 

40 09G1 
40 4402 
7V0032 
PR 

50*20 

50*20 
50-20 
50-271 
50 20 
50 440 

50 20 
50 29 
50 29 
50 29 
50 29 

59 20 

60 20 


50 29 

50 20 
50 29 


It 


F 

F 

n 

V 

V 

V 
F 
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The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

15737-2-003-10^ ROfl 

9205130141* 

50-320 

P 3170-011 

23A7147 ROO 

9205290318* 

50 440 

P 

307-0200 001 ROl 

9205200106* 

50-373 

P 

3C7-0290 001 ROl 

9205200105* 

50 373 

P 

3C7-0290 002 ROl 

9205200108* 

50 373 

P 

3C7-0300-001 ROl 

9205200115* 

50 373 

P 

3C7-O390 002 ROl 

9205200112* 

50-373 

P 

92-00 

9205060296* 

WASTE MQT 

HLWR 

AECL5181 

9205130309* 

PROJ 


AECL-5553 

9205130305* 

PROJ 


AECL-5914 

9205130299* 

PROJ 


ATD 0117 ROO 

9205200110* 

50 373 

P 

BAW-2148 ROl 

9205200209* 

50 295 

P 

CDC-92-076 

9205040299* 

50 272 

P PSK 92-01 1-0 

CE 0019 

9205050076* 

50 338 

P 

COE 030992 01 OC 

9205130307* 

50 219 

0 

COE 030992 01SOC 

9205200276* 

50-219 

Q 

COD 055096 ROO 

9205200117* 

50-373 

P 

OCTR 12 ROO 

9205220144* 

52-2 


EA-A-NL-92-0 12-01 RO 

9205050230* 

50-255 

P 

eA-A-NL-92-012 03 RO 

9205050234* 

50-255 

P 

EA PAH-9 1-05 ROO 

9205050236* 

50-255 

P 

EGG HFRU-10220 

9205260110* 

50-202 

S 

EMF-92-040 APP 0 

9205180060* 

50-397 

P 

HQ'02 02 

9205260100* 

WASTE MGT 

HLWR 

N 915047 

9204090001 * 

PR 

AA3fl 2 0222 

NENS/OSAnT/07/12 

0712100314* 

PR 

AA38 2 0149 

NISTIR 4707 

9205200296* 

ORG 


NRG 2673 

9205200180 

REVIEW GR 

P 

NUREG-0540 V14 N02 

9205140220 

NUREG 


NUREG 0750 V34 (02 

9205150000 

NURE6 


NUREQ 0750 V35 N02 

0205150078 

NUREG 


(NUflEQ-1125 V13 

0205140216 

NUREG 


NUREG-126e V06 

9205200069 

NUREG 


NUREQ 1414 

0205140213 

NUREG 


NUREG-1419 

0205180143 

NUREG 


NUnEG/BR0125 V03 N1 

0205100136 

NUREG 


NUREG/BR-0125 V04 N1 

0205180137 

NUREG 


NUBEG/BR-0160 ROl 

9205270004 

NUREG 


NUBEG/CR 4219 V08 N2 

0205160011 

NUREG 

ORNL/TM 9593 

NUBEG/CR-4599 VOt N2 

0205200073 

NUREG 

BMI2173 

NUBEG/CR-4753 VOS 

9205270006 

NUREG 


NUBEG/CR-5114 

9205180160 

NUREG 


NUBEQ/CR-5604 VOI 

9206270010 

NUREG 

EGG-260a 

NUHEG/CR-5604 V02 

9205270067 

NUREG 

EGG -260 B 

NUBEG/Cn.5604 V03 

9205270071 

NUREG 

EGG 2608 

NUREG/CR-5633 

9205140204 

50-250 

Q PNL-74B4 

NUREG/CR-5732 

9205150087 

NUREG 

ORNL/TM 1 1661 

NUBEQ/CR-5744 

9205180180 

NUREG 

EGG -2649 

NUBEQ/CR.5745 

9205160177 

NUREG 

EGG 2650 

NUREG/CR-5821 

9205140207 

50-305 

Q PNL-7724 

NUREG/IA-0040 

9205150004 

NUREG 

rCSP LP‘FP-2 

NUnEG/jA-0057 

9205180173 

NUREG 


NUREG/IA-0058 

9205140264 

NUREG 

AEEW R2435 

NUBEG/IA-0059 

9205140248 

NUREG 


NUREGyiA-0069 

0205140233 

NUREG 


NUBEQ/IA 0070 

9205160101 

NUREG 


NUREG/IA0077 

9205140240 

NUREG 


NUREG/IA0004 

9205180166 

NUREG 

m 163 iOO) 

Oia791A-07 

9205080084 

ORG 


PGE-1 006-91 

9205040268 

60 344 

R 

PQE-1 009-91 

9205040250 

50 344 

R 

PMPR 92-08 

9205290221 * 

WASTE MQT 

HLWR 

RlL-t70 

92Q5040210 

ORG 


RSA-Q-86 01 

0205220226* 

50-237 

P 

RTL-ENV‘91-ai 

9205010216 

50-272 

R NLR-N92037 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


REPORT NUMBER 

ACCESSION 

t SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

SECY-B6 048 

0603240309* 

PR 

56FR23360 

SECY afl-325 

0012060205 

SECY 


SECY 89-29B 

89100E0085 

SECY 


SECy-90 051 

9003060143 

SECY 


SECV-92.065 

9203020250 

SECY 


SECY 92 0 06 

9203190210 

SECY 


SECY-92 087 

0203200339 

SECY 


SECY 92 089 

9203200079 

SECY 


SECY 92-099 

9203250214 

50-443 

P 

SECY 92-115 

9204070130 

SECY 


SECY 92-118 

9204130360 

SECY 


SECY-92- 120 

9204200184 

SECY 


SECY.92-122 

9204200187 

SECY 


SECY-92- 126 

9204160200 

SECY 


SECY 92 127 

9204160076 

SECY 


SECY 92-130 

0204160070 

SECY 


SECY 92 131 

9204170160 

50 424 

P 

SECY 92 133 

9204200063 

SECY 


SECY 92 134 

9204200254 

SECY 


SECY-92- 135 

9204200256 

SECY 


SECY-92- 140 

9204210306 

SO 322 

P 

SECY-92- 141 

9204210316 

SECY 


SECY-92- 144 

9204270508 

50 444 

M A 

SECY-92-145 

9204270007 

SECY 


SECY-92- 150 

9204200370 

50 322 

P COMJC 62-002 

SECY-92- 151 

9204290361 

50 443 

P GL-BB-29 

SECY-02- 163 

9205010142 

SECY 

GL-B7.02 

SECY-92‘154 

9205010163 

SECY 


SECY-92.166 

9205040269 

60 443 

P 

SECY.92.IS6A 

9205210261 

60 443 

P 

SECY.92 164 

920511 0254 

COMMISSI 0 

N 

SECY 92-170 

9205260120 

SECY 


SECY-92 172 

920529D0S0 

SECY 


SECY 92-178 

9205180209 

COMMISSI 0 

N 

SECY-9M80 

9205290276 

COMMtSSIO 

N 

TER 3232 019 n04 

9205100258* 

so 320 

P 

TR-O-MCO-OOl 

9205220216* 

50 285 

P 

WCAP 13003 

9205070077* 

50 423 

P 

WCAP-13057 

9205070080* 

60 423 

P 

WCAP-13182 

9205200009* 

50 499 

P 

WCAP-13261 

9205200011* 

50 499 

P 

WGAP-13256 ROl 

9205200319* 

50 338 

P SG 92-04 017 

WCAP-1326G ROl 

9205130161' 

TOPREP 


WCAP-I32e3 ROO 

9205130184' 

TOPHEP 


WCAP-13285 ROO 

9205130165' 

TOPREP 


WCAP-132a7 ROO 

9205130167' 

TOPREP 


WCAP-13289 

9205130160* 

TOPREP 


WCAP-13201 ROO 

9205130214* 

TOPREP 


WCAP.13293 ROO 

9205130220’ 

TOPREP 


WCAP-ia295 

9205130227* 

TOPREP 


WCAP-13297 

9205130240* 

TOPREP 


WCAP-13299 

9205130245* 

TOPREP 


WCAP-13308 

9205130260* 

TOPREP 


WCAP-13308 

9205130255* 

TOPREP 


WCAP-13310 

9205130260* 

TOPREP 


WCAP-i33l2 ROO 

0205130264* 

TOPREP 


WCAP-13314 

9205130270- 

TOPREP 


WCAP.13316 ROO 

9205130273* 

TOPREP 


WCAP- 1331 6 ROO 

9205130278* 

TOPREP 


WCAP-133gO 

9205130270* 

TOPREP 


WCAP-13321 ROl 

9205140046* 

TOPREP 


WCAP-13322 

9205140041* 

TOPREP 

P SG 92 04 023 

WCAP-13327 

9205060240* 

50-338 

WCAP-13329 

9205140034* 

TOPREP 


WCAP-13340 ROl 

9205140025* 

TOPREP 


WCAP-13341 ROl 

9205140022* 

TOPREP 
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REPORT NUMBER 

ACCESSION 

1 SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

WCAP 13343 ROO 

9205140017* 

TOPREP 


WCAP*13345 R02 

9205140013* 

TOPREP 


WCAP-13347 

9205200136* 

50 206 

P 

WCAP-13352 ROO 

9205130290* 

TOPREP 


WCAP-13354 

9205130285* 

TOPREP 


WCAP13331 

9205140030* 

TOPHEP 


WY 062 02^035 

9205140103* 

40-8857 


WY 062-09*030 

9205140099* 

40 0857 


XVSB4ie75 R01 

9205280177* 

PROJ 



REPORT NUMBER 

ACCESSION 

NUMBER 

SUB- 

JECT 

CATE- 

GORY 

OTHER REPORT 
NUMBER 

YA EC-1 847 

9205060276* 

50 443 

P 

YMP-91 04 

9205180008 

WASTE MGT 

HLWR 

YMP-92 12 

9205180258* 

WASTE MGT 

HLWR 

YMP 92-12 

9205180208 

WASTE MGT 

HLWR 

yMP-92-13 

9205190318* 

WASTE MGT 

HLWR 

YMP SR 92 007 

9205130291* 

WASTE MGT 

HLWR 

YMP-SR 92-008 

9205040179* 

WASTE MGT 

HLWR 

YMP-SR-92-011 

9205180240* 

WASTE MGT 

HLWR 

YMP/CC-0002 R04 

9205290275* 

WASTE MGT 

HLWR 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A, 


ACCESSION NUMBER 



ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEOOBY 

0400310085 

0204060310 

92/02/25 

PR 

0504220322 

9204060310 

92/02/25 

PR 

0508020278 

9204060310 

02/02/26 

PR 

0602120515 

9204060310 

92/02/26 

PR 

0603240347 

9204060310 

92/02/26 

PR 

0603240369 

9204060310 

92/02/26 

PR 

06Q3250208 

0204060310 

92/02/25 

PR 

0603250275 

0204060310 

92/02/26 

PR 

0603250206 

9204060310 

92/02/25 

PR 

0603250381 

9204060310 

92/02/26 

PR 

0605070430 

0204060310 

92/02/26 

PR 

8605160627 

0204060310 

92/02/25 

PR 

6611130377 

9204060310 

92/02/25 

PR 

8701260265 

0204060310 

92/02/25 

PR 

6701280280 

0204060310 

92/02/25 

PR 

6702240034 

9205070245 

92/03/04 

NUREG 

8704150098 

9204060310 

92/02/25 

PR 

6712100314 

9204060310 

92/02/25 

PR 

8802260117 

9204060310 

92/02/26 

PR 

6803210352 

0204060310 

92/02/26 

PR 

8803300481 

9204060310 

92/02/26 

PR 

6005250382 

9204060310 

92/02/25 

PR 

6809220021 

9204060310 

92/02/25 

PR 

8600280100 

9204060310 

92/02/25 

PR 

6809300170 

9204060310 

92/02/26 

PR 

8901300338 

9204060310 

02/02/25 

PR 

6902090466 

9204060310 

92/02/25 

PR 

8902270444 

9204060310 

92/02/25 

PR 

6903210080 

0204000310 

92/02/25 

PR 

0904190207 

9204060310 

02/02/25 

PR 

0905240560 

9204060310 

02/02/25 

PR 

0900160045 

9204080310 

02/02/25 

PR 

0GQG22QQ65 

9204060310 

92/02/25 

PR 

0906290452 

9204060310 

92/02/25 

PR 

0907060091 

9205070245 

02/03/04 

NUREG 

6910120217 

9204000310 

92/02/26 

PR 

6912220043 

9204060310 

92/02/25 

PR 

90Q3060277 

9204060310 

92/02/25 

PR 

0005210135 

9204060310 

02/02/25 

PH 

9005290081 

9204060310 

02/02/25 

PH 

9012280051 

9205200055 

02/06/14 

WASTE MGT 

9101220141 

9204060310 

02/02/26 

PR 

9103280047 

0205070245 

92/03/04 

NUREG 

9104250038 

9205270301 

92/05/12 

ORG 

9105230087 

9204080310 

92/02/25 

PR 

91 10220297 

9205050164 

92/04/03 

62-1 

9111140109 

9205120124 

02/04/28 

60-269 

0204030164 

9205050134 

02/04/10 

60-395 

9204060346 

02O4O6O31Q 

02/02/26 

PR 

9204060307 

9204060310 

92/02/26 

PR 

9204060300 

9204060310 

92/02/25 

PR 

0204070001 

9204060310 

92/02/25 

PR 

9204070014 

9204060310 

92/02/26 

PR 

9204070015 

9204060310 

92/02/25 

PR 

9204070021 

9204060310 

92/02/26 

PR 

9204070036 

9204060310 

02/02/26 

PR 

9204Q70042 

9204060310 

92/02/26 

PR 

9204070052 

9204060310 

92/02/26 

PR 

9204070071 

9204060310 

02/02/26 

PR 

9204070076 

9204060310 

92/02/25 

PR 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACflS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9204070085 

9204060310 

0P/OB/26 

PR 

020^070128 

9204060310 

02/05/25 

PR 

0204070132 

9204060310 

02/02/25 

PR 

9204070140 

9204060310 

02/02/25 

PH 

0204070150 

9204060310 

92/02/26 

PR 

9204070164 

9204060310 

02/02/26 

PR 

0204070174 

9204080310 

02/02/26 

PR 

0204070107 

9204060310 

02/02/25 

PR 

0204070231 

9204060310 

02/02/25 

PR 

0204670251 

9204060310 

02/02/26 

PR 

0204070267 

9204060310 

02/02/25 

PR 

9204970274 

9204060310 

02/02/25 

PR 

9204070280 

9204060310 

02/02/25 

PR 

9204070285 

9204060310 

02/02/25 

PR 

9204000666 

92040603 10 

92/02/26 

PR 

9204089023 

9204060310 

02/02/25 

PR 

9204000952 

9204060310 

02/02/26 

PR 

02040 800S9 

9204030310 

02/02/25 

PR 

9204080971 

92040003 1 0 

02/02/25 

PR 

9204080978 

92040603 1 0 

02/02/26 

PR 

9204080084 

9204060310 

02/02/25 

PR 

9204080129 

9204060310 

02/02/25 

PR 

0204080140 

9204060310 

02/02/25 

PR 

9204080152 

9204080310 

02/02/25 

PR 

9204080161 

92040603 1 0 

02/02/25 

PR 

9204080176 

0204060310 

02/02/25 

PR 

9204060165 

9264060310 

02/OS/25 

PR 

9204060216 

9204060310 

02/02/25 

PR 

0204060226 

9204060310 

02/02/25 

PR 

9204080232 

9204060310 

02/02/Z5 

PR 

0204080237 

92040603 1 0 

02/02/25 

PR 

0204080244 

9204060310 

02/02/25 

PR 

9204080250 

9204060310 

£>2/02/25 

PR 

92040602&6 

9204060310 

92/02/25 

PR 

0204080268 

9284060310 

02/02/25 

PR 

9204080271 

9204060310 

02/02/25 

PR 

0204000314 

9204960310 

02/02/26 

PR 

0204090001 

9204960310 

02/02/26 

PR 

9204090006 

0204060310 

02/02/26 

PR 

9204090012 

0204060310 

02/02/25 

PH 

9204090023 

920406031 0 

02/02/26 

PH 

9204090031 

920406031 0 

GP/02/25 

PH 

9204090055 

9204060310 

02/02/26 

PH 

9204090066 

9204060310 

02/02/26 

PH 

920-1000076 

9204060310 

02/02/26 

PR 

9204090088 

0204060310 

02/02/25 

PR 

9204090096 

620406031 0 

02/02/26 

PH 

92040901 10 

92040603 1 0 

02/02/26 

PH 

9204090116 

9204060310 

£>2/02/26 

PR 

9204090179 

92040603 1 0 

02/02/26 

PR 

9204090207 

9204060310 

92/02/25 

PR 

9204O9'0215 

9204060310 

02/02/25 

PR 

0204090231 

9204060310 

02/02/25 

PR 

0204090237 

02040603 1 0 

02/02/25 

PR 

0204006294 

0204060310 

02/02/26 

PR 

9204090328 

9204060310 

02/02/26 

PR 

9204090331 

9204060310 

92/02/25 

PR 

92O4D90335 

9204060310 

92/02/26 

PR 

9204090337 

9204060310 

92/02/25 

PR 

9204090349 

92O406D31O 

92/02/25 

PR 


507 
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ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

920-1090361 

920406.0310 

92/02/25 

PR 

9204090366 

9204060310 

92/02/25 

PR 

9204090375 

9204060310 

92/02/25 

PR 

9204090396 

92040 G03 10 

92/02/25 

PR 

9204100001 

9204060310 

92/02/25 

PR 

9204100004 

9204060310 

92/02/25 

PR 

9204100017 

9204060310 

92/02/25 

PR 

9204100027 

0204060310 

92/02/25 

PR 

9204100049 

9204060310 

92/02/25 

PR 

9204100073 

9204060310 

92/02/25 

PR 

9204100103 

9204060310 

62/02/25 

PR 

9204100110 

9204060310 

92/02/25 

PR 

9204100116 

9204060310 

92/02/25 

PR 

9204100123 

9204060310 

92/02/25 

PR 

9204100126 

9204060310 

92/02/25 

PR 

9204100140 

9204Q60310 

62/02/25 

PR 

9204100167 

9204Q60310 

92/02/25 

PR 

9204100173 

9204060310 

92/02/25 

PR 

9204100180 

9204060310 

92/02/25 

PR 

9204100186 

9204060310 

92/02/25 

PR 

9204100189 

9204060310 

92/02/25 

PR 

9204100192 

9204060310 

92/02/25 

PR 

9204100199 

9204060310 

92/02/25 

PR 

9204100210 

9204060310 

92/02/25 

PR 

9204100216 

9204060310 

92/02/25 

PR 

9204100330 

9204Q 60310 

92/02/25 

PR 

9204130042 

9204Q 60310 

92/02/25 

PR 

9204130061 

9204060310 

92/02/25 

PR 

9204130077 

9204060310 

92/02/25 

PR 

9204130122 

9204060310 

92/02/25 

PR 

92041 301 B7 

9204060310 

92/02/25 

PR 

9204130204 

9204060310 

92/02/25 

PR 

9204130234 

9204060310 

92/02/25 

PR 

9204130252 

9204060310 

02/02/25 

PR 

9204130295 

9204060310 

92/02/25 

PR 

9204130301 

9204060310 

92/02/25 

PR 

9204130310 

9204060310 

92/02/25 

PR 

9204130315 

9204060310 

92/02/25 

PR 

9204130317 

9204060310 

92/02/25 

PR 

9204130327 

0204060310 

92/02/26 

PR 

9204130334 

9204060310 

92/02/25 

PR 

9204130341 

9204060310 

92/02/25 

PR 

9204130352 

0204060310 

92/02/25 

PR 

9204140335 

9204060310 

92/02/25 

PR 

9204140348 

9204060310 

92/02/25 

PR 

9204150001 

9204060310 

92/02/25 

PR 

9204160003 

9204060310 

92/02/25 

PR 

9204150006 

9204060310 

92/02/25 

PR 

9204160010 

9204060310 

92/02/25 

PR 

9204160013 

9204060310 

92/02/25 

PR 

9204160016 

9204060310 

92/02/25 

PR 

9204150045 

9204060310 

62/02/25 

PR 

9204150056 

9204060310 

92/02/25 

PR 

9204150058 

9204060310 

92/02/25 

PR 

9204150065 

9204060310 

62/02/25 

PR 

9204160077 

9204060310 

92/02/25 

PR 

9204150122 

0204060310 

92/02/25 

PR 

9204150143 

9204060310 

92/02/25 

PR 

9204160149 

9204060310 

02/02/25 

PR 

9204150164 

6204060310 

92/02/25 

PR 

9204150167 

9204060310 

92/02/25 

PR 

9204150177 

9204060310 

92/02/25 

PR 

9204150205 

9204060310 

92/02/25 

PR 

9204160206 

9204060310 

92/02/26 

PR 

9204150221 

9204060310 

92/02/25 

PR 

9204150224 

6204060310 

92/02/26 

PR 

9204150229 

0204060310 

62/02/25 

PR 

9204150243 

6204060310 

92/02/25 

PR 

9204150247 

6204060310 

92/02/25 

PR 

9204160001 

6204060310 

92/02/25 

PR 

9204160002 

9204060310 

92/02/25 

PR 

9204160017 

9204060310 

92/02/25 

PR 

9204160041 

9204060310 

92/02/25 

PR 

9204160065 

9204060310 

92/02/25 

PR 

9204160104 

6204060310 

92/02/25 

PR 

9204160121 

9204060310 

92/02/25 

PR 

9204160256 

9204060310 

92/02/25 

PR 

9204160268 

9204060310 

92/02/26 

PR 

9204170036 

9204060310 

92/02/26 

PR 

9204170070 

9204060310 

92/02/25 

PR 

9204170118 

9204060310 

92/02/25 

PR 

9204170212 

9204060310 

92/02/25 

PR 

9204200045 

9204030085 

92/03/27 

50-339 O 

9204210046 

9204060310 

92/02/25 

PR 

9204210091 

9204060310 

92/02/25 

PR 

9204210136 

9204060310 

92/02/25 

PR 

9204210144 

9204060310 

92/02/25 

PR 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

0204210182 

9204060310 

92/02/25 

PR 

0204210276 

9204060310 

92/02/25 

PR 

9204210300 

9204060310 

92/02/25 

PR 

9204210315 

0204060310 

92/02/25 

PR 

9204210321 

9204060310 

92/02/25 

PR 

920421 0326 

9204060310 

92/02/25 

PR 

9204220116 

9204060310 

92/02/25 

PR 

9204220185 

9204070165 

92/03/31 

50 443 

9204220186 

9204060310 

92/02/25 

PR 

9204220207 

0204060310 

92/02/25 

PR 

9204220227 

9204060310 

92/02/25 

PR 

9204220246 

9204060310 

92/02/25 

PR 

9204230009 

9204060310 

92/02/26 

PR 

9204230014 

9204060310 

92/02/25 

PR 

9204230027 

0204060310 

92/02/25 

PR 

9204230030 

9204060310 

92/02/26 

PR 

9204230036 

9204060310 

92/02/25 

PR 

9204230048 

9204060310 

92/02/25 

PR 

9204230087 

9204060310 

92/02/25 

PR 

9204230092 

9204060310 

92/02/25 

PR 

9204230124 

9204060310 

92/02/25 

PR 

9204230130 

9204060310 

92/02/25 

PR 

9204230137 

9204060310 

92/02/25 

PR 

9204230148 

9204060310 

92/02/25 

PR 

9204230149 

0204060310 

92/02/25 

PR 

9204230156 

9204060310 

02/02/25 

PR 

9204230162 

9204060310 

92/02/25 

PR 

9204230171 

9204060310 

92/02/25 

PR 

9204230180 

9204060310 

92/02/25 

PR 

0204230161 

9204060310 

92/02/25 

PR 

9204230105 

9204060310 

92/02/25 

PR 

9204230187 

9204060310 

02/02/25 

PR 

9204230190 

9204060310 

92/02/25 

PR 

9204230199 

9204060310 

92/02/25 

PR 

9204230214 

9204060310 

92/02/25 

PR 

9204230217 

9204060310 

92/02/25 

PR 

9204230219 

9204060310 

92/02/25 

PR 

0204230222 

9204060310 

92/02/25 

PR 

9204230230 

9204060310 

92/02/25 

PR 

9204230234 

9204060310 

92/02/26 

PR 

9204230237 

9204060310 

92/02/25 

PR 

9204230239 

9204060310 

92/02/26 

PR 

0204230245 

9204060310 

92/02/25 

PR 

9204230254 

9204060310 

92/02/25 

PR 

0204230260 

9204060310 

92/02/25 

PR 

9204230271 

0204060310 

92/02/25 

PR 

9204230277 

9204060310 

92/02/25 

PR 

9204230280 

9204060310 

92/02/25 

PR 

9204230282 

9204060310 

92/02/25 

PR 

9204230263 

9204060310 

92/02/25 

PR 

9204230292 

9204060310 

92/02/25 

PR 

9204230293 

9204060310 

92/02/26 

PR 

9204230295 

9204060310 

92/02/25 

PR 

9204230298 

9204060310 

92/02/25 

PR 

9204230306 

9204060310 

92/02/26 

PR 

9204230316 

9204060310 

92/02/25 

PR 

9204230322 

9204060310 

92/02/25 

PR 

9204230324 

9204060310 

92/02/25 

PR 

9204230326 

9204060310 

92/02/26 

PR 

9204230328 

9204060310 

92/02/25 

PR 

9204230330 

9204060310 

92/02/25 

PR 

9204230331 

9204060310 

92/02/25 

PR 

9204230337 

9204060310 

02/02/25 

PR 

9204230338 

9204060310 

92/02/25 

PR 

9204240008 

9204060310 

92/02/25 

PR 

9204240012 

9204060310 

92/02/25 

PR 

9204240021 

9204060310 

92/02/25 

PR 

9204240030 

9204060310 

92/02/25 

PR 

9204240034 

9204060310 

92/02/25 

PR 

9204240042 

9204060310 

92/02/26 

PR 

9204240060 

9204060310 

92/02/26 

PR 

0204240053 

9204060310 

92/02/25 

PR 

9204240055 

9204060310 

92/02/25 

PR 

0204240058 

9204060310 

92/02/25 

PR 

9204240059 

9204000310 

92/02/25 

PR 

9204240060 

9204060310 

92/02/25 

PR 

0204240062 

9204060310 

92/02/25 

PR 

9204240065 

9204060310 

92/02/26 

PR 

9204240067 

9204060310 

92/02/25 

PR 

9204240068 

9204060310 

92/02/25 

PR 

9204240069 

9204060310 

92/02/25 

PR 

9204240072 

9204060310 

92/02/25 

PR 

0204240076 

9204060310 

92/02/25 

PR 

9204240077 

9204060310 

92/02/25 

PR 

9204240078 

9204060310 

£>2/02/25 

PR 

9204240080 

9204060310 

92/02/25 

PR 

9204240080 

9204060310 

92/02/25 

PR 
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9204240004 

9204060310 

92/02/25 

PR 

9204240085 

9204060310 

92/02/25 

PR 

0204240093 

9204060310 

92/02/25 

PH 

9204240096 

9204060310 

92/02/25 

PH 

9204240110 

9204060310 

92/02/25 

PR 

9204240112 

9204060310 

92/02/25 

PR 

9204240119 

9204060310 

92/02/25 

PR 

9204240120 

9204060310 

92/02/25 

PR 

9204240193 

9204060310 

92/02/25 

PR 

9204240126 

9204060310 

92/02/25 

PR 

920424012B 

9204060310 

92/02/25 

PR 

9204240129 

9204060310 

92/02/25 

PR 

9204240132 

9204060310 

92/02/25 

PR 

9204240136 

9204060310 

92/02/25 

PR 

9204240137 

0204060310 

92/02/25 

PR 

9204240139 

9204060310 

92/02/25 

PR 

9204240141 

9204060310 

92/02/25 

PR 

9204240147 

0204060310 

92/02/25 

PR 

9204240148 

9204060310 

92/02/25 

PH 

9204240152 

9204060310 

92/02/25 

PR 

9204240157 

9204060310 

92/02/25 

PR 

9204240158 

9204060310 

92/02/25 

PR 

9204240160 

9204060310 

92/02/25 

PR 

9204240164 

9204060310 

92/02/25 

PR 

9204240170 

9204060310 

92/02/25 

PR 

9204240171 

9204060310 

02/02/25 

PR 

9204240172 

9204060310 

02/02/25 

PH 

9204240174 

9204060310 

92/02/25 

PR 

9204240175 

0204060310 

92/02/25 

PR 

9204240176 

9204060310 

92/02/25 

PR 

9204240179 

0204060310 

02/02/26 

PR 

9204240184 

9204060310 

02/02/25 

PR 

9204240188 

9204060310 

92/02/25 

PH 

9204240191 

9204060310 

92/02/25 

PH 

9204240195 

9204060310 

92/02/25 

PR 

9204240199 

9204240063 

92/04/13 

50213 

9204240200 

9204060310 

92/02/25 

PR 

9204240201 

9204060310 

92/02/25 

PR 

92Q42402Q5 

9204060310 

92/02/25 

PR 

9204240208 

9204060310 

92/02/25 

PR 

9204240212 

9204060310 

92/02/25 

PR 

9204240214 

9204060310 

92/02/25 

PR 

9204240223 

9204060310 

92/02/25 

PR 

9204240224 

0204060310 

92/02/25 

PR 

0204240225 

9204060310 

92/02/25 

PR 

9204240231 

9204060310 

02/02/26 

PR 

9204240237 

9204060310 

92/02/26 

PH 

9204240270 

9204060310 

92/02/25 

PH 

9204240278 

9204060310 

92/02/25 

PH 

9204240284 

9204060310 

92/02/25 

Pfl 

9204240287 

9204060310 

92/02/25 

PR 

9204240290 

92040G0310 

02/02/25 

PR 

9204240291 

92040G0310 

92/02/25 

PR 

9204240292 

9204060310 

02/02/26 

PR 

9204240294 

9204060310 

92/02/25 

PR 

9204240296 

0204060310 

02/02/25 

PR 

0204240208 

9204060310 

02/02/26 

PR 

9204240300 

92040Q0310 

92/02/25 

PR 

9204240301 

0204060310 

02/02/25 

PR 

9204240303 

9204060310 

92/02/25 

PR 

9204240308 

0204060310 

92/02/25 

PH 

920424031 1 

0204060310 

02/02/25 

PR 

9204240319 

0204060310 

02/02/26 

PR 

9204240323 

9204060310 

02/02/25 

PR 

9204240327 

9204060310 

02/02/25 

PR 

9204240331 

9204060310 

92/02/25 

Pfl 

0204270027 

0204060310 

02/02/25 

PR 

9204270033 

9204060310 

92/02/25 

PR 

920427003Q 

0204060310 

92/02/25 

PR: 

9204270041 

9204060310 

92/02/25 

PR 

9204270044 

9204060310 

92/02/25 

PH 

9204270040 

9204060310 

92/02/25 

PR 

9204270053 

9204060310 

02/02/25 

PR 

9204270057 

9204060310 

02/02/25 

PR 

9204270058 

9204060310 

92/02/26 

PR 

9204270060 

0204060310 

92/02/26 

PR 

9204270063 

9204060310 

92/02/25 

PR 

9204270068 

0204060310 

92/02/25 

PR 

9204270060 

9204060310 

92/02/25 

PR 

9204270073 

9204060310 

92/02/25 

PR 

9204270074 

0204060310 

02/02/25 

PR 

9204270077 

0204060310 

02/02/25 

PR 

9204270079 

0204060310 

02/02/25 

PR 

9204270084 

9204060310 

02/02/25 

PR 

9204270096 

9204060310 

02/02/25 

PR 

9204270107 

9204060310 

02/02/26 

PH 

9204270111 

9204060310 

92/02/26 

PR 
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92042701 14 

9204060310 

92/02/25 

PR 

9204270120 

9204060310 

92/02/25 

PH 

9204270121 

9204060310 

92/02/25 

PR 

9204270126 

9204060310 

92/02/25 

PR 

9204270132 

9204060310 

92/02/25 

PR 

9204270135 

9204060310 

92/02/25 

PH 

9204270138 

9204060310 

92/02/25 

Pfl 

9204270142 

9204060310 

92/02/25 

PR 

9204270143 

9204060310 

92/02/25 

PR 

9204270145 

9204060310 

92/02/25 

PR 

9204270147 

9204060310 

92/02/25 

PH 

9204270149 

9204060310 

92/02/25 

PR 

9204270150 

9204060310 

92/02/25 

PR 

9204270152 

9204060310 

92/02/25 

PR 

9204270155 

9204060310 

92/02/25 

PR 

9204270160 

9204060310 

92/02/25 

PR 

9204270163 

9204060310 

92/02/25 

PR 

9204270166 

9204060310 

92/02/25 

PR 

9204270168 

9204060310 

92/02/25 

PH 

9204270169 

9204 0603 10 

92/02/25 

PR 

9204270170 

9204060310 

92/02/25 

PR 

9204270174 

9204060310 

02/02/25 

PR 

9204270177 

9204060310 

92/02/25 

PR 

9204270181 

9204060310 

92/02/25 

PR 

0204270184 

9204060310 

92/02/25 

PR 

0204270185 

9204060310 

92/02/25 

PR 

9204270186 

9204060310 

02/02/25 

PR 

9204270102 

9204060310 

02/02/25 

PR 

9204270103 

0204060310 

02/02/25 

PR 

9204270105 

9204060310 

02/02/25 

PR 

9204270200 

9204060310 

02/02/25 

PR 

9204270201 

9204060310 

02/02/25 

PR 

9204270202 

9204060310 

02/02/25 

PR 

9204270204 

9204060310 

92/02/25 

PR 

9204270207 

0204060310 

02/02/25 

PR 

9204270208 

9204060310 

92/02/25 

PR 

9204270210 

9204060310 

02/02/25 

PR 

92042702 1 1 

9204060310 

92/02/25 

PR 

9204270213 

9204060310 

92/02/25 

PR 

9204270215 

9204060310 

92/02/25 

PR 

0204270217 

0204060310 

92/02/25 

PR 

0204270219 

9204060310 

92/02/25 

PR 

0204270221 

0204060310 

92/02/25 

PR 

9204270224 

0204060310 

92/02/25 

PR 

0204270227 

9204060310 

92/02/25 

PR 

0204270230 

0204060310 

92/02/25 

PR 

0204270232 

9204060310 

92/02/25 

PR 

0204270235 

0204060310 

92/02/25 

PR 

0204270239 

9204060310 

92/02/25 

PR 

0204270243 

9204060310 

92/02/25 

PR 

0204270250 

9204060310 

02/02/25 

PR 

0204270251 

9204060310 

92/02/25 

PH 

9204270259 

9204060310 

02/02/25 

PH 

9204270260 

92040G0310 

02/02/25 

PH 

9204270265 

02040BD310 

92/02/25 

Pfl 

9204270266 

92040C0310 

92/02/25 

PH 

9204270271 

9204060310 

92/02/25 

Pfl 

9204270272 

9204D603IO 

92/02/25 

PH 

9204270275 

9204000310 

92/02/25 

PH 

9204270280 

9204060310 

92/02/26 

PH 

9204270261 

9204060310 

02/02/25 

PH 

0204270284 

0204060310 

92/02/25 

PR 

9204270201 

92040BD310 

02/02/25 

PR 

9204270204 

9204060310 

02/02/25 

PR 

9204270205 

9204060310 

92/02/25 

PH 

9204270207 

9204060310 

92/02/26 

PH 

9204270300 

9204060310 

92/02/26 

PH 

9204270304 

9204060310 

92/02/25 

PH 

0204270307 

9204060310 

02/02/25 

PH 

9204270331 

9204060010 

02/02/25 

PR 

9204270334 

9204060310 

02/02/25 

PH 

9204270337 

9204060310 

02/02/25 

PR 

9204270330 

9204060310 

92/02/25 

PH 

0204270339 

0204060310 

92/02/25 

PH 

9204270342 

9204060310 

02/02/25 

PH 

0204270348 

9204060310 

92/02/25 

PR 

9204270351 

9204060310 

02/02/26 

PH 

9204270354 

9204060010 

92/02/25 

Pfl 

9204270357 

9204060310 

02/02/26 

PH 

9204270359 

9204060310 

02/02/25 

PH 

9204270360 

0204060310 

92/02/25 

PH 

9204270366 

9204060310 

92/02/25 

PH 

9204270369 

9204060310 

02/02/26 

PH 

9204270373 

9204060310 

92/02/25 

Pfl 

9204270376 

0204060310 

92/02/25 

PH 

9204270377 

9204060310 

92/02/25 

PH 

9204270378 

9204060310 

92/02/25 

PH 
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92042703B6 

9204060310 

92^^02/25 

PR 

9204280162 

9204060310 

92/02/25 

PR 

9504270367 

9204060310 

92/02/25 

PR 

9204280167 

9204060310 

92/02/25 

PR 

9204270389 

9204060310 

92/02/26 

PR 

9204280169 

9204060310 

92/02/25 

PR 

9204270393 

9204060310 

92/02/25 

PR 

9204280174 

9204060310 

92/02/25 

PR 

9204270396 

9204060310 

92/02/25 

PR 

9204280176 

9204060310 

92/02/25 

PR 

9204270402 

9204060310 

92/02/25 

PR 

9204200177 

9204060310 

92/02/25 

PR 

9204270403 

9204060310 

92/02/25 

PR 

9204200176 

9204060310 

92/02/25 

PR 

9204270404 

9204060310 

92/02/25 

PR 

9204200182 

9204060310 

92/02/25 

PH 

9204270408 

9205130060 

92/04/21 

50 397 R 

9204200185 

9204060310 

92/02/25 

PR 

9204270409 

9204060310 

92/02/25 

PR 

9204280186 

9204060310 

92/02/25 

PH 

9204270410 

9204060310 

92/02/25 

PR 

92042GD190 

9204060310 

92/02/26 

PR 

9204270416 

9204060310 

92/02/25 

PR 

9204280191 

9204060310 

92/02/25 

PR 

9204270419 

9204060310 

92/02/25 

PR 

9204280102 

9204060310 

92/02/25 

PR 

9204270421 

9204060310 

92/02/25 

PR 

9204280195 

9204060310 

92/02/25 

PH 

9204270423 

9204060310 

92/02/25 

PR 

9204200196 

9204060310 

92/02/25 

PR 

9204270431 

9204060310 

92/02/25 

PR 

9204280197 

9204060310 

92/02/25 

PR 

9204270434 

9204060310 

92/02/25 

PR 

9204280201 

9204060310 

92/02/25 

PR 

9204270437 

9204060310 

92/02/25 

PR 

9204200202 

9204060310 

92/02/25 

PR 

9204270440 

9204060310 

92/02/25 

PR 

9204200204 

9204060310 

92/02/25 

PR 

9204270441 

9204060310 

92/02/25 

PR 

9204200205 

9204060310 

92/02/25 

PR 

9204270444 

9204060310 

92/02/25 

PR 

9204280211 

9204060310 

92/02/25 

PR 

9204270452 

9204060310 

92/02/25 

PH 

9204200212 

9204060310 

92/02/25 

PR 

9204270454 

9284060310 

92/02/25 

PR 

9204280215 

9204060310 

92/02/25 

PR 

204270459 

9204060310 

92/02/25 

PR 

9204280217 

9204060310 

92/02/25 

PR 

204270462 

9204060310 

92/02/25 

PR 

0204280220 

9204060310 

02/02/25 

PR 

204270464 

9204060310 

92/02/25 

PR 

9204280221 

9204060310 

92/02/25 

PR 

204270474 

9204060310 

92/02/25 

PR 

9204280224 

0204060310 

92/02/25 

PR 

204270470 

9204060310 

92/02/25 

PR 

9204280225 

9204060310 

92/02/25 

PR 

204270479 

9204060310 

92/02/25 

PR 

0204260226 

9204060310 

92/02/25 

PR 

i2042704B4 

9204060310 

92/02/25 

PR 

9204200227 

9204060310 

92/02/25 

PR 

9204270465 

9204060310 

92/02/25 

PR 

0204260229 

9204060310 

92/02/25 

PR 

9204270468 

9204060310 

92/02/25 

PR 

9204280230 

9204060310 

92/02/25 

PR 

92042704B9 

9204060310 

92/02/25 

PR 

9204280232 

9204060310 

92/02/25 

PR 

9204270492 

9204060310 

92/02/25 

PR 

9204260233 

9204060310 

92/02/26 

PR 

9204270493 

9204060310 

92/02/26 

PR 

9204200234 

9204060310 

92/02/25 

PR 

9204270496 

9204060310 

92/02/25 

PR 

9204200235 

9204060310 

92/02/25 

PR 

9204270498 

9204060310 

92/02/26 

PR 

9204200230 

9204060310 

92/02/25 

PR 

9204270501 

9204060310 

92/02/25 

PR 

9204200240 

9204060310 

92/02/25 

PR 

9204270503 

9204060310 

92/02/25 

PR 

9204200241 

9204060310 

92/02/25 

PR 

9204270504 

9204060310 

92/02/25 

PR 

9204200243 

9204060310 

92/02/25 

PR 

9204270509 

9204060310 

92/02/26 

PR 

9204200245 

9204060310 

92/02/25 

PR 

9204270510 

9204060310 

92/02/25 

PR 

9204280246 

9204060310 

92/02/25 

PR 

9204270512 

9204060310 

92/02/26 

PR 

9204200240 

9204060910 

92/02/26 

PR 

9204270516 

9204060310 

92/02/25 

PR 

9204200250 

9204060310 

92/02/25 

PR 

920427052 1 

9204060310 

92/02/25 

PR 

9204200251 

9204060310 

92/02/25 

PR 

9204270S22 

9204060310 

92/02/25 

PR 

9204200254 

9204060310 

92/02/25 

PR 

9204270523 

9204060310 

92/02/25 

PR 

9204200256 

9204060310 

92/02/25 

PR 

9204270527 

9204060310 

92/02/25 

PR 

9204280250 

9204060310 

92/02/25 

PR 

9204270526 

9204060310 

92/02/25 

PR 

9204200260 

9204060310 

92/02/25 

PR 

9204270520 

9204060310 

92/02/25 

PR 

9204200262 

9204060310 

92/02/25 

PR 

9204270532 

9204060310 

92/02/25 

PR 

9204200263 

9204060310 

92/02/25 

PR 

9204270533 

92040603 ID 

92/02/25 

PR 

9204200270 

0204060310 

02/02/25 

PR 

9204280036 

9204060310 

92/02/26 

PR 

0204200272 

9205060017 

92/04/29 

50-382 

9204200039 

9204060310 

92/02/25 

PR 

9204200275 

9204060310 

92/02/25 

PR 

9204280047 

9204060310 

92/02/25 

PR 

9204260279 

0204060310 

92/02/25 

PR 

9204280063 

0204060310 

92/02/25 

PR 

9204260280 

9204060310 

02/02/25 

PR 

9204280060 

9204060310 

92/02/25 

PR 

0204280281 

9204060310 

92/02/25 

PR 

9204280074 

9204060310 

92/02/25 

PH 

9204280284 

9204060310 

92/02/25 

PR 

9204280076 

9204060310 

92/02/25 

PR 

9204280285 

9204060310 

92/02/25 

PR 

9204280065 

9204060310 

92/02/26 

PR 

9204260209 

9204060310 

92/02/25 

PR 

9204280086 

9204060310 

02/02/25 

PR 

9204280292 

9204060310 

92/02/25 

PR 

9204280095 

9204060310 

92/02/25 

PH 

9204280293 

9204060310 

92/02/25 

PR 

0204280096 

9204060310 

92/02/25 

PR 

9204280205 

9204060310 

92/02/25 

PR 

0204280106 

9204060310 

92/02/25 

PR 

9204280290 

9204060310 

92/02/25 

PR 

0204200106 

9204060310 

92/02/25 

PR 

9204200301 

9204060310 

92/02/25 

PR 

9204200108 

9204060310 

92/02/25 

PR 

9204280302 

0204060310 

92/02/25 

PR 

9204280109 

9204060310 

92/02/26 

PR 

9204280303 

9204060310 

92/02/25 

PR 

9204280112 

9204060310 

92/02/25 

PR 

9204280GD6 

9204060310 

92/02/25 

PR 

92042801 18 

9204060310 

92/02/25 

PR 

9204280300 

9204060310 

02/02/25 

PR 

9204280119 

9204060310 

92/02/25 

PR 

9204260309 

9204060310 

92/02/25 

PR 

9204280128 

9204060310 

02/02/25 

PR 

9204280311 

9204060310 

92/02/25 

PR 

8204280130 

9204060310 

92/02/25 

PR 

9204260316 

9204060310 

92/02/25 

PR 

9204280132 

0204060310 

92/02/25 

PR 

9204200319 

9204060310 

92/02/25 

PR 

9204280134 

9204060310 

92/02/25 

PR 

9204200321 

9204060310 

92/02/25 

PR 

9204260136 

9204060310 

92/02/25 

PR 

9204200325 

9204060310 

92/02/25 

PR 

9204280138 

9204060310 

92/02/25 

PR 

9204280339 

9204060310 

92/02/25 

PR 

8204280139 

9204060310 

92/02/26 

PR 

9204200344 

9204060310 

92/02/25 

PR 

8204200140 

9204060310 

92/02/25 

PR 

9204280351 

9204060310 

92/02/25 

PR 

9204280142 

9204060310 

92/02/25 

PR 

9204280353 

9204060310 

92/02/25 

PR 

9204280144 

9204060310 

92/02/25 

PR 

9204200357 

9204060310 

92/02/25 

PH 

92042601 45 

9204060310 

92/02/25 

PR 

9204280361 

9204060310 

92/02/25 

PH 

9204280146 

9204060310 

92/02/25 

PR 

9204200366 

9204060310 

92/02/25 

PH 

9204230151 

9204060310 

92/02/25 

PR 

9204280369 

9204060310 

92/02/25 

PH 

0204 280 152 

9204060310 

92/02/25 

PR 

9204280372 

9204060310 

92/02/25 

PR 

0204280166 

9204060310 

92/02/25 

PR 

9204280374 

9204060310 

92/02/25 

PH 

9204260169 

9204060310 

92/02/25 

PR 

9204260375 

9204060310 

92/02/25 

PR 

9204260161 

9204060310 

92/02/25 

PR 

9204280376 

9204060310 

92/02/25 

PH 
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92042803Q0 

9204060310 

92/'02/Z5 

PR 

9204280384 

9204060310 

92/02/25 

PR 

9204280386 

9204060310 

92/02/25 

PR 

9204280388 

9204060310 

92/02/25 

PR 

9204280395 

9204060310 

92/02/25 

PR 

9204280405 

9204060310 

92/02/25 

PR 

9204280415 

9204060310 

92/02/25 

PR 

9204280419 

9204060310 

92/02/25 

PR 

0204280424 

9204060310 

92/02/25 

PR 

9204200425 

9204060310 

92/02/25 

PR 

9204280431 

9204060310 

92/02/25 

PR 

9204200433 

9204060310 

92/02/25 

PR 

9204280436 

9204060310 

92/02/25 

Pfl 

9204280440 

9204060310 

92/02/25 

PR 

9204200441 

9204060310 

02/02/25 

PR 

9204280447 

9204060310 

92/02/25 

PR 

9204280450 

9204060310 

92/02/25 

PR 

9204260452 

9204060310 

92/02/25 

PR 

9204280456 

9204060310 

92/02/25 

PR 

9204280460 

9204060310 

92/02/25 

PB 

9204280465 

9204060310 

92/02/25 

PR 

9204280466 

9204060310 

92/02/25 

PR 

9204280468 

9204060310 

92/02/25 

PR 

9204280477 

9204060310 

92/02/25 

PB 

9204280479 

9204060310 

92/02/25 

PR 

9204280483 

9204060310 

92/02/25 

PR 

9204280484 

9204060310 

92/02/25 

PR 

9204280486 

9204060310 

92/02/25 

PR 

92042004Q9 

9204060310 

92/02/25 

PB 

9204280491 

9204060310 

92/02/25 

PB 

9204200497 

9204060310 

02/02/25 

PB 

9204280498 

9204060310 

92/02/25 

PR 

9204280502 

9204060310 

92/02/25 

PR 

9204200506 

9204060310 

92/02/25 

PR 

9204280509 

9204060310 

92/02/25 

PR 

9204280510 

9204060310 

92/02/25 

PR 

92Q42B05U 

92Q4060310 

92/02/25 

PR 

9204280515 

9204060310 

92/02/25 

PR 

9204200517 

9204060310 

92/02/25 

PB 

9204280518 

9204060310 

92/02/25 

PR 

9204280519 

0204060310 

92/02/25 

PR 

9204280520 

9204060310 

92/02/25 

PR 

9204280622 

9204060310 

92/02/25 

PR 

92Q4280623 

9204060310 

92/02/25 

PR 

9204280624 

9204060310 

92/02/25 

PR 

0204280525 

9204060310 

92/02/25 

PR 

9204280626 

9204060310 

92/02/25 

PR 

9204290024 

9204060310 

92/02/25 

PR 

9204200028 

9204060310 

92/02/25 

PR 

9204200047 

9204060310 

92/02/25 

PR 

9204290051 

9204060310 

92/02/25 

PR 

9204230052 

9204060310 

Q2/Q2/25 

PR 

9204290053 

9204060310 

92/02/25 

Pfl 

9204290056 

9204060310 

92/02/25 

Pfl 

0204290057 

9204060310 

92/02/25 

Pfl 

9204290061 

9204060310 

92/02/25 

Pfl 

6204290065 

9204060310 

92/02/25 

PR 

9204290067 

9204060310 

92/02/25 

PR 

9204290060 

9204060310 

92/02/25 

PR 

9204290073 

9204060310 

92/02/25 

Pfl 

9204290075 

9204060310 

92/02/25 

PR 

9204200078 

0204060310 

92/02/25 

PR 

9204290080 

9204060310 

92/02/25 

PB 

9204290081 

9204060310 

92/02/25 

PB 

9204290003 

9204060310 

92/02/25 

Pfl 

0264290007 

9204060310 

02/02/25 

PR 

9204290090 

9204060310 

02/02/25 

PR 

9204290093 

9204060310 

02/02/25 

PR 

9204290095 

0204060310 

92/02/25 

Pfl 

9204290096 

9204060310 

92/02/25 

Pfl 

9204200096 

9204060310 

92/02/25 

PR 

9204200099 

9204060310 

92/02/25 

PR 

9204290101 

9204060310 

92/02/25 

PR 

9204290102 

9204060310 

92/02/25 

PR 

9204290104 

9204060310 

92/02/25 

PR 

9204290105 

9204060310 

02/02/25 

PR 

0204290100 

9204060310 

92/02/26 

PR 

0204290112 

0204060310 

92/02/25 

PR 

92042901 17 

9204060310 

92/02/25 

PR 

9204290132 

9204060310 

92/02/25 

PR 

9204290136 

9204060310 

92/02/25 

Pfl 

9204200130 

0204060310 

92/02/26 

PR 

9204290140 

9204060310 

92/02/25 

PR 

9204290144 

9204060310 

92/02/25 

PR 

9204290145 

9204060310 

92/02/26 

PR 

9204290147 

9204060310 

92/02/25 

PR 

9204290152 

9204060310 

92/02/25 

PR 


ACCESSION NUMBER 
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PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

9204290155 

9204060310 

92/02/25 

PR 

9204290157 

0204060310 

92/02/25 

PR 

9204 29 01 60 

9204060310 

92/02/25 

PB 

9204 29 0165 

9204060310 

92/02/25 

Pfl 

9204290169 

9204060310 

92/02/25 

Pfl 

9204290172 

9204060310 

92/02/25 

PB 

9204290175 

9204060310 

92/02/25 

PR 

0204290163 

9204060310 

92/02/25 

Pfl 

0204290164 

9204060310 

92/02/25 

PR 

9204290166 

9204060310 

92/02/25 

PB 

9204290190 

9204060310 

92/02/25 

Pfl 

9204290105 

9204060310 

9-2/02/25 

Pfl 

9204290200 

92040603 10 

92/02/25 

Pfl 

9204290202 

9204060310 

92/02/25 

Pfl 

9204290206 

0204060310 

92/02/25 

Pfl 

0204290209 

9204080310 

92/02/25 

Pfl 

920429021 1 

9204060310 

92/0-2/25 

Pfl 

9204290212 

9204060310 

92/02/25 

Pfl 

9204290215 

9204060310 

02/02/25 

Pfl 

92042902 IB 

9204060310 

02/02/25 

PB 

9204290221 

9204060310 

92/02/25 

Pfl 

9204290223 

9204060310 

92/02/25 

PB 

0204200225 

9204060310 

92/02/25 

Pfl 

9204290227 

9204060310 

02/02/25 

Pfl 

9204290229 

0204060310 

92/02/25 

PR 

9204290230 

9204060310 

02/02/26 

Pfl 

9204290232 

9204060310 

92/02/25 

Pfl 

9204290235 

9204060310 

02/02/25 

Pfl 

9204290237 

0204060310 

92/02/25 

PR 

9204290238 

9204060310 

92/02/25 

PB 

9204290240 

D204060310 

02/02/25 

PR 

9204200244 

9204060310 

92/02/25 

PR 

0204290247 

9204060310 

02/02/25 

Pfl 

9204290249 

0204060310 

92/02/25 

Pfl 

9204200252 

9204060310 

92/02/25 

Pfl 

9204290257 

9204060310 

92/02/25 

PR 

9204200250 

9204060310 

92/02/25 

PH 

0204290266 

9204060310 

92/02/25 

PR 

9204200273 

9204060310 

92/02/26 

PR 

9204290283 

9204060310 

92/02/25 

PH 

9204290296 

9204060310 

92/02/25 

PR 

0204290297 

9204060310 

92/02/25 

PR 

9204290301 

9204060310 

92/02/25 

PR 

0204290303 

9204060310 

92/02/25 

PR 

9204200307 

9204060310 

92/02/25 

PB 

9204290312 

9204060310 

92/02/25 

PB 

9204290316 

9204060310 

92/02/25 

PB 

9204200319 

9204060310 

92/02/25 

PR 

0204200323 

9204060310 

92/02/25 

PR 

9204290327 

9204060310 

02/02/25 

PR 

9204290320 

9204060310 

02/02/25 

PR 

9204290320 

9204060310 

92/02/25 

PR 

9204200331 

9204060310 

92/02/25 

PR 

0204290332 

9204060310 

92/02/25 

PR 

9204290341 

9204060310 

02/02/25 

PR 

9204290342 

9204060310 

92/02/25 

PR 

0204290344 

^204060310 

92/02/25 

PR 

0204290347 

9204060310 

92/02/25 

PR 

0204290350 

9204060310 

02/02/25 

PR 

0204290352 

0204060310 

92/02/25 

PR 

0204290357 

0204060310 

92/02/25 

PR 

0204290361 

0204060310 

92/02/25 

PR 

0204290362 

0204060310 

92/02/26 

PR 

0204290364 

9204060310 

92/02/25 

PR 

02O429O3G5 

0204060310 

92/02/25 

PR 

9204290373 

9204060310 

92/02/25 

PR 

9204290375 

0204060310 

92/02/25 

PR 

9204200376 

9204060310 

92/02/25 

PR 

9204290360 

0204060310 

92/02/25 

PR 

0204200387 

0204060310 

92/02/25 

PR 

0204290393 

9204060310 

92/02/25 

PR 

0204290395 

0204060310 

92/02/25 

PH 

0204200401 

0204060310 

92/02/25 

PR 

9204290405 

0204060310 

02/02/25 

PR 

9204290409 

9204060310 

02/02/25 

PR 

0204200411 

9204060310 

02/02/25 

PR 

0204290413 

9204060310 

02/02/25 

PR 

O2O420OAU 

9204060310 

02/02/25 

PR 

9204290410 

9204060310 

92/02/25 

PR 

9204290420 

0204080310 

02/02/25 

PR 

9204290425 

9204060-310 

92/02/25 

PR 

9204200431 

9204060310 

92/02/25 

PR 

9204300082 

Q205270301 

02/05/12 

ORG 

9204300234 

9204060310 

92/02/25 

PR 

9204300242 

9204060310 

92702/25 

PR 

9204300265 

9204060310 

92702/25 

PH 

9204300274 

9204060310 

92702/25 

PR 
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92043Q03Q6 

9204060310 

92/02725 

PR 


9205050032 

9205050024 

92/04/24 

50-282 

0 

9204300317 

9204060310 

92/02/25 

PR 


9205050034 

9205050026 

92/04/02 

50 321 

Q 

9205010003 

9205010002 

02/04/14 

71*6400 


9205050035 

9205050019 

92/05/01 

50-206 

P 

9205010004 

9205010002 

92/04/14 

71-6400 


9205050036 

9205050033 

92/04/01 

50-160 

Q 

92050S0005 

9205010002 

92/04/14 

71-6400 


9205050044 

9205050038 

92/04/24 

50-461 

Q 

9205010023 

9205010021 

92/04/17 

50-482 

P 

9205050045 

9206050019 

92/05/01 

50 206 

? 

0205010049 

9205010040 

92/04/24 

50-324 

Q 

9205050049 

9205050040 

92/04/29 

50 315 

0 

9205010054 

9205010047 

92/04/24 

50-482 

O 

9205050051 

9205060042 

92/04/22 

50 461 

Q 

9205010056 

9205010037 

92/04/22 

50-280 

Q 

9205050055 

9205050053 

92/04/08 

70 1113 


9205010067 

9205010051 

92/04/28 

50-423 

P 

9205050064 

9205050056 

92/04/24 

50 155 

Q 

9205010069 

020601 0061 

92/04/17 

50-333 

O 

9205050065 

9205050059 

92/04/06 

50 327 

Q 

9205O1QC00 

920501 0073 

92/04/26 

50-445 

o 

9205050076 

9205050068 

92/04/29 

50 338 

P 

9205010082 

9205010076 

92/04/24 

50-461 

p 

9205050078 

9205050058 

92/04/27 

50 440 

Q 

9205010084 

92Q5010076 

92/04/24 

50-461 

p 

9205050084 

9205050075 

92/04/21 

50 315 

Q 

9205010092 

9205010089 

92/04/22 

50-316 

p 

92D505Q086 

9205050073 

92/04/15 

50 526 

Q 

9205010093 

920501 00B9 

92/04/22 

50-316 

p 

9205050067 

9205050083 

92/03/27 

50-416 

Q 

9205010097 

9205010090 

92/04/29 

CONTRACT 


920505008B 

9205050092 

92/04/29 

50 255 

Q 

9205010122 

9205010110 

92/04/17 

50-275 

p 

9205050095 

9205050092 

92/04/03 

50 416 

0 

9205010124 

9205010123 

02/04/20 

50-272 

p 

9205050096 

9206050092 

92/04/03 

50 416 

Q 

9205010125 

9205010101 

92/04/02 

COMMISSIO 

N 

9205050099 

9205050098 

92/04/13 

70 143 


9205010128 

9205010121 

92/04/23 

CONTRACT 


9205050107 

9205050104 

92/04/13 

50 400 

0 

9205010130 

9205010126 

92/04/29 

71-9793 


9205050109 

9205050102 

92/03/30 

50 413 

0 

9205010134 

9205010132 

92/04/30 

71-6049 


9205050111 

9205050104 

92/04/13 

50 400 

Q 

9205010138 

9205010137 

92/04/30 

71-9781 


9205050113 

9205050100 

92/04/27 

40 6027 


9205010145 

9205010143 

92/04/30 

71-5694 


9205050116 

9205050110 

92/03/30 

50-413 

0 

9205010150 

9205010147 

92/04/20 

50-498 

P 

9205050120 

0205050117 

92/04/23 

50 327 

Q 

9205010154 

9205010151 

02/04/22 

50-413 

P 

9205050132 

9205050123 

02/04/17 

50 275 

Q 

9205010174 

9205010165 

92/04/06 

COMMISSIO 

N 

0205050135 

9205050131 

92/04/10 

50 413 

0 

92050 101 63 

920501 01 B3 

92/04/29 

40-8724 


9205050136 

9205050128 

92/04/16 

50 275 

Q 

9205010196 

9205010195 

92/04/24 

52-2 


9205050139 

9205050133 

92/04/06 

27 48 


9205010202 

0205010199 

92/04/29 

71-6108 


9205050146 

9205050143 

92/04/09 

50-395 

0 

9205010209 

9205010206 

92/04/29 

71-5580 


0205050155 

9205050144 

92/05/01 

50-315 

p 

9205010218 

9205010212 

92/04/24 

50-220 

P 

0205050158 

9205050151 

92/04/09 

50 302 

0 

9205010219 

9205010212 

92/04/24 

50-220 

P 

0205050160 

9205050156 

92/04/03 

50 259 

0 

9205010234 

9205010230 

92/04/27 

50-324 

S 

0205050162 

9206050152 

92/04/17 

50 206 

0 

9205010248 

9205010185 

92/04/14 

50 219 

P 

0205050163 

9205050159 

92/04/10 

50 250 

0 

9205010256 

9205010255 

92/04/15 

50 397 

V 

0205050171 

9206050105 

92/04/06 

50 269 

0 

9205010268 

9205010267 

92/04/21 

50 324 

p 

9205050173 

9205050168 

92/04/16 

50 344 

0 

9205010281 

9205010279 

92/04/21 

50 331 

p 

9205050174 

9205050167 

92/04/09 

50 369 

0 

9205010295 

9205010294 

92/04/27 

50-334 

R 

9205050179 

9205050175 

92/04/00 

50 400 

0 

9205010296 

9205010294 

92/04/27 

50-334 

R 

0205050184 

92050501 77 

92/04/30 

50 277 

F 

9205010297 

9205010294 

92/04/27 

50 334 

R 

0205050193 

9205050177 

92/04/30 

50 277 

F 

9205040003 

9205040002 

92/04/24 

50-331 

R 

9205050194 

9205050186 

92/04/30 

50 306 

Q 

9205040004 

9205040002 

92/04/24 

50-331 

R 

0205050200 

9205050186 

92/04/30 

50-306 

Q 

9205040015 

9205040012 

92/04/24 

50-277 

O 

0205050206 

9205050183 

92/04/17 

50 344 

Q 

9205040023 

9205040022 

92/04/23 

50-331 

P 

9205050210 

9205050205 

92/04/13 

50-369 

0 

9205040043 

9205040037 

92/04/22 

50-387 

Q 

9205050213 

9205060209 

92/03/24 

50-324 

0 

9206040044 

9205040041 

92/04/22 

50-336 

Q 

9205050215 

9205050205 

92/04/13 

50 369 

0 

9205040045 

920504003B 

92/04/17 

50-277 

Q 

920S050234 

0205050231 

92/04/20 

50-255 

P 

0205040049 

920504003B 

92/04/17 

50-277 

Q 

9205050236 

9205050231 

92/04/29 

50-255 

P 

0205040050 

9205040047 

92/04/20 

50-458 

Q 

0205050238 

9205050231 

92/04/29 

50-255 

p 

0205040051 

9205040047 

92/04/20 

50-458 

Q 

9205050261 

9205050260 

92/04/29 

50 368 

P 

0205040057 

920504004B 

92/04/22 

50-387 

Q 

0205050260 

9205050264 

92/04/16 

50 331 

P 

9205040058 

9205040056 

92/04/27 

50-458 

Q 

0205060272 

9206050270 

92/05/01 

WASTE MOT 


9205040064 

920504004B 

92/04/22 

50-387 

Q 

9205050206 

9205050288 

92/04/30 

WASTE WGT 


9205040066 

9205040063 

92/04/27 

50-313 

Q 

92050S0301 

9205050287 

92/04/21 

50 244 

Q 

9205040074 

9205040072 

92/04/28 

50-455 

Q 

0205050309 

9205050308 

92/04/29 

PROJ 


9205040075 

9205040067 

92/04/22 

50-220 

Q 

0205050314 

9205050307 

92/04/16 

40 4492 


9205040076 

9205040073 

92/04/24 

50-272 

P 

9205050327 

9206050319 

92/03/30 

40 2259 


9205040081 

9205040078 

92/04/27 

50-255 

Q 

0205050330 

9205050321 

92/04/28 

CONTRACT 


9205040091 

92050400D9 

92/04/21 

50-219 

Q 

9205050333 

9205050329 

92/05/01 

50 315 

P 

9205040094 

9205040009 

92/04/21 

50-219 

Q 

0205050337 

9205050334 

92/05/01 

50 315 

P 

9205040104 

9205040101 

92/04/17 

50-225 

Q 

9205050338 

9205050329 

92/05/01 

50 315 

P 

9205040128 

9205040126 

92/04/27 

50-465 

P 

0205050348 

9205050347 

92/04/21 

50 406 

P 

9203040161 

9205040149 

92/04/30 

50-277 

R 

8205060009 

9205050130 

92/05/01 

40 6027 


9205040161 

9205040150 

92/04/27 

50-29 

Q 

0205060012 

9205060010 

92/04/29 

50 458 

0 

9205040172 

9205040067 

92/04/22 

50-220 

O 

0205060020 

9205060019 

92/05/04 

PR 


9205040179 

9205040169 

92/04/27 

WASTE MGT 


0205060021 

9205060017 

92/04/29 

50 382 

F 

9205040190 

9205040189 

92/04/24 

50-237 

P 

9205060024 

9205060017 

92/04/29 

50 302 

F 

9205040214 

9205040212 

92/05/01 

50-301 

O 

9205060026 

9205060023 

92/04/30 

TOPREP 


9205040221 

920504021 Q 

02/04/15 

TOPREP 


9205060031 

9205080028 

92/04/29 

50 402 

0 

9205040222 

9205040220 

92/05/01 

60-206 

P 

0205060035 

9205060025 

92/04/28 

50 520 

p 

9205040223 

9205040217 

92/04/27 

50-528 

P 

020S0600S4 

9205060051 

92/05/01 

WASTE WGT 


9205040224 

0205040220 

©2/05/01 

50-206 

P 

9205060061 

9205060057 

92/04/30 

40-8027 


9205040229 

9205040210 

92/04/21 

OHG 


0205060070 

9205060065 

92/04/27 

50-245 

H 

9205040235 

9205040210 

92/04/21 

ORG 


0205060076 

9205060067 

92/04/22 

50 266 

P 

9205040261 

9205040260 

92/04/28 

50-423 

P 

020S060094 

9205060004 

92/05/04 

70-734 


9205040275 

9205040273 

92/04/29 

50-261 

P 

020506009D 

9205060095 

92/04/24 

50-2 

F 

9205040277 

9205040273 

92/04/29 

50-261 

P 

9205060102 

9206190277 

92/05/11 

50-245 

F 

9205040204 

9205040262 

92/04/30 

50 416 

P 

02DS06010B 

9205060105 

92/04/23 

60-244 

P 

0205040285 

9205040202 

92/04/30 

50 416 

P 

0205060110 

9205060105 

92/04/23 

50-244 

P 

9205040290 

9205040279 

92/04/28 

50 309 

P 

0205060112 

9205060106 

92/04/24 

50-390 

A 

9205040294 

9205040291 

92/04/29 

50 271 

R 

0205060123 

9206060120 

92/04/30 

50 30D 

A 

9205040299 

9205040297 

92/04/24 

50 272 

P 

0205060129 

9205060114 

92/04/29 

40 8724 


9205050005 

9205050004 

92/04/30 

50 416 

P 

9205060133 

9205060131 

92/04/17 

ORG 


9205050022 

9205050010 

92/04/09 

50 259 

Q 

0205060140 

9205060139 

92/04/30 

50 341 

P 

9205050028 

9205050020 

92/04/22 

50 454 

O 

0205060163 

9205060152 

92/05/01 

50-317 

P 
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9205060159 

9205060151 

92/04/20 

COMMISS10 

N 

9205060044 

92050B0036 

92/04/27 

WASTE MGT 

9205060166 

9205060164 

92/04/30 

CONTRACT 


9205060046 

9205080036 

92/04/27 

WASTE MGT 

9205060170 

9205060169 

92/04/23 

50-440 

P 

9205060049 

9205080045 

02/04/02 

70-143 

9205060172 

9205060168 

92/04/23 

50-213 

0 

9205080050 

9205080036 

92/04/27 

WASTE MGT 

9205060182 

9205060174 

92/04/30 

50 344 

V 

9205080052 

9205080036 

92/04/27 

WASTE MGT 

920506018-1 

9205060181 

92/04/20 

COMMISSIO 

N 

920506D060 

9205080057 

92/05/05 

STATE PRO 

9205060206 

9205060204 

92/05/01 

50-302 

1 

9205060065 

9205080056 

92/04/29 

CONTRACT 

9205060207 

9205060200 

92/04/30 

50-267 

P 

92050B0D67 

9205080053 

92/05/01 

CONTRACT 

9205060208 

0205060204 

92/05/01 

50-302 

1 

92D50B0066 

9205080065 

92/05/06 

WASTE MGT 

9205060209 

9205060204 

92/05/01 

50-302 

1 

9205080090 

9205080065 

92/05/08 

WASTE MGT 

9205060211 

9205060204 

92/05/01 

50-302 

1 

9205080105 

9205070132 

92/04/27 

XPORTLIC 

9205060218 

9205060217 

92/05/01 

50-302 

R 

9205080132 

9205080127 

92/05/06 

71-734 

9205060228 

9205060220 

92/04/30 

50 424 

V 

9205080134 

9205080130 

92/04/27 

50-334 

920506023D 

9205060232 

92/05/01 

50 338 

P 

9205080137 

9205080136 

92/05/06 

71-677 

9205060240 

9205060232 

92/05/01 

50-338 

P 

9205080146 

9205080142 

92/05/04 

CONTRACT 

9205060241 

9205060231 

92/04/22 

50-331 

P 

9205080151 

9205080100 

92/04/20 

CONTRACT 

9205060257 

9205060247 

92/04/30 

CONTRACT 


9205080156 

9204060310 

92/02/25 

PR 

9205060259 

9205190277 

92/06/1 1 

50-245 

F 

9205080157 

9205080165 

92/05/06 

72-1007 

9205060272 

9205060269 

92/05/05 

50 443 

P 

9205080158 

9205080155 

92/05/06 

72-1007 

9205060273 

9205060209 

92/05/05 

50-443 

P 

0205080169 

9205080 16B 

92/05/04 

50-31 1 

9205060276 

9205060269 

92/05/05 

50 443 

P 

9205080174 

9205080173 

92/05/06 

71-472 

9205070002 

9206070001 

92/04/20 

50-277 

P 

9205110027 

9205110025 

92/05/04 

70-3070 

9205070006 

9205070005 

92/05/01 

50-338 

P 

9205110028 

9205110023 

92/05/05 

40-8094 

9205070014 

9205070013 

92/04/30 

50-245 

n 

02051 10029 

9205110026 

92/05/04 

70-3070 

9205070016 

9205070013 

92/04/30 

50-245 

n 

02051 10033 

9205110030 

92/05/01 

50-423 

9205070025 

9205070021 

92/05/01 

50-155 

p 

92051 1C047 

9206110043 

92/04/30 

50-369 

9205070034 

9205070029 

92/05/01 

70-734 


92051 10052 

9205110045 

92/04/23 

50-397 

9205070040 

9205070033 

92/04/30 

71-0244 


9205110063 

9205110054 

92/04/22 

50-275 

9205070041 

9205070031 

92/04/30 

OA99D 


92051 10072 

9205080065 

92/05/06 

WASTE MGT 

9205070044 

9205070031 

92/04/30 

OA999 


92051 10083 

9205110076 

92/04/24 

STATE PRO 

9205070049 

9205070047 

92/04/30 

70-734 


92051 10086 

9205110082 

92/05/07 

50-166 

9205070054 

9205070052 

92/05/01 

70-3070 


02051 10090 

9205110085 

92/04/30 

50-344 

9205070061 

9205060277 

92/04/24 

ORG 


0205110098 

9205110069 

92/04/23 

50-397 

9205070063 

9205070060 

92/04/30 

50-387 

R 

9205110105 

9205110096 

92/05/06 

50-245 

9205070066 

9205070055 

92/05/04 

CONTRACT 


9205110119 

9205110117 

92/05/05 

NUREG 

9205070067 

9205070060 

92/04/30 

50-387 

R 

9206110169 

9205110165 

92/04/20 

XPORTLIC 

9205070069 

9205070065 

92/04/28 

50 423 

p 

0205110173 

92051 10 16B 

92/05/00 

70-3973 

9205070070 

9205070065 

92/04/28 

50-423 

p 

9205110102 

9205110190 

92/05/04 

60-498 

9205070077 

9205070065 

92/04/28 

50-423 

p 

9205110196 

9205110194 

92/05/01 

50-334 

9205070080 

9205070065 

92/04/28 

50-423 

p 

9205110197 

9205110194 

92/05/01 

50-334 

92050700B4 

9205070071 

92/05/04 

CONTRACT 


9205110199 

9205110194 

92/05/01 

50-334 

920507009B 

9205190059 

92/05/11 

50-309 

F 

9206110200 

0205110194 

02/05/01 

50-334 

9205070100 

9205070090 

92/04/27 

ORG 


9205110203 

9205110095 

92/05/06 

50-322 

9205070106 

9205070104 

92/04/30 

52-2 


9206110204 

9205110194 

02/05/01 

50-334 

9205070107 

9205070102 

92/04/20 

COMMISS10 

N 

9206110207 

92051 10 17 B 

92/05/07 

50-2 

9205070110 

9205070105 

92/05/06 

40-7604 


9205110208 

9204060310 

92/02/25 

PR 

9205070114 

9205060181 

92/04/20 

COMMISSJO 

N 

9205110209 

92040603 10 

02/02/25 

PR 

9205070119 

9205070111 

02/04/27 

WASTE MGT 


9205110210 

9205110178 

92/05/07 

50-2 

9205070125 

9205070120 

92/04/28 

50-261 

p 

9205110211 

9204060310 

02/02/25 

PR 

9205070129 

9205070122 

92/04/21 

COMMISS10 

N 

9205110216 

920406D310 

92/02/25 

PR 

9205070136 

9205070131 

92/04/24 

50-336 

P 

9205110220 

0204D60310 

92/02/25 

PR 

9205070137 

9205070128 

92/04/30 

70-1151 


9206110224 

9205110213 

92/04/22 

60-341 

9205070139 

9205070133 

92/04/24 

50-3GB 

P 

9205110226 

9205110097 

92/05/04 

QA999 

9205070140 

9205070130 

92/05/01 

60-412 

P 

9205110235 

0205110214 

92/05/04 

50-302 

9205070150 

9206070130 

92/05/01 

50-412 

P 

9205110237 

9205110213 

92/04/22 

50-341 

9205070151 

9205070143 

92/04/23 

50-206 

P 

0205110246 

9205110242 

92/05/04 

70-1113 

9205070153 

9205070148 

02/05/05 

50-302 

P 

9205110247 

9205110242 

92/05/04 

70-1113 

9205070164 

9205070160 

92/05/01 

PROJ 


9205110240 

9205110214 

92/05/04 

50-302 

9205070171 

9205070161 

92/04/21 

50-280 

P 

9205110273 

9205110270 

92/05/06 

50 440 

9205070177 

9205070172 

92/04/27 

71-606 


9205110289 

9205110265 

92/04/16 

50-263 

92050701 93 

9205070192 

92/04/29 

50-461 

Q 

9205110290 

9205110265 

92/04/16 

50-263 

9205070194 

9205070192 

92/04/29 

60-461 

Q 

9205120005 

0205120002 

92/04/24 

50-269 

9205070196 

9205070195 

92/05/04 

70-734 


9205120019 

9205120007 

92/04/20 

50-339 

9205070201 

9205070199 

92/04/27 

50-317 

Q 

9205120020 

9205120004 

92/04/26 

50-324 

9205070205 

9205070203 

92/04/30 

50-263 

R 

9205120038 

0205120020 

92/04/24 

50-327 

9205070206 

9205070204 

92/05/04 

50-313 

Q 

9205120040 

9205120037 

92/04/24 

50-321 

9205070208 

9205070204 

92/05/04 

50-313 

Q 

9206120042 

9205120030 

92/04/17 

50 250 

9205070212 

9205070209 

92/04/20 

50-305 

Q 

9205120045 

9205120026 

92/04/22 

70-11 13 

9205070215 

9205070213 

92/04/20 

50-245 

V 

9205120054 

9205120047 

92/04/20 

50 321 

9205070224 

9205070222 

92/04/30 

50-289 

0 

9205120059 

9205120056 

92/05/06 

50-186 

9205070225 

9205070217 

92/05/01 

60-483 

Q 

0205120061 

9205120055 

92/05/06 

60-255 

9205070226 

9205070226 

92/04/29 

50-341 

0 

0205120063 

0205 120051 

92/04/24 

50-324 

9205070234 

9205070231 

92/04/30 

50-331 

Q 

9205120064 

9206120057 

92/04/20 

60-200 

9205070250 

9205070246 

92/04/28 

60-313 

P 

0205120078 

9206120072 

92/05/05 

50-309 

9205070254 

9205070251 

92/05/01 

60-280 

Q 

9205120076 

9206120070 

92/04/22 

50-335 

9205070271 

9206070269 

92/04/29 

60-247 

Q 

9205120079 

9206120072 

02/06/05 

50-309 

9205070273 

9205070269 

92/04/29 

60-247 

Q 

9205120063 

0205120070 

92/04/22 

60-335 

9205070280 

9205070277 

92/04/21 

50-352 

Q 

9205120084 

9205120080 

02/05/07 

50-360 

9205070282 

9205070277 

92/04/21 

60-352 

Q 

9205120090 

9205120074 

02/05/01 

50-346 

9205070283 

9205070275 

92/05/01 

50-29 

Q 

9205120097 

9205120087 

02/05/04 

60-338 

9205070266 

9205070281 

92/05/01 

60-255 

Q 

9205120101 

9205120100 

62/04/26 

SO 324 

9205070292 

9205070281 

92/05/01 

50-255 

Q 

9205120104 

9205120100 

92/04/26 

50 324 

9205070301 

9206070297 

92/05/01 

60-331 

Q 

9205120108 

9205120100 

02/04/26 

60 325 

9205060031 

9205080029 

92/05/04 

CONTRACT 


9205 1201 13 

9205120082 

92/04/17 

50 324 

9205060033 

9205080024 

92/06/05 

CONTRACT 


9205120118 

0205120114 

92/04/24 

60 324 

9205080041 

9205080035 

92/05/05 

CONTRACT 


9205120119 

9205120082 

92/04/17 

60 324 

9205080042 

9205080036 

92/04/27 

WASTE MGT 


9205120122 

9205120115 

92/05/05 

40 3392 


G 


Q 


Q 


P 

P 

Q 

0 

G 

V 

P 

Q 

Q 


I 

I 

G 

I 

P 


P 


P 

P 

P 


P 

P 

P 

P 

Q 

Q 

Q 

0 

Q 

Q 

Q 

O 

0 

0 

Q 

Q 

O 

O 

o 

Q 

O 

Q 

Q 

Q 

Q 

O 

Q 
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9205120125 

9205120123 

92/05/02 

59317 

Q 

9205130230 

9205130216 

92/05/08 

50 213 

9205120132 

9205120124 

92/04/23 

50 259 

0 

9205130231 

9205130218 

92/04/17 

40 8084 

9205120137 

9205120134 

92/04/17 

50-390 

Q 

9205130233 

9205130223 

92/04/30 

50 346 

9205120140 

9205120134 

92/04/17 

5O-390- 

Q 

9205130237 

9205130215 

92/05/00 

50 213 

9205 120142 

5205120139 

92/05/05 

50 443 

Q 

9205130240 

9205130123 

92/04/30 

TOPREP 

920512014B 

9205120139 

92/05/05 

SO 443 

Q 

9205130243 

9205130235 

92/04/30 

50-269 

9205120161 

9205120154 

92/04/27 

70-143 


9205130245 

9206130123 

92/04/30 

TOPREP 

9205120168 

9205 1201 83 

92/04/28 

50-250 

Q 

9205130250 

9205130123 

92/04/30 

TOPREP 

9205120170 

9205120155 

92/04/16 

50 338 

Q 

9205130255 

9205130123 

92/04/30 

TOPREP 

9205120174 

9205120155 

92/04/16 

50 338 

Q 

9205130258 

9205130253 

92/04/16 

40-1162 

9205120179 

9205120171 

92/05/04 

50-348 

Q 

9205130260 

9205130123 

92/04/30 

TOPREP 

9205120198 

9205120194 

02/05/04 

50-305 

Q 

9205130263 

9205130253 

92/04/16 

40 1162 

9205120204 

9205120201 

92/04/23 

50-369 

Q 

9205130264 

9205130123 

92/04/30 

TOPREP 

9205120208 

9205120203 

92/04/24 

50-302 

a 

9205130266 

9205130251 

92/04/01 

40 8857 

9205120210 

9205120202 

92/04/06 

50-390 

Q 

9205130268 

9205130261 

92/04/27 

40 6981 

9205120217 

9205120212 

02/04/21 

50-438 

Q 

9205130270 

9205130123 

92/04/30 

TOPREP 

9205120221 

9205120214 

92/04/22 

50-400 

Q 

9205130273 

9205130123 

92/04/30 

TOPREP 

9205120222 

9205120218 

02/04/17 

50-250 

Q 

9205130276 

9205130123 

02/04/30 

TOPREP 

9205120224 

9205120220 

92/04/24 

50-302 

Q 

9205130270 

9205130123 

92/04/30 

TOPREP 

9205120227 

9205120218 

92/04/17 

50-259 

Q 

9205130284 

9205130261 

92/04/27 

40 8901 

9205120230 

9205120215 

92/04/30 

50-338 

P 

9205130285 

9205130123 

92/04/30 

TOPREP 

9205120236 

0205120234 

92/04/27 

50-250 

Q 

9205130286 

9205130274 

92/05/08 

CONTRACT 

9205120237 

9205120229 

92/04/21 

70-27 


9205130290 

9205130123 

92/04/30 

TOPREP 

9205120244 

9205120238 

92/04/16 

50-424 

Q 

9205130291 

9205130287 

92/05/06 

WASTE MGT 

9205120253 

9205120245 

92/04/16 

50-395 

Q 

9205130299 

9205130289 

92/05/07 

PROJ 

9205120255 

9205120250 

92/04/00 

50-327 

O 

9205130303 

9205130296 

92/05/08 

CONTRACT 

9205120259 

9205120254 

92/05/01 

50-346 

P 

9205130305 

9205130289 

92/05/07 

PROJ 

9205120260 

9205120254 

92/05/01 

50*346 

P 

9205130307 

9205130306 

92/05/05 

50 219 

9205120263 

9205120247 

92/04/27 

CONTRACT 


9205130309 

0205130289 

92/05/07 

PROJ 

9205120265 

9205120262 

92/04/30 

70-1113 


9205130310 

9205130308 

92/04/13 

40 0027 

9205120287 

9205120266 

92/05/04 

50-290 

P 

9205130312 

9205130311 

92/05/00 

CONTRACT 

9205120280 

9205120277 

92/04/21 

REVIEW GR 

P 

9205140013 

9205130123 

92/04/30 

TOPREP 

9205120282 

9205120274 

92/04/03 

40 89B1 


9205140017 

9205130123 

92/04/30 

TOPREP 

9205120286 

9205120281 

92/05/01 

50 346 

P 

9205140019 

9205140008 

92/05/08 

50 219 

9205120268 

9205120285 

92/03/03 

50 160 

H 

9205140022 

0205130123 

92/04/30 

TOPREP 

9205120289 

9205120281 

92/05/01 

50 346 

P 

9205140025 

9205130123 

02/04/30 

TOPREP 

9205120295 

9205120290 

92/05/01 

50 254 

O 

0205140030 

9205130123 

92/04/30 

TOPREP 

9205120303 

9205120297 

92/04/03 

40 8943 


9205140034 

9205130123 

92/04/30 

TOPREP 

9205120310 

9205120306 

92/04/28 

50 262 

P 

9205140041 

9205130123 

92/04/30 

TOPREP 

0205120314 

9205120306 

92/04/23 

50-282 

P 

9205140043 

9205140039 

92/04/13 

40 8681 

9205120315 

9205120313 

92/04/03 

40 8064 


9205140045 

9205130300 

92/04/29 

40 0452 

9205120316 

9205120313 

92/04/03 

40 8084 


9205140046 

9205130123 

92/04/30 

TOPREP 

9205130002 

9205130001 

92/04/30 

50 346 

P 

9205140049 

9205130257 

92/04/29 

40 8902 

9205130003 

9205130001 

02/04/30 

SO 346 

P 

9205140053 

9205130281 

92/04/29 

40 8904 

9205130014 

9204060310 

92/02/25 

PB 


9205140054 

9205140038 

92/05/08 

CONTRACT 

9205130025 

9205130023 

92/05/06 

50 416 

P 

9205140062 

9205140028 

82/05/08 

50-289 

9205130027 

9205130020 

02/05/05 

50-362 

Q 

9205140068 

9205140039 

92/04/13 

40 8681 

9205130038 

9205130034 

92/05/05 

SO 293 

Q 

0205140074 

9205140072 

02/04/01 

40-8903 

9205130041 

9205130034 

92/05/05 

50 293 

Q 

9205149080 

9205140072 

92/04/01 

40 8903 

9205130056 

0205130007 

92/04/24 

50 206 

Q 

9205140099 

9205140095 

92/04/01 

40 8857 

0205130067 

0205130061 

92/05/11 

71-9248 


9205140103 

9206140095 

92/04/01 

40 0057 

9205130072 

9205130061 

92/05/11 

71-9248 


9205140121 

9205140119 

92/05/08 

50-305 

9205130076 

9205130074 

92/05/08 

40 8027 


9205140147 

9205140145 

92/05/08 

50-339 

9205130083 

€205130062 

92/05/07 

50-213 

P 

9205140171 

9205140168 

92/05/12 

WASTE MGT 

9205130090 

0205130079 

92/05/07 

50-335 

O 

9205140187 

9205140185 

92/05/06 

72-1007 

9205130104 

9205130084 

92/04/27 

40-1 162 


0205140214 

9205140212 

92/05/01 

50-352 

0205130114 

9205130111 

92/04/24 

40-6650 


9205140217 

9205140209 

92/05/05 

50-298 

9205130116 

9205130111 

92/04/24 

40-6650 


9205140222 

9206140066 

92/05/08 

CONTRACT 

9205130120 

9205130117 

92/05/04 

71-6206 


9205140223 

9205140209 

92/05/05 

50 298 

9205130130 

9205130121 

92/04/03 

40-8452 


9205140227 

9205140209 

92/06/05 

50-298 

9205130136 

9205130131 

92/04/29 

50-389 

P 

9205140230 

9205140202 

92/05/01 

50-438 

9205130141 

9205130137 

92/05/06 

50-320 

P 

9205140234 

9205140202 

92/05/01 

50-438 

9205130146 

0205130121 

92/04/03 

40-3452 


9205140246 

9205140241 

92/04/28 

52-1 

9205130149 

9205130123 

92/04/30 

TOPREP 


9205140260 

9205140244 

92/05/11 

50-260 

9205130150 

0205130145 

02/05/05 

50-244 

Q 

9205140253 

9205140252 

92/05/08 

TOPREP 

9205130159 

0205130153 

92/05/07 

70-1201 


9205140260 

9205140251 

92/04/09 

50 247 

9205130161 

9205130123 

02/04/30 

TOPREP 


9205140274 

9205140251 

92/04/09 

50-247 

9205130164 

9205130123 

02/04/30 

TOPREP 


9205140276 

9205140271 

92/05/01 

50-213 

9205130165 

9205130123 

02/04/30 

TOPREP 


9205140281 

9205140271 

92/05/01 

50-213 

9205130167 

9205130123 

92/04/30 

TOPREP 


9205140285 

9205140271 

92/05/01 

50-213 

9205130168 

0205130123 

92/04/30 

TOPREP 


9205140290 

9205140271 

92/05/01 

50 213 

9205130174 

9205130172 

92/04/29 

PROJ 


9205140304 

9205140297 

92/04/15 

50-352 

9205130176 

9205130175 

92/05/04 

50 412 

P 

9205140307 

9205140301 

92/05/11 

CONTRACT 

9205130184 

9205130183 

92/05/01 

50 346 

P 

9205150002 

9205150001 

02/05/07 

50-263 

9205130188 

9205130183 

92/05/01 

50 346 

P 

9205150006 

9205150004 

92/05/06 

50 305 

9205130191 

9205130169 

92/05/07 

50-416 

F 

9205150014 

92051 50OOB 

92/05/06 

50 373 

9205130198 

9205130196 

92/05/11 

70-135 


9205150017 

92051 5000B 

92/05/06 

50 373 ' 

9205130200 

9205130199 

92/05/04 

70 3073 


9205150028 

9205150013 

92/05/08 

50 456 

9205130203 

9205130202 

92/05/06 

60 400 

R 

9205160038 

9205150013 

92/05/08 

50-456 

9205130210 

9205130207 

92/04/28 

40 8696 


9205150053 

9205150050 

92/05/07 

60-463 

9205130214 

0205130123 

92/04/30 

TOPREP 


9205150061 

0205150043 

92/05/08 

50-155 

9205130216 

9205130212 

02/04/28 

40-1182 


9205150062 

9205150058 

92/05/1 1 

WASTE MGT 

9205130220 

9205130123 

92/04/30 

TOPREP 


9205150064 

9205160057 

92/05/08 

50-255 

9205130221 

0205130212 

92/04/38 

40-1162 


9205150065 

9205150057 

92/05/08 

50-255 

9205130225 

9205130216 

92/04/17 

40-8064 


9205150073 

9205150071 

92/05/06 

50-237 ' 

9205130227 

0205130123 

92/04/30 

TOPREP 


9205150075 

9205150071 

92/05/06 

50-237 

920S 130229 

9205130223 

92/04/30 

50-346 

P 

9205160084 

9205150079 

92/04/30 

50-526 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 515 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEQOnV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9205150086 

9205150089 

9205150090 

9205150103 

9205150106 

9205150081 

9205160043 

9205150079 

9205150090 

9205150096 

92/05/07 
92/05/00 
92/04/30 
92/05/11 
92/05/1 1 

50 348 G 

50-155 Q 

50 528 R 

50 482 Q 

50 313 Q 

9205180291 

9205180313 

9205180319 

9205180330 

9205160338 

9205180281 

0205180256 

9205180293 

9205180315 

0205140275 

92/05/04 

92/05/13 

92/04/22 

92/04/01 

92/04/15 

CONTRACT 

50 213 Q 

50 333 0 

CONTRACT 

50 260 F 

9205150114 

9205150120 

9205150122 

9205150124 

9205150129 

9205150109 

9205150118 

9205150119 

9205150117 

9205150126 

92/05/07 

92/05/01 

92/05/07 

92/0 5/OD 
92/05/06 

50 266 0 

50-344 0 

50 245 0 

50 445 Q 

50 348 V 

0205160347 

9205180351 

9205180357 

0205180361 

9205180362 

0205140295 

0205180348 

9205180343 

9205180356 

9205180343 

92/03/17 

92/04/07 

92/05/07 

92/05/05 

92/05/07 

SO 275 F 

50 331 F 

50-269 P 

50-285 P 

50-269 P 

9205150138 

9205150139 

9205150140 

9205150144 

9205150146 

9205150137 

9205150137 

9205150133 

9205150143 

9205150085 

92/05/06 

02/05/06 

92/05/06 

92/04/30 

92/05/13 

50 260 Q 

50 289 0 

50271 0 

50 275 Q 

71-708 

0205180364 

0205180368 

0205180369 

9205100015 

0205100031 

9205180359 

9205180385 

9205180385 

92051900'14 

9205190023 

92/05/07 

92/05/07 

92/05/07 

92/05/12 

92/05/08 

50-237 P 

50 413 P 

50 413 P 

50 352 R 

50-324 R 

9205150147 
9205150149 
9205150151 
9205150157 
92061501 58 

9205150145 

9205150085 

9205150150 

9205150155 

9205150154 

92/05/06 

92/05/13 

02/05/07 

91/05/00 

92/05/11 

SO 336 0 

71-708 

50 387 Q 

50-362 P 

50 272 Q 

0205190034 

9205190037 

0205190038 

9205190039 

9205190042 

9205190029 

9205190023 

9205190035 

9205190028 

9206190020 

92/05/08 

92/D5/0B 

92/05/07 

92/05/12 

92/05/01 

50-237 Q 

50-324 R 

50-390 Q 

50-220 Q 

70-754 

9205150163 

9205150165 

9205150168 

9205150167 

9205150169 

9205150160 

9205150160 

9205150162 

9205150162 

9205150162 

92/05/11 
92/05/11 
02/05/12 
02/05/12 
92/06/ 1 2 

50 267 0 

50 267 0 

701113 

70 1113 

70 1113 

0205196044 

9205190055 

0205190058 

0205190062 

9206 1900 65 

0205100023 

9205190048 

9205190050 

9205100057 

9205190061 

92/05/08 
02/04/23 
92/05/1 ! 
92/05/11 
92/05/08 

50-324 R 

70-1113 

50-333 Q 

50-295 G 

50-334 0 

9205150183 

9205150188 

9205150192 

9205150193 

9205150201 

9205150177 

9205150184 

92051 50 lOQ 
9205130022 

92051 501 66 

02/04/21 

92/05/04 

92/05/01 

92/04/01 

92/05/04 

60 369 f 

XPORTLIG 

XPORTUC 

40 0502 

50-312 P 

9205100070 

0205100071 

9205100077 

0205190079 

9205190082 

9205190063 

9205190069 

9206190074 

9205190075 

9205100072 

92/05/12 

92/05/11 

92/05/13 

92/05/11 

92/04/10 

50 272 0 

50 244 0 

WASTE MGT 

50 333 Q 

70 1113 

9205150203 

9205150209 

9205150213 

9205150214 

9205150217 

9205150198 

9205150202 

9205150211 

9205150202 

9205150206 

92/05/11 

92/04/21 

92/06/08 

92/04/21 

02/04/23 

CONTRACT 
£0-269 f 

£0 300 P 

60-269 F 

60 454 P 

0205190084 

02O519OO8G 

0205190088 

9205190001 

0205190008 

9205100081 

0205 1900 50 
9205100063 
9205100000 
9205100005 

92/05/11 

92/05/11 

92/05/12 

02/05/06 

92/05/13 

50 244 Q 

50 309 F 

50 272 G 

50 338 0 

50 413 R 

9205150224 

9205150230 

9205150231 

9205150233 

9205150236 

9205150216 

9205150218 

9206150225 

9205140174 

9205150235 

92/05/06 

92/06/06 

92/04/30 

02/04/17 

92/04/27 

60-271 P 

60 271 P 

60 346 P 

ORQ 

60 461 P 

0205190100 

0205190102 

0205190103 

0206190106 

9205190109 

0205190004 

9205100005 

0205100004 

0205100101 

9205100105 

02/04/29 

02/05/13 

92/04/29 

02/05/11 

92/04/30 

50 280 Q 

50 413 R 

50 280 0 

50 277 a 

50 321 Q 

9205150237 

9205150241 

92051 B001 7 
9205180027 
9205180031 

9205150235 

9205150236 

9205160016 

9205180021 

9205100029 

02/04/27 

92/05/12 

92/05/07 

92/05/07 

92/05/11 

60 461 P 

CONTRACT 

60 260 P 

WASTE MGT 

60 327 P 

0205190110 

0205190114 

0205190122 

0205190123 

0205100128 

0205190107 

9205100107 

9205190116 

9205160121 

0206190118 

92/05/13 

92/05/13 

02/05/14 

92/05/06 

02/05/01 

50 360 R 

50 369 R 

50 482 0 

50 416 0 

50 259 O 

9205180034 

9206180044 

9205180051 

9205180060 

9205180068 

9205180021 

9205180032 

9205180937 

9205180057 

9205180065 

92/06/07 

92/O5/0D 

92/05/00 

92/05/08 

02/05/11 

WASTE MGT 

60 440 Q 

60-331 Q 

60-461 P 

60-397 P 

0205190135 

0205190137 

0205190139 

0205190144 

0205190146 

6205190132 

9205190133 

9205190124 

9205190124 

9205190140 

02/05/01 

02/05/13 

92/05/15 

92/05/15 

02/05/08 

70 143 

50 346 Q 

50 298 a 

50 208 Q 

SO 305 0 

9205160072 

0205100080 

9205180004 

62051Q0006 

9205160090 

0205150109 

9205180076 

9205160075 

9205160079 

9205160076 

02/04/20 

02/05/11 

02/05/05 

92/05/12 

02/05/05 

50-265 P 

60-400 P 

50-360 P 

WASTE MQT 

60-3C6 P 

9205190150 

0205190151 

0205190152 

9205190171 

0205100181 

0205190140 

0205190147 

0205190148 

0205190186 

0205190170 

D2/05/D8 

02/05/06 

92/05/15 

92/05/15 

92/05/01 

50305 Q 

50 400 0 

50 4EB Q 

STATE PRO G 

70 1151 

9205180094 

9205180103 

9205180124 

9205180130 

9205180134 

9205180073 

0205140300 

0205180112 

0205140206 

9205180115 

02/05/12 

92/04/07 

92/05/12 

02/04/07 

02/04/27 

CONTRACT 

60-269 F 

CONTRACT 

50-360 F 

60-461 P 

0205190184 
9205190187 
9205190103 
92051 D0 107 
9205190196 

0205190183 
©2051 SOI 63 
9205190105 

92051 901 DD 
02052701B4 

02/05/15 

92/05/15 

82/04/30 

92/05/15 

92/05/18 

50 382 O 

50 382 a 

50 321 0 

50 482 O 

50 206 F 

9205160139 

0205180155 

9205180165 

9205180184 

9205180185 

0205140283 

9205180145 

9205180157 

9205180183 

9205180183 

02/04/13 

02/05/04 

92/05/13 

92/05/06 

02/05/06 

60-331 f 

60-298 P 

CONTRACT 

60-272 P 

60-272 P 

9205100204 

9205190200 

9205100213 

9205100223 

0205190224 

02052701 B4 
0205270184 
9205190205 
9205190219 
9205190219 

92/05/18 

02/05/18 

92/04/15 

92/05/07 

92/05/07 

50 206 F 

50 206 F 

STATE PRO G 
50 369 P 

50 369 P 

9205180188 

9205180190 

9205180192 

9205100194 

9205160200 

0206180161 

0205180164 

0205180164 

0205180191 

9205180193 

02/03/18 

02/05/07 

02/05/07 

02/05/16 

02/05/12 

CONTRACT 

60-202 P 

60-282 P 

60-316 P 

CONTRACT 

9205100225 

9205100227 

9205100226 

0205190232 

9205190234 

0205190222 

9205190226 

9205190226 

0205190229 

9205190231 

92/04/14 

92/05/13 

92/05/13 

92/04/27 

92/05/05 

ORQ 

50 280 P 

50 289 P 

STATE PRO G 
50 628 P 

9205180202 

9205180207 

9205180218 

9205100221 

9205160229 

0206180167 

0206180203 

9206180197 

9205180214 

0205180228 

02/05/04 

02/05/11 

02/04/30 

02/04/08 

92/05/12 

60-461 P 

50-354 P 

CONTRACT 

60-275 F 

50-308 P 

9205190230 

9205100262 

9205100256 

9205100266 

9205190270 

9205190237 

0205190249 

9205190257 

9205190267 

0205190267 

92/04/24 

92/05/05 

02/05/12 

02/05/15 

92/05/15 

COMWISSIO N 
WASTE MGT 

50 320 P 

50 20 V 

50 29 V 

9205160239 

9205160240 

9205180243 

0205180256 

9205160264 

0205180234 

0205180237 

9205180241 

02051 8026S 
0205180260 

02/05/11 

02/05/13 

02/05/11 

92/05/13 

92/05/14 

60-382 P 

WASTE MQT 
50-344 P 

WASTE MGT 

50 285 P 

9205100276 

9205100290 

0205100203 

9205100298 

0205100300 

9205190274 

920518D358 

9205190202 

9205190205 

8205190266 

02/05/12 

02/04/22 

02/05/14 

02/05/05 

02/05/13 

52-1 

COMMISS10 N 
50 413 P 

50 271 P 

REVIEW GR P 

9205160265 

9205160266 

9206160277 

9205180270 

9205160280 

0205180263 

0205180263 

0205180274 

0205140232 

0205180279 

92/05/16 

02/05/15 

91/10/18 

92/04/21 

92/05/15 

50 483 R 

60 483 B 

ADVCM 

50 275 F 

50-316 P 

0205 1003 IB 
0205190331 
0205100335 
0205190347 
9205190350 

0205190316 

9205190328 

8205190358 

8205190341 

9205190341 

92/05/14 

02/05/05 

92/04/22 

02/05/12 

02/05/12 

WASTE MQT 

50 210 P 

COMMISSIO N 
50 307 P 

50-397 P 

9205160283 

9205180268 

0205180211 

9205180267 

02/05/12 

02/05/16 

CONTRACT 

50 247 P 

0205100365 

9205100350 

0205190351 

0205160358 

92/05/13 

92/04/22 

WASTE MGT 
COMMiSStO N 
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516 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE- 

PAINCrPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9205190369 

9205190368 

02705/13 

50 271 

P 

9205210192 

9205210189 

92/05/08 

52-2 

9205200009 

9205200006 

92/05/04 

50 409 

P 

9205210193 

9205210176 

92/04/21 

NUREG 

920520001 t 

9205200006 

92/05/04 

50 400 

P 

9205210194 

9205210180 

92/05/08 

52-2 

9205200059 

9206200056 

92/05/14 

60 250 

P 

9205210197 

9205210195 

92/05/06 

50-498 

9205200061 

9205200055 

92/05/14 

WASTE WGT 


9205210198 

9205210195 

92/05/06 

50 498 

9205200066 

9205200057 

92/05/14 

CONTRACT 


9205210207 

9205210205 

92/04/02 

PR 

9205200071 

9205200070 

92/05/16 

70 27 


9205210218 

9205210217 

92/06/05 

50-219 

9205200074 

9205200070 

92/05/16 

70 27 


9205210220 

9205210216 

92/06/18 

50-250 

9205200076 

9205200070 

92/05/18 

70 27 


0205210222 

9205210221 

92/05/11 

CONTRACT 

9205200102 

9205200093 

92/04/27 

COMWISSIO 

N 

0205210224 

9205210223 

92/05/08 

50-312 

9205200105 

9205200103 

92/05/15 

50-373 

P 

0205210225 

9205210203 

92/06/14 

50-333 

9205200106 

9205200103 

92/05/16 

50-373 

P 

920521023 0 

9205210203 

92/05/14 

50 333 

0205200108 

9205200103 

92/05/15 

50-373 

P 

9205210233 

9205210215 

92/04/09 

PR 

9205200112 

9205200103 

92/05/15 

50-373 

P 

9205210236 

9205210231 

92/05/11 

50 263 

9205200114 

9205200099 

92/05/15 

CONTRACT 


9205210250 

9205210245 

92/04/29 

50-255 

9205200115 

9205200103 

92/05/15 

50-373 

P 

9205210253 

9205210241 

92/05/11 

50-456 

0205200117 

9205200103 

92/05/15 

50-373 

P 

0205210263 

9205210256 

92/04/03 

ORG 

9205200119 

9205200103 

92/05/15 

50-373 

P 

9205210279 

9205200038 

92/05/06 

50-483 

9205200120 

9205200110 

92/05/05 

CONTRACT 


9205210294 

0205210292 

92/05/13 

50-220 

9205200122 

92052001 13 

92/05/07 

50-344 

P 

9205210304 

0205210277 

92/05/11 

CONTRACT 

9205200191 

0205200126 

92/05/04 

50-302 

P 

9205210306 

9205210305 

92/05/07 

50 354 

9205200133 

0205200130 

92/05/18 

50-206 

P 

9205210307 

9205210305 

92/05/07 

50 354 

9205200134 

0205200126 

02/05/04 

50-302 

P 

9205210308 

9205210302 

92/05/19 

CONTRACT 

9205200135 

9205200129 

02/05/06 

50 <145 

P 

9205220008 

9205210189 

92/05/08 

52 2 

9205200130 

0205200130 

02/05/18 

50 206 

P 

920522QOI9 

9205220016 

92/05/01 

50 261 

92Q5200141 

G205200123 

02/05/16 

CONTRACT 


9205220022 

9205220014 

02/05/15 

50 498 

9205200143 

6205200136 

92/05/05 

50-313 

P 

9206220024 

9205220013 

92/05/20 

SO 59 

0205200146 

0205200137 

92/04/20 

PR 


9205220026 

9205220025 

92/05/01 

50 250 

9205200147 

9205200136 

02/05/05 

50 313 

P 

9205220027 

9205220023 

92/04/24 

40 8027 

9205200155 

9205200161 

02/04/01 

ORG 


9205220029 

9205220025 

92/05/01 

50-250 

9205200166 

9205200156 

©2/05/12 

CONTRACT 


0206220031 

9205220004 

92/05/15 

SO 440 

0205200172 

9205200165 

92/05/13 

CONTRACT 


0206220032 

9205220023 

92/04/24 

40 8027 

9205200179 

9205200159 

92/05/06 

50 338 

P 

9205220041 

9205220039 

92/04/17 

50-245 

9205200160 

9205200176 

92/05/11 

WASTE MGT 


9205220051 

9205220046 

92/04/03 

ADVCM 

9205200184 

9205200178 

92/05/14 

CONTRACT 


9205220055 

9205220047 

92/00/1 B 

40 0027 

9205200198 

9205200193 

92/04/22 

50 315 

P 

9205220056 

9205220052 

92/05/18 

40 8027 

9205200199 

9205200196 

92/05/14 

71-268 


02052200 59 

9205220044 

92/05/18 

70-3070 

9205200200 

9205200193 

92/04/22 

50-315 

P 

9205220059 

9205220049 

02/05/01 

SO-348 

9205200202 

9205200201 

92/04/24 

50-237 

P 

9205220060 

9205220050 

92/05/18 

50-305 

9205200209 

9205200205 

92/05/11 

50-295 

P 

9205220066 

9205220064 

92/04/29 

PR 

9205200228 

9205200217 

92/05/12 

50-295 

P 

9205220067 

9205220049 

92/05/01 

50-348 

0205200236 

9205200217 

92/05/12 

50-295 

P 

0205220072 

9205220064 

92/04/29 

PR 

9205200250 

9205200246 

92/05/19 

71-62 


9205220073 

9205220068 

92/05/18 

70-3070 

9205200252 

9205200248 

92/05/10 

71-62 


9205220076 

9205220064 

92/04/29 

PR 

9205200254 

9205200246 

92/05/19 

71-62 


0205220079 

9205220064 

92/04/29 

PR 

9205200256 

9205200247 

92/05/05 

50-328 

P 

9205220088 

9205220060 

92/05/18 

50-260 

9205200261 

9205200243 

92/05/12 

CONTRACT 


9205220002 

9205220091 

92/05/15 

50-265 

920520D276 

0205200273 

92/05/13 

50-219 

Q 

9205220093 

9205220078 

92/05/14 

50-324 

9205200284 

9205200262 

92/05/19 

70-135 


9205220095 

9205220091 

92/05/15 

50 285 

9205200204 

9205200285 

92/05/06 

50-286 

P 

0205220114 

9205220112 

92/05/08 

50-302 

9205200296 

0205200263 

02/05/07 

ORG 


9205220117 

9205220116 

92/05/13 

PROJ 

9205200306 

9205200305 

02/05/06 

50 336 

P 

9205220131 

9205220127 

92/05/15 

CONTRACT 

9205200307 

9205200297 

92/05/13 

50 260 

P 

9205220138 

9205220121 

92/03/25 

TOPREP 

9205200306 

9205200305 

02/05/06 

50-338 

P 

9205220140 

9205220135 

92/05/15 

WASTE MGT 

920S200317 

9205200313 

92/05/08 

50-338 

P 

0205220144 

9205220133 

92/05/14 

52-2 

9205200319 

0205200313 

02/05/08 

SO 336 

P 

920 52201 55 

9205220163 

92/05/18 

PROJ 

0205200322 

9205200318 

92/05/13 

50 274 

F 

9205220173 

9205220168 

02/05/18 

50-266 

0205200326 

9205200324 

92/05/13 

50-269 

R 

9205220165 

9205220182 

92/06/20 

70-734 

9205200330 

9205200314 

92/05/13 

CONTRACT 


9205220169 

9205220182 

92/05/20 

70-734 

9205200331 

9205200327 

92/05/01 

50 269 

P 

9205220191 

9205220182 

92/05/20 

70 734 

9205200332 

9205200324 

92/05/13 

50 269 

R 

9205220216 

9205220216 

92/05/14 

50-265 

9205200334 

9205200327 

92/05/01 

60-269 

P 

9205220223 

9205220220 

92/05/20 

CONTRACT 

9205210030 

9205210023 

92/05/14 

60-277 

O 

9205220226 

9205210297 

92/05/08 

50-237 

9205210031 

9205210020 

92/05/14 

60 271 

Q 

920S220230 

9205220227 

92/05/20 

CONTRACT 

9205210046 

9205210036 

92/05/13 

50 317 

Q 

92D5220241 

9205210156 

92/05/07 

50-285 

9205210052 

9205190334 

92/05/15 

50-313 

R 

9205220245 

9205220238 

92/05/20 

CONTRACT 

9205210067 

9205190334 

92/05/15 

50 313 

R 

9205220246 

9205220243 

92/05/12 

50 260 

9205210069 

9205210062 

92/05/18 

50 296 

Q 

9205220254 

9205220253 

92/06/20 

CONTRACT 

9205210077 

9205210054 

92/05/12 

50-352 

O 

9205220255 

9205220251 

92/05/20 

CONTRACT 

9205210084 

9205190342 

92/05/15 

50-213 

n 

9205260022 

9205260019 

92/05/14 

50-244 

9205210000 

9205210076 

92/05/13 

50-333 

Q 

9205260028 

9205260024 

92/05/14 

50-309 

9205210091 

9205190342 

92/05/15 

60-213 

R 

9205260030 

9205260026 

92/05/14 

50 336 

9205210092 

9205210054 

92/05/12 

50-352 

Q 

0205260040 

9205260037 

92/05/14 

50-286 

0205210112 

0205210100 

92/05/13 

CONTRACT 


9205260043 

9205260039 

92/05/15 

50-277 

9205210113 

9205210106 

02/05/15 

50-440 

Q 

9205260051 

9205260032 

92/05/14 

50-271 

92052IO12O 

9205210116 

92/05/15 

50-266 

Q 

9205260054 

9205260052 

92/05/14 

50 289 

6205210133 

9205210130 

02/05/15 

50-305 

Q 

0205280062 

9205260057 

92/05/15 

50 285 

0205210135 

9205210131 

02/05/15 

50-280 

Q 

9205280063 

9205260059 

92/05/15 

50-309 

9205210138 

9205210126 

92/05/10 

STATE PRO 

G 

0205260065 

9205260059 

92/05/16 

60-309 

9205210160 

9205210153 

02/05/11 

CONTRACT 


9205260069 

9205260061 

92/05/14 

50-244 

9205210163 

9205210168 

02/04/20 

50-254 

P 

9205260060 

9205260079 

92/05/07 

50-387 

9205210167 

9205210161 

92/05/07 

50-277 

P 

0205260082 

9205260079 

92/05/07 

50-387 

9205210174 

9205210161 

02/05/07 

60-277 

P 

©205260088 

9205260086 

92/05/07 

50-269 

9205210179 

9205210188 

02/05/14 

60 286 

P 

©205260100 

9205260094 

92/05/20 

WASTE MGT 

9205210182 

9205210178 

92/05/07 

60-346 

P 

9205260102 

9205260099 

92/05/20 

50-344 

9205210184 

9205210108 

92/05/14 

50-280 

P 

9205260109 

9205260106 

92/05/18 

60 461 

9205210188 

9205210176 

92/04/21 

MUREG 


9205260116 

9205260116 

92/05/12 

60-282 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 517 


ACCESSION NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


9205260134 

9205260135 

9205260169 

9205260177 

9205260161 

9205260107 

9205260108 

9205260202 

9205260205 

9205260207 

9205260210 

9205260212 

9205260213 

9206260214 

9205260216 

9205260220 

9205260227 

9206260226 

9205200241 

9205200242 

9205200244 

9205260252 

9205200262 

0205260267 

9205200260 

9205200271 

9205200272 

9205270007 

9205270012 

9205270022 

0205270024 

9205270025 

0205270029 

9205270035 

9205270039 

9205270040 

9206270041 

9205270043 

0205270044 

9206270051 

9205270060 

9205270059 

9205270062 

9205270065 

9205270076 

9205270076 

9205270070 

9205270007 

920S2700D9 

9205270992 

9205270093 

9205270009 

0205270107 

9205270112 

9205270127 

9205270131 

9295270132 

9205270140 

9205270141 

0205270144 

9205270145 

9205270161 

0205270163 

0205270154 

0206270160 

9205270160 

9205270161 

9206270162 

9205270164 

0205270160 

9205270176 

9205270162 

9205270169 

9205270102 

9206270202 

9205270204 

9205270221 

9206270223 

9205270226 

9206270220 

9206270230 

9205270231 

9206270233 

9206270235 

9205270247 

9205270260 

9206270270 


PRINCIPAL 

DOCUMENT 

9205260132 

9205260132 

9205260166 

9205260176 

9205260172 

9205260164 

9205260170 

9205260201 

9206260201 

9205260199 

9205260200 

9205260199 

9205260196 

0205260206 

0205260206 

9205260203 

0205260225 

9205260224 

9205260229 

0205260236 

9205260238 

0205260245 

0205260261 

9205260266 

0205260264 

9205260264 

9205260270 

9205270005 

9205270011 

9205270016 

0206270023 

0205270021 

O2Q527QO20 

9205270027 

0205270027 

9205270030 

9205270030 

9205270032 

9205270031 

0205270046 

9206270040 

9205270031 

0205270055 

9205270060 

0205270063 

9206270060 

0205270066 

9206270005 

0206270005 

9205270003 

9206270060 

0206270000 

9205270100 

9205270090 

D206270126 

0206270129 

0205270120 

0206270134 

0206270136 

0205270137 

0205270137 

9205270147 

0206270146 

9206270140 

9206270147 

0205270165 

0206270169 

0205270156 

0206200067 

02052/0160 

0206270172 

0206270167 

9206270160 

0205270100 

0205270200 

0206270133 

0205270217 

9206270222 

0205270220 

9205270227 

0205270220 

0205270220 

92052/0232 

9205270232 

0205270244 

0205270269 

0206270263 


DATE 

SUBJECT 


ISSUED 

CATEGORY 


92/05/19 

70 925 


92/05/19 

70 925 


92/04/15 

50-396 

Q 

92/05/19 

50 276 

P 

02/05/21 

CONTRACT 


92/05/20 

50 490 

P 

92/05/19 

50 352 

P 

92/05/12 

50 219 

P 

92/05/12 

50 219 

P 

92/05/21 

50 333 

P 

92/05/27 

SO 151 

P 

02/05/21 

50 333 

P 

92/05/21 

50 285 

V 

92/05/11 

50 352 

P 

92/05/11 

50 352 

P 

92/05/21 

50 128 

V 

92/05/19 

50-250 

P 

02/05/13 

50-327 

P 

92/05/07 

50 272 

P 

92/05/22 

50 331 

• 

92/05/22 

50 331 

( 

92/05/18 

50-277 

P 

92/05/20 

50 4B3 

P 

92/05/19 

60 206 

P 

92/05/11 

50 269 

P 

92/05/11 

50 269 

P 

92/05/21 

50 213 

P 

92/05/16 

50 390 

A 

92/05/21 

71-5362 


92/05/12 

50 520 

Q 

91/08/16 

50 360 

Q 

92/05/10 

50 403 

Q 

92/05/21 

50-290 

Q 

92/05/19 

50 200 

P 

02/05/19 

50 209 

P 

02/05/22 

50 205 

Q 

92/05/22 

SO 205 

Q 

02/05/12 

50 275 

Q 

92/05/19 

50 213 

Q 

92/05/21 

50 443 

Q 

92/05/1 1 

50 261 

Q 

92/05/19 

60 213 

Q 

92/05/15 

60-261 

Q 

02/05/07 

50 369 

Q 

02/05/12 

50 301 

Q 

92/05/20 

50-2DQ 

Q 

92/05/12 

50 369 

Q 

92/05/04 

70-143 


92/05/04 

70 143 


02/05/10 

50-213 

0 

01/11/14 

50 369 

0 

92/05/15 

50 413 

0 

02/05/14 

50 261 

n 

92/05/21 

60 306 

Q 

92/05/22 

70-3070 


02/05/19 

60 267 

P 

02/05/15 

70-33 


02/05/15 

50 454 

Q 

02/05/08 

50-133 

Q 

02/05/06 

60-416 

Q 

02/05/06 

50 416 

Q 

02/05/11 

50 280 

Q 

02/05/20 

50 254 

Q 

02/05/20 

60-247 

Q 

02/05/11 

60-280 

Q 

02/05/20 

50-313 

Q 

02/05/21 

50-316 

P 

02/05/04 

50-413 

Q 

02/05/10 

50-424 

F 

92/05/04 

50-413 

Q 

02/05/20 

50-344 

Q 

02/05/20 

50*205 

Q 

02/06/05 

50*397 

Q 

02/06/05 

50-307 

Q 

02/05/10 

50-309 

Q 

02/05/20 

60-364 

V 

02/05/18 

50-309 

Q 

02/05/20 

50-260 

V 

02/05/21 

PROJ 


02/05/12 

60-202 

P 

92/05/21 

PROJ 


02/05/21 

60 445 

P 

02/05/18 

50-213 

P 

02/06/18 

50-213 

P 

02/06/06 

COMMISSIO 

N 

02/05/13 

CONTRACT 


92/05/11 

60 416 

P 


ENCLOSURE 

PRINCIPAL 

DATE 


DOCUMENT 

ISSUED 

9205270272 

9205270262 

92/05/20 

9205270277 

9205270262 

02/05/20 

0206270281 

9205270204 

92/05/12 

9205270202 

0205270280 

92/05/18 

9205270204 

9205270264 

92/05/12 

9205270265 

9205270283 

02/05/15 

9205270288 

9205270263 

02/05/15 

9205270292 

0205270289 

92/05/19 

9206270297 

9205270295 

92/05/19 

9205270300 

0205270291 

92/05/21 

0205270316 

9205270309 

92/05/20 

9205270320 

9205270309 

02/05/20 

9205270320 

9205270328 

92/05/18 

9205270331 

9205270328 

92/06/18 

9205270332 

9205270330 

92/05/13 

9205200004 

9205280003 

92/05/14 

9205200005 

9205280003 

92/05/14 

9205200010 

9206280006 

92/05/13 

9205260013 

9205280009 

02/05/18 

9205280015 

9205280012 

02/05/20 

0205260016 

9205260014 

92/05/21 

9205280017 

9205280011 

91/12/05 

9205280018 

9206280007 

92/05/21 

9205280030 

9205200019 

02/05/08 

0205280032 

9205260209 

92/05/07 

0205280033 

0205280031 

92/05/19 

0205280036 

0206280026 

02/05/21 

9205280041 

0205260251 

92/05/11 

9205260048 

0205280046 

02/05/20 

0205280071 

9205280088 

92/05/19 

9205280078 

9205280068 

92/06/19 

9206280084 

9205280082 

92/05/15 

9205280105 

9205280099 

92/05/01 

9205280112 

9205270287 

92/03/09 

0205280115 

9205280104 

92/05/1 1 

0205280122 

9205280103 

02/05/11 

0205280132 

9205280131 

02/05/10 

0205280135 

9204200106 

02/03/11 

0205200141 

0205260140 

02/05/22 

0205280143 

0205280140 

92/05/22 

0205280145 

9205280144 

92/05/20 

0205280150 

9205280149 

02/05/27 

0205280158 

9205280157 

02/05/20 

0205200174 

9205280171 

92/05/06 

0205280176 

92052QD126 

92/05/15 

0205280177 

9205280175 

02/06/22 

0205200170 

9205280171 

02/05/08 

0205200104 

9205280128 

02/05/16 

0205200102 

0205260101 

92/05/20 

0205200105 

9205280191 

92/05/20 

0205280108 

G2052B01G0 

92/05/10 

9205200199 

9205280191 

92/05/20 

0205200202 

0205260101 

92/05/20 

9205200203 

9205280101 

92/05/20 

0205280207 

9205200196 

92/04/30 


SUBJECT 

CATEGORY 


9205200213 

9205200223 

0205200243 

0205200245 

0205280250 

0205260251 

0205200262 

9205280272 

02O520O27S 

0205290010 

9205290020 

9205290031 

9205290060 

Q205200063 

0205290064 

9205290068 

9205290003 

9205290005 

9205290001 

9205290106 

9205290116 

9205290120 

0205290132 

0205290138 

9205290146 

9205200147 

9205200170 

9205200176 

9205200176 

9205200179 

9205200191 

92052B0193 


0205200209 

0205200210 

0205200222 

0205260230 

0205260230 

0205280244 

02052Q024D 

0205260271 

9205200260 

02052G0005 

92052G0024 

9205290015 

9205290015 

92052G0054 

9205290050 

9205290054 

9205200054 

0205290074 

0205290076 

9205290102 

9205290114 
9205 290055 
9205290118 
0205290118 
9205290122 

9205290122 

9205290166 

9205290163 

0205280174 

9206290163 

0205290187 

0205290100 


92/05/13 
92/02/20 
92/05/20 
92/05/1 a 
92/05/18 

92/05/15 

92/05/21 

92/05/10 

92/05/21 

92/05/22 

92/05/26 

92/05/22 

92/05/22 

92/05/21 

92/05/26 

92/05/21 

02/05/21 

92/05/26 

02/05/21 

02/04/16 

02/05/10 

92/04/14 

02/05/16 

02/06/16 

02/06/12 

02/05/12 

92/03/13 

92/06/10 

D2/O5/20 

92/05/10 

02/05/22 

02/05/20 


50-373 P 

WASTE MGT 
50 275 F 

STATE PRO G 
COMMISStO N 

50 29 P 

WASTE MGT 
REVIEW GR I 
50-286 I 
50-286 1 


50 259 P 

50-220 I 

50 220 I 

50-220 i 

50-203 P 

50-272 U 

REVIEW GR P 
WASTE MGT 
50 244 Q 

50 244 Q 


WASTE MGT 
50-397 
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ACCESSION NUMBER ACCESSION NUMBER 


EUCLOSURE 

PRINCIPAL 

DATE 

SUBslECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

9205290197 

9205290195 

92/05/21 

WASTE MGT 


9205290280 

9205290266 

92/05/19 

WASTE MGT 

9205290201 

9205290200 

92/05/19 

50 413 

P 

9205290282 

9205200266 

92/05/19 

WASTE MGT 

S20529021 1 

9205290209 

92/05/19 

50 354 

P 

0205290294 

9205290287 

92/05/19 

50 321 

9205290212 

9205290204 

92/05/13 

50*369 

K 

9205290300 

9205290203 

92/05/22 

50 440 

9205290215 

9205290208 

92/05/21 

WASTE MGT 


9205290301 

9205290287 

92/05/19 

50-321 

9205290218 

9205290214 

92/05/27 

WASTE MGT 


0205200305 

9205290303 

92/05/26 

50-327 

9205290221 

9205290214 

92/05/27 

WASTE MGT 


9205290308 

9205290304 

92/05/01 

CONTRACT 

9205290222 

9205290220 

92/05/27 

71-906B 


9205290313 

9205200312 

92/05/26 

50 327 

920529022B 

9205290226 

92/05/16 

50 39? 

P 

0205290316 

9205290203 

92/05/22 

50 440 

9205200230 

9205200226 

92/05/16 

50 397 

P 

9205290330 

9205290323 

92/05/21 

50-29 

9205290233 

9205290232 

92/05/27 

71 9007 


0205290335 

9205290328 

92/05/01 

CONTRACT 

9205290236 

9205290234 

92/05/26 

50-327 

P 

0205200340 

9205200339 

02/05/11 

CONTRACT 

920529024B 

9205290243 

92/05/15 

50 286 

P 

9205290343 

9205200342 

92/05/04 

CONTRACT 

9205290263 

9205290243 

92/05/15 

50 286 

P 

9206010245 

9205260266 

92/05/19 

50-286 

9205290275 

9205290266 

92/05/19 

WASTE MGT 


9206120159 

9205280014 

92/05/21 

50-387 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 


A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 


This category follows the application from submission to 
the day preceding the issuance of an operating license. It 
includes all correspondence and documents with sub- 
stantive technical content that do not fall into other spe- 
cific categories. Included are: 

1. Application for construction permit. 

2. General Information submitted with construction 
permit application. 

3. Amendments and changes submitted by applicants 
and licensees. 

4. NRC questions, requests for additional informa- 
tion, and applicant responses. 

5. Early site review. 

6. Correspondence and documents relating to unre- 
solved design and construction issues. 

7. Meeting announcements and summaries of meet- 
ing discussions on issues of item 6. 

8. Correspondence regarding the utility Preliminary 
Safety Analysis Report (PSAR). 


9. Information on laws and changes in regulations or 
policy that affect the status of the application (Na- 
tional Environmental Policy Act (NEPA), Water 
Quality Improvement Act, Water Pollution Con- 
trol Act, etc.). 


10. Construction Permit, amendments, and corre- 
spondence relating to the construction permit and 
related orders issued by the Office of Nuclear Re- 
actor Regulation (NRR show cause and modifica- 
tions) not involving the Atomic Safety Licensing 
and Appeal Board. 

1 1 . Scheduling of license application submission or re- 
view. 

12. Environmental review information (other environ- 
mental documents arc filed in Categories C, D, P, 
or R). 

13. Seismic qualification review teams (SQRT) reports 
and related correspondence. 

14. Application for operating license. 

15. General Information submitted with operating li- 
cense application. 

16. Amendments and changes submitted by applicants 
and licensees. 

17. Correspondence regarding tlie utility Final Safety 
Analysis Report (FSAR) and the Updated Final 
Safety Analysis Report (USAR). 

18. Correspondence and documentation on generic 
technical matters highlighted by an event at an- 
other facility which may affect the subject facility; 
not covered by an IE Bulletin. 
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19. Safety Evaluation Reports (SERs) on specific 21. Backup technical documents (c.g., topical reports) 

generic issues. submitted in support of the application. 

22. Proposed equipment failure/instriictions. 

23. NRC’s changes in inicinal organizational struc- 

20. Reports of site visits. ture. 


B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORTS (PSAR) AND AMENDMENTS 


All related correspondence is filed in Category A. 2. Amendments and changes to the PSAR. 

1. Preltainaiy Safely Analysis Report (PSAR) sab-. Transmiltal and acknowletlgmonl lellers. 

mitted by utility (formerly called Hazards Sum- 
mary Report or Safety Analysis Report). 4. Certificates of service to the PSAR. 


C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND 

CORRESPONDENCE 


1. Environmental Report (ER) submitted by the 
utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgment letters. 

4. Information on scheduling of submittal or review 
ofER. 


5. NRC questions, requests for additional informa- 
tion, and applicant responses. 


6. Federal Register notices citing the availability of 
items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings 
where the primary subject of discussion is the ER. 

9. Correspondence relating to certification of pollu- 
tion control devices. 

NOTE: Other environmental documents are filed in 
Categories A, D, P, or R. 
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D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND 
FES), SUPPLEMENTS AND CORRESPONDENCE 


1. Draft and Final Environmental (Impact) State- 
ments (DES and FES) prepared by NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other Federal, Slate, and local 
government agencies; organizations; and inter- 
ested individuals. 

5. Transmittal and acknowledgment letters. 

6. Documents related to NRC review of environ- 
mental issues or of the ER obtained for purposes of 
writing the environmental statements. 


7. Backup technical documents submitted in connec- 
tion with above. 


8. Federal Register notices citing availability of items 
i and 2. 


9. Reports of site visits to obtain information for the 
DES or FES. 


10. Meeting announcements or reports of meetings 
where the primary subject of discussion is the DES 
or FES. 


NOTE: Other environmental documents and corre- 
spondence are filed in Categories A, C, P, or R. 


E. NRC SAFETY EVALUATION REPORTS (SER), SUPPLEMENTS AND 

CORRESPONDENCE 


1. Formal Safety Evaluation Report (SER) prepared 
by NRC (formerly called NRC-AEC Hazard 
Analysis Report) in review of PSAR. 

2. Supplements to the SER. 

3. Correspondence relating to the SER and supple- 
ments. 

4. Federal Register notices citing availability of items 
1 and 2. 

5. Information on scheduling of SER submittals and 
review. 


6. Requests for additional information for use in pre- 
paring SER; responses to such requests. 


7. Meeting announcements or reports of meetings 
where the primary subject of discussion is the SER. 


8. Transmittal and acknowledgment letters. 


NOTE: Other documents dealing with specific safety- 
related issues are filed in Categories A, P, orW, 
depending on the phase of the licensing 
process. 
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F. SECURITY, MEDICAL, EMERGENCY, AND FIRE PROTECTION PLANS 


All plans in this category are individual submissions 
Emergency and Fire Protection Plans submitted as part 
of the licensing application are filed in this category. 

1. File Hazard Protection Plans and sui'veys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Health Physics Program and its review. 

5. Emergency Plans. 


6. Correspondence relating to aforementioned plans. 


7. Supplements, changes, and revisions to plans 


8. Correspondence and documentation relating to 
Appendix R of 10 CFR Part 50 (fire protection), 
guard training, emergency response centers, and 
emergency preparedness. 


9. Transmittal and acknowledgment letters. 


10. Meeting announcements and reports of meetings 
where the primary subject of discussion is related 
to the aforementioned plans and topics covered in 
item 8. 


G, LEGAL AND ADJUDICATORY CORRESPONDENCE 


This category contains all non-antitrust legal and ad- 
judicatory documentation, except for transcripts, brief- 
ings, and testimony, which are filed in Category T. Show- 
cause orders and modification oiders issued by the 
Office of Nuclear Reactor Regulation (NRR) (not be- 
fore the Board) are filed in Categories A and P. Exhibits 
for proceedings (Hearings) are available only on micro- 
fiche (1984 to present) in the PDR, but upon request pa- 
per files are available to the PDR from the Docketing 
and Service Branch, Office of the Secretary. 

1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing-related documents. 


2. Federal Register notices regarding hearings. 


3. Requests to make appearances at hearings. 


4. Motions, briefs, arguments, statements, and re- 
lated correspondence filed by parlicipanls for 
hearings. 

5. Transmittal of supporting documents (e.g., SCR, 
FES) to the Boards. 

6. Correspondence to and from intei^'enors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 


9. Legal filings and Commission orders and decisions 
resulting from item 8. 

NOTE: Since 1982, letters of concern, support, or op- 
position for all plants are filed in a General 
Public Comments folder. 


NT inr!n_n</in 


A A 



DEFINITIONS OF DOCKET 50 CATEGORIES 


H. GENERAL CORRESPONDENCE 


This calegoiy includes documents with little or no bear- 
ing on the status ol’ the appliaition or license. Items that 
have no substantive technical content and administia- 
tivc documents arc included. 

1. Change of address notifications (external only). 

2. Changes in structure of organization (external 
only). 

3. Changes in service lists. 

4. NRC requests to applicants for additional copies of 
documents. 

5. Correspondence from the public requesting infor- 
mation about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 


7. Letters of support, concern, or opposition to the 
facility. 

8. Coirespondence regarding the Local Public Docu- 
ment Rooms (LPDRs). 

9. Professional qualification statements not pertain- 
ing to the hearing process. 

10. Constituent, organizational, or utility correspon- 
dence forwarded by Congressman to NRC for re- 
sponse. 

11. Resolutions passed by State and local governing 
bodies (e.g., town councils). 

NOTE: Since 1982, letters of concern, support, or op- 
position for alt plants are filed in a General 
Public Comments folder. 


1. FINANCIAL INFORMATION 


This category contains all financial information except 
that submitted as part of the application or its amend- 
ments or relating to the imposition of civil penalties. 

1. Company annual reports, auditor statements, and 
stock prospectuses for all companies holding own- 
ership. 


2. Separately submitted financial Lnfoi mation and re- 
lated correspondence. 


3. Transcripts and testimony before State commis- 
sions pertinent to financial information requested 
by NRC. 


J. INSURANCE AND INDEMNITY INFORMATION 


1. Indemnity agreements and amendments. 

2. Endorsements of insurance policies. 


3. Other correspondence regarding indemnity and in- 

surance matters. 
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K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR), UPDATED FINAL SAFETY 
ANALYSIS REPORTS (USAR), AND AMENDMENTS 


1. Final Safety Analysis Report (FSAR), (formerly 
called Final Hazards Summary Report), submitted 
by the utility. 


2. Updated Final Safety Analysis Report (USAR) 
submitted by the utility and periodically updated to 
incorpoiale new information or modifications to 
the facility. 


3. Amendments and changes to the FSAR and 
USAR. 


4. Federal Register notices citing availability of the 
FSAR and amendments. 


5. Transmittal and acknowledgment letters. 

6. Certificates of service to the FSAR and USAR. 


NOTE: All related correspondence falls in Category A 
01 P. Emergency and Fiie Protection Plans sub- 
mitted as part of the licensing applictttion arc 
filed in Category F. 


L. LIMITED WORK AUTHORIZATIONS (LWA) AND RELATED CORRESPONDENCE 


111 IS category is limited to documents pertaining to Lim- 
ited Work Authorizations (LWAs) whereby applicants 
can carry out limited site preparation and construction 
prior to the granting of a Construction Permit. 


1. Limited Work Authorizations (LWAs) and 
amendments 

2. Correspondence pertaining to work peifoimed un- 
der LWAs. 


M. ANTITRUST REVIEWS AND ANTITRUST CORRESPONDENCE 


1. Docu ments submitted as part of the application for sion is antitrust matters, 

a Construction Permit and Operating License 

entitled “Information Requested by the Attorney 
General for Antitrust Review”. 

3. All antitrust proceeding documents, except for 
hearing transcripts, testimony, and briefings, which 

2. Correspondence where the primary topic of discus- are filed in Category N. 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY, AND BRIEFINGS 


This category contains word-for-word transcripts of hearings, testimony, and briefings in antitrust matters. Related 
correspondence falls in Category M. 
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O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 

CORRESPONDENCE 


Tins catcgoiy contains plant-specific documents per- 
taining to ACRS safety reviews. 

1. ACRS reports relating to facility license applica- 
tions. 


2. Announcement of ACRS meetings relating to fa- 
cility license applications, including description of 
meeting agendas. 


3. Statements and written testimony of ACRS mem- 
bers or presented by individuals at ACRS proceed- 


ings, relating to both facility license applications 
and safety-related inallcis 

4. Technical correspondence, and memoranda to and 

from ACRS, including transmittal and acknowl- 
edgment letters relating to facility license applica- 
tions. 


NOTH; For generic and document-specific safety- 
related material, transcripts of ACRS subcom- 
mittee and full committee meetings, minutes, 
and ACRS reports (consultant, contiact, and 
letter), see ACRS file category. 


P. OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 


This flic assumes the position of the Application/Con- 
struction Stage (Category A) file for gcncial technical 
Items dated from the issuance of tltc operating license to 
the application for termination of the license. 

1. Operating license, amendments, proposed amend- 
ments, changes, and related correspondence. 

2. Show-cause and modification orders issued by 
NRR (not before the Board) for the operating li- 
cense. 

3. Technical specifications and changes. 

4. Backup technical documents (e.g., topical reports) 
submitted in support of items 1 and 2. 

5. Federal Register notices citing availability of item 1 
and the FSAR. 


6. Correspondence regarding the utility Final Safety 
Analysis Report (FSAR) and/or the Updated Final 
Safety Analysis Report (USAR). 


7. All general technical correspondence, meeting an- 
nouncements or meeting summaries relating to 
Technical Specifications, the Operating License or 
technical issues arising after the issuance of the 
Ojjeraling License. 


8. Correspondence regarding codes (e.g., American 
Society of Mechanical Engineers), regulations, 
laws, or changes in policy that may affect plant op- 
eration or bear on the Operating License. 


9. Information on the Standard Review Plan (STP). 


10. Results of surveys or tests conducted in accordance 
with the Technical Specifications (not periodic re- 
ports, which fall in Categoiy R). 


11. Correspondence relating to NRCs Systematic 
Evaluation Program (SEP). 
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12. Owner’s group meeting announcements and re- 
ports. 

13. Quality assurance information. 

14. Environmental matters (technical). 

15. Seismic qualification review team (SQRT) reports 
and related correspondence. 

16. Emergency core cooling system documents. 


17. Radioactive waste information excluding onsite 
storage of low-level waste, filed in Category X, and 
independent spent fuel installations of high-level 
waste, filed in Category Y. 

18. Correspondence regarding expansion of spent fuel 
storage pool. 


19. Start-up test reports. 

20. Correspondence and documentation on generic 
technical matters highlighted by an event at an- 
other facility which may affect the subject facility; 
not covered by an IE Bulletin 

21. SERs on specific generic issues. 

22. Proposed equipment failure/instructions. 

23. Insemcc testing (not inspections). 

24. Reports of site visits. 

25. Application to voluntarily surrender license, dis- 
mantle, and dispose of component parts. 

26. Changes in NRC’s internal organizational struc- 
ture. 


Q. INSPECTION REPORTS, RESPONSE TO BULLETINS, CIRCULARS AND 
INFORMATION NOTICES, CIVIL PENALTIES, AND RELATED CORRESPONDENCE 


1. Inspection reports. 


2. Responses to IE Bulletins (formerly called Regula- 
tory Operations (RO) Bulletins), Circulars (not 
published since 1981) and Information Notices. 


3 . Responses by applicant to IE correspondence. 


4. Applicant’s determination of proprietary nature of 
Inspection Reports. 


5. Letters concerning areas of noncompliance. 


6. Pre-service and in-service inspections and proce- 
dures. 


7. Correspondence and orders relating to imposition 
and payment of civil penalties, including Notifica- 
tion of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and en- 
forcements that does not specifically relate to inci- 
dents or events as defined in Category S. 

9. Health physics inspections/appraisals. 

10. Emergency preparedness inspections/appraisals. 

11. Inspections and related correspondence from the 
International Atomic Energy Agency. 

12. Systematic Assessment of Licensee Performance 
(SALP). 
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13, Construction Appraisal Team/Construclion. As- 
sessment Team (CA'i’) reports. 

A. Intcgratcci Design Insi)eclion (IDI) reports. 

B Inclci^cndent lOcsign Vcrifiaition Piogram 
(IDVP) reports. 

14, Notice of significant licensee meetings. 


15. Performance Appraisal Team (PAT^ reports. 

16. LicensceA^ endor interface inspections. 

17. Coucsponticncc relating to items 12, 13,14, 15and 
16. 

NOTE: For IE Bulletins and Information Notices, see 
I&E file series. 


R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 


This category includes periodic reports of a routine na- 
ture. 

1. Monthly, semiannual, or annual operating reports 
(other than financial) for construction and operat- 
ing stages. 

2. Periodic environmental monitoring, effluent test- ’ 
mg, or similar reports. 

3. Periodic personnel exposure repoits. 


4. Periodic nonconformance reports (issued pursuant 
to Board orders). 


5. Operational Logbooks on Environmental Data, 
Radiological Data, operating log on plant systems 
core, plant status summary sheets. 


6. Correspondence or other documents relating to 
the items listed. 


S. REPORTABLE OCCURRENCES, PNOs, PNSs, AND RELATED CORRESPONDENCE 


This category contains all materials relating to abnor- 
mal, unusual, reportable, or nonroutinc occurrences or 
events. These include; 

1. All 24-hour, 10-day, 30-day, interim and final Li- 
censee Event Reports (LERs) and follow-up corre- 
spondence (also called Incident Reports, Abnor- 
mal Occurrence Reports and Reportable 
Occurrences). 


2. Potential or possible reportable Deficiency Re- 
ports and lelatcd correspondence. 


4. Construction Deficicn<y Reports submitted under 
10 CFR 50.55(e). 

5. Preliminary Notification of Occurrence (PNOs) 
and Preliminaiy Notification of Safeguards Events 
(PNs). 

6. Environmental Technical Specifications Violation 
Reijorts and Environmental Event Reports. 

7. Pact 21 Reports or Defects and Noncompliance. 

8. Correspondence or other documents relating to 
items 1-7. 


3. Individual Personnel Exposure Reports. 
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NOTE: For PNOs and PNSs, see I&E file series. 


T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 


This category contains all word-for-word transcripts, 
testimony, and briefings, except for congressional mat- 
ters (Category V), and antitrust matters (Category N). 

1. Atomic Safety and Licensing Board (ASLB) and 
Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 


4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at 
Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 


2. Testimony and statem ents submitted to ASLB and 
ASLAB. 


3. Commission meeting transcripts. 


7. Corrections to above items. 


NOTE; Transcripts on specific dockets are also filed on 
ACRS and 9.21 files senes. 


U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


1. Statements and testimony before Congress or be- 
fore bodies/committees appointed by the Execu- 
tive or Legislative Branches. 


4. Coircspondencc to or from State Legislative bod- 


2. Information supplied for the record of Congres- 
sional hearings. 

3 . Correspondence to a nd from Congress and the Ex- 
ecutive Branch on other than constituent response 
matters. 


NOTE: This attegory contains correspondence on sub- 
stantive matters. Routine responses to con- 
stituent inquiries are filed in Category H. 


V. LICENSING OF OPERATORS AND RELATED CORRESPONDENCE 


1. Infoimation bearing on licensing operators and 3. Correspondence pertaining to operator examina- 

shift engineers. tions. 

2. Power plant examination summary sheet. 
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W. DECOMMISSIONING DOCUMENTS AND CORRESPONDENCE 


This file assumes the position of the Operating License 
Stage (Category P) file for general technical items from 
the order for termination of the operating license on- 
ward. 


1 . Order granting authority to dismantle/decommis- 

sion. 


2. Technical documents submitted, such as: Decom- 
missioning Plan, Dismantling Plan, Bnvironmental 


Report on Dismantling, Safety Analysis Report on 
Decommissioning. 

3. Documents relating to disposal of radioactive ma- 
terial and decontamination of the site. 

4. Other correspondence relating to decommission- 
ing. 

5. All documentation relating to the ongoing opera- 
tion of the plant, formerly filed in Category P. 


X. ONSITE STORAGE OF LOW-LEVEL WASTE 


1. License application, license, proposed amend- 
ments and amendments to store low-level waste at 
a commercial reactor. 

2. All I elated correspondence and reports. 


NOTE: These documents will also have a Nuclear Ma- 
terials Safety and Safeguards (NMSS) license 
or Docket-30 number associated with the 
Docket-50 number. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 


1. License applications, licenses, amendments and 
pioposed amendments to possess power reactor 
spent fuel and other radioactive materials associ- 
ated with spent storage in an independent spent 
fuel storage installation. (Such spent fuel storage 
installations may be on a reactor site or at a sepa- 
rate site.) 


2. All related correspondence and reports to the 
above. 

NOTE: These documents will have an NMSS license 
and/or a Docket-72 number. For these instal- 
lations on a reactor site, the associated 
Docket-50 number also has been identified. 
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DEFINITIONS OF NONDOCKETED CATEGORIES 


10 CFR—Commisstoii Meeting Records 


Contains documentation pertaining to open and dosed 

Commission meetings. 

1. Sunshine Act Fedeial Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification by the Genctal Counsel on dosed 
meetings. 

4. Commission Determination Statements signed by 
the Secretary regarding the public disclosure of 
transcripts of Commission meetings. 


5. Verbatim unofficial and official transcripts or por- 
tions of transcripts of open and closed Commission 
meetings made publicly available in accordance 
with provisions of 10 CFR Part 9, the Sunshine Act, 
and Commission policies. 

6. Enclosures to released transcripts, including appli- 
cable viewgraplis, staff pajicis, and staff correspon- 
dence. 


7. Staff Requirements Memoranda for open meet- 
ings; memoranda of record; record of votes of 
Commissioners on items under consideration at 
meetings. 


ACRS —Advisory Cominitlcc oil Reactor Safeguards 


This category contains documents pertaining to safety- 
related aicas reviewed by ACRS. ACRS serves as an in- 
dependent advisoiy committee to the Commission. 

1. ACRS reports iclating to safely-related matters. 

2. Announcements of ACRS meetings relating to 
safely-related matters, including description of 
meeting agendas. 

3. Transcripts of ACRS subcommittee and full com- 
mittee meetings relating to both facility license ap- 
plications and safely-related raaltens. 

4. Statements and written testimony of ACRS mem- 
bers or presented by individuals at ACRS proceed- 


ings related to both facility license applications and 
safety-related matters. 

5. Minutes of ACRS subcommittee and full commit- 
tee meetings relating to both facility license appli- 
cation and safely-related matters. 

6. ACRS consultant reports, comments and related 
corresijondcnce relating to both facility license ap- 
plications and safely-related matters. 

7. Technical correspondence, and memoranda to and 
from ACRS pertaining to safely-related matters. 

8. General correspondence and related material 
about ACRS, but not authored by ACRS or its con- 
sultants. 





DEFINITIONS OF NONDOCKETED CATEGORIES 


NOTE: For Docket-specific technical correspondence, 
memoranda and announcements of ACRS 
meetings, see category O of Docket 50 series. 


ADVCM— NRC Advisory Committees 


This category contains documentation pertaining to the 
responsibilities of all NRC advisory committees other 
than the Advisory Committee on Reactor Safeguards. 
Documents in this category include: 

1. Charters of each advisory committee. 

2. Meeting announcements; description of meeting 
agenda. 


3. Minutes and verbatim transcripts of committee 
meetings. 


4. Committee-generated reports, memoranda, and 
correspondence that arc publicly available. 


5. Committee-related correspondence. 


COMMISSION— NRC Commissioner Correspondence 


Contains documentation pertaining to the daily conduct 
of Commission business in the Office of the Commis- 
sion. 


1. Incoming and outgoing Commission-level corre- 
spondence to and from the Commissioners relating 
to official NRC business, including reports and 
other enclosures to the aforementioned. 


2. Travel vouchers, telephone logs and official ap- 
pointment calendars of participating Commis- 
sioner (placed in the PDR at the discretion of indi- 
vidual Commissioners). 


3. Speeches, interviews, and testimony given by Com- 
missioners at meetings, symposia, and Congres- 
sional hearings. 

4. Weekly Information Reports (SECY series num- 
ber) prepared by the Executive Director for Op- 
erations (EDO) for the Commissioners, providing 
a summary of key events and items of interest un- 
dertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see 10 
CFR 9.7. For all other staff papers with a 
SECY series designation prepared for Com- 
mission review, see SECY file category. 


CONTRACT— NRC Contracts and Modifications 


Contains documentation pertaining to ABC and NRC 
contracts, grants, and Interagenty Agreements. 
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I. Notification of contracts and grant execution, 2. Contractual documents and modifications to con- 
specifying contract number; project title, contiac- tracts, 

lor name; contiacl type; funding and period of per- 
formance. 


FOIA — Freedom of Information Act Requests and Appeals 


Contains requests for agency records and information 
about records released in accordance with the provisions 
of the Freedom of Information Act (FOIA), or denial. 

1. Requests made under the FOIA for NRC records 
(each IS assigned a sequential identification num- 
ber based on the year that the request is made, so 
that 89-100 refers to the JOOlh FOIA request 
made in 1989). 


2. Correspondence between the NRC and the re- 
quester relevant to the processing, appeal, denial 
or granting of an FOIA request, and appeal of a 
denial. 


3. Records or portions thereof released in response 
to FOIA requests made under FOIA appeals. 


GEN TECH IS — Generic Technical Issues 


Contains records pertaining to unresolved safety issues 
of a generic nature that are being analyzed by the NRC 
Office of Nuclear Reactor Regulation (NRR). 

1 . Draft reports of action plans to accomplish genetic 

tasks in the NRR program. 


2. Coirespondence with mdustry and within NRC dis- 


cussing methodologies, analyses, the program and 
technical aspects of Issues. 

3, Meeting notifications and minutes. 

4. Interim findings and status reports on generic tasks 
addressing related aspects of Generic Technical Is- 
sues. 


I&E— Inspection and Enforcement Issuances 


Contains bulletins, circulars and information notices 
that are issued by the NRC Office responsible for In- 
spection and Enforcement. These issuances describe 
some event that has occurred at a facility that may re- 
quire some follow-up action by the licensee. Also in- 
cluded in this category are draft bulletins and informa- 
tion notices (I&E Misc), Preliminary Notifications of 
Events or Unusual Occurrences (PNOs), Preliminary 
Notitications of Safeguards 

Events or Unusual Occurrences (PNSs), and Notifica- 
tions of Significant Enforcement Actions (ENs). 


1. I&E Circulars, which describe an event at a li- 
censed facility and are informational in nature (dis- 
continued in 1981). 

2. I&E Information Notices, which are similar to cir- 
culars but are preliminary in nature and issued 
shortly after an event has occurred, 

3. I&E Bulletins, which describe an event al a li- 
censed facility and request all recipients to perform 
certain actions as a result of that event. 
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4. Draft I&E Bulletins and Information Notices 
which are being considered for issuance, and re- 
lated comments and evaluations. 


5. Preliminaiy Notifications of Events or Unusual 
Occurrences (I’NOs), which provide updated in- 
formation of an event of safety or public interest. 


6. Preliminary Notifications of Safeguards Events or 


Unusual Occurrences (PNSs), which provide early 
notice of events of possible safety significance. 

7. Notification of Significant Enforcement Actions 
(ENs), which provide information on a Notice of 
Violation and Proposed Imposition of Civil Penal- 
ties. 


NOTE; For utility responses to such issuances and re- 
lated correspondence, see Categories Q and S 
of file. 


MISC— Public Document Miscellaneous 


Contains documents about topics not included in the scope of the other non-docketed categories. 


NUREG -Staff and Contractor Formal Reports, Conference Proceedings, Brochures, and 

Related Correspondence 


Formal reports on regulatory, technical, and administra- 
tive issues of interest to staff, industry, other Govern- 
mental entities, and the public are published in the 
NUREG series. 


1. Results of licensing studies of specific plants or fa- 
cilities preliminary to licensing actions. 

2. R esults of analyses of general or specific problems 
of a regulatory or technical nature that are of inter- 
est to a major segment of the industry. 

3. Action and review plans, as well as guidance, for 
meeting NRC requirements, 

4. Task force reports on specific topics. 

5. Proceeding of conferences and workshops. 


6. Management and progiam analysis reports. 


7. Statistical analyses that are of interest to the staff, 
the industry, and the public. 


8. Administrative reports that are of interest to the 
staff, the industry, and the public. 


9. Correspondence from industry, government, and 
the public commenting on reports. 


10. Internal NRC memoranda summarizing meetings 
or discussions pertaining to the contents of the re- 
ports. 


NOTE: NUREG reports on specific plants or facilities 
are filed in Docket 50 Categories A, P, E, orD. 
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ORG — Organization File 


Contains correspondence with professional organiza- 
tions, Government agencies, and associations with 
which NRC IS in contact; records other than Regulatoiy 
Guides that pertain to NRC’s activities in standards de- 
velopment; records pertaining to specific NRC offices; 
and emergenqi petitions not assigned Petition for 
Rulemaking (PRM) numbeis that request the Commis- 
sion to take immediate action on some issue. 

1. Meeting summaries and technical correspondence 
between NRC and professional associations and 
international bodies, such as the Atomic Industrial 
Forum and (he International Atomic Energy 
Agency. 

2. Correspondence between NRC's Office of Nu- 
clear Regulatory Research and other Government 


agencies in which both parlies have joint regulatory 
responsibility; e.g., EPA has authority to control all 
radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between 
NRC and Congress, and other technical corre- 
spondence dealing with the role and activities of 
the Office of Nuclear Regulatory Researcli in de- 
veloping standards. 

NOTE; For Regulatory Guides and comments on 
Regulatory Guides issued by the NRC Office of 
Nuclear Regulatory Research, see the 
REGGD file catcgoiy. For petitions for 
rulemaking filed by the public to amend, re- 
scind or change an NRC regulation, see the 
PRM file category. 


PR— Proposed Rule 


Contains records dealing with NRC staff proposals to 
adopt, amend, or repeal a Commission regulation. Pro- 
posed Rules (PRs) can be initialed as a result of a Com- 
mission directive; a staff proposal; or as a result of a 
Commission detcnnination that sufficient grounds exist 
for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside parly or person. 

1. Federal Register notice statmg the terms or sub- 
stance of the proposed rule, or a specification of 
the subject and issues involved, 

2. Text of the Proposed Rule (PR). 

3 . Draft and generic proposed rules and Federal Reg- 
ister notices (PR Misc.). 


4. Comments, statements, information, opinions, or 
arguments on the proiiosed change to a part of the 
Code of Federal Regulations, Title 10. 


5. Requests from the nuclear industry, organizations, 
and other parties for written interpretation of the 
PR. 


NOTE; For staff recommendations to the Commission 
on whether a PR should be adopted, see the 
SECY file category. For Commission review of 
staff recommendations, see the 10 CFR 9.7 file 
categoiy. 
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PRM — Petition for Rulemaking 


Contains records dealing with petitions filed with the 
Commission by an outside party to issue, amend or re- 
scind an NRC icgulation. 


1. Petitions filed by any interested person or party to 

issue, amend, or rescind an NRC regulation. 


2. Federal Register notice of the filing of the petition. 


3. Correspondence between NRC and the Petitioner 
relevant to the status and substance of the petition. 


4. Comments from the nuclear industry, professional 
associations, public interest groups, and otheis in 
favor of or in opposition to the IH^M. 

5. Statements, motions, orders, and correspondence 
dealing with emergency petitions filed by parties 
on such topics as fire protection and a reanalysis of 
the capacity of operating U.S. plants to withstand 
earthquakes. 

NOTE: For staff recommendations to the Commission- 
ers on whether the PRM should be denied or 
issued as a Proposed Rule, see the SECY file 
category. For Commission review of staff rec- 
ommendations, see the 10 CFR 9.7 file cate- 
gory. 


PRO J— Projects 


Contains records pertaining to two classes of projects: 
(1) commercial nuclear power plants for which NRC has 
ull licensing responsibilities; and (2) Government- 
)wned reactors for which NRC provides technical ex- 
pertise and occasional review. Both classes are identi- 
fied with a “P” prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

These files contain all documentation up until the time 
that the NRC considers the application and the Safely 
Analysis Report (PSAR) is submitted by the utility com- 
plete enough for staff review. The unit is then assigned a 
docket number and the file transferred to the 
Docket-50 series category. 

The documents are grouped together in categories, des- 
ignated by alphabetic characters. These are the same 
categories as those used for the Docket-50 series. 

A. Application/Constrnction Stage 

1. Application submitted by the utility. 


2. Meeting notices, summaries and correspon- 
dence discussing the completeness and ade- 
quacy of the Preliminary Safety Analysis Re- 
port (PSAR). 

3. Applicant Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in 
support of the application. 

6. Early site visits. 

B. Utility Preliminary Safety Analysis Report 

(PSAR) and Amendments 

1. PSAR submitted by the utility. 

2. Amendments and change to the PSAR. 

3. Transmittal and acknowledgment letters. 







DEFINITIONS OF NONDOCKETED CATEGORIES 


G. A(ljiKlicatoi 7 Correspondence 

1. Motions, briefs, orders, etc., pertaining to 
pre*hcaring conferences, if any. 

M, Antili nsl Correspondence 

1. Submittals and iclated mateiials pertaining 
to the antitrust review. 

Q. Inspection Reports 

1. Inspection reports of the appliaint quality as- 
surance ])rogram. 


2. Notices of deviations. 

3. Follow-up correspondence resolving devia- 
tions cited. 

2. Government-owned reactors 


Meeting summanes and technical correspondence be- 
tween NRC and other Government technical people re- 
lating to test reactors, critical experiments, and Depart- 
ment of Defense (DOD) reactors on U.S. Naval ships 
and other sites. 


PT 21 — 10 CFR Part 21 Deficiency Reports 


Deficiency repoi ts submitted in compliance with Patt 21 
of Title 10 of the Code of Federal Regulations. 


1. Rcpoits by films involved in the nuclear industry 
lepoiting noncompliance with NRC regulations or 
tlie existence of defects which could create a sub- 
stantial safety hazaid. 


2. Correspondence pertaining to the NRC review of 
reports to assess the possibility of generic defects. 

3. NRC inspection reports of defects cited. 

A. Correspondence specifying appropriate follow-up 
actions taken by the Agency. 


QA 999— Quality Assurance Inspections 


Contains inspection reports of vendor licensee interface 
from vendor’s view, vendor products, vendor programs 
including equipment environmental qualification test- 
ing, and follow-up coirespondcncc. Each vendor is as- 
signed a docket number and is a part of llic QA 999 sc- 
ries. 


Vendors arc defined as companies, both U.S. and for- 
eign, that arc engaged in the design, manufaclure, or 
testing of both nuclear components, or supplying serv- 
ices to the nuclear industry. The controlling criteria arc 
found in 10 CFR Part 21, 10 CFR Part 50, PSAR and 
FSAR submitted by utilities for specific facilities, and 
vendor QA Topical Reports. 


1. NRC inspection reports of vendor facilities that 
cover the design, fabrication and testing of compo- 
nents for use in nuclear facilities and vendor/liccn- 
see interface. 

2. Notices of deviation. 

3. Vendor corrective actions and other foUow-iip cor- 
respondence associated with resolution of inspec- 
tion findings, 

NOTE: For vendor licensee interface inspection from 
licensee’s view, sec Docket 50 Category Q. 
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REGGD— Regulatory Guides 


Contains new and revised Regulaloiy' Guides and re- 
lated correspondence. These guides describe to the in- 
dustry and to the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC regula- 
tions. They also delineate techniques used by the staff in 
evaluating specific problems or postulated accidents or 
provide guidance to applicants. 


1. Federal Register notices announcing the issuance 
and availability of a proposed Regulatory Guide. 


2. Revised or newly issued Regulatory Guides. 


3. NRC value/impact assessment. 


4. Comments submitted by the nuclcai industry and 
interested members of the public regarding a pro- 
posed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss 
proposed Regulatory Guides. 


NOTE: For documentation pertaining to other wotk 
products and activities of the NRC Office of 
Nuclear Regulatory Research, which is respon- 
sible for standards development, see the Or- 
ganization (ORG) file aitcgory. Industry codes 
and standards cited in Regulatory Guides are 
available for reference use only in the NRC Li- 
brary. 


RES— Research and Technical Assistance Reports 


Contains reports, generally interim, submitted by NRC 
contractors providing research and technical assistance 
to the Commission. It also includes documentation per- 
taining to research activities of the Commission. 


1. Technical letter reports provide information on the 
technical aspects of work by contractors or other 
government agencies and their contractors. These 
letter reports may consist of transmittal letters 
with interim or final informal reports attached, or 
the technical information may be incorporated in 
the body of the letter. The form and frequency of 
reporting is specified in the Contract Statement of 
Work. 


a. Interim technical letter reports provide infor- 
mation on the technical aspects of the work at 
various stages and form a basis for develop- 
ment of the formal reports required by the 
contract. Interim technical letter reports may 
include, but are not limited to, informal (in- 
terim) progress reports, “quick-look” reports, 
data reports, project descriptions, pretest 


predictions, model verifications, experiment 
safety analyses, experiment operating proce- 
dures, facility certification rcpoits, and test 
results. 

b. Final technical letter reports are prepared to 
record the results of contract work that com- 
prises review and evaluation of the work of 
others or work to be used by the staff in the 
licensing and regulation process. These tech- 
nical letter reports are not followed by a for- 
mal report. 

2. Formal technical reports, which may be periodic pro- 
gress reports on long-term projects of final reports, 
are published in the NUREG/CR series. These re- 
ports arc final products of research, original inves- 
tigations, or significant compilations of informa- 
tion, or they may be progress reports. 


3. Research Information Letters (RlLs) summarize re- 
search information for staff use. They are prepared 
in the NRC Office of Nuclear Regulatory Re- 
.scarch (RES). 
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4. Confcience Proceedings report the information prc- NOTE: For final icports of research conducted hy con- 
sented at conferences sponsored or co-sponsored tractois and conference proceedings, sec 

by NRC. Sponsorship or co-sponsorship by NRC NUREG reports senes file. See also the 

requires that the subjects covered be of interest WMRES file foi icscarch reports on disposal 

and value to NRC. of high level waste. 

REVIEW GRP-Rescarch Review Groups 


Contains records pertaining to the activities of internal 3. Research plans and predicted results of major ex- 
and exteinal Research Review Groups. Such groups periments and presentations by research contrac- 

provide a broad base of technical expertise to aid man- tors, 

agement in reviewing research in defined technical ar- 
eas. They review and comment on research plans and 

predicted results of major experiments, the validity and . ^ ■ r , . • , j. 

applicability of research results: possible redirection of Comments on meetings fioin attendees, including 

research projects: new icscarch projects; and prioutics representatives from contraclois, universities, ven- 

vvithin the technical areas covered by the Research Pre- oRict agencies, 

view Group. 

1. Agendas for quarterly Review Group meetings. Internal memoranda relating to topics under dis- 

cussion. 

2. Stimmaiy minutes of Review Group meetings icp- 
resenting views expressed, including dissenting 

views. 6. Correspondence lelated to items 1 through 5. 

RM — Rulemakings 


Contains records pertaining to public hearings held on 3, Petitions, inolions, testimony, and statements sub- 
proposed changes to the Commission’s regulations. mitted by parties to the hearings. 

Hearings arc instituted at the discretion of the Commis- 
sion based on the importance and the magnitude of the ^ Hearing Board orders and rulings, 
subject under consideration. 

5. Technical reports submitted as evidence in the pro- 

1. Designations of the presiding officer and any spe- cecdings. 

cial directions for the conduct of the hearing. 

6. Reports, if any, of the special Board to the Cora- 

2. Notifications of Hearing Board meetings. mission regarding the subject proceeding, 

SECY— Staff Papers (Generally Referred to as SECY Papers) Before the Commission 


Includes staff papers prepared for the information or 1. Policy Issue Papers are used to present matters re- 
approval of the Commission. They are assigned a SECY lating to policy formulation, 

report series code. 
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2. Rufemakmg Issue Papers are used to present 
lulemaking activities of the Commission. 

3. Adjudicatory Issue Papers are used to present mat- 
ters relating to the granting, suspending, revoking 
01 amending of licenses, or construction permits 
for nuclear power plants, and activities in which the 
Commission has an interest. 


4. Infoimation Papers are used to provide informa- 
tion to the Commission. Some (e.g., the weekly re- 
port of the Executive Director for Operations) pro- 
vide general information about agency activities 
without specific reference to policy formulation, 
lulemaking, or adjudication. 

These categories of staff papers may be issued as one of 
the following: (a) a Commission Meeting paper to be 
discussed at a Commission meeting; (b) an Affirmation 
paper which does not require interactive discussion 
among the Commissioners in a Commission meeting, 
but by law must be voted upon by the Commissioners in 


the presence of each other; (c) a Notation Vote i)aper 
which docs not requiie interactive discussion among all 
Commissioners or formal vote in a meeting, thereby 
lending itself to a written notation process; (d) a Nega- 
tive Consent paper which contains issues which the 
Commission would like brought to its attention before 
action is taken but which do not require the formality of 
a Commission vote, and (c) Information Papers which 
provide information to the Commission and do not call 
for any action by the Commission. 

As a geneial practice, papers that are regularly released 
to the public include those that are the subject of discus- 
sion at a public meeting of the Commission and those 
that address unclassified matters pertaining to the ex- 
port and import of nuclear equipment and material. 

NOTE: For Weekly Information Reports prepared by 
the NRC Office of the Executive Director for 
Operations to the Commission providing a 
summary of key events and items of interest un- 
dertaken by staff and program offices, see the 
Commission Correspondence file. 


STATE PROG-Statc Programs 


Contains records that pertain to the Commission’s rela- 
tions with Stale Governments. Areas covered include: 
(1) the Stale Agreements Program, whereby States may 
assume certain of the NRC’s regulatory authority over 
nuclear materials; and (2) a wide range of liaison and co- 
operative activities regaiding such functions as licensing 
and siting. 

1 . Correspondence between and among NRC Office 

of Governmental and Public Affairs and Slate offi- 
cials, mostly State liaison officers and radiation 
control management health officials, regarding: 

a. Cooperative programs in such technical areas 
as radiological incidents, water quality, radio- 
active waste disposal, and transportation sur- 
veillance. 

b. NRC review of Agreement State radiation 
control program. 


c. Technical assistance to Agreement Stales in 
reviewing applications, compliance actions, 
developing regulations, and in other areas. 

2. Agendas, reports, and transcripts of regional work- 
shops and training programs on current matters of 
policy and regulations, i.e., decommissioning and 
radioactive waste disposal. 

3. State Legislative Repoits (discontinued as of De- 
cember 1984). 

4. Agreement State Licensing Statistics Reports (dis- 
continued as of December 1984). 

NOTE: For specific uranium milling and mining pro- 
jects in which the Agency is providing technical 
assistance to Stales, sec the Projects series file 
category. 
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TOPREP- Topical and Vendor Report.*; and Correspondence 


Contains Topical Repons, generally of a teclinica gc- 

ncric nature, submitted by vendors, and correspondence 
pertaining to the NRC review of these reports. Vcndoi -• 
related correspondence that is not docket-spe^lic and 
documents generated by vendor-related Ownci s 
Groups are also included in this category. 


3. Coirespondciicc bclwceii NRC and vendoi, 
laming to the review of .subniiKals. 

A. Meeting agcnda.s, siimmaiies, minutes and c 
spontlence pertinent to vendor activities, 
giams, niclhodologics, and design criteria. 


1. Topical reports, dealing with, such lechniail mat- 
ters as specifications, testing, and safety that are 
submitted by architects, engineers and other ven- 
dors. 


2. Revisions, modifications, and amendments to 
Topical Reports 


5. Vcndor-i elated Owner’s (Jioiip meeting 
noiinceinenls, agendas, siininiarics, rcpoits 
corrcspoiulciicc. 


NO'I'h: I •‘or reports submitted by utilities that me 
ton by vendors on llieii beliaif and that rcli 
docketed ea.ses, sec ihceatcgohcsfor the ( 
eC scric.s, 


WASH-AEC-Issucd Formal Reports tmd Corre.spondcncc 


Formal reports that were issued by the U .S. Atomic I in- 
er^ Commission (AEC) Headquarters staff which wrry 
the WASH series code and correspondence pertaining 
to those reports. The WASH series, which consisted of 


ndiniinsiriitive, scienltfie, and icclinical reports, e 
in 1975 but coiTesjtonclcncc is occasionally gcnci 
which icfcis to WASH tcpoils. Post-1975 NRC-i{ 
formal rcpotLscany tlie NUKP.G scries dcsignalii 


VVM — Waste Management Docinnciil.s 


Contains records dealing with the activities of the NRC 
Division ofHigh-Level Waste Management. Each topic 
has been assigned a unique number, prefixed by the let- 
ters “WM.” Documents m these files include: 

1. NRC and DOE prelicensing activities regarding 
the disposal of high-level waste in geologic reposi- 
tories, pursuant to the Nuclear Waste Pol icy Act of 
1982. 

a. Technical high-level waste site prelicensing 
documentation. 


[>. Meeting agcntlas, minutc.s, and backup ( 
nicnl.s of DOI'VNRC meetings in which 1 
presenLs infoinnUion on its geologic exp 
tion program to identify sites for nui 
waste reposiioi ics. 

u. Uricfings by DOli on ic.scarch being 
ducted on nuclear waste management. 

2. NRC reviews of the site-by-sitc im piemen talk 

DOfi’s program for tiranitiin mill tailings rcmi 
actions, piirstiatU to the Uranium Mill'I'niling! 
diaiion Control Act of 1978. 
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3. Correspondence and comments between NRC and 

the Environmental Protection Agency (EPA) per- 
taining to the high-level waste standard. 

5. Correspondence from citizens and other non-gov- 
ernment organizations for the above items. 

4. NRC topical repoit reviews and associated corre- 
spondence. 

NOTE: For contractor research on waste management 
activities, see the WMRES category. 

WMRES- Waste Management and Research Reports 

Contains inlcrim and final reports, and correspondence 
between NRCaiid itsconlractois regarding prelicensing 
activities in the area of high-level disposal in geologic re- 
positoiies, including: 

3. Draft and final reports submitted foi NRC review 
or information. 

1. Periodic contractor progress reports. 

2. Trip reports. 

4. Coi respondence between NRC staff and contrac- 
tors related to technical questions or issues to be 
resolved. 

XPORTLIC- Export and Import Licenses 


Contains records relating to the issuance of licenses to 

export or import nuclear facilities and materials. 

1. License applications and amendments to export or 
import special nuclear material, source material, 
byproduct material, icactors, nuclear facility com- 
ponents, or reactoi materials. 

2, Correspondence between NRC and applicant or li- 
censee pertaining to the review or status of a pend- 
ing application or license amendment. 

3. Commission letters requesting Executive Branch 
(e.g., U.S, Department of State) views. 

4, Review and findings of the Executive Branch on 
whether issuance of a license would be inimical to 
the common defense and security of the United 
States. 


5. Correspondence to and from foreign governments, 
international organizations, and members of the 
public. 

6. Hearing records and decisions. 

7. Memoranda from the office of the Secretary to the 
Executive Director for Operations (EDO) regard- 
ing the Commission decision on issuance of a pro- 
posed license. 

8. Licenses, license amendments, and license renew- 
als for types specified in item 1. 

NOTE: For transcripts of Commission meetings and 
papers submitted for Commissioner considera- 
tion or information, see the 10 CFR 9.21 and 
SECY-series files. 
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